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HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

Neiv  Cases  Filed  up  to  December  28,  1943 
Cal.  No.  Dept.  Premises  Affected 

621- 43-A — F.D. — 314-330  Belmont  avenue,  south  side, 
from  Alabama  to  Georgia  avenues,  261-285  Alabama 
avenue  and  272-284  Georgia  avenue  (1st  and  2nd  floors); 
(Block  3752,  Lots  3,  6,  9,  11,  13,  15,  20,  21,  22  and  25), 
Borough  of  Brooklyn,  10990-LF  and  Decision. 

622- 43-A — F.D. — 1050  Broadway,  southwest  corner  of 
Hart  street  (cellar  and  1st  floor);  (Block  1596,  Lot  37), 
Borough  of  Brooklyn,  11096-LF  and  Decision. 

623- 43-A — H.B.Q. — 184-10  Jamaica  avenue,  south  side, 
429.7  ft.  east  of  183rd  street  (Block  10352,  Lot  71),  Hol¬ 
lis,  Borough  of  Queens,  M-3073-43. 

624- 43-A — F.D. — 43-49  West  22nd  street,  north  side, 
217  ft.  east  of  6th  avenue  (4th  floor);  (Block  824,  Lot 
12),  Borough  of  Manhattan,  Decision. 

625- 43-A — H.B.Q. — 151-15  85th  drive,  northwest  corner 
of  152nd  street  (Block  9734,  Lots  41  and  45),  Jamaica, 
Borough  of  Queens,  Alt.  1620-43. 

626- 43-BZ — H.B.B. — 700-712  Hicks  street  and  23-45  Nel¬ 
son  street,  northwest  corner  (Block  520,  Lot  26),  Bor¬ 
ough  of  Brooklyn,  Alt.  2357-43. 

627- 43-SM — Lehigh  Navigation  Coal  Co.,  Inc.,  Light¬ 
weight  Aggregate,  manufactured  by  Lehigh  Navigation 
Coal  Co.,  Inc.,  Material. 

628- 43-SM — Natco  Structural  Clay  Tile  Units  (load- 
bearing),  manufactured  by  National  Fireproofing  Cor¬ 
poration,  Material. 

629- 43-A — H.B.Bx. — North  side  of  West  180th  street, 
80  ft.  and  50  ft.  west  of  Andrews  avenue  extended  (Ma¬ 
chine  Shop  Building,  N.  Y.  U.  Campus);  (Block  3222, 
Lot  62),  Borough  of  the  Bronx,  N.B.  64-43. 

630- 43-A — H.B.B. — 208  Sands  street,  south  side,  119  ft. 
10  in.  west  of  Hudson  avenue  (Block  90,  Lot  21),  Bor¬ 
ough  of  Brooklyn,  Alt.  3752-43. 

631- 43-A — F.D.  and  H.B.M. — 453  West  129th  street,  40 
Convent  avenue,  northwest  corner  and  474  West  130th 
street  (Block  1969,  Lot  12),  Borough  of  Manhattan, 
Alt.  978-43,  17631-LF  and  Decisoin. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D.— Fire  Department. 


RULES 


Last  Publication  in  Bi  ietin 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 

Certificates  of  Occupancy,  approved 

form  . 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . 


Dec. 

28, 

1943- 

-Vol. 

28, 

52  A 

Dec. 

28, 

1943- 

-Vol. 

28, 

52  A 

Dec. 

28, 

1943- 

-Vol. 

28, :  i. 

52A 

July 

13, 

1937- 

-Vol. 

32,  . 

28 

Dec. 

28, 

1943- 

-Vol. 

to 

00 

52A 

Last  Publication  in  Bulletin 


Concrete  Rules  (Hydrated  Lime)  ...  Aug. 


Elevator  Rules  . . . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . . . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Dec. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Dec. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Dec. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Dec. 

Platform  Trucks,  Specifications  for... Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Dec. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C..  Oct. 

Smoking  in  Factories,  Rules  for....  Dec. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  SOS  of  Industrial  Code)  . .  Dec. 


3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  S2A 
15,  1937— Vol.  22,  No.  24 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  S2A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


28,  1943— Vol.  28,  No.  52A 

7,  1937— Vol.  22,  No.  36 
12,  1943— Vol.  28,  No.  41 

28,  1943— Vol.  28,  No.  52A 

29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


JANUARY  4,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  4,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

569-43-BZ — Application,  November  23,  1943,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants  on  behalf  of  Rose  Bennett,  owner,  to  permit 
partly  in  a  residence  use  and  partly  in  a  business  use  dis¬ 
trict,  for  a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles;  premises  520-522  Lefferts 
avenue,  south  side,  254  ft.  6  in.  west  of  Kingston  avenue 
(Block  1332,  Lot  27  and  part  of  Lot  87),  Borough  of 
Brooklyn. 

341-43-BZ — Application,  July  6,  1943,  under  sections  7 a 
and  7c  of  the  zoning  resolution  of  Martyn  N.  Weinstein, 
applicant  on  behalf  of  Rite  Way  Laundry  Company, 
owner,  to  permit  in  a  residence  use  district,  the  mainte¬ 
nance  of  extensions  to  an  existing  wet  wash  laundry 
and  also,  a  driveway  accessory  to  the  wet  wash  laundry; 
premises  3319-3335  Atlantic  avenue  and  283-295  Euclid 
avenue,  northeast  corner  (Block  4145,  Lot  1),  Borough 
of  Brooklyn. 

Appeals  from  Administrative  Decisions 

630-43-A— 208  Sands  street,  south  side,  119  ft.  10  in. 
west  of  Hudson  avenue  (Block  90,  Lot  21),  Borough  of 
Brooklyn. 

720-42-A— 92-96  Clifton  place,  south  side,  175  ft.  west 
of  Classon  avenue  (Block  1952,  Lots  25,  26  and  27), 
Borough  of  Brooklyn  (reopened  June  22,  1943). 
625-43-A — 151-15  85th  drive,  northwest  corner  of  152nd 
-treet  (Block  9734,  Lots  41  and  45),  Jamaica,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman.. 
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JANUARY  4,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  4,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters  : 

Appeals  from  Administrative  Decisions 

592- 42-S — 124  Baxter  street,  west  side,  97  ft.  10  in.  south 
of  Hester  street  (Block  207,  Lot  16),  Borough  of  Man¬ 
hattan  (reopened  and  restored  to  calendar,  September 
14,  1943;  previously  withdrawn). 

593- 42-A — 124  Baxter  street,  west  side,  97  ft.  10  in.  south 
of  Hester  street  (Block  207,  Lot  16),  Borough  of  Man¬ 
hattan  (reopened  and  restored  to  calendar,  September 
14,  1943;  previously  withdrawn). 

776-42-A — 821-827  Bergen  street,  south  side,  325  ft.  west 
of  Classon  avenue  and  890-902  Dean  street  (Block  1141, 
Lot  28),  Borough  of  Brooklyn  (reopened  June  29,  1943; 
previously  denied). 

609-43-A — 550-552  Pacific  street  and  32-38  4th  avenue, 
southwest  corner  (2nd  floor);  (Block  192,  Lots  34  and 
35),  Borough  of  Brooklyn. 

607-43-A — 507  West  33rd  street,  north  side,  125  ft.  west 
of  10th  avenue  (Block  705,  Lot  29),  Borough  of  Man¬ 
hattan. 

480-43-A — 2085  Fifth  avenue,  east  side,  84  ft.  11  in. 
north  of  East  128th  street  (Block  1753,  Lot  4),  Bor¬ 
ough  of  Manhattan. 

618-43-A — 91-30  Van  Wyck  boulevard,  west  side,  150 
ft.  south  of  91st  avenue  (1st  floor);  (Block  9375,  Lot 
176),  Richmond  Hill,  Borough  of  Queens. 

633-43-A — 133-35  Roosevelt  avenue,  north  side,  225  ft. 
east  of  Lawrence  street  (Block  4973,  Lot  19),  Flushing, 
Borough  of  Queens. 

458-43-A — 223-02  Hempstead  Turnpike,  south  side,  110 
ft.  east  of  223rd  street  (Block  11159,  Lot  28),  Queens 
Village,  Borough  of  Queens. 

604-43-A — 421  West  113th  street,  south  side,  129  ft.  west 
of  Morningside  drive  (Block  1860,  Lot  1),  Borough  of 
Manhattan. 

565-43-A — 2-20  West  34th  street,  350  5th  avenue,  south¬ 
west  corner  and  1-29  West  33rd  street  (basement  and  1st 
floor);  (Block  835,  Lots  19  to  28  and  41  to  54),  Borough 
of  Manhattan. 

166-43-S — 41-69  Clark  street,  92-100  Henry  street,  46-82 
Pineapple  street  and  103-121  Hicks  street,  entire  block 
(Block  231,  Lot  1),  Borough  of  Brooklyn. 

363-43-A — 41-69  Clark  street,  92-100  Henry  street,  46-82 
Pineapple  street  and  101-121  Hicks  street,  entire  block 
(25th  and  27th  floors);  (Block  231,  Lot  1),  Borough  of 
Brooklyn. 

294-43-A— 33-55  to  33-81  12th  street,  12-01  to  12-19  34th 
avenue,  northeast  corner  and  33-52  to  33-80  13th  street 
(Block  522,  Lot  1),  Long  Island  City,  Borough  of 
Queens. 

540-43-A — 312  Eleventh  avenue,  east  side,  49  ft.  4 Yi  in. 
south  of  West  30th  street  (Block  701,  Lot  70),  Borough 
of  Manhattan. 

535-43-A — 2454-2458  Grand  Concourse,  southeast  corner 
of  East  188th  street  (Block  3152,  Lots  69  to  77,  inclu¬ 
sive),  Borough  of  The  Bronx. 

629-43-A — -North  side  of  West  180th  street,  80  ft.  and 
50  ft.  west  of  Andrews  avenue,  extended  (Machine  Shop 
building.  New  York  University  Campus);  (Block  3222, 
Lot  62),  Borough  of  The  Bronx. 

Appliance  for  Approval 

173-43-SM— Vitroliner-Porcelain  Enameled  Outlet  Piping. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  11,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  11,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision 
399-43-A — 2531-2539  Broadway,  west  side,  from  West 
94th  street  to  West  95th  street  and  250-254  West  95th 
street  (Block  1242,  Lots  55  and  10),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  11,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  January  11,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeal  from  Administrative  Decision 
864-42-A — 753-759  Seventh  avenue  and  154-166  West 
50th  street,  southeast  corner  (Block  1002,  Lot  61),  Bor¬ 
ough  of  Manhattan  (reopened  and  restored  to  calendar, 
November  23,  1943;  previously  withdrawn). 

Materials  for  Approval 

1268-39-SM — Picone  Brothers  Concrete  and  Cinder 
Block. 

1358-39-SM — Benjamin  Riesner  Ventilating  Brick. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  18,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  18,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

222-43-BZ — Application,  May  11,  1943,  under  section  7h 
of  the  zoning  resolution,  of  Arthur  Weiser,  applicant,  on 
behalf  of  Bijou  Realty  Corporation,  owner,  to  permit 
partly  in  a  residence  use  and  partly  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles;  premises  west  side  of 
Riverdale  avenue,  157-01  ft.  north  of  West  232nd  street 
(Block  3409  E,  Lot  374),  Borough  of  The  Bronx. 

567-43-BZ — -Application,  November  20,  1943,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Fred  Liese,  appli¬ 
cant,  on  behalf  of  Gottscheer  Central  Holding  Co.,  Inc., 
owner,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  conversion  of  occupancy 
of  an  existing  building  to  restaurant,  meeting  rooms, 
cabaret  and  dancing  and,  also,  the  maintenance  of  five 
individual  garages;  premises  657  Fairview  avenue,  north 
side,  77  ft.  3*/,  in.  east  of  Linden  street  (Block  3485, 
Lot  1),  Ridgewood,  Borough  of  Queens. 

276-43-BZ — Application,  June  7,  1943,  under  section  21 
of  the  zoning  resolution,  of  Lipton  and  Stein,  applicants, 
on  behalf  of  Rosian  Realty  Corporation,  owner  (Santini 
Building  Corporation,  lessee),  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy  of  an  existing 
public  garage  to  a  storage  warehouse  (household  goods); 
premises  3441  Kingsbridge  avenue,  west  side,  169.64  ft. 
south  of  West  236th  street  (Block  3406G,  Lot  441),  Bor¬ 
ough  of  The  Bronx. 

300-43-BZ— Application,  June  18,  1943,  under  section  21 
of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant, 
on  behalf  of  Jack  Farino,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  maintenance  of  a  building  for 
the  storage  of  contractors  equipment  and  trucks  and, 
also,  the  use  of  part  of  the  vacant  portion  of  the  prem¬ 
ises  for  the  open  storage  of  contractors  equipment  and 
trucks;  premises  107-33  154th  street,  east  side,  251.47  ft. 
north  of  108th  avenue  (Block  10133,  Lot  12),  Jamaica, 
Borough  of  Queens. 
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273-43-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  East  New  York  Savings  Bank, 
owner,  reopened  December  14,  1943,  under  section  7c 
of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  conversion  of  occupancy  of  a  building 
from  a  marble  factory  to  manufacturing  of  mattresses 


(previously  denied  in  re  conversion  of  building  from 
marble  works  to  factory);  (light  manufacturing),  prem¬ 
ises  965-967  Hopkinson  avenue,  west  side,  260  ft.  south 
of  Lott  avenue  and  576-578  Bristol  street  (Block  36_3, 
Lot  19),  Borough  of  Brooklyn.  . 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  November  30,  1943,  as  they  appeared 
in  Bulletin  No.  49,  Vol.  28,  are  hereby  corrected  to  read 
as  follows : 


1.  Discontinue  the  spraying  of  any  article  or  thing 
with  any  flammable  or  combustible  substance  for.  in¬ 
stance,  paint,  varnish,  lacquer,  shellac,  on  these  premises. 
Rule  1.3.1.— Spray  Rules  adopted  by  the  Board  of 
Standards  and  Appeals  as  per  Sec.  488,  New  York 
Citv  Charter.” 


187-35-A. 

APPLICANT— L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner.  . 

SUBJECT— Application  for  consideration  —  reopening  and 
extension  of  time  to  complete  work — A.ppeal  from 
a  decision  of  the  commissioner  of  buildings. 
PREMISES  AFFECTED— Pier  No.  38,  Clinton  Wharf, 
Atlantic  Basin  (Block  515,  part  of  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  George  A.  Eweler. 

ACTION  OF  BOARD— Appeal  reopened  and  time  extended. 
THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative  .  ® 

THE  RESOLUTION  (187-35-A) 

W^hereas,  this  appeal  from  a  decision  of  the  commissioner 
of  buildings,  affecting  Pier  No.  38,  Clinton  Wharf,  Atlantic 
Basin  (Block  515,  part  of  Lot  1),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  November  26,  1935,  on  certain  con¬ 
ditions  and  time  extended  from  time  to  time,  to  obtain  per¬ 
mits  and  complete  the  work,  the  last  such  extension  being 
on  December  15,  1942  and  the  applicant  requests  a  further 
extension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  26,  1935,  as 
amended  through  December  15,  1942,  only  in  so  far  as  it  has 
reference  to  obtaining  permits  and  completion  of  the  work, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read  . 
‘‘with  reference  to  the  installation  of  the  8  inch  main 
hereinbefore  required,  all  permits  shall  be  obtained  and 
all  work  completed  within  one  (1)  year  from  the  date 
of  this  amended  resolution.” 

♦Correction — The  address  changed  from  Pier  No.  28 
to  Pier  No.  38. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  November  3,  1943,  as  they  appeared  in 
Bulletin  No.  45,  Vol.  28,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION  (426-43-A) 

Whereas,  Wilbur  T.  Emerson,  for  the  Prudential  Insur¬ 
ance  Company  of  America,  owner,  filed  September  21,  1943, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  12  East  86th  street  and  11  East  85th  street,  south¬ 
west  corner,  86th  street  and  Madison  avenue  (cellar)  ; 
(Block  1497,  Lot  9),  Borough  of  Manhattan;  and 
Whereas,  Order  34767-LC,  issued  by  the  fire  commis¬ 
sioner  May  28,  1943,  reads  : 

“A  recent  inspection  of  your  premises  indicates  that 
the  following  must  be  done  otherwise  permit  No.  133347 
which  is  dated  to  expire  April  27,  1944  will  be  revoked : 


and 

Whereas,  said  order  was  referred  to  in  an  order  of  the 
fire  commissioner  dated  August  4,  1943 ;  and 

Whereas,  the  applicant  states  the  building  is  15  stories, 
(150  ft.)  in  height,  204  ft.  4  in.  by  220  ft.  in  area;  of  Class 
1  construction ;  erected  1923 ;  located  in  a  residence  and  re¬ 
tail  use  district;  of  Class  1  construction;  equipped  with  a 
standpipe  system  and  sprinklers  in  the  area  affected,  and 
occupied  throughout  as  a  Class  A  Multiple  Dwelling ;  and 

Whereas,  the  applicant  contends  that  the  spray  booth  has 
been  in  operation  for  approximately  13  years  and  is  located 
in  the  basement  of  the  building  of  fireproof  construction , 
equipped  with  self-closing  fire-proof  door;  that  there  are  two 
exits  from  this  area,  one  leading  to  the  basement  and  the 
other  leading  to  the  outside  court;  that  this  room  is  ven¬ 
tilated  by  means  of  a  stack  with  no  other  exhaust  into  the 
stack,  that  the  spray  booth  room  is  completely  sprinklered 
by  approved  automatic  wet  pipe  system ;  that  all  lights  in 
the  room  are  approved  vapor-proof  type ;  that  the  booth  is 
equipped  with  an  approved  exhaust  fan  and  electric  motors 
are  screened ;  that  the  building  has  been  operated,  as  an 
apartment  hotel  since  1923 ;  that  the  spray,  booth  is  used 
only  in  connection  with  the  operation  and  maintenance  of  the 
building ;  that  all  recommendations  of  the  Fire  Underwriters 
and  the  Fire  Department  have  been  complied  with ;  that  the 
amount  of  spraying  in  any  one  day  does  not  require  the  use 
of  more  than  two  quarts  of  material;  that  under  Rule  11.1 
of  the  Spray  Rules,  the  Fire  Department  may  waive  the 
requirements  governing  the  use  of  equipment  for  spraying 
where  the  quantities  of  material  used  does  not  exceed  2 
quarts  per  day;  that  the  denial  of  the  right  to  continue  the 
operation  of  the  spray  booth  will  result  in  a  hardship  to  the 
owner;  that  there  has  never  been  an  accident  or  fire,  in 
connection  with  the  operation  of  the  spray  booth  in  question 
and  it  is  therefore  requested  that  the  Board  permit  the 
operation  of  the  spray  booth  and  the  use  of  spray  materials 
not  to  exceed  two  quarts  in  any  one  day. 

Resolved,  that  the  order  of  the  fire  commissioner,  Order 
34767-LC,  Objection  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  spraying  equipment  shall  be  maintained  in  the  fireproof 
room  in  the  basement  as  proposed ;  that  such  equipment 
shall  comply  in  all  other  respects  with  the  requirements 
therefor ;  that  such  spraying  shall  be  maintained  only  for  the 
repair  of  all  moveable  furniture  and  equipment  belonging 
to  the  owner  and  used  inside  of  the  building ;  that  a  certifi¬ 
cate  of  fitness  shall  be  obtained,  as  required  by  Rule  5.1 
of  the  rules  governing  the  spraying  of  paints. 


♦Correction — The  words  “that  the  operator  shall  hold  a 
certificate  of  fitness  issued  by  the  fire  commissioner” 
changed  to  “that  a  certificate  of  fitness  shall  be  obtained, 
as  required  by  Rule  5.1  of  the  rules  governing  the  spraying 
of  paints as  contained  at  the  end  of  the  resolution. 
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No.  29 

A  LOCAL  LAW 

TO  AMEND  THE  ADMINISTRATIVE  CODE  OF  THE  CITY  OF  NEW  YORK,  IN 
RELATION  TO  PLACES  OF  ASSEMBLY,  GENERALLY. 


Be  it  enacted  by  the  Council  as  follows: 

Section  1.  Section  C26-116.0  of  the  administrative  code 
of  the  city  of  New  York  is  hereby  repealed  and  re-enacted 
to  read  as  follows : 

§  C26-116.0  Place  of  assembly. — The  term  “place  of 
assembly”  shall  mean  a  room  or  space  which  is  occupied  by 
seventy-five  or  more  persons  and  which  is  used  for  educa¬ 
tional,  recreational  or  amusement  purposes  and  shall  include 
assembly  halls  in  school  structures ;  dance  halls ;  cabarets ; 
night  clubs ;  restaurants ;  any  room  or  space  used  for  public 
or  private  banquets,  feasts,  socials,  card  parties  or  weddings ; 
lodge  and  meeting  halls  or  rooms ;  skating  rinks ;  gymna¬ 
siums  ;  swimming  pools ;  billiard,  bowling,  and  table  tennis 
rooms ;  halls  or  rooms  used  for  public  or  private  catering 
purposes;  funeral  parlors;  markets;  recreation  rooms;  con¬ 
cert  halls;  broadcast  studios;  school  and  college  audi¬ 
toriums  ;  and  all  other  places  of  similar  type  of  occupancy. 
Nothing  in  this  section  shall  be  construed  to  apply  to  in¬ 
struction  rooms,  libraries,  lecture  rooms,  recreation  rooms, 
lunchrooms  or  classrooms  in  elementary  or  high  schools, 
as  defined  in  section  C26-132.0  of  this  code,  or  in  colleges 
which  are  licensed  to  operate  by  the  state  board  of  regents, 
when  such  rooms  are  used  solely  and  exclusively  by  the 
students  of  such  schools  or  colleges. 

The  term  “licensed  place  of  public  assembly”  as  used  in 
this  article  shall  mean  any  room  or  space  which  is  used  or 
occupied  as  a  “place  of  assembly”  as  defined  in  this  section, 
when  the  lawful  use,  occupancy  or  operation  of  such  place 
is  contingent  upon  the  issuance  of  a  license  by  the  fire  de¬ 
partment,  the  police  department  or  the  department  of  licenses. 

Whenever  the  words  “place  of  assembly”  are  used  in  this 
chapter,  such  words  shall  be  construed  as  if  followed  by  the 
words  “or  any  room  or  space  which  is  occupied  for  or  is 
intended,  arranged,  or  designed  to  be  occupied  for  such  use.” 

Nothing  in  this  section  shall  be  construed  to  apply  to  any 
room  or  space  used  exclusively  for  dwelling  purposes  in  a 
private  dwelling  as  defined  in  section  C26-122.0  of  this  code 
or  used  exclusively  for  dwelling  purposes  as  defined  in  sub¬ 
division  one  of  section  four  of  the  multiple  dwelling  law, 
nor  shall  this  section  be  applicable  to  places  of  incarcera¬ 
tion,  an  asylum,  a  convent,  a  monastery,  a  church,  a  syna¬ 
gogue,  or  a  theatre,  motion  picture  theatre,  opera  house  or 
concert  hall  subject  to  and  complying  with  the  provisions  of 
article  thirteen  of  this  code  and  which  are  required  to  obtain 
a  license  as  a  “licensed  place  of  public  assembly.” 

§  2.  Such  code  is  hereby  amended  by  adding  thereto  a 
new  section,  to  follow  section  09-165. 1,  to  be  section  09- 
165.2,  to  read  as  follows : 

§  09-165.2.  Smoking  prohibited  in  retail  stores. — It 
shall  be  unlawful  for  any  person  to  smoke  or  carry  a  lighted 
cigar,  cigarette,  pipe  or  match  or  use  any  spark,  flame  or 
fire-producing  device  which  has  not  been  authorized  for  use 
by  the  commissioner  in  any  existing  or  newly  created  retail 
store  which  is  designed  and  arranged  to  accommodate  more 
than  three  hundred  persons,  or  in  which  more  than  twenty- 
five  persons  are  employed.  Designated  smoking  and  rest 
rooms,  restaurants,  executive  offices  and  beauty  parlors  in 
such  retail  stores  shall  be  exempted  from  this  prohibition. 
Any  person  who  shall  violate,  or  refuse,  or  neglect  to  comply 
with  any  provision  of  this  section  shall,  upon  conviction 
thereof,  be  punished  by  a  fine  of  not  less  than  ten  dollars 
and  not  more  than  one  hundred  dollars,  or  by  imprisonment 
not  exceeding  thirty  days,  or  by  both. 


§  3.  Title  C  of  chapter  twenty-six  of  such  code  is  hereby 
amended  by  adding  thereto  a  new  article,  to  follow  article 
seventeen,  to  be  article  eighteen,  to  read  as  follows : 

ARTICLE  18 
Places  of  assembly 
Sub-Article  1 

General  provisions  governing  places  of  assembly 

§  C26-1437.0  Application. — Except  as  otherwise  pro¬ 
vided  in  the  administrative  code  of  the  city  of  New  York, 
the  provisions  of  this  article  shall  apply  to  any  new  room, 
space  or  portion  of  a  premises,  or  to  any  room,  space  or  por¬ 
tion  of  a  premises  existing  as  or  hereafter  altered  or  con¬ 
verted  to  use  or  occupancy  as  a  “place  of  assembly.” 

§  C26-1438.0  Egress. — a.  The  means  of  egress  in  such 
places  of  assembly  shall  be  in  conformity  with  the  provisions 
of  this  chapter  relating  to  buildings  of  like  classification, 
area,  height,  use  and  occupancy,  except,  however,  that  in  all 
cabarets  as  defined  in  paragraph  three  of  subdivision  a  of 
section  436-1.0  of  this  code  the  greatest  distance  of  travel 
from  any  portion  of  such  cabaret  to  a  required  means  of 
egress  shall  not  exceed  seventy-five  feet. 

b.  In  all  places  of  assembly  there  shall  be  aisles  provid¬ 
ing  proper  access  to  all  required  means  of  egress.  Such 
required  aisles  shall  not  be  obstructed  in  any  manner  what¬ 
soever  and  shall  be  not  less  than  three  feet  in  width. 

c.  No  required  means  of  egress  in  a  place  of  assembly 
hereafter  created  shall  be  permitted  through  any  room  or 
space  used  as  a  kitchen  or  service  pantry  or  for  the  prepa¬ 
ration  of  food.  In  an  existing  “place  of  assembly”  an  exist¬ 
ing  means  of  egress  through  a  room  or  space  used  as  a 
kitchen  or  service  pantry  or  for  the  preparation  of  food  may 
be  accepted  by  the  department  under  such  conditions  as  may 
be  prescribed  and  approved  by  the  department. 

d.  The  provisions  of  subdivision  a  of  this  section  limiting 
to  seventy-five  feet  the  greatest  distance  of  travel  from  any 
portion  of  any  room  or  premises  used  as  a  cabaret  to  a 
required  means  of  egress  shall  not  apply  to  existing  legal 
cabarets  as  defined  in  paragraph  three  of  subdivision  a  of 
section  436-1.0  of  this  code,  provided,  however,  that  the 
means  of  egress  from  such  cabaret  is  in  conformity  with 
the  provisions  of  this  chapter  relating  to  buildings  of  like 
classification,  area,  height,  use  and  occupancy. 

e.  The  owner  of  each  place  of  assembly  shall  submit  to 
the  department  a  diagram  indicating  the  arrangement  of 
tables,  chairs,  seats,  dancing  space,  platforms,  aisles  and 
means  of  egress.  Diagrams  which  have  been  approved  by 
the  department  shall  be  kept  on  the  premises  for  which  the 
approval  has  been  granted  and  shall  be  readily  available  for 
inspection.  Such  diagrams  shall  be  filed  with  the  department 
within  sixty  days  after  the  date  when  this  article  becomes 
effective. 

No  place  of  assembly  shall  be  occupied  until  a  diagram 
indicating  the  basic  arrangement  of  aisles  has  been  approved 
by  the  department,  and  the  use  of  any  arrangement  not 
approved  by  the  department  is  prohibited. 

f.  The  provisions  of  paragraph  e  of  this  section  relating 
to  the  submission  and  approval  of  diagrams  shall  not  apply 
to  assembly  rooms  or  auditoriums  in  elementary  or  high 
schools  as  defined  in  section  C26-132.0  of  this  code  or  in 
colleges  which  are  licensed  to  operate  by  the  state  board 
of  regents ;  provided,  however,  that  seats  in  such  assembly 
rooms  or  auditoriums  are  stationary. 
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§  C26-1439.0  Number  of  persons,  limited. — The  num¬ 
ber  of  persons  permitted  to  occupy  a  place  of  assembly 
shall  be  as  approved  by  the  department  of  housing  and 
buildings  and  shall  be  in  conformity  with  the  provisions  of 
this  chapter  relating  to  buildings  of  like  classification,  area, 
height,  use  and  occupancy. 

§  C26-1440.0  Capacity  of  premises  to  be  posted  con¬ 
spicuously. — a.  In  every  room  or  in  any  portion  of  a 
premises  or  building  which  is  used  as  a  place  of  assembly 
there  shall  be  conspicuously  posted  signs  indicating  the 
number  of  persons  who  may  legally  occupy  said  room  or 
space.  Such  signs  shall  read  as  follows : 

OCCUPANCY 
BY  MORE  THAN 
.  PERSONS  IS 

DANGEROUS 
&  UNLAWFUL 

.  Commissioner, 

Department  of  Housing  and  Buildings,  City  of  New  York. 

b.  Such  signs  shall  be  twenty  inches  in  width  by  twenty- 
four  inches  in  length.  The  lettering  thereon  indicating  the 
lawful  occupancy  shall  be  of  bold  gothic  type  in  red  on  a 
background  of  white,  shall  be  not  less  than  two  inches  in 
height  and  the  numerals  shall  be  two  and  three-eighths  inches 
in  height,  and  such  lettering  and  numerals  shall  be  properly 
spaced  to  provide  good  visibility. 

c.  Such  signs  shall  be  illuminated,  shall  be  durable,  and 
shall  be  substantially  secured  to  wall  or  partition. 

d.  Such  sign  shall  be  located  at  the  main  entrance  to 
such  space  or  room  so  as  to  be  conspicuously  visible  to  a 
person  entering  such  space  or  room. 

§  C26-1441.0  Lighting  systems. — During  all  periods 
when  a  place  of  assembly  is  occupied  such  place  shall  be 
illuminated  by  sufficient  natural  or  artificial  light  to  permit 
a  person  to  read  in  every  portion  thereof  nine-point  print 
of  the  kind  generaly  used  in  the  average  daily  newspaper. 
Dance  halls  when  in  use,  shall  be  so  illuminated  that  every 
person  present  may  be  plainly  seen  from  any  point  in  the 
hall.  When  required,  artificial  light  shall  be  provided  through 
electrical  circuits  and  shall  be  maintained  in  continuous 
operation. 

§  C26-1442.0  Exit  signs. — a.  In  every  such  place  of 
assembly  the  required  means  of  egress  shall  be  indicated  by 
signs  reading  “EXIT”.  Letters  on  such  signs  shall  be  eight 
inches  in  height  and  such  letters  shall  be  properly  spaced 
so  as  to  be  easily  read  at  a  distance  of  seventy-five  feet. 

b.  Each  such  exit  sign  shall  be  illuminated  by  a  red  light 
of  not  less  than  twenty-five  watts  or  equivalent  photometric 
rating. 

c.  In  any  such  place  of  assembly  where  doors,  openings 
or  passageways  providing  access  to  required  means  of  egress 
are  not  visible  from  all  portions  of  such  room  or  premises, 
illuminated  directional  signs  shall  be  installed  in  conspicuous 
locations  in  such  room  or  premises,  indicating  the  direction 
of  travel  to  the  required  means  of  egress. 

d.  Such  directional  signs  shall  be  of  the  same  dimensions 
as  specified  in  this  section  for  exit  signs. 

e.  It  shall  be  unlawful  to  obscure  in  any  manner  any  re¬ 
quired  means  of  egress,  passageway,  exit  sign,  exit  light  or 
directional  exit  sign. 

§  C26-1443.0  Independent  circuit  for  illuminated  exit 
lights  and  directional  signs  in  “licensed  places  of  public 
assembly.” — Notwithstanding  any  other  provision  con¬ 
tained  in  this  chapter,  the  illumination  of  all  exit  lights  and 
directional  signs  required  under  the  provisions  of  this  article 
in  all  “licensed  places  of  public  assembly”  which  have  been 
approved  by  the  department  charged  with  the  enforcement 


of  this  chapter  for  occupancy  by  more  than  two  hundred  and 
fifty  persons  shall  be  provided  through  circuits  separated 
from  the  general  lighting  and  power  circuits.  Such  installa¬ 
tions  shall  be  in  conformity  with  the  provisions  of  title  B 
of  chapter  thirty  of  this  code. 

§  C26-1444.0  Safety. — a.  The  superintendent,  in  his 
discretion,  may  require  that  any  opening  from  a  space  used 
as  a  kitchen  or  service  pantry  or  for  the  preparation  of  food 
in  a  place  of  assembly  be  protected  with  a  self-closing  door 
or  other  device  when  in  his  opinion  such  protection  is  neces¬ 
sary  for  the  safety  of  the  occupants  and  to  prevent  the  spread 
of  fire.  Any  door  installed  for  such  purpose  may  be  pro¬ 
vided  with  a  vision  panel  of  clear  wire  glass  or  of  plate 
glass  not  less  than  one-quarter  of  an  inch  in  thickness. 

b.  In  all  places  of  assembly  in  which  food  is  cooked  or 
prepared  for  service  in  such  place,  the  hoods  over  ranges 
and  the  flues  for  such  ranges  shall  be  thoroughly  cleaned  at 
least  twice  each  year.  A  record  indicating  the  person  or 
firm  which  completed  such  cleaning  process  and  the  date 
when  such  flues  were  cleaned  shall  be  kept  on  the  premises 
and  shall  be  available  for  examination. 

§  C26-1445.0  Dressing  rooms. — a.  In  places  of  as¬ 
sembly  in  which  dressing  rooms  are  provided  for  perform¬ 
ers,  such  dressing  rooms  shall  be  equipped  with  sprinklers 
as  prescribed  by  the  superintendent.  Water  supply  for  such 
sprinklers  may  be  taken  from  the  domestic  water  service 
of  the  building. 

The  provisions  of  this  subdivision  shall  not  apply  to  guest 
rooms  in  hotels  when  such  guest  rooms  used  for  the  accom¬ 
modation  of  performers  are  separate  and  remote  from  that 
part  of  the  premises  used  as  a  place  of  assembly. 

b.  All  dressing  rooms  used  by  performers  shall  be  pro¬ 
vided  with  adequate  means  of  egress  as  prescribed  by  the 
superintendent. 

§  26-1446.0  Revolving  doors  prohibited. — a.  No  class 
B  revolving  door  shall  be  permitted  in  any  place  of  assembly. 

b.  It  shall  be  unlawful  to  install  a  revolving  door  or  con¬ 
tinue  the  use  of  an  existing  revolving  door  in  any  exit  open¬ 
ing  from  a  place  of  assembly,  except  that: 

1.  A  supplemental  revolving  door  may  be  installed  or 
maintained  immediately  adjacent  to  a  required  exit. 

2.  Where  the  occupancy  is  less  than  one  hundred  and 
fifty  persons  one  of  the  required  exits  may  be  through 
a  revolving  door  provided  there  is  immediately  adjacent 
thereto  an  outwardly  swinging  door  of  at  least  twenty- 
eight  inches  in  width  and  provided  further  that  there 
is  another  required  exit  from  such  place  of  assembly. 

c.  The  provisions  of  this  section  shall  not  apply  to  street 
exit  doors  in  class  1,  class  2  or  class  3  structures  where 
there  intervenes,  between  the  place  of  assembly  and  said  exit 
doors,  areas  of  safety  into  which  exits  of  the  place  of  assem¬ 
bly  discharge.  Said  areas  shall  be  public  stairhalls,  exit 
corridors  or  similar  protected  areas  adequate,  under  the 
provisions  of  article  seven  of  this  code,  for  the  accommo¬ 
dation  of  all  the  occupants  of  the  building  including  those 
of  such  place  of  assembly. 

d.  All  type  A  revolving  doors  shall  be  cleaned,  lubricated, 
and  maintained  in  proper  working  order.  Tests  shall  be  made 
each  month  so  that  in  the  event  of  an  emergency  such  doors 
may  fold  back  in  conformity  with  the  provisions  of  section 
C26-287.0  of  this  code. 

A  record,  indicating  the  name  of  the  person  or  firm  which 
made  such  tests  and  the  date  on  which  such  tests  were  con¬ 
ducted,  shall  be  kept  on  the  premises  and  shall  be  available 
for  inspection. 

During  the  period  of  World  War  No.  2  and  one  year 
thereafter,  nothing  contained  in  this  section  shall  be  con¬ 
strued  to  preclude  the  use  of  revolving  doors  in  places  of 
assembly  other  than  cabarets  or  dance  halls  if  such  revolving 
doors  legally  existed  therein  on  January  first,  nineteen  hun- 
hundred  forty- three,  provided,  however,  that  adjacent  to  such 
revolving  doors  there  are  reauired  means  of  egress  equipped 
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with  outwardly  swinging  doors  and  further  provided  that  in 
the  opinion  of  the  superintendent  no  undue  hazard  will  re- 
result  therefrom. 

§  C26-1447.0  Approval  required,  permits,  fees. — a.  It 
shall  be  unlawful  to  use  or  occupy  any  building  or  portion  of 
a  building  or  premises  as  a  place  of  assembly  unless  an  ap¬ 
plication  for  such  use  or  occupancy  has  been  filed  with  and 
approved  by  the  department. 

b.  Application  forms  and  permits  required  under  this 
section  shall  be  provided  by  the  department. 

c.  The  permit  issued  by  the  department  for  such  place  of 
assembly  shall  be  kept  readily  accessible  in  all  such  places 
of  assembly. 

d.  An  annual  fee  of  five  dollars  shall  be  paid  to  the  de¬ 
partment  upon  the  issuance  of  the  required  permit  for  a 
place  of  assembly. 

e.  The  provisions  of  this  section  relating  to  the  payment 
of  a  fee  shall  not  apply  to  any  place  of  assembly  occupied 

■  exclusively  by  a  religious,  charitable  or  educational  organ¬ 
ization  no  part  of  the  net  earnings  of  which  inures  to  the 
benefit  of  any  private  shareholder  or  individual,  or  to  any 
place  of  assembly  for  which  a  fee  is  collected  by  any  other 
department  of  the  city,  for  similar  use  and  occupancy. 

f.  The  issuance  of  a  permit  by  the  department  under  this 
article  shall  be  contingent  on  the  approval  of  the  fire  com¬ 
missioner  and  of  the  department  of  water  supply,  gas  and 
electricity,  and,  if  a  license  is  required  under  the  provisions 
of  section  436-1.0  of  this  code,  the  applicant  shall  also  obtain 
the  approval  of  the  police  commissioner. 

g.  A  permit  issued  under  the  provisions  of  this  article 
shall  not  affect  application  of  the  provisions  of  paragraph 
b  of  subdivision  one  of  section  487a-1.0  of  this  code. 

§  C26-1448.0  Date  effective. — a.  The  provisions  of 
section  C26-1437.0  of  this  article  shall  become  effective  im¬ 
mediately. 

b.  Except  as  otherwise  specifically  provided  in  this  article, 
such  changes  as  may  be  required  under  the  provisions  of 

■  sections  C26-1438.0,  C26-1439.0,  C26-1440.0,  C26- 1441.0,  C-26- 
1442.0,  C26-1444.0,  C26-1446.0  and  C26-1447.0  of  this  article 
shall  be  completed  within  sixty  days  from  the  date  on  which 
this  article  becomes  effective. 

c.  Such  changes  as  may  be  required  under  the  provisions 
of  sections  C26-1443.0  and  C26-1445.0  of  this  article  shall 
be  completed  within  six  months  from  the  effective  date  of 
this  article. 

§  C26-1449.0  Violations,  penalties. — In  addition  to  any 
•  other  penalty  prescribed  by  this  code,  any  person  who  shall 
violate  any  provision  of  this  article,  upon  conviction  thereof, 
shall  be  punished  J?y  a  fine  of  not  less  than  ten  nor  more 
than  fifty  dollars,  or  by  imprisonment  not  exceeding  ten 
days,  or  by  both.  Upon  a  second  conviction  of  such  violation 
the  commissioner  shall  have  discretionary  power  to  revoke 
or  suspend  any  permit  issued  by  the  department  under  the 
provisions  of  this  article. 

If  any  place  of  assembly  is  used  or  occupied  in  violation 
'  of  any  provision  of  this  article,  whether  or  not  there  has 
been  a  conviction  of  any  person  for  such  violation,  the 
commissioner  may  serve  notice  upon  the  person  charged  with 
having  violated  such  provision,  requiring  such  person  to 
comply  with  the  provisions  of  this  article  within  ten  days 
after  the  service  of  such  notice,  and  if  such  person  fails  to 
comply  within  said  period,  the  commissioner  may  serve 
notice  upon  such  person  that  a  hearing  will  be  held  by  the 
said  commissioner  at  a  time  and  place  to  be  fixed  in  said 
notice  to  determine  whether  or  not  such  violation  existed  or 
still  exists,  and  if,  after  such  hearing,  at  which  the  person 
charged  with  such  violation  shall  be  given  an  opportunity 
to  be  heard  and  present  proof,  the  commissioner  determines 
that  such  violation  continues  to  exist,  he  may  suspend  any 
permit  issued  by  the  department  of  housing  and  buildings 
under  the  provisions  of  this  article  for  a  period  of  time  not 


exceeding  three  months,  and  during  such  suspension  it  shall 
be  unlawful  to  use  or  occupy  such  portion  of  the  premises 
as  a  place  of  assembly. 

§4.  Section  09-161.1  of  such  code  as  added  by  local  law 
one  hundred  and  twelve  of  nineteen  hundred  thirty-nine  is 
hereby  amended  to  read  as  follows : 

§  09-161. 1  Flame-proofing  of  decorations,  drapes, 
curtains  and  scenery. — It  shall  be  unlawful  for  any  per¬ 
son  to  use  any  decoration,  drape,  curtain  and  scenery  used 
for  artistic  enhancement,  which  is  made  of  combustible  ma¬ 
terial,  unless  painted  or  saturated  with  a  non-combustible 
material  or  liquid  or  otherwise  rendered  safe  against  fire  in 
accordance  with  the  requirements  of  the  commissioner,  in 
any  building  of  a  public  character,  including  a  hotel,  theatre, 
restaurant,  public  hall,  department  store,  and  a  building  used 
or  intended  to  be  used  for  purposes  of  public  assembly,  or 
licensed  places  of  public  assembly,  amusement  or  instruction, 
and  a  building  where  large  numbers  of  persons  congregate. 
The  liquids,  materials  or  compounds,  as  required  under  the 
provisions  of  this  section,  and  their  method  of  application, 
shall  be  approved  by  the  board  of  standards  and  appeals. 
Tests  for  each  specific  application  of  originally  treated  com¬ 
bustible  material,  or  any  retests  thereof,  and  the  testing  of 
all  flame-proofed  products,  permitted,  pursuant  to  the  pro¬ 
visions  of  this  section,  shall  be  as  prescribed  by,  and  in 
accordance  with  the  requirements  of  the  commissioner.  Noth¬ 
ing  in  this  section  shall  permit  the  use  of  any  wall  or  ceil¬ 
ing  covering  or  decoration,  having  an  acetate  cellulose  or 
nitrate  cellulose  content,  or  incapable  of  being  adequately 
flame-proofed.  Nothing  in  this  section  shall  be  construed  to 
apply  to  merchandise  for  sale  or  displayed  for  sale,  or  dis¬ 
played  at  a  business  show ;  to  guest  rooms  in  hotels ;  to 
offices ;  to  works  of  art  in  museums ;  nor  to  churches  or 
to  places  of  religious  worship. 

Nothing  in  this  section  shall  prohibit  the  use  of  cut  flowers, 
fresh  cut  decorative  greens,  or  natural  trees,  plants,  shrubs 
or  grass,  for  artistic  enhancement  or  decorative  purposes, 
provided  such  trees,  plants,  shrubs  or  grass,  are  in  soil  and 
are  maintained  in  a  healthy  condition.  Nothing  in  this 
paragraph  shall  permit  the  use  of  hemlock,  balsam,  Spanish 
moss,  or  other  decorative  greens,  which  contain  pitch.  It 
shall  be  unlawful  to  hang  or  otherwise  maintain  fresh  cut 
decorative  greens  in  a  place  of  assembly  or  licensed  places 
of  public  assembly  upon  a  combustible  framework  or  base, 
or  by  means  of  a  combustible  material,  or  to  permit  any 
fresh  cut  decorative  greens  to  be  hung,  or  maintained,  for 
a  period  in  excess  of  twenty-four  hours. 

§  5.  Paragraph  three  of  subdivision  a  of  section  436-1.0 
of  such  code  is  hereby  amended  to  read  as  follows : 

3.  The  word  “cabaret”  shall  mean  any  room,  place  or 
space  in  the  city  in  which  any  musical  entertainment,  sing¬ 
ing,  dancing  or  other  similar  amusement  is  permitted  in 
connection  with  the  restaurant  business  or  the  business  of 
directly  or  indirectly  selling  to  the  public  food  or  drink.  It 
shall  also  include  any  room  or  space  which  is  used  in  the 
catering  business  and  in  which  any  musical  entertainment, 
singing,  dancing  or  other  entertainment  is  permitted. 

§  6.  Paragraph  one  of  subdivision  d  of  section  436-1.0  of 
such  code  as  last  amended  by  local  law  twenty-five  of  nine¬ 
teen  hundred  thirty-eight  is  hereby  amended  to  read  as 
follows : 

1.  The  license  herein  prescribed  shall  be  issued  by  the 
commissioner.  Application  for  such  license  shall  be  made 
on  a  form  containing  such  information  as  may  be  determined 
by  the  commisisoner,  and  shall  be  sworn  to  by  the  applicant. 
The  fee  for  each  such  license  shall  be  one  hundred  fifty 
dollars  for  each  year  or  fraction  thereof,  provided,  however, 
that  a  summer  seasonal  license  may  be  issued  for  the  period 
commencing  on  the  thirtieth  day  of  May  and  ending  on  the 
thirtieth  day  of  September  for  which  the  fee  shall  be  seventy- 
five  dollars. 
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If  additional  rooms  are  to  be  used  independently  by  the 
same  applicant  in  the  same  premises  as  a  dance  hall  or 
cabaret,  the  applicant  shall  indicate  on  the  application  the 
location  of  each  and  every  room  or  space  which  is  to  be 
used  for  such  purpose.  In  such  case  a  separate  license  shall 
be  required  for  each  such  additional  independent  room  or 
space,  and  the  fee  for  each  independent  additional  room  or 
space  shall  be  five  dollars. 

§  7.  Paragraph  two  of  subdivision  d  of  section  436-1.0 
of  such  code  is  hereby  amended  as  follows : 

2.  A  steamship  or  boat  moored  or  tied  to  a  dock,  pier  or 
shore,  and  which  contains  a  dance  hall  or  cabaret  in  use 
while  so  moored  or  tied,  shall  be  required  to  obtain  such 
license. 

§  8.  Paragraph  five  of  subdivision  d  of  section  436-1.0 
of  such  code  is  hereby  amended  to  read  as  follows : 

5.  A  license  hereunder  shall  issue  only  if  the  place  for 
which  it  is  issued  complies  with  all  laws  and  with  the  rules 
and  regulations  of  the  department  of  housing  and  buildings, 
the  police  department,  the  fire  department,  the  department 
of  health  and  the  department  of  water  supply,  gas  and  elec¬ 
tricity,  and,  in  the  opinion  of  the  police  commissioner,  is  a 
safe  and  proper  place  to  be  used  as  a  public  dance  hall  or 
a  cabaret. 

§  9.  Subdivision  f  of  section  436-1.0  of  such  code  is  hereby 
amended  to  read  as  follows : 

f.  Suspension  and  revocation  of  license.  A  license  may 
be  suspended  or  revoked  by  the  commissioner  for  any  viola¬ 
tion  of  law  or  upon  the  ground  that  disorderly,  obscene  or 
immoral  conduct  is  permitted  on  the  licensed  premises.  In 
addition  to  other  penalties  provided  by  law,  if  any  cabaret 
or  dance  hall  is  used  or  occupied  in  violation  of  any  provi¬ 
sion  of  section  C26-1439.0  or  section  C26-1440.0  of  this  code, 
the  commissioner  may  suspend  or  revoke  the  license  of  any 
cabaret  or  dance  hall  for  a  period  of  time  not  exceeding 
three  months,  and  during  such  period  of  suspension  or  re¬ 
vocation  it  shall  be  unlawful  to  use  or  occupy  any  portion 
of  such  premises  as  a  dance  hall  or  cabaret.  The  commis¬ 
sioner  shall  cause  to  be  served  upon  such  parties  as  he  may 
deem  to  be  interested  therein  such  reasonable  notice  of  his 
intention  to  revoke  such  license  as  he  may  determine  to  be 
proper.  There  shall  be  included  in  or  attached  to  such 
notice  a  statement  of  the  facts  constituting  the  violation 
charged.  Licensees  shall  be  entitled  to  a  hearing  before  the 
commissioner.  If  the  license  of  any  place  be  twice  revoked 
within  a  period  of  one  year,  a  new  license  shall  be  denied 
to  such  place  for  a  period  of  at  least  one  year  from  the  date 
of  the  second  revocation. 

§  10.  Subdivision  g  of  section  436-1.0  of  such  code  is 
hereby  amended  to  read  as  follows : 

g.  Inspection  before  and  after  issuing  license.  A  license 
shall  be  issued  only  after  the  commissioner  shall  have  caused 
an  inspection  to  be  made  of  the  premises  to  be  licensed  and 
not  until  the  commissioner  is  satisfied  that  such  place  com¬ 
plies  with  all  laws  and  the  rules  and  regulations  of  the  de¬ 
partment  of  housing  and  buildings,  the  fire  department,  the 
police  department,  the  health  department  and  the  department 
of  water  supply,  gas  and  electricity  in  so  far  as  the  same 
are  applicable  thereto.  The  commissioner  shall  also  cause 
to  be  made  such  inspections  as  may  be  necessary  to  ascer¬ 
tain  whether  the  places  licensed  are  maintained  in  compliance 


with  law.  For  the  purpose  of  facilitating  the  inspections 
prescribed  by  this  section,  the  commissioner  is  authorized 
to  call  upon  the  head  of  any  city  agency  and  such  agency 
and  its  employees  shall  make  such  inspections  as  may  be 
required. 

§  11.  Subdivision  h  of  section  436-1.0  of  such  code  is 
hereby  amended  to  read  as  follows : 

h.  Permit  for  a  public  dance  or  ball.  Premises  licensed 
hereunder  shall  be  leased  or  hired  out,  and  used,  for  the 
purpose  of  holding  a  public  dance  or  ball  only  after  the 
person  intending  to  hold  such  public  dance  or  ball  shall 
apply  for  and  receive  from  the  commissioner  a  permit  to 
hold  same.  Such  permit  shall  be  issued  only  upon  condition 
that  the  dance  or  ball  shall  be  held  in  accordance  with  the 
rules  and  regulations  adopted  by  the  commissioner.  The 
commissioner  is  authorized  to  adopt  reasonable  rules  and 
regulations  for  the  holding  of  such  public  dances  and  balls 
for  the  purpose  of  preventing  thereat  any  fraudulent  solici¬ 
tation  of  monies  or  any  disorderly  or  immoral  behavior  or 
conduct  calculated  to  disturb  the  public  peace  or  safety. 
Application  for  such  permit  shall  be  made  to  the  commis¬ 
sioner  upon  such  forms  as  he  may  prescribe.  A  fee  of  ten 
dollars  shall  be  paid  for  each  such  permit.  Such  permit 
may  at  any  time  be  revoked  by  the  commissioner  in  case  it 
appears  probable  that  the  public  dance  or  ball  for  which 
permit  has  been  issued  will  not  be  conducted  in  accordance 
with  such  rules  and  regulations.  A  permit  pursuant  to  this 
section,  in  the  discretion  of  the  commissioner,  may  provide 
that  such  public  dance  or  ball  may  be  continued  between 
four  ante  meridian  and  eight  ante  meridian;  and  in  such 
case  the  license  issued  for  the  premises  in  which  such  public 
dance  or  ball  is  to  be  conducted  shall  not  be  deemed  violated 
by  reason  of  the  fact  that  such  premises  are  open  to  the 
public  between  such  hours. 

§  12.  Sudvision  i  of  section  436-1.0  of  such  code  is  hereby 
amended  by  adding  thereto  a  new  paragraph,  to  follow  para¬ 
graph  three,  to  be  paragraph  four,  to  read  as  follows: 

4.  A  licensee  permitting  his  or  its  premises  to  be  used 
for  a  public  dance  or  ball  for  a  single  occasion  without 
first  ascertaining  that  the  person  holding  such  public  dance 
or  ball  has  a  permit  from  the  police  commissioner  to  con¬ 
duct  such  public  dance  or  ball  shall  be  guilty  of  an  offense 
and  shall  be  punished  by  a  fine  of  not  more  than  fifty  dollars 
or  imprisonment  not  to  exceed  thirty  days,  or  both. 

§  13.  Saving  clause. — If  any  clause,  sentence,  para¬ 
graph,  section  or  part  of  this  law  shall  be  adjudged  by  any 
court  of  competent  jurisdiction  to  be  invalid,  such  judgment 
shall  not  affect,  impair  or  invalidate  the  remainder  thereof, 
but  shall  be  confined  in  its  operation  to  the  clause,  sentence, 
paragraph,  section,  or  part  thereof  directly  involved  in  the 
controversy  in  which  such  judgment  shall  have  been  rendered. 

§  14.  This  local  law  shall  take  effect  immediately. 

The  City  of  New  York, 

Office  of  the  City  Clerk,  ss  : 

I  hereby  certify  that  the  foregoing  is  a  true  copy  of  a 
local  law  passed  by  the  Council  of  The  City  of  New  York, 
concurred  in  by  the  Board  of  Estimate  and  approved  by 
the  Mayor  on  July  24,  1943,  on  file  in  this  office. 

H.  Warren  Hubbard, 

City  Clerk,  Clerk  of  the  Council. 


NOTICE 


Instructions  have  been  promulgated  by  the  Department  of  Housing  and  Buildings  for  the  filing  of  the 
application  for  a  “Place  of  Assembly”  and  may  be  obtained  at  the  offices  of  the  Department 
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Minutes  of  Regular  Meeting  January  4,  1944,  at  2  P.M., 
Affecting  Calendar  Numbers  776-42-A,  294-43-A,  363- 
43-A,  458-43-A,  565-43-A,  607-43-A,  609-43-A,  480-43-A, 
592-42-S,  593-42-A,  166-43-S,  535-43-A,  540-43-A,  604- 
43-A,  618-43-A,  629-43-A,  633-43-A,  264-42-A,  400-42-A, 
838-42-SM  and  173-43-SM. 

Minutes  of  Special  Meeting  January  7,  1944,  at  10  A.M., 
Affecting  Calendar  Number  625-43-A. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  January  4,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

632-43-A — 26  West  47th  street,  north  side,  350 
ft.  west  of  5th  avenue  (Block  1262,  Lot  12),  Borough 
of  Manhattan,  Amendment  to  Alt.  1081-43. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Building*; 

H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — ■ 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


633-43-A — F.D.— 133-35  Roosevelt  avenue,  north  side, 
225  ft.  east  of  Lawrence  street  and  133-30  39th  avenue 
(Block  4973,  Lot  19),  Flushing,  Borough  of  Queens, 
Decision. 


634- 43-BZ — H.B.Bx. — 1751-1759  University  avenue,  west 
side,  101  ft.  south  of  West  Tremont  avenue  (Block 
2878,  Lot  203),  Borough  of  The  Bronx,  Amendment  to 
E.S.  Applic.  178-41. 

635- 43-A — H.B.M.— 3859-3861  10th  avenue,  east  side,  99 
ft.  11  in.  south  of  West  207th  street  (Block  2203,  Lot 
3),  Borough  of  Manhattan,  Alt.  872-43. 

636- 43-SM— Wonder  Flame-proof  Liquid,  manufactured 
by  Herman  Mitkoff,  Material. 

637- 43-A — H.B.M.— 677  5th  avenue,  east  side,  50  ft.  5  in. 
north  of  East  53rd  street  (Block  1289,  Lot  3),  Borough 
of  Manhattan,  Amendment  to  Alt.  1010-43. 

638- 43-A— H.B.B. — 339  South  4th  street,  north  side,  75 
ft.  east  of  Keap  street  (Block  2437,  Lot  37),  Borough 
of  Brooklyn,  B.N.  1513-43. 

1- 44-SA — Endogas  Atmosphere  Equipment  (for  heat 
treating  metals),  Appliance. 

2- 44-A — F.D. — 47-09  30th  (Orton)  street,  southeast 
corner  of  47th  (Nelson)  avenue  (Block  283,  Lots  1  and 
38),  Long  Island  City,  Borough  of  Queens,  11010-LF, 
11011-LF  and  Decision. 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules  ...  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime) ...  Aug. 

Elevator  Rules  . . . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . _ . Dec. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . ....Dec. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Dec. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules. . ....Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . . . Dec. 

Platform  Trucks,  Specifications  for.. .Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply).  Dec. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C..  Oct. 

Smoking  in  Factories,  Rules  for....  Dec. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules..... . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  S05  of  Industrial  Code)  . .  Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
IS,  1937— Vol.  22,  No.  24 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  S2A 
28,  1943— Vol.  28,  No.  S2A 

28,  1943— Vol.  28,  No.  S2A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


28,  1943— Vol.  28,  No.  52A 

7,  1937— Vol.  22,  No.  36 
12,  1943— Vol.  28,  No.  41 

28,  1943— Vol.  28,  No.  52A 

29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


3_44-A — H.B.B. — 632-650  Flushing  avenue,  southwest 
corner  of  Tompkins  avenue  (Block  1720,  Lot  32),  Bor¬ 
ough  of  Brooklyn,  Alt.  3584-43. 

4-44-A — H.B.M. — 124  East  40th  street  and  352  Lexing¬ 
ton  avenue,  southwest  corner  (Block  895,  Lot  78),  Bor¬ 
ough  of  Manhattan,  Alt.  1089-43. 

5_44_A — H.B.Bx. — 440  West  240th  street,  southeast 
corner  of  Greystone  avenue  to  Dash  place  (Block 
3414E,  Lot  20),  Borough  of  The  Bronx,  Decisions. 

6-44-A — H.B.B. — 400-412  Marcy  avenue  and  50-60  Lori- 
mer  street,  southwest  corner  (Block  2244,  Lots  25  and 
33),  Borough  of  Brooklyn,  Misc.  2596-43. 


Restored  to  Calendar. 

311-27-BZ — H.B.Q. — 1141-1147  Bayport  place,  south 
side,  150  ft.  east  of  Far  Rockaway  boulevard  (Block  39, 
part  of  Lot  36),  Far  Rockaway,  Borough  of  Queens, 
Alt.  1589-43. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


JANUARY  11,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  11,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

399-43-A — 2531-2539  Broadway,  west  side,  from  West 
94th  street  to  West  95th  street  and  250-254  West  95th 
street  (Block  1242,  Lots  55  and  10),  Borough  of  Man¬ 
hattan. 

720-42-A — 92-96  Clifton  place,  south  side,  175  ft.  west 
of  Classon  avenue  (Block  1952,  Lots  25,  26  and  27), 
Borough  of  Brooklyn  (reopened  June  22,  1943). 


10 


HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


JANUARY  11,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  11,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters  : 

Appeals  from  Administrative  Decisions. 

776-42- A — 821-827  Bergen  street,  south  side,  325  ft.  west 
of  Classon  avenue  and  890-902  Dean  street  (Block  1141, 
Lot  28),  Borough  of  Brooklyn  (reopened  June  29,  1943; 
previously  denied). 

294-43-A— 33-55  to  33-81  12th  street,  12-01  to  12-19  34th 
avenue,  northeast  corner  and  33-52  to  33-80  13th  street 
(Block  522,  Lot  1),  Long  Island  City,  Borough  of 
Queens. 

864-42-A — 753-759  Seventh  avenue  and  154-166  West 
50th  street,  southeast  corner  (Block  1002,  Lot  61),  Bor¬ 
ough  of  Manhattan  (reopened  and  restored  to  calendar, 
November  23,  1943;  previously  withdrawn). 

502-43-A — 6  and  8  West  48th  street,  south  side,  100  ft. 
west  of  5th  avenue  (11th  floor);  (Block  1263,  Lots  43 
and  44),  Borough  of  Manhattan. 

501-43-A — 471  West  42nd  street  and  576-578  Tenth  ave¬ 
nue,  northeast  corner  (Block  1052,  Lots  1  and  2),  Bor¬ 
ough  of  Manhattan. 

545-43-A — 96  Greene  street,  east  side,  150  ft.  north  of 
Spring  street  (Block  499,  Lot  3),  Borough  of  Manhat¬ 
tan. 

631-43-A — 453  West  129th  street,  40  Convent  avenue, 
northwest  corner  and  474  West  130th  street  (Block 
1969,  Lot  12),  Borough  of  Manhattan. 

6-44-A — 400-412  Marcy  avenue  and  50-60  Lorimer  street, 
southwest  corner  (Block  2244,  .Lots  25  and  33),  Bor¬ 
ough  of  Brooklyn. 

Materials  for  Approval 

1268-39-SM — Picone  Brothers  Concrete  and  Cinder 
Block. 

1358-39-SM — Benjamin  Riesner  Ventilating  Brick. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  18,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  18,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

222-43-BZ — Application,  May  11,  1943,  under  section  7h 
of  the  zoning  resolution,  of  Arthur  Weiser,  applicant,  on 
behalf  of  Bijou  Realty  Corporation,  owner,  to  permit 
partly  in  a  residence  use  and  partly  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles;  premises  west  side  of 
Riverdale  avenue,  157-01  ft.  north  of  West  232nd  street 
(Block  3409  E,  Lot  374),  Borough  of  The  Bronx. 

567-43-BZ — Application,  November  20,  1943,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Fred  Liese,  appli¬ 
cant,  on  behalf  of  Gottscheer  Central  Holding  Co.,  Inc., 
owner,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  conversion  of  occupancy 
of  an  existing  building  to  restaurant,  meeting  rooms, 
cabaret  and  dancing  and,  also,  the  maintenance  of  five 


individual  garages;  premises  657  Fairview  avenue,  north 
side,  77  ft.  3 1/?  in.  east  of  Linden  street  (Block  3485, 
Lot  1),  Ridgewood,  Borough  of  Queens. 

569-43-BZ — Application,  November  23,  1943,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants  on  behalf  of  Rose  Bennett,  owner,  to  permit 
partly  in  a  residence  use  and  partly  in  a  business  use  dis¬ 
trict,  for  a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles;  premises  520-522  Lefferts 
avenue,  south  side,  254  ft.  6  in.  west  of  Kingston  avenue 
(Block  1332,  Lot  *27  and  part  of  Lot  87),  Borough  of 
Brooklyn. 

276-43-BZ — Application,  June  7,  1943,  under  section  21 
of  the  zoning  resolution,  of  Lipton  and  Stein,  applicants, 
on  behalf  of  Rosian  Realty  Corporation,  owner  (Santini 
Building  Corporation,  lessee),  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy  of  an  existing 
public  garage  to  a  storage  warehouse  (household  goods); 
premises  3441  Kingsbridge  avenue,  west  side,  169.64  ft. 
south  of  West  236th  street  (Block  3406G,  Lot  441),  Bor¬ 
ough  of  The  Bronx. 

300-43-BZ — Application,  June  18,  1943,  under  section  21 
of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant, 
on  behalf  of  Jack  Farino,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  maintenance  of  a  building  for 
the  storage  of  contractors  equipment  and  trucks  and, 
also,  the  use  of  part  of  the  vacant  portion  of  the  prem¬ 
ises  for  the  open  storage  of  contractors  equipment  and 
trucks;  premises  107-33  1 54th  street,  east  side,  251.47  ft. 
north  of  108th  avenue  (Block  10133,  Lot  12),  Jamaica, 
Borough  of  Queens. 

273-43-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  East  New  York  Savings  Bank, 
owner,  reopened  December  14,  1943,  under  section  7c 
of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  conversion  of  occupancy  of  a  building 
from  a  marble  factory  to  manufacturing  of  mattresses 
(previously  denied  in  re  conversion  of  building  from 
marble  works  to  factory);  (light  manufacturing);  prem¬ 
ises  965-967  Hopkinson  avenue,  west  side,  260  ft.  south 
of  Lott  avenue  and  576-578  Bristol  street  (Block  3623, 
Lot  19),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  18,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  18,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

607-43-A — 507  West  33rd  street,  north  side,  125  ft.  west 
of  10th  avenue  (Block  705,  Lot  29),  Borough  of  Man¬ 
hattan. 

565-43-A — 2-20  West  34th  street,  350  5th  avenue,  south¬ 
west  corner  and  1-29  West  33rd  street  (basement  and  1st 
floor);  (Block  835,  Lots  19  to  28  and  41  to  54),  Borough 
of  Manhattan. 

443-43-A — 176  Sullivan  street,  west  side,  144  ft.  north  of 
West  Houston  street  (Block  526,  Lot  71),  Borough  of 
Manhattan. 

Material  for  Approval. 

637-41-SM — Pabco  Mastipave  (Asphalt  Magic  Floor 
Surfacing). 

HARRIS  H.  MURDOCK,  Chairman. 
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JANUARY  25,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  25,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

7-44-BZ— Application,  January  5,  1944,  under  section  21 
of  the  zoning  resolution,  of  A.  Gordon  Lorimer,  Chief 
of  the  Bureau  of  Architecture,  Department  of  Public 
Works,  applicant,  on  behalf  of  City  of  New  ,  York, 
owner,  to  permit  in  a  residence  use  “E”  and  “F”  area, 
and  also  one-half  times  and  one  times  height  district, 
the  erection  and  maintenance  of  a  building,  accessory  to 
a  hospital  group,  not  complying  with  the  one-half  times 
height,  “F”  area  setback  from  street  lines  and  “F”  area 
plot  coverage  and  floor  area  requirements  of  the  zoning 
resolution;  premises  161-25  Grand  Central  parkway, 
north  side,  from  161st  street  to  164th  street  (Block 
6858,  Lot  1),  Jamaica,  Borough  of  Queens. 

533-42-BZ — Application,  July  2,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Arnold  W.  Lederer,  appli¬ 
cant,  on  behalf  of  Julia  A.  Odom,  2250  Church  Avenue 
Realty  Co.  and  Henry  F.  Viebrock,  owners  (Joseph 
Musolino,  lessee),  to  permit  in  a  business  use  district, 
for  a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles  and,  also,  open  display 
and  sale  of  used  cars;  premises  2242-2262  Church  ave¬ 
nue,  south  side,  206  ft.  8 ]/2  in.  west  of  Bedford  avenue 
(Block  5103,  Lots  42,  43  and  45),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  25,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoor  January  25,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

458-43-A— 223-02  Hempstead  Turnpike,  south  side,  110 
ft.  east  of  223rd  street  (Block  11159,  Lot  28),  Queens 
Village,  Borough  of  Queens. 

363-43-A — 41-69  Clark  street,  92-100  Henry  street,  46-82 
Pineapple  street  and  101-121  Hicks  street,  entire  block 
(25th  and  27th  floors);  (Block  231,  Lot  1),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  8,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  ,  hearing 
Tuesday  afternoon  February  8,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

609-43-A — 550-552  Pacific  street  and  32-38  4th  avenue, 
southwest  corner  (2nd  floor);  (Block  192,  Lots  34  and 
35),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JANUARY  4,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  December  21,  1943,  and  Tuesday 
afternoon,  December  21,  1943,  were  approved  as  printed  in 
Bulletin  No.  52,  Volume  28. 


569-43-BZ 

APPLICANT — Lama  and  Proskauer,  for  Rose  Bennett, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution 
to  permit  partly  in  a  residence  use  and  partly  in  a 
business  use  district,  for  a  term  of  2  years,  the 
parking  and  storage  of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED — 520-522  Lefferts  avenue,  south 
side,  254  ft.  6  in.  west  of  Kingston  avenue  and  571 
East  New  York  avenue  (Block  1332,  Lot  27  and 
part  of  87),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Rose  Bennett. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1944  at 
10  A.M.  pending  an  inspection  by  a  committee  of 
the  Board.  No  further  argument. 


311-27-BZ 

APPLICANT— Sidney  S.  Hein,  for  George  N.  Winkler, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  (decision  of  the  acting 
borough  superintendent)  under  sections  7 g  and  21  of 
the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  conversion  of  occupancy  of  an  existing 
building  from  garage  for  storage  of  more  than  five 
motor  vehicles — owner’s  use  only — (previously 
granted  by  the  Board)  to  a  public  garage  and 
storage  of  automobiles  and,  also,  the  maintenance 
of  business  signs  on  the  existing  building. 

PREMISES  AFFECTED — 1141-1147  Bayport  place,  south 
side,  150  ft.  east  of  Far  Rockaway  boulevard  (Block 
39,  part  of  Lot  36),  Far  Rockaway,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Sidney  S.  Hein  and  George  N. 
Winkler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  . . ., .  0 


341-43-BZ 

APPLICANT — Martyn  N.  Weinstein,  for  Rite-Way  Laun¬ 
dry  Company,  owner. 
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SUBJECT — Application  (decisions  of  the  borough  super¬ 
intendent)  under  sections  7a  and  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district  the 
maintenance  of  extensions  to  an  existing  wet  wash 
laundry  and  also,  a  driveway  accessory  to  the  wet 
wash  laundry. 

PREMISES  AFFECTED — 3319-3335  Atlantic  avenue  and 
283-295  Euclid  avenue,  northeast  corner  (Block  4145, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Martyn  N.  Weinstein. 

For  Opposition :  Olive  K.  G.  Catala  and  Ulysses  S. 
Evans. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

,  THE  RESOLUTION  (341-43-BZ) 

Whereas,  Martyn  N.  Weinstein,  for  Rite-Way  Laundry 
Company,  owner,  filed  on  July  6,  1943,  an  application  under 
sections  7a  and  7c  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  maintenance  of  extensions  to  an 
existing  wet  wash  laundry  and,  also,  a  driveway  accessory 
to  the  west  wash  laundry,  affecting  premises:  3319-3335 
Atlantic  avenue  and  283-295  Euclid  avenue,  northeast  corner 
(Block  4145,  Lot  1),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  January  4,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals,  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Euclid  avenue  is  in  a  residence,  un¬ 
restricted  and  business  use  district;  Atlantic  avenue  is  in  a 
residence,  unrestricted  and  business  use  district,  and  Pine 
street  is  in  a  residence  and  business,  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 

dated  June  17,  1943,  on  Alt.  Application  532-43,  reads: 

“Extending  wet  wash  laundry  in  a  residential  zone  is 
contrary  to  Art.  2,  Sec.  3  of  the  zone  resolution.” 

i  and 

Whereas,  the  decision  of  the  borough  superintendent, 

dated  October  29,  1943,  on  Alt.  A.pplic.  3251-43,  reads: 

“1.  Extending  business  building  in  a  residential  zone 
is  contrary  to  Art.  II,  Sec.  3  of  the  zone  resolution.” 

and 

Whereas,  the  decision  of  the  borough  superintendent, 

dated  October  29,  -1943,  on  B.N.  Applic.  1549-43,  reads  as 

follows : 

“1.  Extending  business  building  in  a  residential  zone 
is  contrary  to  Art.  II,  Sec.  3  of  the  zone  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  of  ground  having  a  frontage  of  155  ft.  9  in.  on  Atlantic 
avenue  and  141  ft.  6  in.  on  Euclid  avenue ;  that  upon  the 
easterly  portion  of  the  plot  there  is  located  a  one  and  two 
story  brick  building,  60  ft.  by  115  ft.,  irregular  in  area — 
occupied  as  a  wet  wash  laundry;  that  the  front  (2  story) 
portion  of  this  building  was  erected  under  N.B.  1697-1912 
(approved  April  11,  1912),  for  use  as  laundry  and  light 
manufacturing;  that  the  rear  (1  story  portion)  was  erected 
under  Alt.  Applic.  17938-22  (approved  Nov.  22,  1922)  ;  that 
Certificate  of  Occupancy  4266-23  was  issued  for  the  use  of 
the  one  story  section  as  a  laundry  and  public  garage ;  that 
it  is  proposed  to  maintain  the  use  of  this  entire  building 
as  a  wet  wash  laundry ;  that  there  have  been  erected— with¬ 
out  approved  plans  or  permits — a  frame  vestibule  (8  ft.  by 
8  ft.),  a  one  story  “metal  shipping  department”  building 
(13  ft.  4  in.  by  50  ft.)  and  a  one  story  concrete  block  shipping 
room  14  ft.  4  in.  by  75  ft.  in  area  and  that  it  is  proposed 


to  maintain  these  buildings  and  to  also  maintain  a  550  gallon 
gasoline  tank  and  pumps  (for  owners  use  only),  now  operat¬ 
ing  under  Fire  Department  permits,  and  also  a  driveway 
across  the  west  portion  of  the  premises ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7-c  thereof,  to 
permit  the  continuation  of  the  additions  as  constructed  and 
as  proposed  as  an  extension  to  the  existing  laundry  building 
and  use,  on  condition  that  the  buildings  shall  not  be  further 
extended  in  height  or  area  and  only  so  long  as  the  premises 
shall  be  maintained  substantially  as  set  forth ;  that  any  trucks 
belonging  to  or  used  in  connection  with  the  laundry,  shall 
be  stored  when  not  in  use,  within  the  premises  and  not  along 
the  streets  and  when  being  supplied  with  gasoline,  shall  be 
supplied  within  the  lot;  that  the  existing  fencing  and 
shrubbery  as  proposed  shall  be  maintained ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  all  per¬ 
mits  required  shall  be  obtained  and  all  work  completed  within 
one  year  from  the  date  of  this  resolution. 


569-37-BZ 

APPLICANT — Flatbush  Coal  and  Coke  Co.,  lessee;  Sophie 
Galumbeck,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
operation  of  coal  pockets,  coal  storage,  truck  drive¬ 
way  and  railroad  siding. 

PREMISES  AFFECTED— 2030-2044  McDonald  avenue, 
west  side,  339  ft.  6  in.  north  of  Avenue  S  and  49-57 
Lake  street  (Block  6680,  Lots  23,  124  and  125), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Ben  L.  Galumbeck. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Request  to  reopen,  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 

THE  RESOLUTION  (569-37-BZ) 

Whereas,  this  application  under  section  7-c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  opera¬ 
tion  of  coal  pockets,  coal  storage,  truck  driveway  and  rail¬ 
road  siding,  affecting  premises  2030-2044  McDonald  avenue, 
west  side,  339  ft.  6  in.  north  of  Avenue  S  and  49-57  Lake 
street  (Block  6680,  Lots  23,  124  and  125),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  February  15,  1939, 
on  certain  conditions,  time  extended  on  September  15,  1942, 
to  obtain  permits  and  complete  the  work ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work ;  and 

Whereas,  the  variance  granted  by  the  Board  and  the  time 
within  which  all  permits  were  required  to  be  obtained  and 
work  completed,  expired  on  September  15,  1943 ;  and 
Whereas,  the  Board  deemed  that  in  view  of  the  expira¬ 
tion  of  the  variance,  the  proposal  now  offered  can  not  be 
entertained  until  a  new  application  is  filed  based  on  a  new 
decision  of  the  Borough  Superintendent  as  to  the  use  of  the 
premises  within  the  residential  use  area  and  the  construction 
of  the  proposed  walls  and  roof. 

Resolved,  that  the  request  for  reopening  be  and  it  hereby 
is  denied. 
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17-38-BZ 

APPLICANT — Herman  Kron,  for  34th  Street  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  retail  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 324-328  West  34th  street,  south 
side,  325  ft.  west  of  Eighth  avenue  (Block  757,  Lots 
51  to  53,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (17-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  324-328  West  34th  street,  south 
side,  325  ft.  west  of  Eighth  avenue  (Block  757,  Lots  51  to 
53,  inclusive),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  July  11,  1939,  on  certain  conditions,  permit  ex¬ 
tended  on  January  6,  1942  and  the  applicant  requested  a 
further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  11,  1939,  as 
amended  by  resolution  adopted  January  6,  1942,  only  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  under  section  7h  thereof  for  a  temporary 
term  of  two  years  from  the  date  of  this  amended  resolu¬ 
tion,  to  permit,  etc.  *  *  *” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

720-42-A 

APPLICANT — George  D.  Scott,  for  Gluckson  Wool  Stock 
Corporation,  owner. 

SUBJECT — Application  reopened  June  22,  1943 — re  Appeal 
from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED — 92-96  Clifton  place,  south  side, 
175  ft.  west  of  Classon  avenue  (Block  1952,  Lots 
25,  26  and  27),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1944  at 
10  A.M.,  applicant  to  be  notified. 


625-43-A 

APPLICANT — Raymond  Irrera,  for  Miriam  Siegel  Singer, 
prospective  owner  (Sona  Cooperstein,  owner.) 
SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 151-15  85th  drive,  northwest 
corner  of  152nd  street  (Block  9734,  Lots  41  and  45), 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Raymond  Irrera  and  Miriam  Singer. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  7,  1944  at 
10  A.  M.,  for  further  consideration. 


630-43-A 

APPLICANT — Judson  E.  Schnall,  for  Charles  Salvato, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 208  Sands  street,  south  side, 
119  ft.  10  in.  west  of  Hudson  avenue  (Block  90, 
Lot  21),  Borough  of  Brooklyn. 

APPEARANCES — - 

For  Applicant :  Judson  E.  Schnall. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (630-43-A) 

Whereas,  Judson  E.  Schnall,  for  Charles  Salvato,  owner, 
filed  December  28,  1943,  an  appeal  from  a  decision  of  the 
borough  superintendent ;  premises  208  Sands  street,  south 
side,  119  ft.  10  in.  west  of  Hudson  avenue  (Block  90,  Lot 
21),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  28,  1943,  re  Alt.  Applic.  3752-43,  reads : 

“1.  Proposed  change  of  occupancy  of  frame  building 
in  fire  limits  to  business  use  in  contrary  to  Sec.  4.1.2,  as 
per  Sec.  2. 1.3. 5  of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories 
and  basement  (40  ft.)  in  height,  19  ft.  3  in.  by  47  ft.  in  area 
at  street  floor,  19  ft.  3  in.  by  40  ft.  in  area  at  typical  floor; 
of  Class  4  construction  ;  erected  prior  to  1900 ;  located  in  a 
business  use,  B  area  district  and  used  since  1925  as  follows: 
Cellar,  storage  and  boiler  room ;  basement,  dentist’s  office ; 
1st  and  2nd  floors  combined,  one  family;  3rd  floor,  one 
family;  proposed  to  be  used:  Cellar,  same;  basement,  retail 
store;  1st  and  2nd  floors  combined,  one  family;  3rd  floor, 
one  family;  and 

Whereas,  the  applicant  contends  the  existing  basement 
walls  are  solid  brick  masonry ;  that  it  is  proposed  to  close 
the  interior  cellar  stairs  with  4  in.  terra  cotta  blocks,  with 
fireproof  self-closing  door  at  bottom,  to  cover  entire  cellar 
ceiling  with  l/2  in.  plaster  boards  with  joints  plastered;  to 
erect  new  partitions  in  basement,  between  store  and  public 
hall,  such  partitions  to  be  2  in.  by  4  in.  studs  covered  with 
y2  in.  gypsum  boards  and  Vi  in.  gypsum  mortar  both  sides, 
to  cover  entire  basement  ceiling  with  metal  lath  and  24  in- 
cement  plaster ;  to  replace  present  fire  escape  at  rear  with 
a  new  fire  escape,  complying  with  Section  145  of  the  Multi¬ 
ple  Dwelling  Law ;  to  reinforce  first  tier  of  beams  to  pro¬ 
vide  proper  liveload  for  store  occupancy ;  that  inasmuch  as 
entire  basement  will  be  enclosed  in  brick  walls  and  one-hour 
partitions,  reconsideration  is  requested  so  as  to  permit  the 
alteration  and  the  occupancy  as  proposed ;  and 
Whereas,  an  examination  of  Alt.  Applic.  3752-43  filed 
with  the  borough  superintendent,  indicates  that  on  December 
21,  1943  the  following  objections  were  issued: 

“1.  Proposed  change  of  occupancy  of  frame  building 
in  fire  limits  to  business  use  is  contrary  to  Sec.  4.1.2  as 
per  Sec.  2.1.3. 5  of  Code. 

2.  Provide  fire  escape  as  per  Sec.  6.1.2.2.5  of  Code. 

3.  Is  partition  being  removed  on  1st  floor  a  bearing 
partition?  What  kind  of  floor  for  1st  tier?  Note,  beams 
4'6"  cts. 

4.  Secure  Bureau  of  Highways  permit  for  areaway 
beyond  building  line. 

5.  Ramp  A.  not  acceptable  as  pitch  exceeds  one  ft.  in 
eight  and  surface  to  be  non-slip.  Sec.  6.1.2. 1  a  4  of  Code. 

6.  What  is  construction  at  b? 

7.  Provide  adequate  retaining  wall  C. 

8.  Complete  structural  information. 
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Plumbing 

1.  Appl.  referred  to  Bureau  of  Sewers  for  approval 
of  extension. 

2.  How  is  extension  roof  drained?” 

and  that  on  December  28,  1943,  a  new  objection  sheet  was 
issued  containing  only  the  objection  herein  appealed;  there 
is  no  indication  of  any  amendments  made  to  comply  with  the 
objections  dated  December  21,  1943;  that  the  examination 
of  Alt.  Applic.  21743  filed  November  18,  1925,  indicates  that 
it  was  then  proposed  to  remove  the  front  entrance  steps, 
making  the  entrance  to  the  basement,  to  remove  second  floor 
kitchen,  install  a  new  kitchen  on  the  1st  floor,  remove 
doctor’s  office  from  1st  floor  to  basement;  to  use  1st  floor 
as  living  quarters  for  doctor  and  his  family  and  that  this 
application  was  approved  December  8,  1925  and  signed  off 
as  completed  May  19,  1926,  but  apparently  no  certificate  of 
occupancy  has  been  issued. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  3752-43,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in 
height  or  occupancy  and  that  the  basement  story,  if  used 
for  business  purposes,  shall  be  reconstructed  and  maintained 
substantially  as  set  forth  in  this  appeal  and  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


Adjourned:  11:35  A.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  4,  1944 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

776-42-A 

APPLICANT — Sidney  H.  Kitzler,  for  Berdean  Holding 
Corporation,  owner  Messing  Bakeries,  Inc.,  lessee). 

SUBJECT — Application  reopened  June  22,  1943 — re  Appeal 
from  a  decision  of  the  borough  superintendent 
(previously  denied). 

PREMISES  AFFECTED— 821-827  Bergen  street,  north 
side,  350  ft.  west  of  Classon  avenue  and  890-902 
Dean  street  (Block  1141,  part  of  Lot  28),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1944  at 
2  P.  M.,  at  written  request  of  applicant. 


294-43-A 

APPLICANT — Raymond  Irrera,  for  G.  P.  W.  Realty  Co., 
Inc.,  owner  (Ivrieger  Steel  Sections,  Inc.,  lessee). 

SUBJECT — Application  reopened  November  9,  1943 — re 
Appeal  from  a  decision  of  the  acting  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 33-55  to  33-81  12th  street,  12-01 
to  12-19  34th  avenue,  northeast  corner  and  33-52  to 
33-80  13th  street  (Block  522,  Lot  1),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Raymond  Irrera. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1944  at 
2  P.  M.,  for  further  consideration  by  the  Board. 


363-43-A 

APPLICANT — Howard  H.  Snyder,  for  Hotel  St.  George 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 41-69  Clark  street,  92-100 
Henry  street,  46-82  Pineapple  street  and  101-121 
Hicks  street,  entire  block  (25th  and  27th  floors)  ; 
(Block  231,  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Howard  H.  Snyder  and  Manfred 
Messner. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1944  at 
2  P.  M.,  for  inspection  by  a  committee  and  further 
consideration  by  the  Board. 


458-43-A 

APPLICANT — Naphtali  A.  Weidberg  for  Estate  of  Louis 
Leavitt,  owner  (Mrs.  Dorothy  Changuris,  lessee). 
SUBJECT — Appeal  from  decision  of  acting  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 223-02  Hempstead  turnpike, 
south  side  of  Hempstead  turnpike,  110  ft.  east  of 
223rd  street  (Block  11159,  Lot  28),  Queens  Village, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Harold  Klorfein,  Dep’t  Parks. 
ACTION  OF  BOARD — Laid  over  to  January  25,  1944  at 
2  P.  M.,  at  written  request  of  applicant. 


565-43-A 

APPLICANT — Simon  B.  Zelnik,  for  Empire  State,  Inc., 
owner  (Longchamps  Restaurant,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2-20  West  34th  street,  350  5th 
avenue,  southwest  corner  and  1-29  West  33rd  street 
(basement  and  1st  floor)  ;  (Block  835,  Lots  19  to 
28  and  41-54),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Simon  B.  Zelnik  and  John  C.  Kelly. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  January  18,  1944  at 
2  P.  M.,  for  decision  by  the  Board,  without  further 
argument. 


607-43-A 

APPLICANT — Robert  Kaplan,  for  Virginia  Krulik  and 
Bella  Kabler,  owners  (Climatic  Rainwear  Co.,  Inc., 
lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 507  West  33rd  street,  north 
side,  125  ft.  west  of  10th  avenue  (Block  705,  Lot 
29),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  W.  Newmark,  Robert  Kap¬ 
lan  and  William  Haughton. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  January  18,  1944  at 
2  P.  M.,  for  inspection  by  a  committee  of  the  Board. 


609-43-A 

APPLICANT — Cafiero  and  Lacerenza,  for  Fourth  Pacific 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 
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PREMISES  AFFECTED— 550-552  Pacific  street  and  32-38 
4th  avenue,  southwest  corner  (2nd  floor)  ;  (Block 
192,  Lots  34  and  35),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Christine  Casero. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1944  at 
2  P.  M.,  at  request  of  applicant’s  representative. 


480-43-A 

APPLICANT — East  Calvary  Methodist  Church,  for  New 
York  City  Society  of  The  Methodist  Church,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 2085  Fifth  avenue,  east  side,  84 
ft.  11  in.  north  of  East  128th  street  (Block  1753, 
Lot  4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  James. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


592-42-S 

APPLICANT — Sidney  Daub,  for  Simon  Finkelstein,  owner. 
SUBJECT — Application  reopened  and  restored  to  calendar 
September  14,  1943 — re  Variation  of  the  labor  law 
as  cited  in  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED — 124  Baxter  street,  west  side, 
97  ft.  10  in.  south  of  Hester  street  (Block  207,  Lot 
16),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (592-42-S) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  124  Baxter  street,  west  side, 
97  ft.  10  in.  south  of  Hester  street  (Block  207,  Lot  16),  Bor¬ 
ough  of  Manhattan,  was  withdrawn  on  July  28,  1942  and 
the  applicant  requested  a  reopening  and  restoration  to  the 
calendar ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
September  14,  1943,  subject  to  usual  procedure;  and 

Whereas,  this  application  was  scheduled  for  hearing  from 
time  to  time  and  was  laid  over  to  January  4,  1944 ;  and 
Whereas,  the  applicant  or  a  representative  did  not  appear 
at  this  hearing,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


593-42-A 

APPLICANT — Sidney  Daub,  for  Simon  Finlkelstein,  owner. 
SUBJECT — Application  reopened  and  restored  to  calendar 
September  14,  1943 — re  a  decision  of  the  borough 
superintendent. 

PREMISES  AFFECTED — 124  Baxter  street,  west  side,  97 
ft.  10  in.  south  of  Hester  street  (Block  207,  Lot 
16),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (593-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  124  Baxter  street,  west 
side,  97  ft.  10  in.  south  of  Hester  street  (Block  207,  Lot  16), 
Borough  of  Manhattan,  was  withdrawn  on  July  28,  1942, 
and  the  applicant  requested  a  reopening  and  restoration  to 
the  calendar ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  September  14,  1943,  subject  to  usual  procedure;  and 
W hereas,  this  appeal  was  scheduled  for  hearing  from 
time  to  time  and  was  laid  over  to  January  4,  1944;  and 
Whereas,  the  applicant  or  a  representative  did  not  appear 
at  this  hearing,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


166-43-S 

APPLICANT — Hotel  St.  George  Corporation,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  health  commissioner. 

PREMISES  AFFECTED— 41-69  Clark  street,  92-100 
Henry  street,  46-82  Pineapple  street  and  103-121 
Hicks  street,  entire  block,  (Block  231,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Howard  H.  Snyder  and  Manfred 
Messner. 

For  Administration:  Albert  Fortgang,  Dep’t  of 
Health. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (166-43-S) 

Whereas,  Hotel  St.  George  Corporation,  owner,  filed 
April  8,  1943,  an  application  for  certificate  of  exemption  for 
a  cellar  bakery  as  referred  in  the  decision  of  the  Board  of 
Health,  affecting  premises  41-69  Clark  street,  46-82  Pine¬ 
apple  street,  92-100  Henry  street,  103-121  Hicks  street  (Block 
231,  Lot  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  Board  of  Health  on  Applic. 
4302  dated  March  9,  1943,  reads: 

“At  a  meeting  of  the  Board  of  Health  of  the  Depart¬ 
ment  of  Health  of  the  City  of  New  York,  held  March 
9,  1943,  your  Applic.  No.  4302  for  a  permit  to  Sanitary 
Certificate  for  a  cellar  bakery  at  the  premises  stated 
was  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  30 
stories  (315  ft.)  in  height,  405  ft.  by  201  ft.  in  area;  of 
Class  1  and  Class  3  construction;  erected  1884,  1885,  1890, 
1897,  1905,  1913,  1924  and  1929;  located  in  a  business  and 
residence  use,  B  area  district  and  used  and  occupied  through¬ 
out  as  a  hotel  for  which  Certificate  of  Occupancy  59837  was 
issued  March,  1930  for  101-121  Hicks  street,  permitting  the 
use  of  the  building  throughout  as  hotel  and  ballroom ;  and 
Whereas,  the  applicant  states  that  the  bakery  has  a  clear 
height  of  8  ft.  10  in.  from  floor  to  ceiling;  that  the  ceiling 
of  the  bakery  is  3  ft.  7  in.  above  curb  at  center  line  on  Hicks 
street  and  is  ventilated  by  electrically  driven  fans ;  and 
Whereas,  the  applicant  has  filed  photostatic  copy  of  ap¬ 
proved  amendment  to  Alt.  Applic.  832-1943  approved  Octo¬ 
ber  11,  1943,  approving  the  issuance  of  a  certificate  of  occu¬ 
pancy  for  the  bake  shop  as  an  existing  condition ;  and 
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Whereas,  the  applicant  contends  that  the  bakery  occupies 
the  rear  portion  of  the  cellar  in  a  wing  known  as  the  “office 
building,”  which  is  of  brick  and  steel  construction,  located 
at  57  to  59  Clark  street ;  that  this  building  was  erected  prior 
to  1909  and  the  bakery  was  in  operation  prior  to  that  date; 
that  the  work  done  in  the  bakery  is  the  preparation  of  bread, 
cakes  and  other  baked  products  for  consumption  in  the 
hotel ;  that  a  small  quantity  of  baked  goods  is  supplied  to  a 
food  shop  located  in  one  of  the  street  floors  on  Clark  street ; 
that  this  shop  was  opened  about  1935  ;  that  the  baked  prod¬ 
ucts  sold  in  this  food  shop  amount  to  less  than  15%  of  the 
total  production  of  the  hotel  bakery ;  that  the  ceiling  of  the 
bakery  is  above  the  level  of  the  curb  and  the  center  line  of 
Hicks  street  frontage;  that  exit  from  the  bakery  is  through 
other  parts  of  the  kitchens  and  through  the  existing  hotel 
passages ;  that  ventilation  is  by  means  of  electric  motor 
driven  fans ;  that  except  for  the  small  quantity  of  baked 
goods  sold  in  the  food  shop,  the  bakery  would  not  be  subject 
to  the  provisions  of  the  Labor  Law  requiring  a  certificate 
of  exemption;  and 

Whereas,  the  applicant  has  filed  copies  of  communications 
indicating  that  the  sale  of  baked  goods  for  off-premises  con¬ 
sumption  has  continued  since  approximately  1898. 

Resolved  that  the  decision  of  the  Board  of  Health,  acting 
on  Applic.  4302-43,  be  and  it  hereby  is  modified  and  that 
the  Board  does  hereby  make  a  variation  of  the  Labor  Law 
so  as  to  permit  the  issuance  of  a  certificate  of  exemption  for 
the  continuation  of  the  cellar  bakery  substantially  as  pro¬ 
posed,  provided  the  conditions  as  set  forth  are  maintained, 
and  the  operation  including  the  ventilating  system,  is  to  the 
satisfaction  of  the  Department  of  Health. 


535-43-A 

APPLICANT — Leonard  A.  Swarthe,  for  Ireland  Holding 
Corp.,  owner  (Grandford  Corp.,  lessee,  Arthur  J. 
Epter,  Grand  Gift  Shop,  sub-lessee). 

SUBJECT — Appeal  from  decisions  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 2454-2458  Grand  concourse, 
southeast  corner  of  East  188th  street  (Block  3152, 
Lots  69  to  77  inclusive),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  A.  Swarthe. 

For  Administration  -  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (535-43-A) 

Whereas,  Leonard  A.  Swarthe,  for  Ireland  Holding 
Corp.,  owner,  Arthur  J.  Epter,  sub-lessee,  filed  November 
8,  1943,  an  appeal  from  decisions  of  the  acting  borough 
superintendent,  premises :  2454-2458  Grand  concourse,  south¬ 
east  corner  of  East  188th  street  (Block  3152,  Lots  69-77 
inclusive),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  dated  November  8,  1943,  on  E.  S.  App.  6-43,  reads : 
“1.  Sign  not  permitted  to  extend  more  than  12  in. 
beyond  the  house  wall,  subdivision  A  of  Section  B26-7.0 
of  the  Administrative  Code,  or  more  than  12  in.  beyond 
the  building  line  under  subdivision  h  of  Sec.  B26-7.0 
of  the  Admin.  Code.” 

and 

W hereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  dated  November  8,  1943,  on  E.  S.  7-43,  reads : 

“1.  Sign  not  permitted  to  extend  more  than  12  in. 
beyond  the  house  wall  under  Section  B26-7.0  of  the 
Admin.  Code.” 

and 

Whereas,  applicant  states  the  building  is  two  stories 
(35  ft.)  in  height,  91  ft.  8  in.  by  87  ft.  \V/2  in.,  irregular, 


in  area ;  Class  3  construction ;  erected  prior  to  1914,  altered 
in  1937;  located  in  a  business  use,  B  area,  district;  used 
and  occupied:  cellar,  boiler  room  and  storage,  1  person;  1st 
floor,  stores,  40  persons ;  second  floor,  store,  storage  and 
offices,  30  persons,  for  which  Certificate  of  Occupancy  230 
was  issued  September  10,  1937 ;  and 

Whereas,  the  applicant  contends  that  in  1924,  the  build¬ 
ing  was  altered  from  garage  to  stores  and  in  1937  again 
altered  and  a  second  story  added  to  the  entire  building, 
at  which  time  the  present  lessee  took  possession  under  a 
25-year  lease;  that  signs  A  and  B,  as  indicated  on  plans 
filed  with  this  appeal,  were  erected  by  a  contractor  who  was 
to  secure  all  permits  from  city  departments  having  juris¬ 
diction  ;  that  upon  completion  of  the  installation  the  con¬ 
tractor  delivered  to  the  lessee  certificates  of  electrical  inspec¬ 
tion  by  the  Department  of  Water  Supply,  Gas  and  Electricity 
dated  December  8,  1937 ;  that  on  May  8,  1938,  Violation 
#10011  was  issued  for  erecting  signs  without  a  permit; 
that  the  signs  in  question  are  business  signs  and  are  con¬ 
structed  of  stainless  steel  box  letters,  electrically  illuminated 
by  neon  tubing  and  are  of  the  non-flashing  type ;  that  each 
sign  is  11  ft.  9  in.  long  and  1  ft.  9  in.  high  and  has  an  area 
of  1.65%  of  the  wall  surface  on  which  it  is  displayed;  that 
signs  are  installed  on  a  legal  stainless  ornamental  ledge  that 
decorate  the  corner  store  front ;  that  this  ornamental  ledge 
and  signs  are  at  an  acute  angle  with  the  house  walls ;  that 
the  house  wall  on  Grand  concourse  is  4  in.  within  the  build¬ 
ing  line  and  that  on  East  188th  street,  is  on  the  building 
line;  that  sign  A  on  Grand  concourse  projects  at  the  south 
end  5  inches  and  on  the  north  end  14  inches  from  the  build¬ 
ing  line,  or  9  in.  and  18  in.  respectively  from  the  wall ;  that 
sign  B  on  East  188th  street  projects  at  the  east  end  9  in. 
and  at  the  west  end  18  in.  from  the  building  line  and  house 
wall ;  that  the  lessee  took  the  average  precautions  to  have 
legal  signs  erected ;  that  to  have  these  signs  relocated  to  a 
new  position  on  the  ornamental  ledge  and  kept  parallel  to 
the  ledge,  is  impossible,  as  the  letters  of  the  sign  are  6  in. 
thick  and  the  ends  of  the  signs  are  tangent  to  the  house 
wall ;  that  to  place  the  signs  at  an  angle  with  the  orna¬ 
mental  ledge  would  create  an  unsightly  condition  to  the  store 
front,  as  the  design  of  the  signs  was  influenced  by  their 
existing  locations  and  that  therefore  the  applicant  requests 
the  Board  to  grant  a  variance  to  permit  the  condition  to 
remain. 

Resolved,  that  the  decisions  of  the  borough  superintendent, 
acting  on  E.  S.  Applic.  6-43  and  E.  S.  Applic.  7-43,  Objection 
1,  be  and  they  hereby  are  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  sign  shall  not  ex¬ 
tend  beyond  the  building  line  both  on  the  Concourse  and 
on  East  188th  street  for  a  greater  distance  than  as  indicated 
on  plans  filed  with  this  appeal  marked  “Received  November 
8,  1943” ;  that  such  sign  shall  be  removed  or  made  to  comply 
with  the  requirements  of  the  law  in  the  event  the  occupancy 
or  present  tenancy  is  changed;  that  during  such  tenancy, 
the  sign  shall  not  be  altered  or  extended,  except  in  com¬ 
pliance  with  the  legal  requirements  therefor. 


540-43-A 

APPLICANT — Arthur  Jovis,  Beauvais  Realty  Corp.,  owner 
(Kem  Manufacturing  Co.,  lessee). 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 312  11th  avenue,  east  side,  49 
ft.  4J4  in.  south  of  West  30th  street  (Block  701, 
Lot  70),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  Jovis. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy  .  3 

Negative:  Commissioner  Savage  .  1 
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THE  RESOLUTION  (540-43-A) 

Whereas,  Arthur  Jovis,  for  Beauvais  Realty  Corp.,  owner, 
(Kem  Manufacturing  Company,  lessee),  filed  November 
10,  1943,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  312  11th  avenue,  east  side,  49  ft. 
4 l/z  in.  south  of  West  30th  street  (Block  701,  Lot  70), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
October  8,  1943  on  B.  N.  Applic.  1482-43  reads : 

“2.  The  mezzanine  in  a  factory  bldg,  is  considered  a 
floor  and  means  of  egress  from  same  should  be  provided 
to  comply  with  Labor  Law. 

3.  Mezzanine  to  be  used  for  storage  should  be  designed 
for  120  lb.  per  sq.  ft.  liveload.  Sec.  7. 3.2.3.  B.C. 

4.  Minimum  thickness  of  joists  and  girders  should  be 
3  in.  Sec.  7.1.4  B.C. 

5.  The  mezzanine  is  inadequate  to  support  120  lb. 
per  sq.  ft.  L.L.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
September  25,  1943,  reconsideration  denied  October  28, 
1943  on  Alt.  Applic.  799-43  reads : 

“1.  During  the  duration  of  World  War  2,  the  use 
district  may  conceivably  be  zoned  for  more  restrictive 
use.  In  that  event,  a  garage  may  not  be  establshed  as 
this  department  will  not  limit  the  application  of  future 
sections  by  the  City  of  New  York  except  as  author¬ 
ized  by  law.  Sec.  2,  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (16  ft.)  in  height,  24  ft.  8^2  in.  by  100  ft.  in  area,  of 
class  3  construction,  erected  about  1910,  located  in  an  un¬ 
restricted  use,  A  area  district  and  used  and  occupied  since 
1934  as  a  garage  pursuant  to  Certificate  of  Occupancy  19571, 
issued  April  21,  1934  and  proposed  to  be  used  and  occupied 
as  follows:  1st  floor,  factory  for  mechanical  assemblies,  15 
persons ;  and 

Whereas,  violation  6912  issued  August  3,  1943  was  for 
erecting  a  wood  mezzanine  floor,  by  supporting  said  floor 
from  the  roof  beams,  increasing  loading  of  roof  beams  with¬ 
out  permit  and  violation  6911  issued  August  3,  1943,  was  for 
changing  the  occupancy  of  the  first  story  to  a  factory  with 
seven  persons  engaged  in  factory  work,  contrary  to  the 
occupancy  given  in  last  approved  Alt.  Applic.  815-40;  and 

Whereas,  the  applicant  contends  as  to  item  1  of  the  bor¬ 
ough  superintendent’s  decision  on  Alt.  Applic.  799-43,  that 
the  building  is  arranged  and  designed  for  garage  use ;  that 
due  to  war  conditions  and  the  consequent  curtailment  of 
automobile  use,  the  building  cannot  now  be  used  for  its 
certificated  purpose ;  that  the  war  emergency  conditions  have 
caused  a  temporary  demand  for  factory  space ;  that  if  a 
new  Certificate  of  Occupancy  was  obtained  for  factory  use, 
the  owner  might  be  barred  from  reverting  to  garage  use 
at  the  end  of  the  present  emergency,  due  to  possible 
changes  in  the  law,  the  erection  of  a  church  or  a  school 
nearby,  or  other  unforeseen  conditions  which  might  occur 
during  this  temporary  period ;  that  due  to  the  present  emer¬ 
gency,  it  is  therefore  proposed  to  convert  the  building  to 
factory  use  for  the  assembly  of  airplane  carburetors  and 
other  small  mechanical  parts  which  are  urgently  needed  by 
the  armed  forces  and  to  continue  such  use  while  the  build¬ 
ing  cannot  be  used  for  its  designed  purpose  and  while  its 
use  as  a  factory  will  serve  to  further  the  war  effort ;  that 
it  is  therefore  requested,  the  Board  grant  permission  to 
occupy  the  building  as  proposed,  for  the  duration  of  the 
present  emergency  and  for  six  months  thereafter  and  that 
the  present  Certificate  of  Occupancy  for  a  garage  be  con¬ 
sidered  in  full  force  and  effect  during  this  temporary  period ; 
and 

Whereas,  the  applicant  contends  as  to  the  decision  of  the 
borough  superintendent  on  B.  N.  Applic.  1482 — 43,  that  the 
front  portion  of  the  so-called  mezzanine  is  supported  by 
2  in  by  6  in.  wood  hangers  suspended  from  the  roof  beams 
and  it  is  proposed  to  remedy  this  construction  by  installing 


4  in.  by  4  in.  yellow  pine  posts  under  the  existing  hangers 
and  other  weaknesses  in  the  construction  will  be  remedied, 
so  that  the  design  will  safely  support  40  lbs.  p.s.f.  and  the 
storage  contents  is  such  that  the  actual  load  will  not  exceed 
40  lbs.  p.s.f. ;  that  the  present  means  of  access  to  the  so- 
called  mezzanine  consists  of  a  portable  ladder  moved  from 
place  to  place,  in  order  to  obtain  access  to  the  stored  ma¬ 
terial  ;  that  there  is  no  work  being  done  on  the  platform 
and  no  human  occupancy  thereon ;  that  no  means  of  egress 
is  necessary  and  the  installation  of  a  3  ft.  wide  stairway 
would  not  serve  any  useful  purpose,  but  would  tend  to 
form  an  obstruction  to  the  use  of  available  floor  space  be¬ 
low  and  it  is  therefore  requested  that  the  Board  permit 
the  construction  of  the  platform  for  40  lbs.  p.s.f.  designed 
load  and  to  permit  the  platform  to  be  erected  without  means 
of  egress  other  than  a  portable  ladder. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  799-43,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  structurally  altered, 
except  as  hereinbelow  permitted;  that  such  temporary  use 
as  proposed  shall  be  discontinued  within  six  (6)  months 
after  the  end  of  the  present  emergency,  and  the  garage  use 
now  permitted  under  Certificate  of  Occupancy  19571  may 
thereafter  be  restored ;  that  the  decision  of  the  borough 
superintendent  acting  on  B.  N.  Applic.  1482-43;  Objections 
2,  3,  4  and  5,  be  and  it  hereby  is  modified  and  the  require¬ 
ments  of  the  Labor  Law  are  hereby  varied  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
proposal  storage  balcony  shall  be  made  structurally  safe  to 
the  satisfaction  of  the  borough  superintendent ;  that  such 
balcony  shall  be  used  only  for  the  storage  of  light  materials, 
at  no  time  exceeding  a  weight  of  more  than  40  lbs.  per 
superficial  foot ;  that  such  balcony  and  any  additional 
toilets  and  rest  rooms,  as  may  be  required  for  the  proposed 
temporary  factory  occupancy,  shall  be  permitted  only  during 
the  term  of  the  present  emergency  and  except  toilets  if 
lawfully  installed,  shall  be  completely  removed  before  the 
garage  occupancy  is  restored ;  that  such  portable  fire  fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  under  such  platform  no  assembly  work  shall 
be  carried  on. 


604-43-A 

APPLICANT — St.  Luke’s  Hospital,  owner. 

SUBJECT — Appeal  from  decisions  of  the  fire  commissioner 
and  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED — 421  West  113th  street,  south 
side,  129  ft.  west  of  Morningside  drive  (Block 
1860,  Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  R.  C.  Buerkin  and  C.  H.  Simmons, 

Jr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (604-43-A) 

Whereas,  St.  Luke’s  Hospital,  owner,  filed  December 
9,  1943,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent  and  decisions  of  the  fire  commissioner,  affecting 
premises  421  West  113th  street,  south  side,  129  ft.  west  of 
Morningside  drive  (Block  1860,  Lot  1),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
December  7,  1943  on  N.  B.  Applic.  31-43,  reads: 

“1.  Obtain  the  approval  of  the  Fire  Department  re¬ 
garding  the  storage  of  ether  in  excess  of  7  lbs. 
09-145. 0,  subdiv.  2  of  the  Adm.  Code.” 

and 
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Whereas,  the  decision  of  the  fire  commissioner  dated 
August  19,  1943,  reads: 

“Please  be  advised  that  your  permission  to  store  180 
pounds  of  ether  in  storage  room  constructed  under  Plan 
533-43  is  hereby  denied,  for  the  reason  that  said  Hospital 
had  permit  for  retail  drugs  expiring  August  11,  1943, 
as  such  Administrative  Code  only  permits  the  storage 
of  7  pounds  of  ether,  total.” 
and 

Whereas,  said  decision  was  referred  to  in  a  decision  of 
the  fire  commissioner  dated  October  26,  1943,  which  reads : 

“This  department  cannot  change  its  decision  previously 
made,  regarding  permission  to  store  180  pounds  of  ether. 
Such  permission  is  denied.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  1  story  (7  ft.)  in  height,  6  ft.  3  in.  by  8  ft.  4  in.  in 
area,  of  Class  1  construction,  located  in  a  residence  use, 
B  area  district  and  used  for  the  storage  of  ether;  and 

Whereas,  the  applicant  contends  that  it  uses  an  average 
of  99.56  pounds  of  ether  per  month,  an  average  of  7  pounds 
every  two  days;  that  this  would  necessitate  the  delivery  of 
7  pounds  every  other  day  if  the  Administrative  Code  was 
complied  with;  that  even  before  the  present  curtailment  of 
deliveries,  this  would  be  impractical ;  that  it  is  now  impos¬ 
sible  to  arrange  for  more  than  one  delivery  ever  six  months ; 
that  to  be  prepared  for  even  a  minor  catastrophe  with  an 
influx  of  operative  cases,  the  hospital  must  have  stores  of 
ether  to  draw  upon  which  would  be  adequate ;  that  it  would 
be  impossible  to  operate  with  a  smaller  supply  of  ether  than 
is  now  carried;  that  it  is  proposed  to  construct  a  fireproof 
storage  building  for  the  storage  of  ether,  to  be  erected  ad¬ 
jacent  to  the  existing  building  and  to  be  accessible  only 
from  the  exterior ;  that  this  storage  building  will  be  entered 
only  at  times  when  ether  is  placed  therein  for  storage  or 
removed  for  use ;  that  the  room  will  be  kept  securely  locked 
and  entered  only  by  a  single  individual ;  that  the  building 
can  be  covered  by  two  different  standpipe  hoses  connected 
with  the  hospital  standpipe  system ;  that  the  hospital  is 
equipped  with  an  interior  fire  alarm  system  and.  frequent 
fire  drills  are  held ;  that  a  hospital  fire  alarm  box  is  located 
a  few  yards  away  from  the  proposed  building ;  that  the  ether 
will  be  stored  in  original  sealed  containers,  not  exceeding 
5  gallons  each,  total  30  gallons  or  180  pounds. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.  B.  Applic.  31-43,  Objection  1,  and  the  decision 
of  the  fire  commissioner  dated  August  19,  1943  as  repeated 
October  26,  1943,  be  and  hereby  are  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the. ether 
as  proposed,  shall  be  stored  within  a  building  as  indicated 
on  plans  filed  with  the  borough  superintendent  under  N.  B. 
Applic.  31-43  and  as  indicated  on  plan  filed  with  this  appeal 
marked  “Received  November  19,  1943”;  that  the  amount  so 
stored  shall  be  in  the  original  containers  not  exceeding  5 
gallons  each  with  a  total  of  180  lbs.  ;  that  such,  storage  shall 
be  under  the  supervision  of  a  qualified  pharmicist :  that  an 
additional  ventilator  of  the  fixed  louver  type  shall  be  in¬ 
stalled  in  the  entrance  door  near  the  bottom. 


618-43-A 

APPLICANT— Rochester  Ropes,  Inc.,  lessee,  for  91-30  Van 
Wyck  Corporation,  owner.  _  . 

SUBJFCT— Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 91-30  Van  Wyck  boulevard, 
west  side,  150  ft.  south  of  91st  avenue  list  floor)  ; 
(Block  9375,  Lot  176),  Richmond  Hill,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  A.  Costello. 

For  Administration  :  Thomas  A.  Larkin.  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners, 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (618-43-A) 

Whereas,  Rochester  Ropes,  Incorporated,  lessee,  for  91- 
30  Van  Wyck  Corporation,  owner,  filed  December  30,  1943, 
an  appeal  from  a  decision  of  the  fire  commissioner,  affecting 
premises  91-30  Van  Wyck  boulevard,  west  side,  150  ft.  south 
of  91st  avenue  (1st  floor)  ;  (Block  9375,  Lot  176),  Richmond 
Hill,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  fire  commissioner  dated 
December  1,  1943,  reads : 

“We  have  your  letter  of  October  14th  requesting  a 
permit  for  your  employees  to  smoke  in  your  factory. 
You  are  advised  that  your  request  must  be  denied  for 
the  reason  that  smoking  is  prohibited  in  your  building 
by  the  provisions  of  the  Labor  Law  and  the  rules  of  the 
Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (30  ft.). in  height,  60  ft.  by  240  ft.  in  area;  of  Class  3 
construction;  erected  in  1910;  located  in  an  unrestricted  use, 
A  area  district  and  used  and  occupied  as  follows :  Cellar, 
storage,  boiler  and  generating  room,  no  persons;  1st  floor, 
manufacturing  wire  rope,  33  persons;  2nd  floor,  offices,  11 
persons;  that  the  building  is  equipped  with  an  approved  one- 
source  sprinkler  system  and  interior  fire  alarm  system  and 
that  fire  drills  are  maintained ;  that  there  are  three  3  ft. 
6  in.  wide  steel  and  concrete  stairs  enclosed  in  hollow  tile 
and  concrete,  equipped  with  fire  resisting  doors,  which  are 
self-closing;  that  these  stairs  extend  from  roof  bulkhead 
directly  to  the  street  and  there  is  one  fire  escape  which  leads 
to  roof  by  ladder  and  to  yard  by  stationary  iron,  stairs  with 
egress  to  the  street  through  unobstructed  yard  with  no  doors 
or  windows  on  the  course  of  the  fire  escape;  and 

Whereas,  the  applicant  contends  that  in  compliance  with 
the  recommendation  of  the  AAF  Material  Command,  U.  S. 
Army,  that  smoking  be  prohibited  except  in  supervised  re¬ 
stricted  areas;  that  the  applicant  instituted  a  10  minute 
smoking  period  during  each  shift,  the  smoking  to  be  done 
outside  of  the  factory  premises;  that  this  arrangement  was 
satisfactory  until  the  arrival  of  the  severe  winter  weather 
and  it  is  now  requested  that  the  Board  grant  a  variation,  of 
the  requirements  of  the  Labor  Law,  so  as  to  permit  smoking 
in  the  supervised  restricted  smoking  area,  as  proposed  and 
as  indicated  on  plan  marked  “Received  December  20,  1943” 
filed  with  this  appeal ;  and 

Whereas,  the  applicant  has  filed  copy  of  recommendation 
of  the  District  Internal  Security  Officer  of  the  U.  S.  A.rmy 
Air  Corps,  wherein  it  is  recommended  that  smoking  be  pro¬ 
hibited,  except  in  such  supervised  restricted  areas  and 
receptacles  be  provided  for  butts  and  matches. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
December  1,  1943,  and  that  the.  application  be  and  it  hereby 
is  granted  modifying  the  requirements  of  the  Smoking  in 
Factory  Rules,  on  condition  that  no  smoking  shall  be  per¬ 
mitted  throughout  the  factory  except  in  the  area  on.  the  first 
or  ground  floor  as  indicated  on  plan  filed  with  this  appeal 
marked  “Received  December  20,  1943” ;  that  such  area  shall 
not  exceed  the  size  indicated,  20  ft.  by  20  ft.,  and  shall 
be  enclosed  in  a  suitable  railing  or  fence  so  arranged  as  not 
to  obstruct  the  exits;  that  such  smoking  signs  shall  be 
posted  throughout  the  factory  as  the  fire  commissioner  shall 
direct,  to  indicate  that  smoking  may  be  permitted  in  this 
space  only;  that  such  portable  fire-fighting  appliances  and 
receptacles  within  this  space  shall  be  provided,  as  the  fire 
commissioner  shall  direct;  that  the  sprinkler  system,  fire 
alarm  system  and  fire  drills  shall  be  maintained  in  accord¬ 
ance  with  the  requirements ;  that  the  smoking  area  shall  be 
supervised  by  a  responsible  person,  delegated  for  such  pur¬ 
pose.  to  see  that  these  requirements  are  complied  with ;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  other 
than  as  modified  by  the  Board  under  Cal.  699-42-S  :  that  this 
variance  shall  continue  only  during  the  term  of  the  present 
emergency. 
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629-43-A 

APPLICANT — William  A.  Rose,  for  New  York  University, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — North  side  of  West  180th  street, 
80  ft.  and  50  ft.  west  of  Andrews  avenue,  extended 
(Machine  Shop  Building,  New  York  Unversity 
Campus)  ;  (Block  3222,  Lot  62),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  William  A.  Rose. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (629-43-A) 

Whereas,  William  A.  Rose,  for  New  York  University, 
owner,  filed  December  27,  1943,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  north  side  of 
West  180th  street,  80  ft.  and  50  ft.  west  of  Andrews  avenue 
(New  York  University  Campus  Machine  Shop  Building)  ; 
(Block  3222,  Lot  62),  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  21,  1943,  on  N.  B.  Applic.  64-43,  reads : 

“1.  No  metal  building  may  be  erected  for  use  as  a 
school.  All  public  buildings  over  5,000  sq.  ft.  in  area 
should  be  of  fireproof  construction.  Sect.  4.2.1. 
C26-254.0.” 

and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  one  story  (17  ft.)  in  height,  56  ft.  by  141  ft.  in  area; 
of  Class  5  construction ;  erected  in  a  residence  use,  B  area 
district  and  used  as  a  school  for  machine  shop  instruction, 
25  persons ;  and 

Whereas,  the  applicant  contends  that  the  University  is 
handicapped  by  inadequate  machine  shop  facilities  for  train¬ 
ing  armed  force  personnel ;  that  the  University  has  an  oppor¬ 
tunity  to  secure  prefabricated  metal  building  and  erect  same 
on  new  foundations  conforming  to  the  requirements  of  the 
Building  Code;  that  the  actual  use  of  the  building  will  differ 
in  no  essential  respects  from  that  of  an  industrial  machine 
shop  which  would  be  permitted  in  a  Class  5  structure  not 
exceeding  15,000  sq.  ft.  in  area  and  30  ft.  in  height;  that 
every  part  of  the  superstructure  of  the  building  consists  of 
incombustible  materials ;  that  the  foundations  will  be  con¬ 
crete  and  the  floor  will  be  6  in.  reinforced  concrete  with 
monolithic  cement  finish ;  that  no  wood  or  combustible  trim 
will  be  used  and  no  combustible  materials  will  be  used  or 
stored  in  the  building;  that  such  fire  protection  equipment 
will  be  installed  as  is  required  by  the  Board ;  that  exit 
facilities  will  consist  of  three  3  ft.  wide  self-closing  doors, 
remote  from  each  other  and  two  sets  of  sliding  doors ;  that 
no  point  within  the  building  will  be  more  than  65  ft.  from 
an  exit  and  the  building  will  be  so  located  in  an  open  field, 
that  the  nearest  structure  will  be  a  fireproof  building,  40  ft. 
distant ;  that  the  building  will  be  heated  by  steam  supplied 
from  the  central  power  plant  of  the  University ;  that  the 
occupancy  will  never  be  in  excess  of  25  students,  all  of  whom 
will  be  well  disciplined  and  of  mature  years ;  that  all  classes 
will  be  under  the  immediate  supervision  of  a  competent  in¬ 
structor  ;  that  the  cost  of  the  building  will  be  borne  by  the 
University  and  in  view  of  the  large  expenditure  involved,  it 
.  is  requested  that  permanent  use  of  this  structure  be  per¬ 
mitted  by  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  64-43,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in  height 
or  area ;  that  the  construction,  use  and  location  shall  be  main¬ 
tained  substantially  as  set  forth ;  that  such  portable  fire 


fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct,  and  the  operation  and  storage  of  any  com¬ 
bustible  or  inflammable  materials  on  the  premises,  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto,  except  that 
for  the  duration  of  the  present  emergency,  the  required 
gutters  and  leaders  may  be  of  wood,  provided  same  are  re¬ 
placed  with  metal  gutters  and  leaders  when  such  material 
is  obtainable ;  that  this  variance  shall  continue  only  so  long 
as  the  conditions  as  set  forth  are  maintained. 


633-43-A 

APPLICANT — Eastman  Kodak  Co.,  lessee,  for  Agnes  E. 
Daly,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 133-35  Roosevelt  avenue,  north 
side,  225  ft.  east  of  Lawrence  street  and  133-30  39th 
avenue  (Block  4973,  Lot  19),  Flusliing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Richard  L.  Clark  and  Lieutenant 
K.  M.  Miller. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (633-43-A) 

Whereas,  Eastman  Kodak  Company  for  Agnes  E.  Daly, 
owner,  filed  December  29,  1943  an  appeal  from  a  decision 
of  the  fire  commissioner,  affecting  premises  133-35  Roose¬ 
velt  avenue,  north  side,  225  ft.  east  of  Lawrence  street  and 
133-30  39th  avenue  (Block  4973,  Lot  19),  Flushing,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
December  9,  1943,  reads: 

“In  response  to  your  letter  of  September  16th  request¬ 
ing  permission  for  your  employees  to  smoke  in  your 
premises,  you  will  please  be  advised  that  your  applica¬ 
tion  must  be  denied  for  the  reason  that  smoking  is  pro¬ 
hibited  in  your  plant  by  the  provisions  of  the  Labor  Law 
and  the  rules  of  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  and  basement  (31  ft.)  in  height,  57  ft.  by  213  ft.  in 
area  at  street  floor,  57  ft.  by  223  ft.  in  area  at  first  floor, 
erected  in  1928,  located  in  an  unrestricted  use  district  and 
used  and  occupied  as  follows :  cellar,  boiler  room,  3  persons ; 
basement,  photo  processing,  115  persons;  1st  floor,  photo 
recording,  45  persons ;  that  the  building  is  equipped  with  a 
one-source  sprinkler  system,  a  standpipe  system,  interior  fire 
alarm  system  and  that  fire  drills  are  maintained;  that  there 
are  two  45-in.  stairways  of  steel  and  concrete  enclosed  in 
brick  and  concrete  partitions,  equipped  with  steel  self-closing 
doors  on  the  interior  openings  and  wood  doors  on  the  exterior 
openings ;  that  the  stairways  run  from  1st  floor  directly  to 
the  street;  that  Certificate  of  Occupancy  Q28832  issued 
March  25,  1943,  permits  the  use  of  the  building  for  photo 
processing  with  80  persons  in  the  basement  and  30  on  the 
1st  floor ;  and 

Whereas,  the  applicant  contends  the  premises  are  occu¬ 
pied  by  the  Eastman  Kodak  Processing  Laboratory,  which 
is  engaged  in  the  processing  of  V-mail  for  the  United  States 
Government  and  that  under  existing  regulations,  no  smoking 
is  permitted  in  the  above  building  and  employees,  most  of 
whom  are  women,  are  required  to  leave  the  building  for  this 
purpose;  that  since  this  plant  operates  24  hours  a  day,  this 
procedure  has  proved  to  be  seriously  prejudicial  to  morale 
and  health;  that  it  is  therefore  believed  that  it  would  be 
greatly  in  the  interest  of  the  War  effort,  if  permission  were 
granted  for  smoking  in  the  lunchroom  only  at  this  plant; 
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that  this  lunchroom  is  located  at  the  south  end  of  the  first 
floor,  as  indicated  on  a  plan  filed  with  this  appeal  marked 
“Received  December  29,  1943” ;  and 

W hereas,  the  Board  is  in  receipt  of  a  communication 
from  the  U.  S.  Second  Service  Command,  District  No.  1, 
recommending  favorable  consideration  of  this  appeal,  relative 
to  smoking  on  the  first  floor  of  these  premises,  in  the  lunch¬ 
room  at  the  southerly  end  of  the  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  require¬ 
ments  of  the  labor  law  and  the  Smoking  in  Factories,  rules 
of  the  Board,  as  cited  in  the  decision  of  the  fire  commis¬ 
sioner,  dated  December  9,  1943,  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  no  smoking  shall  be 
carried  on  within  the  factory,  except  in  the  space  as  indicated 
on  the  first  floor  as  shown  on  plans  filed  with  this  appeal 
marked  “Received  December  29,  1943” ;  that  signs  such  as 
approved  by  the  fire  commissioner,  shall  be  posted  through¬ 
out  the  building,  indicating  that  smoking  shall  be  permitted 
only  in  such  space;  that  proper  receptacles  shall  be  main¬ 
tained  and  such  portable  fire-fighting  appliances  within  such 
space,  as  the  fire  commissioner  shall  direct;  that  the  sprin¬ 
kler  system,  standpipe  system,  interior  fire  alarm  system  and 
fire  drills  shall  be  maintained  in  accordance  with  the  re¬ 
quirements  therefor ;  that  this  variance  shall  continue  only 
during  the  term  of  the  present  emergency;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  and  that  a 
certificate  of  occupancy  shall  be  obtained  setting  forth  the 
maximum  occupancy  permitted  per  floor. 


264-42-A 

APPLICANT — Frank  C.  Keller,  for  Davro  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Appeal  from  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED— 171-06  Jamaica  avenue,  south 
side,  40.20  ft.  west  of  172nd  street  (Block  10212, 
Lot  17),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (264-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  171-06  Jamaica  avenue, 
south  side,  40.20  ft.  west  of  172nd  street  (Block  10212,  Lot 
17),  Jamaica,  Borough  of  Queens,  was  granted  by  the  Board 
on  October  20,  1942,  on  certain  conditions  and  the  applicant 
requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  20,  1942, 
only  so  far  as  it  has  reference  to  the  size  of  the  water  line 
from  the  street,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“  *  *  *  Fed  from  a  three-quarter  inch  water  line  from 
the  street  shall  be  maintained  *  *  *” 


400-42-A 

APPLICANT — American  Can  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Appeal  from  an  order  and 
a  decision  of  the  fire  commissioner. 


PREMISES  AFFECTED— 134-184  43rd  street  and  4302- 
4320  Second  avenue,  southwest  corner  (Block  726, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  J.  M.  Didriksen. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (400-42-A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  134-184  43rd  street  and 
4302-4320  Second  avenue,  southwest  corner  (Block  726,  Lot 
1),  Borough  of  Brooklyn,  was  granted  by  the  Board  on 
October  20,  1942,  on  certain  conditions  and  the  applicant 
requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  20,  1942,  confirming 
the  resolution  then  adopted,  and  adding  thereto  : 

“that  the  decision  of  the  fire  commissioner  as  to  Order 
9S66S-LC  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
total  amount  of  zylol  as  hereinbefore  permitted  and 
tolulol  as  proposed  in  drums,  shall  not  exceed  a  total 
of  110  drums;  that  this  total  quantity  shall  be  in  lieu 
of  the  1*70  drums  of  zylol  hereinbefore  permitted ;  that 
in  the  event  the  storage  of  zylol  is  entirely  eliminated, 
the  amount  of  tolulol  shall  not  exceed  110  drums;  that 
such  storage  in  drums  shall  be  for  dead  storage  only 
and  no  drums  shall  be  opened  in  this  portion  of  the 
premises ;  that  the  conditions  hereinbefore  set  forth  shall 
be  maintained.” 


MATERIALS  SUBMITTED  FOR  APPROVAL 

838-42-SM 

APPLICANT — Industrial  Combustion  Economy,  Inc.,  for 
The  Thermo-Chemical  Corporation,  owner. 

SUBJECT — Conalene  (Fuel  Oil  Conditioner). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners, 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


173-43-SM 

APPLICANT  —  Condensation  Engineering  Corporation, 
owner. 

SUBJECT — Vitroliner-Porcelain  Enameled  Outlet  Piping, 
approval  of. 

APPEARANCES— 

For  Applicant:  J.  A.  Doherty. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (173-43-SM) 

Whereas,  the  Condensation  Engineering  Corporation. 

owner,  filed  on  April  12,  1943,  an  application  with  the  Board 

of  Standards  and  Appeals  for  approval  of  the  material  known 

as  Vitroliner-Porcelain  Enameled  Outlet  Piping;  and 
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Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

December  3,  1943. 

Re:  Cal.  173-43-SM 

Subject:  Vitroliner- Porcelain  Enameled  Outlet  Piping, 
approval  of. 

The  Condensation  Engineering  Corporation  of  Chicago, 
Ill.,  filed  an  application  with  the  Board  of  Standards 
and  Appeals  under  the  requirements  of  C26-178.0,b  for 
the  approval  of  their  product  known  as  Vitroliner-Por- 
celain  Enameled  Vent  Pipe  for  use  as  an  outlet  vent  pip¬ 
ing  for  gas  appliances  under  C26-696.0  of  the  Admin¬ 
istrative  Building  Code. 

DECRIPTION 

Vitroliner  Vent  Pipe  consists  of  a  vitreous-coated 
steel  pipe  covered  with  a  corrugated  asbestos  insulating 
jacket  manufactured  in  sizes  from  3  in.  to  12  in.  in 
diameter  and  in  6,  12  and  24  in.  lengths  with  joints  of 
the  slip  type  having  2^  in.  lap.  All  connections  consist 
of  conventional  fittings  and  the  pipe  and  asbestos  insulat¬ 
ing  jacket  are  assembled  together  in  the  factory  and 
secured  by  metal  straps.  Since  the  asbestos  covered  sec¬ 
tions  are  not  suitable  for  exposure  to  weather,  any  part 
of  the  outlet  extending  above  the  roof  line  will  be  made 
of  two  concentric  vitreous-coated  steel  pipes  having  an 
air  space  without  the  aforementioned  asbestos  insulation 
and  assembled  so  as  to  be  water-tight  and  incorporating 
a  flashing  plate,  all  assembled  into  a  unit  at  the  factory 
with  a  flashing  plate  arranged  to  accommodate  the 
slope  of  any  given  roof. 

CONSTRUCTION  DETAILS 

Liner — The  liner  is  formed  of  welded  seam,  cylindrical 
steel  piping  of  the  following  gauges  : 


Diameter 

Gauge 

3  in. 

24 

4  in. 

24 

5  in. 

22 

6  in. 

22 

7  in. 

22 

8  in. 

20 

9  in. 

20 

10  in. 

18 

12  in. 

18 

The  liner  is  fabricaed  in  24-in.  12-in.,  and  6-in.  lengths 
and  has  slip  joints  with  2J4  in.  overlap  definitely  deter¬ 
mined  by  a  bead  and  a  bell.  Lugs  are  attached  before 
coating  is  applied  at  one  end  to.  position  the  insulating 
jacket.  After  fabrication  the  piping  receives  a  two-coat 
acid-resisting  vitreous  enamel  finish  applied  at  1600  F. 

Insulating  Jacket — The  insulating  jacket  consists  of 
eight-ply  corrugated  asbestos  paper  held  together  with 
silicate  of  soda  and  having  a  heavy  outer  coating  con¬ 
sisting  of  refractory  clay  and  silicate  of  soda.  The 
jacket  is  nominally  1  in.  thick,  formed  cylindrically  and 
seamless  for  straight  pipe  lengths.  It  is  factory  as¬ 
sembled  on  the  liner,  from  which  it  is  spaced  by  the  bell 
and  bead,  and  is  positioned  by  a  lug  welded  to  the  liner. 
The  jacket  is  of  such  length  that  it  comes  snugly  with 
the  adjoining  sections  when  the  slip  joints  are  fully  en¬ 
gaged.  Conventional  pipe  straps  are  used  to  cover  the 
joints. 

Fittings — Elbows,  22 deg.  bends,  45-deg.  bends,  and 
drip  tees  are  provided.  The  asbestos  covering  for  fittings 
is  split  in  tow  sections  and  secured  in  place  by  conven¬ 
tional  pipe  straps.  These  units  also  are  factory  assembled. 

Above-roof  Section — That  section  of  the  assembly  for 
use  above  the  roof  line  consists  of  a  double  wall  con¬ 
centric  vitrified  steel  pipe  assembly  having  a  1  in.  air 


space  and  without  the  asbestos  jacket.  The  slip  joints 
of  the  inner  and  outer  sections  are  arranged  to  prevent 
water  from  entering  the  hollow  space,  and  the  assembly 
is  welded  to  a  flash  plate  set  at  a  suitable  angle  to  con¬ 
form  to  the  pitch  of  the  roof  on  which  it  is  installed. 
The  top  of  the  assembly  is  covered  with  a  watertight 
collar,  and  a  rain  cap  may  be  attached  in  event  the  flue 
does  not  contain  a  drip  tee. 

TESTS 

Samples  of  the  Vitroliner  Outlet  Pipe  were  submitted 
to  the  Underwriters  Laboratories  (report — Miscellaneous 
Hazard  2962,  Application  No.  40C3105 — filed  with  this 
application)  for  investigation  with  tests  and  results  as 
follows : 

Sulphuric  Acid  Extraction  Test  of  Steel  Liner: 

Small  samples  cut  from  the  sample  pipe  were  dried 
and  weighed.  Exposed  metal  edges  were  coated  with 
wax  and  the  specimens  suspended  in  a  1/50  normal  solu¬ 
tion  of  sulphuric  acid  at  room  temperature  for  a  period 
of  96  hr.  After  removal  from  the  solution  the  specimens 
were  cleaned,  dried,  and  weighed  and  suspense  loss  in 
weight  was  calculated.  Loss  in  weight  was  0.32  per 
cent,  which  appears  to  be  due  to  loosening  of  chips  of 
the  vitreous  coating  at  cut  edges,  as  surfaces  show  no 
evidence  of  attack. 

Sudden  Cooling  Test: 

A  specimen  cut  from  the  sample  pipe  was  heated  to 
550  F.  in  an  electric  muffle  furnace  and  then  immediately 
immersed  in  water.  An  examination  under  a  microscope 
at  a  magnification  of  60  diameters  showed  no  cracks  in 
the  vitreous  coating. 

Tests  of  Insulating  Jacket: 

Combustibility — -This  test  was  made  to  determine  if 
the  insulating  jacket  would  ignite  if  exposed  to  heat  and 
flame  and  burn,  smolder,  or  glow.  The  apparatus  used 
in  this  test  was  a  vertical  duct,  1  ft.  square  and  6  ft. 
high.  Several  pieces  of  jacket  for  the  6  in.  diameter 
piping  were  suspended  in  the  duct  in  a  manner  simulating 
closely  grouped  piping.  Fire  was  applied  to  the  samples 
by  a  utility  type  gas  burner  10  in.  diameter  adjusted  to 
yellow  flame  12  in.  high,  flame  overlapping  the  sample 
5  in.  Flame  exposure  was  continued  until  it  was  ap¬ 
parent  that  no  further  action  would  occur.  There  was 
no  flaming,  glowing,  or  smoldering  either  during  or  after 
the  flame  exposure,  nor  was  any  appreciable  amount  of 
smoke  discharged.  After  the  test  it  was  noted  that  the 
structure  of  the  material  had  weakened  slightly  where 
it  had  been  in  contact  with  the  test  flame. 

Ash  Determination — Five-gram  samples  from  the  ex¬ 
terior  finish  coating  on  the  asbestos  jacket  and  from  the 
interior  of  the  jacket  previously  dried  at  105  C  were 
ignited  in  an  electric  muffle  furnace.  The  residue  was 
weighed  and  calculated  as  ash.  Outside  material  per 
cent  83.5,  inside  material  per  cent  81.2. 

Carbon  Content  Determination — One-gram  samples 
from  the  exterior  coating  and  from  the  interior  of  the 
asbestos  jacket  previously  dried  at  105  C  were  ignited 
in  an  electric  quartz  tube  furnace  in  an  atmosphere  of 
oxygen.  Resulting  gases  were  bubbled  through  a  satu¬ 
rated  solution  of  barium  hydroxide.  The  barium  car¬ 
bonate  precipitate  was  filtered,  dry  weighed,  and  cor¬ 
rected  by  means  of  a  blank  determination.  The  per¬ 
centage  of  carbon  was  calculated  from  the  final  weight 
of  barium  carbonate.  The  result  showed  2.5  per  cent 
outside  material,  and  3.0  per  cent  inside  material. 

Fire  Hazard  Tests: 

Temperature  Tests — In  order  to  determine  the  insulat¬ 
ing  value  of  the  assembly,  a  test  flue  was  constructed 
consisting  of  a  9  ft.  horizontal  run  of  6  in.  piping,  a 
drip  tee,  and  a  9  ft.  vertical  run.  This  flue  was  encased 
in  a  wooden  duct,  square  in  cross  section,  having  1  in. 
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clearance  to  the  sides  of  the  flue  assembly.  Thermo¬ 
couples  were  place  at  five  locations,  inside  the  flue,  on 
the  outer  surface  of  the  absestos  casing  and  on  the  inner 
surface  of  the  wooden  enclosure  1  in.  distant  from  the 
surface  of  the  insulating  jacket.  The  test  flue  was  con¬ 
nected  to  a  suitable  hooded  utility  gas  burner  and  oper¬ 
ated  continuously  for  7  hr.  with  temperatures  at  the  vent 
of  the  heater  varying  between  545  F.  and  560  F.  Maxi¬ 
mum  temperatures  reached  at  6 Yi  and  7  hr.  were  218  F. 
on  the  surface  of  the  asbestos  jacket  and  154  F.  on  the 
interior  surface  of  the  wooden  duct.  Room  temperature 
at  this  time  was  70  F. 

GENERAL 

The  sizes  required  for  various  BTU  input-per-hour 
ratings  of  appliances  are  as  follows : 


of  Flue,  In. 

Maximum  Btu 
per  Hour  Input 
Capacity  of 
Gas  Appliances 
Connected 

3 

49,000 

4 

87,000 

5  . 

145,000 

6 

210,000 

7 

285,000 

8 

370,000 

9 

480,000 

10 

570,000 

11 

665,000 

12 

791,000 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  Vitroliner-Porcelain 
Enameled  Outlet  Piping  as  made  by  the  Condensation 
Engineering  Corporation  under  C26-191.0,a  of  the  Admin¬ 
istrative  Building  Code  for  use  as  an  outlet  pipe  for  gas 
appliances  for  flue  temperatures  not  in  excess  of  600  deg. 
F.  when  used  and  installed  in  accordance  with  the  re¬ 
quirements  of  C26-696.0  of  the  Administrative  Building 
Code  and  provided  further  that  each  section  be  secured  to 
adjoining  sections  by  adequate  bolts  passing  through 
lugs  provided  for  that  purpose  and  that  the  minimum 
internal  dimension  of  any  outlet  pipe  shall  be  not  less 
than  3  in.  and  proportioned  in  area  to  correspond  with 
BTU  input-per-hour  ratings  of  the  appliances ;  that  the 
piping  assembly  be  maintained  in  sound  condition ; 
that  in  addition  to  the  marking  “Vitroliner  Outlet  Pipe” 
appearing  on  each  length  of  pipe  and  each  fitting,  the 
following  shall  be  added :  “Approved  by  the  Board  of 
Standards  and  Appeals ‘for  use  in  New  York  City  under 
Cal.  173-43-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLE  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  knowm  as  Vitroliner-Porcelain 
Enameled  Outlet  Piping,  on  condition  that  the  material  be 
manufactured,  used  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  above  report. 


Adjourned:  5:30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


SPECIAL  MEETING 

FRIDAY  MORNING,  JANUARY  7,  1944,  10  A.  M. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


APPEAL  FROM  ADMINISTRATIVE  DECISION 

625-43-A 

APPLICANT — Raymond  Irrera,  for  Miriam  Siegel  Singer, 
prospective  owner  (Sona  Cooperstein,  owner). 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 151-15  85th  drive,  northwest 
corner  of  152nd  street  (Block  9734,  Lots  41  and  45), 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Raymond  Irrera  and  Miriam  Singer. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (625-43-A) 

Whereas,  Raymond  Irrera,  for  Miriam  Siegel  Singer, 
prospective  owner,  (Sona  Cooperstein,  owner),  filed  on  De¬ 
cember  27,  1943,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  151-15  85th  drive,  northwest  corner 
152nd  street  (Block  9734,  Lots  41  and  45),  Jamaica,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  23,  1943,  on  Alt.  Applic.  1620-43,  reads : 

“1.  Changing  the  occupancy  of  a  part  of  one-family 
dwelling  in  a  residence  district  to  a  business  use 
(nursery),  is  contrary  to  Art.  II,  Sec.  3,  B.Z.R. 

2.  Proposed  change  in  occupancy  from  a  one-family 
dwelling  to  a  one-family  dwelling  and  nursery  for  70 
children,  a  use  essentially  of  a  public  nature  thus  creating 
a  public  building,  therefore,  changing  a  residence  build¬ 
ing  to  a  public  building  is  contrary  to  Sec.  4.2.1. B.C. 
because  structure  exceeds  two  stories  in  height. 

3.  First  tier  construction  is  not  of  sufficient  strength 
to  sustain  the  live  load  required  by  Sec.  7.3.2.2.3.B.C. 

4.  Fire  retard  cellar  ceiling. 

7.  Provide  properly  enclosed  stairway  leading  from 
upper  floor. 

10.  Filing  plans  and  applications  by  an  arcihtect  with¬ 
out  owner’s  authorization,  is  contrary  to  Sec.  2.1. 1.1. 
B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2^4 
stories  and  basement  (28  ft.)  in  height,  39  ft.  8  in.  by  67  ft. 
in  area  at  1st  floor;  39  ft.  8  in.  by  43  ft.  in  area  at  typical 
floor ;  of  Class  3  construction ;  erected  1925 ;  located  in  a 
residence  use,  F  area  district  and  occupied  as  a  one-family 
dwelling  for  which  no  certificate  of  occupancy  has  been 
issued ;  that  it  is  proposed  to  be  used  and  occupied  as  fol¬ 
lows  :  basement,  storage,  boiler  room,  laundry  and  playroom ; 
first  floor,  nursery  school,  70  persons ;  2nd  and  attic  stories, 
combined,  one-family  dwelling;  that  an  interior  fire  alarm 
system  will  be  installed  and  fire  drills  will  be  maintained; 
that  the  building  is  equipped  with  one  3  ft.  wide  wood  stairs 
enclosed  with  partitions  of  wood  studs  and  plaster  equipped 
with  wood  doors ;  and 

Whereas,  the  applicant  contends  as  to  Objection  1,  that 
the  term  “business  use”  in  the  borough  superintendent’s 
objection,  can  not  be  construed  in  the  same  sense  as  the 
term  business  use  as  generally  understood  in  the  zoning  law ; 
that  a  nursery  could  not  be  conducted  in  any  other  district, 
as  the  children  are  obtained  from  residence  districts  and  to 
properly  conduct  the  nursery  school,  it  is  necessary  that  it 
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be  located  in  a  residence  use  district ;  that  during  morning 
and  afternoon  sessions,  the  children  are  required  to  secure 
rest  periods  and  that  this  rest  cannot  be  had  in  the  din  of 
the  business  district  or  adjacent  to  an  unrestricted  area; 
that  the  zoning  resolution  does  not  definitely  prohibit  a 
nursery  school,  but  does  permit  similar  type  uses  in  residence 
districts,  such  as  school  boarding  houses,  sanitariums,  hos¬ 
pitals,  etc. ;  that  the  applicant,  therefore  contends  that  the 
proposed  use  is  conforming  and  requests  that  the  Board  de¬ 
termine  whether  this  is  correct;  and 

Whereas,  the  applicant  contends  as  to  Objection  2  that 
the  building  is  built  upon  a  terrace  on  a  corner  lot  approxi¬ 
mately  100  ft.  by  100  ft.  in  area:  that  the  proposed  nursery 
school  is  to  accommodate  70  children  and  is  to  be  confined 
to  the  first  floor ;  that  the  only  changes  made  will  be  the 
installation  of  additional  toilets  to  comply  with  Health  De¬ 
partment  requirements ;  that  the  balance  of  the  building  will 
be  occupied  by  the  operators  of  the  nursery  school  for 
dwelling  purposes ;  that  although  the  building  exceeds  2 
stories  in  height,  the  portion  to  be  occupied  by  the  nursery 
will  be  less  than  20  ft.  above  grade,  which  would  comply 
with  Section  4.2.1.  of  the  building  code  if  the  building  is 
considered  a  public  building;  and 

Whereas,  the  applicant  contends  as  to  Objection  3,  that 
the  present  live  load  is  40  lbs.  and  is  deemed  to  be  sufficient 
for  nursey  use  and  therefore  requests  the  Board  to  permit 
the  present  40  lbs.  live  load  for  the  1st  floor  to  remain ;  and 
Whereas,  the  applicant  contends  as  to  Objection  4,  that 
the  basement  ceiling  is  lathed  and  plastered  throughout  with 
wood  lath  and  gypsum  plaster;  that  the  objection  refers  to 
fire  retarding  of  cellar  ceiling  in  business  buildings  and 
should  not  apply  in  this  case,  as  the  lowest  story  is  a  base¬ 
ment  and  not  a  cellar  and  the  nursery  use  does  not  change 
the  use  of  the  building  to  a  business  building;  that  inasmuch 
as  the  cellar  ceiling  is  in  perfect  condition,  it  is  requested 
the  Board  waive  the  objection,  to  permit  the  existing  ceiling 
in  lieu  of  fire  retarding ;  and 

Whereas,  the  applicant  contends  as  to  Objection  7,  the 
upper  floors  will  be  used  by  the  operators  of  the  nursery  for 
residence  purposes  and  as  such  will  be  occupied  by  one 
family;  that  due  to  the  layout  of  a  center  hall,  it  will  be 
difficult  to  enclose  the  stairway  leading  from  the  other  floors 
to  street;  that  any  form  of  enclosure  would  not  result  in  as 
good  an  arrangement  of  exits  as  is  now  existing;  and 
Whereas,  the  applicant  contends  as  to  Objection  10,  that 
a  modification  be  made,  to  permit  the  applicant  to  file  on 
behalf  of  the  prospective  purchaser  who  entered  into  contract 
on  December  2,  1943  for  purchase  of  the  property,  pending 
the  outcome  of  this  appeal  submitted  to  this  Board ;  and 
Whereas,  the  premises  have  been  inspected  by  the  Chair¬ 
man  and  Mr.  Fox  of  the  staff ;  and 

Whereas,  in  the  opinion  of  the  Board,  a  nursery  school 
such  as  here  proposed,  is  a  permitted  use  in  a  residence  use 
district  and  that  the  number  of  children  is  not  a  determining 
factor  in  relation  to  zoning;  and 


Whereas,  the  applicant  contends  that  the  proposed  occu¬ 
pancy  is  for  an  existing  school  known  as  the  Pickwick 
School,  now  located  in  a  residence  use  district  at  76-36  137th 
street,  Flushing,  Queens,  occupancy  of  which  for  50.  children 
as  a  day  nursery  was  approved  by  the  borough  superintendent 
under  Alteration  1747-1942,  and  permit  1267-43  and  shown 
on  plans  filed  with  the  Board  under  Cal.  745-42 -A. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent  as  to  Alt.  Applic.  1620-43,  Objections  1,  2,  3,  4 
and  7,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  nursery  school 
as  proposed  shall  be  confined  to  the  first  floor  of  the  build¬ 
ing;  that  the  second  floor,  attic  and  basement  shall  be  occu¬ 
pied  solely  for  residential  purposes  by  the  operator  of  the 
proposed  nursery  school  for  living  quarters  for  one  family 
only ;  that  the  cellar  ceiling  throughout  shall  be  protected 
with  sheet-rock  or  54  in.  asbestos,  in  addition  to  the  present 
plaster  on  wood  lath  and  with  all  joints  covered  with  batten 
strips  or  joints  plaster-filled;  that  the.  openings  from  the 
cellar  to  the  boiler  room  shall  be  limited  to  one  opening 
from  the  laundry;  that  any  other  opening  .  shall  be  bricked 
up  with  approved  masonry;  that  the  opening  to  the  boiler 
room  from  the  laundry  shall  be  protected  with  a  metal- 
covered  door  approved  for  one-hour  test  and  shall  be  self¬ 
closing  ;  that  the  opening  from  the  first  floor  to  basement 
at  the  main  stairway  shall  be  protected  with  a  similar  door ; 
that  the  openings  between  the  present  living  room  and  the 
sun-porch  to  the  south  shall  be  maintained  either  as  open¬ 
ings  without  doors  or  equipped  with  easy-opening  doors 
swinging  into  such  sun-porch ;  that  an  additional  exit  from 
sun-porch  shall  be  installed  and  maintained,  consisting  of  a 
a  door  to  floor  level  with  platform  and  steps  to  yard  grade 
in  place  of  the  existing  window  at  the  west ;  that  the  door- 
from  the  now-existing  office  to  front  terrace  shall  be  main¬ 
tained  ;  that  an  approved  interior  alarm  system  shall  be  in¬ 
stalled  and  maintained,  and  fire  drills  in  connection  with  the 
nursery  school  shall  be  maintained  under  the  supervision  of 
competent  instructors  not  less  than  twice  a  month ;  that  dur¬ 
ing  rest  periods,  the  children  shall  be  accommodated  only  in 
the  sun-porch  to  the  south,  and  not  over  fifteen  children  at 
one  time ;  that  in  the  kitchen  on  the  first  floor  there  shall  be 
installed  at  least  one  sprinkler  head,  fed  from  the  domestic 
water  supply  piping;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto  and  a  permit  from  the  Department 
of  Health  shall  be  obtained  for  the  operation  of  the  proposed 
nursery  school,  and  all  requirements  of  the  Department  of 
Health  shall  be  complied  with;  that  a  certificate  of  occupancy 
shall  be  obtained ;  that  such  portable  fire  fighting  equipment 
shall  be  maintained  as  the  Fire  Commissioner  shall  direct ; 
and,  denied  as  to  Objection  10. 


Adjourned:  10:55  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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- 

This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  January  11,  1944,  at  10  A.M., 
Affecting  Calendar  Numbers  593-41-BZ,  39-37-BZ, 

720-42-A  and  399-43-A. 

Minutes  of  Regular  Meeting  January  11,  1944,  at  2  P.M., 
Affecting  Calendar  Numbers  776-42-A,  854-42-A,  294- 
43-A,  501-43-A,  502-43-A,  545-43-A,  631-43-A,  6-44-A, 
1-44-SA,  1268-39-SM  and  1358-39-SM. 

Plumbing  Rules  (Submerged  Inlets;  Protective  Methods 
to  Prevent  Contamination  of  Water  Supply). 


Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  January  11,  1944 

Cal.  No.  Dept.  Premises  Affected 

7.44.BZ— H.B.Q.— 161-25  Grand  Central  Parkway,  north 
side,  from  161st  to  164th  streets  (Block  6858,  Lot  1), 
Jamaica,  Borough  of  Queens,  N.B.  269-43. 

8- 44-SM — X-Pando  Pipe  Joint  Compound,  manufactured 
by  X-Pando  Corporation,  Material. 

9- 44-SM — X-Pando  Caulking  Compound,  manufactured 
by  X-Pando  Corporation,  Material. 

10- 44-SM — 'X-Pandoseal  Transparent  Waterproofing, 
manufactured  by  X-Pando  Corporation,  Material. 


22- 44-A — F.D. — 441-443  East  19th  street,  north  side,  93 
ft.  10)4  in.  west  of  Avenue  A  (Block  951,  Lot  24),  Bor¬ 
ough  of  Manhattan,  Decision  re  30775-LC. 

23- 44-A — H.B.  Bx. — 2060  Tillotson  avenue,  northeast  cor¬ 
ner  of  Palmer  avenue  (Block  5228,  Lots  1  and  6),  Bor¬ 
ough  of  The  Bronx,  Decision. 

24- 44-A — F.D. — 38-62  12th  street,  west  side,  200  ft.  north 
of  40th  avenue  and  38-61  11th  street  (Block  473,  Lot 
559),  Long  Island  City,  Borough  of  Queens,  Decision  re 
95863-LC. 


25-44-A— F.D. — 45-10  94th  street  (formerly  listed  as  82- 
112  Corona  avenue),  west  side,  100  ft.  north  of  Corona 
aveue  (Block  1600,  Lot  4),  Elmhurst,  Borough  of  Queens, 
11654-LF. 


11-44-SM — Manotox  Protective  Coatings  (anti-corrosive 
coating  and  condensation-retarding  coating),  manufac¬ 
tured  by  X-Pando  Corporation,  Material. 


26-44-A— H.B.Bx. — 31-43  West  Mt.  Eden  avenue,  north¬ 
west  corner  of  Inwood  avenue  (Block  2865,  Lot  121), 
Borough  of  The  Bronx,  Alt.  480-43. 


12-44-SM — Cauxeal  (plastic  sealing  compound),  manu¬ 
factured  by  X-Pando  Corporation,  Material. 


13-44-SM — X-Pandotite  (interior  repair  cement),  manu¬ 
factured  by  X-Pando  Corporation,  Material. 


14- 44-SM — X-Pando  Pointing  Mortar  (waterproofing  ce¬ 
ment),  manufactured  by  X-Pando  Corporation,  Material. 

15- 44-SM — Coyne  and  Delany  Vacuum  Breaker,  No.  60, 
manufactured  by  Coyne  and  Delany,  Material. 


16-44-SM — Armstrong  Cork  Co.,  One  Gallon  Glass  Jug 
(overflow  capacity  136  oz.)  and  One-half  Gallon  Glass 
Jug  (overflow  capacity  66  oz.),  manufactured  by  Arm¬ 
strong  Cork  Co.,  Material. 


17-44-SM — Anchor  Hocking  Glass  Corp.,  One  Gallon 
Glass  Jug,  No.  51-98  and  One-half  Gallon  Glass  Jug, 
No.  51-86,  manufactured  by  Anchor  Hocking  Glass  Corp., 
Material. 


27- 44-A — Northeast  corner  of  Reid  and  Oceanside  ave¬ 
nues  (Block  900,  Lot  1),  Rockaway  Point,  Borough  of 
Queens,  Alt.  1410-43. 

28- 44-A — F.D. — 115-117  Dobbin  street,  west  side,  100  ft. 
south  of  Meserole  street  (Block  2616,  Lot  12),  Borough 
of  Brooklyn,  96094-LC. 

29- 44-A — H.B.Q. — 28-17  29th  street,  east  side,  140.97  ft. 
south  of  Newtown  avenue  (Block  594,  Lot  26),  Long 
Island  City,  Borough  of  Queens,  Alt.  1050-43. 

30- 44-A— H.B.Q. — 45-19  Kissena  boulevard,  east  side, 
150.03  ft.  south  of  Franconia  avenue  (Block  5200,  Lot  59), 
Flushing,  Borough  of  Queens,  A-1487-43. 


Restored  to  Calendar. 

593-41-BZ— H.B.Q.— 1011-1019  Beach  19th  street,  west 
side,  97  ft.  north  of  Cornaga  avenue  (Block  49,  Lots  50 
and  55),  Far  Rockaway,  Borough  of  Queens,  Misc. 
5610-41. 


18-44-SM— Owens-Illinois  Glass  Co.,  Round  One  Gallon 
Glass  Jugs  (overflow  capacity  134)4  and  136  oz.)  and 
Round  One-half  Gallon  Glass  Jugs  (overflow  capacity 
66  and  67  oz.),  manufactured  by  Owens-Illinois  Glass 
Co.,  Material. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


19-44-SM— Olean  Glass  Co.,  Inc.,  One  Gallon  Glass  Jug 
(overflow  capacity  134)4  oz.)  and  One-half  Gallon  Glass 
Jug  (overflow  capacity  66  oz.),  manufactured  by  Olean 
Glass  Co.,  Inc.,  Material. 


20-44-A — H.B.M. — 312  5th  avenue,  east  side,  49  ft.  8% 
in.  south  of  West  42nd  street  (7th  floor);  (Block  833, 
Lot  44),  Borough  of  Manhattan,  Amendment  to  Alt. 
934-43. 


21-44-A — 35  and  37  Union  square,  west  side,  63  ft.  north 
of  East  16th  street  (Block  844,  Lots  21  and  23),  Borough 
of  Manhattan,  35862-LC  and  Decision. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . ._ . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52 A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 
28,  1943— Vol.  28,  No.  52A 
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Last  Publication  in  Bulletin 


Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . ....Dec. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Dec. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules . ....Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . . . Dec. 

Platform  Trucks,  Specifications  for.. .Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Jan. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .  Oct. 
Smoking  in  Factories,  Rules  for....  Dec. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) ..  Dec. 


28,  1943- 
28,  1943- 


-Vol.  28,  No.  52A 
-Vol.  28,  No.  52A 


28,  1943— Vol.  28,  No.  52A 


28,  1943- 
13,  1937- 
21,  1919- 

28,  1943- 
7,  1925- 
5,  1928- 
28,  1943- 
28,  1943- 


-Vol.  28,  No.  52A 
-Vol.  22,  No.  15 
-Vol.  4,  No.  3 

-Vol.  28,  No.  52A 
-Vol.  10,  No.  14 
-Vol.  13,  No.  23 
-Vol.  28,  No.  52A 
-Vol.  28,  No.  52A 


28,  1943— Vol.  28,  No.  52A 


28,  1943- 
24,  1936- 
3,  1937- 


18,  1944- 

7,  1937- 
12,  1943- 

28,  1943- 

29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1936- 


-Vol.  28,  No.  52A 
-Vol.  21,  No.  47 
-Vol.  22,  No.  31 


-Vol.  29, 
-Vol.  22, 
-Vol.  28, 
-Vol.  28, 
-Vol.  22, 
-Vol.  22, 
-Vol.  17, 
-Vol.  21, 
-Vol.  21, 


No.  3 
No.  36 
No.  41 
No.  52A 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


JANUARY  18,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  18,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters ; 


public  garage  to  a  storage  warehouse  (household  goods); 
premises  3441  Kingsbridge  avenue,  west  side,  169.64  ft. 
south  of  West  236th  street  (Block  3406G,  Lot  441),  Bor¬ 
ough  of  The  Bronx. 

300-43-BZ — Application,  June  18,  1943,  under  section  21 
of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant, 
on  behalf  of  Jack  Farino,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  maintenance  of  a  building  for 
the  storage  of  contractors  equipment  and  trucks  and, 
also,  the  use  of  part  of  the  vacant  portion  of  the  prem¬ 
ises  for  the  open  storage  of  contractors  equipment  and 
trucks;  premises  107-33  154th  street,  east  side,  251.47  ft. 
north  of  108th  avenue  (Block  10133,  Lot  12),  Jamaica, 
Borough  of  Queens. 

273-43-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  East  New  York  Savings  Bank, 
owner,  reopened  December  14,  1943,  under  section  7c 
of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  conversion  of  occupancy  of  a  building 
from  a  marble  factory  to  manufacturing  of  mattresses 
(previously  denied  in  re  conversion  of  building  from 
marble  works  to  factory);  (light  manufacturing);  prem¬ 
ises  965-967  Hopkinson  avenue,  west  side,  260  ft.  south 
of  Lott  avenue  and  576-578  Bristol  street  (Block  3623, 
Lot  19),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  18,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  18,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


Appeals  from  Administrative  Decisions. 


Zoning  Applications 

222-43-BZ — Application,  May  11,  1943,  under  section  7h 
of  the  zoning  resolution,  of  Arthur  Weiser,  applicant,  on 
behalf  of  Bijou  Realty  Corporation,  owner,  to  permit 
partly  in  a  residence  use  and  partly  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles;  premises  west  side  of 
Riverdale  avenue,  157-01  ft.  north  of  West  232nd  street 
(Block  3409  E,  Lot  374),  Borough  of  The  Bronx. 

567-43-BZ — Application,  November  20,  1943,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Fred  Liese,  appli¬ 
cant,  on  behalf  of  Gottscheer  Central  Holding  Co.,  Inc., 
owner,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  conversion  of  occupancy 
of  an  existing  building  to  restaurant,  meeting  rooms, 
cabaret  and  dancing  and,  also,  the  maintenance  of  five 
individual  garages;  premises  657  Fairview  avenue,  north 
side,  77  ft.  31/,  in.  east  of  Linden  street  (Block  3485, 

,|  Lot  1),  Ridgewood,  Borough  of  Queens. 

r 

569-43-BZ — Application,  November  23,  1943,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants  on  behalf  of  Rose  Bennett,  owner,  to  permit 
partly  in  a  residence  use  and  partly  in  a  business  use  dis¬ 
trict,  for  a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles;  premises  520-522  Lefferts 
avenue,  south  side,  254  ft.  6  in.  west  of  Kingston  avenue 
(Block  1332,  Lot  27  and  part  of  Lot  87),  Borough  of 
Brooklyn. 

276-43-BZ — Application,  June  7,  1943,  under  section  21 
of  the  zoning  resolution,  of  Lipton  and  Stein,  applicants, 
on  behalf  of  Rosian  Realty  Corporation,  owner  (Santini 
Building  Corporation,  lessee),  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy  of  an  existing 


607-43-A— 507  West  33rd  street,  north  side,  125  ft.  west 
of  10th  avenue  (Block  705,  Lot  29),  Borough  of  Man¬ 
hattan. 

565-43-A — 2-20  West  34th  street,  350  5th  avenue,  south¬ 
west  corner  and  1-29  West  33rd  street  (basement  and  1st 
floor);  (Block  835,  Lots  19  to  28  and  41  to  54),  Borough 
of  Manhattan. 

776-42-A — 821-827  Bergen  street,  south  side,  325  ft.  west 
of  Classon  avenue  and  890-902  Dean  street  (Block  1141, 
Lot  28),  Borough  of  Brooklyn  (reopened  June  29,  1943; 
previously  denied). 

294-43-A— 33-55  to  33-81  12th  street,  12-01  to  12-19  34th 
avenue,  northeast  corner  and  33-52  to  33-80  13th  street 
(Block  522,  Lot  1),  Long  Island  City,  Borough  of 
Queens. 

501-43-A — 471  West  42nd  street  and  576-578  Tenth  ave¬ 
nue,  northeast  corner  (Block  1052,  Lots  1  and  2),  Bor¬ 
ough  of  Manhattan. 

521-43-A — West  side  of  Holland  avenue,  between  Arling¬ 
ton  place  and  Richmond  terrace  (Block  1301,  Lot  1), 
Mariners  Harbor,  Borough  of  Richmond. 

507-43-A — 10-01  43rd  avenue,  northeast  corner  of  10th 
street  (Block  460,  Lot  5),  Long  Island  City,  Borough  of 
Queens. 

529- 43-A— 126  West  46th  street,  south  side,  350  ft.  west 
of  Sixth  avenue  (9th  floor);  (Block  998,  Lot  47),  Bor¬ 
ough  of  Manhattan. 

530- 43-A — 39-47  West  19th  street,  north  side,  244  ft.  east 
of  Sixth  avenue  (5th  and  7th  floors);  (Block  821,  Lot 
14),  Borough  of  Manhattan. 
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532- 43-A— Re  Handling,  transportation,  storage  and  de¬ 
livery  of  Motion  Picture  Film  in  other  than  metal  con¬ 
tainers  (containers  not  in  conformity  with  Administrative 
Code  requirements). 

533- 43-A — Re  Handling,  transportation,  storage  and  de¬ 
livery  of  Motion  Picture  Film  in  other  than  metal  con¬ 
tainers  (containers  not  in  conformity  with  Administrative 
Code  requirements). 

24-44-A — 38-62  12th  street,  west  side,  200  ft.  north  of 
40th  avenue  and  38-61  11th  street  (Block  473,  Lot  559), 
Long  Island  City,  Borough  of  Queens. 

534- 43-A — 572-574  Tenth  avenue  and  466  West  42nd 
street,  southeast  corner  (Block  1051,  Lots  61  and  62), 
Borough  of  Manhattan. 

425-43-A — 15  John  street,  north  side,  163  ft.  east  of 
Broadway  (Block  79,  Lot  14),  Borough  of  Manhattan. 

605-43-A — 37-41  West  119th  street,  north  side,  75  ft.  east 
of  Lenox  avenue  (Block  1718,  Lot  24),  Borough  of  Man¬ 
hattan. 

513- 43-A — 2448  East  24th  street,  west  side,  275  ft.  north 
of  Avenue  Y  (Block  7422D,  Lot  422),  Borough  of  Brook¬ 
lyn. 

519-43-A — 622  Ocean  View  avenue,  south  side,  25  ft.  west 
of  Brighton  7th  street  (Block  7284,  Lot  1445),  Borough 
of  Brooklyn. 

635-43-A — 3859-3861  10th  avenue,  east  side,  99  ft.  11  in. 
south  of  West  207th  street  (Block  2203,  Lot  3),  Borough 
of  Manhattan. 

443-43-A — 176  Sullivan  street,  west  side,  144  ft.  north  of 
West  Houston  street  (Block  526,  Lot  71),  Borough  of 
Manhattan. 

514- 43-S — 80-18  Cooper  avenue  and  70-27  80th  street, 
southeast  corner  (Building  No.  11);  (Block  3806,  Lot  2), 
Glendale,  Borough  of  Queens. 

484-43-S — 6220-6222  20th  avenue,  west  side,  20  ft.  north 
of  63rd  street  (Block  5534,  Lot  48),  Borough  of  Brook¬ 
lyn. 

3-44-A — 632-650  Flushing  avenue,  southwest  corner  of 
Tompkins  avenue  (Block  1720,  Lot  32),  Borough  of 
Brooklyn. 

623-43-A — 184-10  Jamaica  avenue,  south  side,  429.7  ft. 
east  of  183rd  street  (Block  10352,  Lot  71),  Hollis,  Bor¬ 
ough  of  Queens. 

Material  for  Approval. 

637-41-SM— Pabco  Mastipave  (Asphalt  Mastic  Floor 
Surfacing). 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  25,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public,  hearing 
Tuesday  morning,  January  25,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

7-44-BZ — Application,  January  5,  1944,  under  section  21 
of  the  zoning  resolution,  of  A.  Gordon  Lorimer,  Chief 
of  the  Bureau  of  Architecture,  Department  of  Public 
Works,  applicant,  on  behalf  of  City  of  New  York, 
owner,  to  permit  in  a  residence  use  “E”  and  “F”  area, 
and  also  one-half  times  and  one  times  height  district, 
the  erection  and  maintenance  of  a  building,  accessory  to 
a  hospital  group,  not  complying  with  the  one-half  times 
height,  “F”  area  setback  from  street  lines  and  “F”  area 
plot  coverage  and  floor  area  requirements  of  the  zoning 
resolution;  premises  161-25  Grand  Central  parkway, 
north  side,  from  161st  street  to  164th  street  (Block 
6858,  Lot  1),  Jamaica,  Borough  of  Queens. 

533-42-BZ — Application,  July  2,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Arnold  W.  Lederer,  appli¬ 


cant,  on  behalf  of  Julia  A.  Odom,  2250  Church  Avenue 
Realty  Co.  and  Henry  F.  Viebrock,  owners  (Joseph 
Musolino,  lessee),  to  permit  in  a  business  use  district, 
for  a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles  and,  also,  open  display 
and  sale  of  used  cars;  premises  2242-2262  Church  ave¬ 
nue,  south  side,  206  ft.  8Vz  in.  west  of  Bedford  avenue 
(Block  5103,  Lots  42,  43  and  45),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  25,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  25,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

458-43-A — 223-02  Hempstead  Turnpike,  south  side,  110 
ft.  east  of  223rd  street  (Block  11159,  Lot  28),  Queens 
Village,  Borough  of  Queens. 

363-43-A— 41-69  Clark  street,  92-100  Henry  street,  46-82 
Pineapple  street  and  101-121  Hicks  street,  entire  block 
(25th  and  27th  floors);  (Block  231,  Lot  1),  Borough  of 
Brooklyn. 

864-42-A — 753-759  Seventh  avenue  and  154-166  West 
50th  street,  southeast  corner  (Block  1002,  Lot  61),  Bor¬ 
ough  of  Manhattan  (reopened  and  restored  to  calendar, 
November  23,  1943;  previously  withdrawn). 

Materials  for  Approval. 

552-43-SM — De-Oxo-Lin  200FF  Flameproofing  Com¬ 
pound. 

33-44-SM — Johns-Manville  Fibretex  and  Johns-Manville 
Fibretone  (acoustical  materials). 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  1,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public,  hearing 
Tuesday  morning,  February  1,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

*  Zoning  Applications. 

271-43-BZ — Application,  June  2,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Schrier  Trading  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  maintenance  of 
more  than  five  motor  vehicles.  (The  Board  previously 
denied  an  application  for  a  garage  for  more  than  five 
motor  vehicles  on  these  premises);  premises  11-17  (7-17 
displayed)  Schenectady  avenue  and  617-627  Herkimer 
street,  northeast  corner  (Block  1701,  Lot  1),  Borough  of 
Brooklyn. 

603-43-BZ — Application,  December  14,  1943,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Felix  Cancro,  owner,  to  permit  in 
a  business  use  district,  the  maintenance  of  an  illuminated 
business  sign  upon  an  existing  building;  this  sign  extends 
more  than  the  maximum  18  inches  permitted  by  the  zon¬ 
ing  resolution,  beyond  the  street  line;  premises  3710 
White  Plains  road,  east  side,  95  ft.  north  of  East  216th 
street  (Block  4664,  Lot  53),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  8,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  8,  1944  a  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter: 
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Zoning  Application. 

593-41-BZ — Application  of  Max  Horn,  applicant,  on  be¬ 
half  of  Nameoke  Realty  Corporation,  owner,  reopened 
January  11,  1944  for  consideration  as  to  extension  of  per¬ 
mit  (same  having  expired  by  limitation) — re  Application 
previously  granted  on  condition,  under  section  7 h  of  the 
zoning  resolution,  permitting  in  a  business  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
for  a  term  of  two  years;  premises  1011-1019  Beach  19th 
street,  west  side,  97  ft.  north  of  Cornaga  avenue  (Block 
49,  Lots  50  and  55),  Far  Rockaway,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  8,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  February  8,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

609-43-A — 550-552  Pacific  street  and  32-38  4th  avenue, 
southwest  corner  (2nd  floor);  (Block  192,  Lots  34  and 
35),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JANUARY  11,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  January  4,  1944,  Tuesday  afternoon, 
January  4,  1944,  and  the  minutes  of  the  special  meeting  of 
the  Board  held  on  Friday  morning,  January  7,  1944,  were 
approved  as  printed  in  Bulletin  No.  1,  Volume  29. 


ZONING  CASES 

593-41-BZ 

APPLICANT— Max  Horn,  for  Nameoke  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles  for  a 
term  of  two  years. 

PREMISES  AFFECTED— 1011-1019  Beach  19th  street, 
west  side,  97  ft.  north  of  Cornaga  avenue  (Block 
49,  Lots  50  and  55),  Far  Rockaway,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  set  for  hearing  February  8,  1944,  at  10 
A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


39-37-BZ 

APPLICANT— John  J.  Morro,  for  Cross  Country  Gaso¬ 
line  Station,  Incorporated,  owner  (Alden  Gas  Sta¬ 
tions,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  term  of  permit — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  exten¬ 
sion  of  a  gasoline  service  station  so  as  to  permit  the 
parking  and  storage  of  more  than  five  motor  vehicles 
for  a  term  of  two  years. 


PREMISES  AFFECTED— 619-641  Coney  Island  avenue, 
east  side,  from  Slocum  place  to  Mathews  place,  1-5 
Slocum  place  and  2-8  Mathews  place  (Block  5141, 
Lots  53  and  74),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  J.  Morro. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  ,  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (39-37-BZ) 

Whereas,  this  application,  permitting  in  a  business  use 
district,  the  extension  of  an  existing  gasoline  service  station 
and  also  the  inclusion  of  a  brake  testing  service,  premises 
619-641  Coney  Island  avenue,  east  side,  between  Mathews 
place  and  Slocum  place,  2-8  Mathews  place  and  1-5  Slocum 
place  (Block  5141,  Lots  53  and  74),  Borough  of  Brooklyn, 
was  granted  by  the  Board  June  15,  1937,  on  certain  condi¬ 
tions  and  the  resolution  amended  November  3,  1937 ;  and 
Whereas,  John  J.  Morro,  for  Cross  Country  Gasoline 
Station,  Inc.,  owner  (Alden  Gas  Stations,  lessee)  requested 
reopening  of  the  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  extension 
of  such  gasoline  service  station  so  as  to  permit  for  a  tem¬ 
porary  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
January  6,  1942,  on  certain  conditions  and  the  applicant  re¬ 
quested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  15,  1937,  as 
amended  through  January  6,  1942,  only  so  far  as  it  has 
reference  to  the  term  within  which  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  is  permitted  toward  the 
southerly  portion  of  the  premises,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read: 

“*  *  *  Such  use  may  be  permitted  under  Section  7h 
for  a  term  of  two  (2)  years  from  the  date  of  this 
amended  resolution,  on  condition  that  this  portion  of  the 
plot  *  *  *” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

720-42-A 

APPLICANT — George  D.  Scott,  for  Gluckson  Wool  Stock- 
Corporation,  owner. 

SUBJECT — Application  reopened  June  22,  1943 — re  Appeal 
from  a  decision  of  the  borough  superintendent. 
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PREMISES  AFFECTED— 92-96  Clifton  place,  south  side, 
175  ft.  west  of  Classon  avenue  (Block  1952,  Lots  25, 
26  and  27),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  George  D.  Scott. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (720-42-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  92-96  Clifton  place,  south  side,  175 
ft.  West  of  Classon  avenue  (Block  1952,  Lots  25,  26  and 
27),  Borough  of  Brooklyn,  was  denied  by  the  Board  on 
December  1,  1942;  and 

Whereas,  the  applicant  requested  a  reopening  and  recon¬ 
sideration  of  the  appeal,  based  on  a  new  proposal  and  from  a 
decision  of  the  borough  superintendent ;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 
on  June  22,  1943  and  restored  to  calendar;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
December  30,  1943,  on  Sprinkler  Applic.  1778-43,  reads : 

“1.  Proposal  to  omit  6  inch  city  connection  for  sprink¬ 
ler  system  and  install  a  central  station  valve  alarm  con¬ 
nection  to  dry-pipe  valve  for  said  sprinkler  system  is 
contrary  to  Ch.  19-149.0  par  C'-4  of  the  Adm.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  4  stories 
(47  ft.)  in  height,  75  ft.  by  113  ft.  in  area;  Class  1  and  3 
construction ;  erected  prior  to  1909 ;  located  in  an  unre¬ 
stricted  use,  B  area  district;  used  since  1941  as  follows:  1st 
floor,  shipping  and  receiving,  one  person ;  2nd  floor,  baling, 
storing  and  offices,  6  persons ;  3rd  floor,  sorting  and  packing  of 
wool  stock,  12  persons ;  4th  floor,  sorting  and  packing  of  wool 
stock,  6  persons ;  that  the  easterly  portion  of  the  building 
which  is  fireproof  is  now  used  by  a  dealer  in  animal  hair ; 
that  the  building  is  equipped  with  two  3  ft.  5  in.  wide  iron 
stairs,  fireproof  enclosed,  equipped  with  fireproof,  self-closing 
doors  and  one  of  which  extends  to  roof  bulkhead ;  that  both 
stairs  extend  to  street ;  that  the  building  is  also  equipped 
with  one  fire  escape  at  rear  extending  from  top  story  to 
second  floor  level  with  egress  from  termination  at  second 
floor  balcony  to  adjoining  building;  and 

Whereas,  the  applicant  contends,  that  due  to  inability 
to  obtain  priorities  for  a  city  main  connection,  it  is  proposed 
to  install  a  central  station  valve  alarm  connection  to  dry 
pipe  valve  for  the  sprinkler  system,  as  indicated  on  amend¬ 
ment  to  approved  sprinkler  application  1778-43 ;  that  the 
proposed  installation  will  be  equipped  with  automatic  air 
compressor  controls,  a  4-inch  siamese  connection,  equipped 
with  bronze  siamese  in  good  working  condition,  manufactured 
by  W.  D.  Allen  approximately  1924,  which  does  not  bear  the 
Board’s  approval  number ;  that  the  system  will  be  similar 
to  that  approved  by  the  Board  under  Cal.  40-42-SA,  except 
that  all  sprinkler  fittings  will  be  cast  iron ;  that  the  pro¬ 
posed  installation  offers  satisfactory  compliance  with  the 
fire  commissioner’s  requirements,  as  it  will  be  so  arranged 
as  to  send  an  alarm  in  the  event  of  low  air  pressure  result¬ 
ing  from  leak  or  from  the  fusing  of  a  sprinkler  head;  that 
the  system  will  be  made  to  comply  with  the  requirements  of 
the  Administrative  Code  at  the  termination  of  the  present 
war  emergency. 

Resolved  that  the  decision  of  the  borough  superintendent, 
acting  on  Sprinkler  Applic.  1778-43,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  sprinkler  system  throughout  the  building 
shall  be  installed  and  maintained  substantially  as  proposed; 
that  the  water  connection  to  the  street  shall  be  installed  as 
soon  as  permits  and  material  therefor  can  be  obtained  and 
at  that  time,  the  sprinkler  system  shall  be  made  to  comply 
in  all  respects  with  the  requirements  of  the  Code  therefor 


as  an  automatic  dry  pipe  system,  except  that  the  4  in.  siamese 
may  be  continued  if  structurally  acceptable  to  the  fire  commis¬ 
sioner  ;  that  upon  completion  of  the  work  as  permitted  by 
this  resolution,  the  requirements  of  the  outstanding  order 
of  the  fire  commissioner,  8985-LF,  shall  be  deemed  complied 
with. 


399-43-A 

APPLICANT — Howard  H.  Snyder,  for  Broad-West  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 2531-2539  Broadway,  west  side, 
from  West  94th  to  West  95th  street  and  250-254 
West  95th  street  (Block  1242,  Lots  55  and  10), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  H.  Snyder  and  William  H. 
Bodine. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (399-43-A) 

Whereas,  Howard  H.  Snyder,  for  Broad-West  Realty 
Corporation,  owner,  filed  on  August  10,  1943,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
2531-2539  Broadway  and  250-254  West  95th  street,  south¬ 
west  corner,  (Block  1242,  Lots  10  and  55),  Borough  of 
Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
July  29,  1943,  on  Alt.  Applic.  495-43,  reads: 

“This  amendment  is  disapproved  with  the  following 
objections : 

1.  It  is  unlawful  to  use  cellar  south  of  lower  moving 
picture  theatre  for  storage  purposes  as  per  Sec.  12.1.3 
Building  Code. 

2.  Use  of  cellar  for  workshop  is  contrary  to  Sec. 
12.8.  B.C. 

4.  Plans  on  file  do  not  indicate  a  four  hour  separation 
between  cellar  in  question  and  exits  for  theatre.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories, 
(30  ft.)  in  height;  201.5  ft.  by  125  ft.  in  area,  of  Class  1 
construction;  erected  1918,  altered  1920,  1928,  1931  and 
1935;  located  in  a  residence  and  business  use  district; 
equipped  with  a  standpipe  system  and  occupied  since  1935 
as  follows :  basement,  stores  and  motion  picture  theatre,  324 
persons;  cellar,  boiler  room,  1  person;  1st  floor,  stores  and 
motion  picture  theatre,  1065  persons ;  balcony,  motion  picture 
theatre,  208  persons ;  second  floor,  offices,  50  persons,  pur¬ 
suant  to  Certificate  of  Occupancy  20646,  issued  September 
1935,  and  proposed  to  be  occupied  as  follows :  basement, 
same ;  cellar,  boiler  room  and  storage  of  “on  premises” 
material  and  workshop,  1  person;  1st  floor,  same;  balcony, 
same;  2nd  floor,  same;  and 

Whereas,  Violation  No.  3831,  was  issued  April  22,  1943, 
for  occupying  cellar  adjoining  motion  picture  theatre  and 
under  auditorium  of  first  story  theatre  for  grocery  storage, 
workshop  and  miscellaneous  storage  contrary  to  Certificate  of 
Occupancy  20646 ;  and 

Whereas,  the  applicant  requests  the  Board  to  permit  the 
use  of  the  cellar  for  storage  of  groceries  for  the  tenant  on  the 
premises,  this  portion  of  the  cellar  to  be  separated  from  the 
theatre  by  four-hour  construction  and  ventilated;  that  this 
portion  of  the  cellar  is  about  15  ft.  in  height  and  its  use 
will  not  result  in  any  hazard  to  the  theatre  occupancy;  that 
there  will  not  be  any  inflammable  or  combustible  materials 
'to'-ed  in  the  cellar;  that  the  material  proposed  to  be  stored 
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will  consist  of  canned  goods,  preserves,  jellies,  noodles, 
macaroni,  beer,  soft  drinks,  soap,  soap  powder,  cereals,  dried 
vegetables,  fruits,  cocoa,  coffee  and  spices;  that  the  proposed 
work  shop  will  house  materials  necessary  to  maintain  the 
property  and  will  not  include  paint,  oils  or  varnish ;  and  that 
it  is  proposed  to  erect  a  4  in.  Gypsum  block  partition  to 
separate  the  grocery  storage  from  the  balance  of  the  cellar 
area;  and 

Whereas,  the  applicant  contends  as  to  Objection  No.  4, 
that  the  partition  in  question  is  constructed  of  8  in.  hollow 
tile,  plastered  on  theatre  side  and  it  is  requested  that  the 
Board  accept  this  wall  as  equivalent  to  four  hour  construc¬ 
tion;  and 

Whereas,  a  plan  of  the  existing  cellar  for  the  entire  block 
front  of  201  ft.  5  in.  along  Broadway  was  filed  with  the 
borough  superintendent,  with  amendment  of  December  31, 
1943,  and  the  objections  as  given  on  July  29,  1943,  have 
been  repeated  under  date  of  January  6,  1944. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  495-43,  Objection  1,  2,  and  4,  as 
repeated  January  6,  1944,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  only  space  to  be  occupied  for  storage,  as  additional  space 
previously  approved  by  the  Department  of  Housing  and 
Buildings  for  street  store  cellars  shall  be  that  space  as 
indicated,  marked  “Proposed  Storage”  on  plan  filed  with  the 
borough  superintendent,  marked  “Received  January  6,  1944”; 
that  such  space  shall  be  enclosed  in  fireproof  block  masonry 
as  indicated ;  that  the  door  formerly  existing  from  the  base¬ 
ment  to  the  exit  passageway  leading  to  West  95th  street 
shall  be  restored  as  an  additional  cellar  exit  and  in  addi¬ 
tion  there  shall  be  a  vestibule  constructed  southerly  thereof, 
having  an  additional  door;  that  such  door  to  exit  passage 
leading  to  West  95th  street  shall  be  equipped  with  a  panic 
bolt;  that  such  door  shall  not  be  for  general  use  but  for 
emergency  only;  that  such  door  and  vestibule  door  shall  be 
of  hollow  metal  construction  approved  for  one  and  a  half 
hour  test;  that  a  ventilating  opening  with  not  less  than  6 
square  in.  of  effective  ventilating  area  and  without  damper 
shall  be  constructed  and  maintained  from  this  rear  cellar 
space  connecting  to  the  existing  chimney  flue;  that  the  exit 
shown  to  West  94th  street  shall  be  maintained;  that  the  stor¬ 
age  and  work  shop  maintained  for  use  of  the  owner  in  con¬ 
nection  with  the  building  shall  be  entirely  within  the  rooms 
as  indicated;  that  the  material  stored  therein  shall  not  be 
hazardous;  that  within  such  building  maintenance  and  stor¬ 
age  rooms,  sprinkler  heads  shall  be  constructed  and  main¬ 
tained,  fed  from  the  domestic  water  supply;  that  such  port¬ 
able  fire  fighting  appliances  shall  be  maintained  therein  as 
the  fire  commissioner  shall  direct;  that  a  new  certificate  of 
occupancy  shall  be  obtained;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


Adjourned:  11:10  A.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  11,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

776-42-A 

APPLICANT— Sidney  H.  Kitzler,  for  Berdean  Holding 
Corporation,  owner  (Messing  Bakeries,  Inc.  lessee). 


SUBJECT — Application  reopened  June  22,  1943 — re  Appeal 
from  a  decision  of  the  borough  superintendent (  pre¬ 
viously  denied.) 

PREMISES  AFFECTED— 821-827  Bergen  street,  north 
side,  350  ft.  west  of  C'lasson  avenue  and  890-902 
Dean  street  (Block  1141,  part  of  Lot  28),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  H. Kitzler  and  Sidney  Fass. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  18,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


854-42-A 

APPLICANT — T.  W.  Lamb  Associates,  Inc.,  for  Seventh 
and  Fiftieth  Realty  Corporation,  owner. 

SUBJECT — Application  reopened  November  23,  1943 — re 
Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner  ;  previously  withdrawn  after  argument. 
PREMISES  AFFECTED— 753-759  7th  avenue  and  154-166 
West  50th  street,  southeast  corner  (cellar,  2nd  and 
3rd  floors);  (Block  1002,  Lot  61),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  R.  L.  Hoidge  and  A.  E.  Breyer. 

For  Administration:  Insp  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  January  25,  1944  at  2 
P.  M.  for  further  consideration. 


294-43-A 

APPLICANT — Raymond  Irrera,  for  G.P.W.  Realty  Co., 
Inc.,  owner  (Krieger  Steel  Sections,  Inc.,  lessee). 
SUBJECT — Application  reopened  November  9,  1943 — re 
Appeal  from  a  decision  of  the  acting  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 33-55  to  33-81  12th  street,  12-01 
to  12-19  34th  avenue,  northeast  corner  and  33-52  to 
33-80  13th  street  (Block  522,  Lot  1),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Raymond  Irrera,  Howard  E.  Greims 
and  Julius  Bregman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


501-43-A 

APPLICANT — Sylvester  W.  A.  Murphy,  for  Catherine 
Brennan,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 471  West  42nd  street  and  576- 
578  Tenth  avenue,  northeast  corner  (Block  1052, 
Lots  1  and  2),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sylvester  W.  A.  Murphy. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  over  to  January  18,  1944  at 
2  P.  M.,  for  further  consideration. 


502-43-A 

APPLICANT— J.  M eh r lust,  lessee  (Six  and  Eight  West 
48th  Street  Corporation,  owner). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 


31 


MINUTES 


PREMISES  AFFECTED— 6  and  8  West  48th  street,  south 
side,  125  ft.  west  of  Fifth  avenue  (11th  floor)  ; 
(Block  1263,  Lots  43  and  44),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Jacob  Mehrlust  and  George  H. 
Effler. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (502-43-A) 

Whereas,  J.  Mehrlust,  lessee,  for  Six  and  Eight  West 
48th  Street  Corp.,  owner  filed  October  23,  1943,  an  appeal 
from  an  order  of  the  fire  commissioner ;  premises :  6  and  8 
West  48th  street,  south  side,  125  ft.  west  of  Fifth  avenue 
(11th  floor)  ;  (Block  1263,  Lots  43  and  44),  Borough  of 
Manhattan ;  and 

Whereas,  Order  36005-LC  issued  by  the  fire  commissioner 
September  24,  1943,  reads : 

“Before  a  permit  may  be  issued  for  the  storage  of 
oxygen,  etc.,  the  following  must  be  done : 

1.  Have  each  operator  supervising  the  operation  of  a 
blow-pipe  or  other  similar  device  or  apparatus  for 
heating,  melting  or  welding,  apply  for  and  procure  a 
certificate  of  fitness.  Examinations  every  day  from 
9  A.  M.  to  3  P.  M.  at  Room  1100,  Municipal  building, 
Manhattan.  Each  applicant  must  file  two  unmounted 
photographs  at  least  2x3  inches.” 

and 

Whereas,  applicant  states  the  building  is  12  stories,  (150 
ft.)  in  height,  50  ft.  by  75  ft.  in  area;  Class  1  construction 
erected  in  1918 ;  located  in  a  business  use,  B  area  district 
and  occupied  since  1918  as  follows:  Cellar,  Receiving  De¬ 
partment  for  all  tenants,  1  person;  1st  floor,  store,  6  per¬ 
sons  ;  2nd  floor,  printing,  30  persons ;  3rd  floor,  storage 
and  selling  of  silver,  3  persons ;  4th  floor,  manufacturing  and 
bottling  of  perfume,  35  persons ;  5th  floor,  storage  and 
selling  of  perfume,  35  persons ;  6th  floor,  manufacturing  and 
selling  of  watches,  40  persons;  7th  floor,  same,  15  persons; 
8th  floor,  blue-printing,  30  persons ;  9th  floor,  manufactur¬ 
ing  and  selling  of  jewelry,  30  persons;  10th  floor,  lapidaries 
and  dealers  of  precious  stones,  8  persons;  11th  floor,  manu¬ 
facturing  and  selling  of  jewelry  and  surgical  instruments,  27 
persons ;  12th  floor,  manufacturing  and  selling  of  fur  goods, 
20  persons ;  penthouse,  storage  of  furs,  20  persons ;  that  the 
building  is  equipped  with  a  2-source  sprinkler  system,  stand¬ 
pipe  system,  interior  fire  alarm  system  and  that  fire  drills  are 
maintained ;  that  there  are  two  52  in.  wide  steel  and  con¬ 
crete  stairs,  enclosed  in  brick  equipped  with  fire-retarding, 
self-closing  doors  and  leading  from  roof  bulkhead  directly 
to  the  street;  and 

Whereas,  the  applicant  contends  that  he  manufactures 
jewelry  on  the  11th  floor  of  this  building  and  that  for  the 
duration  of  the  war  emergency,  is  manufacturing  surgical 
instruments  for  the  armed  forces ;  that  during  the  past  25 
years,  the  same  business  has  been  conducted  and  the  oxygen 
tank  was  under  the  supervision  of  an  employee  having  a 
certificate  of  fitness  and  that  it  is  therefore  requested  the 
Board  permit  the  continuance  of  this  condition;  and 

Whereas,  Certificate  of  Occupancy  1193  issued  in  1919, 
permits  the  use  of  the  building  as  follows  :  basement,  storage ; 
1st  floor,  store;  2nd  to  12th  floors,  factory,  40  persons  each 
floor ;  pent  house,  film  vault. 

Resolved,  that  order  36005-LC  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  at  least  one  person  shall  hold  a 
certificate  of  fitness  and  that  such  person  shall  be  in  general 
charge  of  the  work  and  present  during  the  time  manufactur¬ 
ing  operations  are  conducted ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


545-43-A 

APPLICANT — L.  C.  Forman  for  Central  Station  Signals, 
Inc.,  for  Maklet  Realty  Co.,  owner  (Louis  Bern¬ 
stein  Wool  Stock  Co.,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 96  Greene  street,  east  side,  150 
ft.  north  of  Spring  street  (Block  499,  Lot  3),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Kandibo,  Jr. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (545-43-A) 

Whereas,  Central  Station  Signals,  Incorporated,  for 
Maklet  Realty  Company,  owner  (Louis  Bernstein  Wool 
Stock  Company,  lessee),  filed  November  12,  1943,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  96  Greene  street,  east  side,  150  ft.  north  of  Spring 
street  (Block  499,  Lot  3),  Borough  of  Manhattan;  and 

Whereas,  Order  16702-LF,  issued  by  the  fire  commis¬ 
sioner  December  22,  1942,  and  repeated  in  a  decision  of  the 
fire  commissioner  dated  October  27,  1943,  reads : 

“1.  Provide  an  automatic  thermostatic  fire  alarm  sys¬ 
tem  with  direct  connection  to  the  central  office  of  one 
of  the  operating  companies,  in  connection  with  the  non¬ 
automatic  dry  sprinkler  system  now  installed  in  the 
above  premises.  Art.  16,  Chp.  26,  Adm.  Code.” 
and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
August  12,  1943,  reads : 

“In  reply  to  your  letter  of  August  6th,  you  are  advised 
that  in  the  opinion  of  this  Division,  the  Automatic  Ther¬ 
mostatic  Central  Office  connected  fire  alarm  installed  at 
the  above  premises,  does  not  meet  the  requirements 
of  the  approval  granted  by  the  Board  of  Standards  and 
Appeals,  under  Cal.  179-43-SM  in  the  following  re¬ 
spects. 

1.  The  installation  is  a  mandatory  requirement  by 
virtue  of  Article  16,  Chapter  26  of  the  New  York  City 
Administrative  Code  and  Fire  Department  Order  No. 
16702-LF. 

The  installation  can  not  be  construed  as  coming  within 
the  scope  of  the  approval,  which  specifically  states  that 
the  ‘Protectowire  (Heat  Sensitive  Cable)  was  for  volun¬ 
tary  use  unless  otherwise  approved  in  individual  cases 
by  the  Board.’  Neither  is  there  any  evidence  on  file 
showing  the  assessed  valuation  of  the  premises  as  re¬ 
quired  by  the  text  of  the  approval. 

Therefore,  although  regrettable,  the  installation  of  the 
Automatic  Fire  Alarm  System  cannot  be  accepted  as 
compliance  with  Order  No.  16702-LF.” 
and 

Whereas,  the  applicant  states  the  building  is  5  stories, 
(53  ft.)  in  height,  25  ft.  by  90  ft.  in  area  at  first  floor;  25 
ft.  by  85  ft.  in  area  at  typical  floor ;  of  Class  3  construction ; 
erected  1879;  located  in  an  unrestricted  use,  B  area  district 
and  used  since  1942  as  follows:  Cellar,' wool  stock  storage, 
1  person ;  first  floor,  office  and  baling,  2  persons  ;  2nd  floor, 
wool  stock-sorting  and  storage,  one  person ;  3rd  and  4th 
floors,  wool  stock-storage;  5th  floor,  wool  stock  sorting,  one 
person;  that  the  building  is  equipped  with  one  5  ft.  wide 
wood  stairs,  enclosed  in  wire  lath  and  plaster  partitions 
equipped  with  fireproof  doors  and  extending  from  roof  bulk¬ 
head  to  first  story  and  one  fire  escape  at  front  of  building 
extending  from  top  story  to  street  and  that  the  windows  on 
the  course  are  of  fireproof  construction ;  and 

Whereas,  the  applicant  contends  that  it  has  installed  a 
Protectowire  system  connected  to  and  supervised  by  Central 
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office ;  that  Protectowire  was  approved  by  the  Board  on 
July  27,  1943  for  voluntary  installation  and  it  is  therefore 
necessary  that  specific  permission  be  granted  by  the  Board 
to  permit  the  Fire  Department  to  accept  the  installation  as 
complying  with  Order  16702-LF,  which  is  issued  under  the 
mandatory  provisions  of  the  Administrative  Code  and  it  is 
therefore  requested  that  a  variance  be  granted,  to  permit  the 
installation  as  proposed  in  compliance  with  Order  16702-LF 
issued  by  the  fire  commissioner ;  and 

Whereas,  the  Board  has  been  informed  by  the  Depart¬ 
ment  of  Taxes  and  Assessments  that  the  building  is  assessed 
at  $5,000 ;  and 

Resolved,  that  order  16702-LF  of  the  fire  commissioner  as 
to  Objection  1,  and  the  decisions  of  the  fire  commissioner 
dated  August  12,  1943  and  October  27,  1943,  be  and  they 
hereby  are  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  system  shall  comply  with  the 
requirements  of  the  approval  granted  by  the  Board  under 
Cal.  179-43-SM  and  upon  completion  and  test,  shall  be 
accepted  as  complying  with  the  order  of  the  fire  commis¬ 
sioner,  No.  16702-LF. 


631-43-A 

APPLICANT — S.  J.  Kessler  and  Son,  for  Henry  Sonn  and 
Co.,  Inc.,  owner  (Radio  City  Music  Hall,  lessee). 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner  and  a  decision  of  the  borough 
superintendent. 

PREMISES  AFFECTED— 453  West  129th  street,  40  Con¬ 
vent  avenue,  northwest  corner  and  474  West  130th 
street  (Block  1969,  Lot  12),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  T.  Briggs,  S.  J.  Kessler  and 
William  D.  Coen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Inspector  Maher,  Fire 
Department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (631-43-A) 

Whereas,  S.  J.  Kessler  and  Son,  for  Henry  Sonn  and 
Co.,  Inc.,  owner  (Radio  City  Music  Hall,  lessee)  filed 
December  28,  1943  an  appeal  from  a  decision  of  the  borough 
superintendent  and  an  order  and  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  453  West  129th  street,  40  Con¬ 
vent  avenue,  northwest  corner,  and  474  West  130th  street 
(Block  1969,  Lot  12),  Borough  of  Manhattan;  and 
Whereas,  order  17631-LF  issued  by  the  fire  commissioner 
March  21,  1943  and  referred  to  in  a  decision  of  the  fire 
commissioner  dated  December  16,  1943,  reads : 

“4.  Provide  proper  protection  against  freezing  for  all 
portions  of  the  standpipe  system  requiring  such  protec¬ 
tion.  Ch.  26,  Art.  17,  Adm.  Code.” 
and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
December  21,  1943  on  Alt.  Applic.  978-43,  reads: 

“1.  The  subsequent  proposed  re-conversion  of  the  use 
building  from  storage  of  scenery  to  a  garage  for  more 
than  five  motor  vehicles,  a  now  legally  existing  use,  in 
a  Business  and  Unrestricted  Districts,  not  permitted,  as 
such  re-conversion  to  garage  use  may  be  contrary  to 
Zone  Resolution  at  the  time  of  such  re-conversion. 

2.  Exits  on  first  floor  and  second  floor  are  inade¬ 
quate.” 
and 

Whereas,  the  applicant  states  that  the  building  is  3  stories, 
(38  ft.)  in  height,  25  ft.  irregular  by  198  ft.  irregular  in 
area,  of  class  1  construction,  erected  in  1912,  located  in  an 
unrestricted  and  business  use  district  and  used  and  occupied 
as  a  public  garage ;  proposed  to  be  used  for  the  temporary 
storage  of  scenery ;  that  the  building  is  equipped  with  a 


standpipe  system,  two  3  ft.  8  in.  iron  stairs  enclosed  in 
terra-cotta  block  partitions,  equipped  with  kalamein  self¬ 
closing  doors,  one  of  which  extends  from  top  story  to  street ; 
and 

Whereas,  the  applicant  contends  as  to  item  4  of  the  fire 
commissioner’s  order,  that  the  building  is  equipped  with  three 
approved  standpipe  lines  and  is  unheated  because  the  steam 
heating  system  is  in  disrepair  and  needed  replacement  parts 
are  not  available  and  it  is  therefore  requested  that  during  the 
period  of  the  emergency,  the  Board  permit  the  standpipe 
system  to  be  capped  and  maintained  dry ;  that  such  port¬ 
able  extinguishers  as  the  Board  may  direct  will  be  installed; 
and 

Whereas,  the  applicant  contends  as  to  item  1  of  the 
borough  superintendent’s  decision,  that  the  building  was 
erected  in  1912  by  the  present  owners;  that  the  owners  are 
unable  to  use  the  building  for  garage  purposes  during  the 
present  emergency;  that  it  would  be  a  serious  hardship  on 
the  owners  if  they  were  denied  a  reasonable  use  of  their 
property  during  the  period  of  the  emergency ;  it  is  therefore 
requested  that  a  modified  Certificate  of  Occupancy  be  issued 
permitting  the  temporary  use  of  the  building  for  the  storage 
of  scenery ;  and 

Whereas,  the  applicant  contends  as  to  objection  2  of  the 
borough  superintendent’s  decision,  that  the  garage  has  been 
in  continuous  use  since  its  erection ;  that  the  proposed  tem¬ 
porary  occupancy  is  less  hazardous  than  the  approved  gar¬ 
age  use ;  that  the  building  will  be  closed  and  unused  except 
for  dead  storage  as  heretofore  stated;  that  the  building 
faces  three  streets  and  each  floor  is  separately  entered  from 
a  different  street;  that  West  129th  street  is  on  a  sharp  grade 
and  the  finished  first  floor  and  entrance  is  on  the  low, 
westerly  end  of  West  129th  street;  that  only  at  this  point  is 
the  building  three  full  stories  in  height ;  that  there  is  a 
freight  elevator  in  the  building  enclosed  with  6-inch  terra¬ 
cotta  blocks  and  each  floor  opening  is  protected  by  a  fire¬ 
proof  self-closing  door ;  that  there  are  two  iron  stairs,  each 
enclosed  with  terra-cotta  blocks  and  equipped  with  fire¬ 
proof  self-closing  doors ;  one  stairway  is  located  at  the 
southwesterly  part  of  the  building  and  the  other  at  the 
elevator  enclosure ;  that  the  roof  is  reached  by  means  of  an 
iron  ladder  through  a  scuttle  located  near  the  second  stair 
and  elevator ;  that  the  building  will  be  open  only  part  of  one 
day  each  week,  when  scenery  is  delivered  and  stored  on  the 
premises  and  when  scenery  is  removed  therefrom. 

Resolved  that  order  17631-LF  of  the  fire  commissioner, 
objection  4  be  and  it  hereby  is  modified,  to  permit  the  stand¬ 
pipe  system  to  be  maintained  as  a  dry  system  for  the  term 
of  the  present  emergency,  in  lieu  of  the  required  protection 
against  freezing ;  that  the  standpipe  system  shall  be  main¬ 
tained  at  all  times  for  Siamese  service ;  and  granted  on  con¬ 
dition  that  in  all  other  respects,  the  order  of  the  fire  commis¬ 
sioner  shall  be  complied  with ;  and  that  the  decision  of  the 
borough  superintendent,  acting  on  Alt.  Applic.  978-43,  objec¬ 
tion  1,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted,  to  permit  the  building  to  be  occupied 
temporarily  for  the  storage  of  scenery,  as  proposed,  on  condi¬ 
tion  that  the  building  is  not  increased  in  height  or  area  or 
otherwise  structurally  changed,  and  to  permit  the  building 
to  be  reoccupied  as  a  garage  after  the  term  of  the  present 
emergency;  that  only  such  materials  shall  be  stored  as  have 
been  flameproofed  and  protected  in  accordance  with  the  re¬ 
quirements ;  and,  as  to  objection  2,  that  the  existing  exits 
shall  be  maintained,  provided  that  the  building  as  a  whole 
shall  be  occupied  as  proposed  for  storage  of  scenery  and 
that  the  human  occupancy  throughout  shall  not  exceed  five 
persons;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  throughout  the  building,  as  the  fire  commissioner 
shall  direct. 


6-44-A 

APPLICANT — Andrew  V.  Bekay,  for  Charles  Pfizer  and 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 
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PREMISES  AFFECTED— 400-412  Marcy  avenue  and  50- 
60  Lorimer  street,  southwest  corner  (Block  2244, 
Lot  25),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Gilbert  B.  Tanis  and  Thomas  J. 
Burke. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy .  4 
Negative  .  0 

THE  RESOLUTION  (6-44-A) 

Whereas,  Andrew  V.  Bekay,  for  Chas.  Pfizer  and  Com¬ 
pany,  Inc.,  owner,  filed  January  4,  1944,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
400-412  Marcy  avenue  and  50-60  Lorimer  street,  southwest 
corner  (Block  2244,  Lot  25),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
December  29,  1943,  on  Misc.  Applic.  2596-43,  reads : 

“1.  Provide  an  ammonia  mixing  tank  and  equipment 
as  required  by  Ch.  19.103.0  and  107.0  of  the  Admin¬ 
istrative  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(40  ft.)  in  height,  approximately  125  ft.  by  100  ft.  in  area; 
Class  3  construction;  located  in  an  unrestricted  use,  B  area 
district  and  formerly  used  as  an  ice  plant,  proposed  to  be 
used  and  occupied:  1st  floor,  manufacturing  of  penicillin, 
35  persons;  2nd  floor,  same,  15  persons;  that  the  building 
is  equipped  with  two  4  ft.  steel  stairs,  equipped  with  kala- 
mein,  self-closing  doors,  one  of  which  leads  to  roof  and 
both  lead  directly  to  the  street ;  and 

Whereas,  the  applicant  contends  that  the  practice  of 
discharging  ammonia  into  a  sewer  system  is  inadvisable ; 
that  the  use  of  ammonia  mixer  was  eliminated  from  the  pro¬ 
posed  revision  of  the  Administrative  Code ;  that  all  Class  A 
ammonia  systems  installed  by  the  applicants  since  1936  were 
made  without  using  an  ammonia  mixer ;  that  ammonia  mix¬ 
ers  are  not  required  outside  New  York  City  for  Class  A. 
ammonia  installations,  nor  are  they  required  by  the  Amer¬ 
ican  Safety  Code  for  mechanical  refrigeration ;  that  in  lieu 
of  using  an  ammonia  mixer,  it  is  proposed  that  each  piece 
of  shell  equipment  containing  ammonia  and  the  suction  main 
be  vented  directly  to  the  atmosphere  through  ammonia  dual 
type  relief  valves ;  the  discharge  from  such  valves  to  be 
piped  to  10  ft.  above  the  roof  of  the  2-story  portion  and  to 
be  terminated  in  gooseneck  outlet. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Misc.  Applic.  2596-43,  objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  equipment  shall  be  installed 
and  maintained  substantially  as  proposed  to  the  satisfaction 
of  the  fire  commissioner,  in  lieu  of  the  requirements  of 
Ch.  19.103.0,  requiring  an  ammonia  mixer. 


APPLIANCE  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL 

1-44-SA 

APPLICANT — Westinghouse  Electric  and  Manufacturing 
Co.,  owner. 

SUBJECT — Endogas  Atmosphere  Equipment  (for  heat  treat¬ 
ing  of  metals),  approval  of. 

APPEARANCES— 

For  Applicant :  William  H.  Hammond. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (1-44-SA) 

Whereas,  the  Westinghouse  Electric  and  Manufacturing 
Company,  owner,  filed  on  January  3,  1944,  with  the  Board 
of  Standards  and  Appeals,  on  application  for  the  approval 
of  the  appliance  known  as  Endogas  Atmosphere  Equipment 
(for  heat  treating  of  metals). 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed. 


1268-39-SM 

APPLICANT — Joseph  Picone,  for  Picone  Brothers,  own¬ 
ers. 

SUBJECT — Picone  Brothers  Concrete  and  Cinder  Block, 
approval  of. 

APPEARANCES— 

For  Applicant:  Joseph  Picone. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (1268-39-SM) 

Whereas,  Joseph  Picone,  for  Picone  Brothers,  owners, 
filed  on  October  16,  1939,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Picone  Brothers  Concrete  and  Cinder  Block;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

December  30,  1943. 

Re:  Cal.  1268-39-SM 

Subject:  Picone  Brothers  Concrete  and  Cinder  Block, 
Approval  of. 

Picone  Brothers  of  2802  Ditmas  avenue,  Brooklyn, 
N.  Y.,  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  under  the  requirements  of 
C26-178.0b  of  the  Administrative  Building  Code  and  the 
Rules  of  the  Board  for  the  Manufacture,  Testing  and 
Use  of  Concrete  Masonry  Units,  hollow  and  solid,  load- 
bearing  and  non-load  bearing  panel  concrete  and  cinder 
concrete  blocks  for  use  in  New  York  City  under  the 
requirements  of  C26-305.0  and  C26-309.0  when  identi¬ 
fied  as  provided  in  C26-306.0  Administrative  Building 
Code. 

MANUFACTURE 

These  masonry  units  are  manufactured  by  the  appli¬ 
cant  at  their  plant  8802-14  Ditmas  avenue,  Brooklyn, 
N.  Y.  These  units  are  manufactured  in  a  50  cu.  ft. 
Besser  Batch  Mixer  and  one  Besser  Super  K  3  Tamper. 
All  materials  entering  the  mix  are  proportioned  by 
volume  except  the  water  which  is  measured  by  means 
of  a  control  valve  located  at  the  mixer  adjacent  to  a 
meter  equipped  with  a  large  dial.  The  water  used  is 
New  York  City  Water.  The  applicant  proposes  to  use 
cinders  from  stock  pile  which  is  aged  for  at  least  six 
months  so  as  to  allow  deterioration  of  most  foreign  ma¬ 
terials.  The  cement  used  is  of  approved  High  Early 
Strength  Portland  Cement.  The  aggregates  are  screened 
through  a  screen  for  fines  and  through  a  14"  screen 
for  coarse.  (The  screen  used  is  a  Hanson  Williamson 
Rotary  Screen.)  The  aggregates  are  fed  from  bins 
over  mixer  to  measuring  box  where  the  correct  propor¬ 
tions  are  determined  and  then  dropped  into  mixer.  The 
aggregates  are  mixed  dry  for  one  minute  and  then  the 
correct  amount  of  water  is  added  and  mixing  wet  con¬ 
tinues  for  three  minutes.  Cement  is  then  added  and  the 
complete  batch  is  mixed  for  four  minutes  additional. 

The  water  cement  ratio  having  been  once  determined 
for  each  mix  is  maintained  accurately  by  the  mixer 
operator  by  means  of  the  visible  dial  meter.  Contin- 
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uous  records  of  the  water  content  of  the  mix  are  main¬ 
tained  and  are  kept  available  for  inspection. 

After  mixing,  the  mix  is  discharged  in  to  the  machines 
and  automatically  fed  into  the  mold  box  where  it  is 
tamped  in  mold.  When  molded  the  blocks  are  cured  for 
at  least  eighteen  hours  in  a  low  pressure  steam  chamber. 
No  blocks  are  shipped  at  less  than  twenty-eight  days  of 
age  when  using  regular  Portland  Cement  and  15  days 
when  using  High  Early  Strength  Portland  Cement.  A 
clock  for  timing  the  mix  is  provided  in  compliance  with 
rules  No.  4.2.3  of  the  Board’s  Rules  for  the  manufacture, 
testing  and  use  of  concrete  masonry  materials. 

The  concrete  mixture  for  use  in  gravel  concrete  blocks 
is  in  the  ratio  of  18  cu.  ft.  of  sand  to  9  cu.  ft.  of  gravel 
of  the  grit  type,  3  bags  of  approved  High  Early 
Strength  Cement  and  20  gallons  of  water  plus  or  minus 
corrected  water  to  compensate  for  the  moisture  in  the 
aggregate  and  sand.  The  sand  and  grit  used  are  ob¬ 
tained  from  either  the  Nassau  Sand  and  Gravel  Co., 
Farmingdale,  L.  I.  or  Flatlands  Sand  and  Gravel  Co., 
New  Hyde  Park,  L.  I. 

The  concrete  mixture  for  use  in  cinder  concrete 
blocks  consists  of  18  cu.  ft.  of  fine  cinders  100%  pass¬ 
ing  a  yy  sieve  mixed  in  a  ratio  to  9  cu.  ft.  of  coarse 
cinders,  y%"  to  all  passing  through  a  y  screen, 
mixed  with  3  bags  of  approved  high  early  strength 
cement  and  35  gallons  of  water,  plus  or  minus  corrected 
water  to  compensate  for  the  mixture  in  the  cinders. 


The  stock  pile  which  is  aged  for  at  least  6  months 
comes  from  the  Navy  Yard,  Kings  County  Hospital 
and  the  Bay  Ridge  Dock  Co.  which  at  present  inspec¬ 
tion  consisted  of  15,000  cu.  yds.  A,  sample  of  these 
cinders  selected  at  random  and  sampling  the  entire  stock 
pile  was  submitted  to  Messrs.  H.  B.  Hope  and  F.  R. 
Forrester  Chemical  Engineers,  who  submit  their  analysis 
as  follows : 

Moisture  0.6% 

Combustible  Carbon  28.5%  (dry  basis) 

Sulfur  0.3%  (dry  basis) 

These  units  are  manufactured  in  the  following  nom¬ 
inal  sizes : 

4"x  8"xl8"  Hollow  Non  Load  Bearing  Unit  (40%  voids) 
4"x  8"xl8"  Solid  Load  Bearing  Unit  (25%  voids) 
4"x  8"xl8"  Solid  Load  Bearing  Unit  (No  voids) 

6"x  8"xl8"  Hollow  Load  Bearing  Unit  (25%  voids) 
6"x  8"xl8"  Hollow  Non  Load  Bearing  Unit  (50%  voids) 
6"x  8"xl8"  Solid  Load  Bearing  Unit  (No  voids) 

8"x  8"xl8"  Hollow  Non  Load  Bearing  Unit  (50%  voids) 
8"x  8"xl8"  Hollow  Load  Bearing  Bldg  Unit  (40%  voids) 
8"x  8"xl8"  Solid  Load  Bearing  Bldg  Unit  (25%  voids) 
8"x  8"xl6"  Hollow  Load  Bearing  Bldg  Unit (40%  voids) 
8"x  8"xl6"  Solid  Load  Bearing  Bldg  Unit  (No  voids) 
8"x  8"xl6"  Hollow  Load  Bearing  Bldg  Unit  (25%  voids) 
8"xl2"xl6"  Hollow  Load  Bearing  Bldg  Unit  (40%  voids)  ' 
8"xl2"xl6"  Solid  Load  Bearing  Bldg  Unit  (No  voids) 
8"xl2"xl6"  Hollow  Load  Bearing  Bldg  Unit  (25%  voids) 
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TESTS 

Samples  of  the  applicant’s  concrete  products  were 
selected  from  the  supply  on  hand,  records  indicating 
that  all  blocks  were  over  15  days  old  (High  Early 
Strength  Cement  used),  and  submitted  to  the  labora¬ 
tories  of  Cooper  Union  for  tests  under  the  direction  of 
Professors  R.  C.  Brumfield  and  L.  Perez,  with  results 
as  follows : 

The  blocks  were  tested  as  prescribed  by  A.S.T.M. 
Specification  040-39,  For  Sampling  and  Testing  Con¬ 
crete  Masonry  Units,  except  in  so  far  as  this  application 
is  modified  by  the  Rules  of  The  Board  of  Standards 
and  Appeals,  as  contained  in  the  Bulletin  Vol.  XXVI, 
No.  25.  In  case  of  modification,  the  Rules  were  fol¬ 
lowed. 

The  compressive  tests  were  run  on  the  various  blocks 
at  different  dates  during  October  1943.  The  results  are 
indicated  in  the  tables  of  results.  The  capping  mixture 
was  as  called  for  in  the  specification.  No  blocks  were 
tested  until  caps  were  about  24  hours  old.  In  testing, 
the  blocks  were  rested  on  the  milled  surface  of  the  bed 
of  a  300,000  lb.  Southwark  Emery  Testing  machine. 
On  top  of  the  block  was  first  placed  a  1-in.  milled  steel 
plate  which  entirely  covered  it.  A  0.75-in.  x  9-in.  x  17-in. 
milled  steel  plate  was  centered  on  top  of  this.  These  two 
plates  were  topped  by  a  4-in.  x  8-in.  x  14-in.  steel  billet, 
milled  top  and  bottom.  The  whole  assembly  was  care- 
fuly  centered  under  the  9-in.  spherical  bearing  block  of 
the  testing  machine,  before  applying  the  load.  Since  the 
head  of  an  hydraulic  testing  machine  has  no  definite  rate 
of  travel,  as  does  that  of  a  lever  type  machine,  the  speed 
of  loading  was  controlled  to  reasonably  simulate  the 
head  speed  called  for  in  the  specification. 

Absorption  tests  were  run  over  the  month  of  October 
and  extending  into  November.  Five  blocks  were  tested 
for  absorption  of  each  type  tested,  as  indicated  in  the 
tabular  results. 


Table  I 

Block  Classifications  and  Tests  Performed 


Block 

Material 

Classification 
and  Net: 
Gross  A. 

Tests  Performed 

Marks 

Sand — S 

Nominal 

Hollow — H, 

Compression — C 

as  Rec’d 

Cinder — C 

Dimensions 

Solid— S 

Absorption — A 

2 

c 

8x8x18 

H  -  .62 

C  and  A 

3 

c 

4x8x18 

H  -  .65 

C 

4 

c 

6x8x18 

H  -  .50 

C 

1 

c 

4x8x18 

S  -  .80 

C  and  A 

6 

c 

8x8x16 

S  -  .90 

C  and  A 

7 

c 

8x8x18 

S  -  .82 

C  and  A 

5 

s 

8x8x16 

S  -  .90 

C  and  A 

8 

s 

8x8x16 

H  -  .66 

C  and  A 

Blocks  Numbers  given  in  Table  I  represent  sets.  For 
numbers  of  blocks  tested  in  each  class  of  tests,  see  indi¬ 
vidual  tables  of  test  results. 


Table  II 

Detailed  Dimensions  of  Compression  Blocks 
(See  Figures  1  to  5  inclusive) 


Table  II  a 

8x8x18  Cinder  Block  No.  2  (See  Fig.  2) 


Block 
of  Set 

a 

Detailed  Dimensions  of  Block  Ins. 
bed 

k 

Minimum  Wall 
Thickness,  Ins. 

1 

8.20 

7.75 

17.85 

4.65 

1.50 

1.50 

2 

8.15 

7.75 

17.95 

4.70 

1.50 

1.50 

3 

8.15 

7.75 

17.75 

4.70 

1.45 

1.50 

4 

8.10 

7.75 

17.80 

4.75 

1.50 

1.55 

5 

8.20 

7.75 

17.85 

4.70 

1.50 

1.60 

6 

8.15 

7.75 

17.75 

4.75 

1.50 

1.55 

Note :  Minimum  wall  thickness  measured  at  the  block 
surface,  at  large  end  of  block  cells.  Taper  of  cells  appx. 
0.5  in.  per  ft. 


Table  II  b 


4x8x18 

Cinder 

Block  No.  3  (See  Fig.  1) 

1 

7.95 

4.00 

17.75 

1.10 

2 

7.90 

4.00 

17.80 

1.10 

3 

7.90 

4.00 

17.75 

1.05 

4 

7.90 

4.00 

17.75 

1.10 

5 

7.85 

4.00 

17.90 

1.10 

6 

7.75 

4.05 

17.80 

1.10 

See  Note, 

Table 

11  a. 

Table  II  c 

6x8x18 

Cinder 

Block  No.  4  (See  Fig.  1) 

1 

7.75 

5.75 

17.65 

1.00 

2 

7.80 

5.75 

17.70 

1.00 

3 

7.80 

5.75 

17.65 

1.05 

4 

7.90 

5.80 

17.70 

1.00 

5 

7.80 

5.75 

17.60 

1.00 

6 

7.95 

5.75 

See  Note, 

Table 

II  a. 

• 

Table  II  d 

4x8x18  Cinder 

Block  No.  T  (See 

Fig.  1) 

1 

7.95 

3.95 

17.75 

1.30 

2 

8.00 

3.95 

17.75 

* 

1.30 

3 

7.90 

3.95 

17.75 

1.30 

4 

7.90 

3.95 

17.80 

1.30 

5 

7.90 

4.00 

17.75 

1.35 

6 

7.90 

4.00 

17.75 

1.30 

See  Note, 

Table  II  a. 

Table  II  e 

8x8x16  Cinder 

Block  No.  6  (See 

Fig.  3) 

1 

8.00 

7.80 

15.70  5.10 

1.25 

1.35 

2 

8.00 

7.85 

15.70  5.00 

1.20 

1.35 

3 

8.00 

7.90 

15.65  5.05 

1.25 

1.40 

4 

8.00 

7.80 

15.70  5.05 

1.30 

1.35 

5 

8.00 

7.90 

15.65  5.10 

1.30 

1.40 

6 

7.95 

7.85 

15.65  5.05 

1.30 

1.40 

Table  II  f 

8x8x18 

Cinder 

Block  No.  7  (See 

Fig.  4) 

1 

7.50 

7.80 

18.00 

1.50 

2.40 

2 

7.60 

7.75 

17.85 

1.58 

2.30 

3 

7.75 

7.82 

17.75 

1.60 

2.31 

4 

7.75 

7.80 

17.75 

1.55 

2.35 

5 

7.60 

7.80 

17.70 

1.55 

2.35 

6 

7.75 

7.75 

17.75 

1.58 

2.30 

See  Note, 

Table 

II  a. 

Table  II  g 

8x8x16 

Sand 

Block  No.  5  (See 

Fig.  3) 

1 

7.90 

7.95 

15.75  5.10 

1.25 

1.35 

2 

8.00 

7.95 

15.70  5.10 

1.25 

1.30 

3 

8.00 

7.90 

15.75  5.10 

1.25 

1.35 

4 

8.00 

7.90 

15.70  5.05 

1.30 

1.35 

5 

7.95 

7.95 

15.60  5.10 

1.25 

1.30 

6 

8.05 

7.90 

15.60  5.05 

1.25 

1.35 

Table  II  h 

8x8x16 

Sand 

Block  No.  8  (See 

Fig.  5) 

1 

7.80 

7.85 

15.70  5.00 

1.30 

1.40 

2 

7.75 

7.80 

15.70  5.05 

1.30 

1.35 

3 

7.90 

7.85 

15.70  5.10 

1.30 

1.40 

4 

7.80 

7.85 

15.70  5.05 

1.30 

1.45 

5 

7.85 

7.80 

15.70  5.05 

1.30 

1.40 

6 

7.85 

7.80 

15.70  5.00 

1.35 

1.40 

See  Note, 

Table 

II  a. 
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Table  III 

Results  of  Compression  and  Absorption  Tests 


Table  III  a 

8x8x18  Cinder  Block  No.  2  (See  Fig.  2) 


Block 

No. 

Gross 

A.  Sq. 
Ins. 

Crushing  Load 

Total  Unit  Lbs. 

Lbs.  Sq.  In. 

Block 

Designation 

As 

Rec’d 

Weights  of  Blocks,  Lbs. 
Saturated 

In  Air  In  FLO 

Dry 

Abs.  Water 
Lbs.  Cu.  Ft. 

1 

138.3 

237,500 

1715 

A 

38.58 

41.81 

16.50 

36.69 

12.62 

2 

139.1 

217,500 

1564 

B 

39.76 

42.84 

17.50 

37.94 

12.07 

3 

137.6 

211,900 

1534 

C 

39.00 

41.66 

16.44 

37.00 

11.53 

4 

138.0 

219,000 

1538 

D 

39.53 

42.32 

16.94 

37.62 

11.56 

5 

138.3 

221,000 

1598 

E 

38.91 

42.19 

16.94 

37.62 

11.29 

6 

137.6 

212,000 

1541 

Av . 1590 

A,v . 11.81 

Table 

III  b 

Table  III 

c 

4x8x18 

Cinder  Block 

No.  3  (See  Fig.  1) 

6x8x18  Cinder  Block  No.  4  (See  Fig.  1) 

Gross 

Crushing  Load 

Gross 

Crushing  Load 

Block 

A.  Sq. 

Total 

Unit  Lbs. 

Block 

Block 

A.  Sq. 

Total 

Unit  Lbs. 

Block 

No. 

Ins. 

Lbs. 

Sq.  In. 

Designation 

No. 

Ins. 

Lbs. 

Sq.  In. 

Designation 

1 

71.0 

112,000 

1580 

1 

101.5 

176,000 

1734 

2 

71.2 

96,400 

1355 

2 

101.8 

139,000 

1366 

3 

71.0 

99,000 

1485 

3 

101.5 

153,000 

1508 

4 

71.0 

111,600 

1570 

4 

102.7 

151,000 

1471 

5 

71.6 

101,300 

1415 

5 

101.8 

158,000 

1553 

6 

72.0 

101,000 

1400 

6 

101.2 

131,000 

1294 

Av . 1457 

Av. 

. . . . 1488 

Table  III  d 

4x8x18  Cinder  Block  No.  1  (See  Fig.  1) 


Block 

No. 

Gross 

A.  Sq. 

Ins. 

Crushing 

Total 

Lbs. 

Load 

Unit  Lbs. 
Sq.  In. 

Block 

Designation 

As 

Rec’d 

Weights  of  Blocks,  Lbs. 
Saturated 

In  Air  In  FLO 

Dry 

Abs.  Water 
Lbs.  Cu.  Ft. 

1 

70.1 

108,000 

1540 

A 

25.59 

27.69 

14.78 

24.12 

17.26 

2 

70.1 

99,000 

1410 

B 

.  24.72 

26.88 

14.12 

23.53 

16.38 

3 

70.1 

ioo;ooo 

1426 

C 

25.22 

27.28 

14.34 

23.47 

18.37 

4 

70.3 

103,000 

1465 

D 

25.41 

27.56 

14.56 

23.72 

18.43 

5 

71.0 

106,000 

1490 

E 

25.84 

27.38 

14.44 

24.06 

16.01 

6 

71.0 

119,000 

1675 

Av.. 

...1501 

Av . 17.29 

♦Exceeds  absorption  requirements  of  15  #/cu.  ft.  Rule  5.3. 


Table  III  e 

8x8x16  Cinder  Block  No.  6  (See  Fig.  3) 


Block 

No. 

Gross 

A.  Sq. 

Ins. 

Crushing  Load 
Total  Unit  Lbs. 

Lbs.  Sq.  In. 

Block 

Designation 

As 

.Rec’d 

Weights  of  Blocks,  Lbs. 
Saturated 

In  Air  In  FLO 

Dry 

Abs.  Water 
Lbs.  Cu.  Ft. 

1 

122.0 

239,000 

1960 

A 

47.12 

49.58 

17.77 

44.44 

10.08 

2 

123.2 

220,000 

1780 

B 

47.12 

49.94 

17.94 

46.25 

7.20 

3 

123.6 

182,000 

1475 

C 

46.97 

49.25 

17.52 

44.38 

9.58 

4 

122.0 

211,000 

1730 

D 

46.53 

49.25 

17.30 

43.59 

11.05 

5 

123.6 

213,000 

1720 

E 

49.87 

51.94 

20.03 

45.98 

11.65 

6 

122.8 

197,000 

1600 

Av.. 

....1710 

Av . 11.29 
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t 

Table 

8x8x18  Cinder  Block 

III  f 

No.  7  (See  Fig.  4) 

Gross 

Crushing  Load 

Weights  of 

Blocks,  Lbs. 

Block 

A.  Sq. 

Total 

Unit  Lbs. 

Block 

As 

Saturated 

Abs.  Water 

No. 

Ins. 

Lbs. 

Sq.  In. 

Designation 

Rec’d 

In  Air 

In  H,0 

Dry 

Lbs.  Cu.  Ft. 

1 

140.4 

237,000 

1688 

A 

49.67 

51.84 

20.44 

46.87 

9.88 

2 

138.3 

207,000 

1497 

B 

50.60 

53.11 

21.52 

48.06 

9.97 

3 

139.8 

217,000 

'1563 

C 

49.52 

51.92 

20.50 

46.94 

9.89 

4 

138.4 

190,000 

1373 

D 

48.03 

50.47 

19.31 

45.00 

10.95 

5 

138.1 

205,000 

1484 

E 

50.80 

52.03 

20.72 

46.39 

11.24 

6 

137.6 

230,000 

1671 

Av.. 

...1546 

Av . 10.39 

Table 

IHg 

8x8x16 

Sand  Block 

No.  5  (See  Fig.  3) 

— 

Gross 

Crushing 

Load 

Weights  of  Blocks,  Lbs. 

A.  Sq. 

Total 

Unit  Lbs. 

Block 

As 

Saturated 

Abs.  Water 

No. 

Ins. 

Lbs. 

Sq.  In. 

Designation 

Rec’d 

In  Air 

In  H,0 

Dry 

Lbs.  Cu.  Ft. 

1 

125.2 

301,000 

2404°  + 

A 

68.94 

69.24 

36.94 

66.00 

6.26 

2 

124.8 

301,000 

2412°  + 

B 

70.83 

72.31 

40.25 

70.00 

4.50 

3 

124.4 

301,000 

2419°  + 

C 

71.94 

72.97 

41.16 

70.94 

3.98 

4 

124.0 

301,000 

2427°  + 

D 

69.56 

71.19 

38.94 

67.84 

6.48 

5 

124.0 

301,000 

2427°  + 

E 

69.75 

71.25 

39.19 

67.69 

6.93 

6 

123.2 

301,000 

2442°  + 

Av.. 

...2422 

Av .  5.63 

“Note 

:  None  of 

No.  7  specimens  broke. 

All 

exceeded  capacity  of 

Machine. 

Table 

III  h 

8x8x16 

Sand  Block 

No.  8  (See  Fig.  5) 

Gross 

Crushing  Load 

Weights  of 

Blocks,  Lbs. 

Block 

A.  Sq. 

Total 

Unit  Lbs. 

Block 

As 

Saturated 

Abs.  Water 

No. 

Ins. 

Lbs. 

Sq.  In. 

Designation 

Rec’d 

In  Air 

In  H20 

Dry 

Lbs.  Cu.  Ft. 

1 

123.2 

243,000 

1970 

A 

49.00 

50.38 

27.59 

47.97 

6.60* 

2 

122.5 

252,000 

2060 

B 

48.87 

50.34 

27.50 

47.83 

6.86 

3 

123.2 

252,000 

2040 

C 

48.72 

50.41 

27.53 

47.77 

7.20 

4 

123.2 

255.000 

2070 

D 

48.31 

50.09 

27.19 

47.44 

7.22 

5 

122.5 

218,000 

1780 

E 

49.11 

50.50 

27.81 

46.12 

6.55 

6 

123.2 

248,000 

2010 

Av.. 

. . . 1990 

Av .  6.89 

RECOMMENDATION 

On  the  basis  of  the  foregoing  date,  wherein  the  con¬ 
crete  block  products  (fig.  1-5)  as  made  by  Picone 
Brothers  of  Brooklyn,  N.  Y.  and  as  described  herein, 
meet  the  requirements  of  the  Board’s  Rules  for  the 
Manufacture,  Testing  and  Use  of  Concrete  Masonry 
Units,  except  for  Block  No.  1—4x8x18  Cinder  Block  in 
Table  III  d  which  did  not  meet  the  absorption  re¬ 
quirements  of  Rule  5.3  and  accordingly  may  not  be 
used  when  exposed  to  the  soil  or  directly  exposed  to 
the  elements,  the  Committee  on  Tests  recommends  ap¬ 
proval  under  C26-191.0a  for  use  under  C26-309.0  and 
the  Board’s  Rules  for  the  Manufacture,  Testing  and  Use 
of  Concrete  Masonry  Products  as  follows: 

Solid  units  with  a  compressive  strength  of  1500  p.s.i. 
as  complying  with  C26-309.0  b,  d. 

Hollow  units  with  a  compressive  strength  of  700  p.s.i. 
as  complying  with  C26-309.0  a,  d. 

This  approval  is  recommended  on  the  following  condi¬ 
tions  : 


1.  That  these  units  be  manufactured  according  to  the 
same  specifications  as  herein  set  forth. 

2.  That  these  units  be  manufactured,  cured,  stored  and 
used  in  accordance  with  the  requirements  of  the  Ad¬ 
ministrative  Code  and  the  Rules  of  the  Board  for  the 
manufacturing,  testing  and  use  of  Concrete  Masonry 
units  and  that  each  stock  pile  be  labeled  giving  the 
date  of  manufacture  of  such  blocks. 

3.  That  these  units  be  marked  as  required  by  Rules  8.1, 
8.2  and  8.4. 

4.  That  Rule  8.5  be  complied  with. 

5.  That  9  copies  of  drawings  showing  the  manufacturer’s 
distinguishing  mark  and  its  method  of  application  with 
the  additional  marks  required  by  Rules  8.1  and  8.2 
shall  be  filed  with  the  Board  and  accepted  before  this 
approval  becomes  effective. 

6.  That  quarterly  test  reports  of  compression  for  not  less 
than  three  representative  samples  of  each  size  of  block 
described  herein,  manufactured  during  the  quarter  be 
filed  with  the  Board.  Unless  these  tests  are  performed 
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MINUTES 


at  a  laboratory  approved  by  the  Board,  such  reports 
shall  be  verified  before  a  notary  public  or  commis¬ 
sioner  of  deeds  by  the  person  performing  the  same. 

( Sgd. )  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Picone  Brothers  Con¬ 
crete  and  Cinder  Block,  on  condition  that  the  material  be 
manufactured,  used  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  above  report. 


1358-39-SM 

APPLICANT— Benjamin  Riesner,  owner. 

SUBJECT— Benjamin  Riesner  Ventilating  Brick,  Types  C 
and  D,  approval  of. 

APPEARANCES— 

For  Applicant:  Milton  Riesner. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 


THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (1358-39-SM) 

Whereas,  Benjamin  Riesner,  owner,  filed  on  November 
3,  1939,  an  application  with  the  Board  of  Standards  and  _ 
Appeals  for  approval  of  the  material  known  as  the  Benjamin 
Riesner  Ventilating  Brick,  Types  C  and  D ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  ’the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 


December  17,  1943. 


Cal.  1358-39-SM 

Subject:  Benjamin  Riesner  Ventilating  Brick,  Types  C 
and  D,  Approval  of. 

Benjamin  Riesner  filed  November  3,  1939,  an  applica¬ 
tion  with  the  Board  of  Standards  and  Appeals  for  ap¬ 
proval  of  the  Benjamin  Riesner  Ventilating  Brick  for 
use  in  ventilation  of  garages  under  the  provisions  of 
C26-178.0b  for  use  under  C26-267.0b  Administrative 
Building  Code. 


DESCRIPTION 

A  hollow  cast  metal  brick  made  in  two  sizes  extend¬ 
ing  through  the  wall  by  a  galvanized  iron  duct  equipped 
on  the  inside  with  a  grille  and  movable  shutter.  They  are 
made  the  height  of  one  standard  brick  or  the  height  of 
two  standard  bricks,  with  a  louvred  face  finished  with 
waterdrips  at  top  and  bottom  and  an  integral  water  bar 
in  casting. 

Type  C— The  width  of  one  brick  and  height  of  two 
bricks  (W'x&A")  transforming  to  a  6"  diameter 

pipe. 


Type  D — The  width  of  one  brick  and  height  of  two 
bricks  (4)4"x8)4”)  extending  through  wall  with 
4^"x8"  duct. 

All  types  are  furnished  with  bronze  insect  screen  to 
prevent  flies  and  insects  from  coming  into  the  ventilated 
spaces.  The  louvres  are  and  15/32"  apart  and  give  a 
total  air  opening  of  24.12  sq.  in.  A  sheet  metal  shutter 
pivoted  at  the  bottom  corner  or  at  center  in  case  of 
cylindrical  ducts  and  actuated  by  a  lever  permits  the 
vent  to  operate  in  all  stages  from  closed  tight  to  full 
opening. 

The  Riesner  Ventilating  Bricks  are  made  of  cast  iron 
with  a  galvanized  iron  duct  of  cast  bronze  with  a  copper 
duct. 

Type  C  finishes  with  a  brass  flange  at  inside  of  wall. 

Type  D  finishes  with  a  5^"x9j4”  register  face  at  in¬ 
side  of  wall. 

All  equipped  with  manually  operated  shutter. 

TEST 

An  inspection  and  test  was  made  of  these  bricks  at 
64th  street  and  6th  avenue,  Brooklyn,  and  the  bricks 
were  found  to  be  adequately  suited  to  the  purpose  of 
providing  adjustable  ventilation  when  provided  in  suffi¬ 
cient  numbers  or  sizes  to  meet  the  requirements  of 
C26-267.0b  of  the  Administrative  Building  Code. 

RECOMMENDATION 

On  the  basis  of  an  examination  of  the  ventilating 
brick  and  an  inspection  and  test  of  its  installation,  the 
Committee  on  Tests  recommends  that  the  Benjamin 
Riesner  Ventilating  Brick,  Types  C  and  D  (adjustable 
type),  be  approved  for  installation  in  garages  in  New 
York  City,  under  C26-191.0a,  when  constructed  and  in¬ 
stalled  in  accordance  with  this  report  and  the  provisions 
of  Sec.  C26-267.0b  of  the  Administrative  Building  Code, 
provided  that  all  sheet  metal  used  in  the  manufacture  of 
this  device  be  of  copper  bearing  steel,  hot  dip  galvanized 
steel,  or  protected  by  bonderizing  or  equivalent  metal 
protection,  that  the  clear  open  spaces  of  the  grille  at  in¬ 
terior  of  wall  shall  equal  24  sq.  in.  and  that  the  device 
bears  a  label  permanently  affixed,  reading  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  1358-39-SM.” 

(Sgd.)  BERNARD  A_  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  knowm  as  the  Benjamin  Riesner 
Ventilating  Brick,  Types  C  and  D,  on  condition  that  the 
material  be  manufactured,  used  and  labelled,  stamped  or 
tagged  in  accordance  with  above  report. 


Adjourned:  3:45  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 
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RULES 


RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BE 
APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939,  EFFECTIVE  IN  AC¬ 
CORDANCE  WITH  SECTION  666,  PARAGRAPH  2,  OF  THE  NEW  YORK  CITY  CHARTER,  FEBRUARY  27, 
1939,  AS  AMENDED  DECEMBER  4,  1942,  EFFECTIVE  DECEMBER  28,  1942. 


(835-38-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 

York  City  Charter  pertaining  to  Sections  C-26-1268.0,c,4. 

and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules  shall 
be  set  at  least  four  inches  above  the  flood  level  rim  of  fix¬ 
tures  or  as  otherwise  specifically  provided  for  in  these  rules. 
Each  fixture  with  submerged  inlets  shall  be  independently 
controlled  by  an  approved  vacuum  breaker  or  breakers  the 
full  size  of  supply  pipe,  as  set  forth  in  these  rules. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  fixture,  except 
when  submerged  inlets  are  absolutely  essential  for  the 
proper  functioning  of  a  fixture,  or  as  otherwise  provided 
for  in  these  rules. 

Water  supply  lines  to  water  preheating  apparatus  utiliz¬ 
ing  waste  water  shall  be  equipped  with  an  approved  vacuum 
breaker  located  at  least  four  feet  above  the  highest  eleva¬ 
tion  of  the  preheating  apparatus  or  coil,  with  a  check  valve 
between  the  vacuum  breaker  and  the  preheating  apparatus. 
Any  hot  water  boiler  supplied  through  such  preheating  de¬ 
vice  and  having  an  independent  cold  water  supply  line  shall 
have  the  cold  water  supply  line  equipped  with  a  vacuum 
breaker  and  check  valve  located  at  least  four  inches  above 
the  highest  elevation  of  the  boiler. 

Rule  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  inlets 
supplied  directly  or  indirectly  from  the  City  Water  Supply 
System,  shall  be  equipped  with  an  approved  vacuum  breaker 
in  the  supply  line  not  less  than  four  inches  above  the  flood 
level  rim  of  the  fixture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  three-quarter 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof  or 
other  intermediate  tanks  shall  be  located  at  least  one  inch 
above  the  flood  level  rim  of  the  tank  excepting  that  in  roof 
tanks  equipped  with  an  overflow  of  a  size  at  least  one  com¬ 
mercial  diameter  larger  than  the  water  supply  pipe,  the 
ballcock  may  be  located  two  inches  above  the  highest  ele¬ 
vation  of  the  overflow  pipe.  The  overflow  and  emptying 
pipes  of  roof,  suction  and  intermediate  tanks  shall  not  be 
directly  connected  to  a  drainage  system,  notwithstanding  the 
permissive  provisions  of  Section  C26-1273.0,d  of  the  Ad¬ 
ministrative  Building  Code  for  connection  to  a  leader. 

Rule  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers  are  pro¬ 
hibited,  except  such  equipment  as  is  approved  by  the  Board. 
When  approved  sterilizers  are  used,  the  waste  piping  from 
sterilizers  shall  not  connect  directly  with  any  drainage  sys¬ 
tem. 


Rule  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water  siph¬ 
ons  or  similar  apparatus  is  prohibited  except  when  approved 
by  the  Board.  The  waste  pipe  for  this  type  of  apparatus 
shall  not  connect  directly  with  any  drainage  system. 

Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  prohibited. 
Water  supply  connection  to  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  latter  located  between  the  fix¬ 
ture  and  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 
governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  “with  steam  connections 
only  when  such  equipment  has  been  approved  by  the  Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purposes  to 
sump,  well  or  similar  type  pumps  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity  shall  be 
connected  to  the  inlet  side  of  the  pump  and  be  equipped 
with  an  approved  vacuum  breaker  and  check  valve,  the 
check  valve  to  be  located  between  the  pump  and  the 
vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  cooling 
purposes  shall  be  equipped  with  an  approved  check  valve  to 
prevent  possible  back  flow  of  ammonia  or  other  refrigerant 
from  defective  condenser  coils  or  jackets,  except  in  such 
installations  where  the  water  supply  piping  is  entirely  out¬ 
side  of  the  piping  or  tank  containing  the  refrigerant  and  two 
independent  wall  thicknesses  of  metal  separate  the  refriger¬ 
ant  from  the  city  water  supply.  Refrigeration  units  con¬ 
taining  more  than  twenty  pounds  of  refrigerant  shall  be 
provided  with  an  additional  safeguard  in  the  form  of  an 
approved  relief  valve  installed  at  the  outlet  side  of  the  check 
valve,  such  relief  valve  being  set  at  five  pounds  above  the 
maximum  water  pressure  at  the  point  of  installation. 
Direct  water  connection  is  prohibited  under  Section 
C26-1223.0  Administrative  Building  Code. 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalm¬ 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tables  or 
equipment  shall  have  no  direct  water  supply  connection. 
Hose  used  with  such  equipment  shall  terminate  at  least  12 
inches  at  any  point  from  the  table  or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Machines. 

Direct  water  supply  to  dishwashing  and  laundry  mach¬ 
ines  shall  be  equipped  with  an  approved  vacuum  breaker 
and  a  check  valve  located  between  the  vacuum  breaker  and 
the  fixture.  The  vacuum  breaker  shall  be  located  at  least 
4"  above  the  higest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  to  any 
tank  or  apparatus  containing  any  chemical  shall  be  equipped 
with  an  approved  vacuum  breaker  and  a  check  valve  lo¬ 
cated  between  the  vaccum  breaker  and  the  tank  or  appara¬ 
tus. 
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Address  all  communications  to  the  Chairman 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 
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Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  January  18,  1944,  at  10  A.M., 
Affecting  Calendar  Numbers  222-43-BZ,  273-43-BZ, 
300-43-BZ,  147-37-BZ,  736-42-BZ,  38-43-BZ,  276-43-BZ, 
567-43-BZ,  569-43-BZ,  737-28-BZ,  185-33-BZ,  155- 

36-BZ,  472-37-BZ,  89-38-BZ,  702-38-B Z,  459-39-BZ, 
823-39-BZ,  818-40-BZ,  819-40-BZ,  333-41-BZ  and  574- 
41-BZ. 

Minutes  of  Regular  Meeting  January  18,  1944,  at  2  P.M., 
Affecting  Calendar  Numbers  425-43-A,  443-43-A,  484- 
43-S,  513-43-A,  519-43-A,  565-43-A,  607-43-A,  240-43-A, 
507-43-A,  534-43-A,  635-43-A,  206-39-A,  776-42-A,  294- 

43- A,  501-43-A,  514-43-S,  521-43-A,  529-43-A,  530-43-A, 
532-43-A,  533-43-A,  605-43-A,  623-43-A,  3-44-A,  24- 

44- A  and  637-41-SM. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 


Corrections  Affecting  Calendar  Number  569-42-SA. 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


DOCKET 

New  Cases  filed  up  to  January  18,  1944. 

Cal.  No.  Dept.  Premises  Affected 

31- 44-A — F.D. — 748-756  5th  avenue,  west  side,  85  ft. 
5  in.  north  of  West  57th  street  and  2  West  58th  street 
(Block  1273,  Lots  38-42),  Borough  of  Manhattan,  De¬ 
cision  re  36066-LC. 

32- 44-BZ — H.B.M. — 247-259  West  54th  street,  north  side, 
79  ft.  6  in.  east  of  8th  avenue  (Block  1026,  Lot  8),  Bor¬ 
ough  of  Manhattan,  Alt.  1137-43. 

33- 44-SM — Johns-Manville  Fibretex  and  Johns-Manville 
Fibretone,  manufactured  by  Johns-Manville  Corpora¬ 
tion,  Material. 

34- 44-A — H.B.Q. — 31-31  Thomson  avenue,  north  side, 
100  ft.  west  of  Van  Dam  street  (Block  275,  Lot  6),  Long 
Island  City,  Borough  of  Queens,  Alt.  1590-43. 

35- 44-BZ — H.B.B. — 8230  18th  avenue,  west  side,  46  ft. 
north  of  84th  street  (Block  6314,  Lot  75),  Borough  of 
Brooklyn,  Decision. 

36- 44-A — F.D. — 12-14  Starr  street  (rear),  south  side, 
100  ft.  east  of  Central  avenue  (1st  floor);  (Block  3196, 
Lot  10),  Borough  of  Brooklyn,  10249-LF  and  Decisions. 

37- 44-A — H.B.B. — 308-310  Livingston  stret,  south  side, 
224  ft.  1114  in.  west  of  Nevins  street  (2nd  floor);  (Block 
166,  Lot  25),  Borough  of  Brooklyn,  Alt.  2454-42. 

38- 44-A — H.B.M. — 640  Broadway  and  64-66  Bleecker 
street,  southeast  corner  (Block  522,  Lot  14),  Borough 
of  Manhattan,  Alt.  1002-43. 

39- 44-A — H.B.M. — 8  East  2nd  street,  north  side,  100  ft. 
east  of  Bowery  (Block  458,  Lot  45),  Borough  of  Man¬ 
hattan,  Amendment  to  Misc.  1573-42. 

40- 44-A — H.B.M. — 42  West  74th  street,  south  side,  225 
ft.  east  of  Columbus  avenue  (Block  1126,  Lot  55),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  1120-43. 

41- 44-A — H.B.Q. — 12-15  37th  avenue,  north  side,  50.06  ft. 
west  of  13th  street  (Block  351,  Lot  37),  Long  Island 
City,  Borough  of  Queens,  Alt.  1562-43. 

42- 44-A — H.B.Bx. — 316-322  East  149th  street,  south  side, 
300  ft.  west  of  Courtlandt  avenue  (Block  2330,  Lot  26), 
Borough  of  The  Bronx,  Amendment  to  Alt.  430-43. 

43- 44-A — H.B.Q. — 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road,  Mas- 
peth  and  Newtown  Creeks  (Block  2600,  Lot  200),  Mas- 
peth,  Borough  of  Queens,  N.B.  840,  848,  849,  850,  851, 
852,  853,  855,  872  and  1398-42,  N.B.  20,  21,  78,  188  and 
256-43. 

44- 44-A— H.B.Q. — 35-10  36th  avenue,  south  side,  from 
35th  to  36th  streets  (Block  635,  Lot  33),  Long  Island 
City,  Borough  of  Queens,  Misc.  3403-43. 

45- 44-A — H.B.M. — 229-231  Madison  avenue  and  24  East 
37th  street,  southeast  corner  (Block  866,  Lot  58),  Bor¬ 
ough  of  Manhattan,  Alt.  22-44. 


46- 44-BZ — H.B.Q. — Southeast  corner  of  61st  avenue  and 
Douglaston  parkway  (Block  8286,  Lots  100  and  180) 
Douglaston,  Borough  of  Queens,  Misc.  3361-43. 

47- 44-SA — Watson  Type  “A”  Interlock  and  Watson  Type 
“Al”  Gate  Contact,  Appliance. 


Restored  to  Calendar 

147-37-BZ — H.B.Q. — 25-68  to  25-70  Steinway  street,  west 
side,  275  ft.  north  of  28th  avenue  (Block  654,  Lots  91 
and  92),  Long  Island  City,  Borough  of  Queens,  Decision 
re  Certificate  of  Occupancy. 


206-39-A — H.B.B. — 899-925  Flatbush  avenue,  east  side, 
140  ft.  9)4  in.  south  of  Church  avenue  (Block  5103,  Lot 
10),  Borough  of  Brooklyn,  Amendment  to  Alt.  426-39. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last  Publication  In  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Dec. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Dec. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Dec. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Dec. 

Platform  Trucks,  Specifications  for... Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Jan. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .  Oct. 

Smoking  in  Factories,  Rules  for....  Dec. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of*  Industrial  Code)  . .  Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  S2A 

28,  1943— Vol.  28,  No.  52A 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


18,  1944— Vol.  29,  No.  3 

7,  1937— Vol.  22,  No.  36 
12,  1943— Vol.  28,  No.  41 

28,  1943— Vol.  28,  No.  52A 

29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  th« 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 
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JANUARY  25,  1944,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  25,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

170-43-BZ — Application,  April  9,  1943,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Charles  M. 
Spindler,  applicant,  on  behalf  of  Valentine  Realty  Co., 
owner  (Forack  Corporation  lessee),  to  permit  in  a  busi¬ 
ness  use  district,  for  a  term  of  two  years,  the  mainten¬ 
ance  of  a  business  sign  on  the  East  187th  street  front  of 
the  building;  the  said  sign,  which  projects  more  than  18 
in.  beyond  the  building  line,  does  not  conform  with  the 
requirements  of  the  zoning  resolution;  premises  2402 
Ryer  avenue  southeast  corner  of  East  187th  street 
(Block  3152,  part  of  Lot  11),  Borough  of  The  Bronx. 

7-44-BZ — Application,  January  5,  1944,  under  section  21 
of  the  zoning  resolution,  of  A.  Gordon  Lorimer,  Chief 
of  the  Bureau  of  Architecture,  Department  of  Public 
Works,  applicant,  on  behalf  of  City  of  New  York, 
owner,  to  permit  in  a  residence  use  “E”  and  “F”  area, 
and  also  one-half  times  and  one  times  height  district, 
the  erection  and  maintenance  of  a  building,  accessory  to 
a  hospital  group,  not  complying  with  the  one-half  times 
height,  “F”  area  setback  from  street  lines  and  “F”  area 
plot  coverage  and  floor  area  requirements  of  the  zoning 
resolution;  premises  161-25  Grand  Central  parkw'av, 
north  side,  from  161st  street  to  164th  street  (Block 
6858,  Lot  1),  Jamaica,  Borough  of  Queens. 

533-42-BZ — Application,  July  2,  1942,  under  section  7h 
of  the  zoning  resolution,  of  Arnold  W.  Lederer,  appli- 
,  cant,  on  behalf  of  Julia  A.  Odom,  2250  Church  Avenue 
Realty  Co.  and  Henry  F.  Viebrock,  owners  (Joseph 
Musolino,  lessee),  to  permit  in  a  business  use  district, 
for  a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles  and,  also,  open  display 
and  sale  of  used  cars;  premises  2242-2262  Church  ave¬ 
nue,  south  side,  206  ft.  %l/2  in.  west  of  Bedford  avenue 
(Block  5103,  Lots  42,  43  and  45),  Borough  of  Brooklyn. 

| 

Appeals  from  Administrative  Decisions. 

564-43-S — 2402  Ryer  avenue,  southeast  corner  of  East 
I  187th  street  (Block  3152,  part  of  Lot  11),  Borough  of 
The  Bronx. 

45-44- A— 229-231  Madison  avenue  and  24  East  37th 
street,  southeast  corner  (Block  866,  Lot  58),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 

„  - - 

JANUARY  25,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  25,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

\  matters : 

Appeals  from  Administrative  Decisions. 

51-44-A— 345  Clinton  avenue,  southeast  corner  of  Lafay- 
}  ette  avenue  (Block  1944,  Lots  13,  15,  18  and  22),  Borough 
I  of  Brooklyn. 

458-43-A — 223-02  Hempstead  Turnpike,  south  side,  110 
ft.  east  of  223rd  street  (Block  11159,  Lot  28),  Queens 
Village,  Borough  of  Queens. 

363-43-A — 41-69  Clark  street,  92-100  Henry  street,  46-82 
Pineapple  street  and  101-121  Hicks  street,  entire  block 
(25th  and  27th  floors);  (Block  231,  Lot  1),  Borough  of 
Brooklyn. 

864-42-A — 753-759  Seventh  avenue  and  154-166  West 
50th  street,  southeast  corner  (Block  1002,  Lot  61),  Bor¬ 


ough  of  Manhattan  (reopened  and  restored  to  calendar, 
November  23,  1943;  previously  withdrawn). 

555-43-A — 2-20  West  34th  street,  350  5th  avenue,  south¬ 
west  corner  and  1-29  West  33rd  street  (basement  and  1st 
floor);  (Block  835,  Lots  19  to  28  and  41  to  54),  Borough 
of  Manhattan. 

443-43-A — 176  Sullivan  street,  west  side,  144  ft.  north  of 
West  Houston  street  (Block  526,  Lot  71),  Borough  of 
Manhattan. 

610-43-A — 1920  Troutman  street,  northeast  corner  of 
Woodward  avenue  and  northwest  corner  of  Woodward 
avenue  and  Starr  street  (Block  3377,  Lot  6),  Maspeth, 
Borough  of  Queens. 

590-43-A — 451  West  37th  street,  north  side,  125  ft.  east 
of  Tenth  avenue  (Block  735,  Lot  7),  Borough  of  Man¬ 
hattan. 

592-43-S — 391-405  Seventh  avenue  (Bldg.  A),  406-446 
12th  street  (Bldgs.  C,  D,  M,  E,  G  and  K)  and  393-433 
13th  street  (Bldgs.  B,  L,  F,  G  and  H);  (Block  1098, 
Lots  1-29-55),  Borough  of  Brooklyn. 

43-44-A — 47-19  Grand  avenue,  entire  area  bounded  by 
Grand  avenue,  Page  place  56th  road,  Maspeth  Creek 
and  Newtown  Creek  (Block  2600,  Lot  200),  Maspeth, 
Borough  of  Queens. 

206-39-A — 899-925  Flatbush  avenue,  east  side,  140  ft.  9 lA 
in.  south  of  Church  avenue  (Block  5103,  Lot  10),  Bor¬ 
ough  of  Brooklyn  (reopened  January  18,  1944). 

551- 43-A — 3855  Nautilus  avenue,  northeast  corner  of 
Highland  avenue  (Block  7002,  Lot  1),  Borough  of  Brook¬ 
lyn. 

574-43-A — 2063  78th  street,  north  side,  160  ft.  west  of 
21st  avenue  (Block  6251,  Lot  53),  Borough  of  Brooklyn. 

555-43-A — 316  Beach  149th  street,  east  side,  105  ft.  north 
of  Neponsit  avenue  (Block  750,  Lot  51),  Rockaway 
Beach,  Borough  of  Queens. 

584-43-A — 39-01  Main  street,  southeast  corner  of  39th 
avenue  (Block  4980,  Lot  5),  Flushing,  Borough  of 
Queens. 

Materials  for  Approval. 

552- 43-SM — De-Oxo-Lin  200FF  Flameproofing  Com¬ 
pound. 

33-44-SM— Johns-Manville  Fibretex  and  Johns-Manville 
Fibretone  (acoustical  materials). 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  1,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  1,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

271-43-BZ — Application,  June  2,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Schrier  Trading  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  maintenance  of 
more  than  five  motor  vehicles.  (The  Board  previously 
denied  an  application  for  a  garage  for  more  than  five 
motor  vehicles  on  these  premises);  premises  11-17  (7-17 
displayed)  Schenectady  avenue  and  617-627  Herkimer 
street,' northeast  corner  (Block  1701,  Lot  1),  Borough  of 
Brooklyn. 

603-43-BZ — Application,  December  14,  1943,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Felix  Cancro,  owner,  to  permit  in 
a  business  use  district,  the  maintenance  of  an  illuminated 
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business  sign  upon  an  existing  building;  this  sign  extends 
more  than  the  maximum  18  inches  permitted  by  the  zon¬ 
ing  resolution,  beyond  the  street  line;  premises  3710 
White  Plains  road,  east  side,  95  ft.  north  of  East  216th 
street  (Block  4664,  Lot  53),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  1,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  1,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeal  from  Administrative  Decision. 

513-43-A — 2448  East  24th  street,  west  side,  275  ft.  north 
of  Avenue  Y  (Block  7422D,  Lot  422),  Borough  of  Brook¬ 
lyn. 

Appliance  and  Material  for  Approval. 

450-43-SA — Hoke  JewTel  Torch. 

891-41-SM — Monarch  Bedpan  and  Urinal  Washer  and 
Sterilizer. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  8,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  8,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

593-41-BZ — Application  of  Max  Horn,  applicant,  on  be¬ 
half  of  Nameoke  Realty  Corporation,  owner,  reopened 
January  11,  1944  for  consideration  as  to  extension  of  per¬ 
mit  (same  having  expired  by  limitation) — re  Application 
previously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  business  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
for  a  term  of  two  years;  premises  1011-1019  Beach  19th 
street,  west  side,  97  ft.  north  of  Cornaga  avenue  (Block 
49,  Lots  50  and  55),  Far  Rockaway,  Borough  of  Queens. 

222-43-BZ — Application,  May  11,  1943,  under  section  7h 
of  the  zoning  resolution,  of  Arthur  Weiser,  applicant,  on 
behalf  of  Bijou  Realty  Corporation,  owner,  to  permit 
partly  in  a  residence  use  and  partly  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles;  premises  west  side  of 
Riverdale  avenue,  157-01  ft.  north  of  West  232nd  street 
(Block  3409  E,  Lot  374),  Borough  of  The  Bronx. 

147-37-BZ — Application  of  Nathan  A.  Goldenthal,  appli¬ 
cant,  on  behalf  of  Mildred  Klausecker,  owner,  reopened 
January  18,  1944,  for  consideration  as  to  extension  of 
permit — re  Application,  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles; 
premises  25-68  to  25-70  Steinway  street,  west  side,  275 
ft.  north  of  28th  avenue  (Block  654,  Lots  91  and  92), 
Long  Island  City,  Borough  of  Queens. 

517-43-BZ — Application,  October  28,  1943,  under  section 
7c  of  the  zoning  resolution,  of  I.  L.  Crausman,  appli¬ 
cant  ,on  behalf  of  St.  Ann’s  R.  C.  Church,  owner,  to 
permit  in  a  business  use  district,  the  parking  of  more 
than  five  motor  vehicles  upon  a  plot,  occupied  in  part, 
as  a  gasoline  service  station;  premises  155  Gun  Hill 
road  and  3501  Bainbridge  avenue,  northwest  corner 
(Block  3328A,  Lot  60),  Borough  of  The  Bronx. 

456-43-BZ  Application,  September  23,  1943,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Carmelo  Di  Rosa,  owner,  to  permit  partly 


in  a  business  use  and  partly  in  a  residence  use  district, 
the  enlargement  of  a  garage  for  the  purpose  of  storing 
two  (2)  trucks  and  crates  for  bottled  soda;  premises 
122-03  Sutphin  boulevard  and  150-02  122nd  avenue,  south¬ 
east  corner  (Block  12217  (3012),  Lot  8),  Jamaica, 
Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

457-43-A — 122-03  Sutphin  boulevard  and  150-02  122nd 
avenue,  southeast  corner  (Block  12217  (3012),  Lot  8), 
Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  8,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  February  8,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

609-43-A — 550-552  Pacific  street  and  32-38  4th  avenue, 
southwest  corner  (2nd  floor);  (Block  192,  Lots  34  and 
35),  Borough  of  Brooklyn. 

607-43-A — 507  West  33rd  street,  north  side,  125  ft.  west 
of  10th  avenue  (Block  705,  Lot  29),  Borough  of  Man¬ 
hattan. 

425-43-A — 15  John  street,  .  north  side,  163  ft.  east  of 
Broadway  (Block  79,  Lot  14),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  15,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter: 

Zoning  Application. 

273-43-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  East  New  York  Savings  Bank, 
owner,  reopened  December  14,  1943,  under  section'  7c 
of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  conversion  of  occupancy  of  a  building 
from  a.  marble  factory  to  manufacturing  of  mattresses 
(previously  denied  in  re  conversion  of  ■  building  from 
marble  works  to  factory);  (light  manufacturing);  prem¬ 
ises  965-967  Hopkinson  avenue,  west  side,  260  ft.  south 
of  Lott  avenue  and  576-578  Bristol  street  (Block  3623, 
Lot  19),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  15,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions. 

519-43-A — 622  Ocean  View  avenue,  south  side,  25  ft.  west 
of  Brighton  7th  street  (Block  7284,  Lot  1445),  Borough 
of  Brooklyn. 

484-43-S — 6220-6222  20th  avenue,  west  side,  20  ft.  north 
of  63rd  street  (Block  5534,  Lot  48),  Borough  of  Brook¬ 
lyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  JANUARY  18,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  January  11,  1944  and  Tuesday  afternoon, 
January  11,  1944,  were  approved  as  pritned  in  Bulletin 
No.  2,  Volume  29. 


ZONING  CASES 

222-43-BZ 

APPLICANT — Arthur  Weiser,  for  Bijou  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7 h  of  the  zoning 
resolution,  to  permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  mere  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — West  side  of  Riverdale  avenue 
157.01  It.  north  of  West  232nd  street  (Block  3409E, 
Lot  374).  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Arthur  Weiser. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1944  at 
10  A.  M.  for  decision  by  the  Board.  No  further 
argument. 


273-43-BZ 

APPLICANT — Lama  and  Proskauer,  for  East  New  York 
Savings  Bank,  owner. 

SUBJECT — Application  reopened  December  14,  1943  (de¬ 
cision  of  the  borough  superintendent)  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy  of  a  build¬ 
ing  from  a  marble  factory  to  manufacturing  of 
mattresses  (previously  denied  in  re  conversion  of 
building  from  marble  works  to  factory  (light  manu¬ 
facturing). 

PREMISES  AFFECTED — 965-967  Hopkinson  avenue, 
west  side.  260  ft.  south  of  Lott  avenue  and  576-578 
Bristol  street  (Block  3623,  Lot  19),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  G.  L.  Terhune. 
For  Opposition :  Edward  Larkin,  Rose  K.  Shaw  and 
others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1944  at 
10  A.  M.  for  decision  by  the  Board.  No  further 
argument. 


300-43-BZ 

APPLICANT — Frank  C.  Keller,  for  Jack  Farino,  owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
maintenance  of  a  building  for  the  storage  of  contrac¬ 
tors  equipment  and  trucks  and,  also,  the  use  of 
part  of  the  vacant  portion  of  the  premises  for  the 
open  storage  of  contractors’  equipment  and  trucks. 

PREMISES  AFFECTED — 107-33  154th  street,  east  side, 
251.47  ft.  north  of  108th  avenue  (Block  10133,  Lot 
12),  Jamaica,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Frank  C.  Keller  and  Tony  Farino. 
For  Opposition:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oi  BOARD — Placed  on  Reserve  Calendar,  pend¬ 
ing  receipt  of  additional  information  from  the  De¬ 
partment  of  Housing  and  Buildings. 


147-37-BZ 

APPLICANT--Nathan  A.  Goldenthal,  for  Mildred  Klau- 
secker,  owner. 

SUBJECT — Application  for  consideration — Reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  park¬ 
ing  of  more  than  five  motor  vehicles  for  a  temporary 
period  of  not  more  than  two  years. 

PREMISES  AFFECTED — 25-68  to  25-70  Steinway  street, 
west  side,  275  ft.  north  of  28th  avenue  (Block  654, 
1  ots  91  and  92),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Frederick  Schrank. 

FY>r  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  F'ebruary  8,  1944  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


736-42-BZ 

APPLICANT — Jerome  N.  Wanshel,  for  Morris  Soroch, 
owner  (Sadye  Levy,  lessee). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7h  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 89  East  92nd  street,  east  side, 
160  ft.  7in.  north  of  Rutland  road  (Block  4595, 
Lot  71),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  T<D  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (736-42-BZ) 

Whereas,  Jerome  N.  Wanshel,  for  Morris  Soroch,  owner 
(Sayde  Levy,  lessee),  filed  on  October  14,  1942,  an  appli¬ 
cation  under  sections  7h  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor  vehicles, 
affecting  premises  89  East  92nd  street,  east  side,  160  ft.  7  in. 
north  of  Rutland  road  (Block  4595,  Lot  71),  Borough  of 
Brooklyn ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 
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38-43-BZ 

APPLICANT — Irving  M.  Levine,  for  William  J.  Gregory, 
owner  (Bedford  Motor  Sales  Co.,  lessee). 
SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  the 
maintenance  of  a  driveway  to  an  automobile  show¬ 
room  which  is  located  in  a  business  use  district. 
PREMISES  AFFECTED— 196-47  44th  avenue,  north  side, 
119.17  ft.  west  of  Francis  Lewis  boulevard  and 
196-50  Northern  boulevard  (Block  5520,  Lot  25J, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (38-43-BZ) 

Whereas,  Irving  M.  Levine,  for  William  J.  Gregory, 
owner  (Bedford  Motor  Sales  Co.,  lessee),  filed  on  January 
21,  1943,  an  application  under  section  21  of  the  zoning  reso¬ 
lution  to  permit  in  a  residence  use  district,  the  maintenance 
of  a  driveway  to  an  automobile  showroom  which  is  located 
in  a  business  use  district,  affecting  premises  196-47  44th 
avenue,  north  side,  119.17  ft.  west  of  Francis  Lewis  boule¬ 
vard  and  196-50  Northern  boulevard  (Block  5520,  Lot  25), 
Flushing,  Borough  of  Queens ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved ,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


276-43-BZ 

APPLICANT— Lipton  and  Stein,  for  Rosian  Realty  Cor¬ 
poration,  owner  (Santini  Building  Corporation, 
lessee). 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  the 
conversion  of  occupancy  of  an  existing  public  gar¬ 
age  to  a  storage  warehouse  (household  goods). 
PREMISES  AFFECTED— 3441  Kingsbridge  avenue,  west 
side,  169.64  ft.  south  of  West  236th  street  (Block 
3406G,  Lot  441),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Irving  Stein. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . .  0 

THE  RESOLUTION  (276-43-BZ) 

Whereas,  Lipton  and  Stein,  for  Rosian  Realty  Corpora¬ 
tion,  owner  (Santini  Building  Corporation,  lessee),  filed 
June  3,  1943,  an,  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  con¬ 
version  of  occupancy  of  an  existing  public  garage  to  a  storage 
warehouse  (household  goods)  ;  premises :  3441  Kingsbridge 
avenue,  west  side,  169.64  ft.  south  of  West  236th  street 
(Block  34C6G,  Lot  441),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing  January  18,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 


Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Kingsbridge  avenue  is  in  a  residence 
use  district,  Corlear  avenue  is  in  a  residence  use  district, 
West  234th  street  is  in  a  residence  and  business  use  district 
and  West  236th  street  is  in  a  residence  and  business  use 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  5,  1943  and  as  amended  November  1,  1943,  reads: 

“2.  In  a  residence  district,  no  building  may  be 
changed  from  one  unlawful  use  to  another  unlawful  use. 
(Art.  II,  Sec.  3  and  Sec.  6,  Zoning  Resolution.)  It  is 
proposed  to  change  a  public  garage  to  a  warehouse." 

and 

Whereas,  the  applicant  states  that  the  existing  building 
is  of  Class  1  construction,  two  stories  in  height,  located  on 
a  plot  having  a  frontage  of  56  ft.  and  a  depth  of  100  ft. ; 
that  it  is  proposed  to  convert  the  occupancy  of  the  existing 
garage  for  the  storage  of  more  than  five  motor  vehicles 
(erection  started  prior  to  July  25,  1916)  to  a  storage  ware¬ 
house  for  household  goods ;  and 

Whereas,  the  applicant  states  that  the  garage  use  was 
being  permanently  discontinued  and  that  the  proposed  use 
was  less  objectionable  than  the  garage  use  which  was  dis¬ 
continued  several  years  ago ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  21  thereof,  to  per¬ 
mit  the  change  of  occupancy  from  a  garage  to  storage  ware¬ 
house  as  proposed,  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area ;  that  the  building  shall  other¬ 
wise  comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  any  gasoline  tank  on  the  premises  shall  be 
removed ;  that  all  signs  on  the  building  shall  be  removed 
and  no  sign  shall  be  restored  or  placed  on  the  building  other 
than  a  sign  attached  flat  against  the  front  wall  at  the  en¬ 
trance,  for  identification  only ;  that  all  loading  and  unloading 
shall  be  done  entirely  within  the  building;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  six  (6) 
months  from  the  date  of  this  resolution. 


567-43-BZ 

APPLICANT — Fred  Liese,  for  Gottscheer  Centrol  Holding 
Co.,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  conversion  of  occu¬ 
pancy  of  an  existing  building  to  restaurant,  meeting 
rooms,  cabaret  and  dancing  and,  also,  the  mainte¬ 
nance  of  five  individual  garages. 

PREMISES  AFFECTED — 657  Fairview  avenue,  north 
side,  77  ft.  3TA  in.  east  of  Linden  street  (Block 
3485,  Lot  1),  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Fred  Liese. 

For  Opposition:  M.  E.  Smith,  E.  Fischer,  C. 
Kareth,  Michael  J.  Feger,  Louisa  Firmbach, 
Dorothy  Firmbach,  E.  Steiler,  T.  A.  Thumser, 
Mrs.  William  Katz,  Mrs.  Annie  Schwartz,  Ed¬ 
ward  Schwartz,  Elsie  Einicke,  Katherine 
Einicke,  Leopoldine  Koch,  Emilie  Fall,  Mrs. 
William  Kolt,  Erik  Buhm,  H.  W.  Zimmer, 
Thomas  A.  Stevens  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (567-43-BZ) 

Whereas,  Fred  Liese,  for  Gottscheer  Central  Holding 
Co.,  Inc.,  owner,  filed  November  20,  1943,  an  application 
under  section  7c  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  and  partly  in  a  residence  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to  restaur¬ 
ant,  meeting  rooms,  cabaret  and  dancing,  and,  also,  the 
maintenance  of  five  individual  garages ;  premises :  657  Fair- 
view  avenue,  north  side,  77  ft.  3^  in.  east  of  Linden  street 
(Block  3485,  Lot  1),  Ridgewood,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 

meeting,  January  18,  1944,  after  due  publication  in  the 
Bulletin,  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Fairview  avenue  is  in  a  business  use 
district;  Linden  street  is  in  residence  and  business  use  dis¬ 
tricts  ;  Gates  avenue  is  in  residence  and  business  use  districts 
and  Grandview  avenue  is  in  a  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  30,  1943,  re  Alt.  Applic.  689-41,  and  as 

amended  November  30,  1943,  reads : 

“1.  The  use  of  rear  portion  of  building  extending 
into  a  residence  district,  for  meeting  rooms  and  dancing 
is  prohibited  by  sec.  3  of  the  Zone  Law. 

2.  The  continued  ues  of  five  (5)  one-car  garages 

located  in  the  residence  portion  of  the  same  plot,  is 

prohibited  by  section  3  of  the  Zone  Law,  since  the  use 
of  the  building  has  been  changed  from  a  private  club 
to  a  commercial  use.  Not  further  considered.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  plot,  having  a  frontage  of  22  ft.  9  in.  on 
Fairview  avenue,  50  ft.  on  Linden  street,  a  distance  of  145 
ft.  1  in.  along  the  easterly  lot  line  and  a  distance  of  100  ft. 
along  the  northerly  lot  line;  that  the  Fairview  avenue  front- 
tage  of  the  plot  for  a  depth  of  100  ft.  is  located  in  a  business 
use  district  and  the  remainder  is  in  a  residence  use  district; 
that  upon  the  Fairview  avenue  frontage  is  located  a  one-  and 
two-story,  Class  3  building,  22  ft.  9  in.  by  120  ft.  1  in.  in 
area  on  the  first  story  and  22  ft.  9  in.  by  55  ft.  in  area  on 
the  2nd  story;  that  part  of  this  building  (20  ft.  by  29  ft.), 
extends  from  the  business  use  district  into  the  residence 
use  district ;  that  this  building  is  operating  under  a  Certificate 
of  Occupancy  Q21364  dated  September  3,  1941 ;  cellar,  hat 
and  check  room;  1st  story  (front)  restaurant;  1st  story 
(rear),  meeting  room  and  cabaret;  2nd  story,  meeting  rooms 
and  kitchen;  that  this  certificate  of  occupancy  was  issued 
upon  completion  of  Alt.  App.  689-41  and  plans  approved 
June  3,  1941 ;  that  upon  this  application  it  is  noted  “to 
accept  railed  off  portion  of  1st  floor  confining  cabaret  use 
to  business  district  only”;  that  this  railing  is  shown  upon  the 
approved  plan;  that  it  is  proposed  to  use  the  portion  of  the 
1st  story  (rear)  of  the  building,  20  ft.  by  29  ft.  in  area, 
which  is  located  in  a  residence  use  district,  as  meeting  rooms 
and  cabaret ;  that  also,  there  are  five  individual  garages  upon 
the  Linden  street  front  of  the  plot ;  that  it  is  proposed  to 
maintain  these  garages  for  public  use  and  that  Certificate  of 
Occupancy  48505  dated  January  6,  1932  was  issued  for  these 
garages  “for  accessory  use” ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  moke  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to 
permit  the  occupancy  as  a  restaurant  and  a  place  of  assembly 
into  the  more  restricted  district  as  proposed,  on  condition 
that  the  building  shall  not  be  increased  in  height  or  area; 


that  all  the  windows  on  the  sides  of  the  building  to  the 
north  and  south  shall  be  fixed  and  made  unopenable ;  that 
any  ventilating  fans  in  the  side  walls  shall  be  removed  and 
may  be  reset  in  the  front  wall  of  the  building ;  that  the 
existing  exits  to  the  rear  may  be  continued ;  that  the  existing 
garages  formerly  approved  as  accessory  to  the  residential 
use,  may  be  rented  out,  provided  no  other  storage  of  cars 
shall  be  permitted  on  the  plot  other  than  in  the  five  indi¬ 
vidual  garages  now  constructed ;  that  the  use  of  the  building 
shall  not  be  continued  beyond  12  o’clock  midnight  as  to  the 
public  assembly  use;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


569-43-BZ 

APPLICANT — Lama  and  Proskauer,  for  Rose  Bennett, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  partly  in  a  residence  use  and  partly  in  a 
business  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  5  motor  vehicles. 
PREMISES  AFFECTED— 520-522  Lefferts  avenue,  south 
side,  254  ft.  6  in.  west  of  Kingston  avenue  and  571 
East  New  York  avenue  (Block  1332,  Lot  27  and 
part  of  Lot  87),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Rose  Bennett. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (569-43-BZ) 

Whereas,  Lama  and  Proskauer,  for  Rose  Bennett,  owner, 
filed  November  23,  1943,  an  application  under  section  7h  of 
the  zoning  resolution,  to  permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor  vehicles ; 
premises :  520-522  Lefforts  avenue,  south  side,  254  ft.  6  in. 
west  of  Kingston  avenue  and  571  East  New  York  avenue 
(Block  1332,  Lot  27  and  part  of  Lot  87),  Borough  of 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting,  January  18,  1944,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  East  New  York  avenue  is  in  a  business 
use  district;  Lefferts  avenue  is  in  residence  and  business 
use  districts ;  Kingston  avenue  is  in  a  business  use  district 
and  Brooklyn  avenue  is  in  business  and  residence  use  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  25,  1943,  re  B.  N.  Applic.  1528-43,  reads: 
“Proposed  parking  and  storage  of  more  than  5  cars 
within  a  business  and  residential  use  districts,  is  con¬ 
trary  to  Art.  2,  Sect.  4,  sub.  15  and  Art.  2  of  Sect.  3  of 
the  zoning  resolution.  Denied.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  having  a  frontage  of  40  ft.  on  Lefferts  avenue, 
40  ft.  on  East  New  York  avenue  and  a  depth  of  200  ft.; 
that  the  northerly  portion  of  plot  is  in  a  residence  use  dis¬ 
trict  and  the  southerly  portion  in  a  business  use  district; 
that  it  is  proposed  to  use  the  remainder,  for  a  term  of  two 
years,  for  the  parking  and  storage  of  more  than  five  motor 
vehicles ;  that  upon  the  East  New  York  avenue  frontage 
there  is  located  a  2-story  two-family  brick  building  18  ft. 
by  45  ft.  in  area;  and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof,  for  a 
temporary  term  of  two  years  from  the  date  of  this  action, 
to  permit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  motor  vehicles,  on  condition  that 
substantial  board  or  woven  wire  fences  shall  be  erected  on 
the  interior  lot  lines  where  walls  of  adjoining  buildings  do 
not  occur  and  also  continuously  on  the  street  line  of  Lefferts 
avenue,  except  that  in  this  fence  there  may  be  a  3  ft.  gate  for 
access;  that  at  East  New  York  avenue,  the  entrance  may 
be  maintained  with  a  gate  as  at  present  and  such  entrance 
shall  be  solely  a  vehicular  entrance  and  exit ;  that  the  curb 
cut  to  Lefferts  avenue  shall  be  restored  and  the  present 
curb  cut  on  East  New  York  avenue  shall  not  be  increased; 
that  the  parking  and  storage  usp  herein  permitted,  shall  not 
be  extended  or  used  in  conjunction  with  any  adjoining  lot; 
that  all  rubbish  and  combustible  waste  material  on  the 
premises  shall  be  removed  and  the  lot  shall  be  properly 
graded ;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that  no 
signs  shall  be  erected  on  the  premises,  except  that  there 
may  be  a  sign  at  the  entrance  at  East  New  York  avenue, 
advertising  the  parking  and  storage  use  and  the  rates 
charged,  provided  such  sign  does  not  exceed  5  sq.  ft.,  is  not 
illuminated  and  does  not  extend  beyond  the  building  line ; 
that  during  the  term  of  this  variance,  the  premises  shall  be 
occupied  for  no  use  other  than  the  existing  dwelling  and  the 
parking  and  storage  of  more  than  five  motor  vehicles  herein 
permitted ;  that  such  motor  vehicles  shall  be  of  the  passenger 
type  only  and  only  such  cars  shall  be  parked  or  stored  as 
are  in  good  mechanical  condition  for  operation ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  resolution. 


737-28-BZ 

APPLICANT — Ray  Vincent  Mayham,  tenant,  for  Frank 
Mosner  and  Frank  Benes,  owners. 

SUBJECT — Application  for  consideration — Reopening  and 
etxension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  for 
a  period  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 28-09  31st  street,  southeast  cor¬ 
ner  of  28th  avenue  (Block  619,  Lots  45  to  50,  in¬ 
clusive),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Ray  V.  Mayham. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (737-28-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  28-09  31st  street,  south¬ 
east  corner  of  28th  avenue  (Block  619,  Lots  45  to  50,  in¬ 
clusive),  Astoria,  Borough  of  Queens,  was  granted  by  the 
Board  on  September  22,  1937,  on  certain  conditions,  permit 
extended  on  October  17,  1939  and  November  18,  1941  and 
the  applicant  requested  a  further  extension  of  the  permit. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  September  22,  1937, 
as  amended  through  November  18,  1941,  only  so  far  as  it 
has  reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“granted  under  section  7-h  thereof  for  a  temporary 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  to  pemit  *  *  *” 


185-33-BZ 

APPLICANT — William  Richter,  for  Sadie  Teitelbaum, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7c  of  the  zoning  resolution, 
for  a  term  of  two  years,  permitting  partly  in  a 
business  use  and  partly  in  a  residence  use  district, 
the  maintenance  of  an  automobile  wrecking  and 
junk  storage  yard. 

PREMISES  AFFECTED— 2284-2296  West  8th  street  and 
129-143  Avenue  W,  northwest  corner  (Block  7142, 
Lots  48  and  53),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  Richter. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (185-33-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  district  and  partly 
in  a  residence  district,  an  automobile  wrecking  and  junk 
storage  yard,  affecting  premises  2284-2296  West  8th  street 
and  129-143  Avenue  W,  northwest  corner  (Block  7142,  Lots 
48  and  53),  Borough  of  Brooklyn,  was  granted  by  the  Board 
January  16,  1934,  on  certain  conditions,  permit  extended 
February  4,  1936,  February  8,  1938,  January  6,  1940  and 
January  27,  1942  and  the  applicant  requested  a  further  ex¬ 
tension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  16,  1934,  as  amended 
through  January  27,  1942,  only  in  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7e  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  per¬ 
mit,  etc.  *  *  *” 


155-36-BZ 

APPLICANT — Tobias  Goldstone,  for  Herap  Properties, 
Inc.,  and  Simon  Holland,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution,  re  application  (decision 
of  the  borough  superintendent)  under  section  7c  of 
the  zoning  resolution,  permitting  the  extension 
from  an  unrestricted  district  into  a  business  use 
district,  of  an  existing  structural  iron  work. 
PREMISES  AFFECTED— 258-280  Lott  avenue,  540-554 
Christopher  avenue,  southwest  corner  and  821-835 
Stone  avenue,  southeast  corner  of  Lott  avenue 
(Block  3855,  Lots  10  and  17),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Tobias  Goldstone  and  Jack  Hol¬ 
land. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 
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THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative:  Commissioner  Savage . . .  1 


THE  RESOLUTION  (I55-36-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  the  extension  from  an  unrestricted 
use  district  into  a  business  use  district,  of  an  existing  struc¬ 
tural  iron  works,  affecting  premises  821-835  Stone  avenue, 
258-280  Lott  avenue,  southeast  corner  and  540-554  Christo¬ 
pher  avenue,  southwest  corner  of  Lott  avenue  (Block  3855, 
Lots  10  and  17),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  July  7,  1936,  on  certain  conditions,  resolution 
amended  on  March  2,  1943  and  May  25,  1943  and  the  appli¬ 
cant  requested  a  further  amendment  of  the  resolution ;  and 

Whereas,  the  resolution  adopted  by  the  Board  on  July 
7,  1936,  reads  as  follows : 

“Resolved  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulation  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7-c  to  permit  the  plot  under  appeal  to  be 
used  as  an  extension  of  the  structural  iron  fabricating 
works  now  occupying  the  adjoining  Lot  10  to  the  west 
in  an  unrestricted  district;  on  condition  that  the  fabrica¬ 
tion  of  steel  shall  be  exclusively  restricted  to  Lot  10 ; 
that  no  riveting  shall  be  carried  on  in  the  premises 
under  appeal  and  that  in  the  adjoining  premises  now 
occupied  on  Lot  10  the  riveting  shall  be  done  within  a 
roofed  enclosure  to  reduce  the  objectionable  noise;  that 
the  building  in  which  the  extension  of  the  crane  is  pro¬ 
posed  to  be  erected  shall  be  completely  roofed  over  and 
shall  be  completely  enclosed  with  biick  walls  on  the 
Lott  avenue  and  Christopher  avenue  sides  and  with 
brick  or  metal  for  a  portion  of  the  height  on  the  lot  side 
to  minimize  noise ;  that  there  shall  be  a  wall  not  less 
than  20  ft.  high  erected  between  this  proposed  crane 
building  and  the  proposed  private  garage  building  as 
permitted  in  a  business  use  district  along  the  Christopher 
avenue  building  line;  that  any  opening  in  this  wall  shall 
be  not  over  12  ft.  in  width  and  shall  be  protected  with 
solid  gates  that  shall  be  closed  at  all  times  except  while 
trucks  are  entering  or  leaving  the  premises ;  that  any 
gate  to  Lott  avenue  from  the  premises  under  appeal  shall 
have  similar  solid  doors,  kept  closed  except  when  trucks 
are  entering  or  leaving  the  premises ;  that  along  Lott 
avenue  in  front  of  the  present  premises  on  Lot  10  the 
crane  building  shall  be  enclosed  for  the  full  height  with 
heavy  sheet  metal  and  roofed  over ;  that  the  structural 
steel  crane  shall  be  so  constructed  as  to  be  operated 
with  as  little  amount  of  noise  as  possible;  that  no  ma¬ 
terial  shall -be  stored  beyond  the  building  line  of  the 
premises ;  that  complete  plans  shall  be  submitted  and 
approved  by  the  chairman  in  behalf  of  the  board  before 
same  are  filed  with  the  commissioner  of  buildings ;  and 
that  this  variance  shall  continue  only  so  long  as  con¬ 
ditions  as  herein  set  forth  are  complied  with.” 

and 

Whereas,  the  resolution  adopted  by  the  Board  on  Mapch 
2,  1943,  reads  as  follows: 

“that  in  the  event  the  owner  desires  to  roof  over  the 
open  space  on  Lot  17,  heretofore  proposed  to  be  left 
open,  substantially  as  shown  on  revised  plans  marked 
‘Received  January  25,  1943,’  such  roof  may  be  con¬ 
structed  and  the  proposed  crane  installed,  on  condition 
that  in  all  other  respects,  the  resolution  adopted  by  the 
Board  on  July  7,  1936,  shall  be  complied  with,  except  that 
the  steel  curtain  along  the  side  of  the  storage  building, 
extending  approximately  5  ft.  from  the  roof  thereof, 
on  Lot  17  may  be  removed  if  the  roof  permitted  herein 
is  erected,  provided  that  all  other  requirements  of  the 
resolution  adopted  July  7,  1936  including  the  prohibition 
that  no  fabrication  shall  be  permitted  on  Lot  17,  shall 


be  complied  with  except  that  a  power  driven  shear  may 
be  permitted  to  be  located  on  Lot  17  where  proposed 
only  during  the  term  of  the  present  emergency  and  at 
the  end  of  which  term  the  shear  shall  be  removed ;  that 
all  permits  shall  be  obtained  and  all  work  completed 
within  six  (6)  months  from  the  date  of  this  amended 
resolution.” 
and 

Whereas,  the  resolution  adopted  by  the  Board  on  May 
25,  1943,  reads  as  follows : 

“  *  *  *  that  in  the  event  the  owner  desires  to  in¬ 
crease  the  office  space  within  the  unrestricted  use  dis¬ 
trict,  such  extension  may  be  permitted,  provided  it 
complies  with  all  laws,  rules  and  regulations  applicable 
thereto,  including  any  modifications  granted  by  the 
Board  under  Cal.  234-43-S.  *  *  *” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  7,  1936,  as  amended 
by  resolutions  adopted  through  May  25,  1943,  by  adding 
thereto : 

“that  in  the  event  the  oivner  desires  to  roof  over  and 
maintain  a  traveling  crane  in  the  space  noiv  unbuilt  upon 
within  the  unrestricted  use  district,  as  indicated  on  plans 
filed  marked  ‘Received  January  12,  1944’  ( tiuo  sheets), 
that  such  roof  construction  and  crane  may  be  permitted, 
provided  they  are  constructed  in  accordance  with  all 
laws,  rules  and  regulations  applicable  thereto  and  that 
in  all  other  respects,  the  resolutions  previously  adopted  by 
this  Board  under  Cals.  155-36 -BZ  and  244-33-5"  shall  be 
complied  unth.” 


472-37-BZ 

APPLICANT— Lama  and  Proskauer,  for  Rosario  Spata- 
fora,  owner. 

SUBJECT — Application  for  consideration,  reopening  and 
extension  of  time  to  complete  nvork,  re  application 
(decision  of  the  borough  superintendent)  under 
section  21  of  the  zoning  resolution,  permitting  in 
a  residence  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station,  office,  lubritorium 
and  auto  laundry. 

PREMISES  AFFECTED— 2761-2773  Cropsey  avenue, 

north  side,  6  ft.  9 in.  west  of  28th  avenue  (Block 
6915,  Lot  51),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (472-37-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station,  premises  2761  - 
2773  Cropsey  avenue,  north  side,  6  ft.  9%  in.  west  of  28th 
avenue  and  196  28th  avenue  (Block  6915,  Lot  51),  Borough 
of  Brooklyn,  was  denied  by  the  Board  April  5,  1938 ;  and 
Whereas,  the  applicant  requested  a  reopening  of  the  ap¬ 
plication  under  section  21  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district  the  erection  and  maintenance  of 
a  gasoline  service  station,  office,  lubritorium  and  auto 
laundry  for  a  temporary  term  of  ten  years  ;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  and  granted  on  certain  conditions  on  November  18, 
1941  time  extended  on  January  26,  1943  and  the  applicant 
requested  a  further  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  November  18,  1941,  as 
amended  on  January  26,  1943,  only  so  far  as  it  has  reference 
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to  the  completion  of  the  work,  so  that  as  amended,  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  in  view  of  the  statement  by  the  applicant  that 
all  permits  have  been  obtained  and  the  work  has  been 
partially  completed,  that  all  work  shall  be  completed 
within  one  (1)  year  from  the  date  of  this  amended 
resolution.” 


89-38-BZ 

APPLICANT — Herman  Kron,  for  Isaac  T.  Flatto,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 1682  Palmetto  street  and  714 
Cypress  avenue,  southeast  corner  (Block  3449,  part 
of  Lot  6),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (89-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  1682  Palmetto  street  and  714 
Cypress  avenue,  southeast  corner  (Block  3449,  part  of  Lot  6), 
Ridgewood,  Borough  of  Queens,  was  granted  by  the  Board 
on  January  30,  1940,  on  certain  conditions,  permit  extended 
on  January  20,  1942  and  the  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  30,  1940  as  amended 
on  January  20,  1942,  only  in  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  January  30,  1944,  to  permit  .  .  .  .” 


702-38-BZ 

APPLICANT — Herman  Kron,  for  Holy  Name  Mission  of 
the  Bowery  District,  Inc.,  and  Second  Street  Hold¬ 
ing  Co.,  Inc.,  owners. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
temporary  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 7-19  East  2nd  street,  south  side, 
95  ft.  east  of  Bowery  (Block  457,  Lots  13  to  19,  in¬ 
clusive),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative .  0 


THE  RESOLUTION  (702-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  7-19  East  2nd 
street,  south  side,  95  ft.  east  of  Bowery  (Block  457,  Lots  13 
to  19,  inclusive,),  Borough  of  Manhattan,  was  granted  by 
the  Board  February  6,  1940,  on  certain  conditions,  the  time 
to  obtain  permits  and  complete  the  work  extended  December 
17,  1940,  permit  extended  on  March  18,  1941,  permit  extended 
on  January  19,  1943  and  the  applicant  requested  an  amend¬ 
ment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  February  6,  1940,  as 
amended  through  resolutions  adopted  through  January  19, 
1943,  so  that  as  amended  the  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted,  under  section  7h 
thereof,  for  a  term  of  two  years  from  January  19,  1943, 
to  permit  the  parking  and  storage  of  more  than  five 
motor  vehicles,  on  condition,  that  only  motor  vehicles  of 
the  pleasure-car  type  shall  be  so  stored  or  parked ;  that 
the  premises  shall  be  levelled  substantially  to  the  grade 
of  East  2nd  street  and  surfaced  with  steam  cinders,  clean 
gravel  or  other  suitable  material,  properly  rolled  and 
bound ;  that  there  shall  be  erected  on  the  interior  lot  lines 
where  walls  of  adjoining  buildings  do  not  occur,  and  on 
the  street  building  line,  a  substantial  woven  wire  fence 
with  steel  posts,  such  fence  to  be  not  less  than  6  feet 
high ;  that  any  entrance  to  the  premises  shall  be  from 
East  2nd  street  and  shall  not  exceed  20  feet  in  width ; 
that  there  shall  be  no  entrance  to  Extra  place;  that 
during  the  term  of  this  variance,  the  premises  shall  be 
used  for  no  other  use  than  that  herein  permitted ;  that 
no  building  shall  be  erected  on  the  premises ;  that  such 
portable  fire-fighting  appliances  shall  be  installed  as  the 
fire  commissioner  shall  direct ;  that  there  shall  be  no 
signs  erected,  except  there  may  be  a  sign  erected  attached 
to  the  fence  at  the  entrance  advertising  the  parking  and 
storage  use,  provided  such  sign  does  not  extend  beyond 
the  building  line,  and  does  not  exceed  15  square  feet  in 
area;  that  the  plot  at  all  times  shall  be  maintained  in  a 
neat  condition  and  no  rubbish  shall  be  permitted  to 
accumulate. 

Resolved  further,  that  in  the  event  it  is  desired  to 
operate  this  use  under  the  same  management  as  the 
adjoining  gasoline  station,  the  fence  on  the  interior  lot 
line  to  the  west  required  under  the  last  resolution  of  the 
Board,  may  be  omitted,  and  the  curb  cut  from  East 
Second  street  to  the  storage  and  parking  lot  may  also 
be  omitted,  provided  that  the  entrance  to  said  storage 
and  parking  lot  is  maintained  solely  through  the  adjoin¬ 
ing  gasoline  station  premises  and  that  in  all  other 
respects  the  requirements  of  the  Board’s  resolutions  are 
complied  with.” 


459-39-BZ 

APPLICANT — Lama  and  Proskauer,  for  Leon  K.  Rock- 
more,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 505-509  Utica  avenue,  east  side, 
140  ft.  north  of  Rutland  road  (Block  4591,  Lot  51), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


SO 


MINUTES 


ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative .  0 

THE  RESOLUTION  (459-39-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  disrict  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  505-509  Utica  avenue,  east  side, 
140  ft.  north  of  Rutland  road  (Block  4591,  Lot  51),  Borough 
of  Brookolyn,  was  granted  by  the  Board  on  January  3,  1940, 
on  certain  conditions,  permit  extended  on  January  13,  1942 
and  the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  January  3,  1940,  as 
amended  on  January  13,  1942,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“granted  under  section  7h  thereof  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution  xxx” 


823-39-BZ 

APPLICANT — Osborne  A.  McKegney,  for  Messmore  Ken¬ 
dall,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
temporary  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 231-235  West  50th  street,  north 
side,  255  ft.  east  of  Eighth  avenue  (Block  1022,  Lots 
12,  13  and  part  of  Lot  5),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Osborne  A.  McKegney. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended : 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (823-39-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two-years,  the  .parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  231-235  West  50th  street,  north 
side,  255  ft.  east  of  Eighth  avenue  (Block  1022,  Lots  12  and 
13  and  part  of  Lot  5),  Borough  of  Manhattan,  was  granted 
by  the  Board  on  January  30,  1940,  on  certain  conditions, 
permit  extended  on  January  13,  1942  and  the  applicant  re¬ 
quested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  30,  1940,  as 
amended  January  13,  1942,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“xxx  granted  under  section  7-h  thereof  for  a  temporary 
term  of  two  (2J  years  from  the  date  of  this  amended 
resolution,  to  permit  the  premise?  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  motor 
vehicles,  xxx” 


818-40-BZ 

APPLICANT — Sylvia  M.  Bullowa,  owner  (John  Carmody, 
lessee). 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 1882-1884  Second  avenue,  east 
side,  25  ft.  north  of  East  97th  street  (Block  1669, 
Lot  2),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  W.  F.  Beeler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (818-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  1882-1884  Second  avenue, 
east  side,  25  ft.  north  of  East  97th  street  (Block  1669,  Lot 
2),  Borough  of  Manhattan,  was  denied  by  the  Board  on 
January  14,  1941 ;  and 

Whereas,  the  Board  deemed  that  the  application  should 
be  reopened  and  granted  under  suitable  conditions,  in  view 
of  the  action  of  the  Court ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  January  20,  1942,  and  granted  on  certain  conditions 
and  the  applicant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  20,  1942,  only  in  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  per¬ 
mit,  *  *  *” 


819-40-BZ 

APPLICANT — Sylvia  M.  Bullowa,  owner  (John  Carmody, 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 1888-1890  Second  avenue,  east 
side,  50  ft.  south  of  East  98th  street  (Block  1669, 
Lots  51  and  52),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  W.  F.  Beeler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (819-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  1888-1890  Second  avenue, 
east  side,  50  ft.  south  of  East  98th  street  (Block  1669,  Lots 
51  and  52),  Borough  of  Manhattan,  was  denied  by  the  Board 
on  January  14,  1941 ;  and 


51 


MINUTES 


Whereas,  the  Board  deemed  that  the  application  should 
be  reopened  and  granted  under  suitable  conditions,  in  view 
of  the  action  of  the  Court ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  January  20,  1942,  and  granted  on  certain  conditions 
and  the  applicant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  20,  1942,  only  in  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“ Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit,  *  *  *” 


333-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  Phillip  Cuillo  & 
Josephine  Cuillo,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage 
of  more  than  three  motor  vehicles  and,  also  the  use 
of  an  existing  building  as  a  garage  for  five  motor 
vehicles. 

PREMISES  AFFECTED — 299-303  McDougal  street,  north 
side,  100  ft.  west  of  Stone  avenue  (Block  1528, 
Lots  49  and  52),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (333-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  three  motor  vehicles  and,  also  the  use  of  an  existing 
building  as  a  garage  for  more  than  five  motor  vehicles, 
affecting  premises  299-303  McDougal  street,  north  side,  100 
ft.  west  of  Stone  avenue  (Block  1528,  Lots  49  and  52),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  Board  on  January  6, 
1942,  on  certain  conditions  and  the  applicant  requested  an 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  6,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  the  resolution  shall  read : 

“that  the  application  be  and  it  hereby  is  granted  under 
section  7-h,  for  a  temporary  term  of  two  (2)  years,  from 
the  date  of  this  amended  resolution,  to  permit  the  exist¬ 
ing  five-car  garage  *  *  *” 


APPEARANCE— 

For  Applicant:  Frederick  Schrank. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (574-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  31-17  46th  street,  east  side, 
99  ft.  7J4  in.  south  of  31st  (Jamaica)  avenue  (Block  725, 
Lots  21,  22,  23,  24  and  24a,  inclusive),  Long  Island  City, 
Borough  of  Queens,  was  granted  by  the  Board  on  January 
20,  1942,  on  certain  conditions,  time  extended  on  January 
19,  1943  and  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  20,  1942,  as 
amended  on  January  19,  1943,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read : 

“granted  under  section  7h  thereof  for  a  term  of  two 

(2)  years  from  the  date  of  this  amended  resolution, 
♦  *  *  " 


Adjourned:  12:15  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JANUARY  18,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

425-43-A 

APPLICANT — 198  Broadway  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 15  John  street,  north  side,  163 
ft.  east  of  Broadway  (Block  79,  Lot  14),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Willard  M.  Bick. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1944  at 
2  P.  M.,  at  request  of  applicant. 


574-41-BZ 

APPLICANT — Goldenthal  Brothers,  for  John  Eckert, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the  bor¬ 
ough  superintendent)  previously  granted  on  condi¬ 
tion,  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 31-17  46th  street,  east  side,  99 
ft,  7 1 4  in.  south  of  31st  (Jamaica)  avenue  (Block 
725,  Lots  21,  22,  23,  24  and  24a),  Long  Island  City, 
Borough  of  Queens. 


443-43-A 

APPLICANT — John  C.  B.  Moore,  for  Robert  P.  Stephen¬ 
son,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 176  Sullivan  street,  west  side, 
144  ft.  north  of  West  Houston  street  (Block  526, 
Lot  71),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1944  at 
2  P.  M.  at  written  request  of  applicant. 


52 


MINUTES 


484-43-S 

APPLICANT — Samuel  Rosenblum,  for  Sarah  Cohen, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  borough  superintendent. 

PREMISES  AhhECTED — 6220-6222  20th  avenue,  west 
side,  20  ft.  north  of  63rd  street  (Block  5534,  Lot 
48),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


513-43-A 

APPLICANT— Elias  K.  Herzog,  for  Eastern  Life  Insur¬ 
ance  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AbFECTED — 2446  East  24th  street,  west 
side,  275  ft.  north  of  Avenue  Y  (Block  7422D,  Lot 
422),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Elias  K.  Herzog. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1944  at 
2  P.  M.  at  request  of  applicant. 


519-43-A 

APPLICANT — Emil  Koeppel,  for  Bellar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 622  Oceanview  avenue,  south 
side,  25  ft.  west  of  Brighton  7th  street  (Block  7284, 
Lot  1445),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Emil  Koeppel. 

For  Administration:  Fred  Dahlem  and  Henry 
Pheney,  Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1944  at 
2  P.  M.  for  further  consideration. 


565-43-A 

APPLICANT — Simon  B.  Zelnik,  for  Empire  State,  Inc., 
owner  (Longchamps  Restaurant,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2-20  West  34th  street,  350  5th 
avenue,  southwest  corner  and  1-29  West  33rd  street 
(basement  and  1st  floor);  (Block  835,  Lots  19  to 
28  and  41-54),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Simon  B.  Zelnik  and  John  E.  Kelly. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1944  at 
2  P.  M. ;  for  decision  without  further  argument. 


607-43-A 

APPLICANT — Robert  Kaplan,  for  Virginia  Krulik  and 
Bella  Kabler,  owners  (Climatic  Rainwear  Co.,  Inc., 
lessee) . 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 507  West  33rd  street,  north 
side,  125  ft.  west  of  10th  avenue  (Block  705,  Lot 
29),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Robert  Kaplan  and  Charles  W. 
N  ewmark. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  February  8,  1944  at 
2  P.  M. ;  for  inspection  by  a  representative  of  the 
Division  of  Combustibles,  Fire  Department. 


240-43-A 

APPLICANT — Sunnyside  Sanitarium  of  Staten  Island, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — Appeal  from  an  order  of 
the  fire  commissioner  (previously  withdrawn) 
PREMISES  AFFECTED — 30  Little  Clove  road,  south 
side,  240  ft.  west  of  Clove  road  (Block  836A,  Lot 
1),  West  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Arnold  V.  Schwartz. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  q 


507-43-A 

APPLICANT — Edward  M.  Roberts,  for  Allied  Bronze  Co., 
lessee  (Jacob  Racich,  owner). 

SUBJECT  Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 10-01  43rd  avenue,  northeast 
corner  of  10th  street  (Block  460,  Lot  5),  Long 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Bertram  L.  Roberts. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn.  Applicant  to 
file  plans  with  the  Department  of  Housing  and 
Buildings. 

THE  VOTE  Tp  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  q 


534-43-A 

APPLICANT — Constant  Realty  Corporation,  owner  (En¬ 
terprise  Leasehold  Corporation,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 572-574  Tenth  avenue  and  466 
West  42nd  street,  southeast  corner  (Block  1051, 
Lots  61  and  62),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  q 


635-43-A 

APPLICANT — William  H.  Meyer,  for  Oquossoc  Realty 
Corporation,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 3859-3861  10th  avenue,  east 
side,  99  ft.  11  in.  south  of  West  207th  street  (Block 
2203,  Lot  3),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  William  H.  Meyer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn  after  argument. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


206-39-A 


APPLICANT— Eric  Kebbon,  for  Board  of  Education,  City 


of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  a  decision  of  the  act¬ 
ing  borough  superintendent. 

PREMISES  AFFECTED— 899-925  Flatbush  avenue,  east 
side,  140  ft.  9 in.  south  of  Church  avenue  (Block 
5103,  Lot  10),  Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant :  Gustave  Goldman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  cal¬ 
endar,  subject  to  usual  procedure. 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock, 
Savage  and  Blum  and  Deputy 
N  egative  . 


Commissioners 
Chief  Murphy  4 
.  0 


776-42-A 

APPLICANT— Sidney  H.  Kitzler,  for  Berdean  Holding 
Corporation,  owner  (Messing  Bakeries,  Inc.,  lessee). 
SUBJECT — Application  reopened  June  29,  1943 — re  Appeal 
from  a  decision  of  the  borough  superintendent  (pre¬ 
viously  denied) . 

PREMISES  AFFECTED— 821-827  Bergen  street,  north 
side,  350  ft.  west  of  Classon  avenue  and  890-902 
Dean  street  (Block  1141,  part  of  Lot  28),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  H.  Kitzler  and  Sidney  Fass. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  . . 0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (776-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  821-827  Bergen  street, 
north  side,  350  ft.  west  of  Classon  avenue  and  890-902  Dean 
street  (Block  1141,  part  of  Lot  28),  Borough  of  Brooklyn, 
was  denied  by  the  Board  on  April  27,  1943  ;  and 

Whereas,  the  applicant  requested  a  reopening  and  recon¬ 
sideration  of  the  appeal,  based  on  a  new  proposal ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
June  29,  1943,  and  the  case  was  restored  to  the  calendar; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  12,  1943,  on  Alt.  Applic.  1365-43,  reads : 

“1.  The  erection  of  a  marquee  on  a  bldg,  which  is  not 
a  public  building  or  of  an  essentially  public  nature  is 
contrary  to  the  Building  Code,  Sect.  2.4. 1.4.8. 

2.  Also,  Sect.  2.4.1.4.8,  Par.  2,  prohibits  a  marquee 
from  extending  within  two  ft.  of  the  curb. 

3.  Also,  the  proposed  marquee  violates  Sect.  2.4. 1.4.8 
as  to  location  in  reference  to  entrance,  length  and  separa¬ 
tion  from  adjacent  marquee.  Therefore  denied.” 

and 


Whereas,  the  applicant  states  the  building  is  1,  2  and  4 
stories  (45  ft.)  in  height,  119  ft.  by  110  ft.  in  area  at  1st 
floor;  119  ft.  by  104  ft.  in  area  and  typical  floor;  Class  3 
construction;  erected  in  1909,  1911  and  1942;  located  in  an 
unrestricted  use,  B  area  district;  and  occupied  since  1921  as 
a  bakery,  50  persons  on  the  1st  floor,  50  persons  on  the  2nd 
floor,  10  persons  on  the  3rd  floor  and  5  persons  on  the  4th 
floor;  that  the  building  is  equipped  with  two  interior  fire¬ 
proof  stairs  leading  from  roof  bulkhead  directly  to  the  street 
and  one  fire  escape  located  between  the  Bergen  street  and 
Dean  street  buildings  and  extending  to  roof  by  stairs  and 
to  yard  and  that  the  windows  on  the  course  of  the  fire  escape 
are  fireproof,  self-closing;  and 

Whereas,  the  applicant  contends  as  to  Objection  1,  that 
a  revised  application  is  now  submitted  for  consideration  by 
the  Board  based  on  a  new  decision  of  the  borough  superin¬ 
tendent  ;  that  delivery  cars  are  backed  up  to  the  Dean  street 
curb  and  loaded  from  the  sidewalk  with  baked  products ; 
that  due  to  the  lack  of  space  within  the  building,  the  one- 
story  building  on  Dean  street  was  recently  constructed  for 
use  as  a  shipping  room ;  that  the  freshly  baked  goods  are 
placed  on  metal  racks  in  the  shipping  room  to  cool  and  when 
ready  for  loading,  are  moved  to  the  waiting  delivery  cars 
at  the  curb ;  that  it  is  proposed  to  erect  an  extension  to  the 
existing  marquee,  which  is  about  50  ft.  long  and  18  ft.  deep 
from  curb  to  building  line;  that  the  extension  will  be  about 
51  ft.  long  and  of  similar  depth  to  the  present  marquee;  that 
the  latter  affords  protection  from  inclement  weather  for  ship¬ 
ment  of  perishable  articles  such  as  flour,  sugar,  etc.,  and  for 
finished  baked  goods  being  loaded  on  delivery  cars ;  that  the 
proposed  extension  to  the  marquee  is  necessary  to  protect 
the  products  being  loaded  on  the  delivery  cars  in  front  of  the 
new  shipping  room  extension ;  that  all  shipping  and  loading 
is  done  during  the  hours  of  2  a.  m.  to  7  a.  m.,  during  which 
time  there  is  practically  no  pedestrian  traffic;  and 

Whereas,  applicant  contends  as  to  Objection  2,  that  al¬ 
though  the  ideal  condition  would  be  for  the  marquee  to  ex¬ 
tend  to  the  curb  similar  to  the  present  one,  a  two  ft.  set  back 
could  be  provided  if  the  Board  requires;  and 

Whereas,  the  applicant  contends  as  to  Objection  3,  that 
the  marquee  will  be  about  83%  of  the  total  frontage  of  the 
building ;  that  a  4  ft.  separation  between  the  present  and 
proposed  extension  of  the  marquee  would  defeat  the.  purpose 
of  same  and  be  a  hardship  in  this  instance;  that  it  is  there¬ 
fore  requested  the  Board  waive  the  restrictions  of  Sec. 
2.4.1. 4.8(2)  limiting  the  marquee  to  a  maximum  of  2J4  ft. 
beyond  either  side  of  an  entrance,  a  maximum  width  of 
75%  of  the  building  frontage,  a  maximum  of  50  ft.  for  any 
single  marquee  and  the  requirement  for  a  4  ft.  separation 
between  the  two  sections ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1365-43,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


294-43-A 

APPLICANT — Raymond  Irrera,  for  G.  P.  W.  Realty  Co., 
Inc.,  owner  (Krieger  Steel  Sections,  Inc.,  lessee). 

SUBJECT — Application  reopened  November  9,  1943 — re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 33-55  to  33-81  12th  street,  12-01 
to  12-19  34th  avenue,  northeast  corner  and  33-52  to 
33-80  13th  street  (Block  522,  Lot  1),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Raymond  Irrera  and  Julius  Breg- 
man. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative :  Chairman  Murdock,  Commissioner  Blum 

and  Deputy  Chief  Murphy .  3 

Vote  Reserved:  Commissioner  Savage .  1 

THE  RESOLUTION  (294-43-A) 


Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  33-55  to  33-81  12th  street, 
12-01  to  12-19  34th  avenue,  northeast  corner  and  33-52  to 
33-80  13th  street  (Block  522,  Lot  1),  Long  Island  City, 
Borough  of  Queens,  was  denied  by  the  Board  on  July  20, 
1943;  and 

Whereas,  the  applicant  requested  a  reopening  and  recon¬ 
sideration  of  the  appeal,  based  on  a  new  proposal ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
November  9,  1943,  subject  to  usual  procedure;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  9,  1943,  on  N.  B.  Applic.  1367-42,  reads : 

“4.  Because  of  the  following,  proposed  frame  construc¬ 
tion,  is  contrary  to  the  Building  Code : 

a.  Use  is  now  residential  (Sec.  4.1.3.  and  4.2.1) 

b.  Structure  is  located  in  an  unrestricted  use  zone 
(Sec.  4.1.1.  and  4.1.2) 

c.  Structure  is  in  a  B  area  zone  (Sec.  4.1.1). 

5.  Character  of  soil,  fill,  is  without  any  bearing 
capacity,  therefore,  provide  piles,  or  some  other  satis¬ 
factory  foundation  (Sec.  7.5.2b,  B.C.).” 

Whereas,  the  additional  decision  of  the  borough  super¬ 
intendent  dated  October  5,  1943  on  N.  B.  Applic.  1367-42, 
reads : 

“6.  The  erection  of  an  auto  truck  body  building  shop 
of  class  3  construction,  having  an  area  of  approximately 
38,600  sq.  ft.,  is  contrary  to  Sec.  4.2.1.,  B.C. 

7.  Character  of  soil,  fill,  is  without  any  bearing  value, 
therefore,  provide  piles,  or  some  other  satisfactory  foun¬ 
dation  (Sec.  7.5.2b,  B.C.).” 

and 

Whereas,  the  building  is  one  story  (18  ft.  6  in.)  in  height, 
approximately  38,000  sq.  ft.  in  area,  of  Class  4  construction, 
located  in  an  unrestricted  use  district  and  used  as  an  auto 
truck  body  building  shop,  150  persons;  and 

Whereas,  the  lessee  was  convicted  and  fined  in  Magi¬ 
strates  Court  September  22,  1943  for  violation  of  the  Ad¬ 
ministrative  Code ;  and 

Whereas,  the  applicant  now  contends  that  the  building 
is  of  frame  construction  and  is  now  being  used  for  the  manu¬ 
facture  of  auto  truck  bodies  for  the  armed  forces ;  that  the 
building  has  an  area  of  approximately  38,600  sq.  ft.  and  was 
erected  without  plans  or  permit  and  is  substantially  con¬ 
structed  of  heavy  timbers  for  supporting  members  through¬ 
out;  that  all  interior  and  exterior  posts  are  set  on  stone 
concrete  piers  4  ft.  below  grade ;  that  the  pressure  of  Gov¬ 
ernment  orders  requires  that  the  space  be  utilized  for  the 
manufacture  of  bodies  for  vehicles  for  the  armed  forces ; 
that  in  order  to  overcome  the  previous  objections  by  the 
borough  superintendent  as  to  frame  construction  in  the  fire 
limits,  it  is  now  proposed  to  line  the  exterior  walls  with 
approved  concrete  blocks,  thereby  complying  with  the  code 
requirements  for  Class  3  construction;  that  the  area  of  the 
building  is  in  excess  of  that  permitted  for  Class  3  construc¬ 
tion  ;  that  inasmuch  as  the  building  is  only  one  story  in  height 
and  two  sides  face  streets,  it  is  requested  that  the  Board 
make  a  variation,  to  permit  the  area  to  remain  unchanged  ; 
that  the  soil  of  the  greater  part  of  the  plot  is  filled  ground ; 
that  no  loads  will  be  imposed  on  the  footings  and  interior 
posts  other  than  a  roof  load  and  the  weight  of  the  walls  and 
inasmuch  as  the  use  of  the  building  will  be  for  the  duration 
of  the  war  only,  permission  is  requested  to  allow  the  footings 
to  remain  on  the  filled  ground ;  that  the  ground  has  been 
filled  for  many  years  and  is  good  solid  earth  fill ;  that  in 
many  instances,  sand  and  gravel  were  encountered  in  the 
excavations  for  piers ;  that  all  of  the  lumber  used  is  in  good 
condition,  although  not  in  compliance  with  the  code  require¬ 
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ments  and  therefore  permission  is  requested  to  maintain  the 
use  of  good  quality,  second-hand  lumber  as  the  building  is 
of  a  temporary  nature  and  has  been  constructed  in  a  work¬ 
manlike  and  substantial  manner;  and 

Whereas,  the  exterior  of  the  premises  were  inspected  by 
a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  1367-42,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


501-43-A 

APPLICANT — Sylvester  W.  A.  Murphy,  for  Catherine 
Brennan,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 471  West  42nd  street  and  576- 
578  Tenth  avenue,  northeast  corner  (Block  1052, 
Lots  1  and  2),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Sylvester  W.  A.  Murphy. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (501-43-A) 

Whereas,  Sylvester  W.  A.  Murphy,  for  Catherine  Bren¬ 
nan,  owner,  filed  October  22,  1943,  an  appeal  from  an  order 
and  decision  of  the  fire  commissioner;  premises:  471  West 
42nd  street  and  576-578  Tenth  avenue  northeast  corner, 
(Block  1052,  Lots  1  and  2),  Borough  of  Manhattan;  and 
W hereas,  Order  14993-LF  issued  by  the  fire  commis¬ 
sioner,  dated  June  23,  1942,  and  repeated  in  a  decision  of  the 
fire  commissioner,  dated  October  19,  1943,  reads: 

”1.  Have  watchman  patrol  stations  4,  5  and  6  on  1st 
story  and  in  basement  at  least  once  every  two  hours 
beginning  at  6  P.  M.  and  continuing  until  6  A.  M. 
C19-487e2-0-C2,  Adm.  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
September  24,  1943,  reads: 

“In  reply  to  your  letter  of  September  17,  1943,  request¬ 
ing  rescindment  of  the  above  mentioned  order  you  are 
advised  that  the  request  is  denied. 

This  order  was  issued  in  accordance  with  the  provi¬ 
sions  of  the  New  York  City  Administration  Code,  there¬ 
fore,  this  department  cannot  waive  the  requirements  of 
law.” 

and 

Whereas,  the  applicant  states  the  building  is  4  stories  (40 
ft.)  in  height,  40.2  by  80  ft.  in  area  at  1st  floor,  40.2  ft.  by 
70  ft.  in  area  at  typical  floor ;  Class  3  construction ;  erected 
in  1896;  located  in  a  business  use,  B  area  district;  occupied; 
cellar,  storage;  1st  floor,  stores;  2nd  floor,  furnished  rooms, 
13  persons ;  3rd  floor,  furnished  rooms,  13  persons ;  4th  floor, 
same,  11  persons;  equipped  with  a  one-source  sprinkler  sys¬ 
tem  in  stairways,  interior  fire  alarm  system,  two  3  ft.  wide 
wood  stairs  leading  from  roof  bulkhead  directly  to  the  street 
and  one  fire  escape  leading  to  roof  by  ladder  and  to  street  by 
ladder;  and 

Whereas,  the  applicant  contends  the  buildings  are  con¬ 
nected  on  all  floors  except  the  cellar ;  the  openings  on  the 
2nd,  3rd  and  4th  floors  have  fireproof  doors ;  that  cellar 
ceiling  is  fire-retarded  and  watchman  covers  the  stations  on 
•the  2nd,  3rd  and  4th  floors  and  cellar  of  north  building ;  that 
there  are  no  stations  in  the  three  stores  in  the  south  build¬ 
ing,  nor  is  there  any  entrance  to  the  cellar  beneath  the 
stores,  to  permit  watchmen  to  enter ;  that  the  liquor  package 
store  located  on  the  corner  is  open  from  8  A.  M.  to  10 
P.  M. ;  that  the  candy  store  east  of  the  package  store  is  open 
24  hours  a  day,  the  bar  and  grill  east  of  the  candy  store  is 
open  from  7  A.  M.  to  4  A.  M.  and  a  porter  cleans  up 
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from  4  A.  M.  to  7  A.  M.  and  that  the  ceilings  of  all  of 
these  stores  are  fire-retarded  ;  and 

Whereas,  Certificate  of  Occupancy  6454  was  issued  July 
25,  1923,  permitting  the  use  of  the  building  as  follows :  Cel¬ 
lar,  storage;  1st  floor,  store;  2nd  floor,  furnished  rooms,  4 
persons;  3rd  floor,  furnished  rooms,  4  persons;  4th  floor, 
furnished  rooms,  4  persons  ;  that  this  certificate  was  issued 
for  the  20  ft.  1  in.  wide  building  at  578  Tenth  avenue,  and 
Certificate  of  Occupancy  3491  was  issued  July  29,  1921  to  the 
20  ft.  1  in.  wide  building  at  471  West  42nd  street  and  per¬ 
mits  the  use  of  the  building  as  follows:  cellar,  storage;  1st 
floor,  store ;  2nd  floor,  9  furnished  rooms ;  3rd  floor,  9 
furnished  rooms ;  4th  floor,  9  furnished  rooms ;  and 

Whereas,  the  occupant  of  the  building  was  convicted  and 
fined  in  the  Magistrate’s  Court  February  26th  and  July  30, 
1943,  for  violation  of  Section  C19-487-e  of  the  Administra¬ 
tive  Code. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  14993-LF,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  in  lieu 
of  watchman  patrol  stations  as  required  by  the  order,  that 
there  shall  be  installed  throughout  the  cellar,  sprinkler  heads 
connected  to  the  existing  sprinkler  system  as  maintained 
within  the  stairway  enclosure ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


514-43-S 

APPLICANT — Saul  Goldsmith,  for  Greenway  Supply  Co., 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 80-18  Cooper  avenue  and  70-27 
80th  street,  southeast  corner  (Building  11)  ;  (Block 
3806,  Lot  2),  Glendale,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (514-43-S) 

Whereas,  Saul  Goldsmith,  for  Greenway  Supply  Co.,  Inc., 
owner,  filed  October  26,  1943,  an  application  for  variation 
of  the  Labor  Law,  as  cited  in  a  decision  of  the  acting  bor¬ 
ough  superintendent,  premises:  80-18  Cooper  avenue  and 
70-27  80th  street,  southeast  corner  (Bldg.  No.  11);  (Block 
386,  Lot  2),  Glendale,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent  dated  October  19,  1943,  re  Alt.  Applic.  1101-43, 
reads : 

“4.  Provide  two  means  of  egress  as  per  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(35  ft.)  in  height,  76  ft.  by  36  ft.  in  area  at  2nd  floor,  128 
ft.  by  36  ft.  average  in  area  at  first  floor ;  Class  3  construc¬ 
tion ;  erected  about  1930;  located  in  an  unrestricted  use  dis¬ 
trict  and  occupied  for  the  manufacture  of  soap,  10  persons 
on  the  1st  floor  and  10  persons  on  the  2nd  floor;  equipped 
with  a  sprinkler  system,  and  one  44  in.  steel  stairs,  enclosed 
with  brick  walls,  equipped  with  kalamein,  self-closing  doors 
and  extending  from  2nd  story  directly  to  the  street;  that  it 
is  proposed  to  be  equipped  with  one  fire  escape  extending 
from  2nd  story  to  grade  by  counterbalanced  ladder  and  that 
the  windows  on  the  course  of  the  fire  escape  to  be  kalamein 
frames  and  wire  glass ;  and 

Whereas,  Violation  1076-43  was  issued  for  occupying  the 
second  floor  of  the  factory  with  one  means  of  egress  in  vio¬ 
lation  of  the  Factory  Exit  Rules ;  and 

Whereas,  the  applicant  contends  the  interior  construc¬ 
tion  is  steel  girders  and  steel  beams,  and  the  floor  and  roof 


constructed  of  3  in.  wood  planks ;  that  the  building  is  3550 
sq.  ft.  at  1st  floor  and  2800  sq.  ft.  at  2nd  floor  and  was 
originally  erected  as  a  storage  building,  but  is  now  being 
occupied  as  a  factory ;  that  there  is  one  interior  3  ft.  8  in. 
stair  enclosed  in  8  in.  brick  walls  with  fireproof,  sel  f-closing 
doors ;  that  the  stairs,  platforms  and  landings  are  of  steel 
construction ;  the  roof  deck  is  3  in.  wood ;  that  it  is  pro¬ 
posed  to  erect  an  outside  balcony  and  counterbalanced  drop 
ladder  as  a  second  means  of  egress  from  the  second  floor ; 
that  the  building  is  equipped  with  a  sprinkler  system,  supple¬ 
mented  by  watchmen’s  service,  connected  to  the  A.D.T.  and 
that  it  is  requested  therefore  the  Board  accept  the  present 
means  of  egress,  supplemented  by  the  proposed  additional 
means  cf  egress. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Tabor 
Law,  as  cited  in  a  decision  of  the  acting  borough  superin¬ 
tendent,  re  Alt.  Applic.  1101-43,  and  that  the  application  be 
and  it  hereby  is  modified  as  to  Objection  4.  on  condition 
that  the  second  means  of  exit  shall  be  provided  as  proposed ; 
that  the  sprinkler  system  with  connection  to  fire  headquarters 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner  ;  that  the  occupancy  of  the  second  floor  shall  not  ex¬ 
ceed  that  permitted  for  the  primary  means  of  exit ;  and  that 
in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 


521-43-A 

APPLICANT — Rose  Silverman,  lessee,  for  Richmond 
Waterfront  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — West  side  of  Holland  avenue, 
between  Arlington  place  and  Richmond  terrace 
(Block  1301,  Lot  1),  Mariners  Harbor,  Borough 
of  Richmond. 

APPEARANCES— 

For  Applicant :  Rose  Silverman. 

For  Administration :  Robt.  L.  Withers  and  Insp. 
Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative:  Commissioner  Savage .  1 

THE  RESOLUTION  (521-43-A) 


Whereas,  Rose  Silverman,  lessee,  for  Richmond  Water¬ 
front  Realty  Corporation,  owner,  filed  December  29,  1943, 
an  appeal  from  an  order  of  the  fire  commissioner;  premises: 
West  side  of  Holland  avenue,  between  Arlington  place  and 
Richmond  terrace  (Block  1301,  Lot  1),  Mariners  Harbor, 
Borough  of  Richmond  ;  and 

Whereas,  Order  36029-C  of  the  fire  commissioner,  issued 
September  30,  1943,  reads : 

“Forthwith  1.  Discontinue  the  maintenance  of  fire 
on  these  premises.  Sec.  09-148.0,  Art.  26,  Administra¬ 
tive  Code. 

Reason  :  This  department  has  been  called  on  to  per¬ 
form  repeated  services  at  this  location.  Since  August, 
1942,  its  personnel  and  equipment  responded  no  less  than 
thirteen  times.  On  each  of  these  occasions  time  expended 
ranged  between  two  to  thirty-seven  hours. 

2.  Provide  the  means  whereby  an  adequate  supply  of 
water  will  be  available  for  use  should  fire  originate  from 
spontaneous  ignition.  Sufficient  hose  (1^4  inch)  with 
J4-inch  nozzle  to  be  permanently  connected  to  source  of 
water  supply  so  that  all  parts  of  premises  may  be  pro¬ 
tected. 

3.  Either  install  a  telephone  to  insure  a  prompt  alarm 
or  place  and  keep  a  man  at  the  nearest  fire  alarm  box. 

(Reason:  Majority  of  fires  in  the  past  indicates  a 
delayed  alarm).” 

and 
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Whereas,  applicant  states  premises  consist  of  a  plot  500 
ft.  by  1,400  ft.  in  area,  located  in  unrestricted  use,  A  area, 
district,  being  part  of  a  53-acre  marsh  land  area  which  is 
located  1,300  ft.  south  of  Richmond  terrace,  2,000  ft.  west 
of  Holland  avenue  and  as  indicated  on  diagram  filed  with 
this  appeal  and  used  for  land  fill ;  and 

\Y  hkreas,  the  applicant  contends  that  the  area  in  question 
was  formerly  occupied  by  a  shipyard  and  all  the  buildings 
have  since  been  demolished;  that  the  space  being  used  for 
dumping  is  the  remaining  excavation  of  one  of  the  buildings 
which  formerly  existed  on  the  plot  and  consists  of  a  concrete 
and  brick  foundation ;  that  80%  of  the  waste  material 
dumped,  is  removed  every  day,  most  of  it  consisting  of  kin¬ 
dling  wood,  carboard  and  rags  used  in  the  war  effort;  that 
the  dumping  is  carried  on  under  agreement  with  a  nearby 
shipyard,  which  is  at  present  engaged  in  the  construction  of 
vessels  for  the  U.  S.  Government;  that  it  is  impossible  to 
get  priority  for  the  waterline  required  by  the  Fire  Com¬ 
missioners  order;  that  it  is  proposed  to  install  thirty  (30) 
steel  drums  of  water  as  protection  against  fire;  that  appli¬ 
cation  has  been  made  for  the  telephone  installation ;  that 
such  telephone  cannot  be  installed,  as  the  necessary  priority 
has  not  been  forthcoming;  that  hose  cannot  be  obtained  for 
the  same  reason;  and 

Whereas,  the  applicant  stated  at  the  hearing  that  no  per¬ 
mit  had  been  requested  to  maintain  a  fire  as  none  was  desired 
or  needed;  that  such  fires  as  had  occurred  were  brush  fires 
caused  in  no  way  by  the  applicant’s  occupancy;  that  the 
premises  were  occupied  by  a  private  dump,  permit  issued  by 
the  Department  of  Sanitation  and  under  that  department’s 
supervision. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  36029-C,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  pro¬ 
tection  against  fire  as  proposed,  namely  30  drums  of  water, 
shall  be  maintained  on  the  premises  adjacent  to  the  excava¬ 
tion  where  the  material  is  dumped,  with  the  necessary  pails, 
and  granted  only  so  long  as  the  conditons  are  maintained  to 
the  satisfaction  of  the  fire  commissioner  and  the  Department 
of  Sanitation  and  on  the  further  condition,  that  no  fires 
shall  be  maintained  on  the  premises. 


529-43-A 

APPLICANT— Henry  Peterson,  d/b/a  Feature  Ring  Co., 
lessee,  for  Times  Square  Lofts,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 126  West  46th  street,  south  side, 
350  ft.  west  of  Sixth  avenue  (9th  floor)  ;  (Block 
998,  Lot  47),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Martin  Kingsley. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (529-43-A) 

Whereas,  Henry  Peterson,  d/b/a  Feature  Ring  Company, 
lessee  for  Times  Square  Lofts,  Inc.,  owner,  filed  November  4, 
1943,  an  appeal  from  an  order  and  a  decision  of  the  fire  com¬ 
missioner ;  premises:  126  West  46th  street,  south  side,  350 
ft.  west  of  Sixth  avenue  (9th  floor)  ;  (Block  998,  Lot  47), 
Borough  of  Manhattan ;  and 

.  Whereas,  Order  35957-LC,  issued  by  the  Fire  Commis¬ 
sioner  September  21,  1943,  and  repeated  in  his  decision  dated 
October  27,  1943,  reads : 

“Before  a  permit  may  be  issued  for  the  storage  and 
use  of  oxygen  and  aceteylene,  the  following  must  be 
done : 

1.  Have  each  operator  of  torch  apply  for  and  ob¬ 
tain  Certificate  of  Fitness.” 
and 


/  Whereas,  the  applicant  states  the  building  is  12  stories 
(180  ft.)  in  height,  80  ft.  by  100.5  ft.  in  area;  Class  1  con¬ 
struction;  located  in  a  retail  use,  B  area,  district;  erected 
in  1912,  equipped  with  a  sprinkler  standpipe  system;  used 
and  occupied:  cellar,  boiler  room;  1st  floor,  fabric  store,  35 
persons,  2nd  floor,  printing,  62  persons;  3rd  floor,  photog¬ 
raphy,  33  persons;  4th  floor,  film  laboratory,  7  persons;  5th 
floor  advertising,  printing,  film,  22  persons;  6th  floor,  dia¬ 
mond  cutting,  Motion  Picture,  Dress,  Toolmaker,  22  per¬ 
sons;  7th  floor,  jewelry  and  plastic  manufacturing,  36  per¬ 
sons;  8th  floor,  jewelry  mfg.,  50  persons;  9th  floor,  jewelry 
mtg.  and  film,  50  persons;  10th  floor,  jewelry  mfg.  Silver¬ 
smith,  39  persons;  11th  floor,  jewelry,  dress  mfg.,  71  per¬ 
sons  ,  12  floor,  ring,  plastic  mfg.,  55  persons ;  that  no  change 
in  use  or  occupancy  is  proposed;  and 

Whereas,  the  applicant  contends  that  to  require  each 
operator  to  obtain  a  certificate  of  fitness,  would  result  in  a 
hardship  on  the  applicant;  that  the  building  is  fireproof  and 
has  a  sprinkler  system  and  standpipe  system,  a  fire  alarm 
box  and  an  interior  and  exterior  stair  case;  that  the  torch 
or  blow  pipe  used  is  the  small  type  regularly  used  for  fine 
jewelry  work;  that  the  work  of  approximately  15  jewelers, 
each  having  about  10  years  experience,  is  always  supervised 
by  a  foreman,  who  has  a  certificate  of  fitness  for  use  of 
oxygen  and  combustible  gas;  that  the  present  foreman  is 
David  Blum,  holding  Certificate  of  Fitness  No.  M30977 ; 
that  all  safeguards  are  taken  in  the  work  and  it  is  therefore 
requested  a  variation  be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  35957-LC,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  at  all  times  at  least  one  person  in  complete  charge 
of  the  work,  holding  a  certificate  of  fitness ;  that  this  variance 
shall  continue  only  so  long  as  the  conditions  are  maintained 
substantially  as  set  forth  and  the  building  in  all  other  respects, 
complies  with  all  laws,  rules  and  regulations  applicable 
thereto ;  and  the  sprinkler  system,  standpipe  system  are  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner. 


530-43-A 

APPLICANT— Henry  G.  Harris,  for  39-47  West  19th 
Street  Co.,  Inc.,  owner  (Norman  E.  and  William 
Haslun,  d/b/a  Wrigley  Brothers,  lessees). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 39-47  West  19th  street,  north 
side,  244  ft.  east  of  Sixth  avenue  (5th  and  7th 
floors)  ;  (Block  821,  Lot  14),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Henry  G.  Harris. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (530-43-A) 

Whereas,  Henry  G.  Harris,  for  39-47  West  19th  Street 
Company,  Incorporated,  owner  (Wrigley  Bros.,  lessee), 
filed  October  25,  1943,  an  appeal  from  an  order  and  a  de¬ 
cision  of  the  fire  commissioner,  affecting  premises  39-47 
West  19th  street,  north  side,  244  ft.  east  of  Sixth  avenue 
(5th  and  7th  floors)  ;  (Block  821,  Lot  14),  Borough  of 
Manhattan ;  and 

Whereas,  Order  34949-LC,  issued  by  the  fire  commis¬ 
sioner  June  15,  1943,  and  referred  to  in  a  decision  of  the  fire 
commissioner,  dated  September  27,  1943,  reads: 

“1.  Discontinue  the  storage  of  spraying  or  dipping 
material  (paint,  lacquer,  thinner)  in  a  quantity  aggre¬ 
gating  more  than  25  gallons  on  these  premises,  as  re- 
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quired  by  Rule  6.2  of  the  Spray  Rules,  adopted  by  the 
Board  of  Standards  and  Appeals,  Sec.  488,  N.  Y.  C. 
Charter. 

NOTE:  Building  in  part  occupied  for  the  manufacture 
or  storage  of  nitro-cellulose.” 

and 

Whereas,  the  applicant  states  the  building  is  12  stories, 
(150  ft.)  in  height;  106  ft.  by  92  ft.  in  area;  of  Class  1 
construction,  equipped  with  a  sprinkler  system  and  a  stand¬ 
pipe  system ;  erected  1910,  located  in  an  unrestricted  use,  B 
area  district  and  used  and  occupied  as  follows :  Cellar,  boiler 
room  and  storage,  2  persons ;  1st  floor,  printing,  25  persons ; 
2nd  floor,  manufacturing  advertising  novelties,  30  persons ; 
3rd  floor,  manufacturing  envelopes,  20  persons;  4th  floor, 
manufacturing  dolls,  25  persons;  5th,  6th  and  7th  floors, 
manufacturing  toys  and  displays,  100  persons  combined ;  8th 
floor,  manufacturing  knitted  goods,  20  persons ;  9th  floor, 
manufacturing  corsets,  30  persons;  10th  floor,  textile  print¬ 
ing,  25  persons;  11th  floor,  metal  stampings,  20  persons; 
12th  floor,  manufacturing  buttons,  40  persons ;  and 

Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  to  store  and  use  100  gallons  of  paint,  lacquer  and 
thinner  in  a  cabinet  on  the  5th  floor  and  200  gallons  of  paint 
lacquer  and  thinner  in  a  storage  room  on  the  7th  floor ;  that 
the  nitro-cellulose  referred  to  in  the  order,  is  stored  and 
used  on  the  12th  floor  of  the  same  building;  that  there  are 
no  connections  between  floors,  except  the  enclosed  fire  stairs 
and  elevator  shafts;  that  not  over  60  gallons  of  lacquer,  60 
gallons  of  thinner  and  20  gallons  of  paint  are  used  each 
day  on  the  5th  and  7th  floors  and  the  quantities  requested 
are  necessary  for  continuous  processes  during  the  working 
day ;  that  the  deliveries  are  neither  regular  or  dependable 
and  a  lack  of  these  materials  during  the  working  day,  would 
interrupt  processes  and  cause  temporary  layoff  of  labor. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  34949-LC,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
amount  of  paint  stored  shall  not  exceed  100  gallons  of  paint, 
lacquer  and  thinner  in  an  approved  cabinet  on  the  fifth  floor 
and  200  gallons  of  paint,  lacquer  and  thinner  on  the  7th 
floor  in  a  storage  room  duly  approved  by  the  Department 
of  Housing  and  Buildings  as  to  arrangement  and  construc¬ 
tion  ;  that  this  variance  shall  continue  only  so  long  as  the 
conditions  are  maintained  substantially  as  proposed ;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto,  other 
than  as  modified  by  the  Board  under  Cal.  293-35-A. 


532-43-A 

APPLICANT — Paramount  Pictures  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
re  Handling,  transportation,  storage  and  delivery  of 
Motion  Picture  Film,  in  other  than  Metal  Con¬ 
tainers  (containers  not  in  conformity  with  Admin¬ 
istrative  Code  requirements). 

PREMISES  AFFECTED— 331-337  West  44th  street,  north 
side,  400  ft.  west  of  Eighth  avenue  (Block  1035, 
Lot  13),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Benjamin  Fincke  and  G.  Knox 
Haddon. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (532-43-A) 

^Vhereas,  Paramount  Pictures  Inc.  filed  on  November  4, 
1943  an  appeal  from  an  order  of  the  fire  commissioner 
affecting  premises  331-337  West  44th  street,  north  side,  400 
ft.  west  of  Eighth  avenue  (Block  1035,  Lot  13),  Borough 
of  Manhattan,  relating  to  the  use  of  containers  other  than 


the  approved  type  for  handling,  storage,  transportation  and 
delivery  of  motion  picture  films ;  and 
Whereas,  Order  36124-LC  issued  by  the  fire  commis¬ 
sioner  October  6,  1943  reads : 

“A  recent  inspection  of  your  premises  indicates  that 
the  following  must  be  done  otherwise  permit  149308 
which  is  dated  to  expire  July  22nd,  1944  will  be  revoked: 

1.  Discontinue  storing,  etc.  of  film  in  containers  other 
than  metal.  Sec.  09-118. l.d.” 

and 

Whereas,  the  applicant  contends  that  the  Administra¬ 
tive  Code  requires  “closed  containers”  for  the  handling, 
storage,  transportation  or  delivery  of  film;  that  “closed 
containers”  as  defined  in  the  Code  generally  means  a  metal 
container;  that  the  War  Production  Board  restricts  the 
manufacture  of  containers  made  of  metal ;  that  the  avail¬ 
able  supply  of  metal  cans  has  been  so  greatly  reduced,  that 
the  applicant  is  without  a  sufficient  supply  for  its  needs; 
that  it  is  proposed  during  the  war  emergency  and  for  six 
months  thereafter,  that  containers  of  chipboard,  cardboard, 
fibreboard  or  other  substances  be  permitted;  that  containers 
made  of  these  substances  and  to  conform  to  such  specifica¬ 
tions  as  the  Board  may  lay  down,  will  not  diminish  the 
effectiveness  of  the  safety  precautions  provided  by  the  Code, 
but  will  in  fact  afford  a  maximum  amount  of  safety  in  the 
handling  of  film ;  that  fire  tests  have  been  conducted  by  the 
Eastman  Kodak  Company,  which  tests  evidenced  that  con¬ 
tainers  made  from  the  type  of  material  suggested  herein, 
are  safer  than  the  metal  container;  that  the  Interstate 
Commerce  Commission  has  amended  its  regulations  for 
shipping  containers,  by  permitting  and  approving  cardboard 
and  fibreboard  boxes;  that  the  National  Board  of  Fire 
Underwriters  has  approved  containers  as  suggested  herein; 
therefore,  the  applicant  requests  a  variance  for  the  duration 
of  the  period  in  which  war  regulations  restrict  the  manu¬ 
facture,  sale,  delivery,  purchase  and  use  of  metal  containers, 
and  for  a  transitional  period  of  six  months  thereafter,  after 
which  the  applicant  will  resume  the  exclusive  use  of  metal 
containers. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  36124-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  fiber 
containers  used  shall  be  of  the  type  as  permitted  by  the 
Board  under  Cal.  508-43-A,  and  for  the  same  conditions  of 
use  and  for  the  same  term  as  permitted  thereunder. 


533-43-A 

APPLICANT — Columbia  Pictures  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
re  Handling,  storage,  transportation  and  delivery  of 
Motion  Picture  Film  in  other  than  Metal  Con¬ 
tainers  (containers  not  in  conformity  with  Admin¬ 
istrative  Code  requirements). 

PREMISES  AFFECTED — 729  Seventh  avenue,  southeast 
corner  of  West  49th  street  (Block  1001,  Lot  61), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (533-43-A) 

Whereas,  Columbia  Pictures  Corporation,  filed  on  Novem¬ 
ber  4,  1943  an  appeal  from  an  order  of  the  fire  commissioner 
affecting  premises  729  Seventh  avenue,  southeast  corner  of 
West  49th  street  (Block  1001,  Lot  61),  Borough  of  Man¬ 
hattan,  for  permission  to  use  temporarily  containers  not  of 
an  approved  type  for  the  handling,  storaging,  transportation 
and  delivery  of  motion  picture  film;  and 
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Whereas,  Order  36122-LC  issued  by  the  fire  commissioner 
October  6,  1943,  reads : 

“A  recent  inspection  of  your  premises  indicates  that 
the  following  must  be  done,  otherwise  permit  125555 
which  is  dated  to  expire  February  9th,  1944  will  be 
revoked : 

1.  Discontinue  storing  film  in  any  container  other 
than  metal.  Sec.  09-1 18.d.” 
and 

Whereas,  when  this  appeal  was  called  for  hearing,  no  ap¬ 
pearance  was  made  on  behalf  of  the  applicant,  although  duly 
notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


605-43-A 

APPLICANT — Emanuel  A.  M.  E.  Church,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 37-41  West  119th  street,  north 
side,  75  ft.  east  of  Lenox  avenue  (Block  1718,  Lot 
24),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Richard  E.  Carey  and  Rev.  A.  C. 
Lester  Clark. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (605-43-A) 

Whereas,  Emanuel  A.  M.  E.  Church,  owner,  filed  Decem¬ 
ber  14,  1943,  an  appeal  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  37-41  West  119th  street,  north 
side,  75  ft.  east  of  Lenox  avenue  (Block  1718,  Lot  24),  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  1,  1943,  reads: 

“In  reply  to  your  request  to  maintain  a  nursery  for 
50  children  on  the  first  story  of  the  above  premises  with¬ 
out  an  interior  fire  alarm  system,  you  are  advised  as 
follows : 

As  you  propose  to  maintain  more  than  30  children  in 
the  nursery,  the  alarm  system  is  required  by  the  Rules 
of  the  Board  of  Standards  and  Appeals,  therefore  your 
request  must  be  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  and  basement  (approximately  45  ft.)  in  height;  58  ft. 
by  93  ft.  11  in.  in  area;  of  Class  3  construction;  located  in 
a  residence  use,  B  district;  erected  in  1903,  and  used  and 
occupied  as  follows :  cellar,  boiler  room,  1  person ;  basement, 
meeting  room,  dining  room  and  kitchen,  700  persons ;  1st 
floor,  church,  900  persons,  and  proposed  to  be  used  and  occu¬ 
pied  as  follows :  cellar,  same ;  basement,  meeting  room,  din¬ 
ing  room,  kitchen  and  day  nursery  for  50  children,  total  700 
persons  1st  floor,  church,  900  persons;  and 

Whereas,  the  applicant  contends  among  the  congregation 
of  the  church,  there  are  a  number  of  mothers,  with  infant 
children,  who  are  engaged  in  war  work  and  the  church  has 
undertaken  to  operate  a  nursery  for  the  care  of  these  chil¬ 
dren  ;  that  the  Health  Department  has  approved  the  use  of 
the  building  for  day  nursery  for  26  children  and  it  is  pro¬ 
posed  to  increase  this  occupancy  to  50  children ;  that  the 
Fire  Department  will  not  permit  the  increase  in  occupancy 
without  the  installation  of  an  interior  fire  alarm  system;  that 
the  auditorium  is  equipped  with  fire  extinguishers  and  ade¬ 
quate  exits ;  that  the  proposed  nursery  for  the  care  of  50 
children  has  been  tentatively  approved  by  the  Department 
of  Health,  The  Committee  for  Care  of  War  Time  Children, 
The  Harlem  Center  of  Social  and  Welfare  Agencies  and 


the  Child  Hygiene  Department ;  that  the  nursery  is  badly 
needed  and  it  is  requested  that  the  Board  grant  permission 
to  operate  the  nursery  for  50  children  without  the  installa¬ 
tion  of  the  required  interior  alarm  system;  that  fire  drills 
will  be  conducted  by  means  of  a  hand  operated  bell ;  that  the 
children  will  be  under  the  care  of  not  less  than  two  adult 
supervisors  at  all  times;  that  in  addition  to  the  exits  located 
at  the  front  of  the  building,  egress  can  be  had  directly  from 
rear  of  the  basement  story,  by  two  doors  swinging  outwardly 
to  the  side  yard  with  direct  egress  to  the  street  through 
these  side  yards,  which  are  6  ft.  wide. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
December  1,  1943,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted,  so  long  as  conditions  are 
maintained  substantially  as  proposed;  that  fire  drills  shall 
be  held  at  least  twice  a  month  under  responsible  supervisors ; 
that  the  building  shall  not  be  increased  in  height  and  area; 
that  the  exits  shown  on  plan  marked  “Received  January  14, 
1944,”  shall  be  maintained  and  all  doors  leading  thereto  shall 
swing  outwardly;  that  the  ceiling  in  the  cellar  in  the  room 
where  heater  is  maintained,  shall  be  fire-retarded  and  the 
door  leading  thereto  shall  be  fireproof,  self-closing;  that  in 
the.  kitchen  in  basement  there  shall  be  not  less  than  one 
sprinkler  head  installed  in  the  ceiling,  which  may  be  fed  from 
the  domestic  water  supply. 


623-43-A 

APPLICANT — Alexander  D.  Crossett,  for  Defense  Plant 
Corporation,  owner  (Ranger  Aircraft  Engines, 
Agent). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 184-10  Jamaica  avenue,  south 
side,  429.7  ft.  east  of  183rd  street  (Block  10352,  Lot 
71),  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative .  0 

THE  RESOLUTION  (623-43-A) 

Whereas,  Alexander  D.  Crossett,  for  Defense  Plant  Cor¬ 
poration,  owner  (Ranger  Aircraft  Engines,  Agent),  filed  on 
December  22,  1943,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  184-10  Jamaica  avenue, 
south  side,  429.7  ft.  east  of  183rd  street  (Block  10352,  Lot 
71),  Hollis,  Borough  of  Queens;  and 

Whereas,  when  this  case  was  called  for  hearing,  no  ap¬ 
pearance  was  made  on  behalf  of  the  applicant,  although  duly 
notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


3-44-A 

APPLICANT — Henry  Woermann,  for  Charles  Pfizer  and 
Company,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 632-650  Flushing  avenue,  south¬ 
west  corner  of  Tompkins  avenue  (Block  1720,  Lot 
32),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Henry  Woermann  and  A.  G.  D’An- 
tonio. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (3-44-A) 

Whereas,  Henry  Woermann,  for  Charles  Pfizer  and  Co., 
Inc.,  owner,  filed  January  4,  1944  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  632-650 
Flushing  avenue,  southwest  corner  of  Tompkins  avenue 
(Block  1720,  Lot  32),  Borough  of  Brooklyn;  and 
Whereas,  the  decison  of  the  borough  superintendent,  dated 
January  3,  1944,  on  Alt.  Applic.  3584-43,  reads: 

“1.  Two  fireproof  exits  leading  direct  to  street  are 
req’d  as  per  270  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  (52  ft.  6  in.)  in  height,  225  ft.  by  100  ft.  in  area,  of 
Class  1  construction,  erected  in  1940,  located  in  an  unre- 
structed  use,  B  area  district  and  used  and  occupied  as  fol¬ 
lows :  1st  floor,  service  and  garage,  50  persons;  2nd  floor, 
storage  of  granular  citric  and  tartaric  acids  and  lunchroom, 
75  persons ;  3rd  floor,  storage  of  granular  citric  and  tartaric 
acids,  15  persons ;  4th  floor,  storage  and  packing  of  granular 
citric  and  tartaric  acids,  40  persons ;  and  proposed  to  be  used 
and  occupied:  1st  to  4th  floors,  without  change;  penthouse, 
office  and  laboratory,  26  persons ;  that  the  building  is  equip¬ 
ped  with  a  one  source  sprinkler  system,  a  standpipe  system, 
two  interior  stairs  3  ft.  8  in.  wide,  of  iron  construction,  en¬ 
closed  in  6-inch  terra  cotta  blocks  with  cement  plaster  and 
equipped  with  self-closing  fireproof  doors ;  that  these  stair¬ 
ways  lead  from  roof  bulkhead  directly  to  the  street;  that 
Certificate  of  Occupancy  100153  issued  February  24,  1941,  on 
completion  of  N.  B.  Applic.  1856-40,  classifies  the  building 
as  fireproof  construction  with  an  occupancy  classification  of 
storage,  etc.,  and  permits  the  present  use  and  occupancy ;  and 
Whereas,  it  is  proposed  to  erect  a  penthouse  addition  on 
the  roof  of  the  building  in  question,  to  house  facilities  for  the 
complete  chemical  and  biological  evaluation  of  Penicillin;  and 
Whereas,  the  applicant  contends  that  this  appeal  is  for 
the  omission  of  the  enclosed  passage  to  the  stair  exit  at  the 
east  side  of  the  building,  as  required  by  Section  270  of  the 
Labor  Law ;  that  the  approval  of  this  appeal  by  the  Board 
will  permit  the  complete  construction  necessary  in  a  minimum 
period  of  time,  thereby  facilitating  the  Penicillin  program, 
the  entire  production  of  which  is  alloacted  by  the  W.  P.  B. 
for  use  of  the  Army  and  Navy;  that  the  building  is  rein¬ 
forced  concrete  construction  and  the  existing  stairs  and  stair 
enclosures  are  in  accordance  with  the  Labor  Law  and  the 
Building  Code;  that  all  floors  from  the  1st  to  the  4th  floors 
inclusive  are  provided  with  an  approved  sprinkler  system ; 
that  the  proposed  exits  from  the  new  penthouse  consist  of  a 
stair  at  Flushing  avenue  side,  connecting  to  the  stairhall  of 
the  new  penthouse  and  a  stair  at  the  Tompkins  avenue  side 
to  the  roof  of  the  existing  four-story  building;  that  the 
distance  from  the  roof  stair  hall  of  this  stair  to  the  new  pent¬ 
house  exit  door  is  about  70  ft. ;  that  it  is  proposed  to  omit 
the  enclosure  for  the  passage  of  this  exit,  for  the  reasons 
that  the  roof  is  of  concrete  construction,  the  sprinkler  system 
is  under  the  roof  slab,  the  penthouse  sets  backs  20  ft.  from 
the  existing  four-story  building  walls,  thus  providing  free 
access  from  all  sides  on  the  existing  roof ;  that  the  construc¬ 
tion  of  the  passageway  would  require  critical  materials ;  that 
the  maximum  occupancy  of  employees  in  the  penthouse  will 
be  26  persons. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  viake  a  variation  in  the  requirements  of  the  labor  law 
as  cited  in  a  decision  of  the  borough  superintendent,  acting 
on  Alt.  Applic.  3584-43,  objection  1,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  construction 
shall  be  as  proposed  and  as  indicated  on  plans  filed  herewith 
marked  “Received  January  4,  1944”;  except  that  there  shall 
be  doors  opening  to  the  roof  both  on  the  south  and  north  sides 
and  also  that  there  shall  be  constructed  a  door  opening  to  the 
roof  from  the  northerly  enclosed  stairway ;  that  the  penthouse 
shall  not  be  increased  in  height  or  area  and  shall  be  occupied 


only  as  proposed,  as  an  office  and  laboratory  without  factory 
work;  that  as  soon  as  materials  are  available,  the  sprinkler 
system  shall  be  extended  to  include  protection  for  this  pent¬ 
house;  that  in  the  event  the  owner  desires  to  include  open¬ 
ings  in  the  wall  to  the  west,  windows  or  louvered  may  be 
permitted. 


24-44-A 

APPLICANT— Pressed  and  Welded  Steel  Products  Co., 
Inc.,  lessee,  for  Dogard  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 38-62  12th  street,  west  side,  200 
ft.  north  of  40th  avenue  and  38-61  11th  street  (Block 
473,  Lot  559),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  W.  E.  Haskin  and  C.  R.  Thomas. 
For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (24-44-A) 

Whereas,  Pressed  and  Welded  Steel  Products  Co.,  Inc., 
lessee,  for  Dogard  Realty  Corporation,  owner,  filed  January 
7,  1944,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  38-62  12th  street,  west  side,  200  ft.  north 
of  40th  avenue  and  38-61  11th  street  (Block  473,  Lot  559), 
Long  Island  City,  Borough  of  Queens ;  and 
Whereas,  Order  95863-LC  issued  by  the  fire  commis¬ 
sioner,  dated  October  27,  1943,  and  repeated  in  a  decision  of 
the  fire  commissioner,  dated  December  10,  1943,  reads : 

“6.  Discontinue  the  maintenance  of  any  open  flames 
within  floor  area  where  spray  coating  is  carried  on,  or 
separate  said  open  flames  or  sparking  device  by  parti¬ 
tions  constructed  of  fireproof  or  fire  resisting  material. 
Rule  6.1.8,  Spray  Rules.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (17  ft.  5  in.)  in  height,  75  ft.  by  71  ft.  6  in.  in  area, 
of  Class  3  construction,  erected  in  1919,  located  in  an  unre¬ 
stricted  use  district  and  used  for  the  manufacture  and  fabrica¬ 
tion  of  sheet  metal  products,  120  persons,  and  that  the  build¬ 
ing  is  equipped  with  a  one-source  sprinkler  system ;  and 
Whereas,  the  applicant  contends  that  the  spray  room  in 
which  the  open  flames  exist,  is  not  a  storage  or  mixing  room ; 
that  the  spray  room  is  of  considerable  area,  well  ventilated 
by  windows,  doors  and  skylights  and  contains  three  spray 
booths  and  three  gas-fired  ovens  in  which  the  open  flame 
exists ;  that  these  ovens  are  of  standard  construction  and  two 
are  of  the  indirect  type,  while  the  third  is  of  the  direct  re¬ 
circulating  heating  type;  that  the  ovens  are  loaded  either  by 
hanging  the  sprayed  work  in  the  ovens  piece  by  piece,  directly 
from  the  spray  booth  or  the  work  is  first  arranged  on  por¬ 
table  trucks  which  are  then  pushed  into  the  ovens;  that  the 
erection  of  a  partition  to  separate  the  ovens  from  the  spray 
booths  would  interfere  with  the  movement  of  trucks  in  and 
out  of  the  ovens  and  would  seriously  retard  production ;  that 
the  Fire  Department  will  accept  metal  ducts  enclosing  the 
open  end  of  the  fire  box  of  the  ovens,  such  ducts  to  lead  to 
another  room ;  that  it  is  impracticable  to  install  the  ducts  in 
compliance  with  the  order,  due  to  the  lack  of  space;  that  it 
is  proposed  the  open  flame  be  enclosed  with  wire  gauze  and 
a  substantial  steel  housing  be  manufactured  by  the  applicant 
to  enclose  the  open  end  of  the  fire  box  and  to  be  equipped 
with  a  self-closing  door  to  permit  lighting  of  the  pilot;  that 
a  similar  arrangement  has  been  used  in  the  manufacture  of 
gas-fired  garage  heaters  by  the  applicant  and  has  been  ap¬ 
proved  by  the  fire  underwriters ;  that  the  open  flame  is  17  ft. 
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from  the  nearest  spray  both  and  constitutes  no  greater  hazard 
than  spark  producing  electrical  equipment  permitted  to  be 
installed  10  ft.  from  the  spray  booth;  that  the  exhaust  fans 
are  working  continually  throughout  all  spraying  operations 
and  are  sufficient  to  change  the  air  in  the  working  area  fre¬ 
quently;  that  these  conditions  have  existed  for  20  years 
without  mishap ;  that  the  company  is  engaged  in  war  pro¬ 
duction  and  any  disarrangement  of  facilities  at  this  time 
would  seriously  interfere  with  such  production. 

Resolved ,  that  Order  95863-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  as  to  objection  6,  on  condition  that  the 
gas-fired  ovens  shall  be  of  the  Generich  type  and  shall  be 
maintained  substantially  as  proposed,  to  the  satisfaction  of 
the  fire  commissioner;  that  the  spray  booths  shall  comply 
with  the  requirements  of  the  rules  of  the  Board  therefor; 
that  the  distance  betwen  the  gas-fired  ovens  or  any  other 
open  flames  and  the  spray  booths  shall  not  be  nearer  than 
stated;  that  the  ventilation  by  natural  and  artifical  means 
shall  be  maintained,  as  indicated  on  plan  filed  with  this  appeal 
and  as  proposed;  that  the  sprinkler  system  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner;  that  all 
other  items  of  the  fire  commissioner’s  order,  95863-LC  shall 
be  complied  with;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto  other  than  as  modified  by  the 
Board  under  Cal.  203-30-S. 


MATERIAL  SUBMITTED  FOR  APPROVAL 

637-41-SM 

APPLICANT — The  Parrafine  Companies,  Inc.,  owner. 

SUBJECT— Pabco  Mastipave  (Asphalt  Mastic  Floor  Sur¬ 
facing),  approval  of. 

APPEARANCES— 

For  Applicant :  Joseph  W.  Ashman  and  David  H. 
Chich. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (637-41-SM) 

Whereas,  The  Parrafine  Companies,  Inc.,  owner,  filed  on 
July  9,  1941,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  Pabco  Masti¬ 
pave  (Asphalt  Mastic  Floor  Surfacing)  ;  and 
Whereas,  this* material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

December  29,  1943. 

Re:  Cal.  637-41-SM 

Subject:  Pabco  Mastipave  (Asphalt  Mastic  Floor  Sur¬ 
facing),  approval  of. 

The  Paraffine  Companies,  Inc.  of  Somerville,  New 
Jersey,  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  their  product,  known  as 
Pabco  Mastipave  Asphalt  Mastic  Floor  Surfacing,  pur¬ 
suant  to  Section  C26-191.0  and  as  required  by  section 
C26-178.0  (b)  of  the  Administrative  Building  Code  for 
use  as  a  floor  surfacing  material  in  buildings  erected  in 
the  City  of  New  York. 

Pabco  Mastipave  is  manufactured  in  25  sq.  yd.  rolls, 
3  ft.  in  width,  each  weighing  between  100  and  125  lbs. 
and  in  9  in.  x  9  in.,  9  in.  x  18  in.,  12  in.  x  12  in.  and 
18  in.  x  18  in.  and  cut  tiles  as  follows :  plain  gloss  red 


Mastipave,  plain  gloss  green  Mastipave,  plain  gloss 
brown  Mastipave  plain  gloss  black  Mastipave  in  25  sq. 
yrd.  rolls  and  9  in.  x  9  in.,  12  in.  x  12  in,  9  in  x  18  in. 
and  18  in.  x  18  in.  cut  tiles;  red  Jaspe  Mastipave,  green 
Jaspe  Mastipave,  and  brown  Jaspe  Mastipave  in  9  in.  x  9 
in.  and  12  in.  x  12  in.  cut  tiles. 

The  material  is  manufactured  from  a  felt  base  made 
from  carefully  selected  and  graded  rags  and  wood  pulp. 
After  the  sheet  is  formed  it  is  thoroughly  saturated 
with  a  refined  asphalt  which  fills  the  sheets  and  drives 
out  moisture.  Bituminous  backing  is  applied  to  the  satu¬ 
rated  felt  base  to  seal  the  back  of  the  felt  preventing 
penetration  of  air  and  moisture  and  to  provide  a  base  to 
which  Mastipave  cement  will  bond  during  application  to 
a  sub-floor.  The  bituminous  backing  also  aids  rigidity 
and  strength  of  the  material.  The  facing  is  applied  to 
the  felt  base  and  consists  of  a  binder  made  from  selected 
and  tested  bituminous  materials  to  which  pigments  are 
added  according  to  the  color  desired  and  fluxing  to¬ 
gether  the  binder  and  the  pigment.  The  Mastipave  is 
then  stored  in  a  warehouse  for  curing  for  periods  rang¬ 
ing  from  8  to  12  weeks. 

A  quantitative  determination  is  made  on  a  specially  de¬ 
signed  machine  to  measure  the  toughness  factor  of  the 
facing.  This  machine  consists  of  a  pin  plunger  that  pene¬ 
trates  the  facing.  The  time  required  for  the  pin  to  travel 
through  a  given  distance  under  a  definite  driving  force 
is  obtained.  Such  a  quantitative  determination  and  ex¬ 
amination  of  each  given  batch  is  made  by  inspectors 
skilled  in  ascertaining  when  the  correct  cure  and  tough¬ 
ness  have  been  reached.  Only  after  the  approval  of  such 
inspectors  is  each  run  released  for  shipment.  Wear 
determinations  are  made  by  placing  Mastipave  samples 
on  floors  in  centralized  locations  of  the  manufacturer’s 
plant  where  a  thousand  employees  will  walk  over  them 
at  least  twice  each  day.  This  test  is  not  made  on  each 
production  batch  but  is  employed  periodically  as  a  check 
on  resistance  to  traffic  wear.  Each  roll  of  Mastipave 
during  the  process  of  wrapping  is  carefully  inspected  to 
determine  that  only  material  possessing  no  defects  as  to 
improper  cure  and  manufacture  is  shipped. 

Manufacturer’s  specifications  provide  that  Mastipave 
be  cemented  to  the  floor  by  a  bituminous  cement  com¬ 
posed  of  not  more  than  60%  refined  asphalt  6T/2  %  vege¬ 
table  oil  and  thinned  with  commercial  solvents  derived 
from  the  coal  tar  distillation  and  that  the  subfloor  shall 
be  in  a  smooth,  clean  and  satisfactory  dry  condition  be¬ 
fore  application. 


TESTS 

The  applicant  has  filed  a  copy  of  Report  No. 
SE 159024-5-6  dated  August  30,  1940  of  tests  made  by 
Smith,  Emery  and  Company,  San  Francisco,  Cal.,  which 
indicates  test  results  as  follows : 

Abrasion  Test 


Speed  of  Drum — 22  revolutions  per  min. 
Charge — 40  pounds  abrasive  (flint)  sand. 


Wear  Sample 
No.  1 
2 

3 

4 


Pabco  Mastipave 
.0041" 

.004" 

.0032" 

.0045" 


Indentation  Tests 

These  tests  were  made  by  applying  a  load  of  80  lbs. 
for  60  seconds  through  a  0.282"  steel  diameter  bar  to 
surface  of  specimens,  then  measuring  identation  imme¬ 
diately  after  release  of  load  and  one  hour  after  release 
of  load.  Samples  were  maintained  for  12  hours  at  48 
deg.  F.  at  110  deg.  F.  and  at  room  temperature  (approxi¬ 
mately  70  deg.  F.). 
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Orig. 

Indent. 

immediately 

after 

Indent. 

1  hour 
after 

Dimen. 

release  of 

release  of 

in  inches 

load 

load 

Test  No.  1 

At  room  temp. 

.0879" 

.0123" 

.0072" 

Test  No.  2 

At  48°  F.  for 

12  hrs. 

.0823" 

.0124" 

.0095" 

Test  No.  3 

At  110°  F.  for 

12  hrs. 

.0849" 

.0095" 

.0053" 

Spot  Tests 

Comparative  spot  tests  were  made  using  several  ma¬ 
terials  and  applying  them  both  to  the  fresh  and  worn 
surfaces  of  Pabco  Mastipave. 

Test  #1.  Potassium  Hydroxide  Solution  showed  slight 
effect.  On  worn  surfaces  the  solution  spread 
more  than  on  fresh  surfaces  and  action  was 
more  marked. 

Test  #2.  Ink  was  absorbed  more  on  worn  surfaces. 
Test  # 3 .  Hydrochloric  acid  tests  showed  slight  reac¬ 
tion. 

Test  #4.  Sanicolor  action  was  very  slight. 

Test  #5.  Iodine  action  was  positive  on  all  samples. 


In  conducting  these  tests  spots  were  allowed  to  re¬ 
main  on  samples  30  minutes  and  then  rubbed  off. 


Pliability  Tests 

Duplicate  tests  were  made  by  bending  samples  on  steel 
mandrels  and  working  down  to  smaller  size  mandrels 
until  the  enamel  surface  cracked  or  the  felt  fiber  broke. 
Standard  two  by  eight  inch  strips  cut  longitudinally  and 
transversely  from  Pabco  Mastipave  roll  were  used  in 
tests  with  the  followings  results : 

- - Mastipave - 

Mandrell  Longitudinally  Transversely 


Test  #1 

Test  #2 

Test  #  1 

Test  #2 

3" 

O.K. 

O.K. 

O.K. 

O.K. 

2  A" 

O.K. 

O.K. 

O.K. 

O.K. 

2" 

O.K. 

O.K. 

Failed 

Failed 

1" 

O.K. 

O.K. 

3  /  " 

74 

Failed 

Failed 

Shatter  Test 


A  shatter  test  was  devised  to  indicate  the  probable 
effect  of  falling  objects  on  Mastipave.  This  was  estab¬ 
lished  by  cementing  samples  to  concrete  blocks  and 
dropping  a  1.58  and  2.73  pound  steel  ball  on  center  of 
specimen  with  the  following  results : 


1.58  lb.  2.73  lb. 

steel  ball  steel  ball 

Dimensions  4lA"x4IA"  4lA"x4  y2" 

Thickness  0.078"  0.087" 

Result  at  2  ft.  dent  dent 


The  result  of  this  test  indicates  that  no  failure  except 
denting  would  occur  on  the  Pabco  Mastipave. 

The  Committee  on  Tests  inspected  several  installations 
of  Mastipave  floor  surfacing  as  follows : 

Manhattan  Rubber  Compan*y,  Passaic,  New  Jersey, 
installed  in  1936. 

Montgomery  Ward,  85  Varick  St.,  N.  Y.  C.,  installed 
in  1937. 

Prudential  Insurance  Co.,  Newark,  N.  J.,  installed  in 
1937. 

The  applicant  has  also  filed  a  copy  of  Report  of  Test 
No.  TG3610-212,  F.  R.  481  made  by  the  Bureau  of 
Standards  of  the  Department  of  Commerce,  samples  of 
Mastipave  submitted  by  the  Bureau  of  Navigation  and 
Steamboat  Inspection.  The  specimen  consisted  of  a 
sample  of  Mastipave  mounted  on  a  board  over  saturated 
felt  and  was  submitted  to  the  following  tests : 


1.  Candle  Flame  Ignition— In  this  test,  the  specimen 
was  removed  from  the  felt  and  board  and  supported 
vertically  with  edge  down  and  the  yellow  flame  of  a 

in.  Bunsen  burner  was  adjusted  to  a  height  of  1 A  in* 
and  applied  to  the  edge  for  periods  of  5,  10,  and  15 
seconds.  The  specimen  ignited,  but  the  flaming  continued 
for  one  minute  or  more  only  after  the  15-second  ex¬ 
posure. 

2.  Five  lighted  safety  matches  were  laid  on  the  surface 
of  the  specimen.  No  ignitions  were  obtained. 

3.  Loss  on  Ignition — Mastipave  floor  covering  is  of 
the  type  known  as  “felt-base”  consisting  of  a  heavy  or¬ 
ganic  felt  impregnated  with  an  asphaltic  saturant  and 
coated  on  each  surface  with  a  suitable  coating.  The 
maroon  sample  submitted  contained  approximately  12% 
inorganic  matter,  determined  as  ash.  No  further  exam¬ 
ination  was  made  of  these  samples. 

Asphalt  tile  consists  of  an  organic  binder  of  asphaltic 
or  resinous  type  or  a  mixture  of  these ;  asbestos,  cotton 
or  wool  fibers,  or  a  mixture  of  these ;  and  inert  materials 
as  fillers  or  pigments ;  formed  under  pressure  while  hot. 
A  number  of  samples  examined  in  the  past  contained 
approximately  60%  inorganic  matter  determined  as  ash. 

Mastipave  is  quite  similar  to  smooth-surfaced  asphalt- 
prepared  roofing  in  general  make-up,  since  both  are  pre¬ 
pared  from  heavy  felts  impregnated  with  asphaltic 
saturants. 

Conclusions— While  the  ignition  test  applied  with  the 
small  Bunsen  burner  flame  indicate  that  the  material, 
as  judged  by  the  results  of  this  test,  is  no  more 
flammable  than  linoleum  and  cork  and  rubber  tile,  al¬ 
though  more  flammable  than  asphalt  tile,  it  does  contain 
a  much  higher  percentage  of  combustible  materials  than 
asphalt  and  rubber  tile.  In  these  latter,  inorganic  fillers 
constitute  60%  or  more  of  the  contents,  whereas  for  the 
present  material  the  amount  of  inorganic  material  was  in¬ 
dicated  to  be  only  about  12jA%.  While  linoleum  and  cork 
tile  have  a  high  percentage  of  combustible  materials, 
the  total  weight  for  a  given  thickness  is  probably  not 
as  high. 

The  applicant  has  also  filed  a  copy  of  General  Order 
C-1437  issued  May  25,  1937  by  the  Tenement  House 
Department  of  the  City  of  New  York  approving  Masti¬ 
pave  floor  covering  for  use  in  all  spaces  in  existing  class 
A  multiple  dwellings  where  the  rules  and  regulations  of 
the  Department  permit  the  use  of  linoleum,  rubber  floor 
covering,  rubber  tile,  cork  tile  or  asphalt  tile. 

RECOMMENDATION 

Based  on  the  foregoing  data  and  test  results,  the  Com¬ 
mittee  on  Tests  recommends  that  Pabco  Mastipave  floor 
surfacing  material  in  the  colors  and  sizes  herein  listed 
be  approved  for  use  in  New  York  City  pursuant  to 
Section  C26-191.0  of  the  Administrative  Building  Code 
as  required  by  Section  C26-178.0,b  of  the  Administrative 
Building  Code  for  use  in  New  York  City  as  a  wearing 
surface  under  C26-667.04a,  and  for  use  as  a  waterproof 
floor  surfacing  in  multiple  dwelling  toilet  rooms  and  in 
all  spaces  in  multiple  dwellings  where  the  use  of  linol¬ 
eum,  rubber  floor  covering,  rubber  tile,  cork  tile,  asphalt 
tile  or  similar  materials  are  permitted  or  required  by  the 
Building  Code  and  the  Multiple  Dwelling  Law  on  con¬ 
dition  that  each  roll  or  package  be  marked,  tagged  or 
labelled  “Approved  by  the  Board  of  Standards  and  Ap¬ 
peals  for  use  in  New  York  City  under  Cal.  No. 
637-41-SM”  and  on  further  condition  that  the  material 
be  installed  as  described  in  this  report. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V..  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 
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and 

Whereas,  this  report  recommended  the  approval  of  this 

material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Pabco  Mastipave 
(Asphalt  Mastic  Floor  Surfacing),  on  condition  that  the 
material  be  manufactured,  installed  and  labelled,  stamped  or 
tagged  in  accordance  with  above  report. 


Adjourned:  4:45  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  November  9,  1943,  as  they  appeared 
in  Bulletin  No.  46,  Vol.  28,  are  hereby  corrected  to  read 
as  follows : 

THE  RESOLUTION  (569-42-SA) 

Whereas,  the  Security  Fire  Door  Company,  owner,  filed 
on  July  15,  1942,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
the  Security  Fire  Door  Company,  Type  D,  Interlock;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests,  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

October  6,  1943. 

Cal.  569-42-SA. 

Subject:  Security  Fire  Door  Company’s 
Type  D  Interlock,  Approval  of. 

The  Security  Fire  Door  Company  of  St.  Louis,  Mo., 
filed  July  15,  1942,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Security 
Fire  Door  Company’s  Type  D  Interlock  under  the 
provisions  of  C26-178.0  and  C26-1 179.0  Administrative 
Building  Code. 

Construction  and  Operation 

The  Type  D  Interlock  (Fig.  1)  consists  mainly  of 
the  cast  iron  case  with  suitable  openings  for  conduit 
connections  and  hinged  or  pivoted  contact  level  mounted 
on  the  inside  of  the  case  to  which  is  fastened  the  con¬ 
tact  bar  assembly  on  the  one  side  and  the  contact  lever 
hook  on  the  other  side. 

An  insulating  block  with  two  contact  posts  is  fastened 
on  the  inside  of  the  case.  This  interlock  is  fastened  to 
the  one  guide  rail  or  vertical  sliding  door  and  is  so 
set  that  as  the  door  is  moved  to  the  closed  position, 
the  hooked  or  bent  end  of  the  door  latch  bar  engages 
the  contact  lever,  moving  this  lever  to  the  closed  posi¬ 
tion  so  that  the  contact  bar  engages  the  contact  posts 
closing  the  interlock  circuit. 

As  the  latch  bar  engages  the  contact  lever  and  closes 
it,  the  latch  bar  enters  the  side  of  the  interlock  case 
which  acts  as  a  latch  catch  so  that  while  this  latch  bar 
thus  engages  the  case,  the  door  is  held  in  the  locked 
position.  The  locking  of  the  door  takes  place  before  the 
latch  bar  has  moved  the  contact  lever  far  enough  to 
cause  the  contact  bar  to  close  the  interlock  circuit.  It 
is  to  be  noted  that  the  hooked  or  bent  end  of  the  latch 
bar  engages  the  contact  lever  hook  as  the  latch  bar 
starts  to  move  the  contact  lever  and  as  the  latch  en¬ 
ters  the  interlock  case.  As  the  latch  bar  is  retracted 
to  unlock  the  door,  the  hooked  end  of  the  latch  bar, 
which  has  engaged  the  contact  lever  hook,  definitely 
forces  the  contact  lever  to  move  with  the  latch  bar, 
breaking  the  contact  in  the  interlock  circuit  first  and 
as  the  latch  bar  continues  to  move  away  from  the 
interlock,  it  is  disengaged  from  the  interlock  case  so 
that  the  door  is  unlocked. 


The  interlock  is  provided  with  a  safety  stop  bar 
which  is  hung  on  the  side  of  the  interlock  case  and 
is  connected  to  the  case  by  means  of  a  hinged  link. 
This  safety  stop  bar  is  so  set  that  when  the  door  and 
interlock  are  open,  this  bar  is  in  a  retracted  position 
and  covers  an  opening  in  the  side  of  the  interlock 
case  through  which  an  extension  of  the  contact  lever 
passes  when  lever  is  operated  to  close  interlock  cir¬ 
cuit.  .  As  long  as  this  safety  stop  bar  is  in  the  retracted 
position,  the  extension  of  the  contact  lever  cannot  be 
moved  through  the  side  of  the  case  and  this  blocks  it 
in  the  open  position. 

Only  when  the  door  is  closed  and  the  chain  rod  arm 
of  the  door  moves  to  the  full  closed  position  is  the 
safety  stop  bar  moved  upward  and  forward,  clearing 
the  opening  in  the  side  of  the  interlock  case  through 
which  the  contact  lever  extension  may  pass. 

Thus  only  after  the  door  is  closed  can  the  latch  bar 
move  the  contact  lever  to  the  point  where  contact  is 
closed  in  the  interlock. 

TESTS 

Tests  on  the  D  Interlock  were  made  at  the  Under¬ 
writers  Laboratories,  Safety  Appliance  Report  No.  418, 
dated  March  22,  1943,  filed  with  this  application.  Tests 
on  the  interlock  having  a  rating  of  280  volts  were  per¬ 
formed  in  accordance  with  the  requirements  provided 
under  C26-1 179.0,  Administrative  Building  Code  as 
follows : 

Endurance  Test 
Current  Interrupting  Test 
Test  in  Moist  Atmosphere 
Test  Without  Lubricant 
Misalignment  Test 
Insulation  Test 
Force  and  Movement  Test 

The  manufacturer  has  also  furnished  a  statement  in 
accordance  with  C26-1 179.0.a,  wherein  he  certifies  that 
the  coefficient  of  thermal  expansion  of  the  part  com¬ 
prising  the  interlock  with  friction  at  temperature  from 
25  deg.  to  140  deg.  F. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  the  D  Interlock 
(Fig.  1)  manufactured  by  the  Security  Fire  Door 
Company  under  C26-191.0  as  meeting  the  requirements 
of  C26-1179.0.  for  use  under  Article  14  entitled  “Ele¬ 
vators”  Administrative  Building  Code,  provided  the 
interlock  is  manufactured  as  described  herein  and  that 
each  device  shall  bear  a  tag,  or  label  or  decalcomania 
reading  as  follows:  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  Citv  under 
Cal.  569-42-SA.” 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M.  BLUM,  _ 

Commissioner, 


and 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Security  Fire 
Door  Company,  Type  D,  Interlock,  on  condition  that  the 
appliance  be  manufactured,  installed,  and  labelled,  stamped 
or  tagged  in  accordance  with  the  above  report. 


*Correction — The  omission  of  two  paragraphs  of  the  re¬ 
port  of  the  Committee  on  Tests,  which  paragraphs  formerly 
constituted  lines  52  to  67  of  the  resolution. 
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PRIORITIES  FOR  FIRE  PROTECTION 
MATERIALS 

The  National  Fire  Protection  Association  in  its  “News 
Letter”  of  January,  1944,  states,  in  part: 

“The  situation  on  priorities  for  automatic  sprinklers 
and  related  fire  protection  equipment  is  still  confused. 
Despite  the  organization  of  the  Fire  Protection  Com¬ 
mittee  in  the  War  Production  Board  which  includes 
fire  protection  engineers  in  its  personnel,  there  appar¬ 
ently  still  remain  numerous  obstacles  to  the  securing 
of  proper  consideration  of  applications  for  the  installa¬ 
tion  of  automatic  sprinklers,  yard  hydrant  systems, 
etc.  Decentralization  of  the  operations  of  WPB  re¬ 
sults  in  routing  applications  for  fire  protection  equip¬ 
ment  to  regional  offices  where  they  may  be  acted  on  by 
men  who  are  not  familiar  with  the  fundamentals  of  fire 
protection.  Furthermore,  reports  continue  to  reach  us 
of  applications  for  the  installation  of  automatic  sprink¬ 
lers  being  denied  by  agencies  which  we  did  not  think 
had  any  jurisdiction,  such  as  the  War  Food  Administra¬ 
tion.  We  have  reason  to  believe  that  if  appeals  are 
pressed  repeatedly  and  with  sufficient  vigor,  they  will 
eventually  reach  the  Fire  Protection  Committee  where 
they  will  be  intelligently  considered.  We  urge  mem¬ 
bers  not  to  be  discouraged  by  rejections,  but  to  con¬ 
tinue  to  press  appeals,  for  we  believe,  that  any  reason¬ 
able  request  now  actually  reaching  tbe  Fire  Protection 
Committee  of  WPB  will  receive  favorable  considera¬ 
tion.” 

“We  took  this  matter  up  with  the  War  Production 
Board  and  received  the  following  letter  signed  by  Mr. 
Roy  W.  Johnson,  Director  of  the  Facilities  Bureau. 
We  suggest  that  members  observe  the  suggestions  in 
this  letter. — 

‘I  have  your  letter  of  November  23rd,  addressed 
to  Mr.  Donald  Nelson,  with  respect  to  the  position 
which  might  be  taken  by  state  fire  marshals  and 
other  public  fire  protection  authorities  on  requests 
for  priority  assistance  for  the  installation  of  equip¬ 
ment  which  they  consider  necessary  to  public  health 
and  safety  in  schools,  hospitals  and  places  of 
assembly. 

Your  letter  refers  specifically  to  the  question 
of  fire  escapes,  automatic  sprinklers,  extinguishing 
devices  of  various  kinds,  fire  alarm  systems,  struc¬ 
tural  alterations  to  correct  exit  deficiencies ;  new 
heating,  lighting  and  other  service  equipment  needed 
to  replace  existing  hazardous  equipment,  fire  doors, 
fire  windows,  special  ventilating  equipment  to  re¬ 
move  explosive  vapors  and  dusts,  etc.,  and  your 
inquiry  is  of  a  general  nature  intended  to  cover 
all  these  items.’ 

It  would  be  entirely  proper  and  would  be  welcomed 
by  the  Facilities  Bureau  if  state  fire  marshals  or  other 
public  fire  protection  authorities  should  submit  to  the 
Bureau  such  information  as  they  have  with  respect 
to  any  application  in  which  they  are  interested,  which 
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would  be  of  value  to  the  Bureau  in  arriving  at  its 
decisions,  and  I  believe  that  a  suggestion  to  this  effect 
to  the  proper  public  officials  would  be  of  great  help 
in  the  disposition  of  these  cases.  All  such  communica¬ 
tions  should  be  addressed  to  Mr.  Harlow  Lewis,  Room 
1112,  Railroad  Retirement  Building,  (Washington, 
D.  C.). 

You  will  be  interested  to  know  that  the  War  Pro¬ 
duction  Board  is  now  formulating  a  policy  looking  to 
the  relaxation  of  some  of  the  more  rigid  restrictions 
which  have  in  the  past  been  necessary  on  the  use  of 
such  equipment  as  you  refer  to.  One  of  the  first  relaxa¬ 
tions  will  be  made  in  the  interest  of  equipment  in¬ 
stalled  for  public  health  and  safety.  No  change  has 
yet  been  authorized  from  the  restrictions  now  in  effect 
but  I  believe  that  such  a  change  will  be  authorized  in 
the  near  future  and  that  it  will  tend  to  relieve  the 
situation  you  refer  to.” 

In  certain  cases,  a  letter  has  been  furnished  by  the 
Board  to  accompany  an  application  for  a  priority,  setting 
forth  the  necessity  for  the  material  in  question  for  the 
safety  and  protection  of  the  public.  In  these  cases, _  the 
application  has  been  approved  by  the  New  York  Regional 
Office  of  the  War  Production  Board  and  the  priority  has 
been  issued.  The  usual  filing  of  a  request  for  a  priority  has 
been  unsuccessful,  largely  because  the  need  for  it  has  not 
been  presented  forcefully.  In  cases  where  the  Board  has 
upheld  or  modified  an  order  of  the  Fire  Commissioner,  in¬ 
volving  critical  fire  protection  material,  a  letter  will  be 
furnished  upon  request,  to  be  made  part  of  the  application 
for  priority. 


DOCKET 

New  Cases  Filed  up  to  January  25,  1944 
Cal.  No.  Dept.  Premises  Affected 

48- 44-A — H.B.M.  28-32  West  3rd  street,  west  side,  22  ft. 
2  in.  north  of  Greene  street  and  219  Greene  street  (Block 
534,  Lot  22),  Borough  of  Manhattan,  Amendment  to 
B.N.  1743-43. 

49- 44-A — H.B.Q. — 127-01  Farmers  boulevard,  east  side, 
301.2  ft.  north  of  Merrick  boulevard  (Block  3392,  Lot 
70),  Springfield,  Borough  of  Queens  (Under  section  35, 
General  City  Law  re  bed  of  mapped  street — 130th  road), 
N.B.  293-43. 


50-44- A — F.D. — 500  8th  avenue,  east  side,  from  West 
35th  to  West  36th  streets  and  269  West  35th  street  (10th, 
11th  and  12th  floors);  (Block  785,  Lot  1),  Borough  of 
Manhattan,  20378-LF. 


51- 44-A — H.B.B. — 345  Clinton  avenue,  southeast  corner 
of  Lafayette  avenue  (Block  1944,  Lots  13,  15,  18  and  22), 
Borough  of  Brooklyn,  N.B.  147-42. 

52- 44-A — F.D. — 401-415  7th  avenue,  127-157  West  32nd 
street,  northeast  corner  and  128  West  33rd  street  (Block 
808,  Lot  1),  Borough  of  Manhattan,  Decision  re  36251-C. 

53- 44- A — F.D. — 840  Washington  avenue,  northwest  cor¬ 
ner  of  Lincoln  place  (Block  1176,  Lot  98),  Borough  of 
Brooklyn,  96207-LC. 

54- 44-A — H.B.M. — 10  East  49th  street,  south  side,  175 
ft.  east  of  5th  avenue  (Block  1284,  Lot  65),  Borough  of 
Manhattan,  Alt.  925-43. 


55- 44-BZ — H.B.B. — 1873-1883  Eastern  parkway,  west 
side,  57  ft.  north  of  Atlantic  avenue  (Block  1570,  Lots 
7,  8,  9  and  31),  Borough  of  Brooklyn,  Alt.  3504-43. 

56- 44-A — F.D. — 29-31  West  47th  street,  north  side,  455 
ft.  west  of  5th  avenue  (15th  floor);  (Block  1263,  Lot  18), 
Borough  of  Manhattan,  Decision. 

57- 44-A — F.D. — 3835  9th  avenue,  east  side,  from  West 
205th  to  West  206th  streets  (Block  2186,  Lot  1),  Bor¬ 
ough  of  Manhattan,  Decision. 

58- 44-SA — “All-Out”  Emergency  Fire  Extinguishing 
Unit  (4  lb.  Hand  Unit),  Appliance. 

59- 44-A — H.B.M. — 18  East  42nd  street,  south  side,  166  ft. 
east  of  5th  avenue  (Block  1276,  Lot  66),  Borough  of 
Manhattan,  Alt.  1194-43. 

60- 44-A — F.D. — 1680  Westchester  avenue,  southeast  cor¬ 
ner  of  Fteley  avenue  (Block  3748,  Lot  1),  Borough  of 
The  Bronx,  Decision  re  24215-LC. 


61- 44-A — H.B.Q. — 120-07  180th  street,  east  side,  44  ft.  4 
in.  south  of  120th  avenue  (Block  3192,  Lot  332),  St.  Al¬ 
bans,  Borough  of  Queens,  Alt.  312-43. 

62- 44-A — H.B.M. — 519  West  161st  street,  north  side,  300 
ft.  6  in.  west  of  Amsterdam  avenue  (Block  2120,  Lot 
50),  Borough  of  Manhattan,  Alt.  1190-43. 

63- 44-BZ — H.B.M. — 236-246  West  17th  street,  south  side, 
256  ft.  9  in.  east  of  8th  avenue  (Block  766,  Lot  65),  Bor¬ 
ough  of  Manhattan,  Alt.  1057-43. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q.— De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
P.D. — Fire  Department. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules. .July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Dec. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Dec. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Dec. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules . Dec. 


28,  1943 — Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  S2A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
IS,  1937— Vol.  22,  No.  24 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  S2A 

28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  IS 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925 — Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 
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Last  Publication  in  Bulletin 


Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Dec. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Jan. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .  Oct. 
Smoking  in  Factories,  Rules  for....  Dec. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  ..  Dec. 


28,  1943— Vol.  28,  No.  52A 

28.  1943— Vol.  28,  No.  52A 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


18,  1944— Vol.  29,  No.  3 

7,  1937— Vol.  22,  No.  36 
12,  1943— Vol.  28,  No.  41 

28,  1943— Vol.  28,  No.  52A 

29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


FEBRUARY  1,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  1,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

Zoning  Applications. 

7-44-BZ — Application,  January  5,  1944,  under  section  21 
of  the  zoning  resolution,  of  A.  Gordon  Lorimer,  Chief 
of  the  Bureau  of  Architecture,  Department  of  Public 
Works,  applicant,  on  behalf  of  City  of  New  York, 
owner,  to  permit  in  a  residence  use  “E”  and  “F”  area, 
and  also  one-half  times  and  one  times  height  district, 
the  erection  and  maintenance  of  a  building,  accessory  to 
a  hospital  group,  not  complying  with  the  one-half  times 
height,  “F”  area  setback  from  street  lines  and  “F”  area 
plot  coverage  and  floor  area  requirements  of  the  zoning 
resolution;  premises  161-25  Grand  Central  parkway, 
north  side,  from  161st  street  to  164th  street  (Block 
6858,  Lot  1),  Jamaica,  Borough  of  Queens. 

271-43-BZ — Application,  June  2,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Schrier  Trading  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  maintenance  of 
more  than  five  individual  garages.  (The  Board  previously 
denied  an  application  for  a  garage  for  more  than  five 
motor  vehicles  on  these  premises);  premises  11-17  (7-17 
displayed)  Schenectady  avenue  and  617-627  Herkimer 
street,  northeast  corner  (Block  1701,  Lot  1),  Borough  of 
Brooklyn. 

603-43-BZ — Application,  December  14,  1943,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Felix  Cancro,  owner,  to  permit  in 
a  business  use  district,  the  maintenance  of  an  illuminated 
business  sign  upon  an  existing  building;  this  sign  extends 
more  than  the  maximum  18  inches  permitted  by  the  zon¬ 
ing  resolution,  beyond  the  street  line;  premises  3710 
White  Plains  road,  east  side,  95  ft.  north  of  East  216th 
street  (Block  4664,  Lot  53),  Borough  of  The  Bronx. 

Appeal  from  Administrative  Decision 

45-44-A — 229-231  Madison  avenue  and  24  East  37th 
street,  southeast  corner  (Block  866,  Lot  58),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  1,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  1,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 


Appeals  from  Administrative  Decisions 

513-43-A — 2448  East  24th  street,  west  side,  275  ft.  north 
of  Avenue  Y  (Block  7422D,  Lot  422),  Borough  of  Brook¬ 
lyn. 

587-43-A — 165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 

553-43-A — 42-42  Vernon  boulevard,  northwest  corner  of 
43rd  (Harris)  avenue  (Block  484,  Lot  31),  Long  Island 
City,  Borough  of  Queens. 

29-44-A — 28-17  29th  street,  east  side,  140.97  ft.  south  of 
Newtown  avenue  (Block  594,  Lot  26),  Long  Island  City, 
Borough  of  Queens. 

439-43-A — 349  West  37th  street,  north  side,  150  ft.  east 
of  Ninth  avenue  (6th  floor);  (Block  761,  Lot  7),  Bor¬ 
ough  of  Manhattan. 

617-43-A — 406-408  Concord  avenue  and  750  East  144th 
(St.  Joseph)  street,  southeast  corner  (Basement  and  1st 
floor);  (Block  2574,  Lot  79),  Borough  of  The  Bronx. 

68- 44-A — 33-02  to  33-20  48th  avenue,  south  side,  from  33rd 
to  34th  streets  (Plant  A — Main  Building);  (Block  255, 
Lot  22),  Long  Island  City,  Borough  of  Queens. 

69- 44-A — Rear  of  33-02  to  33-20  48th  avenue,  south  side, 
from  33rd  to  34th  streets  (Plant  A — Kiln  building); 
(Block  255,  Lot  22),  Long  Island  City,  Borough  of 
Queens. 

70- 44-A — 33-02  to  33-20  48th  avenue,  east  side  of  33rd 
street,  60  ft.  south  of  48th  avenue  (Basement,  Plant 
A — Annex  Building);  (Block  255,  Lot  22),  Long  Island 
City,  Borough  of  Queens. 

71- 44-A — 41-10  Main  street,  west  side,  73  ft.  3%  in.  north 
of  41st  road  (2nd  floor);  (Block  5041,  Lot  33),  Flushing, 
Borough  of  Queens. 

72- 44-A — 469-475  Tenth  avenue  and  501-509  West  36th 
street,  northwest  corner  (Block  708,  Lot  31),  Borough  of 
Manhattan. 

40-44- A — 42  West  74th  street,  south  side,  225  ft.  east  of 
Columbus  avenue  (Block  1126,  Lot  55),  Borough  of 
Manhattan. 

Appliance  and  Material  for  Approval. 

450-43-SA — Hoke  Jewel  Torch. 

891-41-SM — Monarch  Bedpan  and  Urinal  Washer  and 
Sterilizer. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  8,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  8,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

593-41-BZ — Application  of  Max  Horn,  applicant,  on  be¬ 
half  of  Nameoke  Realty  Corporation,  owner,  reopened 
January  11,  1944  for  consideration  as  to  extension  of  per¬ 
mit  (same  having  expired  by  limitation) — re  Application 
previously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  business  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
for  a  term  of  two  years;  premises  1011-1019  Beach  19th 
street,  west  side,  97  ft.  north  of  Cornaga  avenue  (Block 
49,  Lots  50  and  55),  Far  Rockaway,  Borough  of  Queens. 
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222-43-BZ — Application,  May  11,  1943,  under  section  7 h 
of  the  zoning  resolution,  of  Arthur  Weiser,  applicant,  on 
behalf  of  Bijou  Realty  Corporation,  owner,  to  permit 
partly  in  a  residence  use  and  partly  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles;  premises  west  side  of 
Riverdale  avenue,  157-01  ft.  north  of  West  232nd  street 
(Block  3409  E,  Lot  374),  Borough  of  The  Bronx. 

147-37-BZ — Application  of  Nathan  A.  Goldenthal,  appli¬ 
cant,  on  behalf  of  Mildred  Klausecker,  owner,  reopened 
January  18,  1944,  for  consideration  as  to  extension  of 
permit — re  Application,  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles; 
premises  25-68  to  25-70  Steinway  street,  west  side,  275 
ft.  north  of  28th  avenue  (Block  654,  Lots  91  and  92), 
Long  Island  City,  Borough  of  Queens. 

517-43-BZ — Application,  October  28,  1943,  under  section 
7c  of  the  zoning  resolution,  of  I.  L.  Crausman,  appli¬ 
cant  ,on  behalf  of  St.  Ann’s  R.  C.  Church,  owner,  to 
permit  in  a  business  use  district,  the  parking  of  more 
than  five  motor  vehicles  upon  a  plot,  occupied  in  part, 
as  a  gasoline  service  station;  premises  155  Gun  Hill 
road  and  3501  Bainbridge  avenue,  northwest  corner 
(Block  3328A,  Lot  60),  Borough  of  The  Bronx. 

456- 43-BZ — Application,  September  23,  1943,  under  sec¬ 

tion  7b  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Carmelo  Di  Rosa,  owner,  to  permit  partly 
in  a  business  use  and  partly  in  a  residence  use  district, 
the  enlargement  of  a  garage  for  the  purpose  of  storing 
two  (2)  trucks  and  crates  for  bottled  soda;  premises 
122-03  Sutphin  boulevard  and  150-02  122nd  avenue,  south¬ 
east  corner  (Block  12217  (3012),  Lot  8),  Jamaica, 

Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

457- 43-A — 122-03  Sutphin  boulevard  and  150-02  122nd 
avenue,  southeast  corner  (Block  12217  (3012),  Lot  8), 
Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  8,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  bearing 
Tuesday  afternoon  February  8,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

609-43-A — 550-552  Pacific  street  and  32-38  4th  avenue, 
southwest  corner  (2nd  floor);  (Block  192,  Lots  34  and 
35),  Borough  of  Brooklyn. 

607-43-A — 507  West  33rd  street,  north  side,  125  ft.  west 
of  10th  avenue  (Block  705,  Lot  29),  Borough  of  Man¬ 
hattan. 

425-43-A — 15  John  street,  north  side,  163  ft.  east  of 
Broadway  (Block  79,  Lot  14),  Borough  of  Manhattan. 

592-43-S — 391-405  Seventh  avenue  (Bldg.  A),  406-446 
12th  street  (Bldgs.  C,  D,  M,  E,  G  and  K)  and  393-433 
13th  street  (Bldgs.  B,  L,  F,  G  and  H);  (Block  1098, 
Lots  1-29-55),  Borough  of  Brooklyn. 

544.43. A — 42-16  West  street,  west  side,  200  ft.  south  of 
Jackson  avenue  (Mezzanine  and  5th  floors);  (Block  264, 
Lot  4),  Long  Island  City,  Borough  of  Queens. 

4-44-A — 124  East  40th  street  and  352  Lexington  avenue, 
southwest  corner  (Block  895,  Lot  78),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  15,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Zoning  Applications 

273-43-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  East  New  York  Savings  Bank, 
owner,  reopened  December  14,  1943,  under  section  7c 
of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  conversion  of  occupancy  of  a  building 
from  a  marble  factory  to  manufacturing  of  mattresses 
(previously  denied  in  re  conversion  of  building  from 
marble  works  to  factory);  (light  manufacturing);  prem¬ 
ises  965-967  Hopkinson  avenue,  west  side,  260  ft.  south 
of  Lott  avenue  and  576-578  Bristol  street  (Block  3623, 
Lot  19),  Borough  of  Brooklyn. 

395-43-BZ — Application,  August  6,  1943,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Anna  Crystal,  owner  (Samuel 
Budoff,  lessee),  to  permit  in  a  business  use  district,  the 
extension  in  area  of  an  existing  gasoline  service  station 
and,  also,  the  erection  of  a  new  accessory  building. 
(These  premises  were  subject  to  Board  of  Standards  and 
Appeals  action  under  Cal.  No.  Ill  1-39-A  in  re  revoca¬ 
tion  of  certificates  of  occupancy.);  premises  555-569 
Ridgewood  avenue  and  56-68  Union  place,  northwest 
corner  (Block  4122,  Lot  100),  Borough  of  Brooklyn. 

301-43-BZ — Application,  June  18,  1943,  under  section  21 
of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant, 
on  behalf  of  Amello  Nunziato,  owner,  to  permit  in  a 
business  use  district,  the  maintenance  of  a  stone  and 
monumental  works;  premises  51-24  to  51-26  Roosevelt 
avenue,  south  side,  60  ft.  west  of  52nd  street  (Block  1320, 
Lot  27),  Woodside,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  15,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions. 

519-43-A — 622  Ocean  View  avenue,  south  side,  25  ft.  west 
of  Brighton  7th  street  (Block  7284,  Lot  1445),  Borough 
of  Brooklyn. 

484-43-S — 6220-6222  20th  avenue,  west  side,  20  ft.  north 
of  63rd  street  (Block  5534,  Lot  48),  Borough  of  Brook¬ 
lyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  23,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon  February  23,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

660-42-S — 2-46  Doughty  street,  1-35  Vine  street  and  17-29 
Columbia  Heights,  entire  block  bounded  by  Columbia 
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Heights,  Vine  street,  McKinney  street  and  Doughty 
street  (East  Group — Building  No.  4);  (Block  204,  Lots 
1  to  21,  inclusive),  Borough  of  Brooklyn. 

661-42-S — 18-42  and  50-62  Columbia  Heights,  2-14 
Doughty  street  and  15-65  Furman  street,  entire  block 
bounded  by  Columbia  Heights,  Doughty  street,  Furman 
street  and  Middagh  street  (west  group  of  buildings  Nos. 
5,  6  and  7);  (Block  208,  Lot  2).  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  29,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  29,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 


Appeal  from  Administrative  Decision 

555-43-A — 316  Beach  149th  street,  east  side,  105  ft.  north 
of  Neponsit  avenue  (Block  750,  Lot  51),  Rockaway 
Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  7,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  7,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administration  Decision 

584-43-A — 39-01  Main  street,  southeast  corner  of  39th 
avenue  (Block  4980,  Lot  5),  Flushing,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING  PREMISES  AFFECTED— 1  East  233rd  street,  northeast 


TUESDAY  MORNING,  JANUARY  25,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  January  18,  1944,  and  Tuesday  afternoon, 
January  18,  1944,  were  approved  as  printed  in  Bulletin  No.  3, 
Volume,  29. 


ZONING  CASES 

7-44-BZ 

APPLICANT — A  Gordon  Lorimer,  Chief  of  the  Bureau  of 
Architecture,  Department  of  Public  Works,  for 
City  of  New  York,  owner. 

SUBJECT — Application  (decison  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use,  “E”  and  “F” 
area,  and  also  one-half  time  and  one  times  height 
district,  the  erection  and  maintenance  of  a  building, 
accessory  to  a  hospital  group,  not  complying  with 
the  one-half  times  height,  “F”  area  setback  from 
street  lines  and  “F”  area  plot  coverage  and  floor 
area  requirements  of  the  zoning  resolution. 
PREMISES  AFFECTED— 161-25  Grand  Central  parkway, 
north  side,  from  161st  street  to  164th  street  (Block 
6858,  Lot-1),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Abraham  Prober,  William  Gehron 
and  S.  John  Andrezzi. 

For  Opposition:  John  J.  Seyfried,  Daniel  J.  Dillon, 
Theodore  Menken,  Mrs.  Walter  Jennings  and 
others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1944  at  10 
A.  M.,  for  further  consideration. 


349-43-BZ 

APPLICANT — Robert  Williamson,  for  Albertina  C.  Stew¬ 
art,  owner  (Jean  Silvestro,  lessee). 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  sections  7a  and  21  of  the 
zoning  resolution,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district, 
the  erection  of  an  accessory  office  building  upon  a 
plot  occupied  as  a  garage,  parking  space  and  gaso¬ 
line  service  station. 


corner  of  Van  Cortlandt  Park  East  (Block  3363, 
Lots  23  and  18),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  PIous- 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


494-43-BZ 

APPLICANT — Humphrey  Nolan,  for  Emigrant  Industrial 
Savings  Bank,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  conversion 
of  occupancy  of  a  building  occupied  as  laundry  and 
storage  to  a  factory. 

PREMISES  AFFECTED— 518-524  East  80th  street,  south 
side,  298  ft.  east  of  York  avenue  (Block  1576,  Lots 
37  and  39),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Humphrey  Nolan  and  J.  Bart 
Walther. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen,  withdrawn  on 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


533-42-BZ 

APPLICANT — Arnold  W.  Lederer,  for  Julia  A.  Odom, 
2250  Church  Avenue  Realty  Co.  and  Henry  F.  Vie- 
brock,  owners  (Adam  Kessell,  lessee). 


MINUTES 


SUBJECT — Application  decision  of  the  borough  superin¬ 
tendent  under  sechcn  7h  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  of 
two  rears,  the  parking  and  storage  of  more  than 
rive  motor  vehicles  and.  also,  open  display  and  sale 
of  used  cars. 

PREMISES  AFFECTED — 22-2-Jhhd  Church  avenue,  sou:': 

side,  i.d  ft.  S-i  in.  west  of  Bedford  avenue  Block 
ol  d.  lots  -2  43  and  -5  Borough  of  Brooklyn. 
APPEARANCES— 

r  or  Applicant :  Amoki  \V.  Lederer  and  Adam 
KesselL 

For  Opposition :  Nooe. 

r  or  Adnrimstratica :  Fred  Dahlem,  Dep  t  o:  Hous¬ 
ing  ano  Buil lings  and  Gustave  Gcldmar..  Boaro 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  coodition- 
THE  VOTE— 

Amrmahve :  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Grief  Murphy  - 
Negative  .  0 

THE  RESOLUTION  (533-42-BZ) 

Whereas,  .Arnold  W.  Lederer.  fcr  Julia  A.  Ocorru  225! 
Church  Avenue  Realty  Company  and  Henry  F.  Viehrock. 
owners  .Adam  Kessell.  lessee'  .  died  July  2.  1942.  an  appli¬ 
cation  under  section  7h  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  for  a  term  of  r.vo  years,  the  park¬ 
ing  and  storage  o:  more  than  five  motor  vehicles  and  also, 
open  display  and  sale  cf  used  cars;  premises  2242-2262 
Church  avenue  south  side.  205  ft.  872  in.  west  cf  Bedford 
avenne  Block  5103,  Lots  42.  -5  and  45).  Borough  of 
Brooklyn :  and 

Weekas.  a  public  hearing  was  held  on  this  application 
by  the  Beard  cf  Standards  and  Appeals,  at  its  regular  meet¬ 
ing.  January  25.  1944.  after  cue  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Wheseas  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Church  avenue  is  in  a  business  use  dis¬ 
trict  and  Bedford  avenue  is  in  a  business  and  residence  use 
district:  and 

Whereas.  the  decision  of  the  borough  superintendent- 
dated  June  29.  1942.  cn  Alt.  Applic.  851—2.  reads  : 

“L  Proposed  change  of  occupancy  from  sale  of  used 
cars  to  parking  and  storage  cf  more  than  hve  5)  motor 
vehicles  and  the  proposed  occupancy  of  the  adjoining  lot 
for  the  storage  and  parking  of  more  than  five  5  motor 
vehicles  and  the  sale  of  used  cars  in  a  business  use  dis¬ 
trict  is  contrary  to  Art.  II.  Sec.  -  a  15  of  the  Zoning 
Resolution  and  is  therefore  denied.'’ 

and 

Whereas.  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  1/0  ft  11  in.  and 
a  max: mum  depth  of  13-8  ft. ;  that  upon  the  easterly  part  of 
the  plot,  there  is  a  one-  and  two-story  frame  structure.  36  ft. 
by  5!  ft  in  area,  occupied  for  three  stores  cn  the  1st  story 
and  2nd  story  is  vacant:  a  four-car  garage  and  a  2;4  story 
frame  building.  5*1  ft  by  30  ft  in  area;  occupied  on  the  1st 
story  as  an  once :  that  it  is  proposed  to  use  the  remainder 
of  the  plot  for  a  term  of  two  years,  for  the  sale  and  display 
of  used  cars.  and.  also,  for  parking  and  storage  of  more  than 
hve  motor  vehicles :  and 

Whose  as  the  premises  were  inspected  by  a  committee  of 
the  Board;  and 

Whereas.  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
sechcn  7-h  of  the  zoning  resolution. 

Rescl~.ee.  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  z  variation  in  the  application  of  the  use  district 
regulauous  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  ~rz-.:-:c  under  sections  /  n  and  7h  there¬ 
of.  for  a  term  of  two  d  years  from  the  date  of  this  resolu¬ 
tion.  to  permit  the  occupancy  as  proposed  for  parking  and 
storage  of  more  than  hve  motor  vehicles  and  for  the  sale  of 
used  cars  on  the  premises,  consisting  of  lots  42.  43  and  part 


of  lot  45  where  the  latter  lot  is  now  unbuilt  upon,  on  condi- 
r.cn  that  the  frame  building  on  lot  43  shall  be  removed  and 
the  entire  premises  leveled  and  graded  substantially  to  the 
grade  c:  Oiurch  avenue:  that  the  plot  shall  be  surfaced  with 
clean  gravel  or  steam  cinders  treated  with  a  binder  and 
rolled  s;  as  to  provide  surface  drainage;  that  on  the  interior 
lot  lines  where  walls  of  adjoining  buildings  do  not  occur, 
there  shall  be  erected  a  substantial  steel  picket  fence;  that 
along  the  street  building  line,  there  shall  be  erected  a  steel 
picket  fence  not  less  than  4  ft  in  height  on  a  concrete  curb 
not  less  than  one  foot  in  height :  that  there  shall  be  no  en¬ 
trance  to  the  premises,  except  one  curb  cut,  as  indicated, 
toward  the  west  which  may  be  24  feet  in  width ;  that  all 
her  curb  cuts  shall  be  removed  and  the  curbs  restored ; 
that  there  shall  be  located  against  the  wall  of  the  Erasmus 
Hall  high  school,  a  concrete  bumper  not  less  than  3  ft  in 
width  and  not  less  than  6  in.  in  height  to  prevent  cars  from 
bumping  the  school  wall ;  that  a  similar  bumper  shall  be 
constructed  against  the  premises  of  the  adjoining  owner  to 
the  west :  that  the  existing  buildings  on  lot  45  shall  not  be 
increased  in  height  or  area  during  the  term  of  this  variance ; 
that  the  cars  may  enter  the  plot  to  reach  the  4-car  garage 
at  the  rear  thereof :  that  the  sale  of  used  cars  shall  be  toward 
the  east,  and  the  westerly  portion  may  be  used  for  parking 
and  storage:  that  no  additional  buildings  shall  be  erected  on 
the  premises,  except  there  may  be  erected  an  office  solely 
for  shelter  for  the  attendant,  provided  such  building  is  not 
ver  100  sc.  ft.  in  area  and  one  story  in  height;  that  such 
mil  ding  may  be  of  Class  IV  construction  and  shall  be  erected 
rear  the  entrance  to  the  premises ;  that  only  motor  vehicles, 
in  condition  for  operation  shall  be  stored  or  parked  and  only 
motor  vehicles  of  the  pleasure-car  type ;  that  no  signs  shall 
be  erected  on  the  premises  advertising  the  parking  and  stor¬ 
age  use  and  the  sale  of  used  cars,  except  a  sign  advertising 
each  use.  attached  to  the  fence,  provided  such  signs  do  not 
exceed  15  sq.  ft.  in  area,  do  not  extend  beyond  the  building 
line  and  are  not  illuminated ;  that  such  portable  fire-fighting 
arrliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct :  that  all  permits  shall  be  obtained  and  all  work  com- 
rieted  within  six  months  from  the  date  of  this  resolution. 


170-43-BZ 

APPLICANT — Charles  M.  Spindler,  for  The  Valentine 
Realty  Co„  owner  (Forack  Corporation,  lessee). 
SUBJECT — Application  'decision  of  the  acting  borough 
superintendent)  under  sections  7e  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  for  a  term  of  two  years,  the  maintenance 
of  a  business  sign  on  the  East  187th  street  front 
of  the  building;  the  said  sign,  which  projects  more 
than  18  in.  beyond  the  building  line,  does  not  con¬ 
form  with  the  requirements  of  the  zoning  resolu¬ 
tion. 

PREMISES  AFFnCTED — 2 402  Ryer  avenue,  southeast 
comer  of  East  187th  street  (Block  3152,  part  of 
Lot  11).  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Joseph  C.  Haus. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (170-43-BZ) 

_  Whereas,  Charles  M.  Spindler,  for  Valentine  Realtv 
Co.  owner  (Forack  Corporation,  lessee),  filed  April  9, 
*945.  an  application  under  sections  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for  a  term 
of  two  vears.  the  maintenance  of  a  business  sign  on  the 
East  187th  street  front  of  the  building:  the  said  sign. 
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which  projects  more  than  18  in.  beyond  the  building  line 
does  not  conform  with  the  requirements  of  the  Zone 
Resolution ;  premises :  2402  Ryer  avenue,  southeast  corner 
of  East  187th  street  (Block  3152,  part  of  Lot  11),  Bor¬ 
ough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  January  25,  1944,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Ryer  avenue  is  in  business  and  resi¬ 
dence  use  districts;  Valentine  avenue  is  in  residence  and 
business  use  districts;  East  187th  street  is  in  residence  and 
business  use  districts  and  East  184th  street  is  in  a  busi¬ 
ness  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  1,  1943,  re  E.  S.  Applic.  No.  26-43,  reads: 

“1.  Erection  of  proposed  sign  in  a  business  use  dis¬ 
trict  is  contrary  to  Subdivision  49-“A”  of  Section  4 
of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  existing  building 
is  two  (2)  stories  in  height  of  Class  1  (fireproof)  con¬ 
struction,  having  a  frontage  of  138  ft.  on  Ryer  avenue  and 
96  ft.  on  East  187th  street;  that  it  is  proposed  to  main¬ 
tain  a  business  sign,  for  a  term  of  two  years  upon  the 
East  187th  street  front  of  the  clothing  factory  and  public 
garage  and  that  the  sign  is  20  ft.  by  7  ft.  5  in.  in  area 
and  projects  a  distance  of  8  ft.  beyond  the  building  line; 
and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance 
under  section  7-e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7e 
thereof,  for  a  term  of  two  years  from  the  date  of  this 
resolution,  to  permit  the  illuminated  sign  as  proposed,  to 
be  maintained  as  indicated  on  plans  and  photographs  filed 
with  this  application,  on  condition  that  such  sign  shall  in 
all  other  respects  comply  with  all  requirements  therefor  and 
shall  not  be  changed  as  to  location,  size  or  lettering  during 
the  term  of  this  variance ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto,  as  modified  by  the  Board 
under  Cal.  Nos.  741-21 -BZ  and  564-43-S. 


741-21-BZ 

APPLICANT — Charles  M.  Spindler,  for  The  Valentine 
Realty  Co.,  owner  (Forack  Corporation,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  (decision  of  the  acting  borough  super¬ 
intendent) — Application,  previously  granted  on 
condition,  permitting  in  a  business  use  district,  the 
erection  of  a  two  story  public  garage. 

PREMISES  AFFECTED — 2402  Ryer  avenue,  southeast 
corner  of  East  187th  street  (Block  3152,  part  of 
Lot  11),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  reso¬ 
lution  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (741-21-BZ) 

Whereas,  this  application,  permitting  in  a  business  use 
district  the  erection  and  maintenance  of  a  two  story  public 
garage,  affecting  premises  2402  Ryer  avenue,  southeast 
corner  of  East  187th  street  (Block  3152,  part  of  Lot  11), 
Borough  of  The  Bronx,  was  granted  by  the  Board  on  Sep¬ 
tember  20,  1921,  on  certain  conditions,  resolution  amended 
on  December  6,  1921  and  the  applicant  requested  a  further 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  September  20,  1921, 
as  amended  by  resolution  adopted  by  the  Board  on  Decem¬ 
ber  6,  1921,  by  adding  thereto: 

‘‘that  in  the  event  the  owner  desires  to  occupy  the  street 
floor  for  conforming  business  use  and  continue  the  oc¬ 
cupancy  of  the  cellar  and  second  floor  as  a  garage,  such 
change  of  occupancy  may  be  permitted,  on  condition 
that  the  garage  shall  be  maintained  as  a  non-storage 
garage  and  that  such  occupancy  of  the  first  floor  shall 
comply  with  all  requirements  of  law  therefor ;  that  in 
all  other  respects,  the  building  shall  comply  with  the 
resolution  as  adopted  in  1921  and  shall  be  in  accordance 
with  the  variance  granted  this  day  under  Cal.  Nos.  170- 
43-BZ  and  564-43-S  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained. 


326-29-BZ 

APPLICANT — Henry  Nordheim,  for  Margaret  G.  Wright, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition  under  section  7i  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
tttro  (2)  years,  a  motor  vehicle  repair  shop  in  a 
building  occupied  as  a  non-storage  garage  for  not 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 3327-3329  Webster  avenue, 
west  side,  501.98  ft.  south  of  Gunhill  road  (Block 
3355,  Lot  140),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Administration:  Fred  Dahlem.  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (326-29-BZ) 

Whereas,  this  application  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  a  motor  vehicle  repair  shop  in  a  building 
occupied  as  a  non-storage  garage  for  more  than  five  motor 
vehicles,  affecting  premises  3327-3329  Webster  avenue, 
wrest  side,  501.98  ft.  south  of  Gunhill  road  (Block  3355, 
Lot  140),  Borough  of  The  Bronx,  was  granted  by  the 
Board  on  January  27,  1942,  on  certain  conditions  and  the 
applicant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  27,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  as 
amended  this  portion  of  the  resolution  shall  read  : 

“.  .  .  Granted  under  section  7i  thereof,  for  a  term 
of  two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution,  to  permit  ...” 


428-37-BZ 

APPLICANT — Herman  Kron,  for  Jefferson  Auto  Park¬ 
ing  Co.,  Inc.,  lessee,  for  Board  of  Transportation, 
City  of  Newr  York,  owner. 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  retail  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 870-884  Eighth  avenue,  north¬ 
east  corner  of  West  52nd  street  (Block  1024,  Lots 
1,  2,  3,  63  and  161),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (428-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district,  for  a  tem¬ 
porary  period  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles,  affecting  premises  870-884 
Eighth  avenue,  northeast  corner  of  West  52nd  street  (Block 
1024,.  Lots  1,  2,  3,  63  and  161),  Borough  of  Manhattan,  was 
granted  by  the  Board  November  22,  1938,  on  certain  condi¬ 
tions;  resolution  amended  February  14,  1940,  and  March  4, 
1941  and  permit  extended  on  April  7,  1942  and  the  appli¬ 
cant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  22,  1938, 
as  amended  by  resolutions  adopted  through  April  7,  1942, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read  : 
“granted  under  section  7-h  for  a  term  of  two  (2)  years 
from  April  7,  1944,  to  permit  *  *  *” 


1392-39-BZ 

APPLICANT— Herman  Kron,  for  Jefferson  Auto  Parking 
Co.,  Inc.,  lessee,  for  Board  of  Transportation, 
City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  business  use  and  partly 
in  a  retail  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 870-872  Eighth  avenue  and 
265-273  West  52nd  street,  northeast  corner  (Block 
1024,  Lots  1,  2,  104,  105,  5  and  106),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (1392-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting,  partly  in  a  business  use  and 
partly  in  a  retail  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
(The  Board  having  previously  granted  permission  to  oc¬ 
cupy  a  portion  of  these  premises  as  a  parking  and  storage 
space  for  more  than  five  motor  vehicles),  affecting  premises 
870-872  Eighth  avenue  and  265-273  West  52nd  street. 


northeast  corner  (Block  1024,  Lots  1,  2,  104,  105,  5  and 
106),  Borough  of  Manhattan,  was  granted  by  the  Board 
February  14,  1940,  on  certain  conditions,  the  resolution 
amended  July  16,  1940,  March  4,  1941,  and  permit  ex¬ 
tended  on  April  7,  1942  and  the  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  14,  1940, 
as  last  amended  April  7,  1942,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  April  7,  1944,  to  permit  *  *  *  ” 


385-41-BZ 

APPLICANT— John  D.  Rockefeller,  Jr.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  partly  in  a  residence  use  and 
partly  in  a  retail  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 2-24  West  53rd  street,  south 
side,  100  ft.  west  of  Fifth  avenue  and  3  West 
52nd  street  (Block  1268,  Lots  30,  and  42  to  52, 
inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Lester  S.  Abberley  and  Rudolph 
A.  Travers. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (385-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  district  and 
partly  in  a  retail  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles, 
affecting  premises  2-24  West  53rd  street,  south  side,  100 
ft.  west  of  Fifth  avenue  and  3  West  52nd  street  (Block 
1268,  Lots  30  and  42  to  52,  inclusive),  Borough  of  Man¬ 
hattan,  was  granted  by  the  Board  on  November  12,  1941, 
on  certain  conditions,  permit  extended  on  November  9, 
1943  and  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  12,  1941, 
as  amended  through  November  9,  1943,  by  adding  thereto : 
“*  *  *  that  in  the  event  the  owner  disposes  of  the 
westerly  100  ft.  of  this  plot  and  desires  to  discontinue 
the  parking  and  storage  use  thereon,  such  use  on  such 
portion  of  the  plot  may  be  discontinued  but  may  be 
continued  on  the  balance  of  the  premises,  provided  a 
picket  fence  similar  to  the  fence  installed  along  West 
53rd  street  is  constructed  on  the  interior  lot  line, 
except  that  until  such  time  as  the  new  owners  of  the 
westerly  portion  of  the  plot  start  construction,  the 
plot  may  be  left  in  the  present  condition,  with  the 
fence  and  hedge  maintained  along  West  53rd  street 
for  the  full  length  of  the  plot  as  originally  permitted : 
that  a  temporary  barrier,  consisting  of  stanchions  and 
rope  on  the  interior  lot  line  may  be  maintained,  so  that 
the  westerly  portion  of  the  plot  is  unused  for  parking 
and  storage  use ;  that  a  new  certificate  of  occupancy 
shall  be  obtained  and  in  all  other  respects,  shall  com¬ 
ply  with  the  resolution  as  adopted  November  9,  1943.” 
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694-41-BZ 

APPLICANT — Bernard  Master,  for  Frederick  Waldhauer, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  Superintendent)  previously  granted  on 
condition  under  section  7 h  of  the  zoning  resolution, 
permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles  on  an  existing  gasoline  service 
station. 

PREMISES  AFFECTED — 1092-1102  Rogers  avenue  and 
2613-2623  Clarendon  road,  northwest  corner  (Block 
5170,  Lot  34),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Bernard  Master  and  Sam  Ratner. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (694-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  1092-1102  Rogers  ave¬ 
nue  and  2613-2623  Clarendon  road,  northwest  corner  (Block 
5170,  Lot  34),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  January  6,  1942,  on  certain  conditions  and  the 
applicant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  6,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  as 
amended,  this  portion  of  the  resolution  shall  read : 

“  *  *  *  Granted  under  Section  7h  thereof,  for  a 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  to  permit  *  *  *  ” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

45-44-A 

APPLICANT — Harry  M.  Prince,  for  United  Lutheran 
Church  in  America,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 229-231  Madison  avenue  and 
24  East  37th  street,  southeast  corner  (Block  866, 
Lot  58),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  M.  Prince,  Rev.  Dr.  Fred- 
erich  H.  Knubel,  Rev.  Dr.  William  H.  Greeves, 
Christopher  Steinkamp,  Edmund  Wagner  and 
Thomas  M.  Bell. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1944  at 
10  A.  M.,  for  an  inspection  by  a  committee  of  the 
Board. 


453-43-A 

APPLICANT — John  G.  Scheiner,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  alleged  new  facts — Appeal  from  deci¬ 
sion  of  borough  superintendent  previously  denied). 

PREMISES  AFFECTED— 91-25  87th  street,  east  side,  235 
ft.  south  of  91st  avenue  (Block  8981,  Lot  49), 
Woodhaven,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Patrick  Henry  O’Connor. 

For  Opposition :  Lena  Scheuing. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 

THE  RESOLUTION  (453-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  91-25  87th  street,  east  side, 
235  ft.  south  of  91st  avenue  (Block  8981,  Lot  49),  Wood- 
haven,  Borough  of  Queens,  was  denied  by  the  Board  on 
November  23,  1943  ;  and 

Whereas,  the  applicant  requested  a  reopening  of  the  case 
and  rehearing  of  the  appeal,  based  on  alleged  new  facts ;  and 
Whereas,  the  Board  deemed  that  no  new  facts,  not  previ¬ 
ously  considered,  were  presented  to  justify  a  rehearing. 

Resolved,  that  the  request  for  reopening  be  and  it  hereby 
is  denied. 


564-43-S 

APPLICANT — Charles  M.  Spindler,  for  Valentine  Realty 
Co.,  owner  (Forack  Corporation,  lessee). 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  acting  borough  superintendent. 

PREAIISES  AFFECTED — 2402  Ryer  avenue,  southeast 
corner  of  East  187th  street  (Block  3152,  part  of 
Lot  11),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (564-43-S) 

Whereas,  Charles  M.  Spindler,  for  Valentine  Realty 
Company,  owner  (Forack  Corporation,  lessee),  filed  on 
November  16,  1943,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  2402  Ryer  avenue,  south¬ 
east  corner  East  187th  street  (Block  3152,  part  of  Lot  11), 
Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  25,  1943,  on  amendment  to  Alt.  Applic.  861-41, 
reads  : 

“13.  With  proposed  change  of  part  of  first  floor  to 
a  factory  for  more  than  five  employees,  the  exits  in  the 
building  to  comply  with  Sec.  270  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (30  ft.)  in  height:  96  ft.  by  138  ft.  in  area;  of  Class  1 
construction;  erected  1921;  located  in  a  business  use,  B  area 
district,  and  used  as  follows :  cellar,  non-storage  garage  for 
more  than  five  cars;  1st  floor,  store  and  manufacturing  men’s 
clothing,  30  persons ;  2nd  floor,  non-storage  garage  for  more 
than  5  cars ;  that  it  is  proposed  to  be  used  and  occupied  as 
follows:  cellar,  same;  1st  floor,  store  and  men’s  clothing 
factory,  65  persons ;  2nd  floor,  non-storage  garage  for  more 
than  5  cars;  that  the  building  is  equipped  with  a  standpipe 
system,  one  4  ft.  wide,  fireproof  stairs  extending  from  top 
story  to  street  with  no  access  to  roof ;  and 

Whereas,  the  applicant  contends  that  the  exits  from  the 
first  floor  are  larger  than  required  and  consist  of  two  door¬ 
ways  at  opposite  ends  of  building,  one  leading  directly  to  the 
street  and  the  other  leading  through  a  fireproof  stairhall  to 
a  pair  of  doors  opening  directly  on  the  street;  that  all  por¬ 
tions  of  the  first  floor  are  less  than  100  ft.  from  a  legal  exit; 
that  exits  from  cellar  and  second  floor  both  of  which  are 
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used  for  garage  purposes,  are  constructed  in  accordance 
with  the  Building  Code  and  consist  of  one  interior  stairway 
4  ft.  wide  of  reinforced  concrete  construction,  enclosed  in 
6  in.  terra  cotta  block  wall,  and  equipped  with  fireproof  self¬ 
closing  doors  swinging  in  direction  of  exit,  and  with  access 
to  the  roof  by  means  of  a  scuttle  and  60  degree  iron  ladder ; 
that  the  building  was  voluntarily  constructed  fireproof 
throughout;  that  in  addition  to  the  primary  exit,  there  are 
ramps  from  cellar  and  second  floor,  leading  directly  to  street, 
enclosed  in  brick  and  terra  cotta  blocks  at  first  floor ;  that 
since  the  labor  law  was  designed  to  protect  the  occupants 
of  factories  and  since  the  exits  from  the  factory  area  comply 
with  the  labor  law,  it  is  requested  that  a  variation  be  granted, 
to  permit  the  use  of  the  first  floor  as  a  factory  employing 
more  than  5  persons. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  861-41,  objection  13,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
exits  from  the  street  floor,  proposed  to  be  occupied  as  a 
factory,  shall  comply  with  the  requirements  therefor,  and 
that  the  cellar  and  second  story  to  be  occupied  as  a  non¬ 
storage  garage  shall  be  in  compliance  with  the  resolution 
adopted  by  the  Board  under  Cal.  741-21-BZ,  as  amended 
this  day,  that  such  garage  occupancy  shall  be  separated  from 
the  proposed  street  floor  factory  occupancy  by  partitions 
of  fireproof  construction  without  openings  between  such 
occupancies ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  as  modified  under  Cal.  Nos.  741-21-BZ 
and  170-43-BZ  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained. 


504-43-S 

APPLICANT — Brewster  Aeronautical  Corporation,  for 
Ford  Motor  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  for  varia¬ 
tion  of  the  labor  law  as  cited  in  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 32-14  Northern  boulevard, 
southeast  corner  of  Honeywell  street  (Block  214, 
Lot  210),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Merwin  Lewis  and  William  Landry. 
ACTION  OF  BOARD — Application  and  resolution  amended. 
THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (504-43-S) 

Whereas,  this  application  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  32-14  Northern  boulevard, 
southeast  corner  of  Honeywell  street  (Block  214,  Lot  210), 
Long  Island  City,  Borough  of  Queens,  was  granted  by  the 
Board  on  October  26,  1943,  on  certain  conditions,  resolution 
amended  on  December  21,  1943  and  the  applicant  requested 
a  further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  26,  1943, 
as  amended  December  21,  1943,  so  that  as  amended,  this 
resolution  superseding  previous  resolutions,  shall  read : 

"Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
Labor  Law,  and  the  Rules  governing  Smoking  in  Fac¬ 
tories,  as  cited  in  a  decision  of  the  fire  commissioner 
dated  April  22,  1943,  and  that  the  application  be  and  it 
hereby  is  granted  on  condition  that  smoking  areas  shall 
he  maintained  only  as  proposed  in  spaces  as  indicated 
on  revised  plans  showing  each  floor,  marked  ‘Received 
January  17,  1944’;  that  the  number  and  position  of 


guards,  the  designations  and  location  of  areas  as  shown, 
and  the  size  and  type  of  receptacles,  shall  be  maintained 
to  the  satisfaction  of  the  fire  commissioner;  that  the 
quantity  of  such  receptacles  for  smoking  in  those  areas 
within  the  factory  portion  and  in  smoking  areas  within 
the  office  portion,  shall  be  as  determined  by  the  fire 
commissioner  and  located  as  he  may  require;  that  the 
time  during  which  smoking  shall  be  permitted  within  the 
factory  areas,  shall  not  exceed  two  15-minute  rest  periods 
and  two  30-minute  lunch  periods  in  each  8  or  10  hour 
shift;  that  smoking  may  be  permitted  in  the  office  areas, 
as  indicated,  during  working  hours;  that  signs  shall  be 
prominently  posted  to  the  satisfaction  of  the  fire  com¬ 
missioner,  stating  the  time  of  such  smoking  periods ;  that 
the  sprinkler  system,  interior  alarm  system  and  fire  drills 
shall  be  mantained  to  the  satisfaction  of  the  fire  com¬ 
missioner  ;  that  all  dipping,  spraying  or  use  of  volatile 
inflammable  materials  shall  be  discontinued  during  such 
smoking  periods,  but  that  the  ventilating  system  in¬ 
stalled  in  connection  with  the  spraying  system  shall  be 
continued  in  operation  during  such  periods ;  that  such 
additional  portable  fire  fighting  appliances  shall  be  main¬ 
tained  in  such  areas  where  smoking  is  permitted,  as  the 
fire  commissioner  shall  direct;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto;  that  this  vari¬ 
ance  is  granted  only  during  the  term  of  the  present 
emergency.” 


Adjourned:  12:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING, 

TUESDAY  AFTERNOON,  JANUARY  25,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

551-43-A 

APPLICANT — Emil  Ivoeppel,  for  Gussie  Freshwotter, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 3855  Nautilus  avenue,  northeast 
corner  of  Highland  avenue  (Block  7002,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Emil  Koeppel. 

For  Administration:  Henry  Pheney  and  Fred  Dah- 
lem,  Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1944 
at  2  P.  M.  for  further  consideration. 


555-43-A 

APPLICANT — Mac  L.  Reiser,  for  Samuel  Seal,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 316  Beach  149th  street,  east 
side,  105  ft.  north  of  Neponsit  avenue  (Block  750, 
Lot  51),  Rockaway  Beach,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mac  L.  Reiser. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1944 
at  2  P.  M.  for  further  consideration. 
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590-43-A 


584-43-A 

APPLICANT — Francis  X.  Gina,  for  Vincent  Astor,  owner 
(Wallachs,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 39-01  Main  street,  southeast 
corner  of  39th  avenue  (Block  4980,  Lot  5),  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Francis  X.  Gina. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


592-43-A 

APPLICANT— Ansonia  Holding  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 391-405  7th  avenue,  east  side 
(Building  A)  ;  406-446  12th  street,  north  side 
(Buildings  C,  D,  M,  E,  G,  K)  and  393-433  13th 
street,  south  side  (Buildings  B,  L,  F,  G  and  H)  ; 
(Block  1098,  Lots  1-29-55),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Henry  J.  Krissoff  and  Charles  V. 
Collins. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  February  8,  1944 
at  2  P.  M.  for  further  consideration. 


363-43-A 

APPLICANT — Howard  H.  Snyder,  for  Hotel  St.  George 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 41-69  Clark  street,  92-100 
Henry  street,  46-82  Pineapple  street  and  101-121 
Hicks  street,  entire  block  (25th  floor);  (Block 
231,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Howard  H.  Snyder  and  Manfried 
Messner. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savdge  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


536-43-A 

APPLICANT — Arthur  Jovis,  for  New  Covenant  Temple, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 303-307  West  140th  street, 
north  side.  90  ft.  west  of  8th  avenue  (Block  2042, 
Lot  40),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


APPLICANT — Alfred  M.  Gould  for  Theresa  Rutigliano 
and  Cataldo  Leone,  owners  (Wellworth  Paper 
Stock  Co.,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 451  West  37th  street,  north 
side,  125  ft.  east  of  10th  avenue  (Block  735,  Lot 
7),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfred  M.  Gould. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


206-39-A 

APPLICANT — Eric  Kebbon,  for  Board  of  Education,  City 
of  New  York,  owner. 

SUBJECT — Application  reopened  January  18,  1944  re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 899-925  Flatbush  avenue,  east 
side,  140  ft.  9l/i  in.  south  of  Church  avenue  (Block 
5103,  Lot  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Gustave  Goldman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (206-39-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  899-925  Flatbush  ave¬ 
nue,  east  side,  140  ft.  9l/t  in.  south  of  Church  avenue  (Block 
5103,  Lot  10),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  March  7,  1939,  on  certain  conditions  and  the 
applicant  requested  an  amendment  of  the  resolution ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  January  18,  1944  and  set  for  hearing  on  January  25, 
1 944 ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  7,  1944  on  amendment  to  Alt.  Applic.  426-39, 
reads : 

“1.  Changes  in  number  of  occupants  and  occupancy 
of  rooms  not  permitted  as  same  does  not  comply  with 
the  conditional  variation  of  the  Board  of  Standards  and 
Appeals,  Cal.  206-39-A.” 

and 

Whereas,  the  applicant  states  that  it  is  now  proposed 
to  change  the  plans  slightly  and  increase  the  number  of 
occupants ;  that  revised  plans  were  filed  with  the  borough 
superintendent  and  the  objection  herein  appealed  issued; 
that  no  classrooms  will  be  provided  in  the  building;  that 
room  names  have  been  changed  and  occupancy  of  50 
persons  on  the  first  floor  and  50  persons  on  the  second 
floor  is  desired;  that  a  steel  ladder  will  be  erected  at  each 
end  of  the  building,  as  indicated  on  revised  plans;  that 
the  Board  is  respectfully  requested  to  approve  the  ngw 
changes  as  proposed  and  as  indicated  on  the  revised  plans. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  7,  1939,  so  that 
as  amended,  the  resolution  shall  read : 

“that  the  decisions  of  the  borough  superintendent  act¬ 
ing  on  Alt.  Applic.  426-39,  Objections  1  and  2,  and 
on  amendment  to  such  application,  dated  January  7, 
1944,  Objection  1,  be  and  it  hereby  are  modified  and 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
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the  building  shall  at  all  times  be  under  the  jurisdiction 
of  the  Board  of  Education,  but  shall  not  be  used  for 
classrooms ;  that  the  second  means  of  exit,  consisting 
of  steel  balcony  and  a  drop  ladder  at  each  end  of  the 
building,  as  indicated  on  revised  plans  marked  ‘Re¬ 
ceived  January  12,  1944’,  shall  be  maintained;  that 
the  sprinkler  system  shall  be  extended  throughout  the 
entire  building,  including  the  attic ;  that  the  occupancy 
of  the  building  shall  be  substantially  as  set  forth  in 
the  revised  statement  of  January  10,  1944.” 


864-42-A 

APPLICANT — T.  W.  Lamb  Associates,  Inc.,  for  Seventh 
and  Fiftieth  Realty  Corporation,  owner. 

SUBJECT — Application  reopened  November  23,  1943 — re 
Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner ;  previously  withdrawn  after  argu¬ 
ment. 

PREMISES  AFFECTED— 753-759  7th  avenue  and  154- 
166  West  50th  street,  southeast  corner  (cellar,  2nd 
and  3rd  floors)  ;  (Block  1002,  Lot  61),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  R.  L.  Hoidge. 

For  Administration:  Insp.  Mahei,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (864-42-A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of 
the  fire  commissioner,  affecting  premises  753-759  7th  ave¬ 
nue  and  154-166  West  50th  street  southeast  corner  (cellar, 
2nd  and  3rd  floors)  ;  (Block  1002,  Lot  61),  Borough  of 
Manhattan,  was  withdrawn  after  argument  on  January  26, 
1943 ;  and 

Whereas,  the  applicant  requested  a  reopening  of  the  case 
and  restoration  to  the  calendar ;  and 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 
on  November  23,  1943,  subject  to  usual  procedure;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
May  12,  1943,  reads: 

“In  reply  to  your  request  for  reconsideration  on 
Order  13677-LF,  requiring  an  approved  fire  extinguish¬ 
ing  system  in  the  store  rooms  in  the  cellar,  2nd  and 
3rd  stories,  a  reinspection  has  been  made  and  the  pro¬ 
posed  ventilation  and  portable  extinguishers  proposed 
are  not  considered  as  adequate  to  protect  the  fire 
hazard.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
October  6,  1943,  reads : 

“In  reply  to  your  letter  and  blue  print,  in  which 
you  propose  to  install  a  non-automatic  sprinkler  as 
compliance  with  Order  No.  13677-LF,  you  are  advised 
as  follows : 

A  reinspection  has  been  made,  and  it  is  the  decision 
of  this  Department,  that  a  wet  system  should  be  pro¬ 
vided.  If  the  existing  15,000  gallon  tank  on  roof  can 
be  properly  repaired,  the  same  can  be  considered  as  an 
adequate  source  of  supply.” 

and 

Whereas,  the  applicant  contends  that  the  Board  in 
recommending  that  the  appeal  be  withdrawn  on  January 
26,  1943,  suggested  that  the  owner  confer  with  the  Building 
and  Fire  Departments  and  endeavor  to  find  some  means  of 
providing  better  ventilation  in  the  storage  spaces ;  that 
drawings  were  filed  in  the  Building  Department  February 
10,  1943  and  objected  to  on  the  ground  that  Fire  Depart¬ 
ment  approval  is  required  ;  that  drawings  were  subsequently 
filed  with  the  Fire  Department,  which  suggested  that  cer¬ 
tain  partitions  on  the  2nd  and  3rd  floors  be  removed,  which 


together  with  new  windows  on  the  southerly  lot  line, 
would  permit  an  unobstructed  passage  of  air  through 
the  building;  that  the  long-term  leases  by  which  the  owner 
was  bound,  made  removal  of  partitions  impossible  and 
the  Fire  Department  refused  to  approve  the  plans  without 
such  removal  of  partitions;  that  subsequently  a  contract 
was  let  for  the  installation  of  a  non-automatic  sprinkler 
system ;  that  this  proposed  sprinkler  layout  was  disapproved 
by  the  Fire  Department  October  6,  1943 ;  that  it  is  felt  that 
this  decision  of  the  Fire  Commissioner,  dated  October  6, 
1943,  is  more  severe  than  the  original  order  of  February 
24,  1942;  and 

Whereas,  the  applicant  further  contends  that  relief 
should  be  granted  from  the  provisions  of  the  Fire  Com¬ 
missioner’s  order,  on  the  ground  that  the  Certificate  of 
Occupancy  was  issued  in  1942  when  the  building  and  stor¬ 
age  rooms  were  used  exactly  as  they  are  at  present,  except 
for  the  storage  of  shellac  in  connection  with  the  bowling 
alleys ;  that  an  inspection  and  approval  by  the  Fire  Depart¬ 
ment  was  an  essential  precedent  to  the  issuance  of  the 
Certificate  of  Occupancy;  that  relying  on  the  Certificate 
of  Occupancy,  a  long-term  lease  was  entered  into  and  that 
the  changes  in  the  structure  in  lieu  of  the  sprinkler  system, 
as  suggested  by  the  Fire  Department,  cannot  be  made,  due 
to  this  existing  lease;  that  despite  the  fact  the  Certificate 
of  Occupancy  had  never  been  revoked,  the  owner  made 
extensive  efforts  to  make  changes  in  the  building  to  ac¬ 
commodate  the  Fire  Department;  that  in  an  effort  to 
comply  with  the  suggestions  of  the  Board  made  at  the  hear¬ 
ing  of  January  26,  1943,  the  owner  spent  considerable  time 
and  money  and  subsequently  voluntarily  decided  to  comply 
with  the  order  of  the  Fire  Department  dated  February  24, 
1942,  by  awarding  a  contract  for  the  installation  of  a  non¬ 
automatic  sprinkler  system  which  would  provide  a  fixed, 
fire  extinguishing  system,  as  required  by  Order  No. 
13677-LF ;  that  a  hardship  is  imposed  upon  the  owners  by 
the  unreasonable  demand  of  the  Fire  Department  for  auto¬ 
matic  sprinklers. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
October  6,  1943,  repeating  Order  13677-LF,  be  and  it  here¬ 
by  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  sprinkler  system  shall  be 
maintained  in  the  spaces  as  proposed  and  as  required  by 
such  order;  that  such  sprinkler  system  may  be  a  one 
source  system  fed  from  the  4-inch  street  supply,  as  indi¬ 
cated  on  revised  plans  marked  “Received  January  25,  1944”; 
that  a  Siamese  shall  be  installed  both  on  West  50th  street 
and  on  Seventh  avenue ;  that  in  all  other  respects,  the 
sprinkler  system  shall  comply  with  the  requirements  there¬ 
for,  except  that  the  existing  2-inch  supply  may  be  taken 
from  such  4-inch  supply  for  domestic  purposes  in  connec¬ 
tion  with  the  refrigeration  system  and  basement  toilets. 


443-43-A 

APPLICANT — John  C.  B.  Moore,  for  Robert  P.  Steph¬ 
enson,  owner. 

SUBJECT — Appeal  from  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 176  Sullivan  street,  west  side, 
144  ft.  north  of  West  Houston  street  (Block  526, 
Lot  71),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  C.  B.  Moore. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . .  0 

THE  RESOLUTION  (443-43-A) 

Whereas,  John  C.  B.  Moore,  for  Robert  P.  Stephenson, 
owner,  filed  September  10,  1943,  an  appeal  from  decisions 
of  the  borough  superintendent,  affecting  premises  176  Sul- 
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livan  street,  west  side,  144  ft.  north  of  West  Houston 
street  (Block  526,  Lot  71),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  14,  1943,  on  Alt.  Applic.  321-43,  reads: 

“1.  File  cellar  plan.  Enclose  cellar  stairs  in  fire¬ 
proof  partitions  with  approved  type  of  fire  door  at 
bottom.  Fire  retard  entire  cellar  ceiling.  Show  two 
exits  from  cellar.  Reconsideration  denied  on  omitting 
enclosure  of  cellar  stairs. 

2.  Fire  retard  entire  basement  ceiling.  Reconsidera¬ 
tion  denied. 

3.  Vestibule  and  exit  doors  to  street  should  open 
outwardly  in  direction  of  egress.  Reconsideration 
denied. 

5.  Show  that  ventilation  for  nursery  complies  with 
5.1.9,  5. 1.9.1,  B.C.  Provide  adequate  ventilation  as  per 
code  requirement.  Reconsideration  denied.” 

and 

Whereas,  said  objection  was  superseded  by  decision  of 
the  borough  superintendent,  dated  December  7,  1943,  which 
reads : 

”1.  File  cellar  plan.  Enclose  cellar  stair  in  fireproof 
partition  with  approved  type  of  fire  door  at  bottom. 
Fire  retard  entire  cellar  ceiling.  Show  two  exits  from 
cellar.  Reconsideration  denied  on  omitting  enclosure 
of  cellar  stair. 

2.  Objection  2  repeated  as  follows: 

As  building  exceeds  30  ft.  or  2  stories  in  height, 
same  required  to  be  fireproof  if  changed  in  part  to 
public  use.  C26-254.0a,  Administrative  Code. 

3.  Vestibule  and  exit  doors  to  street  should  open  out¬ 
wardly  in  direction  of  egress.  (C26-284.0  Adm.  Code.) 
Reconsideration  denied. 

5.  Show  that  ventilation  for  nursery  complies  with 
5.1.9,  5. 1.9.1,  B.C.  Provide  adequate  ventilation  as  per 
Code  requirement.  Reconsideration  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  and  basement  (45  ft.)  in  height;  22  ft.  by  45  ft.  in 
area ;  of  Class  3  construction ;  erected  about  100  years  ago ; 
located  in  a  residence  use,  B  area  district ;  equipped  with  a 
sprinkler  system  in  stairhall  and  occupied  since  1921  as 
follows :  cellar,  boiler  room  and  storage,  no  persons ;  base¬ 
ment  and  1st  floor,  duplex  apartment,  3  persons;  2nd  and 
3rd  floors,  duplex  apartment,  4  persons;  and  proposed  to 
be  used  and  occupied  as  follows :  basement — rear  room, 
day  nursery,  balance  of  basement  and  1st  floor  to  be  oc¬ 
cupied  as  duplex  apartment,  9  persons  in  the  basement 
and  3  persons  on  the  first  floor ;  2nd  and  3rd  floors  com¬ 
bined,  duplex  apartment,  4  persons ;  and 

Whereas,  the  applicant  contends  as  to  Objection  1,  that 
this  objection  is  onerous  in  view  of  the  fact  that  the  single 
room  proposed  to  be  used  by  the  nursery  group  has  two 
direct  means  of  egress  at  grade  level  through  two  pairs 
of  out  swinging  french  casements  to  a  rear  yard,  which  is 
open  to  a  large  common  play  area  occupying  the  entire 
central  portion  of  the  block  and  communicating  with  all 
other  rear  yards  on  the  east  and  west;  that  in  case  of  fire, 
these  exits  would  be  used  from  the  nursery  room  in  pref¬ 
erence  to  all  others ;  and 

Whereas,  the  applicant  contends  as  to  Objection  2,  that 
the  appeal  on  this  point  is  based  on  the  same  grounds  as 
is  the  appeal  from  Objection  1 ;  and 

Whereas,  the  applicant  contends  as  to  Objection  3,  that 
this  objection  is  appealed  on  the  same  grounds  as  Objection 
1 ;  and 

Whereas,  the  applicant  contends  as  to  Objection  5,  that 
mechanical  ventilation  is  required  under  the  Code  for  the 
occupancy  of  a  maximum  number  of  8  small  children  and 
one  adult;  that  ventilation  index  for  this  room  is  1,192; 
that  the  room  is  15  ft.  by  18  ft.  in  area  by  8  ft.  in  height; 
that  windows  are  3  ft.  8  in.  by  8  ft.  high;  that  the  re¬ 
quirement  for  mechanical  ventilation  seems  unduly  onerous, 
since  the  proposed  occupancy  is  by  a  small  group  for  rela- 


latively  short  periods  at  most  from  9 :30  to  12 :30  week 
day  mornings,  interrupted  by  outdoor  play  in  the  yard ; 
that  the  present  large  french  windows  open  100% ;  and 

Whereas,  the  applicant  further  contends  that  the  pro¬ 
posed  nursery  group  will  serve  a  pressing  need  for  the 
day  care  of  young  children  of  the  immediate  neighborhood, 
many  of  whose  parents  are  occupied  in  war  work;  that  the 
group  will  include  the  owner’s  child;  that  the  costs  in¬ 
volved  in  fire  retarding  and  ventilating,  as  required,  would 
make  the  expense  prohibitive  and  result  in  the  abandon¬ 
ment  of  the  project. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  321-43,  Objections  1,  2,  3  and  5,  dated 
December  7,  1943,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  cellar  ceiling  shall  be  fire-retarded  throughout ;  that 
the  door  from  the  basement  to  cellar  shall  be  reasonably 
tight-fitting  and  made  self-closing;  that  the  proposed 
nursery  school  shall  be  confined  to  the  rear  living  room 
in  the  basement ;  that  the  number  of  children  in  the  day 
nursery  shall  not  exceed  eight  (8)  ;  that  such  children 
shall  at  all  times  be  under  the  supervision  of  a  qualified 
adult  supervisor ;  that  the  existing  doors,  from  such  room 
to  the  yard,  shall  be  maintained  as  well  as  the  other  exit 
doors  as  shown,  to  the  yard  and  to  the  street;  that  the 
rear  chamber  on  the  first  floor  may  be  used  as  indicated, 
on  occasion  for  an  isolation  ward  in  connection  with  the 
day  nursery,  but  not  for  regular  day  nursery  use;  that 
the  natural  ventilation  by  means  of  casement  doors  and 
transoms  shall  be  maintained ;  that  the  existing  sprinkler 
system  in  the  stairhall  shall  be  maintained ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  that 
a  revised  Certificate  of  Occupancy  shall  be  obtained. 


458-43-A 

APPLICANT— Naphtali  A.  Weidberg,  for  Estate  of  Louis 
Leavitt,  owner  (Mrs.  Dorothy  Changuris,  lessee). 
SUBJECT — Appeal  from  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 223-02  Hempstead  Turnpike, 
south  side  of  Hempstead  Turnpike,  110  ft.  east  of 
223rd  street  (Block  11159,  Lot  28),  Queens  Village, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Naphtali  A.  Weidberg. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (458-43-A) 

Whereas,  Naphtali  A.  Weidberg,  for  Estate  of  Louis 
Leavitt,  owner  (Mrs.  Dorothy  Changuris,  lessee),  filed  on 
September  24,  1943,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  revoking  permit  Q-13594,  for  con¬ 
structing  driveway  and  cutting  curb  in  corner  of  prem¬ 
ises  223-02  Hempstead  Turnpike,  south  side,  110  ft.  east 
of  223rd  street  (Block  11159,  Lot  28),  Queens  Village,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  21,  1943,  reads: 

“On  September  20,  1943  Cutting  Curb  and  Con¬ 
structing  Driveway  Permit  Q13594  was  issued  by  this 
Department  with  the  following  location : 

S.S.  Hempstead  Turnpike  110  ft.  East  of  223  St., 
and  as  no  application  has  been  approved  for  this  loca¬ 
tion  for  any  use  of  premises  which  would  necessitate 
the  issuing  of  said  permit,  I  hereby  inform  you  that 
said  permit  has  been  revoked.” 

and 
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Whereas,  the  applicant  states  that  the  premises  consist 
of  a  lot  30  ft.  by  50  ft.  in  area,  located  in  a  business  use, 
C  area  district,  occupied  since  1927  for  the  parking  of 
five  motor  vehicles ;  and 

Whereas,  the  applicant  contends  that  application  was 
made  for  a  permit  for  parking  of  not  more  than  five  motor 
vehicles  and  approved  August  6,  1943 ;  that  in  order  to 
procure  a  Certificate  of  Occupancy,  application  was  made 
for  a  permit  for  a  curb  cut  to  be  installed  on  223rd  street; 
that  this  application  was  approved,  provided  the  curb  cut 
was  made  on  Hempstead  Turnpike;  that  a  fee  was  paid 
and  permit  Q13594  was  issued  September  20,  1943;  that 
subsequently  on  September  21,  1943,  such  permit  was  re¬ 
voked  by  the  decision  of  the  Acting  Borough  Superin¬ 
tendent  herein  appealed ;  and 

Whereas,  the  applicant  further  contends  that  the  curb 
cut  can  be  at  any  place  along  the  line  of  the  owner’s  prop¬ 
erty,  with  a  drive-in  to  the  space  designated  for  parking 
lot  use,  as  leased  to  the  lessee,  the  owner  having  consented 
to  driving  over  his  property ;  that  the  limitation  of  where 
the  curb  cut  shall  be  placed,  is  entirely  within  the  discretion 
of  the  lessee;  that  the  department  having  issued  its  permit 
for  such  curb  cut,  is  without  authority  to  revoke  it,  be¬ 
cause  of  the  location  of  the  curb  cut  with  relation  to  the 
portion  of  the  property  to  be  used ;  and 

Whereas,  it  appears  that  no  curb  cut  has  been  con¬ 
structed  for  entrance  to  the  lot  for  which  permit  has  been 
granted  for  the  storage  of  five  (5)  cars  only,  at  the  corner 
of  Hempstead  Turnpike  and  223rd  street  with  dimensions 
of  30  ft.  by  50  ft. ;  and 

Whereas,  in  the  opinion  of  the  Board,  the  applicant  is 
entitled  to  obtain  a  permit  for  a  curb  cut  for  crossing  the 
sidewalk  to  enter  such  30  ft.  by  50  ft.  lot,  for  the  purpose 
for  which  the  permit  has  been  granted,  but  that  he  is  not 
entitled  to  obtain  a  permit  for  a  curb  cut  for  access  to  such 
lot  which  would  require  crossing  adjacent  premises;  and 
Whereas,  it  appears  that  the  borough  superintendent  has 
interpreted  the  application  for  a  curb  cut  as  located  other 
than  abutting  the  premises  which  are  subject  to  the  permit 
for  storage  of  five  (5)  cars  only. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  September  21,  1943  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


565-43-A 

APPLICANT — Simon  B.  Zelnik,  for  Empire  State,  Inc., 
owner.  (Longchamps  Restaurant,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2-20  West  34th  street,  350  Fifth 
avenue,  southwest  corner  and  1-29  West  33rd  street 
(basement  and  1st  floor)  ;  (Block  835,  Lots  19  to  28 
and  41-54),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Simon  B.  Zelnik  and  John  A. 
Kelley. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  buildings  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy. .  4 
Negative  .  0 

THE  RESOLUTION  (565-43-A) 

Whereas,  Simon  B.  Zelnik,  for  Empire  State,  Incorpo¬ 
rated  owner,  (Lonchamps  Restaurant,  lessee),  filed  Novem¬ 
ber  17,  1943,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises:  2-20  West  34th  street, 
350  Fifth  avenue,  southwest  corner  and  1-29  West  33rd 
street  (Basement  and  1st  floor)  ;  (Block  835,  Lots  19  to  28 
and  41  to  54),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  9,  1943,  on  Misc.  Application  225-43,  reads : 


“1.  Type  A  Revolving  doors  (3),  serving  as  exits  on 
5th  avenue  front  (1)  and  on  34th  street  (2)  front;  not 
permitted,  due  to  the  absence  of  adjacent  outward  swing¬ 
ing  doors.  Sec.  C26-1446,  Subd.  d.” 

and 

Whereas,  the  applicant  states  the  building  is  102  stories, 
(1250  ft.)  in  height;  425  ft.  by  197.6  ft.  in  area;  of  Class  1 
construction;  erected  1931;  located  in  a  retail  use,  B  area 
district,  and  used  and  occupied  as  follows :  Sub-cellar,  mech. 
plant,  showrooms,  etc.,  400  persons;  cellar,  restaurant  and 
showrooms,  600  persons;  1st  and  2nd  floors,  stores  and 
restaurant,  500  persons ;  3rd  to  5th  floors,  stores,  400  persons 
per  floor ;  6th  to  20th  floors,  offices,  320  persons  per  floor ; 
21st  to  24th  floors,  offices,  220  persons  per  floor;  25th  to  29th 
floors,  200  persons  per  floor ;  30th  to  65th  floors,  160  persons 
per  floor;  66th  to  80th  floors,  150  persons  per  floor,  81st  to 
83rd  floors,  100  persons  per  floor;  84th  to  85th  floors,  tank 
and  machine  room ;  tower  and  observatory ;  that  the  building 
is  equipped  with  a  standpipe  system,  interior  fire  alarm 
system.  There  are  six  3  ft.  8  in.  fireproof  stairs  leading 
from  roof  to  street;  that  Certificate  of  Occupancy  17502 
issued  April  29,  1931,  on  completion  of  N.B.  Application  31 
of  1929,  permits  the  use  of  the  basement  as  a  restaurant, 
600  persons ;  1st  and  second  floors,  500  persons  (combined)  ; 
3rd  to  5th  floor,  offices,  and  6th  to  84th  floors,  offices;  and 

Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  to  retain  exit  facilities  without  change,  as  approved 
by  the  Department  of  Housing  and  Buildings  on  April  2, 
1938;  that  these  exit  facilities  had  been  carefully  considered 
by  the  department  as  they  were  approved  after  the  architect’s 
request  for  reconsideration ;  that  the  revolving  doors  are  of 
the  “A”  type  and  are  cleaned,  lubricated  and  maintained  in 
proper  order  and  tests  will  be  made  every  month  and  a 
record  of  tests  kept  available  for  city  inspection ;  that  even 
should  the  revolving  doors  be  considered  as  auxiliary  exits, 
the  swing  doors  in  the  basement  and  first  floor  are  of  suffi¬ 
cient  width  to  accommodate  the  entire  seating  capacity;  that 
it  is  therefore  contended  that  the  request  for  continuance 
of  the  revolving  doors  complies  with  the  intent  of  the  law; 
and 

Whereas,  these  premises  were  the  subject  of  an  inspec¬ 
tion  by  a  committee  of  the  Board,  report  of  which  inspection 
reads  as  follows  : 

REPORT  OF  COMMITTEE 

January  7,  1944. 

Re:  Cal.  565-43-A 

Longchamps  Restaurant, 

Empire  State  Building, 

Premises  2-20  West  34th  Street, 

350  Fifth  Avenue,  MANHATTAN. 

This  appeal  is  from  a  decision  of  the  Borough  Super- 
tendent,  requiring  outward-swinging  doors  adjacent  to 
three  (3)  existing  Type  A  revolving  doors. 

The  premises,  occupied  by  the  restaurant,  are  on  the 
street  floor  at  the  corner  of  Fifth  Avenue  and  West 
34th  Street  and  in  the  cellar  and  sub-cellar,  with  an 
approximate  total  space  as  follows : 
street  floor — 5,400  sq.  ft. ; 
cellar  with  mezzanine— 15,500  sq.  ft.; 
sub-cellar — 2,500  sq.  ft. 

These  areas  are  as  shown  on  plans  filed  with  Alteration 
Application  227  of  1938  for  the  Longchamps’  occupancy 
as  approved  under  Permit  625  of  1938,  February  17, 
1938. 

The  space  in  the  sub-cellar  and  approximately  one- 
third  of  the  cellar  space  are  given  over  to  kitchen  and 
restaurant  utilities,  and  the  balance  is  a  place  of  assem¬ 
bly  (restaurant)  as  defined  in  Local  Law  29,  Section 
C26-116.0,  as  amended  July  24,  1943. 

The  exits  are  as  approved  in  1938.  The  plans  were 
filed  prior  to  January  27,  1938,  and  the  applicant  chose  to 
have  them  examined  under  the  old  Code,  as  he  was  per¬ 
mitted  to  do.  The  exits  from  the  sub-cellar  consist  of 
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one  door  to  the  public  building  corridor  and  a  stair 
leading  to  cellar.  The  exits  from  the  cellar  consist  of 
a  double  door  leading  from  the  main  restaurant  to  the 
public  building  corridor ;  one  door  from  kitchen  space 
to  public  corridor  and  an  ornamental  open  stairway, 
7  ft.  wide,  from  cellar  to  first  floor.  The  exits  from  the 
street  floor  consist  of  a  3  ft.  door  to  public  building 
corridor,  not  swinging  in  direction  of  exit ;  a  3  ft.  6  in. 
door  leading  to  public  building  corridor,  swinging  in  the 
direction  of  exit,  and  three  revolving  doors,  each  6  ft. 
6  in.  wide,  two  near  the  intersection  of  Fifth  Avenue 
and  West  34th  Street  and  one  about  70  ft.  to  the  west, 
leading  to  West  34th  Street. 

This  appeal  concerns  the  three  revolving  doors  which 
do  not  have  swinging  side  doors  adjacent.  Under  the 
1916  Code,  a  restaurant  use  was  a  business  use,  similar 
to  a  store  and  not  classified  as  a  place  of  assembly. 
The  number  of  exits  for  this  class  of  occupancy  was 
determined  under  Section  152,  paragraph  2,  sub-para¬ 
graph  2,  sub-paragraph  b,  which  provided  that  the 
occupancy  for  a  restaurant  should  be  taken  as  1  for  every 
15  square  feet  of  area  occupied.  This  provision  was  re¬ 
quired  to  be  followed  when  the  occupancy  of  the  space 
was  not  stated.  The  1938  application  did  not  clearly 
state  that  the  number  of  persons  to  be  accommodated 
applied  solely  to  the  proposed  restaurant  occupancy  or 
to  the  building  itself.  However,  at  the  above  rate,  the 
occupancy  of  the  street  floor  restaurant,  with  which 
this  appeal  is  solely  concerned,  could  have  been  per¬ 
mitted  for  260  persons.  Section  152,  paragraph  3,b, 
required  at  least  two  exits.  Where  the  occupancy  ex¬ 
ceeded  75  persons  with  “direct  exit  by  doorways  or 
hallways  to  a  street”,  Section  158,  based  on  the  occupancy 
as  above  calculated,  required  one  36  in.  exit  and  one 
42  in.  exit  (36  in.  for  the  first  50  and  42  in.  for  the  extra 
310  persons,  i.e.,  7  units  of  50  at  6  in.  per  unit). 

The  Examiner  (Cash)  gave  two  objections — 1,  that 
the  “exit  facilities  are  inadequate”,  and  2,  that  the  “re¬ 
volving  doors  should  comply  with  the  Exit  Rules  of  the 
Board  of  Standards  and  Appeals.”  The  rules  referred 
to  Exit  Rules — Revolving  Doors,  adopted  in  1917,  by 
the  Board  and  still  in  force.  The  1916  Code  had  no 
reference  to  revolving  doors  and  the  Board’s  Rules 
were  adopted  to  supplement  the  Code.  Under  these  Rules, 
Rule  5  required,  in  effect,  that  when  a  revolving  door  for 
a  restaurant  or  store  served  as  a  required  exit,  there 
should  be  a  three-foot  wide  outwardly  swinging  door 
adjacent  thereto.  Upon  reconsideration,  Engineer 
Fromlet  approved  the  arrangement  on  the  applicant’s 
statement  that  there  were  adequate  exits  from  the  res¬ 
taurant,  consisting  of  the  two  swinging  doors  into  the 
corridor,  and  that  the  revolving  doors  would  be  of  the 
full  collapsing  type. 

From  this  analysis,  it  must  be  concluded  that  the 
approval  of 'the  required  exits  proposed  was  permitted 
under  the  law  as  it  then  stood  with  one  exception — that 
one  of  the  required  exit  doors  (to  the  building  corridor 
near  Fifth  Avenue)  was  not  required  to  swing  outwardly. 
It  is  clear  that  the  three  revolving  doors  were  not  deemed 
to  be  or  offered  as  required  exits,  hence,  no  adjacent 
swinging  door  could  be  demanded.  The  Rules  demanded 
an  outwardly  swinging  door  where  a  Type  A  collapsible 
revolving  door  was  permitted  to  be  installed  as  a 
required  exit,  but  not  otherwise. 

The  present  Code  varied  from  the  1916  Code  only  in 
that  the  occupancy  for  a  restaurant  is  figured  at  the 
rate  of  one  person  for  every  ten  square  feet  (C26- 
273.0, c,l, a— 6.1.2.3.1a)  instead  of  fifteen  square  feet  (Sec¬ 
tion  152.2.b  old  Code).  Had  this  occupancy  been  ap¬ 
proved  under  the  present  Code,  the  two  required  exits 
would  have  to  be  one  36  in.  door  and  other  doors  total¬ 
ling  36  in.  for  the  first  50  and  5  ft.  for  the  extra  490, 
i.e.,  10  units  of  50  at  6  in.  per  unit  (Section  C26-283.0). 
Under  the  present  Code,  therefore,  the  only  change  from 
the  approved  conditions,  except  for  the  swing  of  the  3  ft. 
door  to  the  main  corridor,  would  be  that  the  3  ft.  6  in. 


door  to  corridor  would  be  required  to  be  a  pair  of  doors, 
5  ft.  in  width.  The  Code  provisions  as  to  revolving 
doors  (C26-287.0)  apply  only  when  installed  as  a  re¬ 
quired  means  of  exit. 

Local  Law  29  added  a  new  section — C26-1446.0,  which 
deals  with  revolving  doors  and  provides  under  sub¬ 
division  “d”  that  during  the  present  emergency  an  exist¬ 
ing  revolving  door  may  be  continued  provided  “that 
adjacent  to  such  revolving  doors  there  are  required 
means  of  egress  equipped  with  outwardly  swinging 
doors”,  and  under  sub-division  b  “a  supplemental  revolv¬ 
ing  door  may  be  *  *  *  maintained  adjacent  to  a 
required  exit”.  Neither  of  these  provisions  appear  to 
affect  the  existing  conditions.  The  three  existing  type  A 
revolving  doors,  supplemental  to  the  legal  exits  approved 
in  1938, — no  one  of  them  is  adjacent  to  a  required 
means  of  exit. 

The  Code  is  defective  in  not  requiring  in  specific 
terms  that  where  a  place  of  assembly  has  a  street  front¬ 
age,  at  least  one  of  the  required  exits  should  open  to 
such  street.  Undoubtedly,  it  can  be  so  inferred  from  the 
provisions  both  in  the  1916  Code  and  the  1938  Code, 
but  the  definite  requirement  is  lacking,  and  when  these 
plans  were  approved  in  1938  the  Code  was  interpreted  as 
not  requiring  either  of  the  two  required  exits  to  open 
upon  either  Fifth  Avenue  or  West  34th  Street.  Never¬ 
theless,  there  are  three  exits  to  those  streets,  consisting 
of  the  three  supplemental  Type  A  revolving  doors,  and 
which  must  be  deemed  the  primary  means  for  public 
entry  and  exit.  They  replaced  swinging  doors  formerly 
installed,  prior  to  the  restaurant  occupancy.  In  this 
respect  the  application  stated  “Some  street  doors  will  be 
closed,  new  revolving  doors  will  be  added”. 

Certainly,  Longchamps  must  consider  the  three  re¬ 
volving  doors,  totalling  approximately  20  ft.,  as  the 
primary  public  means  of  entrance  and  exit  as  against 
the  two  doors,  totalling  6  ft.  6  in.,  which  were  approved 
as  meeting  the  then  requirements  for  exit  but  which 
are  in  reality  supplemental  rather  than  primary  in  that 
they  open  not  to  the  street  but  to  the  corridors  of  the 
Empire  State  Building.  Whether  this  approval  was  in 
line  with  Section  3  of  the  old  Code  must  be  determined 
from  the  intent  of  that  section.  That  section  and  the 
similar  section  in  the  new  Code,  C26-4.0,  reads :  “This 
Chapter  is  hereby  declared  to  be  remedial  and  shall  be 
construed  liberally  (liberally  construed  in  the  new  Code) 
to  secure  the  beneficial  interests  and  purposes  thereof”. 
If  “liberally  construed”  was  taken  to  mean,  for  the  bene¬ 
fit  of  the  restaurant,  the  exits  as  approved  certainly  met 
that  interpretation.  If,  however,  this  section  is  taken 
to  mean  that  the  liberal  construction  to  secure  the  bene¬ 
ficial  interests  and  purposes  of  the  Code,  which  is  a  Code 
of  minimum  requirements  for  public  safety,  then  in  the 
opinion  of  the  Committee,  the  approval  went  too  far 
in  accepting  two  secondary  exits  and  permitting  three 
revolving  doors,  without  adjacent  swinging  doors,  as 
supplemental,  which  are  the  primary  and,  to  the  public, 
the  most  important  means  of  entrance  and  exit. 

When  it  is  also  considered  that  the  cellar  restaurant, 
even  though  it  also  has  two  approved  means  of  exit  to 
the  building  corridor,  is  reached  by  the  public  by  means 
of  a  wide  open  stairway  from  the  street  floor  portion  of 
the  restaurant,  and  that,  according  to  the  applicant’s 
statement  at  the  hearing,  there  are  accommodations  for 
314  persons  on  the  first  floor  and  584  persons  in  the 
cellar,  including  100  persons  as  help,  the  inadequacy  of 
the  exits  as  legally  approved  for  the  first  floor  becomes 
apparent.  Barring  accidents,  the  revolving  doors  would 
serve  their  purpose  as  exits  in  time  of  peril  but  the  law 
recognizes  the  need  for  swinging  doors  adjacent  to  re¬ 
volving  doors  in  times  of  emergency. 

It  is  the  opinion  of  the  Committee  that  the  decision 
of  the  Borough  Superintendent  should  be  modified  so  as 
not  to  require  a  swinging  door  adjacent  to  each  of  the 
three  revolving  doors  but  to  permit  their  continuance  as 
long  as  they  meet  the  requirements  of  paragraph  d  of 
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Section  C26- 1446.0,  provided  there  are  two  swinging 
doors,  each  not  less  than  3  ft.  in  width,  installed  at 
opening  to  West  34th  Street,  preferably  in  the  approxi¬ 
mate  centre  of  the  restaurant  frontage  on  that  street. 
Such  doors  and  all  legally  approved  swinging  doors 
should  be  made  to  swing  in  the  direction  of  exit.  The 
two  doors  to  be  installed  could  be  permitted  to  be  pro¬ 
vided  with  approved  panic  bolts  with  the  required  exit 
signs. 

(Sgd.)  HARRIS  H.  MURDOCK, 
Chairman. 

BERNARD  A.  SAVAGE, 
Commissioner. 

CHARLES  M.  BLUM, 
Commissioner. 

FRANK  MURPHY, 

Deputy  Chief,  Fire  Department 

Resolved,  that  the  decision  of  the  borough  superinten¬ 
dent  on  Misc.  Applic.  225-43,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  swinging  doors  shall  be  installed  as  recom¬ 
mended  in  the  report  of  the  Committee,  or  a  pair  of  doors 
installed  in  place  of  the  revolving  door  leading  to  5th  avenue 
near  the  intersection  of  5th  avenue  and  West  34th  street; 
that  the  service  doors  opening  from  the  kitchen  to  the  cellar 
restaurant  now  equipped  with  a  magic  door  installation,  shall 
be  so  arranged  to  the  satisfaction  of  the  borough  superin¬ 
tendent,  so  as  not  to  open  automatically  when  actuated  by 
smoke  and  that  to  obviate  this,  there  shall  be  installed  a 
thermostatic  control  by  means  of  a  switch  on  the  electric 
circuit  that  would  turn  off  the  electric  power  operating 
the  magic  door  opening  device ;  that  such  thermostatic  switch 
shall  be  located  over  the  cooking  ranges  and  set  to  operate 
at  165  deg.  F. ;  that  the  existing  exit  door  from  the  street 
floor  restaurant  to  the  building  elevator  hall,  shall  be  made 
to  swing  in  the  direction  of  exit;  that  in  all  other  respects, 
the  building  and  occupancy  shall  be  made  to  comply  with 
all  laws,  rules  and  regulations  applicable  thereto ;  that  a 
corrected  Certificate  of  Occupancy  shall  be  obtained  to  include 
no  greater  occupancy  of  the  restaurant  than  as  herein  pro¬ 
posed. 


574-43-A 

APPLICANT — William  O.  Staber,  for  Home  Owners  Loan 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 2063  78th  street,  north  side,  160 
ft.  west  of  21st  avenue  (Block  6251,  Lot  53),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  O.  Staber. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative .  0 

THE  RESOLUTION  (574-43-A) 

Whereas,  William  O.  Staber,  for  Home  Owners’  Loan 
Corporation,  owner,  filed  on  November  29,  1943,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises :  2063  78th  street  north  side,  160  ft.  west  of  21st 
avenue  (Block  6251,  Lot  53),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
November  5,  1943  on  B.  N.  Applic.  1025-43  reads: 

“1.  Frame  enclosed  extension  in  rear  of  a  class  3 
structure  is  contrary  to  4.1.5  of  the  Code.” 
and 


Whereas,  the  applicant  states  that  the  building  is  2  stories 
(25  ft.)  in  height,  20  ft.  by  45  ft.  in  area  at  1st  floor,  20  ft. 
by  35  ft.  in  area  at  2nd  floor,  of  class  3  construction,  erected 
in  1910,  located  in  a  residence  use  D  area  district  and  used 
as  a  one  family  dwelling  for  which  no  Certificate  of 
Occupancy  has  been  issued ;  and 

Whereas,  Violation  2844  was  issued  May  26,  1943,  to 
supersede  Violation  689-39,  for  constructing  a  closed  porch 
instead  of  an  open  porch  as  provided  for  under  Alt.  8109-36 ; 
and 

Whereas,  the  applicant  contends  that  the  present  owner 
acquired  the  property  November  7,  1938;  that  prior  to  the 
acquisition  by  the  present  owner,  Alt.  Applic.  8109-36  was 
filed  to  erect  an  open  porch  at  the  rear  of  the  1st  floor;  that 
the  porch  was  erected  enclosed  with  studding,  finished  on 
the  exterior  with  imitation  brick  siding,  asphalt  shingle  sid¬ 
ing  and  on  the  interior  with  plaster,  thus  creating  an  addi¬ 
tional  room;  that  B.  N.  1025-43  was  filed  by  the  present 
owner,  to  remove  the  existing  violation ;  that  the  work  evi¬ 
dently  was  done  prior  to  the  enactment  of  the  present  Build¬ 
ing  Code;  that  similar  conditions  exist  at  2057,  2059,  2061  and 
2065  78th  street  and  it  is  therefore  requested  in  view  of  the 
fact  that  the  construction  is  sound,  that  the  Board  grant  a 
variation  of  the  provisions  of  the  Administrative  Building 
Code,  to  permit  the  existing  extension  to  remain. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  1025-43,  Objection  1,  be  and  it  here¬ 
by  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  be  further 
increased  in  height  or  area ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


610-43-A 

APPLICANT — Frank  Lo  Grande,  lessee,  for  Dotty  Lynn, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1920  Troutman  street,  northeast 
corner  of  Woodward  avenue  and  northwest  corner  of 
Woodward  avenue  and  Starr  street  (Block  3377, 
Lot  6),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Walter  F.  Bucalos  and  Frank  Lo 
Grande. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative .  0 

THE  RESOLUTION  (610-43-A) 

Whereas,  Frank  Lo  Grande,  lessee,  for  Dotty  Lynn, 
owner,  filed  December  16,  1943,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  1920 
Troutman  street,  northeast  corner  Woodward  avenue,  1901 
Starr  street,  northwest  corner  Woodward  avenue  (Block 
3377,  Lot  6),  Maspeth,  Borough  of  Queens;  and 
Whereas,  Order  95885-C,  issued  by  the  fire  commissioner 
November  18,  1943,  and  repeated  in  a  decision  of  the  fire 
commissioner  December  7,  1943,  reads : 

“A  recent  inspection  of  the  above  premises  used  to 
junk  autos,  shows  the  following  must  be  done  in  the 
interest  of  public  safety: 

1.  Discontinue  the  maintenance  of  a  bon-fire  on  above 
premises  because  it  creates  a  serious  fire  hazard. 
C-19-148.0,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  shaped  plot  about  22,500  ft.  in  area;  located 
in  an  unrestricted  use,  G  area  district;  used  since  1933  as  an 
auto  wrecking  yard;  and 
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Whereas,  the  premises  consist  of  a  plot  fronting  150  ft.  on 
Troutman  street,  45  ft.  and  80.22  ft.  on  Woodward  avenue, 
and  150  ft.  on  Starr  street,  enclosed  on  Trotuman  street  front 
by  an  8  ft.  high  tight  board  fence,  on  Woodward  avenue 
by  an  8  ft.  high  tight  hoard  and  wood  and  metal  fence  and  on 
the  rear  by  a  6  ft.  high  wood  picket  fence ;  that  the  area  used 
for  bon  fires  is  approximately  12  ft.  by  12  ft.,  located  near 
the  Starr  street  front,  approximately  75  ft.  east  of  the  frame 
multiple  dwelling  located  at  No.  65  Woodward  avenue,  as 
indicated  on  diagram  filed  with  this  appeal,  marked  “Received 
December  16,  1943” ;  and 

Whereas,  the  applicant  contends  that  he  has  been  engaged 
in  this  business  at  the  same  location  for  the  past  ten  years ; 
that  there  are  many  of  the  same  type  uses  in  the  area ;  that 
the  business  conducted  is  vital  to  the  war  effort,  as  large 
-uiantities  of  metal  are  being  furnished  to  the  Auto  Salvage 
Division  of  the  War  Production  Board ;  that  the  fires  are 
only  maintained  occasionally  and  are  located  in  an  excavation 
approximately  15  ft.  below  grade;  that  the  only  two  occupied 
residential  buildings  are  of  brick  construction  and  are  more 
than  100  ft.  from  the  point  where  the  fires  are  maintained ; 
that  fires  are  under  the  constant  supervision  and  watch  of  the 
applicant  or  his  employees ;  that  fires  are  maintained  only 
for  the  purpose  of  burning  out  the  upholstery  and  other  non- 
metallic  substances  from  the  bodies  of  junked  automobiles; 
that  to  discontinue  the  fires  would  result  in  a  total  loss  of 
'  the  applicant’s  business ;  that  gasoline  tanks  are  removed 
from  the  cars  before  burning  and  fires  are  maintained  only 
on  the  average  of  once  or  twice  a  week  at  about  8  o’clock 
in  the  morning  and  last  about  30  minutes  and  are  conducted 
only  when  there  is  no  wind  or  when  the  wind  is  in  the 
direction  of  Starr  street  or  Metropolitan  avenue. 

Resolved,  that  order  95885-C,  Item  1,  issued  by  the  fire 
commissioner  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  no  open 
fire  shall  be  maintained  except  for  the  purpose  as  set  forth 
and  located  as  set  forth  and  as  shown  on  plan  filed  with 
this  appeal  marked  “Received  December  16,  1943”  and  in  no 
event  nearer  than  75  ft.  to  any  wood  building  or  wood  fence ; 
that  the  fire  shall  be  maintained  within  the  pit  as  proposed; 
that  such  fire  pails  shall  be  on  the  premises  as  the  fire 
commissioner  shall  direct  and  in  addition  there  shall  be  a 
1  inch  hose  and  a  water  connection  for  same  available ; 
that  the  open  fire  shall  be  maintained  only  on  week  days 
between  the  hours  of  8  A.  M.  and  12  M.  and  that  after 
12  M.  any  smoldering  material  shall  be  doused  with  water  to 
extinguish  any  flame ;  that  this  variance  shall  continue  only 
so  long  as  the  conditions  are  maintained  to  the  satisfaction 
of  the  fire  commissioner. 


43-44-A 

APPLICANT — Alexander  D.  Crosett,  for  Defense  Plant 
Corporation,  owner  (Aluminum  Co.  of  America, 
agent).  " 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 47-19  Grand  avenue,  entire  area 
bounded  by  Grand  avenue,  Page  place,  56th  road, 
Maspeth  Creek  and  Newtown  Creek  (Block  2600, 
Lot  200),  Maspeth,  Borough  of  Queens. 

1  APPEARANCES— 

For  Applicant :  Henry  G.  Hauck  and  Sol  Schwarz. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners: 

Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (43-44-A) 

Whereas,  Alexander  D.  Crosett,  for  Defense  Plant  Cor¬ 
poration,  owner  (Aluminum  Co.  of  America,  agent)  filed 
January  13,  1944,  an  appeal  from  a  decision  of  the  borough 


superintendent,  affecting  premises  47-19  Grand  avenue,  en¬ 
tire  area  bounded  by  Grand  avenue,  Page  place,  56th  road, 
Maspeth  Creek  and  Newtown  Creek  (Block  2600,  Lot  200), 
Maspeth,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  31,  1943  on  N.  B.  Applications  840,  848, 
849,  850,  851,  852,  853,  855,  872,  1398-42  and  20,  21,  78,  188, 
256-43  reads : 

“L  The  use  of  “Victory”  pipe  is  contrary  to  Section 
14.3.3  of  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  large  plot  occupied  as  an  aluminum  manufacturing 
plant ;  and 

Whereas,  the  applicant  contends  that  as  cast  iron  pipe 
and  fittings  conforming  to  Section  C26-1229.0  of  the  Build¬ 
ing  Code  are  not  available  in  quantities  required  for  use 
as  house  drains,  soil,  waste,  vent  and  leader  pipe,  it  is  nec¬ 
essary  to  use  Victory  weight  pipe  as  approved  for  manu¬ 
facture  by  the  W.P.B. ;  that  every  effort  has  been  made  to 
secure  cast  iron  pipe  conforming  to  the  requirements  of  the 
Code  and  only  a  small  quantity  of  such  pipe  is  available ; 
that  this  extra  heavy  pipe  will  be  installed  where  it  is  most 
vital  and  it  is  therefore  requested  that  the  requirements  of 
the  Code  be  modified,  so  as  to  permit  the  installation  of 
Victory  weight  pipe,  in  lieu  of  extra  heavy  cast  iron  pipe  in 
the  following  weights  per  5  ft.  length  for  single  hub  cast 
iron  pipe:  2  in. — 20  lbs.,  3  in. — 30  lbs.,  4  in. — 42  lbs.,  5  in- 
55  lbs. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applications  840,  848,  849,  850,  851,  852,  853, 
855,  872,  1398-42  and  20,  21,  78,  188,  and  256-43,  Objection  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  in  all  other  respects,  the 
plumbing  installations  shall  comply  with  all  Code  require¬ 
ments  ;  that  this  variance  is  granted  only  during  the  term  of 
the  present  emergency,  otherwise  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto,  other  than  as  modified  by  the  Board  under  Cals. 
515-42-A  to  522-42-A,  inclusive,  140-43-A  to  148-43-A,  and 
235-43-A. 


51-44-A 

APPLICANT — J.  Andre  Fouilhoux  for  Harrison,  Fouil- 
houx  and  Abramovitz,  for  The  Equitable  Life  As¬ 
surance  Society  of  The  United  States,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 345  Clinton  avenue,  southeast 
corner  of  Lafayette  avenue  (Block  1944,  Lots  13, 
15,  18  and  22),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  J.  Andre  Fouilhoux,  Joseph  Di 
Stasio,  R.  L.  Bertin,  M.  P.  Van  Buren  and 
William  E.  Erb. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (51-44-A) 

Whereas,  J.  Andre  Fouilhoux  for  Harrison,  Fouilhoux 
and  Abramovitz,  for  The  Equitable  Life  Assurance  Society 
of  the  United  States,  owner,  filed  January  20,  1944,  an  ap¬ 
peal  from  a  decision  of  the  borough  superintendent,  affecting 
premises  345  Clinton  avenue,  southeast  corner  of  Lafayette 
avenue  (Block  1944,  Lots  13,  15,  18  and  22),  Borough  of 
Brooklyn;  and 
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Whereas,  the  decision  of  the  borough  superintendent 
dated  January  19,  1944  on  N.  B.  Applic,  1471-42  reads: 

“1.  The  proposed  method  of  design  of  the  fourteen 
story  reinforced  concrete  structure  is  essentially  flat  slab 
construction,  and  should  comply  fully  with  sects.  8.5.25.1 
to  8.5.28.8  inclusive,  of  the  Bldg.  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  will  be 
14  stories  (127  ft.)  in  height,  157  ft.  by  63  ft.  in.  area,  of 
class  1  construction,  located  in  a  residence  use  district  and 
to  be  used  and  occupied  as  a  class  A  multiple  dwelling;  and 

Whereas,  the  applicant  contends  that  due  to  the  present 
scarcity  of  lumber,  the  W.P.B.  has  recommended  that  the 
design  be  based  upon  the  use  of  metal  forms  and  for  econ¬ 
omy  and  other  reasons,  it  is  proposed  to  use  flat  slab  con¬ 
struction  (with  irregular  panels),  which  will  permit  the 
use  of  removable  metal  forms  with  a  minimum  of  beams ; 
that  the  proposed  structure  will  be  designed  on  the  basis  of 
section  1002  (Design  of  Flat  Slab  as  Continuous  Frames) 
of  ACI  Code,  except  for  co-efficients  as  shown  on  plans 
filed,  which  is  a  recognized  method  of  elastic  analysis  as 
required  under  section  8.5.1,  C26-468  and  Section  8.5.25.1 
(3),  C26-49.0,  a  (3)  and  all  design  and  working  stresses 
will  conform  to  section  7.4.3.2,  C26-364  and  7.4.3.4,  C26-366 ; 
it  is  therefore  requested  that  reconsideration  of  the  objections 
be  granted,  as  the  building  is  designed  in  accordance  with 
Sec.  8.5.25.1  Par.  3,  which  requires  that  structures  having 
a  width  of  less  than  3  panels  in  either  direction  or  in  which 
irregular  panels  are  used  and  that  analyses  be  made  of  the 
moments  developed  in  both  slabs  and  columns ;  that  when 
required,  computations  will  be  submitted  to  the  borough 
superintendent  for  approval. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  1471-42,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  construction  shall  be  substantially  as  pro¬ 
posed  and  shall  be  designed  in  accordance  with  the  require¬ 
ments  as  set  forth  in  the  A.C.I.  Code  318-41  as  ratified  July 
21,  1941,  Section  1002  (Design  of  Flat  Slab  as  Continuous 
Frames)  and  with  stresses  as  permitted  under  the  New  York 
City  Code ;  that  in  all  other  respects,  the  requirements  of  the 
Building  Code,  as  are  applicable,  shall  be  complied  with  and 
computations  shall  be  submitted  and  approved  by  the  bor¬ 
ough  superintendent. 


382-43-A 

APPLICANT — Edmund  L.  Palmieri,  Executor  of  Estate 
of  John  Palmieri,  deceased  owner. 

SUBJECT — Application  for  consideration  reopening  and 
amendment  of  resolution — Appeal  from  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED— 150  Ocean  parkway,  west  side, 
395  ft.  south  of  Caton  avenue  (Block  5328,  Lot  30), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  A.  Barrera  and  Adna  Pal¬ 
mieri  Gibbons. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (382-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  150  Ocean  parkway,  west 
side,  395  ft.  south  of  Caton  avenue  (Block  5328,  Lot  30), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  Oc¬ 
tober  19,  1943,  on  certain  conditions;  and 
Whereas,  the  applicant  has  requested  reopening  and  an 
amendment  of  the  resolution,  to  consider  Objection  2  of  Alt. 


Applic.  2307-43,  in  addition  to  Objection  1,  passed  on  in 
resolution  adopted  October  19,  1943. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  19,  1943,  so 
that  as  amended,  the  resolution  shall  read : 

"Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent,  acting  on  Alt.  Applic.  2307-43,  Objections  1  and 
2,  be  and  it  hereby  is  modified  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  *  *  *" 


APPLIANCE  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL 

287-43-SA 

APPLICANT — Wilmot  Castle  Company,  owner. 

SUBJECT — Castle  Surgical  Instrument  and  Sterilizer,  No. 

100,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 


552-43-SM 

APPLICANT — J.  E.  Came  Company,  for  De-Oxo-Lin 
Chemical  Products  Inc.,  owner. 

SUBJECT — De-Oxo-Lin  200  FF  Flameproofing  Compound, 
approval  of. 

APPEARANCES— 

For  Applicant:  Bernard  A.  Cohen. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (552-43-SM) 

Whereas,  J.  E.  Came  Company,  owner,  filed  on  Novem¬ 
ber  15,  1943  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  De- 
Oxo-Lin  200  FF  Flameproofing  Compound ;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests,  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  S52-43-SM.  January  1944' 

Subject  De-Oxo-Lin  200  FF  Flameproofing  Compound, 
Approval  of. 

The  De-Oxo-Lin  Chemical  Products,  Inc.,  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  De-Oxo-Lin  200  FF  Flameproofing 
Compound,  under  the  provisions  of  Section  C26-191.0 
and  C26-721.0.b  of  the  Administrative  Building  Code 
and  the  Rules  of  the  Board  of  Standards  and  Appeals 
for  Tests  of  Fire  Resistive  Flameproof  Materials  such 
as  Textiles,  Paper,  Similar  Materials  and  Adhesives 
used  for  Decorative  Purposes  and  Treated  Acoustical 
Draperies,  Carpets  and  Similar  Materials  for  use  in 
plans  of  Public  Assembly  and  Similar  Occupancy 
Structures  adopted  under  Cal.  294-40-SR. 

DESCRIPTION 

De-Oxo-Lin  200  FF  Flameproofing  Compound  is  a 
compound  of  Ammonium  Sulphate,  Ammonium  Phos¬ 
phate,  Boric  Acid,  Colemanite  Sodium  Fluoride,  Phenol, 
Mercuric  Chloride  and  Zinc  chloride,  in  proportion  of 
85  lbs.  of  material  to  100  gallons  of  water,  to  which 
is  added  gallon  of  a  16%  solution  of  Barium  hy¬ 
droxide,  aluminum  ammonium  sulphate,  tin  chloride, 
copper  sodium  alginate,  Benzaldehyde,  and  Bicarbon- 
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ate  of  soda  dissolved  in  aqua-ammonia.  The  sp.  gr.  of 
the  solution  is  1.101  at  68  deg.  F. ;  the  pH  value  is  with¬ 
in  the  range  of  7.5  to  8.2  at  68  deg.  F. 

TESTS 

Fabrics  submitted  for  test  purposes  were  treated 
at  the  Madison  Square  Garden  Bowling  Alleys  in  the 
presence  of  the  Committee  on  Tests  and  representatives 
of  the  manufacturer.  Sufficient  solution  was  provided 
to  saturate  sample  of  the  material  and  also  to  spray 
other  samples.  These  operations  took  approximately 
five  minutes  for  dipping  and  ten  minutes  for  spraying 
with  light  hand  pump  type  of  sprayer  used.  The  fab¬ 
ric  was  then  air-dried  and  forwarded  to  Better  Fabrics 
Testing  Bureau,  Inc.,  for  tests  in  accordance  with  the 
rules  of  the  Board,  with  the  following  results : 


Flash¬ 

Duration 

Duration 

Material 

ing 

of  Flame 

of  Glow 

Plain  Woven  Cotton  Rep 

Drapery  Fabric 

Sample  No.  1  Sprayed..  None 

None 

None 

Sample  No. 

2  Dipped..  None 

None 

None 

Valour  (pile)  Cotton 
Drapery  Fabric 
Sample  No.  1,  Sprayed 


(1st  Test)  . 

None 

13 

None 

(2nd  Test)  . 

None 

3 

None 

(3rd  Test)  . 

None 

0 

None 

Sample  No.  2  Dipped... 

None 

0 

None 

Cotton  Towelling  . 

None 

0 

None 

Sample  No.  1,  Sprayed.. 

None 

None 

None 

Sample  No.  2,  Dipped. . . 

None 

None 

None 

The  untreated  fabrics : 

Woven  cotton  drapery  fabric — consumed  in  43  seconds. 

Velour  cotton  drapery  fabric — consumed  in  52  seconds. 

Cotton  towelling  fabric — consumed  in  50  seconds. 

Remarks — At  the  test,  none  of  the  treated  fabrics  sub¬ 
mitted  showed  any  tendency  to  flash,  and  none  showed 
any  tendency  to  flame,  with  the  exception  of  the  sprayed 
Velour  pile  fabric  which  flamed  once  out  of  three  tests 
and  exceeded  the  minimum  time  allowed  for  flaming 
by  10  seconds.  In  all  instances  of  glowing,  the  glow  was 
confined  to  the  charred  area  and  was  not  considered. 
The  whip  and  flame  tests  were  conducted  in  accordance 
with  the  requirements  of  the  Rules  of  the  Board. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  De-Oxo-Lin  200  FF 
Flameproofing  Compound  for  use  on  fabrics  listed 
herein  as  susceptible  of  being  satisfactorily  flameproofed 
by  the  proper  application  of  this  flameproofing  com¬ 
pound  of  the  saturation,  Sp.  Gr.  and  pH  value  as  given 
herein.  In  view  of  the  velour  pile  fabric  not  meeting 
the  duration  of  flame  requirements  of  Rule  4.2  (when 
applied  with  a  spray)  the  Committee  is  precluded  from 
considering  this  material  in  the  recommendation.  Tests 
for  each  specific  installation  of  originally  treated  com¬ 
bustible  material,  or  any  retests  thereof,  shall  be  made 
by  the  Fire  Commissioner,  or  in  a  laboratory  approved 
by  him  in  accordance  with  the  Rules  of  the  Board 
hereinbefore  referred  to.  This  recommendation  is  under 
the  authority  of  C26-191.0,a. 

The  Committee  further  recommends  that  each  con¬ 
tainer  in  which  this  material  is  marketed  shall  be 
labeled  or  marked  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under 
Cal.  552-43-SM.”  The  label  shall  also  include  specifi¬ 
cations  and  solution  strength  to  be  observed  in  the 
application  of  De-Oxo-Lin  200  FF  Flameproofing 
Compound  to  the  fabric  so  as  to  insure  its  being  flame- 
proofed  in  accordance  with  the  requirements  of  the 
Rules  for  “Test,  of  Fire-resistive  Flameproof  Ma¬ 
terials,  such  as  Testiles,  Paper,  Similar  Material  and 
Adhesives  used  for  Decorative  Purposes  and  Treated 


Acoustical  Draperies,  Carpets  and  Similar  Materials, 
for  use  in  places  of  Public  Assembly  and  Special  Oc¬ 
cupancy  Structures,”  adopted  by  the  Board  under  Cal. 
294-40-SR. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  De-Oxo-Lin  200  FF 
Flameproofing  Compound,  on  condition  that  the  material 
be  manufactured,  used  and  labeled,  stamped  or  tagged  in 
accordance  with  above  report. 


33-44-SM 

APPLICANT — Acoustical  Construction  Corporation,  for 
Johns-Manville  Corporation,  owner. 

SUBJECT — Johns-Manville  Fibretex  and  Johns-Manville 
Fibretone,  (acoustical  materials),  approval  of. 
APPEARANCES— 

For  Applicant:  Lansdale  Green,  Jr. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTIOIN  (33-44-SM) 

Whereas,  the  Acoustical  Construction  Corporation,  for 
Johns-Manville  Corporation,  owner,  filed  on  January  13, 
1944,  an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  the  material  known  as  Johns-Man¬ 
ville  Fibretex  and  Johns-Manville  Fibretone  (acoustical  ma¬ 
terials)  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads  : 

REPORT  OF  COMMITTEE  ON  TESTS 

January  14,  1944. 

Re:  Cal.  33-44-SM. 

Subject:  Johns-Manville  Fibretex  and  Johns-Manville 
Fibretone  (acoustical  materials). 

The  Acoustical  Construction  Corporation  filed  for 
the  Johns-Manville  Corporation  of  New  York,  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals, 
for  approval  of  the  above-mentioned  materials  for  use 
under  the  provisions  of  the  Administrative  Building 
Code  under  the  requirements  of  C26-178.0.b  and  the 
Board’s  Insulating  Fibre-Board  Rules. 

DESCRIPTION 

Fibretex  and  Fibretone  are  made  in  the  Johns-Man¬ 
ville  Factory  at  Jarrett,  Virginia.  The  material  is 
composed  of  pine  fibres  felted  in  large  sheets  to  a 
thickness  of  13/16"  and  chemically  treated  to  resist 
moisture,  dried  and  calendered.  The  large  sheets  are 
then  cut  into  squares  12"  x  12"  and  beveled.  Fibretex 
is  slotted.  Fibretone  is  perforated  and  border  units 
for  both  are  left  plain.  Both  types  are  factory  finished 
with  a  spray-coat  of  casein  base  paint.  Both  materials 
are  made  on  the  same  machines  from  the  same  ingre¬ 
dients  and  in  the  same  manner  as  Johns-Manville  In¬ 
sulating  Board,  which  has  been  approved  by  the  Board 
under  Cal.  No.  1207-40-SM.  These  materials  are  clas¬ 
sified  as  combustible  materials.  The  weight  of  Fibretex 
is  1  lb.  2  oz.  per  sq.  ft.,  and  of  Fibretone  1  lb.  1  oz. 
per  sq.  ft.  Fibretex  is  slotted  with  11  rows  of  slots 
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MINUTES 


running  in  both  directions  at  right  angles  to  each 

other  1"  on  centers,  all  slots  being  10"  long.  The 

slots  are  3/32"  in  width  and  11/16"  in  depth.  Fibretex 
is  perforated  with  circular  holes  approximately  %" 
in  diameter  and  deep,  441  holes  per  sq.  ft.,  the 
holes  being  uniformly  spaced.  This  material  is  ap¬ 
plied  by  cementing  to  a  solid  backing  with  an  ap¬ 

proved  adhesive.  It  may  also  be  applied  to  metal  or 
wood  furring  by  nailing  at  each  corner.  .  This  ma¬ 
terial  is  made  in  compliance  with  the  requirements  of 
Rule  No.  1  of  the  Insulating  Fibreboard  Rules  of  the 
Board  of  Standards  and  Appeals. 

Adhesives.  Adhesives  used  with  these  materials  are 
required  to  have  adhesive  strength  of  not  less  than 
lb.  per  square  inch  when  first  applied,  and  a  strength 
of  not  less  than  lbs.  per  square  inch  twenty-four 
hours  after  application.  Such  adhesives  are  waterproof 
and  resistant  to  alkaline  solutions,  and  of  such  nature 
that  they  remain  plastic  during  application. 


TESTS 


Tests  of  the  acoustical  properties  of  these  two  ma¬ 
terials  were  made  by  the  Bureau  of  Standards, _  Wash¬ 
ington,  D.  C.  in  compliance  with  Federal  Specification 
SSA-118,  dated  November  20,  1929,  as  follows: 


Fibretone 


Wood  fibre  units  12"  x  12"  x  13/16"  mechanically 
perforated  with  441  holes  to  each  unit.  Holes  measure 
3/16"  in  diameter  and  §4"  in  depth.  The  average 
weight  of  the  material  tested  w'as  1.12  lbs.  per  sq.  ft. 

Surface  Finish:  The  material  was  pre-painted  at 
the  factory. 

Mounting:  No.  1  mounting  (cemented  to  plaster 
board). 


Test  Results: 


Frequency 
(Cycles  per  second) 
128 
256 
512 
1024 
2048 
4096 

Noise  Coefficient 
Classification 


Coefficient  of 
Sound  Absorption 
Fibretone, 

No.  1  Mounting 

0.13 

.44 

.66 

.70 

.68 

.67 

.60 

GG 


The  foregoing  tests  were  repeated  on  Fibretone,  using 
the  No.  2  Mounting  (Nailed  to  1"  x  2"  wood  furring 
12"  o.c.)  with  results  as  follows : 


Test  Results: 


Frequency 
(Cycles  per  second) 
128 
256 
S12 
1024 
2040 
4096 

Noise  Coefficient 
Classification 


Coefficient  of 
Sound  Absorption 
Fibretone, 

No.  2  Mounting 
0.19 
.71 
.58 
.69 
.69 
.66 
.65 
FF 


Fibretex 

Wood  fibre  units  12"  x  12"  x  13/16",  slotted  at  1" 
intervals  in  two  perpendicular  directions  to  form  a 
square  pattern.  Slots  were  3/32"  wide  and  deep. 
The  average  weight  of  material  tested  was  1.03  lbs. 
per  sq.  ft. 

Surface  finish :  The  material  was  pre-painted  at  the 
factory. 

Mounting:  No.  1  mounting  (cemented  to  plaster 
board). 


Test  Results : 


Frequency 
(Cycles  per  second) 
128 
256 
512 
1024 
2048 
4096 

Noise  Coefficient 
Classification 


Coefficient  of 
Sound  Absorption 
Fibretex, 

No.  1  Mounting 
0.12 
.35 
.67 
.74 
.80 
.63 
.65 
EE 


The  foregoing  tests  were  repeated  on  Fibretex  using 
No.  2  mounting  (nailed  to  1"  x  2"  wood  furring,  12" 
o.c.)  with  results  as  follows: 


Test  Results: 


Frequency 
(Cycles  per  second) 
128 
256 
512 
1024 
2048 
4096 

Noise  Coefficient 
Classification 


Coefficient  of 
Sound  Absorption 
Fibretex, 

No.  2  Mounting 
0.14 
.64 
.57 
.72 
.83 
.69 
.70 
EE 


RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data  wherein  material 
meets  the  sound  and  absorption  requirements  of  Fed¬ 
eral  Specifications  SSA-118  for  the  class  as  listed,  the 
Committee  on  Tests  recommends  the  approval  of  Fibre¬ 
tex  and  Fibretone  Acoustical  Materials,  under  Section 
26-1 78.0b  and  C26-191.0a,  when  made  and  used  in  ac¬ 
cordance  with  the  Board’s  Rules  on  the  Use  of  Insulat¬ 
ing  Fibreboard.  The  Committee  recommends  their  ap¬ 
proval  for  use  with  Class  1  and  2  construction,  when 
backed  solidly  with  fire-resistive  materials  and  when 
meeting  the  requirements  of  C26-667.0,  paragraphs  3  and 
8  and  C26-632.0,  g.  It  is  further  recommended  that  each 
tile  if  nailed  be  nailed  at  each  corner,  and  if  used 
with  adhesives,  such  adhesives  shall  be  an  approved 
type  with  not  less  than  four  spots  to  each  tile.  These 
materials  shall  not  be  used  over  plaster  unless  the 
plaster  is  thoroughly  dried  out,  and  care  shall  be  ob¬ 
served  to  provide  a  space  equivalent  to  the  thickness  of  a 
knife  blade  along  each  side  of  the  tile  to  permit  of 
expansion  arising  from  moisture  absorption. 

It  is  further  recommended  each  package  and  con¬ 
tainer  of  these  acoustical  materials  when  used  in  New 
York  City  shall  be  marked,  stamped  or  labeled,  reading 
as  follows:  “Approved  for  use  in  New  York  City  by 
the  Board  of  Standards  and  Appeals  when  used  in 
accordance  with  the  conditions  in  Cal.  33-44-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 
CHARLES  M.  BLUM, 
Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Johns-Manville 
Fibretex  and  Johns-Manville  Fibretone  (acoustical  mate¬ 
rials),  on  condition  that  the  material  be  manufactured,  in¬ 
stalled  and  labeled,  stamped  or  tagged  in  accordance  with 
above  report. 


Adjourned:  4:45  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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PETITION  FOR 

CERTIORARI  ORDER  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS. 

On  January  21,  1944,  petition  and  order  of  certiorari  was  served 
on  the  Board  by  Messrs.  Richards,  Smyth  &  McGrath,  attorneys  for 
petitioner,  Anne  Cosden,  owner,  in  re  decision  of  the  Board  on 
December  14,  1943,  denying,  under  section  7-f,  for  a  temporary 
period,  the  erection  and  maintenance  of  a  gasoline  service  station  with 
accessory  uses  in  a  business  use  district;  Cal.  No.  297-34-BZ  ; 
premises  2705-2715  Nostrand  avenue,  E.S..  360  ft.  north  of  Avenue 
N,  Borough  of  Brooklyn.  (Previously  denied  under  section  21  for 
a  gasoline  service  station). 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 

Petition  for  Certiorari  Order  served  on  the  Board  of 
Standards  and  Appeals. 
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Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  February  1,  1944,  at  10  A.M., 
Affecting  Calendar  Numbers  271-43-BZ,  284-41-BZ, 
263-19-BZ,  478-28-BZ,  168-43-BZ,  603-43-BZ,  7-44-BZ, 
1075-40-BZ,  810-42-BZ  and  45-44-A. 

Minutes  of  Regular  Meeting  February  1,  1944,  at  2  P.M., 
Affecting  Calendar  Numbers  553-43-A,  587-43-A,  617- 
43-A,  68-44- A,  69-44-A,  70-44-A,  72-44-A,  439-43-A, 
513-43-A,  551-43-A,  29-44-A,  40-44-A,  71-44-A,  891-41- 
SM,  577-38-SA,  450-43-SA  and  830-39-SM. 

Minutes  of  Special  Meeting  February  4,  1944,  at  10  A.M., 
Affecting  Calendar  Number  45-44-A. 

Rules — Extracts  From  the  Administrative  Code  of  the 
City  of  New  York,  Relating  to  Refrigerating  systems. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition, 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 


I 


85 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  February  1,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

64- 44-A — H.B.M. — 384-390  5th  avenue  and  2-6  West  36th 
street,  southwest  corner  (Block  837,  Lot  48),  Borough  of 
Manhattan,  Amendment  to  Elevator  Applic.  92-43. 

65- 44-A — F.D. — 313-323  East  22nd  street,  north  side,  199 
ft.  4  in.  east  of  2nd  avenue  (Block  928,  Lot  9),  Borough 
of  Manhattan,  20450-LF. 


66-44-A — F.D. — 165-24  Jamaica  avenue,  southwest  corner 
of  Merrick  boulevard  (Block  10155,  Lot  12),  Jamaica, 
Borough  of  Queens,  10103-LF  and  Decision. 


67- 44-A — F.D. — 247-249  North  10th  street,  northwest 
corner  of  Union  avenue  (Block  2300,  Lots  18-20),  Bor¬ 
ough  of  Brooklyn,  Decision  re  87553-LF. 

68- 44-A— F.D. — 33-02  to  33-20  48th  avenue,  south  side, 
from  33rd  to  34th  streets  (Plant  “A”  Main  Building); 
(Block  255,  Lot  22),  Long  Island  City,  Borough  of 
Queens,  Decision. 


69-44- A— F.D. — 33-02  to  33-20  48th  avenue,  south  side, 
from  33rd  to  34th  streets  (Plant  “A”  Kiln  Building) ; 
(Block  255,  Lot  22),  Long  Island  City,  Borough  of 
Queens,  Decision. 


70- 44-A — F.D. — 33-02  to  33-20  48th  avenue  and  east  side 
of  33rd  street,  60  ft.  south  of  48th  avenue  (Plant  “A” 
Annex  Building,  basement);  (Block  255,  Lot  22),  Long 
Island  City,  Borough  of  Queens,  Decision. 

71- 44-A — H.B.Q. — 41-10  Main  street,  west  side,  75  ft. 
3%  in.  north  of  41st  road  (2nd  floor);  (Block  5041,  Lot 
33),  Flushing,  Borough  of  Queens,  Alt.  74-44. 

72- 44-A — H.B.M. — 469-475  10th  avenue  and  501-509  West 
36th  street,  northwest  corner  (Block  708,  Lot  31),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  680-43. 


73-44-A — F.D. — 490-506  Greenwich  street,  west  side, 
81.3  ft.  south  of  Spring  street  (Block  595,  Lot  77),  Bor¬ 
ough  of  Manhattan,  20258-LF,  20259-LF  and  Decision. 


74-44-BZ — H.B.B. — 375  South  1st  street,  north  side,  63 
ft.  4  in.  east  of  Grand  Street  Extension  and  206  Grand 
Street  Extension  (Block  2399,  Lot  23),  Borough  of 
Brooklyn,  Amendment  to  Alt.  2573-39. 


75- 44-A — F.D. — 43-47  West  16th  street,  north  side,  155 
ft.  east  of  6th  avenue  (north  part  of  9th  floor);  (Block 
818,  Lot  10),  Borough  of  Manhattan,  36928-LC. 

76- 44-BZ — H.B.M. — 18-20  Broome  street  and  19  Mangin 
street,  northwest  corner  (Block  322,  Lots  26  and  27), 
Borough  of  Manhattan,  Alt.  30-44. 


77-44-A — F.D. — 2-20  Haven  avenue  and  193-201  Ft. 
Washington  avenue,  southwest  corner  (Neurological  In¬ 
stitute,  1st  floor);  (Block  2139,  Lot  85),  Borough  of 
Manhattan,  36676-LC  and  Decision. 


78-44-A— F.D. — 57-18  to  57-46  Flushing  avenue,  south 
side,  51.96  ft.  west  of  59th  drive  (Block  2649,  Lot  86), 
Maspeth,  Borough  of  Queens,  Decision  re  94061-LC. 


79-44-BZ — H.B.B. — 194-198  Schenck  avenue,  west  side, 
106  ft.  south  of  Atlantic  avenue  (Block  3963,  Lot  18), 
Borough  of  Brooklyn,  Alt.  171-44. 


80-44-A — H.B.B. — 1840  West  11th  street,  west  side,  303 
ft.  south  of  Highlawn  avenue  (Block  6669,  Lot  23),  Bor¬ 
ough  of  Brooklyn,  Alt.  118-44  and  Decision. 


Restored  to  Calendar 

263-19-BZ — H.B.B. — 564-592  St.  Johns  place,  south  side, 
333  ft.  8  in.  east  of  Classon  avenue  (Block  1178,  Lot  26), 
Borough  of  Brooklyn,  N.B.  3856-19. 


478-28-BZ  H.B.R. — East  side  of  DuBois  avenue,  165  ft. 
south  of  Forest  avenue  (Block  352,  Lot  26),  West 
Brighton,  Borough  of  Richmond,  N.B.  1060-28. 

168-43-BZ — H.B.B. — 51-55  Nassau  avenue  and  68-74 
Guernsey  street,  northeast  corner  (Block  2644,  Lot  45), 
Borough  of  Brooklyn,  Alt.  123-44. 


577-38-SA  ‘BNY  ’  Bradley  Trap  (Plumbing  Device), 
Appliance. 


oiisiciWArxujMS:  h.b. 


tt  t>  t>  -  — -department  of  Housing  and  Building*; 

H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M  — 
Department  of  Housing  and  Buildings,  Manhattan ;  HBQ  1_  De. 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
F.D. — Fire  Department. 


RULES 


A  A  r  .  T>  1  r  ^  •  Last  Publication  In  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of  .......  Dec.  28,  1943— Vol.  28,  No.  52A 

Carbon  Dioxide  Diquefier,  Rules ....  Dec.  28,1943 — Vol.  28  No.  52A 
Certificates  of  Occupancy,  approved 

form  Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Flat  Slabs,  Rules . July  13,  1937— Vol.  22.  No  28 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

r  °f  U  WV'/Wy  yy  ••.•••  ••••Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Rules  (Hydrated  Lime) ...  Aug.  3,  1937 — Vol  22  No  31 

Elevator  Rules  . Mar.  3,  1936— Vol!  2L  No’  9 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  ...  .....  ....  Dec.  28,  1943— Vol.  28,  No.  52A 

Exit  Rules  (Revolving  Doors) - June  15,  1937— Vol.  22,  No.  24 

Factory  Exit  Rules  ..... .  . Dec.  28,  1943— Vol.  28,  No.  52A 

Fire  Alarm  Rules  (Interior) . Dec.  28,  1943— Vol.  28,  No.  52A 

Fire  Drill  Rules  .  ... . .  •  Dec.  28,  1943— Vol.  28,  No.  52A 

b  ire-resistive,  Flameproof  Materials, 

etc.  Rules  for  Testing  of . Dec.  28,  1943— Vol.  28,  No.  52A 

tire  Retarding  ■  Rules  for  Garages, 

tr  etC,f,wTT,7",,l . Dec.  28,  i943 — Vol.  28,  No.  52A 

Fireproof  Wood,  Testing  of . Apr.  13,  1937— Vol.  22,  No  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919— Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

r  Dec.  28,  1943— Vol.  28,  No.  52A 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . June  5,  1928— Vol.  1 3,  No.  23 

Insulating  Fibre  Board  Rules . Dec.  28,  1943— Vol.  28  No  52A 

Oil  Burner  Rules. .  . Dec.  28,  1943— Vol.  28,  No!  52A 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of.  . Dec.  28,  1943— Vol.  28,  No.  52A 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Dec.  28,  1943 — Vol.  28  No  52A 

Platform  Trucks,  Specifications  for.. .Nov.  24,  1936 — Vol  2l’  No  47 

Plumbing  Rules  . Aug.  3.  1937— Vol!  22,  No!  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply). Jan.  18,  1944— Vol.  29  No  3 

Procedure  Rules  of . .  Sept.  7.  1937— Vol.  22  No!  36 

Refrigerating  Systems,  Extract  A.C. .  Feb.  8,1944 — Vol  29  No  6 

Smoking  in  Factories,  Rules  for - Dec.  28,  1943 — Vol.  28!  No!  52A 
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Last  Publication  in  Bulletin 

Sprinkler  Rules  . June  29,  1937 — Vol.  22,  No.  26 

Standpipe  Fireline  Rules . June  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting ...  June  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936- — -Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)..  Dec.  28,  1943 — Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


FEBRUARY  8,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  8,  1944  at  10  o’clock  in  .  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

Zoning  Applications. 

k  •  • 

593-41-BZ — Application  of  Max  Horn,  applicant,  on  be¬ 
half  of  Nameoke  Realty  Corporation,  owner,  reopened 
January  11,  1944  for  consideration  as  to  extension  of  per¬ 
mit  (same  having  expired  by  limitation) — re  Application 
previously  granted  on  condition,  under  section  7 h  of  the 
zoning  resolution,  permitting  in  a  business  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
for  a  term  of  two  years;  premises  1011-1019  Beach  19th 
street,  west  side,  97  ft.  north  of  Cornaga  avenue  (Block 
49,  Lots  50  and  55),  Far  Rockaway,  Borough  of  Queens. 

222-43-BZ — Application,  May  11,  1943,  under  section  7h 
of  the  zoning  resolution,  of  Arthur  Weiser,  applicant,  on 
behalf  of  Bijou  Realty  Corporation,  owner,  to  permit 
partly  in  a  residence  use  and  partly  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles;  premises  west  side  of 
Riverdale  avenue,  157-01  ft.  north  of  West  232nd  street 
(Block  3409  E,  Lot  374),  Borough  of  The  Bronx. 

147-37-BZ — Application  of  Nathan  A.  Goldenthal,  appli¬ 
cant,  on  behalf  of  Mildred  Klausecker,  owner,  reopened 
January  18,  1944,  for  consideration  as  to  extension  of 
permit — re  Application,  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles; 
premises  25-68  to  25-70  Steinway  street,  west  side,  275 
ft.  north  of  28th  avenue  (Block  654,  Lots  91  and  92), 
Long  Island  City,  Borough  of  Queens. 

517-43-BZ — Application,  October  28,  1943,  under  section 
7c  of  the  zoning  resolution,  of  I.  L.  Crausman,  appli¬ 
cant  ,on  behalf  of  St.  Ann’s  R.  C.  Church,  owner,  to 

i  permit  in  a  business  use  district,  the  parking  of  more 
than  five  motor  vehicles  upon  a  plot,  occupied  in  part, 
as  a  gasoline  service  station;  premises  155  Gun  Hill 
road  and  3501  Bainbridge  avenue,  northwest  corner 
(Block  3328A,  Lot  60),  Borough  of  The  Bronx. 

456- 43-BZ — Application,  September  23,  1943,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Carmelo  Di  Rosa,  owner,  to  permit  partly 
in  a  business  use  and  partly  in  a  residence  use  district, 

,  the  enlargement  of  a  garage  for  the  purpose  of  storing 
two  (2)  trucks  and  crates  for  bottled  soda;  premises 
122-03  Sutphin  boulevard  and  150-02  122nd  avenue,  south¬ 
east  corner  (Block  12217  (3012),  Lot  8),  Jamaica, 
Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

457- 43-A — 122-03  Sutphin  boulevard  and  150-02  122nd 
avenue,  southeast  corner  (Block  12217  (3012),  Lot  8), 
Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  8,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  February  8,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

Appeals  from  Administrative  Decisions. 

609-43-A— 550-552  Pacific  street  and  32-38  4th  avenue, 
southwest  corner  (2nd  floor);  (Block  192,  Lots  34  and 
35),  Borough  of  Brooklyn. 

607-43-A — 507  West  33rd  street,  north  side,  125  ft.  west 
of  10th  avenue  (Block  705,  Lot  29),  Borough  of  Man¬ 
hattan. 

425-43-A — 15  John  street,  north  side,  163  ft.  east  of 
Broadway  (Block  79,  Lot  14),  Borough  of  Manhattan. 

592-43-S — 391-405  Seventh  avenue  (Bldg.  A),  406-446 
12th  street  (Bldgs.  C,  D,  M,  E,  G  and  K)  and  393-433 
13th  street  (Bldgs.  B,  L,  F,  G  and  H);  (Block  1098, 
Lots  1-29-55),  Borough  of  Brooklyn. 

587-43-A — 165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 

617-43-A — 406-408  Concord  avenue  and  750  East  144th 
(St.  Joseph)  street,  southeast  corner  (Basement  and  1st 
floor);  (Block  2574,  Lot  79),  Borough  of  The  Bronx. 

72-44-A — 469-475  Tenth  avenue  and  501-509  West  36th 
street,  northwest  corner  (Block  708,  Lot  31),  Borough  of 
Manhattan. 

611-43-A — 595  Flushing  avenue,  north  side,  165  ft.  4  in. 
west  of  Marcy  avenue  (Block  2264,  Lot  46),  Borough  of 
Brooklyn. 

616-43-A — 578-580  Ninth  avenue  and  360-362  West  42nd 
street,  southeast  corner  (Block  1032,  Lot  61),  Borough  of 
Manhattan. 

472-43-A — 755  East  134th  street,  north  side,  100  ft.  west 
of  Willow  avenue  and  147  Willow  avenue  (Block  2563, 
Lot  45),  Borough  of  The  Bronx. 

50-44-A — -500  Eighth  avenue,  east  side,  from  West  35th 
street  to  West  36th  street  and  269  West  35th  street  (10th, 
11th  and  12th  floors);  (Block  785,  Lot  1),  Borough  of 
Manhattan. 

544-43-A — 42-16  West  street,  west  side,  200  ft.  south  of 
Jackson  avenue  (Mezzanine  and  5th  floors);  (Block  264, 
Lot  4),  Long  Island  City,  Borough  of  Queens. 

4-44-A — 124  East  40th  street  and  352  Lexington  avenue, 
southwest  corner  (Block  895,  Lot  78),  Borough  of  Man¬ 
hattan. 

397-42-A — 4352  Hylan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  (Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

632-43-A — 26  West  47th  street,  south  side,  350  ft.  west 
of  Fifth  avenue  (Block  1262,  Lot  52),  Borough  of  Man¬ 
hattan. 

26-44-A — 31-43  West  Mt.  Eden  avenue,  northwest 
corner  of  Inwood  avenue  (Block  2865,  Lot  121),  Bor¬ 
ough  of  The  Bronx. 

591-43-A — 1241  (1239  displayed)  41st  street,  north  side, 
335  ft.  east  of  12th  avenue  (Block  5589,  Lot  63),  Bor¬ 
ough  of  Brooklyn. 

637-43-A — 677  Fifth  avenue,  east  side,  50  ft.  5  in.  north 
of  East  53rd  street  (Block  1289,  Lot  3),  Borough  of 
Manhattan. 

Material  for  Approval 

891-41-SM — Monarch  Bedpan  and  Urinal  Washer  and 
Sterilizer. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


FEBRUARY  15,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  15,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Zoning  Applications 

273-43-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  East  New  York  Savings  Bank, 
owner,  reopened  December  14,  1943,  under  section  7c 
of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  conversion  of  occupancy  of  a  building 
from  a  marble  factory  to  manufacturing  of  mattresses 
(previously  denied  in  re  conversion  of  building  from 
marble^works  to  factory);  (light  manufacturing);  prem¬ 
ises  965-967  Hopkinson  avenue,  west  side,  260  ft.  south 
•of  Lott  avenue  and  576-578  Bristol  street  (Block  3623, 
Lot  19),  Borough  of  Brooklyn. 

271-43-BZ — -Application,  June  2,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Schrier  Trading  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  maintenance  of 
more  than  five  individual  garages.  (The  Board  previously 
denied  an  application  for  a  garage  for  more  than  five 
motor  vehicles  on  these  premises);  premises  11-17  (7-17 
displayed)  Schenectady  avenue  and  617-627  Herkimer 
street,  northeast  corner  (Block  1701,  Lot  1),  Borough  of 
Brooklyn. 

395-43-BZ — Application,  August  6,  1943,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of.  Anna  Crystal,  owner  (Samuel 
Budoff,  lessee),  to  permit  in  a  business  use  district,  the 
extension  in  area  of  an  existing  gasoline  service  station 
and,  also,  the  erection  of  a  new  accessory  building. 
(These  premises  were  subject  to  Board  of  Standards  and 
Appeals  action  under  Cal.  No.  Ill  1-39-A  in  re  revoca¬ 
tion  of  certificates  of  occupancy.);  premises  555-569 
Ridgewood  avenue  and  56-68  Union  place,  northwest 
corner  (Block  4122,  Lot  100),  Borough  of  Brooklyn. 

301-43-BZ — Application,  June  18,  1943,  under  section  21 
of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant, 
on  behalf  of  Amello  Nunziato,  owner,  to  permit  in  a 
business  use  district,  the  maintenance  of  a  stone  and 
monumental  works;  premises  51-24  to  51-26  Roosevelt 
avenue,  south  side,  60  ft.  west  of  52nd  street  (Block  1320, 
Lot  27),  Woodside,  Borough  of  Queens. 

Appeal  from  Administrative  Decision 

606-43-A — 859  Southern  boulevard,  west  side,  219.3  ft. 
north  of  Intervale  avenue  (Block  2722,  Lot  14),  Borough 
of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  15,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions. 

519-43-A — 622  Ocean  View  avenue,  south  side,  25  ft.  west 
of  Brighton  7th  street  (Block  7284,  Lot  1445),  Borough 
of  Brooklyn. 

484-43-S — 6220-6222  20th  avenue,  west  side,  20  ft.  north 
of  63rd  street  (Block  5534,  Lot  48),  Borough  of  Brook¬ 
lyn. 

553-43- A — 42-42  Vernon  boulevard,  northwest  corner  of 
43rd  (Harris)  avenue  (Block  484,  Lot  31),  Long  Island 
City,  Borough  of  Queens. 

68-44-A — 33-02  to  33-20  48th  avenue,  south  side,  from  33rd 
to  34th  streets  (Plant  A — Main  Building);  (Block  255, 
Lot  22),  Long  Island  City,  Borough  of  Queens. 


69- 44-A-— Rear  of  33-02  to  33-20  48th  avenue,  south  side, 
from  33rd  to  34th  streets  (Plant  A — Kiln  building); 
(Block  255,  Lot  22),  Long  Island  City,  Borough  of 
Queens. 

70- 44-A — 33-02  to  33-20  48th  avenue,  east  side  of  33rd 
street,  60  ft.  south  of  48th  avenue  (Basement,  Plant 
A— Annex  Building);  (Block  255,  Lot  22),  Long  Island 
City,  Borough  of  Queens. 

34-44-A — -31-31  Thomson  avenue,  north  side,  100  ft.  west 
of  Van  Dam  street  (Block  275,  Lot  6),  Long  Island  City, 
Borough  of  Queens. 

64-44-A — 384-390  Fifth  avenue  and  2-6  West  36th  street, 
southwest  corner  (Block  837,  Lot  48),  Borough  of  Man¬ 
hattan. 

Material  for  Approval 

677-39-SM — Penn-Dixie  Dark  Portland  Cement,  Nazar¬ 
eth  Mill  (Nazareth,  Pa.);  (reopened  October  13,  1943  re 
amendment  of  resolution;  previously  approved  as  manu¬ 
factured  at  its  Plant,  Bath,  Pa.). 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  23,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  February  23,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

168-43-BZ — Application  of  Philip  Freshman,  applicant, 
on  behalf  of  Milkin  Realty  Co.,  owner  (Tung-Sol  Lamp 
Works,  Inc.,  lessee),  reopened  and  restored  to  calendar, 
February  1,  1943,  under  sections  21  and  7c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  use 
of  more  than  25%  of  the  aggregate  of  the  floor  area  of 
an  existing  building,  for  factory  use  (radio  tubes); 
(previously  withdrawn);  premises  51-55  Nassau  avenue 
and  68-74  Guernsey  street,  northeast  corner  (Block  2644, 
Lot  45),  Borough  of  Brooklyn. 

140-42-BZ — Application  of  Anthony  M.  De  Rose,  appli¬ 
cant,  on  behalf  of  Anton  Escherich,  owner,  reopened 
November  17,  1942,  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  six  (6)  car  garage  on  the  same 
plot  with  an  existing  five  (5)  car  garage  (previously 
withdrawn);  premises  2851-2853  Bailey  avenue,  west  side, 
498  ft.  south  of  West  230th  street  (Block  3264,  Lot 
63),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  23,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
W ednesday  afternoon  February  23,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters  : 

Appeals  from  Administrative  Decisions. 

660- 42-S — 2-46  Doughty  street,  1-35  Vine  street  and  17-29 
Columbia  Heights,  entire  block  bounded  by  Columbia 
Heights,  Vine  street,  McKinney  street  and  Doughty 
street  (East  Group — Building  No.  4);  (Block  204,  Lots 
1  to  21,  inclusive),  Borough  of  Brooklyn. 

661- 42-S — 18-42  and  50-62  Columbia  Heights,  2-14 
Doughty  street  and  15-65  Furman  street,  entire  block 
bounded  by  Columbia  Heights,  Doughty  street,  Furman 
street  and  Middagh  street  (west  group  of  buildings  Nos. 
5,  6  and  7);  (Block  208,  Lot  2).  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 
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FEBRUARY  29,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  29,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matter : 

Appeal  from  Administrative  Decision 

555-43-A — 316  Beach  149th  street,  east  side,  105  ft.  north 
of  Neponsit  avenue  (Block  750,  Lot  51),  Rockaway 
Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOClc,  Chairman. 


MARCH  7,  1944,  2  P.  M. 

NO  I  ICE  IS  HEREB\  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  7,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administration  Decision 

584-43-A — 39-01  Main  street,  southeast  corner  of  39th 
avenue  (Block  4980,  Lot  5),  Flushing,  Borough  of 

Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  1,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  January  25,  1944,  and  Tuesday  afternoon, 
January  25,  1944,  were  approved  as  printed  in  Bulletin  No. 
4,  Volume  29. 


ZONING  CASES 

271-43-BZ 

APPLICANT — Lama  and  Proskauer,  for  Schrier  Trading 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district  the  maintenance 
of  more  than  five  individual  garages  (the  Board 
previously  denied  an  application  for  a  garage  for 
more  than  five  motor  vehicles  on  these  premises). 
PREMISES  AFFECTED — 11-17  (7-17  displayed)  Schenec¬ 
tady  avenue  and  617-627  Herkimer  street,  north¬ 
east  corner  (Block  1701,  Lot  1),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant — Alfred  A.  Lama  and  Anna  Mes- 
singer. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks, 
Rev.  George  W.  Thomas  and  Eugene  G.  Harri¬ 
son. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1944  at 
10  A.  M. '  for  further  consideration ;  applicant  to 
submit  revised  plans. 


284-41-BZ 

APPLICANT — Seelig  and  Finkelstein,  for  Woodside  As¬ 
sociates,  Inc.,  owner. 

SUBJECT — Application  re  decision  of  the  borough  superin¬ 
tendent,  under  section  7c  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  conversion  of  occupancy 
of  an  existing  garage  for  more  than  five  motor 
vehicles  to  a  factory  (previously  denied  by  the 
Board  in  re  the  inclusion  of  a  gasoline  service  sta¬ 
tion). 

PREMISES  AFFECTED — 47-75  48th  street,  northeast 
corner  of  48th  avenue  (Block  2286,  Lot  53),  Wood- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Denuty  Chief  Murphy  4 
Negative  .  q 


263-19-BZ 


APPLICAN  f — Reginald  S.  Hardy,  for  Hayson  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  additional  use  (motor 
vehicle  repair  shop)  re  Application  previously 
granted  on  condition,  permitting  in  a  residence  use 
district  the  erection  of  a  public  garage. 

PREMISES  AFFECTED — 564-590  St.  Johns  place,  south 
side,  333  ft.  8  in.  east  of  Classon  avenue  (Block 
1178,  Lot  26),  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant:  Reginald  S.  Hardy. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  Q 


478-28-BZ 

APPLICANT — L.  W.  and  A.  B.  Widdecombe,  for  James 
Kelly,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  superintendent  of  buildings)  under  section  21 
of  the  building  zone  resolution,  previously  granted 
on  condition,  permitting  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  motor  vehicles  (commercial 
trucks). 

PREMISES  AFFECTED — East  side  of  DuBois  avenue, 
163  feet  south  of  Forest  avenue  (Block  352,  Lot 
26),  West  Brighton,  Richmond. 

APPEARANCES— 

For  Applicant :  Arthur  B.  Widdecombe  and  Edward 
J.  McCormick. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  q 
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168-43-BZ 

APPLICANT — Philip  Freshman,  for  Milkin  Realty  Co., 
owner  (Tung-Sol  Lamp  Works,  Inc.,  lessee). 

SUBJECT- — Application  for  consideration — reopening  and 
restoration  to  calendar  (decision  of  the  borough 
superintendent)  under  sections  21  and  7c  of  the 
zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  use  of  more  than  25%  of  the  aggregate 
of  the  floor  area  of  an  existing  building  for  factory 
use  (radio  tubes);  (previously  withdrawn). 

PREMISES  AFFECTED— 51-55  Nassau  avenue  and  68-74 
Guernsey  street,  northeast  corner  (Block  2644,  Lot 
45),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Philip  Freshman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  February  23,  1944  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


603-43-BZ 

APPLICANT — Henry  Nordheim,  for  Felix  Cancro,  owner. 
SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  main¬ 
tenance  of  an  illuminated  business  sign  upon  an 
existing  building;  this  sign  extends  more  than  the 
maximum  18  in.  permitted  by  the  zoning  resolution. 
PREMISES  AFFECTED— 3710  White  Plains  road,  east 
side,  95  ft.  north  of  East  216th  street  (Block  4664, 
Lot  53),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim,  Felix  Cancro  and 
Bridget  Cancro. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (603-43-BZ) 

Whereas,  Henry  Nordheim,  for  Felix  Cancro,  owner, 
filed  December  14,  1943,  an  application  under  section  21  of 
the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  maintenance  of  an  illuminated  business  sign  upon  an 
existing  building;  this  sign  extends  more  than  the  maximum 
18  inches  permitted  by  the  zone  resolution,  beyond  the  street 
line;  premises:  3710  White  Plains  road,  east  side,  95  ft. 
north  of  East  216th  street  (Block  4664,  Lot  53),  Borough 
of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  1,  1944,  after  due  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  White  Plains  road  is  in  business  and  residence 
use  districts ;  East  216th  street  is  in  residence  and  business 
use  districts  and  East  217th  street  is  in  residence  and  business 
use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  23,  1943,  as  to  E.  S.  App.  122-42,  reads: 

“1.  The  erection  of  proposed  sign  extending  more 
than  18  inches  beyond  the  street  line  in  a  business  dis¬ 
trict,  is  contrary  to  Section  4  of  the  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  the  existing  building  is  of 
Class  3  construction,  two  stories  in  height,  having  a  frontage 
of  19  ft.  and  a  depth  of  50  ft. ;  that  it  is  proposed  to  main¬ 


tain  the  existing  business  sign,  which  is  located  on  the  front 
of  the  existing  building  (funeral  home  and  dwelling)  ;  that 
the  sign  is  a  non-flashing  neon  type,  5  ft.  6  in.  by  12  ft.  6  in. 
in  area  and  projects  7  ft.  10  in.  beyond  the  street  line,  which 
distance  exceeds  the  projection  of  18  in.  beyond  the  street 
line  permitted  by  the  zoning  resolution;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  bases  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  entitled  to  relief  on  the  grounds 
of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  made  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  21  thereof, 
on  condition  that  no  additional  signs  shall  be  constructed 
on  the  building  and  that  the  sign  as  proposed,  shall  not  be 
increased  beyond  the  dimensions  as  indicated  on  plans  filed 
with  this  appeal  marked  “Received  December  14,  1943” ;  that 
this  variance  shall  continue  only  so  long  as  the  sign  is 
maintained  in  connection  with  the  existing  undertaking  estab¬ 
lishment;  that  all  permits  shall  be  obtained  and  all  work- 
completed  within  three  (3)  months  from  the  date  of  this 
resolution. 


7-44-BZ 

APPLICANT— A.  Gordon  Lorimer,  Chief  of  the  Bureau  of 
Architecture,  Department  of  Public  Works,  for  City 
of  New  York,  owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use,  “E”  and  “F” 
area,  and  also  one-half  time  and  one  times  height 
district,  the  erection  and  maintenance  of  a  building, 
accessory  to  a  hospital  group,  not  complying  with  the 
one-half  times  height,  “F”  area  setback  from  street 
lines  and  “F”  area  plot  coverage  and  floor  area  re¬ 
requirements  of  the  zoning  resolution. 

PREMISES  AFFECTED— 161-25  Grand  Central  parkway, 
north  side,  from  161st  street  to  164th  street  (Block 
6858,  Lot  1),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  S.  John  Andruzzi,  Abraham  Prober, 
William  Gehron  and  Isador  Rosenfeld. 

For  Opposition:  John  J.  Seyfried. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (7-44-BZ) 

Whereas,  A.  Gordon  Lorimer,  for  Department  of  Public 
Works,  City  of  New  York,  owner,  filed  January  4,  1944,  an 
application  under  section  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  use,  “E”  and  “F”  area,  and  also  times 
and  1 -times  height  district,  the  erection  and  maintenance  of 
a  building,  accessory  to  a  hospital  group,  not  complying  with 
the  one-half  times  height  “F”  area  setback  from  street  lines 
and  “F”  area  plot  coverage  and  floor  area  requirements  of 
the  zoning  resolution;  premises:  161-25  Grand  Central  park¬ 
way,  north  side,  from  161st  to  164th  streets  (Block  6858, 
Lot  1),  Jamaica,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ings,  January  25  and  February  1,  1944,  after  due  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Grand  Central  parkway  is  in  residence 
use,  “A”  area  and  ^2-time  height  district;  161st  street  is  in 
residence  use,  “E”  and  “F”  area,  1  times  and  times 
height  district;  and  164th  street  is  in  residence  use  “E”  and 
“F”  area,  1  times  and  J4  times  height  district;  and  • 
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Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  20,  1943,  re  N.  B.  App.  269-43,  reads: 

“1.  Height  of  building  appears  to  be  in  excess  of  that 
permitted  for  a  times  F  Residential  building. 

#2.  Proposed  building  occupies  an  area  in  excess  of 
that  permitted  in  section  16d  of  the  zone  law. 

#3.  Total  floor  area  of  building  is  in  excess  per¬ 
mitted  in  section  16e  of  the  zone  law. 

#4.  Setback  at  161st  street  front  is  contrary  to  sec¬ 
tion  16a  of  the  zone  law.” 
and 

Whereas,  the  applicant  states  that  the  hospital  premises 
consist  of  an  irregularly  shaped  plot  having  a  frontage  of 
351  ft.  on  Grand  Central  parkway,  1,026  ft.  on  164th  street, 
413  ft.  on  161st  street,  1,224  ft.  on  Goethals  avenue  and  847 
ft.  on  87th  drive,  upon  which  is  located  the  Triboro  Queens- 
boro  and  Queens  General  Hospitals ;  that  the  building  in 
question  is  located  on  the  Grand  Central  parkway  front  of 
the  plot;  that  the  major  portion  is  located  in  a  residence 
use,  “F”  area  and  V2  times  height  district ;  the  minor  portion 
■  (approximately  1,000  sq.  ft.)  is  in  a  residence  use,  “E”  area 
and  1-times  height  district;  that  the  area  of  building  on  the 
first  story  is  approximately  23,218  sq.  ft. ;  on  the  2nd  story 
18,520  sq.  ft.  and  on  the  3rd  to  8th  stories  is  10.000  sq.  ft. 
per  floor ;  that  according  to  the  filed  plans,  the  only  portion 
of  the  building  affected  by  the  times  height  limitation  of 
the  zoning  resolution  in  the  fan  and  tank  room  located  (above 
the  main  roof)  at  the  164th  street  frontage  of  the  building; 
that  the  area  affected  is  wedge-shaped,  5  ft.  8  in.  by  5  ft.  8  in. 
and  37  ft.  long  (along  164th  st.)  an  area  of  1,184  cu.  ft.  and 
also  11  ft.  2  in.  by  11  ft.  2  in.  and  83  ft.  long  (along  Grand 
.  Central  parkway)  an  area  of  approximately  10,000  cu.  ft.; 
and 

Whereas,  the  zone  of  Grand  Central  parkway  in  this 
vicinity  was  changed  on  June  1,  1934  from  a  “D”  area  to 
an  “F”  area  and  the  height  district  was  changed  from  1  times 
to  ^2  times;  161st  street  and  164th  street  in  this  vicinity 
from  a  “D”  to  an  “E”  and  “F”  area ;  and 

Whereas,  the  applicant  contends  that  the  front  of  the 
main  building  facing  Grand  Central  parkway  is  within  the 
height  limit  except  for  a  small  section  of  the  bulkhead  or 
tower  which  houses  the  water  tank  and  fan  room  ;  that  only 
a  small  portion  of  the  fan  room  in  the  upper  part  of  the 
narrow  end  of  the  building  facing  164th  street  is  projecting 
above  the  diagonal  line  established  by  the  width  of  the  street; 
that  the  applicant  respectfully  requests  that  approval  be 
granted  to  erect  this  structure,  as  it  is  a  necessary  and  essen¬ 
tial  adjunct  to  the  existing  hospital  group  ;  that  this  property 
,  had  been  acquired  by  the  City  of  New  York  for  hospital  use 
prior  to  the  Amended  Zone  Resolution ;  that  denial  of  this 
will  mean  frustration  of  the  City’s  desire  to  provide  adequate 
housing  facilities  for  hospital  personnel  and  loss  of  invested 
funds  which  the  city  appropriated  to  acquire  this  location ; 
and 

Whereas,  the  applicant  has  submitted  a  new  basis  for  cal¬ 
culating  coverage  and  floor  area  under  date  of  January  29, 
1  as  follows : 

“Pursuant  to  the  hearing  on  January  25  held  before 
your  Board  concerning  the  above  Nurses’  Residence 
and  Training  School,  we  beg  that  further  consideration 
be  given  to  the  following : 

(a)  For  purposes  of  this  consideration,  the  plot  be 
that  bounded  by  164th  street.  Grand  Central  parkway. 
161st  street  and  the  projected  north  line  of  82nd  drive. 

The  plot  so  described  above  is  an  integral  part  of 
the  property  of  the  Queens  General  Hospital.  The 
three  buildings  which  exist  on  this  piece  of  ground 
are  being  used  for  the  same  purpose  as  the  proposed 
new  building.  The  four  buildings  together  making  a 
component  for  the  purpose  of  bowsing  and  training  of 
nurses  and  doctors  at  Queens  General  Hospital. 

(b)  Even  though  this  plot  is  largely  in  “E”  zone  and 
only  a  small  part  is  in  “F”  zone,  the  applicant  is 
willing  to  comply  with  “F”  zone  restrictions  as  ap¬ 


plicable  to  the  entire  plot  as  above  described.  The  cal¬ 
culations  concerning  area  requirements  on  this  basis 
are  herewith  attached. 

(c)  It  is  proposed  to  establish  a  clear  distance  of  15 
feet  between  the  west  face  of  the  building  and  the 
adjoining  street  line.  This  is  to  be  done  without  mov¬ 
ing  the  entire  building  eastwardly. 

(d)  It  is  proposed  to  eliminate  the  service  entrance  to 
this  building  on  161st  street  and  instead  provide  a 
service  gateway  on  Grand  Central  parkway  as  far  west 
of  161st  street  as  possible. 

Due  to  the  fact  that  the  traffic  surrounding  this 
block  is  of  one-way  type,  no  service  traffic  entering 
the  service  gateway  on  Grand  Central  parkway  will 
involve  the  use  of  161st  street. 

We  herewith  attach  requisite  number  of  copies  of  plot 
plan  revised  in  accordance  with  the  above  and  redated 
January  29,  1944. 

The  following  is  a  statement  as  requested,  assuming 
that  the  entire  plot  bounded  by  Grand  Central  parkway, 
161st  street,  164th  street  and  the  north  side  of  82nd  drive 
continued,  is  in  an  F  zone  and  also  a  statement  showing 
the  areas  of  all  buildings  on  the  plot,  the  three  existing 
buildings  and  the  proposed  Nurses’  Residence  &  School, 
at  the  curb  level  and  at  18  ft.  above  curb  level  and  the 
areas  of  all  floors. 


Floor  Area 

Building  at  Curb 

Floor  Area 

18  ft.  above 
Curb 

Total 
Area  of 
All  Floors 

New  Nurses’  Res.  & 

School 

23,218 

18,522 

101,932 

6  Story  Nurses’  Home 

8,256 

8,256 

46,128 

4  Story  Nurses’  Home 

4,960 

4,960 

19,120 

3  Story  Staff  Building 

5,658 

5,658 

16,974 

Total 

42,092 

37,396 

184,154 

Total  area  of  entire  plot  bounded  by  Grand  Central 
parkway,  161st  street,  164th  street  and  the  north  side 
of  82nd  drive  continued,  is  150,102  sq.  ft. 

Total  floor  area  at  curb  level  permitted  by  Building  Zone 
Resolution  assuming  that  the  entire  plot  is  in  an  F  zone. 


Two  corner  lots  limited  to  6,000  sq.  ft.  each 
=  12,000  sq.  ft. 

50%  corner  coverage  permitted  = .  6,000 sq.ft. 

Balance  of  plot — 150,102  minus  12,000 
=  138,102. 

35%  interior  coverage  permitted  =. . . .  48,336  sq.  ft. 

Total  . .  54,336  sq.  ft. 

Total  floor  area  permitted  at  18  ft.  above 
curb  level 

30%  of  corner  lots  (12,000)  = .  3,600  sq.  ft. 

25%  of  balance  of  plot  (138,102)  =...  34,525  sq.  ft. 


Total  .  38,125  sq.  ft. 

Total  floor  area  permitted  of  all  floors 

1.9  times  area  of  corner  lots  (12,000)  =  22,800  sq.  ft. 
1.6  times  area  of  balance  of  plot 
(138,102)  = . 220,963  sq.  ft. 


Total  . 243,763  sq.  ft. 


You  will  see  from  the  above  information  that  if  the 
entire  plot  is  to  be  considered  as  being  in  an  F  zone  the 
square  foot  areas  of  the  floors  at  curb  level  and  at  18  ft. 
above  curb  level  and  the  total  area  of  all  floors  are  with¬ 
in  the  allowable  areas  according  to  the  F  zone  regula¬ 
tions.” 
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Whereas,  the  Board  deems  that  the  above  method  of 
calculation  can  properly  be  accepted  as  a  fair  basis  of  adjust¬ 
ment  as  to  coverage  and  floor  area  in  view  of  the  preclusion 
of  any  additional  buildings  on  this  specific  area ;  and 

Whereas,  the  applicant  will  comply  with  all  the  objec¬ 
tions  raised  by  the  Borough  superintendent,  including  No. 
4  appealed  from,  leaving  objections  1,  2  and  3  for  adjustment 
by  the  Board;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution,  and  is  therefore 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  height 
and  area  district  regulations  of  the  zoning  resolution,  and 
that  the  application  be  and  it  hereby  is  granted  under  section 
21  thereof,  as  to  Objection  1,  on  condition  that  the  height 
requirements  shall  be  complied  with  in  all  respects,  except 
at  the  elevation  facing  164th  street  and  Grand  Central  Park¬ 
way,  as  indicated  on  plans  marked  “Received  January  5, 
1944”  drawings  marked  A-9  and  A-10;  as  to  Objections  2 
and  3,  that  the  existing  buildings  and  proposed  buildings 
shall  be  in  compliance  with  the  calculations  as  set  forth  in 
proposal  dated  January  29,  1944;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  the  entrance  to  the 
service  court  shall  be  solely  from  the  Grand  Central  park¬ 
way  service  driveway  as  indicated  on  revised  plan  marked 
“Received  January  31,  1944,”  and  no  additional  entrances 
shall  be  constructed  from  161st  street  other  than  those  now 
existing ;  that  suitable  parking  spaces  shall  be  provided 
within  the  hospital  grounds  for  accommodation  of  the  park¬ 
ing  of  cars  of  all  persons  connected  with  the  buildings 
within  this  area,  including  visitors ;  that  “no  parking”  signs 
shall  be  maintained  on  the  easterly  side  of  161st  street  be¬ 
tween  Grand  Central  parkway  and  82nd  drive ;  that  no 
windows  shall  be  constructed  in  the  westerly  wall  of  the 
kitchen  extension  facing  161st  street;  that  an  ornamental 
brick  wall  shall  be  constructed  and  maintained  for  enclosure 
of  the  proposed  service  court  at  the  corner  of  161st  street 
and  Grand  Central  parkway;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  one  (1)  year  from  the 
date  of  this  resolution. 


1075-40-BZ 

APPLICANT — William  A.  Eckert,  for  Caroline  B.  Gale 
and  J.  Sheldon  Fosdick,  owners  (Jamaica  Parking 
and  Realty  Co.,  Inc.,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 89-11  to  89-21  166th  street,  east 
side,  45  ft.  south  of  89th  avenue  (Block  9798,  Lots 
18,  21  and  22),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  A.  Eckert. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deouty  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (1075-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 

resolution,  permitting  in  a  business  use  district  for  a  term 

of  two  years,  the  parking  and  storage  of  more  than  five 


motor  vehicles,  affecting  premises  89-11  to  89-21  166th  street, 
east  side,  45  ft.  south  of  89th  avenue  (Block  9798,  Lots  18, 
21  and  22),  Jamaica,  Borough  of  Queens,  was  granted  by 
the  Board  on  October  7,  1941,  on  certain  conditions,  time 
extended  on  February  24,  1942  and  the  applicant  requested 
an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  7,  1941,  as  amended 
on  February  24,  1942,  only  in  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  October  7,  1943,  to  permit  the  premises  to 
be  occupied  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  on  condition  *  *  *” 


810-42-BZ 

APPLICANT — Abraham  Farber,  for  Monford  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  under  section 
7c  of  the  zoning  resolution,  permitting  in  a  residence 
use  district,  the  alteration  and  extension  of  a  factory 
building — by  the  erection  of  a  third  story. 

PREMISES  AFFECTED — 1-27  Montauk  avenue,  3144- 
3166  Atlantic  avenue,  southeast  corner  and  2-40  Mil¬ 
ford  street  (Block  3976,  Lots  25  to  48,  inclusive), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Abraham  Farber. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE- TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (810-42-BZ) 


Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  altera¬ 
tion  and  extension  of  a  factory  building — by  the  erection  of 
a  third  story,  affecting  premises  1-27  Montauk  avenue,  3144- 
3166  Atlantic  avenue,  southeast  corner  and  2-40  Milford 
street  (Block  3976,  Lots  25  to  48,  inclusive),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  January  5,  1943, 
on  certain  conditions,  resolution  amended  on  June  8,  1943 
and  the  applicant  requested  an  extension  of  time  to  obtain 
permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  5,  1943  as  amended 
June  .8,  1943,  only  in  so  far  as  it  has  reference  to  obtaining 
permits  and  completion  of  the  work,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read  : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


APPEAL  FROM  ADMINISTRATIVE  DECISION 

45-44-A 

APPLICANT  Harry  M.  Prince,  for  United  Lutheran 
Church  in  America,  owner. 

SUBJECT — Appeal  *from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 229-231  Madison  avenue  and 
24  East  37th  street,  southeast  corner  (Block  866, 
Lot  58),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Harry  M.  Prince,  Rev.  Dr.  Fred¬ 
erick  H.  Knubel,  Rev.  Dr.  William  H.  Greever, 
Christopher  Steinkamp  and  Thomas  M.  Bell. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  4,  1944  at 
10  A.  M.  for  further  consideration. 


Adjourned:  11:40  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  1,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

553-43-A 

APPLICANT — Anthony  M.  Meyerstein,  Inc.,  lessee,  for 
Colbau  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 42-42  Vernon  boulevard,  north¬ 
west  corner  of  43rd  (Harris)  avenue  (Block  484, 
Lot  31),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1944  at 
2  P.  M.,  at  written  request  of  applicant. 


587-43-A 

APPLICANT — Jacob  Cohen,  for  Cohen  and  Fraiman,  own¬ 
ers. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 165  Greene  street,  west  side, 
155  ft.  north  of  West  Houston  street,  (2nd  and 
4th  floors)  ;  (Block  524,  Lot  156),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Edward  Reiter. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1944  at 
2  P.  M.,  for  further  consideration. 

h  _ 

617-43-A 

APPLICANT — Hydrawmatic  Machine  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner  and  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 406-408  Concord  avenue  and 
750  East  144th  (St.  Joseph)  street,  southeast  corner 
(Basement  and  1st  floor);  (Block  2574,  Lot  79), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

i  ACTION  OF  BOARD — Laid  over  to  February  8,  1944  at 
2  P.  M.,  for  further  consideration. 


68-44-A 

APPLICANT — Morganite  Brush  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 33-02  to  33-20  48th  avenue, 
south  side,  from  33rd  to  34th  streets  (Plant  “A” — 
Main  Building)  ;  (Block  255,  Lot  22),  Long  Is¬ 
land  City,  Borough  of  Queens. 


APPEARANCES — 

For  Applicant:  Rupert  R.  Valley. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  February  15,  1944  at 
2  P.  M.,  for  further  consideration. 


69-44-A 

APPLICANT — Morganite  Brush  Company,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 33-02  to  33-20  48th  avenue, 
south  side,  from  33rd  to  34th  streets  (Plant  “A” 
Kiln  Building);  (Block  255,  Lot  22),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Rupert  R.  Valley. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1944  at 
2  P.  M.,  for  further  consideration. 


70-44-A 

APPLICANT — Morganite  Brush  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 33-02  to  33-20  48th  avenue  and 
east  side  of  33rd  street,  60  ft.  south  of  48th  avenue 
(Plant  “A”  Annex  Building — Basement)  ;  (Block 
255,  Lot  22),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Rupert  R.  Valley. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1944  at 
2  P.  M.,  for  further  consideration. 


72-44-A 

APPLICANT — Edward  L.  Larkin  for  Red  Wing  Realty 
Corporation,  owner  (Fairchild  Aviation  Corpora¬ 
tion,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 469-475  10th  avenue  and  501- 
509  West  36th  street,  northwest  corner  (Block  708, 
Lot  31),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Edward  L.  Larkin,  John  Johnson 
and  Gerard  Fernandez. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  February  8,  1944  at 
2  P.  M.,  for  further  consideration. 


439-43-A 

APPLICANT — Henry  George  Greene,  for  349  37th  Street 
Garage,  Inc.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 349  West  37th  street,  north 
side,  150  ft.  east  of  Ninth  avenue  (6th  floor)  ; 
(Block  761,  Lot  7),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  Cash. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 
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513-43-A 

APPLICANT — Elias  K.  Herzog,  for  Eastern  Life  Insur¬ 
ance  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 2446  East  24th  street,  west 
side,  275  ft.  north  of  Avenue  Y  (Block  7422  D,  Lot 
422),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Elias  K.  Herzog. 

For  Administration:  Henry  Pheney  and  Fred 
Dahlem,  Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


551-43-A 

APPLICANT— Emil  Koeppel,  for  Gussie  Freshwotter, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 3855  Nautilus  avenue,  northeast 
corner  of  Highland  avenue  (Block  7002,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Emil  Koeppel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


29-44-A 

APPLICANT — M.  Martin  Elkind,  for  Antoniette  Christana, 
owner. 

SLTBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 28-17  29th  street,  east  side, 
340.97  ft.  south  of  Newtown  avenue  (Block  594, 
Lot  26),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (29-44-A) 

Whereas,  M.  Martin  Elkind,  for  Antoniette  Christana, 
owner,  filed  January  11,  1944,  an  appeal  from  a  decision  of 
the  acting  borough  superintendent;  premises:  28-17  29th 
street,  east  side,  140.97  ft.  south  of  Newtown  avenue  (Block 
594,  Lot  26),  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  29,  1943,  on  amendment  to  Alt.  Applic. 
1050-43,  reads: 

“1.  The  installation  in  a  dwelling  of  concrete  bath 
tubs  with  tile  finish,  is  contrary  to  sections  14.8.1  (a) 
and  14.3.14  of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(23  ft.)  in  height,  20  ft.  by  42  ft.  in  area  at  1st  floor;  20  ft. 
by  29  ft.  in  area  at  typical  floor ;  of  Class  4  construction ; 
erected  about  25  years  ago ;  located  in  a  residence  use,  B  area, 
district ;  and  occupied  as  a  one-family  dwelling ;  proposed 
to  be  occupied:  Cellar,  storage;  1st  floor,  dwelling — one 


family;  2nd  floor,  dwelling,  one  family;  total,  two  families; 
and 

Whereas,  Violation  2913-43  was  issued  December  13, 
1943,  for  installing  bath  tubs  on  the  first  floor  rear  and  second 
floor  front  of  cement  and  sand,  in  violation  of  C26-1240.0  of 
the  Administrative  Code;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
convert  the  building  to  a  2-family  dwelling,  one  family  on 
each  floor ;  that  the  alteration  includes  the  installation  of 
brick  veneer  on  the  exterior  of  the  building;  that  the  owner 
in  attempting  to  complete  the  alteration,  was  unable  to  secure 
bath  tubs  suitable  for  installation  on  this  job;  that  it  is 
proposed  to  build  one  tub  in  each  bath  room  of  concrete 
cast  in  place  with  bottom  and  sides  of  2  in.  concrete,  one  to 
\y2  mix,  reinforced  with  galvanized  wire  mesh  with  water¬ 
proofing  integrally  mixed ;  that  all  exposed  surfaces  of  tubs 
will  be  covered  with  glazed  tile  set  in  bed  of  mortar,  joints 
well  pointed ;  that  the  supply  will  be  above  the  rim ;  the 
waste  will  be  of  standing  type ;  the  tub  will  stand  on  a  wood 
sub  floor  with  double  layer  of  52  lb.  felt  between  tub  and 
flooring ;  that  the  proposed  tubs  will  prove  to  be  rigid  and 
water-tight  fixtures;  that  the  tile  finish  will  contribute  to 
the  imperviousness  and  easy  maintenance. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1050-43,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects,  the  fixtures  as  pro¬ 
posed  shall  comply  with  the  plumbing  requirements  there¬ 
for  ;  that  before  the  tile  is  applied  to  the  interior  of  the 
tubs,  the  tubs  shall  be  tested  by  the  plumbing  inspector  to 
see  that  the  construction  is  impervious ;  that  the  tile  to  be 
installed  shall  be  of  the  type  required  by  the  Code  that  can 
be  easily  kept  clean. 


40-44-A 

APPLICANT— L.  B.  Santangelo,  for  L.  Victor  Weil, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 42  West  74th  street,  south  side, 
225  ft.  east  of  Columbus  avenue  (Block  1126,  Lot 
55),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Louis  B.  Santangelo. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (40-44-A) 

Whereas,  L.  S.  Santangelo,  for  L.  Victor  Weil,  owner, 
filed  January  17,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent ;  premises  :  42  West  74th  street,  south 
side,  225  ft.  east  of  Columbus  avenue  (Block  1126,  Lot  55), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  17,  1944,  on  Amendment  to  Alt.  Applic.  1120- 
43,  reads : 

“2.  Repeat.  Interior  stair  of  incombustible  material 
should  be  provided,  enclosed  in  3  hr.  partitions  from 
street  to  roof  with  min.  width  of  44  in.  &  sufficient 
capacity  for  proposed  number  of  occupants.  Note  that 
stairs  should  be  continued  to  roof  and  bulkhead  pro¬ 
vided. 

3.  Repeat.  Stairs  with  winders  not  acceptable  as  re¬ 
quired  stairs. 

8.  Repeat.  Service  stairs  should  be  enclosed  in  ma¬ 
terials  of  a  3  hr.  rating. 

13.  Repeat.  All  windows  within  30  ft.  of  an  opening 
in  any  other  structure  should  be  fixed  or  aut.  fire 
windows,  sec.  10.7.1.B.C.” 

and 
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Whereas,  applicant  states  the  building  is  5  stories  (65 
ft.)  in  height,  25  ft.  by  83  ft.  6  in.  in  area  at  1st  floor,  25 
ft.  by  59  ft.  in  area  at  typical  floor ;  Class  1  construction ; 
erected  in  1902 ;  located  in  residence  use,  B  area,  district ; 
used  as  one-family  dwelling,  proposed  to  be  used :  subcellar, 
storage  and  boiler  room,  1  person ;  cellar,  same,  1  person ; 
1st  floor,  entrance,  foyer,  living  room  and  kitchen,  4  per¬ 
sons  ;  2nd  floor,  private  hospital,  8  persons ;  3rd  floor,  same, 
7  persons ;  4th  floor,  same,  7  persons ;  5th  floor,  help  quar¬ 
ters,  6  persons ;  that  the  building  is  equipped  with  a  main 
stair  extending  from  1st  to  4th  floors,  4  ft.  wide,  of  iron 
construction  with  slate  and  marble  treads,  enclosed  in  4  in. 
terra  cotta  blocks,  plastered  both  sides,  equipped  with  34-hour 
self-closing  doors  and  leading  direct  to  the  street  and  an 
auxiliary  stair  2  ft.  6  in.  wide  of  similar  construction  leading 
from  roof  to  street;  and 

Whereas,  applicant  contends  the  floors  are  constructed  of 
steel  and  concrete,  all  partitions  are  fireproof  blocks  and  the 
trim  throughout  is  hardwood,  including  doors ;  that  the  build¬ 
ing  has  one  main  stairway  leading  from  1st  to  4th  floors 
and  an  auxiliary  stairway  leading  from  cellar  to  roof  and 
only  one  legal  stairway  is  required ;  and 

Whereas,  the  applicant  contends  as  to  objection  2,  that 
the  main  stairways  are  iron,  4  ft.  wide,  with  marble  treads 
from  1st  to  4th  floors  the  auxiliary  stair  which  adjoins  the 
main  stair  but  is  separated  by  4  in.  fireproof  partition  is  also 
of  similiar  construction,  2  ft.  6  in.  wide  in  the  clear ;  that 
the  enclosing  partitions  of  both  stairs  are  4  in.  terra  cotta 
blocks,  plastered  both  sides  and  classed  as  2-hour  construc¬ 
tion  ;  that  it  is  therefore  requested  the  Board  vary  the  re¬ 
quirements  of  the  Code  for  a  3-hour  enclosure  and  accept  the 
existing  condition,  as  there  is  only  a  limited  occupancy  in 
the  building,  not  to  exceed  31  persons  including  help,  and 
the  2-hour  enclosure  will  be  maintained  from  street  to  roof 
with  all  openings  into  the  stairway  protected  with  self-closing 
•>4-hour  doors  and  assemblies ;  that  a  variation  is  also  re¬ 
quested  for  permission  to  use  the  present  auxiliary  stairway 
from  4th  floor  to  roof  as  part  of  the  required  stairway,  due 
to  the  fact  these  stairways  are  connected  on  the  4th  floor  and 
that  the  5th  floor  will  be  used  only  as  quarters  for  the  help ; 
with  not  over  6  persons  on  that  floor ;  and 

Whereas,  applicant  contends  as  to  objection  3,  a  varia¬ 
tion  is  requested  to  permit  the  use  of  the  present  30  in. 
wide  stairway  with  winders  on  the  platforms  from  the  4th 
to  5th  floors  and  to  the  roof,  as  the  occupancy  of  the  6th 
floor  will  be  limited  to  six  persons,  comprising  the  help ; 
that  this  stairway  below  the  4th  floor  will  not  be  considered 
a--  a  means  of  egress ;  that  the  main  stairway  has  no  winders 
except  the  first  flight,  where  winders  on  a  slight  radial  exist 
on  the  top  and  bottom  platforms ;  that  in  view  of  the  fact 
the  stairway  and  platforms  are  4  ft.  wide,  it  is  requested 
this  condition  be  accepted;  that  applicant  contends  as  to 
objection  8,  that  the  requirement  for  a  3-hour  enclosure 
should  be  waived,  for  the  reason  it  is  an  existing  construction 
and  only  the  portion  of  the  stairway  from  the  4th  floor  to 
roof  is  to  be  used  as  a  means  of  egress ;  that  all  openings 
into  this  portion  of  the  stairs  will  be  protected  by  self-closing, 
■>4 -hour  doors  and  assemblies;  that  the  applicant  contends 
as  to  objection  13,  that  condition  is  existing  and  the  adjoin¬ 
ing  premises  is  fireproof  and  they  were  both  built  under  the 
same  plan  in  1902  and  that  the  proposed  occupancy  in  the 
building  in  question  and  that  of  the  adjoining  premises  are 
not  of  a  type  which  can  be  considered  a  fire  hazard;  and 

Whereas,  the  applicant  states  the  premises  are  now  occ- 
pii  1  as  proposed  and  that  the  occupancy  is  of  the  nature 
of  a  convalescent  home  rather  than  a  hospital  and  that  it 
will  be  maintaained  in  accordance  with  the  requirements  of 
thi.  department  of  hospitals. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Amendment  to  Alt.  Applic.  1120-43,  objections  2, 
3  and  8,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  g ranted  on  condition  that  there  shall  be  con¬ 
structed  and  maintained  a  stair  continuing  the  primary  means 
of  egress  through  a  bulkhead  to  the  roof;  that  otherwise,  the 
building  shall  be  maintained  as  proposed;  as  to  objection  13, 
that  any  windows  opening  directly  to  an  adjoining  building 


and  within  thirty  feet  thereof,  where  the  adjoining  building 
has  open  window  exposure,  shall  comply  with  the  require¬ 
ments,  except  that  if  the  sash  is  of  wood,  the  glass  may  be 
replaced  by  wire  glass ;  that  in  all  other  respects  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


71-44-A 

APPLICANT — Willard  Amusement  Corporation,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 41-10  Main  street,  west  side, 
75  ft.  3 %  in.  north  of  41st  road  (2nd  floor)  ;  (Block 
5041,  Lot  33),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Morton  L.  Kay  and  William  Hecht. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (71-44-A) 

Whereas,  Willard  Amusement  Corporation,  owner,  filed 
January  28,  1944,  an  appeal  from  from  a  decision  of  the 
acting  borough  superintendent;  premises:  41-10  Main  street, 
west  side,  75  ft.  3J4  in-  north  of  41st  road  (2nd  floor)  ; 
(Block  5041,  Lot  33),  Flushing,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  25,  1944,  re  Alt.  Applic.  74-44,  reads: 

“1.  The  use  of  any  part  of  a  theatre  structure  for 
manufacturing  is  contrary  to  Section  12.1.3  Bldg.  Code. 

2.  Stair  enclosure  not  as  per  Sec.  270  Labor  Law. 

3.  Live  load  contrary  to  Section  7.3.2.3.” 
and 

Whereas,  the  applicant  states  the  building  is  2  stories  (30 
ft.)  in  height,  75  ft.  7  in.  by  219  ft.  4  in.  in  area  at  1st  floor; 
75  ft.  7  in.  by  100  ft.  in  area  at  2nd  floor ;  of  Class  1  con¬ 
struction;  erected  in  1925;  located  in  business  use,  C  area, 
district;  and  occupied:  cellar,  boiler  room;  1st  floor,  stores, 
lobby  and  theatre,  2,244  persons ;  2nd  floor,  offices ;  proposed 
to  be  occupied:  Cellar,  same;  1st  floor,  same;  2nd  floor, 
manufacturing  dresses,  42  persons;  that  the  building  is  equip¬ 
ped  with  two  4  ft.  6  in.  wide  steel  stairs  with  marble  treads, 
enclosed  in  terra  cotta  partitions,  one  stair  extending  from 
roof  to  street  and  the  other  from  2nd  story  to  street;  equip¬ 
ped  with  self-closing  wood  doors ;  and 

Whereas,  the  applicant  contends  that  the  2nd  floor  is 
over  the  store  space  of  the  1st  floor  at  front  of  building; 
that  the  theatre  auditorium  is  entirely  separate  from  the 
stores  and  theatre  lobby  having  a  14  ft.  open  court  inter¬ 
vening  ;  that  it  is  proposed  to  use  the  2nd  floor  space  over 
the  theatre  lobby  and  stores  for  manufacturing ;  that  this  area 
is  separated  from  the  1st  floor  occupancy  by  12  in.  reinforced 
concrete  arch ;  that  means  of  egress  from  2nd  flooor  con¬ 
sists  of  two  stairs  remote  from  each  other,  one  of  which 
extends  from  street  level  to  roof  and  the  other  from  street 
to  2nd  floor ;  that  these  stairs  are  enclosed  in  4  in.  terra 
cotta  blocks,  plastered  both  sides,  stair  construction  being 
steel  with  marble  treads ;  that  the  proposed  occupancy  of  the 
2nd  floor  is  independent  of  any  portion  of  the  theatre,  audi¬ 
torium,  stores  and  lobby  and  occupancy  of  the  factory  space 
cannot  have  access  to  any  portion  of  the  theatre  building ; 
that  the  proposed  use  will  be  no  different  from  the  use  ordi¬ 
narily  permitted  as  an  adjunct  to  ladies’  ready-to-wear  busi¬ 
ness  occupying  store  space  in  the  building ;  that  the  floor  is 
capable  of  sustaining  a  liveload  of  100  lbs.  per  superficial 
foot,  but  the  applicant  is  agreeable  to  posting  such  loads  at 
75  lbs.  per  sq.  ft. ;  that  the  machinery  used  will  be  light 
sewing  machines  and  will  not  exert  a  load  upon  the  floors 
in  excess  of  20  lbs.  per  sq.  ft. ;  and  it  is  therefore  requested 
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the  Board  permit  the  use  of  the  second  floor  for  manu¬ 
facturing  purposes  as  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  74-44,  objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  portion  of  the  building  proposed  to  be 
occupied  for  factory  purposes  shall  be  completely  cut  off 
by  fireproof  construction  from  the  portion  of  the  building 
occupied  as  a  theatre,  as  indicated  on  plans  filed  with  the 
borough  superintendent  and  as  herein  described;  as  to  objec¬ 
tion  2,  that  both  stairs  leading  from  second  floor  to  the 
street  shall  be  enclosed  in  accordance  with  the  requirements 
of  Article  11  therefor  and  that  the  door  assemblies  shall  be 
fireproof,  self-closing ;  that  the  soffit  of  the  stair,  where 
exposed  within  the  store  occupancies  on  the  first  floor,  shall 
be  fire-retarded;  that  one  stair  shall  extend  to  roof  by  means 
of  roof  bulkhead;  as  to  objection  3,  that  the  floor  shall  be 
approved  for  not  less  than  75  pounds  per  superficial  foot 
and  shall  be  so  posted ;  that  the  proposed  factory  occupancy 
shall  at  no  time  exceed  this  loading;  that  a  new  certificate 
of  occupancy  shall  be  obtained ;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto,  including  the  requirements 
of  the  zoning  resolution. 


APPLIANCES  AND  MATERIALS  SUBMITTED 
FOR  APPROVAL. 

891-41-SM 

APPLICANT — Wilmot  Castle  Company,  owner. 

SLtBJECT — Monarch  Bedpan  and  Urinal  Washer  and  Steril¬ 
izer,  approval  of. 

APPEARANCES— 

For  Applicant:  John  F.  Elamje. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1944  at 
2  P.  M.  at  request  of  applicant. 


577-38-SA 

APPLICANT — Bradley  Washfountain  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  “BNY”  Bradley  Trap 
(plumbing  appliance)  ;  previously  approved. 

APPEARANCES— 

For  Applicant :  Arthur  C.  Cooper. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


450-43-SA 

APPLICANT — Hoke  Incorporated,  owner. 

SUBJECT- — Hoke  Jewel  Torch,  Approval  of. 
APPEARANCES— 

For  Applicant:  Wilbur  Teeters. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (450-43-SA) 

Whereas,  Hoke  Incorporated,  owner,  filed  on  September 
21,  1943,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  the  Hoke 
Jewel  Torch;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 


Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 

January  22,  1943. 

Cal.  450-43-SA 

Subject:  Hoke  Jewel  Torch,  Approval  of. 

Hoke  Incorporated,  owner,  filed  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
Hoke  Jewel  Torch  under  the  provisions  of  C19-93.0  of 
the  Administrative  Code. 

DESCRIPTION 

The  Hoke  Jewel  torch  is  a  torch  designed  for  use 
with  illuminating  gas  and  oxygen  under  pressure  for 
work  in  the  jewelry  and  glass  fields  and  for  brazing  and 
soldering  of  metals.  The  torches  consist  of  a  U  tube 
of  brass,  about  L6  in.  outside  diameter,  one  arm  of  which 
is  connected  to  an  illuminating  gas  line  and  the  other 
arm  to  an  oxygen  tank.  The  illuminating  gas  is  de¬ 
livered  under  approximately  2  lbs.  pressure  and  the 
oxygen  at  10-12  lbs.  pressure.  Each  arm  is  provided 
with  a  needle  valve  control  with  the  valve  stem  going 
through  a  stuffing  box,  the  composition  of  the  packing 
being  asbestos  and  graphite  neoprine.  At  the  base  of 
the  “U”  tube  there  is  a  mixing  chamber  of  the  injector 
type. 

The  two  needle  valve  controls  are  conveniently  located 
so  as  to  readily  permit  one  hand  control  of  the  oxygen 
and  gas  supplies.  This  permits  the  operator  to  make 
easy  flame  adjustments  should  the  character  of  the 
soldering  or  brazing  work  change  during  the  course  of 
operations.  The  inlet  connections  for  oxygen  and  fuel 
gas  are  of  a  serrated  type  and  sharply  identified  by 
means  of  the  words  “gas”  and  “oxy.”  These  marks 
constitute  a  portion  of  the  original  brass  forging  from 
which  the  torch  is  machined.  The  use  of  the  forging 
permits  accurate  machining  and  eliminates  any  possible 
danger  from  blow  or  sand  holes  which  are  frequently 
inherent  in  torch  bodies  manufactured  from  castings. 

The  injector  type  mixing  chamber  is  designed  to  per¬ 
mit  the  maximum  injection  of  low  pressure  gas  and  to 
provide  a  homogeneous  mixture  of  oxygen  and  gas  of 
predetermined  proportions.  The  injection  system  con¬ 
sists  essentially  of  three  parts,  the  gas  diffuser,  plate  and 
oxygen  nozzle  and  an  injection  chamber.  The  oxygen 
nozzle  is  held  rigidly  in  place  against  a  sealing  gasket 
by  means  of  the  compression  spring.  The  torch  arm 
and  burner  tip  are  connected  to  this  injector  type 
chamber.  Burner  tips  supplied  are  of  various  sizes  and 
made  to  be  changed  by  the  operator  by  inserting  their 
choice  in  the  reinforced  threaded  tip  holder.  Fabrica¬ 
tion  throughout  is  carefully  controlled  and  all  permanent 
metal  to  metal  joints  are  made  using  silver  solder. 

TEST 

This  appliance  w'as  inspected  and  tested  at  the  plant 
of  the  applicant  at  845  Eagle  Avenue,  The  Bronx,  on 
Jan.  19,  1943.  Present  at  the  test  w'ere  the  Committee 
on  Tests  of  the  Board,  the  representatives  of  the  Fire 
Department  and  of  the  manufacturer.  The  torch  was 
tested  as  to  flare  backs  and  operation  and  was  found  to 
function  as  designed  writh  no  flarebacks  or  other  defects. 

RECOMMENDATION 

On  the  basis  of  the  inspection  and  test,  the  Committee 
on  Tests  recommends  the  approval  of  the  Hoke  Jewel 
Torch  for  use  in  New  York  City  when  constructed  and 
operated  in  accordance  with  this  report  and  the  require¬ 
ments  of  C19-93.0  of  the  Administrative  Code  provided 
the  appliance  bears  a  label  permanently  affixed  reading : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  450-43-SA”  or  in 
lieu  thereof  a  die  or  stamp  be  made  (and  stamped  or 
labeled  on  the  device)  bearing  the  following  inscription, 
within  a  circle :  around  the  periphery,  at  the  top,  the 
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word  “App’vd.”;  along  the  bottom:  B.S.  &  A.;  in  the 
center,  two  lines,  upper  line  reading:  “N.Y.C.”,  lower 
line  reading:  “Cal.  450-43-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 

appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Hoke  Jewel 
Torch,  on  condition  that  the  appliance  be  manufactured,  used, 
and  labelled,  stamped  or  tagged  in  accordance  with  the 

above  report. 


830-39-SM 

APPLICANT — National  Kalamein  Co.,  Inc.,  for  Metal  Door 
Credit  Association,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  re  temporary  approval — NYK-A 
and  NYK-B  Fire  Door  (One-Hour  Door)  ; 
(previously  approved  for  a  temporary  period). 
APPEARANCES— 

For  Applicant:  Benjamin  W.  Weingard. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . . .  0 

THE  RSOLUTION  (830-39-SM) 

Whereas,  this  material  known  as  the  NYK-A  Fire  Door 
and  NYK-B  Fire  Door  (One-Hour  Door),  was  approved 
by  the  Board  on  January  21,  1941,  for  a  temporary  period 
of  six  months  and  the  temporary  approval  was  extended  on 
July  23,  1941  for  a  period  of  four  months ;  and 

Whereas,  the  resolution  was  amended  on  September  23, 
1941  and  November  3,  1943;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  temporary  approval ;  and 

Whereas,  an  application  has  been  filed  under  Cal.  518- 
43-SM  for  test  and  approval  of  one  and  one-half-hour  (l}4) 
kalamein  door  which  it  is  proposed  to  manufacture  in  sub¬ 
stitution  of  the  NYK-A  and  NYK-B  doors;  and 
Whereas,  in  view  of  the  filing  of  such  new  application, 
a  request  has  been  made  for  a  further  term  of  the  temporary 
approval  under  .Calendar  830-39-SM. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  November  3,  1943, 
only  so  far  as  it  has  reference  to  the  extension  of  temporary 
approval,  so  that  as  amended  this  portion  of  the  resolution 
will  read : 

“that  such  temporary  approval  may  be  considered  as 
having  been  extended  for  three  (3)  months  from  the 
date  of  this  amended  resolution,  in  view  of  the  statement 
by  applicant  that  definite  arrangements  have  now  been 
made  for  testing  the  door  by  the  Underwriters’  Labora¬ 
tories  and  that  actual  test  is  expected  before  March  1st, 
1944,  application  for  approval  having  been  filed  with 
this  Board  under  Cal.  518-43-SM ;  that  this  extension 
shall  be  deemed  to  apply  to  all  manufacturers  who  have 
joined  in  the  application  filed  under  Cal.  830-39-SM.” 


Adjourned:  3:45  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


SPECIAL  MEETING 

FRIDAY  MORNING,  FEBRUARY  4.  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


APPEAL  FROM  ADMINISTRATIVE  DECISION 

45-44-A 

APPLICANT — Harry  M.  Prince,  for  United  Lutheran 
Church  in  America,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 229-231  Madison  avenue  and  24 
East  37th  street,  southeast  corner  (Block  866,  Lot 
58),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  M.  Prince  and  Thomas  M. 
Bell. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (45-44-A) 

Whereas,  Harry  M.  Prince,  for  United  Lutheran  Church 
in  America,  owner,  filed  January  18,  1944,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  229-231 
Madison  avenue,  and  24.  East  37th  street,  southeast  corner 
(Block  866,  Lot  58),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  12,  1944,  on  Alt.  Applic.  22-44,  reads: 

“1.  Building  of  occupancy  and  height  indicated  re¬ 
quired  to  be  of  fireproof  (Class  I),  construction  by  Sec. 
4.2.1. 

3.  Office  occupancy  in  a  residence  use  district  not 
permitted  by  Sec.  3,  Zoning  Resolution. 

6.  Provide  at  least  two  remote  means  of  exit,  all 
floors,  leading  to  street.  Stairs  to  be  of  incombustible 
construction  and  enclosed  as  per  Art.  6,  Sec.  4  Build¬ 
ing  Code  to  be  at  least  44  in.  wide.” 

and 

Whereas,  the  applicant  states  the  building  is  four  stories, 
(56  ft.  414  in.)  in  height;  46  ft.  2  in.  by  112  ft.  in  area; 
of  Class  3  construction ;  erected  prior  to  1883 ;  located  in  a 
residence  use,  B  area  district,  and  used  as  a  private  dwelling ; 
proposed  to  be  used  and  occupied  as  follows :  subcellar, 
boiler  room,  2  persons;  basement,  service  and  caretaker,  10 
persons;  1st  floor,  chapel  accommodation  for  fifty  persons 
and  administration,  20  persons ;  2nd,  3rd  and  4th  floors,  ad¬ 
ministration,  20  persons  each  floor ;  and 

Whereas,  the  applicant  states  that  the  owner  is  a  non¬ 
profit  religious  organization  carrying  on  services  throughout 
the  world;  that  these  services  include  the  usual  religious 
church  function,  -  and  in  addition  thereto,  church  extension 
activities,  missionary  work,  welfare  and  relief  work,  soldier 
and  war  aid  and  relief  and  welfare  work  in  countries  over¬ 
run  by  the  enemy;  that  it  is  proposed  to  consolidate  these 
activities  with  the  religious  work  and  house  them  all  in 
the  building  in  question  ;  that  the  building  will  be  devoted 
exclusively  to  these  purposes  and  in  no  sense  can  it  he  con¬ 
sidered  a  commercial  structure ;  that  even  the  chapel  will  not 
he  open  to  the  public  for  fixed  periods,  but  will  be  used  ex¬ 
clusively  for  the  staff  daily  and  for  visiting  pastors  and 
their  guests,  and  then  for  not  more  than  2  hours  at  a  time ; 
that  an  examination  of  plans  will  indicate  the  religious 
aspects  of  the  proposed  use;  that  in  addition  to  the  chapel, 
there  will  be  executive  offices  of  the  church  dignitaries,  the 
Board  of  American  Missions,  the  Board  of  Foreign  Missions, 
the  United  Lutheran  Synod  and  subordinate  governing  body 
for  New  England,  New  York  and  New  Jersey;  that  to  all 
intents  and  purposes,  the  proposed  use  is  encompassed  within 
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Article  II,  Section  3,  Paragraphs  3  and  5  of  the  Zoning 
Resolution,  in  that  its  use  is  primarily  a  church,  containing 
all  of  the  elements  of  philanthropic  and  eleemosynary  uses 
and  accessory  uses  customarily  incident  thereto;  and 

Whereas,  the  applicant  contends  as  to  Objection  1,  of  the 
borough  superintendent’s  decision,  that  the  only  occupancy 
in  the  building  that  could  be  considered  public,  is  the  chapel 
which  is  confined  to  a  small  area  on  the  first  floor  and 
which,  if  considered  as  a  separate  unit,  would  be  permitted 
by  the  provisions  of  C-26-254  of  the  Administrative  Code ; 
that  even  if  the  area  and  height  of  the  portion  used  as  a 
chapel  exceeded  that  permitted  by  Section  C26-254.0,  the 
superintendent  would  still  have  the  right  under  Section 
C26-237.0  to  permit  the  application  of  the  construction  re¬ 
quirements  to  this  small  accessory  area;  that  the  area  of 
the  building  is  only  5425  sq.  ft.  and  its  height  56  ft.  4 in., 
though  taken  from  grade  to  center  of  the  mansard  roof  is 
only  6  ft.  4lA  in.  in  excess  of  that  permitted  for  a  Class  3 
non-fireproof  commercial  building  four  stories  in  height  on 
two  streets,  12,000  sq.  ft.  in  area ;  that  with  this  height 
measured  from  the  top  of  the  terrace  at  the  main  entrance  to 
the  top  of  the  fourth  floor  beams,  it  would  be  under  50  ft. 
in  height ;  and 

Whereas,  the  applicant  contends  as  to  Objection  3,  that 
the  proposed  use  is  clearly  permitted  by  Article  2,  Section 
3,  Paragraph  3  and  5  of  the  amended  Zoning  Resolution,  in 
that  it  will  consist  of  chapel  and  Administrative  divisions 
operated  solely  for  religious,  missionary,  church  extension, 
welfare  and  war  service  activities,  and  other  services  inci¬ 
dental  thereto,  as  defined  in  Section  3,  Paragraph  9  of  the 
Zoning  Resolution ;  that  the  Board  has  held  such  use  to  be 
permitted  in  the  matter  of  the  Henry  Street  Settlement 
Administration  Building ;  and 

Whereas,  the  applicant  contends  as  to  Objection  6,  that 
the  two  existing  stairs  are  sufficiently  remote  to  accommo¬ 
date  the  small  number  of  occupants  proposed  above  the  en¬ 
trance  floor  and  provide  access  from  all  floors  to  the  street ; 
that  the  main  stairs  is  elaborately  constructed  of  the  hardest 
of  seasoned  woods  and  it  would  at  least  be  equal  to  the  very 
highest  type  of  mill  construction  normally  permitted  in  a 
Class  6  public  building  up  to  6,000  sq.  ft.  in  area ;  that  this 
building  is  but  4,500  sq.  ft.  in  area  and  occupies  a  relatively 
small  percentage  of  the  plot ;  that  the  secondary  service  stairs 
is  adequately  enclosed;  that  to  be  required  to  reconstruct 
the  main  stairs,  would  be  a  practical  impossibility,  due  to 
their  design  and  a  physical  impossibility,  even  if  the  highly 
restricted  priority  materials  were  available;  that  the  walls 
surrounding  the  stairs  are  solid  masonry  construction ;  and 


Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board ;  and 

Whereas,  the  Board  deemed  that  the  use  proposed  is  a 
permitted  use  under  Article  II,  Section  3  of  the  Zoning 
Resolution ;  that  the  use  is  similar  to  that  which  the  Board 
ruled  was  a  permitted  use  in  a  residence  district  in  Cal.  No. 
185-26-BZ,  relative  to  premises  109  East  38th  street,  Man¬ 
hattan  ;  and  that  the  occupancy  as  proposed  is  substantially 
the  same  as  now  permitted  by  ruling  of  the  Department  of 
Housing  and  Buildings  under  Alt.  Applic.  840-27  for  the 
same  owner  at  39  East  35th  street,  Manhattan. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  22-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  objec¬ 
tion  1,  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area  and  shall  only  be  occupied  substantially 
as  herein  proposed;  as  to  objection  6,  that  the  building  shall 
be  occupied  substantially  as  set  forth,  with  an  occupancy  not 
exceeding  a  total  of  ninety-two  (92)  persons  plus  accommo¬ 
dations  for  fifty  persons  in  the  proposed  chapel  on  the  first 
floor  ;  that  all  changes  to  the  building  on  each  floor  shall  be 
carried  out  as  indicated  on  revised  plans  filed  with  the  Board 
marked  “Received  February  3,  1944”  and  in  addition  that 
approved  dampers  shall  be  installed  in  all  hot  air  ducts ; 
that  exit  lights  shall  be  maintained  at  exit  doors  leading  to 
the  present  enclosed  service  stairway  and  to  proposed  ex¬ 
terior  fire  escape,  to  replace  the  existing  vertical  ladder  fire 
escape ;  that  such  fire  escape  may  terminate  at  the  4th  floor 
level ;  that  access  to  such  fire  escape  on  all  floors  shall  be 
by  means  of  doors,  except  that  above  the  first  floor,  the 
existing  window  openings  may  be  changed  to  outwardly 
opening  casements,  glazed  with  wire  glass ;  that  on  such 
floors,  the  fire  escape  balcony  shall  be  located  at  sill  level ; 
that  such  fireplaces  as  are  not  indicated  to  have  flues  closed 
may  be  used,  but  shall  not  be  used  for  wood  burning  fires ; 
that  all  hangings,  draperies  and  fabric  wall  coverings  shall 
be  flameproofed ;  that  such  portable  fire-fighting  apppliances 
shall  be  maintained  throughout  as  the  fire  commissioner 
shall  direct  and  sprinkler  heads  fed  from  the  domestic  water 
line  shall  be  installed  in  any  room  in  the  cellar  used  for  the 
storage  of  maintenance  materials;  as  to  objection  3,  that  the 
decision  of  the  borough  superintendent  be  and  it  hereby  is 
reversed. 


Adjourned:  10:45  A.  M. 

Joseph  J.  Doyi.e,  Chief  Clerk. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly ;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


Applicants,  under  the  building  zone  resolution,  are  entitled 

to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conve¬ 
nience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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EXTRACTS  FROM  THE  ADMINISTRATIVE  CODE  OF  THE  CITY  OF  NEW  YORK, 

RELATING  TO  REFRIGERATING  SYSTEMS 


General  Provisions. 

§C1 9-2.0.  Definitions. 

Unless  otherwise  expressly  stated,  whenever  used  in  this 
chapter  the  following  terms  shall  respectively  be  deemed 
to  mean : 

34.  Refrigerating  system,  a  combination  of  apparatus  in 
which  a  refrigerant  is  circulated  for  the  purpose  of  ex¬ 
tracting  heat. 

(a)  The  parts  of  the  system  are  the  compressor,  gen¬ 
erator,  condenser,  absorber,  receiver,  shell  type  or  tube  type 
apparatus,  pipes,  vessels,  or  other  parts,  containing  refrig¬ 
erant. 

(b)  Direct  refrigeration,  a  system  in  which  the  refrig¬ 
erant  is  circulated  to  the  substance  or  space  refrigerated. 

(c)  Indirect  refrigeration,  a  system  in  which  brine 
cooled  by  the  refrigerant  is  circulated  to  the  substance  or 
space  refrigerated. 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine 
used  to  produce  refrigeration. 

(e)  Irritant  refrigerant,  any  refrigerant  which  when 
breathed,  attacks  the  throat  or  lungs. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the 
hydrocarbon  class. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will 
burn  or  explode  when  mixed  with  certain  proportions  of 
air. 

(h)  Refrigerating  machinery  room,  a  room  in  which 
is  located  a  refrigerating  system  containing  refrigerant,  but 
not  including  expansion  coils  when  located  in  cold  storage 
rooms  or  expansion  coils  when  located  in  refrigerator  boxes. 

(i)  Factor  of  safety,  the  multiple  three  and  one-third 
(3^5),  the  product  of  which  and  the  test  pressure,  con¬ 
stitutes  the  probable  rupture  pressure. 

(j)  Pressure  imposing  element,  that  apparatus  which 
draws  the  refrigerant  from  the  low  pressure  or  low  tem¬ 
perature  side  of  the  system  and  discharges  it  into  the  high 
pressure  or  high  temperature  side  of  the  system. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature 
responsive  mechanism  for  automatically  stopping  the  oper¬ 
ation  of  the  pressure  imposing  element. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the 
refrigerating  system  is  used  for  the  transmission  of  heat. 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a 
rupture  member,  fusible  plug  or  other  approved  device  for 
relieving  the  pressure. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring 
or  other  means  to  automatically  relieve  pressure  in  excess 
of  its  setting. 

(o)  Rupture,  member,  a  device  that  will  automatically 
rupture  at  a  pre-determined  pressure. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to 
a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid 
refrigerant. 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig¬ 
erant  constructed  to  conform  to  the  regulations  of  the  Inter¬ 
state  Commerce  Commission. 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing 
the  ammonia  or  other  soluble  vapor  with  water. 

(s)  Stop  valve,  a  cut-off  valve  for  use  during  normal 
operation. 

(t)  Service  valve,  a  key-operated  shut-off  valve  used 
only  during  shipment,  installation  or  repairs. 

(u)  Fusible  plug,  a  device  having  a  predetermined- 
temperature  fusible  member  for  the  relief  of  pressure. 

§C26-235.0.  Definitions. 

(a)  Public  Buildings.  Public  buildings  are  structures 
or  parts  of  structures  in  which  persons  congregate  for 
civic,  political,  educational,  religious  or  recreational  pur¬ 
poses,  or  in  which  persons  are  harbored  to  receive  medical, 


charitable  or  other  care  or  treatment,  or  in  which  persons 
are  held  or  detained  by  reason  of  public  or  civic  duty,  or 
for  correctional  purposes,  including  among  others,  court 
houses,  schools,  colleges,  libraries,  museums,  exhibition 
buildings,  lecture  halls,  churches,  assembly  halls,  lodge 
rooms,  club  houses  with  more  than  five  sleeping  rooms, 
dance  halls,  theatres,  bath  houses,  hospitals,  asylums,  armo¬ 
ries,  fire  houses,  police  stations,  jails  and  passenger  depots. 

(b)  Residence  Buildings.  Residence  buildings  are 
structures  or  parts  of  structures  in  which  sleeping  accom¬ 
modations  are  provided,  except  such  as  may  for  other 
reasons  be  classed  as  public  buildings,  including  multiple 
dwellings  as  defined  in  the  Multiple  Dwelling  Law. 

(c)  Commercial  Buildings.  Commercial  buildings  are 
structures  or  parts  of  structures,  which  are  not  public 
buildings  or  residence  buildings,  including  among  others, 
office  buildings,  factory  buildings,  salesrooms  (stores), 
markets,  restaurants,  warehouses,  freight  depots,  car  barns, 
stables,  garages,  motor  vehicle  repair  shops,  factories, 
laboratories,  smoke  houses,  grain  elevators,  coal  pockets, 
central  station  power  plants  and  electric  sub-stations. 


Bonds  and  Fees. 

§C1 9-24.0.  Fees  for  Permits. 

Applicants  for  permits  under  the  provisions  of  this  chap¬ 


ter  shall  pay  annual  fees  as  follows : 

35.  Refrigerating  systems : 

Class  A  systems .  $20.00 

Class  B  systems .  10.00 

Class  C  systems  containing  over  six  pounds 

of  refrigerant  .  5.00 

Class  C  systems  containing  six  pounds  or 

less  of  refrigerant  .  L00 


C19-  96.0. 
C26-214.0. 
C19-  97.0. 
C19-  98.0. 
C19-  99.0. 
C19-100.0. 
C19-101.0. 
09-102.0. 
C19-103.0. 
C19-104.0. 
09-105.0. 
09-106.0. 
09-107.0. 


Refrigerating  Systems. 

Permits. 

Supervision. 

Classification. 

Permissible  locations. 

Refrigerating  machinery  rooms  and  ventilation. 
Open  flames  and  electrical  equipment. 

Testing. 

Piping. 

Safety  devices. 

Size  of  safety  devices. 

Location  and  discharge  of  safety  devices. 
Operating  precautions. 

Equipment  diagrams. 


§ClS-96.0.  Permits. 

(a)  Except  as  hereinafter  provided  in  this  article  it  shall 
be  unlawful  to  maintain  or  operate  a  refrigerating  system 
without  a  permit. 

(b)  A  permit  will  not  be  required  for  a  Class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house  or  a  business 
building. 

(c)  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article, 
as  are  deemed  by  the  fire  commissioner  necessary  in  the 
interest  of  public  safety. 

NOTE: — The  Fire  Chief  and  Commissioner  prescribed 
under  date  of  April  4,  1934,  the  following : 

1.  That  the  refrigerants  dichlorodifluoromethane,  known 
as  “Freon”  (“Kinetic  No.  12”  also  “F-12”)  CC12F2  also 
dichlorotetrafluoroethane  (“F-114”)  C2C12F4  and  mono- 

fluorotrichloromethane  (“F-ll”)  CFC3  are  non-flammable 
and  non-irritant,  unless  otherwise  hereinafter  provided,  and 
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shall  be  regulated  in  accordance  with  the  provisions  of 
Article  18  of  Chapter  19  of  the  Administrative  Code,  as 
such,  except,  when  used  in  a  room  or  rooms  in  which  there 
is  an  open  flame  or  apparatus  to  produce  an  open  flame, 
when  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply. 

2.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114  are  restricted  to  parts  of  a  building  so  specified  in 
Section  C19-98.0  (b)  for  refrigerants  other  than  non¬ 
irritant  and  non-flammable. 

3.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114  used  for  air  conditioning  are  restricted  to  the  indi¬ 
rect  method  except  that  the  direct  method  may  be  used  in 
parts  of  a  building  so  specified  in  Section  C19-98.0  (b) 
for  refrigerants  other  than  non-irritant  and  non-flammable. 

4.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114  shall  not  be  installed  or  maintained  in  or  on  the 
stairways,  halls,  lobbies,  entrances,  exits  or  auditoriums  of 
any  building.  ' 

5.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114,  shall  not  be  installed  or  maintained  in  a  hospital,  un¬ 
less  the  entire  system  is  confined  in  a  fireproof  machinery 
room,  used  for  no  other  purpose,  and  in  which  no  open 
flame  shall  be  employed,  except  that  the  Class  “C”  system 
containing  not  more  than  10  pounds  of  refrigerant  may  be 
used  in  a  diet  kitchen  which  shall  be  cut  off  from  the  rest 
of  the  building  by  a  tight  fitting  self-closing  door  or  doors 
and  provided  with  a  window  or  windows  to  the  outside 
air.  All  open  flames,  and/or  apparatus  for  producing  an 
open  flame,  in  diet  kitchens  where  these  refrigerants  are 
used  shall  be  vented  to  the  outside  air  as  hereinafter  re¬ 
quired  in  Paragraph  8. 

6.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114  may  be  installed  or  maintained  in  a  hospital  private 
room,  having  tight  partitions  and  tight  fitting  self-closing 
door  or  doors  and  where  not  more  than  two  persons  are 
helpless  and/or  given  medical  treatment,  provided  there  is 
no  open  flame  and/or  apparatus  for  producing  an  open  flame 
in  such  room  and  when  the  system  contains  not  more  than 
10  pounds  of  refrigerant. 

7.  That  a  refrigerating  system  employing  F-ll,  F-12  or 
F-114  shall  not  be  installed  or  maintained  in  a  theatre 
and/or  motion  picture' theatre  unless  the  entire  system  is 
confined  in  a  fireproof  machinery  room,  used  for  no  other 
purpose,  and  in  which  no  open  flame  and/or  apparatus  to 
produce  such  open  flame  shall  be  employed,  except  that 
Class  “C”  systems  containing  not  more  than  ten  pounds  of 
refrigerant  may  be  installed  in  a  rest  room,  smoking  room 
or  lounging  room  provided  in  such  rooms  no  open  flame  or 
apparatus  to  produce  such  open  flame  shall  be  employed. 

8.  That  a  refrigerating  system  employing  F-ll,  F-12  or 
F-114  when  used  in  a  room  or  rooms  in  which  there  is  an 
open  flame  or  apparatus  to  produce  such  open  flame,  such 
open  flame  and/or  apparatus  shall  be  provided  with  a  hood 
and  independent  mechanical  ventilation  so  arranged  as  to 
convey  all  the  products  of  combustion  to  the  outside  of  the 
building.  This  provision  shall  apply  only  to  diet  kitchens 
of  hospitals  and  to  Class  “C”  systems  in  schools,  churches, 
dance  halls,  court  rooms,  police  stations,  jails,  asylums, 
subways,  passenger  depots,  rooms  opening  into  passenger 
depots  and/or  subways  and  such  other  places  as  are  deemed 
by  the  Fire  Commissioner  necessary  in  the  interest  of  pub¬ 
lic  safety. 

9.  That,  except  for  Class  “C”  systems  located  in  rooms 
in  which  no  open  flame  or  apparatus  to  produce  such  flame 
shall  be  employed  containing  not  more  than  ten  pounds  of 
refrigerant,  each  refrigerating  machinery  room  in  any  build¬ 
ing  in  which  F-ll,  F-12  or  F-114  are  used,  shall  be  main¬ 
tained  vapor-tight  and  provided  with  tight  fitting,  self¬ 
closing  doors,  in  accordance  with  Section  C19-99.0  (a). 

10.  That  each  refrigerating  machinery  room  in  which 
F-ll,  F-12  or  F-114  is  used,  shall  be  adequately  ventilated 
directly  to  the  outside  air  in  accordance  with  Section 
C19-99.0  (b),  1,  2,  3  and  4. 

11.  Test  pressures  and  setting  of  safety  valves  for  sys¬ 
tems  employing  F-ll,  F-12  or  F-114,  shall  be  included  in 
Section  C19-101.0  as  follows: 


Refrigerant 

Column  No.  1 

Column  No.  2 

Column 

F-ll 

25 

15 

15 

F-12 

180 

120 

135 

F-114 

60 

30 

30 

12.  That  the  size  of  pressure  relief  valves  for  systems 
in  which  F-ll,  F-12  or  F-114  is  employed,  shall  be  as 

follows : 


Capacity  of  System 

Number  Required 

Up  to  30  tons 

One  J4  inch 

30  to  60  “ 

One  3/4  “ 

60  to  100  “ 

One  1  “ 

100  to  175  “ 

One  1  yi  inches 

175  to  250  “ 

One  iy2  “ 

250  to  450  “ 

One  2 

450  to  900  “ 

Two  2 

13.  That  the  storage  of  F-ll,  F-12  or  F-114  shall  con¬ 
form  with  Section  C19-106.0  (c)-5  for  other  refrigerants. 

14.  That  all  other  sections  or  parts  of  Article  18  of  the 
Administrative  Code  not  so  mentioned,  shall  be  complied 
with. 

15.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114,  installed  prior  to  May  19,  1932,  shall  be  inspected, 
and  if  found  to  comply  with  the  rules,  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 
hazardous  character,  a  permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 
places  of  public  assembly  shall  be  made  to  comply  strictly 
with  these  rules. 

(d)  A  permit,  where  required,  shall  be  applied  for  forty- 
eight  hours  after  installation  is  completed,  containing  the 
name  of  the  person  for  whom  the  system  is  installed  and 
the  place  or  location  of  the  system. 

(e) _  Only  the  refrigerant  specified  in  the  permit  shall  be 
used  in  the  system. 

(f)  Refrigerating  systems  to  which  these  provisions 
cannot  be  applied,  may  be  maintained  and  operated  subject 
to  such  conditions  as  are  deemed  necessary  by  the  fire 
commissioner. 

§C26-214.0.  Refrigeration  System  Op¬ 
erators;  Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in  any 
building  any  refrigerating  system  containing  more  than 
fifty  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  duly 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  only 
one  qualified  operator  will  be  required. 

(b)  It  shall  be  unlawful  to  maintain  or  operate  in  a 
public  building  or  exhibition  hall  any  Class  C  system  per¬ 
mitted  for  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of  either 
a  duly  licensed  engineer  or  a  person  who  has  obtained  a 
certificate  of  qualification  from  the  superintendent  to  oper¬ 
ate  such  a  system. 

(c)  Upon  receipt  of  such  certificate  the  applicant  there¬ 
for  shall  pay  an  annual  license  fee  as  follows :  For  the 
initial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro¬ 
vided  application  for  such  renewal  be  made  within  thirty 
days  prior  to  the  expiration  of  such  certificate.  Any  such 
certificate  may  be  revoked  or  suspended  for  cause  at  any 
time  by  the  superintendent. 

§C19-97.0.  Classifications. 

(a)  The  total  amount  of  refrigerant  common  to  a  system 
operating  through  one  or  more  evaporators,  shall  be  consid¬ 
ered  the  capacity  of  the  system  and  determine  its  class. 

(b)  A  Class  A  system  is  a  system  containing  one  thou¬ 
sand  (1,000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 

(c)  A  Class  B  system  is  a  system  capable  of  less  than 
thirty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand  (1,000)  pounds  of  refrigerant  and  more  than  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 
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§C1 9-98.0.  Permissible  Locations. 

(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in  aijy  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re¬ 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
for  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  for  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two  families,  or 
in  any  building  provided  a  non-irritant  and  non-flammable 
refrigerant  is  used.  The  provisions  of  this  subdivision  shall 
not  apply  to  a  building  in  which  installation  was  made  prior 
to  December  13,  1927. 

(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir¬ 
culating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 
a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
use  as  a  brine. 

(d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice  making 
or  refrigerating  purposes.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  December  13,  1927. 

(e)  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
(10)  pounds  of  refrigerant. 

(f)  It  shall  be  unlawful  to  install  or  maintain  a  re¬ 
frigerating  system  employing  an  irritant  or  inflammble 
refrigerant  in  or  on: 

1.  The  stairways,  halls,  lobbies,  entrances,  exits  or  audi¬ 
toriums  of  any  building; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub¬ 
ways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger  depot 
or  rooms  opening  directly  therein ; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre,  or  where  persons  are  detained 
or  confined ; 

5.  A  school,  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instructions  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  confined 
or  given  medical  treatment  or  helpless.  Unless  otherwise 
required  by  this  section,  such  refrigerating  system  shall  be 
cut  off  from  the  building  by  unpierced  fireproof  construc¬ 
tion. 

The  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  system  containing  not  more  than  six  (6)  pounds 
of  refrigerant  when  located  in  dance  halls,  police  stations, 
diet  kitchens  of  hospitals,  schools,  or  laboratories,  and  when 
located  in  rooms  shut  off  from  the  rest  of  the  building  by 
tight  partitions  and  tight-fitting,  solid,  self-closing  doors  and 
located  in  a  room  having  a  window  to  the  outside  air. 

(g)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  of  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide,  or  a  hydro-carbon  refrigerant  will  not  be  permitted  in 
Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 


unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
(8")  of  brick  or  six  inches  (6")  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and  shall 
be  provided  with  vapor-tight,  self-closing,  fireproof  doors. 

§C1 9-99.0.  Refrigerating  Machinery 
Rooms  and  Ventilation. 

a.  Refrigerating  machinery  rooms. 

1.  All  refrigerating  machinery  rooms  in  which  an 
irritant  refrigerant  is  used  shall  be  maintained  vapor-tight 
except  that  all  doors  which  open  to  other  parts  of  the 
building  shall  only  be  required  to  be  self-closing  and  close 
fitting,  and  shall  be  kept  closed  at  all  times,  except  during 
entrance  or  exit.  All  other  openings  that  may  permit  the 
passage  of  vapor  to  other  parts  of  the  building  shall  be 
vapor-tight  and  kept  closed.  No  opening  from  elevator 
shafts  shall  be  permitted  in  the  refrigerating  machinery 
room.  This  provision,  however,  shall  not  apply  to  dumb¬ 
waiter  shafts  the  door  openings  of  which  are  protected 
with  self-closing  fire  doors  or  to  a  system  containing  less 
than  six  (6)  pounds  of  refrigerant.  Closets  solely  con¬ 
tained  within  and  opening  only  into  the  refrigerating  ma¬ 
chinery  room  shall  be  considered  as  part  of  the  room  in 
which  it  opens. 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery 
room  of  any  system  shall  be  independently  provided  with 
means  for  adequate  ventilation  to  the  outer  air.  The  ven¬ 
tilation  shall  consist  of  a  window  or  windows  opening 
directly  to  the  open  air,  or  mechanical  means  capable  of 
exhausting  the  foul  air  from  the  room. 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively, 
of  not  less  than  that  specified  in  Column  D  of  the  table  in 
subdivision  4  shall  be  provided.  When  a  window  or  win¬ 
dows  are  placed  in  one  wall  a  total  area  shall  be  provided 
not  less  than  that  specified  in  Column  E  of  such  table. 

3.  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrig¬ 
erating  machinery  room  the  amount  of  air  specified  in  Col¬ 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  The  out¬ 
let  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
discharge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table.  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be  easily 
accessible  and  located  outside  of  the  refrigerating  machinery 
room. 


4. 


Pounds  of 
Refriger¬ 
ant  in 
System 

Mechan¬ 
ical  Cu. 

Ft.  per 
Minute 
Discharge 

Window  Area 
Meehan-  in  Sq.  Ft. 
ical  Sq.  for  each 
Ft.  Duct  Opposite 
Area  Side 

Window  Area 
in  Sq.  Ft.  for 
One  Side 
Only 

A 

B 

c 

D 

E 

Up  to. . . .  20 

150 

lA 

1 

6 

50 

250 

VA 

12 

100 

400 

V* 

2 

16 

150 

550 

Vz 

2  'A 

19 

200 

680 

Vz 

3 

25 

250 

800 

l 

3^4 

29 

300 

900 

l 

4 

32 

400 

1,100 

VA 

454 

38 

500 

1,275 

l'A 

5 

42 

101 
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600 

1,450 

l/2 

6 

45 

700 

1,630 

1/2 

6  54 

48 

800 

1,800 

2 

7 

51 

900 

1,950 

2 

714 

55 

1,000 

2,050 

2 

8 

59 

1,250 

2,350 

254 

9 

68 

1,500 

2,800 

214 

11 

78 

1,750 

3,150 

3 

1214 

87 

2,000 

3,500 

314 

14 

95 

2,500 

4,150 

4 

16 

113 

3,000 

4,500 

4T4 

18 

130 

4,000 

6,000 

6 

24 

167 

5,000 

7,500 

754 

30 

204 

6,000 

9,000 

9 

36 

241 

7,000 

10,500 

10(4 

42 

278 

8,000 

12,000 

12 

48 

315 

9,000 

13,000 

13 

52 

342 

10,000 

14,000 

14 

56 

360 

12,000 

17,000 

17 

68 

425 

14,000 

19,000 

19 

75 

470 

16,000 

22,000 

22 

86 

540 

18,000 

24,000 

24 

92 

580 

20,000 

26,500 

26 

100 

630 

25,000 

33,000 

33 

121 

760 

30,000 

39,000 

39 

142 

870 

35,000 

44,000 

44 

155 

940 

40,000 

51,000 

51 

176 

1,060 

45,000 

56,000 

56 

190 

1,120 

Note — Door  openings  leading  directly  to  the  open  air  shall 
be  considered  equivalent  to  windows  for  the  requirements 
specified  in  columns  “D”  and  “E”  of  this  table. 

5.  Where  a  non-irritant  or  non-flammable  refrigerant 
is  employed,  the  requirements  as  given  in  the  table  in  sub¬ 
division  4  may  be  reduced  by  one-half.  When  air  or  water 
is  employed  as  the  refrigerant  no  ventilation  shall  be  re¬ 
quired. 

6.  In  lieu  of  mechanical  means  of  ventilation  in  re¬ 
frigerating  machinery  rooms  where  a  Class  _  A  system 
or  a  Class  B  system  using  ammonia  is  installed,  a 
water  deluge  may  be  provided  which  shall  consist  of  a 
sprinkler  system  having  open  heads  of  not  less  than  one- 
quarter  inch  04")  orifice  spaced  not  more  than  eight 
feet  apart  in  any  direction,  and  such  system  shall  be 
located  above  all  the  refrigerating  apparatus  and  piping 
in  the  refrigerating  machinery  room.  Not  more  than  one 
head  shall  be  installed  on  a  54-inch  pipe;  five  heads  on  a 
1-inch  pipe;  six  heads  on  a  1 54-inch  pipe.  The  deluge 
system  shall  be  permanently  connected  with  the  main  house 
supply  or  other  assured  source  from  which  a  constant  water 
pressure  of  not  less  than  twenty  pounds  per  square  inch 
can  be  maintained  on  the  inlet  side  of  the  main  control 
valve  or  valves  at  all  times.  The  control  valve  or  valves 
for  such  water  deluge  system  shall  be  manually  operated 
and  easily  accessible,  and  shall  be  labeled  and  located  out¬ 
side  of  the  refrigerating  machinery  room. 

§C19-1G0.0.  Open  Flames  and  Electrical 
Equipment. 

a.  Open  flames. 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  :A 
or  B  refrigerating  machinery  room  in  which  a  flammable 
refrigerant  is  used. 

b.  Electrical  equipment. 

1.  All  Class  A  and  B  refrigerating  systems  containing 
more  than  fifty  (SO)  pounds  of  refrigerant  shall  have  an 
emergency  switch  controlling  all  of  the  electrically-operated 
refrigerating  machinery  or  the  remote  control  of  such  a 
switch  located  outside  of  the  refrigerating  machinery  room 
where  it  can  be  quickly  reached  and  operated  in  case  of 
necessity. 

2.  Where  the  operating  mechanism  in  any  system  is 
dependent  upon  electrical  control,  such  control  in  a  pressure 
limiting  device  shall  be  on  a  closed  circuit.  Nothing. herein 
contained  shall  require  a  hand  reset  on  an  automatic  type 
of  refrigerating  machine. 


§C19-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  pressure 
gauges  and  control  mechanism  shall  be  tested  to  at  least 
the  following  pressures :  Class  A  and  B  systems  contain¬ 
ing  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
after  installation  and  proved  tight  before  being  operated. 
A  dated  declaration  of  such  test,  signed  by  the  tester,  shall 
be  posted  in  the  machinery  room. _ 


Refrigerant 

Col.  1 

High 

Pressure 

Side 

Col.  2  Col.  3 

Low  Pressure  Side 

With 

Safety 

Valves 

A 

Without 

Safety 

Valves 

Carbon  dioxide  . 

1,500 

750 

1,000 

Ethane  . 

1,050 

520 

760 

Ammonia  . 

300 

150 

225 

Propane  . 

250 

115 

175 

Methyl  chloride  .... 

155 

80 

120 

Sulphur  dioxide  . 

135 

100 

100 

Iso-butane  . 

90 

45 

70 

Butane  . 

75 

35 

50 

Ethvl  chloride  . 

30 

15 

25 

Dichloromethane  ...... 

12 

12 

12 

Dichloroethvlene  . 

12 

12 

12 

Trichloroethylene  .  . .  . 

12 

12 

12 

§C19-102.Q.  Piping. 

a.  Piping. 

1.  All  piping,  liquid  receivers  or  vessels  containing  the 
refrigerant,  shall  be  supported  on  or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  in¬ 
stallations. 

2.  The  arrangement  of  stop  valves,  relief  devices,  and 
other  similar  devices,  when  used  shall  be  as  shown  on  the 
diagram  for  Class  A  and  B  systems  in  section  C19-107.0 
of  the  code. 

3.  Every  system  which  may  be  charged  after  installation 
shall  have  the  charging  connection  located  on  its  low  pres¬ 
sure  side. 

b.  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bull’s  eye 
type,  shall  have  automatic  closing  shut-off  valves  and  such 
glasses  shall  be  adequately  protected  against  injury  by 
slotted  metal  casings. 

§C19-103.0.  Safety  Devices. 

a.  Construction  and  setting. 

1.  Pressure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the 
device  is  set  to  function  shall  be  indicated  thereon.  (See 
section  09-101. 0  of  the  code,  columns  1  and  2  of  table.) 

2.  Fusible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1.  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 
pressure  relief  device  or  pressure  limiting  device  and  the 
part  of  the  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used,  and  so  arranged 
that  only  one  pressure  relief  device  can  be  cut  off  for  re¬ 
pair  purposes  at  any  one  time. 

2.  A  Gass  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  oper¬ 
ation  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 

c.  Ammonia  mixer. 

1.  The  low  pressure  side  of  a  Class  A  ammonia  sys¬ 
tem  shall  be  provided  with  a  hand-operated  valve  for  dis¬ 
charging  the  ammonia  into  water  through  a  mixer  to  the 
sewer  in  case  of  emergency. 

2.  The  ammonia  mixer  shall  be  constructed  of  steel  and 
shall  be  capable  of  withstanding  a  pressure  of  at  least  fifty 
(50)  pounds  per  square  inch. 
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3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
emergency  discharge  line,  except  for  the  manually-oper¬ 
ated  valve  discharging  into  the  water  and  ammonia  mixer, 
but  there  may  be  one  stop  valve  located  inside  the  building 
for  repair  purposes  only.  This  valve  shall  be  sealed  open 
and  labeled  “Keep  Open.” 

4.  The  manually  operated  pressure  relief  valve  shall  be 
located  in  a  locked  box  which  can  be  opened  by  members 
of  the  Fire  Department  by  means  of  a  Fire  Department  key. 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (18)  inches  or  more  than  five  (5)  feet 
above  the  sidewalk  level.  The  box  shall  be  permanently 
labeled  with  letters  of  not  less  than  one  (1)  inch  reading 
“For  Fire  Department  Use  Only.”  The  relief  valve  shall 
be  labeled  “Ammonia.”  A  sign  shall  be  posted  within  the 
box  reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing.” 

5.  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
above  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (1)  inch  high  reading  “To 
Ammonia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
from  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

6.  The  fire  department  shall  have  sole  use  of  the  mixer 
and  supply  the  necessary  water. 

7.  In  systems  using  over  twenty-seven  thousand  (27,000) 
pounds  of  ammonia  there  shall  be  provided  one  additional 
water  and  ammonia  mixer  for  each  twenty-seven  thousand 
(27,000)  pounds  of  ammonia  or  fraction  thereof  so  used 
in  excess. 

8.  The  ammonia  mixer  and  its  connection  for  a  Class  A 
system  shall  conform  to  the  diagram  in  section  09-107.0 
of  the  code. 


§C1  9-1  04.0.  Size  of  Safety  Devices. 

(a)  The  size  of  pressure  relief  valves  shall  be  as  fol¬ 
lows  : 


CO2  and 

Other 

Capacity 

Ethane,  No. 

Refrigerants, 

of  System 

Req.,  Size 

No.  Req.,  Size 

Up 

to 

30 

tons . 

.  i —y2n 

1- 

-/2" 

30 

to 

60 

tons . 

.  \—W 

1- 

-H" 

60 

to 

100 

tons . 

.  \-Vz" 

1- 

-l" 

100 

to 

175 

tons . 

.  l— w 

1- 

-U4" 

175 

to 

250 

tons . 

.  1—34" 

1- 

-1*4" 

250 

to 

450 

tons . 

.  l—l" 

1- 

-2" 

450 

to 

900 

tons . 

2- 

-2" 

(b)  Where  rupture  members  are  permitted  and  used,  the 
equivalent  area  of  the  relief  valve  specified  must  be  pro¬ 
vided. 

(c)  Fusible  plugs  may  be  used  on  all  Class  C  systems 
and  on  all  Class  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds 
of  refrigerant.  The  free  discharge  opening  shall  be  one- 
sixteenth  (1/16)  inch  in  diameter. 

§C19-105.0.  Location  and  Discharge  of 
Safety  Devices. 

a.  Location. 

A  pressure  limiting  device  shall  be  provided  on  the  high 
pressure  side  of  each  water-cooled  refrigerating  system 
containing  more  than  six  (6)  pounds  of  refrigerant.  A 
pressure  relief  valve  shall  be  provided  on  the  high  pres¬ 
sure  side  of  each  water-cooled  refrigerating  system  con¬ 
taining  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
shall  not  be  necessary  to  discharge  the  refrigerant  to  the 
outside  air  or  water  tank  from  any  such  refrigerating  sys¬ 
tem  containing  fifty  (50)  pounds  or  less  of  refrigerant,  any 
other  provision  of  part  1,  of  this  title,  to  the  contrary  not¬ 
withstanding. 


b.  Location  and  discharge  of  safety  devices. 

1.  Each  compressor  or  generator  of  a  Class  A  or  B 
system  containing  more  than  100  pounds  of  refrigerant 
shall  be  protected  by  a  pressure  relief  valve  connected  into 
the  high  pressure  side  between  the  main  stop  valve  and  the 
compressor  or  generator  to  relieve  excessive  pressure  as 
hereinafter  provided. 

2.  A  rupture  member  may  be  substituted  for  the  relief 
valve  in  CO2  systems  or  systems  operating  below  atmos¬ 
pheric  pressure. 

3.  Shell  type  apparatus  such  as  liquid  receivers,  con¬ 
densers,  evaporators,  liquid  separators  and  absorbers  of 
Class  A  and  Class  B  systems  containing  more  than  fifty 
(50)  pounds  of  refrigerant,  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  which  can  be  shut 
off  by  stop  valves,  shall  each  be  equipped  with  a  pressure 
relief  valve,  discharging  as  hereinafter  provided. 

4.  Class  C  systems  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  so  constructed 
that,  when  subjected  to  abnormal  outside  temperature  such 
as  that  generated  in  a  fire,  they  may  burst  due  to  the 
expansion  of  the  refrigerant,  shall  be  protected  by  a  pres¬ 
sure  relief  device. 

5.  A  pressure  relief  valve  shall  be  required  on  the  low 
pressure  side  of  a  Class  B  system  into  which  the  relief 
valve  or  valves  on  the  high  pressure  side  discharge,  as  so 
shown  on  equipment  diagram  of  section  C19-107.0  of  the 
code. 

c.  Discharge  of  pressure  relief  valve. 

1.  Where  ammonia  is  used  in  Class  A  systems,  the 
discharge  from  relief  valves  must  be  conducted  to  the 
outside  atmosphere  or  into  that  part  of  the  low  pressure 
side  protected  by  the  mixer  as  specified  in  subdivision  C,  of 
section  C19-103.0  of  the  code.  If  it  is  discharged  to  the 
outside  atmosphere  it  must  be  piped  above  the  roof  or  not 
less  than  12  feet  above  the  grade.  The  discharge  pipe 
shall  be  not  less  than  the  size  of  the  relief  valve  outlet.  The 
discharge  from  more  than  one  relief  valve  may  be  run 
into  a  common  header,  the  area  of  which  shall  be  equal 
to  the  area  of  the  pipes  connected  thereto.  The  outlet 
orifice  shall  be  turned  downward. 

2.  Where  more  than  fifty  (50)  pounds  of  ammonia  is 
used  in  a  Class  B  system,  the  discharge  from  relief  valves 
shall  be  piped  to  the  outside  atmosphere  as  specified  for 
Class  A  systems,  or  to  the  low  pressure  side  as  shown  in 
diagrams  in  section  09-107. 0  of  the  code,  or  into  a  tank  of 
water  which  shall  be  used  for  no  purpose  except  ammonia 
discharge.  At  least  one  gallon  of  fresh  water  shall  be  pro¬ 
vided  for  every  pound  of  ammonia  contained  in  the  system. 
The  water  used  shall  be  prevented  from  freezing  without 
the  use  of  salt  or  chemicals.  The  tank  shall  be  substantially 
constructed  of  not  less  than  one-eighth  04)  of  No.  11  U.  S. 
gauge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 
greater  than  one-half  (l/2)  the  height.  The  tank  shall 
have  a  hinged  cover  or,  if  of  the  enclosed  type,  shall  have  a 
vent  hole  at  the  top.  All  pipe  connections  shall  be  through 
the  top  of  the  tank  only.  The  discharge  pipe  from  the 
pressure  relief  valves  shall  discharge  the  ammonia  in  the 
center  of  the  tank  near  the  bottom.  The  tank  shall  be  as 
securely  supported  as  any  other  portion  of  the  system. 
There  shall  be  no  opening  in  the  tank  below  the  water  level. 

3.  Where  more  than  fifty  (50)  pounds  of  any  re¬ 
frigerant  other  than  ammonia  is  used,  the  discharge  from 
relief  valves  shall  be  to  the  atmosphere  as  specified  for 
Class  A  ammonia  systems.  Carbondioxide  may  be  dis¬ 
charged  into  the  room  if  the  same  contains  at  least  10 
cubic  feet  of  capacity  per  pound  of  refrigerant  used. 

4.  Arrangements  of  pressure  relief  devices  for  Class  A 
and  B  systems  shall  conform  to  the  diagrams  in  section 
C19-107.0  of  the  code. 

§C19-106.0.  Operating  Precautions. 

a.  Masks  and  helmets. 

1.  In  a  Class  A  system  which  operates  above  atmos¬ 
pheric  pressure,  there  shall  be  provided  at  least  two  helmets 
or  masks. 

2.  In  a  Class  B  system  in  which  more  than  fifty  (50) 
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pounds  of  ammonia,  sulphur  dioxide  or  other  irritant  re¬ 
frigerant  is  used,  there  shall  be  provided  at  least  one  hel¬ 
met  or  mask. 

3.  Only  helmets  or  masks  that  have  been  approved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
in  operative  condition  in  an  easily  accessible  case  or  cabinet 
located  immediately  outside  the  refrigerating  machinery 
room. 

b.  Signs. 

1.  On  Class  A  and  Class  B  systems  containing  more 
than  fifty  (50)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches,  re¬ 
ceivers,  containers  and  shell  type  coolers,  signs  haying  let¬ 
ters  not  less  than  one  and  one-half  inches  (IV2")  high, 
designating  the  part  and  refrigerant  contained  therein. 

2.  The  seller  of  every  Class  A  or  B  system  shall  fur¬ 
nish  the  purchaser  with  a  sign  bearing  his  name  at  least 
814"  by  11"  in  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system.  The  pur¬ 
chaser  shall  conspicuously  and  permanently  display  this  sign 
in  the  machinery  room.  The  quantity  and  name  of  the 
proper  refrigerant  content  and  the  rated  refrigeration  ca¬ 
pacity  shall  be  stamped  on  all  Class  C  systems  near  to  or 
on  the  name  plate. 

3.  The  following  information  shall  be  posted  in  Class  A 

and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used :  (a)  The  names  and  addresses  of  the 

engineers  or  operators  in  charge ;  (b)  Location  of  nearest 
fire  alarm  box;  (c)  The  name,  address  and  telephone  num¬ 
ber  of  physician  to  be  called  in  case  of  emergency;  (d) 
Instructions  for  safely  shutting  down  the  plant  in  case  of 
emergency. 

c.  Storage  of  refrigerant. 

1.  Refrigerant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  of 
such  refrigerant. 

2.  Only  two  containers  holding  not  more  than  a  total 
of  three  hundred  (300)  pounds  of  inflammable  or  irritant 
refrigerant  shall  be  stored  in  a  refrigerating  machinery 
room  of  a  Class  A  system. 

3.  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (150)  pounds  of  inflammable  or  irritant  re¬ 
frigerant  shall  be  stored  in  a  refrigerating  machinery  room 
of  a  Class  B  system. 

4.  In  a  Class  C  system  no  refrigerant  other  than  that 
used  in  the  system  shall  be  stored  in  the  refrigerating 
machinery  room. 

5.  If  a  greater  amount  of  inflammable  or  irritant  re¬ 
frigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  building 
or  enclosure  used  for  no  other  purpose. 

6.  When  the  refrigerant  is  withdrawn  from  a  system 
it  shall  be  discharged  only  into  a  suitable  obsorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re¬ 
frigerant.  It  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

7.  Containers  shall  be  connected  to  the  system  only 
during  period  of  charging  or  withdrawing  the  refrigerant. 

§C19-107.0.  Equipment  Diagrams. 

(See  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 

Penalties. 

§C19-152.0.  Violations. 

Any  person  who  shall  willfully  violate  or  neglect  or  refuse 
to  comply  with  any  provisions  of  part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  other 
penalties  prescribed  by  law,  shall,  upon  conviction,  be  pun¬ 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 
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Acoustical  Draperies,  Carpets  and  Similar  Materials, 
for  use  in  places  of  Public  Assembly  and  Special 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 

addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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New  Cases  Filed  up  to  February  8,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

81-44-A — F.D. — 115-117  Dobbin  street,  west  side,  100  ft. 
south  of  Meserole  street  (2nd  and  3rd  floors);  (Block 
2616,  Lot  12),  Borough  of  Brooklyn,  96228-LC. 


82-44-SM — “The  Guardian”  One  and  One-Half  Hour  Fire 
Test  M^tal-Covered  Door,  manufactured  by  Williamsburg 
Fireproof  Products  Corp.,  Material. 


83-44-BZ — H.B.B. — 2176  East  4th  street,  west  side,  140 
ft.  south  of  Avenue  U  (Block  7130,  Lot  14),  Borough  of 
Brooklyn,  Alt.  3334-43. 


84-44-A— F.D.— 5102-5124  2nd  avenue,  101-183  52nd 
street,  northwest  corner,  5101-5123  1st  avenue  and  102- 
184  51st  street  (2nd  floor,  Main  Building);  (Block  796, 
Lots  1  and  6),  Borough  of  Brooklyn,  Decision. 


85-44-A — H.B.M. — 1412-1416  Broadway  and  123  West 
39th  street,  northeast  corner  (Block  815,  Lot  14),  Bor¬ 
ough  of  Manhattan,  Alt.  12-44. 


86-44-A — H.B.Bx. — 430  Southern  boulevard  and  north 
side  of  East  144th  street  from  Southern  boulevard  to 
Timpson  place  (Block  2600,  Lot  1),  Borough  of  The 
Bronx,  Amendment  to  B.  N.  5-44. 


87-44-A — H.B.R. — 36  Greenleaf  avenue,  west  side,  255  ft. 
north  of  Marion  street  (Block  236,  Lot  64),  West  Brigh¬ 
ton,  Borough  of  Richmond,  Alt.  12-43,  Misc.  (P&D) 
13-43  and  Decision. 


88-44-A— F.D. — 741-775  Ocean  avenue,  east  side,  80  ft. 
south  of  Beverly  road  (Block  5151,  Lot  33),  Borough  of 
Brooklyn,  11392-LF  and  Decision. 


89-44-SA — “Security”  Heat  Exchanger,  Appliance. 


Restored  to  Calendar. 
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Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Dec. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Dec. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  32A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  J2A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

15,  1944 — Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  1J 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  32A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 


28,  1943— Vol.  28,  No.  52A 
Platform  Trucks,  Specifications  for.  .  Nov.  24,  1936 — Vol.  21,  No.  47 


Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets  ; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Jan. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C..Feb. 
Smoking  in  Factories,  Rules  for....  Feb. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  .  .  Dec. 


3,  1937— Vol.  22,  No.  31 


18,  1944— Vol.  29,  No.  3 

7,  1937— Vol.  22,  No.  36 

8,  1944 — Vol.  29,  No.  6 
15,  1944 — Vol.  29,  No.  7 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


FEBRUARY  15,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  15,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 


1071-40-BZ — H.B.M. — 428  West  45th  street,  south  side, 
400  ft.  east  of  10th  avenue  (Block  1054,  Lot  48),  Borough 
of  Manhattan,  N.B.  4-44. 


623-43-A — H.B.Q. — 184-10  Jamaica  avenue,  south  side, 
429.7  ft.  east  of  183rd  street  (Block  10352,  Lot  71),  Hollis, 
Borough  of  Queens,  Misc.  3073-43. 


455-43-A — H.B.Q. — 36-27  to  36-39  36th  street,  south  side, 
243.31  ft.  west  of  36th  avenue  (Block  636,  Lots  14,  15 
and  19),  Long  Island  City,  Borough  of  Queens,  Dumb¬ 
waiter  Misc.  3320-43. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


Zoning  Applications 

273-43-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  East  New  York  Savings  Bank, 
owner,  reopened  December  14,  1943,  under  section  7c 
of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  conversion  of  occupancy  of  a  building 
from  a  marble  factory  to  manufacturing  of  mattresses 
(previously  denied  in  re  conversion  of  building  from 
marble  works  to  factory);  (light  manufacturing);  prem¬ 
ises  965-967  Hopkinson  avenue,  west  side,  260  ft.  south 
of  Lott  avenue  and  576-578  Bristol  street  (Block  3623, 
Lot  19),  Borough  of  Brooklyn. 

271-43-BZ— -  Application,  June  2,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Schrier  Trading  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  maintenance  of 
more  than  five  individual  garages.  (The  Board  previously 
denied  an  application  for  a  garage  for  more  than  five 
motor  vehicles  on  these  premises);  premises  11-17  (7-17 
displayed)  Schenectady  avenue  and  617-627  Herkimer 
street,  northeast  corner  (Block  1701,  Lot  1),  Borough  of 
Brooklyn. 
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147-37-BZ — Application  of  Nathan  A.  Goldenthal,  appli¬ 
cant,  on  behalf  of  Mildred  Klausecker,  owner,  reopened 
January  18,  1944,  for  consideration  as  to  extension  of 
permit — re  Application,  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles; 
premises  25-68  to  25-70  Steinway  street,  west  side,  275 
ft.  north  of  28th  avenue  (Block  654,  Lots  91  and  92), 
Long  Island  City,  Borough  of  Queens. 

395-43-BZ— Application,  August  6,  1943,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Anna  Crystal,  owner  (Samuel 
Budoff,  lessee),  to  permit  in  a  business  use  district,  the 
extension  in  area  of  an  existing  gasoline  service  station 
and,  also,  the  erection  of  a  new  accessory  building. 
(These  premises  were  subject  to  Board  of  Standards  and 
Appeals  action  under  Cal.  No.  1111  -39- A  in  re  revoca¬ 
tion  of  certificates  of  occupancy.);  premises  555-569 
Ridgewood  avenue  and  56-68  Union  place,  northwest 
corner  (Block  4122,  Lot  100),  Borough  of  Brooklyn. 

301-43-BZ — Application,  June  18,  1943,  under  section  21 
of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant, 
on  behalf  of  Amello  Nunziato,  owner,  to  permit  in  a 
business  use  district,  the  maintenance  of  a  stone  and 
monumental  works;  premises  51-24  to  51-26  Roosevelt 
avenue,  south  side,  60  ft.  west  of  52nd  street  (Block  1320, 
Lot  27),  Woodside,  Borough  of  Queens. 

Appeal  from  Administrative  Decision 

606-43-A — 859  Southern  boulevard,  west  side,  219.3  ft. 
north  of  Intervale  avenue  (Block  2722,  Lot  14),  Borough 
of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  15,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  15,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions. 

519-43-A — 622  Ocean  View  avenue,  south  side,  25  ft.  west 
of  Brighton  7th  street  (Block  7284,  Lot  1445),  Borough 
of  Brooklyn. 

484-43-S— 6220-6222  20th  avenue,  west  side,  20  ft.  north 
of  63rd  street  (Block  5534,  Lot  48),  Borough  of  Brook¬ 
lyn. 

553-43-A — 42-42  Vernon  boulevard,  northwest  corner  of 
43rd  (Harris)  avenue  (Block  484,  Lot  31),  Long  Island 
City,  Borough  of  Queens. 

68- 44-A — 33-02  to  33-20  48th  avenue,  south  side,  from  33rd 
to  34th  streets  (Plant  A — Main  Building);  (Block  255, 
Lot  22),  Long  Island  City,  Borough  of  Queens. 

69- 44-A — Rear  of  33-02  to  33-20  48th  avenue,  south  side, 
i  from  33rd  to  34th  streets  (Plant  A— Kiln  building); 

(Block  255,  Lot  22),  Long  Island  City,  Borough  of 
Queens. 

70- 44-A— 33-02  to  33-20  48th  avenue,  east  side  of  33rd 
street,  60  ft.  south  of  48th  avenue  (Basement,  Plant 
A — Annex  Building);  (Block  255,  Lot  22),  Long  Island 
City,  Borough  of  Queens. 

587-43-A — 165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 

617-43-A — 406-408  Concord  avenue  and  750  East  144th 
(St.  Joseph)  street,  southeast  corner  (Basement  and  1st 
floor);  (Block  2574,  Lot  79),  Borough  of  The  Bronx. 


26-44-A — 31-43  West  Mt.  Eden  avenue,  northwest 
corner  of  Inwood  avenue  (Block  2865,  Lot  121),  Bor¬ 
ough  of  The  Bronx. 

34-44-A — 31-31  Thomson  avenue,  north  side,  100  ft.  west 
of  Van  Dam  street  (Block  275,  Lot  6),  Long  Island  City, 
Borough  of  Queens. 

64-44-A — 384-390  Fifth  avenue  and  2-6  West  36th  street, 
southwest  corner  (Block  837,  Lot  48),  Borough  of  Man¬ 
hattan. 

75-44-A — 43-47  West  16th  street,  north  side,  155  ft.  east 
of  Sixth  avenue  (Block  818,  Lot  10),  Borough  of  Man¬ 
hattan. 

22-44-A — 441-443  East  19th  street,  north  side,  93  ft.  10 
in.  west  of  Avenue  A  (Block  951,  Lot  24),  Borough  of 
Manhattan. 

2-44-A — 47-09  30th  (Orton)  street,  southeast  corner  of 
47th  (Nelson)  avenue  (Block  283,  Lots  1  and  38),  Long 
Island  City,  Borough  of  Queens. 

31-44-A — 748-756  5th  avenue,  west  side,  85  ft.  5  in.  north 
of  West  57th  street  and  2  West  58th  street  (Block  1273, 
Lots  38-42),  Borough  of  Manhattan. 

25-44-A — 45-10  94th  street  (formerly  listed  as  82-112 
Corona  avenue),  west  side,  100  ft.  north  of  Corona  avenue 
(Block  1600,  Lot  4),  Corona,  Borough  of  Queens. 

59-44-A — 18  East  42nd  street,  south  side,  166  ft.  east  of 
5th  avenue  (Block  1276,  Lot  66),  Borough  of  Manhattan. 

85-44-A — 1412-1416  Broadway  and  123  West  39th  street, 
northeast  corner  (Block  815,  Lot  14),  Borough  of  Man¬ 
hattan. 

638-43-A — 339  South  4th  street,  north  side,  75  ft.  east  of 
Iveap  street  (Block  2437,  Lot  37),  Borough  of  Brooklyn. 

38-44-A — 640  Broadway  and  64-66  Bleecker  street,  south¬ 
east  corner  (Block  522,  Lot  14),  Borough  of  Manhattan. 

37-44-A — 308-310  Livingston  street,  south  side,  224  ft. 
\\l/2  in.  west  of  Nevins  street  (2nd  floor);  (Block  166, 
Lot  25),  Borough  of  Brooklyn. 

101-44-A — 231-233  51st  street,  north  side,  220  ft.  east  of 
2nd  avenue  and  228-240  50th  street  (Block  789,  Lots  18 
and  64),  Borough  of  Brooklyn. 

Material  for  Approval 

677-39-SM— Penn-Dixie  Dark  Portland  Cement,  Nazar¬ 
eth  Mill  (Nazareth,  Pa.);  (reopened  October  13,  1943  re 
amendment  of  resolution;  previously  approved  as  manu¬ 
factured  at  its  Plant,  Bath,  Pa.). 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  23,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday, morning,  February  23,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

517-43-BZ— Application,  October  28,  1943,  under  section 
7c  of  the  zoning  resolution,  of  I.  L.  Crausman,  appli¬ 
cant  ,on  behalf  of  St.  Ann’s  R.  C.  Church,  owner,  to 
permit  in  a  business  use  district,  the  parking  of  more 
than  five  motor  vehicles  upon  a  plot,  occupied  in  part, 
as  a  gasoline  service  station;  premises  155  Gun  Hill 
road  and  3501  Bainbridge  avenue,  northwest  corner 
(Block  3328A,  Lot  60),  Borough  of  The  Bronx. 
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168-43-BZ — Application  of  Philip  Freshman,  applicant, 
on  behalf  of  Milkin  Realty  Co.,  owner  (Tung-Sol  Lamp 
Works,  Inc.,  lessee),  reopened  and  restored  to  calendar, 
February  1,  1943,  under  sections  21  and  7c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  use 
of  more  than  25%  of  the  aggregate  of  the  floor  area  of 
an  existing  building,  for  factory  use  (radio  tubes); 
(previously  withdrawn);  premises  51-55  Nassau  avenue 
and  68-74  Guernsey  street,  northeast  corner  (Block  2644, 
Lot  45),  Borough  of  Brooklyn. 

140-42-BZ — Application  of  Anthony  M.  De  Rose,  appli¬ 
cant,  on  behalf  of  Anton  Escherich,  owner,  reopened 
November  17,  1942,  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  six  (6)  car  garage  on  the  same 
plot  with  an  existing  five  (5)  car  garage  (previously 
withdrawn);  premises  2851-2853  Bailey  avenue,  west  side, 
498  ft.  south  of  West  230th  street  (Block  3264,  Lot 
63),  Borough  of  The  Bronx. 

456- 43-BZ — Application,  September  23,  1943,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Carmelo  Di  Rosa,  owner,  to  permit  partly 
in  a  business  use  and  partly  in  a  residence  use  district, 
the  enlargement  of  a  garage  for  the  purpose  of  storing 
two  (2)  trucks  and  crates  for  bottled  soda;  premises 
122-03  Sutphin  boulevard  and  150-02  122nd  avenue,  south¬ 
east  corner  (Block  12217  (3012),  Lot  8),  Jamaica, 
Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

457- 43-A — 122-03  Sutphin  boulevard  and  150-02  122nd 
avenue,  southeast  corner  (Block  12217  (3012),  Lot  8), 
Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  23,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  .  hearing 
Wednesday  afternoon  February  23,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions. 

507-43-A — 507  West  33rd  street,  north  side,  125  ft.  west 
of  10th  avenue  (Block  705,  Lot  29),  Borough  of  Man¬ 
hattan. 

472-43-A — 755  East  134th  street,  north  side,  100  ft.  west 
of  Willow  avenue  and  147  Willow  avenue  (Block  2563, 
Lot  45),  Borough  of  The  Bronx. 

544.43. A — 42-16  West  street,  west  side,  200  ft.  south  of 
Jackson  avenue  (Mezzanine  and  5th  floors);  (Block  264, 
Lot  4),  Long  Island  City,  Borough  of  Queens. 

397-42-A — 4352  Hylan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  (Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

660- 42-S — 2-46  Doughty  street,  1-35  Vine  street  and  17-29 
Columbia  Heights,  entire  block  bounded  by  Columbia 
Heights,  Vine  street,  McKinney  street  and  Doughty 
street  (East  Group — Building  No.  4);  (Block  204,  Lots 
1  to  21,  inclusive),  Borough  of  Brooklyn. 

661- 42-S — 18-42  and  50-62  Columbia  Heights,  2-14 
Doughty  street  and  15-65  Furman  street,  entire  block 
bounded  by  Columbia  Heights,  Doughty  street,  Furman 
street  and  Middagh  street  (west  group  of  buildings  Nos. 
5,  6  and  7);  (Block  208,  Lot  2).  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  29,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  February  29,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Zoning  Applications. 

31 1-27-BZ— Application  of  Sidney  S.  Hein,  applicant  on 
behalf  of  George  N.  Winkler,  owner,  reopened  January 
4,  1944,  under  sections  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  conversion  of 
occupancy  of  an  existing  building,  from  a  garage  for 
more  than  five  motor  vehicles — owner’s  use  only — (Previ¬ 
ously  granted  by  the  Board),  to  a  garage  for  more  than 
five  motor  vehicles  (owner’s  use  only),  a  public  garage 
for  more  than  five  motor  vehicles  and  storage  of  house¬ 
hold  goods  and  also,  the  maintenance  of  painted  business 
signs  on  the  existing  building;  premises  1141-1147  Bay- 
port  place,  south  side,  150  ft.  east  of  Far  Rockaway 
boulevard  (Block  39,  part  of  Lot  36),  Far  Rockaway, 
Borough  of  Queens. 

63-44-BZ — Application,  January  25,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  John  T.  Dooling, 
applicant  on  behalf  of  Bavasi  Realty  Corporation,  owner 
(Sidney  West  and  Edward  Daspin,  d/b/a  Commercial 
Box  and  Supply  Co.,  lessees),  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy  for  a  term  of 
ten  (10)  years,  of  an  existing  public  garage  to  a  factory 
for  the  manufacture  of  corrugated  paper  packing  boxes 
and  containers  and  also,  for  storage  purposes;  premises: 
236-246  West  17th  street,  south  side,  256  ft.  9  in.  east  of 
8th  avenue  (Block  766,  Lot  65),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  29,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public .  hearing 
Tuesday  afternoon,  February  29,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions. 

555-43-A — 316  Beach  149th  street,  east  side,  105  ft.  north 
of  Neponsit  avenue  (Block  750,  Lot  51),  Rockaway 
Beach,  Borough  of  Queens. 

632-43-A — 26  West  47th  street,  south  side,  350  ft.  west 
of  Fifth  avenue  (Block  1262,  Lot  52),  Borough  of  Man¬ 
hattan. 

591-43-A — 1241  (1239  displayed)  41st  street,  north  side, 
335  ft.  east  of  12th  avenue  (Block  5589,  Lot  63),  Bor¬ 
ough  of  Brooklyn. 

637-43-A — 677  Fifth  avenue,  east  side,  50  ft.  5  in.  north 
of  East  53rd  street  (Block  1289,  Lot  3),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  7,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  7,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter: 

Appeal  from  Administrative  Decision. 

584-43-A — 39-01  Main  street,  southeast  corner  of  39th 
avenue  (Block  4980,  Lot  5),  Flushing,  Borough  of 

Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  8,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  February  1,  1944,  Tuesday  afternoon, 
February  1,  1944  and  the  special  meeting  of  the  Board  held 
on  Friday  morning,  February  4,  1944.  were  approved  as 
printed  in  Bulletin  No.  5,  Volume  29. 


ZONING  CASES 

147-37-BZ 

APPLICANT — Nathan  A.  Goldenthal,  for  Mildred  Klau- 
secker,  owner. 

SUBJECT — Application  reopened  January  18,  1944,  for  con¬ 
sideration  as  to  extension  of  permit — Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 25-68  to  25-70  Steinway  street, 
west  side,  275  ft.  north  of  28th  avenue  (Block  654, 
Lots  91  and  92),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Nathan  A.  Goldenthal. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1944  at 
10  A.  M.  for  further  consideration. 


456-43-BZ 

APPLICANT — Max  Horn,  for  Carmelo  Di  Rosa,  owner. 
SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7b  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  enlargement  of  a  garage 
for  the  purpose  of  storing  two  (2)  trucks  and  crates 
for  bottled  soda. 

PREMISES  AFFECTED— 122-03  Sutphin  boulevard  and 
150-02  122nd  avenue,  southeast  corner  (Block  12217 
(3012),  Lot  8),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn  and  Carmelo  Di 
Rosa.  - 

For  Opposition :  Violet  S.  Faix,  Hilda  Schneemann, 
Marie  Berberich,  Jane  Ferris,  Thomas  P.  Clark, 
Emil  C.  Dorch  and  Ida  Klein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  23,  1944  at 
10  A.  M.  for  an  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


517-43-BZ 

APPLICANT — I.  L.  Crausman,  for  St.  Ann’s  R.  C.  Church, 
owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district  the  park¬ 
ing  of  more  than  five  motor  vehicles  upon  a  plot, 
occupied  in  part,  as  a  gasoline  service  station. 

PREMISES  AFFECTED— 3501  Bainbridge  avenue  and  155 
Gun  Hill  road,  northwest  corner  (Block  3328A, 
Lot  60),  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  I.  L.  Crausman. 

For  Opposition :  R.  S.  Garson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1944 
at  10  A.  M.  on  request  of  objector’s  representative. 


1071-40-BZ 

APPLICANT — Philip  Ruxton,  Inc.,  owner  (Interchemical 
Corporation,  lessee)  ;  (request  for  reopening  made 
by  John  J.  McNamara,  on  behalf  of  Interchemical 
Corp.,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  (decision  of  the  borough 
superintendent) — Application,  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  parking 
of  more  than  five  motor  vehicles  (pleasure  car  type). 

REMISES  AFFECTED— 428  West  45th  street,  south  side, 
400  ft.  east  of  Tenth  avenue  (Block  1054,  Lot  48), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  J.  McNamara. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


593-41-BZ 

APPLICANT — Max  Horn,  for  Nameoke  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  reopened  January  11,  1944  for  con¬ 
sideration  as  to  extension  of  permit  (same  having 
expired  by  limitation) — re  Application,  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor  ve¬ 
hicles  for  a  temporary  term  of  two  years. 
PREMISES  AFFECTED— 1011-1019  Beach  19th  street, 
west  side,  97  ft.  north  of  Cornaga  avenue  (Block  49, 
Lots  50  and  55),  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (593-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  1011-1019  Beach  19th  street,  west 
side,  97  ft.  north  of  Cornaga  avenue  (Block  49,  Lots  50  and 
55),  Far  Rockaway,  Borough  of  Queens,  was  granted  by  the 
Board  on  July  17,  1941,  on  certain  conditions,  time  to  obtain 
permits  and  complete  the  work,  extended  on  November  18, 
1941  and  the  applicant  requested  an  extension  of  the  permit; 
and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  January  11,  1944  and  set  for  hearing  on  February 
8,  1944;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  8,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  17,  1941  only,  in  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  for  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles,  on  condi¬ 
tion  ...” 


222-43-BZ 

APPLICANT — Arthur  Weiser,  for  Bijou  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  partly  in  a  residence  use  and  partly 
in  a  business  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — West  side  of  Riverdale  avenue 
157.01  ft.  north  of  West  232nd  street  (Block  3409E, 
Lot  374),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted — zoning  reso¬ 
lution  interpreted. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (222-43-BZ) 

Whereas,  Arthur  Weiser,  for  Bijou  Realty  Corporation, 
owner,  filed  May  11,  1943,  an  application  under  section  7h 
of  the  zoning  resolution,  to  permit,  partly  in  a  residence  use 
and  partly  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles;  premises  West  side  of  Riverdale  avenue,  157.01  ft. 
north  of  West  232nd  street  (Block  3409 E,  Lot  374),  Bor¬ 
ough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  February  8,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Riverdale  avenue  is  in  a  business  use 
district ;  Cambridge  avenue  is  in  a  residence  use  district ; 
West  232nd  street  is  in  a  residence  and  business  use  district 
and  Irwin  avenue  is  in  a  business  use  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  September  27,  1943,  reads : 

‘‘Your  application  for  a  certificate  of  occupancy  for 
the  parking  and  storage  of  more  than  five  motor  vehicles 
at  the  above  premises,  is  denied,  as  the  premises  are 
located  partly  in  a  residence  district  and  partly  in  a 
business  district,  where  such  use  is  contrary  to  Art.  2, 
Sec.  3  and  4  of  the  Zoning  Resolution  of  the  City  of 
New  York.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
an  irregular  shaped  plot  of  ground  having  a  frontage  of 
75  ft.  and  a  maximum  depth  of  146  ft. ;  that  the  easterly  part 
of  the  plot  is  in  a  business  use  district  and  the  westerly  part 
extends  into  a  residence  use  district  for  a  distance  of  46  ft. 
and  that  it  is  proposed  to  use  the  plot,  for  a  term  of  two  (2) 
years,  for  parking  and  storage  of  more  than  five  (5)  motor 
vehicles ;  and 


Whereas,  the  plot  in  question  is  under  the  same  ownership 
as  the  abutting  plot  to  the  south  (Lot  300,  Block  3904E) 
upon  which  there  is  located  a  5-  and  7-story  brick  multiple 
dwelling;  a  zone  violation  No.  78-1941,  in  re  parking  and 
storage  on  said  Lot  300,  Block  3904E,  has  been  filed;  a 
letter  dated  March  8,  1943,  from  the  borough  superintendent, 
states  that  this  violation  was  pending  on  that  date;  there 
is  a  public  park  on  Lot  374,  Block  3408 ;  and 

Whereas,  the  applicant  contends  that  said  parking  is  for 
the  tenants  and  visitors  of  the  apartment  house  to  the  south, 
under  the  same  ownership ;  that  is  not  the  intention  to 
occupy  same  for  the  purpose  of  public  parking,  but  to  accom¬ 
modate  the  cars  of  the  residents,  who  are  precluded  by  the 
topography  of  the  neighborhood,  and  the  narrowness  of  the 
surrounding  streets,  from  leaving  their  cars  in  said  streets 
or  in  front  of  the  house;  that  by  the  use  of  this  plot,  the 
entire  neighborhood  will  benefit ;  that  Section  60  of  the 
Multiple  Dwelling  Law  was  designed  for  the  accommodation 
of  residents  of  an  apartment  house;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Lot  300  occupied  by  the  multiple  dwelling 
and  the  adjoining  Lot  374  under  the  same  ownership  since 
the  filing  of  this  application  have  been  consolidated  in  the 
records  and  maps  of  the  Department  of  Taxes  and  Assess¬ 
ments  under  one  lot  number — 300,  and  the  applicant  states 
that  the  entire  plot  will  be  dedicated  to  the  multiple  dwelling 
use,  including  the  accessory  parking  within  the  business  use 
area  in  the  northerly  portion  of  the  plot  formerly  known  as 
Lot  374;  and 

Whereas,  the  Board  deems  that  the  application  for  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles  under 
section  7h,  should  not  be  granted,  as  the  Board  is  of  the 
opinion  that  accessory  parking  is  permitted  within  the  busi¬ 
ness  use  area  as  proposed  under  the  terms  of  the  zoning 
resolution,  section  4a,  subsection  15,  provided  the  parking  is 
maintained  as  therein  stated  exclusively  for  tenants  or  build¬ 
ing  employees,  and  does  not  encroach  on  required  courts  or 
yards  and  no  fee  for  parking  is  charged  and  no  gasoline  or 
oil  selling  or  servicing  or  repair  facilities  are  permitted ;  that 
in  the  opinion  of  the  Board  the  words  in  the  subsection 
“adjoining  or  within  a  business  building”  should  be  taken  to 
mean  “adjoining  or  within  a  building  permitted  in  a  business 
use  district.” 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  September  27,  1943,  be  and  it  hereby  is  reversed;  that 
the  accessory  use  for  parking  of  cars  should  be  permitted  so 
long  as  the  plot  now  officially  known  as  Lot  300  (formerly 
known  as  Lots  300  and  374)  is  maintained  as  one  plot  and 
dedicated  as  a  whole  to  the  occupancy  and  use  of  the  multiple 
dwelling  and  no  parking  is  maintained  within  the  rear  por¬ 
tion  in  the  residence  use  district ;  that  this  interpretation  of 
the  law  may  be  followed  for  general  application  where  con¬ 
ditions  are  the  same. 


122-31-BZ 

APPLICANT — Nathan  Slewett,  for  Andrew  N.  Miller, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
superintendent  of  buildings)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
for  a  temporary  term  of  two  years,  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 141-09  Lincoln  avenue,  north¬ 
west  corner  of  142nd  street  (Block  1122,  Lot  134), 
South  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Nathan  Slewett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (122-31-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  erection  and  maintenance  of  a  gasoline 
service  station,  affecting  premises  141-09  Lincoln  avenue, 
northwest  corner  of  142nd  street  (Block  1122,  Lot  134), 
South  Jamaica,  Borough  of  Queens,  was  granted  by  the 
Board  on  October  8,  1931,  on  certain  conditions,  resolution 
amended  on  March  29,  1932,  permit  extended  on  September 
26,  1933,  March  31,  1936,  March  5,  1940  and  February  17, 
1942  and  resolution  amended  on  March  30,  1943 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  October 
8,  1931,  as  amended  through  March  30,  1943,  only  in  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

" Granted  under  section  7f  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution.” 

328-35-BZ 

APPLICANT — Cadwalader,  Wickersham  and  Taft,  for 
Margaret  C.  S.  Carroll  and  Francis  Smyth,  owners. 
SUBJECT — Applicaton  for  consideration — .reopening  and 
extension  of  permit — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles  for  a 
temporary  term. 

PREMISES  AFFECTED— 922  Westchester  avenue,  918 
Rogers  place,  southeast  corner  and  909-923  East 
163rd  street  (Block  2697,  Lot  35),  Borough  of  The 
Bronx. 

.  APPEARANCES— 

For  Applicant :  Richard  N.  Crochett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
,  extended.  i 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

■  THE  RESOLUTION  (328-35-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  922  Westchester  avenue, 
918  Rogers  place,  southeast  corner  and  909-923  East  163rd 
street  (Block  2697,  Lot  35),  Borough  of  The  Bronx,  was 
granted  by  the  Board  on  March  31,  1936,  on  certain  condi¬ 
tions,  resolution  amended  on  April  28,  1936  and  September 
14,  1937,  permit  extended  on  March  15,  1938,  February  20, 
1  1940  and  February  10,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  31,  1936,  as  amended 
through  February  10,  1942,  only  in  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

" Granted  under  section  7h  for  a  temporary  terrn  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  that  portion  of  Lot  35,  Block  2697,  now  vacant 
and  unbuilt  upon,  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  on  con¬ 
dition  ...” 


351-35-BZ 

APPLICANT — Jerrold  Kane,  for  Camager  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
maintenance  of  a  parking  space  for  more  than  five 
motor  vehicles  for  a  temporary  period. 

PREMISES  AFFECTED — 35-40  Junction  boulevard,  west 
side,  100.8  ft.  north  of  37th  avenue  (Block  1469, 
Lots  1  and  26),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Francis  W.  Laverett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (351-35-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  maintenance  of  a  parking  space  for  more 
than  five  motor  vehicles,  affecting  premises  35-40  Junction 
boulevard,  west  side,  100.8  ft.  north  of  37th  avenue  (Block 
1469,  Lots  1  and  26),  Corona,  Borough  of  Queens,  was 
granted  by  the  Board  on  April  14,  1936,  on  certain  conditions, 
resolution  amended  on  July  10,  1936,  permit  extended  on 
January  3,  1940  and  January  13,  1942;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  that  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  14,  1936,  as  amended 
through  January  13,  1942,  only  in  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  .  .  .” 


1-37-BZ 

APPLICANT — Telsey  and  Young,  for  Pondrand  Amuse¬ 
ment  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  temporary 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES.  AFFECTED— 67-02  62nd  street,  west  side, 
125.11  ft.  north  of  68th  avenue  (Block  3620,  Lot  7), 
Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Gerson  C.  Young. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (1-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  67-02  62nd  street,  west 
side,  125.11  ft.  north  of  68th  avenue  (Block  3620,  Lot  7). 
Ridgewood,  Borough  of  Queens,  was  granted  by  the  Board 
on  March  4.  1938,  on  certain  conditions,  time  extended  on 
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November  1,  1938,  permit  extended  on  March  5,  1940  and 
March  3,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  4,  1938,  as  amended 
through  March  3,  1942,  only  in  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution.” 


910-41-BZ 

APPLICANT — William  A.  Eckert,  for  Jamaica  Savings 
Bank,  owner  (Nunley  Parking  Co.,  Inc.,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 90-11  to  90-17  161st  street,  east 
side,  324  ft.  north  of  Jamaica  avenue  (Block  9760, 
Lots  18  and  20),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  A.  Eckert. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (910-41-BZ) 

W hereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  90-11  to  90-17  161st  street, 
east  side,  324  ft.  north  of  Jamaica  avenue  (Block  9760,  Lots 
18  and  20),  Jamaica,  Borough  of  Queens,  was  granted  by 
the  Board  on  February  24,  1942,  on  certain  conditions  and 
the  applicant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  24,  1942,  only  in 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution  to  permit  the 
parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  ...” 


266-43-A 

APPLICANT — Beatty  and  Berlenbach,  for  St  Mel’s  Roman 
Catholic  Church,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Appeal  from  a  decision 
of  the  acting  borough  superintendent. 

PREMISES  AFFECTED — 26-01  154th  street,  southeast 
corner  of  26th  avenue  (Block  4849,  Lot  1),  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  J.  Beatty. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (266-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent,  affecting  premises  26-01  154th  street, 
southeast  corner  of  26th  avenue  (Block  4849,  Lot  1),  Flush¬ 
ing,  Borough  of  Queens,  was  granted  by  the  Board  on  June 
22,  1943,  on  certain  conditions  and  the  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  22,  1943  by  adding 
thereto : 

“that  in  the  event  the  owner  desires  to  remove  the 
boiler  room  and  substitute  for  the  hot-air  heating  system 
heating  by  means  of  electric  unit  heaters,  such  change 
in  the  plans  may  be  permitted,  provided  that  in  all  other 
respects,  the  requirements  of  the  resolution  as  adopted 
are  complied  with.” 


Adjourned:  11:00  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  8,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

457-43-A 

APPLICANT — Max  Horn,  for  Carmelo  Di  Rosa,  owner. 
SUBJECT — Appeal  from  decision  of  acting  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 122-03  Sutphin  boulevard  and 
150-02  122nd  avenue,  southeast  corner  122nd  avenue 
and  Sutphin  boulevard  (Block  12217,  Lot  8), 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn  and  Carmelo  Di 
Rosa. 

For  Opposition:  Violet  S.  Faix,  Hilda  Schneemann, 
Marie  Berberich,  Jane  Ferris,  Thomas  P.  Clark, 
Emily  C.  Dorsch  and  Ida  Klein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1944  at 
10  A.  M.  for  decision  without  further  argument  and 
for  inspection  by  a  committee  of  the  Board. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

397-42-A 

APPLICANT — Ingelbret  Ingelbretsen,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 4352  Hylan  boulevard,  east 
side,  35  ft.  north  of  Armstrong  avenue  (Block  5312, 
Lots  3-5),  Eltingville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Ingelbret  Ingelbretsen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1944  at 
2  P.  M.  on  request  of  applicant. 


472-43-A 

APPLICANT — Kary  Safe  Paper  Bag  Co.,  Inc.  (lessee), 
for  Koken-Chisholm  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
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PREMISES  AFFECTED— 755  East  134th  street,  north 
side,  100  ft.  west  of  Willow  avenue  and  147  Willow 
avenue  (Block  2563,  Lot  45),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Nathan  Kosseff. 

For  Administration:  Insp.  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


544-43-A 

APPLICANT — John  M.  Baker,  for  West  Disinfecting  Co., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 42-16  West  street,  west  side, 
200  ft.  south  of  Jackson  avenue  (Mezzanine  and 
5th  floor)  ;  (Block  264,  Lot  4),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Berman. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


587-43-A 

APPLICANT— Jacob  Cohen,  for  Cohen  and  Fraiman, 
owners. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 165  Greene  street,  west  side, 
155  ft.  north  of  West  Houston  street  (2nd  and  4th 
floors)  ;  (Block  524,  Lot  156),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Edward  Reiter. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1944  at 
2  P.  M.  at  request  of  applicant. 


591-43-A 

APPLICANT — Louis  A.  Bellini,  for  Estate  of  Ray  Klein, 
owner  (Miriam  Cohen,  Executrix). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1241  41st  street  (1239  dis¬ 
played),  north  side,  335  ft.  east  of  12th  avenue 
(Block  5589,  Lot  63),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Mrs.  Miriam  Cohen. 

For  Administration:  Henry  Pheney  and  Fred  Dah- 
lem,  Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1944  at 
2  P.  M.  for  further  consideration  and  decision  by 
the  Board. 


607-43-A 

APPLICANT — Rober  Kaplan,  for  Virginia  Krulik  and 
Bella  Kabler,  owners  (Climatic  Rainwear  Co.,  Inc., 
lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 507  West  33rd  street,  north 
side,  125  ft.  west  of  10th  avenue  (Block  705,  Lot 
29),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  Kaplan. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  February  23,  1944  at 
2  P.  M.  for  further  consideration. 


617-43-A 

APPLICANT — Hydrawmatic  Machine  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner  and  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 406-408  Concord  avenue  and 
750  East  144th  (St.  Joseph)  street,  southeast  corner 
(Basement  and  1st  floor)  ;  (Block  2574,  Lot  79), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Louis  Santangelo. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1944  at 
2  P.  M.  at  request  of  applicant. 


632-43-A 

APPLICANT — Samuel  Gardstein,  for  Nativel  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 26  West  47th  street,  south  side, 
350  ft.  west  of  5th  avenue  (Block  1262,  Lot  52), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Appplicant:  Samuel  Gardstein  and  Henry  J. 
Cash. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1944  at 
2  P.  M.  for  further  consideration. 


637-43-A 

APPLICANT — Robert  Teichman,  for  Central  Hanover 
Bank  and  Trust  Co.,  as  Executor  U/W  of  Cor¬ 
nelius  Vanderbilt,  owner  (City  Bank  Farmers  Trust 
Co.,  Assignee  of  rents). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 677  5th  avenue,  east  side,  50  ft. 
5  in.  north  of  East  53rd  street  (Block  1289,  Lot  3), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  Teichman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


26-44-A 

APPLICANT — Julius  Bleich,  for  Trustees  of  Bronx  Cer¬ 
tificated  Mortgages  (William  P.  Thomas  and  Ben¬ 
jamin  Antin,  trustees)  ;  (Bronx  Palace,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 31-43  West  Mt.  Eden  avenue, 
northwest  corner  of  Inwood  avenue  (Block  2865, 
Lot  121),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Benjamin  Antin  and  Julius  Bleich. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


50-44-A 

APPLICANT — The  W.  L.  Maxon  Corporation,  lessee,  for 
Elbeco  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 500  8th  avenue,  east  side,  from 
West  35th  to  West  36th  street  and  269  West  35th 
street  (10th,  11th  and  12th  floors)  ;  (Block  785,  Lot 
1),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Edward  J.  Reilly. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  placed  on  the  Reserve 
Calendar,  pending  the  filing  of  a  Building  Zone 
application. 


425-43-A 

APPLICANT — 198  Broadway  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 15  John  street,  north  side,  163 
ft.  east  of  Broadway  (Block  79,  Lot  14),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Elias  A.  Cohen  and  William  M. 
Bick. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


609-43-A 

APPLICANT— Cafiero  and  Lacerenza,  for  Fourth  Pacific 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 550-552  Pacific  street  and  32-38 
4th  avenue,  southwest  corner  (2nd  floor)  ;  (Block 
192,  Lots  34  and  35),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


611-43-A 

APPLICANT — Jacob  Siegel,  lessee,  for  City  Bank  Farmers 
Trust  Company-National  City  Bank,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 595  Flushing  avenue,  north  side, 
165  ft.  4  in.  west  of  Marcy  avenue  (Block  2264, 
Lot  46),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Moses  Kobrinetz.* 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


616-43-A 

APPLICANT — Robert  A.  Fash,  for  Frederick  Brenner, 
owner  (United  Cigar-Whelan  Stores  Corporation, 
lessee). 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 578-580  9th  avenue  and  360-362 
West  42nd  street,  southeast  corner  (Block  1032, 
Lot  61),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  A.  Fash. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Insp.  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


4-44-A 

APPLICANT— David  Weinberg,  for  124  East  40th  Street 
Realty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 124  East  40th  street,  and  352 
Lexington  avenue,  southwest  corner  (Block  855, 
Lot  78),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  David  Weinberg. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Henry  Pheney. 

ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


623-43-A 

APPLICANT — Alexander  D.  Crosett,  for  Defense  Plant 
Corporation,  owner;  (Ranger  Aircraft  Engines, 
agent;  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar,  re  Appeal  from  a  decision 
of  the  acting  borough  superintendent.  (Prev.  dis¬ 
missed  for  lack  of  prosecution). 

PREMISES  AFFECTED — 184-10  Jamaica  avenue,  south 
side,  429.7  ft.  east  of  183rd  street  (Block  10352, 
Lot  71),  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Sol  Schwarz,  Earl  S.  Guild  and 
Philip  Brady. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


592-43-A 

APPLICANT — Ansonia  Holding  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 391-405  7th  avenue,  east  side 
(Building  A)  ;  406-446  12th  street,  north  side, 
(Buildings  C,  D,  M,  E,  G,  K)  and  393-433  13th 
street,  south  side  (Buildings  B,  L,  F,  G  and  H)  ; 
(Block  1098,  Lots  1-29-55),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Henry  J.  Krisoff  and  Charles  V. 
Collins. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 

THE  RESOLUTION  (592-43-A) 

Whereas,  Ansonia  Holding  Corporation,  owner,  filed  De¬ 
cember  3,  1943,  an  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  391-405  7th  avenue, 
406-446  12th  street  and  393-433  13th  street  (Block  1098, 
Lots  1,  29  and  55),  Borough  of  Brooklyn;  and 
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Whereas,  order  10811-LF  issued  by  the  fire  commissioner 
June  24,  1943,  reads: 

“1.  Provide  a  closed  circuit  high  and  low  water  alarm 
for  sprinkler  system  gravity  tank  as  per  Sprinkler  Rules 
Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
November  3,  1943,  reads: 

“This  is  to  advise  you  that  your  request  for  a  rescind¬ 
ment  of  Order  No.  10811-LF  has  been  given  considera¬ 
tion.  The  records  have  been  carefully  scrutinized  and 
it  is  noted  that  the  present  sprinkler  system  does  not 
comply  with  the  rules  of  the  Board  of  Standards  and 
Appeals,  for  the  reason  that  there  is  no  closed  circuit 
high  and  low  water  alarm  to  the  gravity  tank  provided. 

This  requirement  would  be  unnecessary  were  there 
less  than  25  persons  employed  above  the  ground  story. 
However,  since  this  number  is  exceeded,  the  law  requires 
that  an  approved  sprinkler  system  be  installed  or  that 
an  interior  alarm  be  provided  and  that  drills  be  con¬ 
ducted  at  least  once  in  each  calendar  month.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  13  factory  buildings,  Class  1  and  6  construction,  1,  2,  3,  4 
and  6  stories  (72  ft.)  in  height,  erected  in  1881  and  1910, 
located  in  business,  unrestricted  and  residence  use  districts 
and  used  and  occupied  as  follows:  Building  A,  391-405  7th 
avenue,  200  ft.  by  40  ft.  in  area,  4  stories  in  height;  1st  floor, 
carpet  cleaners,  10  persons;  machine  shop,  10  persons;  2nd 
floor,  yarn  winding,  8  persons ;  3rd  floor,  manufacturing  of 
lighting  fixtures,  12  persons ;  4th  floor,  manufacturing  light¬ 
ing  fixtures,  6  persons;  Building  B,  397-407  13th  street,  210 
ft.  by  40  ft.  in  area,  4  stories  in  height;  1st  floor,  manufac¬ 
turing  lighting  fixtures,  3  persons;  2nd  floor,  manufacturing 
ladies’  dresses,  35  persons ;  3rd  floor,  manufacturing  lighting 
fixtures,  15  persons;  4th  floor,  manufacturing  lighting  fix¬ 
tures,  3  persons ;  Building  C,  420-424  12th  street,  139  ft.  by 
40  ft.  in  area,  4  stories  in  height;  1st  floor,  manufacturing 
lighting  fixtures,  no  persons ;  2nd  floor,  manufacturing  corks, 
10  persons ;  3rd  floor,  manufacturing  lighting  fixtures,  8  per¬ 
sons  ;  4th  floor,  manufacturing  lighting  fixtures,  4  persons ; 
Building  D,  410-418  12th  street,  96  ft.  by  40  ft.  in  area,  4 
stories  in  height;  1st  floor,  machine  shop,  10  persons;  2nd 
floor,  manufacturing  shirts,  20  persons ;  3rd  floor,  manufac¬ 
turing  lighting  fixtures,  2  persons ;  4th  floor,  manufacturing 
lighting  fixtures,  8  persons;  Building  E,  434-436  12th  street, 
32  ft.  by  25  ft.  in  area,  one  story  in  height,  manufacturing 
cutlery,  1  person;  Building  F,  417-419  13th  street,  74  ft.  by 
50  ft.  in  area,  3  stories  in  height;  1st  floor,  plumbers’  sup¬ 
plies,  5  persons ;  2nd  floor,  manufacturing  ladies’  dresses,  35 
persons ;  3rd  floor,  manufacturing  toilet  seats,  10  persons ; 
Building  G,  440-442  12th  street,  50  ft.  by  200  ft.  in  area,  5 
stories  in  height ;  1st  floor,  plumbers’  supplies,  27  persons; 
2nd  floor,  manufacturing  children’s  wear,  53  persons;  3rd 
floor,  screen  printing,  15  persons;  4th  floor  screen  printing, 
20  persons ;  5th  floor,  manufacturing  corks,  7  persons  and 
manufacturing  ladies’  coats,  20  persons,  total  27  persons ; 
Building  H,  431-433  13th  street,  50  ft.  by  50  ft.  in  area,  1 
story  in  height,  manufacturing  plaster  novelties,  3  persons ; 
Building  I  (no  street  address),  50  ft.  by  50  ft.  in  area,  2 
stories  in  height;  1st  floor,  manufacturing  plaster  novelties, 
12  persons;  2nd  floor,  manufacturing  metal  specialties,  2 
persons ;  Building  K,  444-446  12th  street,  50  ft.  by  100  ft. 
in  area,  2  stories  in  height;  1st  floor,  manufacturing  plaster 
novelties,  20  persons ;  2nd  floor,  manufacturing  plaster  novel¬ 
ties,  14  persons;  Building  L,  411-415  13th  street,  62  ft.  by 
74  ft.  in  area,  3  stories  in  height;  1st  floor,  leather  storage, 
no  persons ;  2nd  floor,  manufacturing  casings,  10  persons ; 
3rd  floor,  manufacturing  cutlery,  no  persons ;  Building  M, 
430-432  12th  street,  64  ft.  by  125  ft.  in  area,  6  stories  in 
height;  1st  floor,  manufacturing  cutlery,  20  persons;  2nd 
floor,  same,  16  persons;  3rd  floor,  same,  30  persons;  4th 
floor,  same,  12  persons;  5th  floor,  same,  50  persons;  6th 
floor,  same,  40  persons;  Building  O,  1  story  in  height,  51  ft. 


by  60  ft.  in  area,  occupied  as  a  superintendent’s  office,  1  per¬ 
son  ;  and 

Whereas,  the  applicant  contends  that  Order  2177-LF 
issued  by  the  fire  commissioner  January  23,  1939  for  the 
same  violation  was  dismissed  by  the  fire  department ;  that 
the  present  owner  purchased  the  property  in  April  of  1943, 
at  which  time  Order  2177-LF'  issued  January  23,  1939  had 
been  dismissed  against  premises  397  7th  avenue;  that  a  search 
of  the  records  at  the  time  the  present  owner  purchased  the 
property  did  not  show  an  outstanding  order  to  provide  a 
closed  circuit  high  and  low  water  alarm  for  sprinkler  system 
gravity  tank ;  that  if  such  violation  were  known,  the  owner 
would  not  have  acquired  the  property ;  that  compliance  with 
the  order  at  this  time  would  be  an  undue  hardship  on  the 
owner ;  that  the  material  necessary  for  the  work  cannot  be 
obtained  without  a  priority  and  it  is  therefore  requested  that 
the  order  be  suspended  for  the  duration  or  rescinded. 

Resolved,  that  the  Order  No.  10811-LF  and  decision  of 
the  fire  commissioner  dated  November  3,  1943,  be  and  they 
hereby  are  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


72-44-A 

APPLICANT — Edward  L.  Larkin  for  Red  Wing  Realty 
Corporation,  owner  (Fairchild  Aviation  Corpora¬ 
tion,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 469-475  10th  avenue  and  501- 
509  West  36th  street,  northwest  corner  (Block  708, 
Lot  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Edward  L.  Larkin,  Gerard  Her¬ 
nandez  and  John  Johnson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (72-44-A) 

V  hereas,  Edward  L.  Larkin,  for  Red  Wing  Realty  Cor¬ 
poration,  owner  (Fairchild  Aviation  Corporation,  lessee), 
filed  January  28,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises :  469-475  10th 
avenue  and  501-509  West  36th  street,  northwest  corner 
(Block  708,  Lot  31),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  24,  1944,  on  Amendment  to  Alt.  Applic.  680-43, 
reads : 

“Stairs  based  on  Sec.  278  Labor  Law  are  inadequate 
for  the  number  of  persons  indicated  above.” 

and 

W  hereas,  applicant  states  the  building  is  13  stories  (210 
ft.)  in  height,  98  ft.  9  in.  by  175  ft.  in  area;  Class  1  con¬ 
struction;  located  in  an  unrestricted  use,  A  area,  district; 
erected  under  N.  B.  App.  60-13,  filed  February  17,  1913, 
work  commenced  September  29,  1913  and  completed  July  9, 
1915;  occupied  for  the  manufacture  of  precision  instruments 
for  the  Army  Air  Force  and  Signal  Corps  with  a  maximum 
of  200  persons  per  floor ;  proposed  to  be  used  for  the  same 
purpose  and  occupied  as  follows:  basement,  90  persons;  1st 
floor,  150  persons;  2nd  floor,  150  persons;  3rd  floor,  150 
persons;  4th  floor,  150  persons;  5th  floor,  150  persons;  6th 
floor,  150  persons;  7th  floor,  250  persons;  8th  to  11th  floors, 
250  persons  per  floor;  12th  floor,  170  persons;  mezzanine, 
120  persons;  13th  floor,  180  persons;  that  the  building  is 
equipped  with  one-source  sprinkler  system,  a  standpipe  sys¬ 
tem,  interior  fire  alarm  system  and  that  fire  drills  are  main¬ 
tained  ;  that  there  are  two  4  ft.  6  in.  wide  fireproof  stairs 
extending  from  roof  bulkhead  directly  to  the  street  and  one 
exterior  stairs  extending  from  12th  floor;  with  egress  from 
termination  through  fireproof  passageway  leading  to  main 
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hall  and  thence  to  street ;  that  windows  and  doors  on  course 
thereof  are  fireproof,  self-closing;  and 

Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  an  automatic,  one-source  sprinkler  system 
with  connection  to  fire  headquarters  through  a  central  station 
and  an  interior  fire  alarm  system ;  that  there  are  five 
passenger  elevators  in  the  building;  that  it  is  respectfully 
requested  that  the  Board  permit  the  increase  in  occupancy 
on  the  7th,  8th,  9th,  10th  and  11th  floors  to  250  persons  per 
floor  and  to  omit  the  regular  fire  drills  for  the  duration  of 
the  war,  as  they  slow  down  the  urgently  needed  production 
of  1,600  to  1,800  mechanics;  that  the  building  is  under 
regular  inspection  and  guard  by  Auxiliary  Police  for  24 
hours  a  day,  7  days  a  week ;  that  the  request  for  increased 
occupancy  and  omission  of  fire  drills  is  due  to  the  urgent 
need  by  the  Army  Air  Forces  and  the  U.  S.  Signal  Corp. ; 
and 

Whereas,  in  the  opinion  of  the  Board  the  computation 
for  occupancy  should  be  based  on  the  requirements  under 
Section  271  of  the  Labor  Law  for  a  building  constructed 
prior  to  1913  in  view  of  plans  having  been  approved  prior 
to  the  amendment  to  Section  79b  (now  Section  271)  by 
Chapter  461  of  the  Laws  of  1913. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  680-43,  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  occupancy  for  the 
2nd,  3rd,  4th,  5th,  6th,  12th,  mezzanine  and  13th  stories  shall 
not  exceed  that  permitted  on  the  basis  of  the  two  fireproof 
enclosed  interior  stairways  with  allowance  for  a  sprinkler 
system  and  without  fire  drills ;  that  the  occupancy  may  tem¬ 
porarily  be  permitted  for  the  term  of  the  present  emergency 
only  on  the  7th,  8th,  9th,  10th  and  11th  floors,  not  exceeding 
234  persons  per  floor,  provided  the  exterior  fire  stair  shall 
also  be  maintained  up  to  and  including  the  12th  floor ;  that 
such  exterior  stairway  and  the  two  interior  stairs  shall  be 
maintained  in  accordance  with  the  requirements  therefor ; 
that  the  exit  from  the  exterior  stair  shall  be  by  means  of 
the  fireproof  hallway  as  shown  exiting  to  Tenth  avenue  and 
an  additional  door  not  less  than  3  feet  in  width  shall  be  con¬ 
structed  adjacent  to  the  revolving  door  or  outward  swinging 
door  substituted  therefor,  and  all  other  doors  swinging  in 
the  direction  of  exit  shall  be  maintained ;  that  the  two 
passenger  elevators  to  the  east  and  the  three  combination 
passenger  and  freight  elevators  to  the  west  shall  be  available 
at  all  times ;  that  the  sprinkler  system  and  interior  alarm 
system  shall  be  maintained  in  accordance  with  the  require¬ 
ments  and  to  the  satisfaction  of  the  fire  commissioner ;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


455-43-A 

APPLICANT — Irving  M.  Fenichel,  for  L.  Blau  and  Sons, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  acting  borough  superintendent. 

PREMISES  AFFECTED— 36-27  to  36-39  36th  street,  south 
side,  243.31  ft.  west  of  36th  avenue  (Block  636,  Lots 
14,  15  and  19),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  the 
calendar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (455-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent,  affecting  premises  36-27  to  36-39  36th 
street,  south  side,  243.31  ft.  west  of  36th  avenue  (Block  636, 
Lots  14,  15  and  19),  Long  Island  City,  Borough  of  Queens, 
was  withdrawn  on  November  30,  1943 ; 

Whereas,  the  applicant  requested  a  reopening  of  the 
appeal  and  restoration  to  the  calendar ;  and 

Weiereas,  the  decision  of  the  borough  superintendent, 
dated  December  16,  1943,  reconsideration  denied  January  18, 
1944,  on  Dumbwaiter  Misc.  Applic.  3320-43,  reads: 

“1.  C26-663.0  (c)  hr.  doors  required. 

2.  C26-1 149.0  (c)  Hoisting  cables  improperly  con¬ 
nected. 

3.  C26-797.0  Car  platform  area  and  capacity  too 
large.” 

and 

Whereas,  Violation  514  was  issued  January  22,  1944,  for 
illegally  converting  freight  elevator  302  to  an  electric  eleva¬ 
tor  ;  and 

Whereas,  applicant  now  contends  that  dumbwaiter  ap¬ 
plication  Misc.  3320-43  was  filed  for  permission  to  continue 
the  use  of  an  electric  power  dumbwaiter  which  has  been 
converted  from  a  hand-power  elevator ;  that  the  dumbwaiter 
in  question  is  indispensable  to  the  operation  of  the  plant, 
as  it  is  the  only  method  available  for  transferring  garments 
being  processed  from  first  to  second  floors  for  pressing  and 
finishing  and  returning  to  first  floor  for  shipping;  that  due 
to  the  prevailing  shortage  of  man-power,  it  has  been  im¬ 
possible  to  secure  help  to  operate  the  hand-power  elevator 
and  it  is  impossible  under  present  conditions  to  obtain  a 
regular  approved  type  of  electric  power  elevator  assembly; 
that  consequently  an  elevator  hoist  was  installed,  because  of 
absolute  necessity ;  and 

Whereas,  applicant  contends  as  to  objection  1  issued  by 
the  borough  superintendent,  that  the  existing  doors  are  as 
follows : 

1st  floor — automatic  self-closing  Underwriters’  label 
door,  1 in.  thick; 

2nd  floor — automatic,  self-closing  Underwriters’  label 
door,  2  in.  thick; 

Dumbwaiter  Penthouse — automatic  self-closing  kala- 
mein  door ; 

and 

Whereas,  the  applicant  contends  as  to  objection  3,  that 
while  the  dumbwaiter  platform  area  and  capacity  are  in  ex¬ 
cess  of  the  limitations  established  by  the  Administrative 
Code,  the  dumbwaiter  will  be  so  arranged  as  to  permit 
operation  from  outside  the  shaft  only;  that  the  capacity  of 
the  plant  requires  the  use  of  a  car  of  at  least  the  area  of 
the  dumbwaiter  in  question ;  and 

Whereas,  the  applicant  further  contends  that  the  dumb¬ 
waiter  in  question  will  be  replaced  with  a  lawful  elevator 
after  the  duration  of  the  present  emergency ;  that  the  new 
elevator  when  installed,  will  be  of  a  larger  size  and  conse¬ 
quently  require  a  new  and  larger  shaftway ;  that  the  degree 
of  safety  has  not  been  reduced  through  the  substitution  of 
the  electric  power  dumbwaiter  in  lieu  of  a  hand-power 
elevator ;  that  the  present  doors  are  fireproof  construction 
and  cannot  be  replaced  without  the  use  of  critical  materials, 
which  are  not  available ;  that  if  new  doors  were  available 
for  replacing  of  existing  doors,  such  new  doors  would  be 
wasted  when  the  new  elevator  is  installed  after  the  present 
emergency ;  it  is  therefore  requested  that  permission  be 
granted  to  continue  the  use  of  the  present  fireproof  doors 
and  the  present  character  of  the  dumbwaiter  in  its  present 
size  for  six  months  after  the  duration  of  the  present  war 
emergency. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  January  18,  1944,  as  to  Dumbwaiter  Misc.  Applic. 
3320-43,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted,  as  to  Objection  1,  on  condition  that 
the  doors  at  the  openings  at  1st  and  2nd  floors  shall  be  main¬ 
tained  as  proposed  and  that  the  1st  and  2nd  floors  and  pent- 
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house  shall  be  maintained  as  proposed;  as  to  Objection  3, 
that  the  excess  area  of  car  platform  and  capacity  may  be 
permitted,  on  condition  that  the  dumbwaiter  shall  be  used 
only  as  herein  proposed  and  shall  be  replaced  with  an  ap¬ 
proved  electric  elevator  within  six  months  after  the  termina¬ 
tion  of  the  present  emergency;  and  withdrawn  as  to  Item  2, 
to  comply. 

MATERIAL  SUBMITTED  FOR  APPROVAL 

891-41-SM 

APPLICANT — Wilmot  Castle  Company,  owner. 

SUBJECT — Monarch  Bedpan  and  Urinal  Washer  with 
steam  connection,  approval  of. 

APPEARANCES— 

For  Applicant:  John  F.  Hamje. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (891-41-SM) 

Whereas,  the  Wilmot  Castle  Company,  owner,  filed  on 
October  16,  1941,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  the 
Monarch  Bedpan  and  Urinal  Washer  with  steam  connec¬ 
tion  ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  891-41-SM 

Subject:  Monarch  Bedpan  and  Urinal  Washer  witli 
steam  connection.  Approval  of. 

The  Wilmot  Castle  Company  of  Rochester,  New  York, 
filed  an  application  with  the  Board  of  Standards  and 
Appeals  on  October  16,  1941,  for  approval  of  the  Monarch 
Bedpan  and  Urinal  Washer  with  steam  connection,  un¬ 
der  the  provisions  of  Section  C26-1277.0.g  of  the  Ad¬ 
ministrative  Building  Code  and  the  Rules  Relative  to 
Submerged  Inlets  and  Protective  Methods  to  be  applied 
to  Prevent  Contamination  of  Water  Supply. 

Construction 

The  body  is  conical  in  shape,  constructed  of  heavy  sheet 
brass  not  less  than  .048  in.  thickness,  19  in.  diameter  at 
top.  Rim  or  top  edge  of  hopper  provides  an  automatic¬ 
ally  filled  water  seal.  The  cover  is  spun  from  one  piece 
of  heavy  copper,  including  the  deep  top  or  flange  extend¬ 
ing  into  the  water  seal  to  prevent  the  escape  of  odors 
or  stain.  Cover  is  fitted  to  body  of  sterilizer  with  a 
heavy  cast  bronze  hinge  not  less  than  10  in.  span  to 
which  lift  rods  and  vent  pipe  are  connected,  relieving 
all  strain  from  the  cover  or  body.  Body  is  rounded  with 
smooth  interior  to  prevent  accumulation  of  waste  ma¬ 
terial  and  is  fitted  to  a  3  in.  cast  bronze  waste  trap. 
Rack  for  holding  one  bedpan  or  two  urinals  is  cast 
bronze  with  hollow  arm  connected  to  water  supply  and 
steam  supply.  Arms  of  the  rack  are  made  of  brass  pipe, 
three  of  which  are  equipped  with  brass  nozzles  throw¬ 
ing  a  flat  cutting  stream  to  discharge  water  and  steam 
at  close  range  against  all  interior  surfaces  of  pan,  in¬ 
cluding  the  underlip,  also  into  the  mouth  of  each  urinal. 
Separate  small  openings  in  the  rack  are  arranged  to 
cleanse  and  sterilize  the  outside  surface  of  the  pan  or 
urinals.  The  rack  has  self-adjusting  spring  clamping 
arms  which  take  any  size  standard  bedpan,  holding  it 
firmly  in  position  without  noise  or  rattle.  All  bearing 
surfaces  of  the  rack  shall  be  rubber  covered  with  rubber 
tubing  replaceable  where  worn.  The  base  and  trap  are 
of  cast  bronze  fitted  to  the  cast  bronze  pedestal  support 
for  the  body. 


Base  casting  is  adjustable  1  inch  up  or  down  on  heavy 
thread  to  meet  irregularities  in  plumbing.  Trap  is  fitted 
with  brass  cleanout  plug  and  flange  plate  or  other  ap¬ 
proved  connection  to  3  in.  waste  outlet.  Automatic  1  in. 
flush  valve  with  approved  vacuum  breaker  controlling 
cold  water  supply  is  set  to  deliver  sufficient  water  to 
clean  a  bedpan  in  25  seconds.  Manually  operated  Jenkins 
Bros.  in.  “Diamond”  brand  heavy  duty  type  valve 
fitted  with  Bakelite  handle  and  nameplate  to  indicate 
function  is  used  to  control  steam  for  sterilizing.  A  cam 
operated  valve  with  approved  vacuum  breaker  is  pro¬ 
vided  for  discharging  a  curtain  of  water  on  inside  rear 
of  hopper  when  cover  is  open. 

The  foot  pedal  is  of  malleable  iron.  The  interior  of 
body,  cover,  valves,  pipe  and  fittings  are  nickel  finish. 
All  interior  surfaces  including  bedpan  rack  and  waste 
trap  are  tinned.  Exterior  of  trap  foot  pedal  and  lift  rods 
are  finished  in  black  enamel. 

TESTS 

This  appliance  was  tested  on  the  vacuum  test  bench 
of  the  Department  of  Water  Supply,  Gas  and  Electricity 
at  32  Vanderwater  Street,  Manhattan,  by  the  Committee 
on  Tests  of  the  Board,  the  Chief  Inspector  of  the  De¬ 
partment  of  Water  Supply,  Gas  and  Electricity  and  the 
Chief  Plumbing  Inspector  of  the  Department  of  Hous¬ 
ing  and  Buildings. 

The  unit  tested  is  a  pedestal  bedpan  and  urinal  washer 
supplied  through  flushometer  controlled  water  supply 
equipped  with  an  approved  vacuum  breaker  and  a  steam 
jet  attachment  for  sterilizing  the  articles  after  washing. 
The  unit  is  equipped  with  a  2  in.  vent,  as  required  for 
this  type  of  equipment,  and  has  an  independent  back 
and  side  wash  connection  introduced  through  a  fixed  air 
gap  for  the  purpose  of  independently  washing  the  back 
and  sides  of  the  unit.  This  feature  is  automatically 
operated  upon  the  opening  and  closing  of  the  lid,  which 
is  operated  by  a  foot  pedal.  The  trap  of  this  unit  has 
a  water  seal  of  less  than  2  inches,  as  required  by  the 
Administrative  Building  Code. 

The  unit  was  subjected  to  a  full  flow  of  steam  under 
a  pressure  of  10  lbs.  without  causing  any  change  in  the 
water  elevation  in  the  trap  or  any  vapor  appearing  at 
the  vacuum  breaker,  thus  indicating  that  the  venting 
arrangement  of  this  unit  prevents  back  pressure  develop¬ 
ing  in  the  unit  under  steam  conditions.  No  change  of 
water  elevation  in  the  trap  was  noted  after  the  unit  had 
chilled,  indicating  that  any  vapor  contraction  within 
the  unit  was  successfully  and  immediately  relieved 
through  the  vent  attachment.  The  unit  was  then  filled  to 
the  maximum  overflow  level  with  simulated  contami¬ 
nated  water,  and  steam  was  introduced  into  the  unit 
under  a  10  lb.  head.  The  unit  was  then  subjected  to  a 
28t/2  inch  Hg.  vacuum  without  any  simulated  contami¬ 
nated  water  or  vapor  being  forced  into  the  riser.  The 
unit  was  also  subjected  to  a  duration  vacuum  test  with 
the  vacuum  varying  from  7  inches  to  18  inches  Hg.  and 
no  simulated  contaminated  water  or  vapor  was  forced 
into  the  riser  under  this  test.  It  was  observed,  however, 
that  under  flooded  conditions  it  was  possible  for  a  back 
flow  of  simulated  contaminated  water  to  enter  the  steam 
connection,  which  is  introduced  through  the  side  of  the 
unit  tested. 

Recommendation. 

On  the  basis  of  these  tests  it  is  recommended  that  the 
Monarch  Bedpan  and  Urinal  Washer  with  steam  con¬ 
nection  be  approved  for  use  in  New  York  City  under 
the  provisions  of  C26-1277.0  of  the  Administrative  Build¬ 
ing  Code  and  the  Rules  of  the  Board  of  Standards  and 
Appeals  Relative  to  Submerged  Inlets  and  Protective 
Methods  to  Be  Applied  to  Prevent  Contamination  of 
Water  Supply,  provided  the  fixture  be  equipped  with 
a  trap  of  minimum  water  seal  of  at  least  2  inches ;  that 
the  steam  connection  be  introduced  into  the  unit  from 
a  point  at  least  4  inches  above  the  maximum  overflow 
level  of  the  fixture  and  be  equipped  with  an  approved 
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check  valve  to  prevent  back  flow  into  the  steam  line ; 
and  that  the  device  bear  a  label,  permanently  affixed, 
reading :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  Use  in  New  York  City  under  Cal.  No. 
891-41-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Monarch  Bedpan 
and  Urinal  Washer  with  steam  connection,  on  condition 
that  the  material  be  manufactured,  installed  and  labelled, 
stamped  or  tagged  in  accordance  with  above  report. 


Adjourned:  5:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  July  27,  1943,  as  they  appeared  in 
Bulletin  No.  31,  Vol.  28,  are  hereby  corrected  to  read  as 

follows : 

THE  RESOLUTION  (70-43-A) 

Whereas,  Isidore  Nathanson  doing  business  as  Wil¬ 
loughby  Bed  Spring  Company,  lessee,  for  B.  Kamenetsky, 
owner,  filed  February  17,  1943,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  745-747  Van  Sin- 
deren  avenue  (749-751  displayed),  east  side,  140  ft.  north 
of  Linden  boulevard  (Block  3865,  Lot  9),  Borough  of 
Brooklyn ;  and 

Whereas,  Order  92217-LC,  issued  by  the  fire  commis¬ 
sioner  June  16,  1942,  and  repeated  in  a  decision  of  the  fire 
commissioner  dated  February  16,  1943,  reads : 

“1.  Remove  stove  from  the  above  premises  since  the 
heating  of  building  by  any  method  other  than  by  steam 
or  hot  water  circulating  system  is  not  permitted  on 
the  same  premises  where  the  process  of  spraying,  dip¬ 
ping  or  immersing,  using  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  substances,  mixtures 
or  compounds  that  are  commonly  used  in  connection 
therewith.  Rule  1.3.3,  Spray  Rules. 

6.  Provide  a  double  walled  metal  cabinet  for  the 
storage  of  more  than  20  gallons  of  spraying  material 
but  not  exceeding  100  gallons.  Said  cabinet  must  be 
ventilated  direct  to  outer  air.  Rule  6.1.2,  Spray  Rules. 

7.  Discontinue  the  maintenance  of  any  open  flames 
or  sparking  device  within  floor  area  where  spray  coat¬ 
ing  is  carried  on  or  separate  said  open  flames  or  spark¬ 
ing  device  by  partitions  constructed  of  fireproof  or  fire- 
resisting  material,  Rule  6.1.8,  Spray  Rules. 

8.  Provide  sprinkler  heads  installed  in  accordance 
with  the  sprinkler  rules  of  the  Board  of  Standards  and 
Appeals,  in  all  spray,  dipping  or  immersing  spaces  and 
storage  rooms.  Rule  6.3  Spray  Rules.  Note:  In  non- 
sprinklered  buildings,  sprinkler  connection  may  be  made 
to  the  house  water  supply.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story 
(13  ft.)  in  height,  45  ft.  by  80  ft.  in  area;  of  Class  3  con¬ 
struction  ;  erected  1923 ;  located  in  an  unrestricted  use  dis¬ 
trict  and  used  and  occupied  for  the  renovating  of  bed  springs, 
five  persons ;  and 


Whereas,  the  applicant  contends  that  due  to  existing  war 
conditions,  the  metal  cabinets  required  by  Item  6  of  the 
order,  cannot  be  procured  and  for  the  same  reason,  Items 
7  and  8  cannot  be  complied  with ;  and 

Whereas,  the  applicant  contends  as  to  Item  1  of  the 
order,  that  the  building  has  no  source  of  heat  and  therefore 
during  the  winter  months  it  is  necessary  to  use  a  pot  belly 
stove;  that  the  spray  booth  is  located  17  ft.  from  the  nearest 
point  of  a  bake  oven ;  that  this  oven  is  constructed  with  8  in. 
brick  walls  and  metal  self-closing  door ;  that  the  pot  belly 
stove  is  20  ft.  from  the  spray  booth ;  that  therefore  it  would 
be  an  extreme  hardship  to  comply  with  the  order  of  the 
fire  commissioner,  as  the  necessary  materials  cannot  be  ob¬ 
tained  for  the  duration  of  the  war. 

Resolved,  that  Order  92217-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  stove  shall  be  re¬ 
moved  from  the  premises  and  some  other  method  of  heating 
employed ;  that  the  spray  booths  shall  comply  with  all  re¬ 
quirements  therefor ;  that  the  bake  oven  shall  be  maintained 
to  the  satisfaction  of  the  fire  commissioner  and  vented  to 
the  outer  air ;  that  gas  shut-offs,  satisfactory  to  the  fire 
commissioner,  shall  be  maintained ;  that  no  more  than  25 
gallons  of  paint  shall  be  maintained  on  the  premises  and 
that  such  paint  shall  be  stored  within  an  approved  metal 
cabinet ;  that  in  all  other  respects,  the  requirements  of 
Order  92217-LC  shall  be  complied  with  as  well  as  all  other 
laws,  rules  and  regulations  applicable  to  the  use  and  occu¬ 
pancy  of  the  building. 


♦Correction — The  words  “an  approved”  substituted  for 
the  word  “the”  in  line  64  of  resolution  and  the  word  “pro¬ 
posed”  deleted  in  line  65  of  resolution. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  February  9,  1943,  as  they  appeared 
in  Bulletin  No.  7,  Vol.  28,  are  hereby  corrected  to  read 
as  follows : 

THE  RESOLUTION  (758-42-A) 

Whereas,  Sidney  Daub,  for  The  Brooklyn  Philan¬ 
thropic  League,  Inc.,  owner,  filed  on  October  26,  1942,  an 
appeal  from  a  decision  of  the  borough  superintendent  af¬ 
fecting  premises  316  South  Fifth  street,  south  side,  80  ft. 
west  of  Rodney  street  (Block  No.  2461,  Lot  No.  12), 
Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  No.  4356-41,  dated  October  5,  1942,  reads: 

“1.  Proposed  change  in  occupancy  of  non-fireproof 
building  40  ft.  in  height  to  public  use  is  contrary  to 
Sec.  4.2.1  of  the  Building  Code  as  per  Sec.  2.1. 3.5. 
A  fireproof  building  is  required. 

2.  Provide  two  means  of  egress  from  each  floor  as 
per  sec.  6.1.2.2.3  of  the  Building  Code.  Means  of 
egress  to  comply  in  all  respects  with  C26-292.0  of 
Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  and  basement  (40  ft.)  in  height,  20  ft.  by  50  ft.  in 
area;  of  Class  3  construction;  erected  prior  to  1913;  located 
in  a  business  use,  B  area  district ;  and  occupied :  Cellar, 
storage ;  basement  and  first  floor,  duplex  apartment ;  second 
floor,  living  apartment ;  third  floor,  living  apartment ;  and 
proposed  to  be  occupied :  Cellar,  storage ;  basement,  kinder¬ 
garten,  25  persons ;  first  floor,  reading  rooms,  25  persons ; 
second  floor,  offices  and  dentist,  5  persons ;  third  floor, 
apartment  for  caretaker ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
small  in  area  and  was  purchased  in  1926  by  the  present 
owner  for  occupancy  as  a  neighborhood  settlement  house 
and  has  been  occupied  for  this  purpose  since  its  purchase; 
that  the  present  exit  facilities  consist  of  the  following : 
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Stairway  from  basement  at  front  of  building  opening  to 
street  and  a  doorway  at  the  rear  of  basement  which  opens 
to  yard ;  that  on  the  first  story,  there  is  a  doorway  at 
front  opening  to  street  and  it  is  proposed  to  provide  a  3  ft. 
wide  steel  stairway  at  the  rear  leading  to  yard;  that  the 
building  is  provided  with  an  interior  stairway,  2  ft.  6  in. 
wide  of  steel  construction  from  basement  to  first  story  and  3 
ft.  wide  from  first  to  second  story  and  a  30  in.  wood  stairway 
from  second  to  third  story;  that  this  stairway  is  enclosed 
with  partitions  of  wood  stud,  lath  and  plaster  and  it  is  pro¬ 
posed  to  fire-retard  the  enclosure  with  metal  lath  and  2 
coats  of  Portland  cement  plaster  on  both  sides  with  fire¬ 
proof  self-closing  doors  at  openings ;  that  in  addition  thereto, 
it  is  proposed  to  provide  a  60°  fire  escape  at  rear,  thereby 
creating  two  means  of  egress  from  each  story  of  the  build¬ 
ing  ;  and 

Whereas,  the  occupant  was  convicted  in  Municipal 
Term,  Magistrates  Court,  Brooklyn,  October  1,  1942,  on 
a  charge  of  violation  of  the  order  of  the  Building  De¬ 
partment;  that  this  violation  was  4109-40  and  was  issued 
for  occupying  the  premises  as  school,  playrooms,  office 
space  and  public  assembly  without  a  certificate  of  occupancy, 
and  this  violation  supersedes  Violation  197-37 ;  and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  4356-41,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 


on.  condition  that  the  building  shall  not  be  increased  in 
height  or  area  and  occupied  for  public  use  as  a  kinder¬ 
garten  in  the  basement  and  first  floor  only  and  on  the 
second  floor  for  reading  rooms  for  adults  and  as  an  office 
for  a  dentist,  provided  the  operation  of  the  dentist  shall  be 
limited  to  those  frequenting  the  building  and  not  for  gen¬ 
eral  practice  and  the  third  floor  as  an  apartment  for  the 
caretaker;  as  to  Obj.  2,  that  the  primary  means  of  exit 
shall  be  maintained  as  proposed  and  a  second  means  of  exit 
shall  be  constructed  and  maintained  consisting  of  a  new 
60°  fire  escape  on  the  rear  exiting  to  the  rear  yard  to  re¬ 
place  the  present  fire  escape;  that  means  for  escape  from 
the  yard  shall  be  provided  consisting  of  a  gate  in  the 
fence  to  adjoining  premises  through  which  access  to  the 
street  can  be  readily  obtained;  that  all  means  of  exit  shall 
be  properly  identified  by  signs  and  lighted;  that  all  bars 
on  windows  front  and  rear  shall  be  removed;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  that 
the  building  shall  be  removed  from  the  Tenement  House 
classification;  that  a  Certificate  of  Occupancy  shall  be  ob¬ 
tained. 


♦Correction — The  measurment  “3  ft.”  changed  to  2  ft.  6  in. 
in  line  38  of  resolution,  the  word  “second”  changed  to  “first” 
in  line  39  of  resolution  and  the  words  “and  3  ft.  unde  from 
first  to  second  story”  added  to  lines  39  and  40  of  the  resolu¬ 
tion. 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1 .  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance,  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

.  (a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

.  (2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


119 


RULES 


RUI  FS  FOR  TESTS  OF  FIRE-RESISTIVE,  FLAMEPROOFED  MATERIALS,  SUCH  AS 
TEXTILES  PAPER  SIMILAR  MATERIALS  AND  ADHESIVES  USED  FOR 
DECORATIVE  PURPOSES  AND  TREATED  ACOUSTICAL  DRAPERIES,  CARPETS 
AND  SIMILAR  MATERIALS  FOR  USE  IN  PLACES  OF  PUBLIC  ASSEMBLY  AND 
SPECIAL  OCCUPANCY  STRUCTURES. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  3,  1940.  EFFECTIVE, 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CITY 

CHARTER,  MAY  27,  1940. 

5.3  CONDITIONING  OF  TEST  SPECIMENS— 
The  test  samples  or  test  specimens  shall  be  dried  for  24 
hours  in  a  room  of  average  temperature  of  70°  F.,  with 
an  average  humidity  of  40%. 

5.4 — TEST  FOR  PERMANENCE  OF  CHEMI¬ 
CALS — Test  specimens  shall  be  suspended  by  foldin, 


[Cal.  No.  294-40-SR] 

AUTHORITY:  .  j  ,  , 

Pursuant  to  the  authority  vested  in  the  Board  of  Standards 
and  Appeals  by  Section  666,  paragraph  2,  of  the  Charter  of 
the  City  of  New  York  and  Section  C26-721.0b  (12.2)  as 
amended  by  Local  Law  No.  170,  approved  November  14, 
1939,  and  Section  C19-161.1  Local  Law  No.  112,  approved 
July  18,  1939. 

1.0  SCOPE 

These  requirements  apply  to  flameproofed  combustible  ma¬ 
terials  used  for  decorative  or  other  purposes  within  special 
occupancy  structures  as  defined  in  Section  C26-715.0  (12.1.1) 
and  other  places  of  public  assembly  as  provided  in  Section 
C-19-161.0,  which  was  amended  by  Local  Law.  No.  112. 

2.0  GENERAL  REQUIREMENTS 

It  shall  be  unlawful  for  any  person  to  use  any  decorations, 
drape,  curtain  or  scenery  used  for  artistic  enhancement 
which  is  made  of  combustible  material,  unless .  painted  or 
saturated  with  a  non-combustible  material  or  liquid  or  other¬ 
wise  rendered  safe  against  fire  to  the  satisfaction  of  the 
Fire  Commissioner  and  in  accordance  with  the  requirements 
of  these  Rules,  in  any  building  of  a  public  character,  includ¬ 
ing  a  hotel,  theatre,  restaurant,  public  hall,  department  store, 
and  a  building  used  or  intended  to  be  used  for  purposes,  of 
public  assembly,  amusement  or  instruction,  and  a  building 
where  large  numbers  of  persons  congregate  (See  Section 
C19-161.1)  except  as  exempted  in  Rule  7. 

After  flameproofing,  such  processing  as  ironing,  sewing 
and  normal  handling  shall  have  no  detrimental  effects  on  the 
treatment  of  the  material. 

3.0  APPROVAL  OF  MATERIALS  AND  METHODS 
USED  IN  FLAMEPROOFING  TEXTILES,  ETC. 

3.1  No  materials  or  methods  for  flameproofing  com¬ 
bustible  materials  for  use  under  these  Rules  shall  be  used 
unless  approved  by  the  Board. 

4.0  FLAMEPROOFING  PROPERTIES. 

The  flameproofed  material,  when  subjected  to  the  test 
described  in  Rule  5.0,  shall  meet  the  following  requirements 
as  to  fire-retardant  properties. 

4.1  FLASHING— No  flashing  shall  occur  at  any 
time  on  the  length  of  the  test  specimen.  A  flashing  due 
to  fuzz  or  bad  edges  may  be  disregarded. 

4.2  DURATION  OF  FLAME— The  average  con¬ 
tinuation  of  flaming  shall  not  exceed  3  seconds. 

4.3  DURATION  OF  GLOW— The  average  continu¬ 
ation  of  glow  at  the  edge  of  the  charred  area  shall  not 
exceed  an  additional  twenty  seconds  after  the  cessation 
of  flaming.  Glow  confined  to  the  charred  area  may  be 
disregarded. 

5.0  TESTS.  r  .  .  „  , 

Tests  for  each  specific  installation  of  originally  treated 
combustible  material,  or  any  re-tests  thereof,  shall  be  made 
by  the  Fire  Commissioner,  or  in  a  laboratory  approved  by 
him.  in  accordance  with  the  requirements  of  these  Rules. 

5.1 —  SAMPLING  FOR  TEST  SPECIMENS— 
Samples  of  each  variety  of  material  and  for  every  kind 
of  treatment  shall  be  subject  to  separate  tests.  Samples 
shall  be  of  sufficient  size  to  furnish  test  specimens  pro¬ 
vided  for  in  Rule  5.2.  At  least  three  samples  shall  be 
furnished  for  every  500  square  feet  or  fraction  thereof. 

5.2 —  TEST  SPECIMENS — Specimens  for  test  shall 
be  2  in.  wide  and  \2l/2  in.  long  and  shall  be  numbered 
on  one  end.  Test  specimens  shall  be  carefully  cut  from 
at  least  three  different  places  in  the  material  to  provide 
a  minimum  of  three  test  specimens  from  each  material 
for  testing. 


and  pinning  one-half  inch  of  the  numbered  end  over  a 
horizontal  8-gauge  wire,  placed  two  inches  above  the 
center  of  a  7-inch  opening  in  a  3  ft.  wind  tunnel  arranged 
to  deliver  a  wind  velocity  to  the  air,  at  the  tunnel  end, 
of  700  lineal  feet,  plus  or  minus  50  ft.  per  minute,  as 
measured  by  a  suitable  anemometer  on  a  line  with  the 
wire.  In  this  position  the  test  specimens  shall  be  whipped 
for  five  minutes.  Immediately  upon  conclusion  of  this 
test,  the  specimens  shall  be  placed  in  a  closed  dry  con¬ 
tainer  until  required  for  the  flame  test. 

5.5  APPARATUS  FOR  FLAME  TEST— The  ap¬ 
paratus  shall  consist  of  a  ring  stand  20  inches  high  with 
an  adjustable  clamp  housed  in  a  metal  shield  12  inches 
square  and  20  inches  high,  open  in  front  and  at  both 
ends  and  a  Bunsen  or  Tirrill  gas  burner  which  shall 
have  a  tube  of  54-inch  inside  diameter. 

5.6  FLAME  TEST — A  whipped  test  specimen  shall 
be  taken  from  the  closed  container  required  in  Rule  5.4 
and  suspended  vertically  with  one-half  inch  of  the  num¬ 
bered  end  in  a  clip  held  in  a  clamp  on  the  ring  stand 
so  that  the  test  specimen  shall  hang  vertically  within  and 
near  the  center  of  the  metal  shield  required  in  Rule  5.5. 
The  lower  end  of  the  test  specimen  shall  be  three-quar¬ 
ters  of  an  inch  above  the  top  of  the  gas  burner.on  which 
the  air  supply  is  shut  off  completely  and  adjusted  to 
give  a  luminous  flame  \l/2  inches  long.  The  flame  shall 
be  applied  for  12  seconds,  then  withdrawn.  The  result 
of  the  test  for  duration  of  flame  and  duration  of  glow 
of  the  three  test  specimens  shall  each  be  averaged  and 
recorded.  Flashing,  if  any,  shall  be  noted. 

6.0  APPROVAL  AND  CERTIFICATION. 

The  approval  of  materials  that  have  been  flameproofed,  as 
provided  in  Rule  1.0  and  tested  as  required  in  Rule  5.0  with 
flameproofing  properties  as  given  in  Rule  4.0,  shall  be  lim¬ 
ited  to  one  year.  An  affidavit  by  the  person,  firm  or  corpo¬ 
ration  flameproofing  the  combustible  materials  shall  be  filed 
with  the  Fire  Commissioner  stating  that  the  flameproofing 
compound  and  method  complies  with  the  approval  of  the 
Board,  with  calendar  number  thereof,  and  including  the  date 
of  treatment  and  warranted  period  of  effectiveness  of  the 
flameproofing. 

6.1  The  Fire  Commissioner  may  require  check  tests 
at  any  time.  Upon  the  termination  of  the  approval,  as 
provided  for  in  Rule  6.0,  a  retest  of  the  flameproofed 
combustible  materials  shall  conform  to  the  following : 

Flameproofed  materials  shall  withstand  a  test  of  at 
least  400°  F.,  as  measured  by  a  pyrometer,  or  other  ac¬ 
ceptable  method,  for  approximately  one-minute’s  dura¬ 
tion  by  means  of  an  open  flame.  Under  such  test,  the 
flameproofed  material  shall  not  flash  or  support  com¬ 
bustion  and  shall  not  glow  outside  of  the  char  if  a  char 
is  set  up  by  the  open  flame.  Material  found  not  to  con¬ 
form  to  these  requirements,  shall  be  removed  and  re¬ 
placed  with  materials  conforming  to  the  requirements 
of  Rule  4.0. 

7.0  EXEMPTION. 

These  Rules  shall  not  be  construed  to  apply  to  merchandise 
for  sale  or  displayed  for  sale,  to  guest  rooms  in  hotels,  to 
offices,  to  works  of  art  in  museums,  nor  to  churches  or 
places  of  religious  worship. 
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COURT  DECISION 

Matter  of  Hannigan  v.  Murdock;  Bismac  Corporation — The  premises 
involved  are  occupied  by  Bishop,  McCormick  and  Bishop 
as  a  salesroom  and  service  station  for  motor  cars  at  139-29 
Hillside  Avenue,  Jamaica,  located  mainly  in  a  business  use 
district  and  extending  into  a  residence  use  district.  The 

present  zoning  district  lines  have  been  changed  so  that  the 

business  use  now  extends  only  100  feet  back  from  Hillside 
Avenue,  whereas  formerly  the  zone  dividing  line  was  in  the 
approximate  centre  line  of  the  block,  running  from  east 
to  west.  The  buildings  are  within  the  business  use  area 
as  established  when  they  were  erected  in  1923.  The  rear 
driveways  were  and  are  in  the  residence  use  area.  The  Board 
granted  a  zoning  variance  to  permit  an  additional  occupancy 
of  motor  vehicle  repairing  other  than  previously  permitted 
with  hand  tools  only  for  the  term  of  the  present  war 
emergency  and  for  one  year  thereafter,  such  repairing  to 
include  motor  vehicles  other  than  those  dealt  in  by  the  sales 

agency,  all  such  work  to  be  carried  on  within  the  buildings 

in  the  business  use  area.  The  resolution  of  the  Board  pro¬ 
vided  safeguards  and  required  lawful  occupancy  of  the  entire 
premises,  including  the  rear  area  in  the  residence  use  district, 
which  has  not  been  passed  on  by  the  Board  as  to  use,  to 
conform  to  all  laws,  rules  and  regulations  applicable  thereto. 

Upon  court  review,  the  decision  of  the  Board  was  upheld 
by  Mr.  Justice  Cuff  at  Special  Term  Supreme  Court  (S'.  Y. 
Law  Journal,  February  11,  1944). 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 


Smoking  in  Factories,  Rules  for. 
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DOCKET 

New  Cases  Filed  up  to  February  15,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

90- 44-BZ — H.B.Q. — 80-15  Kent  road,  east  side,  82.9  ft. 
south  of  Union  turnpike  (Block  7248,  Lots  3,  4  and  6), 
Jamaica,  Borough  of  Queens,  A-1272-43. 

91- 44-A — H.B.Q. — 80-15  Kent  road,  east  side,  82.9  ft. 
south  of  LInion  turnpike  (Block  7248,  Lots  3,  4  and  6), 
Jamaica,  Borough  of  Queens,  A-1272-43. 


104- 44-A — H.B.M. — 48  East  80th  street,  south  side,  100 
ft.  6  in.  east  of  Madison  avenue  (Block  1491,  Lot  48), 
Borough  of  Manhattan,  Amendment  to  Alt.  1164-43. 

105- 44-A— -H.B.M. — 57-59  East  11th  street,  north  side,  196 
ft.  east  of  University  place  (Block  563,  Lot  46),  Borough 
of  Manhattan,  Amendment  to  B.  N.  2275-41. 

106- 44-A — -H.B.B. — 602-608  4th  avenue,  northeast  corner 
of  17th  street  (Block  627,  Lots  38,  39,  40,  41,  43,  44,  45 
and  46),  Borough  of  Brooklyn,  N.  B.  176-43. 


92-44-A — F.D. — 83  Beekman  street,  south  side,  85  ft.  west 
of  Cliff  street  (Block  94,  Lot  28),  Borough  of  Manhattan, 
37055-LC. 


107-44-A — H.B.B. — 1060  President  street,  southwest  cor¬ 
ner  of  Bedford  avenue  (Block  1280,  Lot  36),  Borough 
of  Brooklyn,  Alt.  145-44. 


93- 44-A — -F.D. — 33-11  to  33-15  57th  street,  east  side,  100 
ft.  south  of  Northern  boulevard  (Block  1181,  Lot  29), 
Woodside,  Borough  of  Queens,  Decision  re  91165-LC. 

94- 44-A — F.D. — 198  Broadway,  east  side,  111  ft.  south  of 
Fulton  street  (Block  79,  Lot  18),  Borough  of  Manhattan, 
16872-LF  and  Decision. 


95-44-A — H.B.B. — 5401  1st  avenue,  southeast  corner  of 
54th  street  (Block  820,  Lot  1),  Borough  of  Brooklyn, 
Amendment  to  N.  B.  164-43. 


95-44-A— F.D. — 18-26  11th  avenue,  east  side,  entire  block 
from  10th  to  11th  avenues  and  West  16th  to  West  17th 
streets,  97-111  10th  avenue,  501-521  West  16th  street  and 
500-526  West  17th  street  (Block  688,  Lot  21),  Borough 
of  Manhattan,  19667-LF  and  Decision. 

97- 44-A — F.D. — 101-103  East  29th  street,  north  side,  80 
ft.  east  of  4th  avenue  (Block  885,  Lot  6),  Borough  of 
Manhattan,  19592-LF  and  Decision. 

98- 44-A — H.B.Q. — 165-08  Plum  street,  south  side,  41.15 
ft.  east  of  Orange  street  (Block  4301,  Lot  46),  Spring- 
field,  Borough  of  Queens  (Under  Section  35,  General 
City  Law  re  bed  of  mapped  street  (167th  street),  and 
Section  36,  General  City  Law  re  building  not  located  on 
mapped  street),  N.  B.  2893-40. 

99- 44-BZ— -  H.B.B. — 552-558  Van  Buren  street,  south  side, 
55  ft.  4  in.  west  of  Broadway  (Block  1618,  Lot  15),  Bor¬ 
ough  of  Brooklyn,  Alt.  36-44. 


100-44-BZ— H.B.M. — 507-515  East  120th  street,  south 
side,  98  ft.  east  of  Pleasant  avenue  (Block  1817,  Lot  5), 
Borough  of  Manhattan,  Alt.  112-44. 


101-44-A — H.B.B. — 231-233  51st  street,  north  side,  220  ft. 
east  of  2nd  avenue  and  228-240  50th  street  (Block  789, 
Lots  18  and  64),  Borough  of  Brooklyn,  Alt.  357-44. 


102-44-A — H.B.B. — 1302-1304  Avenue  J,  southeast  corner 
of  East  13th  street  (Block  6715,  Lot  1),  Borough  of 
Brooklyn,  Alt.  48-44. 


103-44-A — F.D. — 93-99  Nassau  street,  east  side,  from  Ful¬ 
ton  to  Ann  streets  and  28-34  Ann  street  (Block  89,  Lot 
1),  Borough  of  Manhattan,  18638-LF  and  Decision. 


Restored  to  Calendar. 

284-41-BZ — H.B.Q. — 47-55  48th  street,  northeast  corner 
of  48th  avenue  and  47-56  49th  street  (Block  2286,  Lot 
53),  Sunnyside,  Borough  of  Queens,  Alt.  78-44. 

1148-38-BZ — H.B.Q. — 47-45  to  47-63  49th  street  and 
49-01  to  49-07  48th  avenue,  northeast  corner  (Block  2287, 
Lots  1,  2,  3,  5,  7  and  8),  Sunnyside,  Borough  of  Queens, 
Misc.  342-44. 


297-39-BZ — H.B.M. — 838-840  1st  avenue,  east  side,  16  ft. 
south  of  East  47th  street  (Block  1353,  part  of  Lot  47), 
Borough  of  Manhattan,  Alt.  1202-44. 


533-43-A — F.D. — 729  7th  avenue,  southeast  corner  of 
West  49th  street  (Block  1001,  Lot  61),  Borough  of  Man¬ 
hattan,  36122-LC. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings: 
H.B.B.. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last  Publication  In  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime) ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Dec. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Dec. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 


28,  1943- 
28,  1943- 

28,  1943- 
13,  1937- 


28,  1943- 
3,  1937- 
3,  1936- 


28,  1943- 
15,  1937- 
28,  1943- 
28,  1943- 
28,  1943- 


Vol.  28,  No.  52A 
Vol.  28,  No.  52A 

Vol.  28,  No.  52A 
Vol.  22,  No.  28 


Vol.  28,  No.  52A 
Vol.  22,  No.  31 
Vol.  21,  No.  9 


Vol.  28,  No.  52A 
Vol.  22,  No.  24 
Vol.  28,  No.  52A 
Vol.  28,  No.  52A 
Vol.  28,  No.  52A 


15.  1944— Vol.  29,  No.  7 

28.  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 


28,  1943- 
7,  1925- 
5,  1928- 
28,  1943- 
28,  1943- 


Vol.  28,  No.  52A 
Vol.  10,  No.  14 
Vol.  13,  No.  23 
Vol.  28,  No.  52A 
Vol.  28,  No.  S2A 


28,  1943— Vol.  28,  No.  52A 
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Last  Publication  in  Bulletin 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  R.iles  . Dec. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Jan. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C..  Feb. 

Smoking  in  Factories,  Rules  for....  Feb. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  SOS  of  Industrial  Code) .  .  Dec. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


FEBRUARY  23,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  February  23,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

517-43-BZ — Application,  October  28,  1943,  under  section 
7c  of  the  zoning  resolution,  of  I.  L.  Crausman,  appli¬ 
cant,  on  behalf  of  St.  Ann’s  R.  C.  Church,  owner,  to 
permit  in  a  business  use  district,  the  parking  of  more 
than  five  motor  vehicles  upon  a  plot,  occupied  in  part, 
as  a  gasoline  service  station;  premises  155  Gun  Hill 
road  and  3501  Bainbridge  avenue,  northwest  corner 
(Block  3328A,  Lot  60),  Borough  of  The  Bronx. 

l.'8-43-BZ — Application  of  Philip  Freshman,  applicant, 
on  behalf  of  Milkin  Realty  Co.,  owner  (Tung-Sol  Lamp 
Works,  Inc.,  lessee),  reopened  and  restored  to  calendar, 
February’l,  1943,  under  sections  21  and  7c  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  use 
of  more  than  25%  of  the  aggregate  of  the  floor  area  of 
an  existing  building,  for  factory  use  (radio  tubes) ; 
(previously  withdrawn);  premises  51-55  Nassau  avenue 
and  68-74  Guernsey  street,  northeast  corner  (Block  2644, 
Lot  45),  Borough  of  Brooklyn. 

140-42-BZ — Application  of  Anthony  M.  De  Rose,  appli¬ 
cant,  on  behalf  of  Anton  Escherich,  owner,  reopened 
November  17,  1942,  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  six  (6)  car  garage  on  the  same 
plot  with  an  existing  five  (5)  car  garage  (previously 
withdrawn);  premises  2851-2853  Bailey  avenue,  w'est  side, 
498  ft.  south  of  West  230th  street  (Block  3264,  Lot 
63),  Borough  of  The  Bronx. 

456- 43-BZ — Application,  September  23,  1943,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Carmelo  Di  Rosa,  owner,  to  permit  partly 
in  a  business  use  and  partly  in  a  residence  use  district, 
the  enlargement  of  a  garage  for  the  purpose  of  storing 
two  (2)  trucks  and  crates  for  bottled  soda;  premises 
122-03  Sutphin  boulevard  and  150-02  122nd  avenue,  south¬ 
east  corner  (Block  12217  (3012),  Lot  8),  Jamaica,  Bor¬ 
ough  of  Queens. 

Appeal  from  Administrative  Decision. 

457- 43-A — 122-03  Sutphin  boulevard  and  150-02-  122nd 
avenue,  southeast  corner  (Block  12217  (3012),  Lot  8), 
Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  23,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  February  23,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

607-43-A — 507  West  33rd  street,  north  side,  125  ft.  west 
of  10th  avenue  (Block  705,  Lot  29),  Borough  of  Man¬ 
hattan. 

472-43-A — 755  East  134th  street,  north  side,  100  ft.  west 
of  Willow  avenue  and  147  Willow  avenue  (Block  2563, 
Lot  45),  Borough  of  The  Bronx. 

544-43-A — 42-16  West  street,  west  side,  200  ft.  south  of 
Jackson  avenue  (Mezzanine  and  5th  floors);  (Block  264, 
Lot  4),  Long  Island  City,  Borough  of  Queens. 

397-42-A — 4352  Hvlan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  (Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

22-44-A- -441-443  East  19th  street,  north  side,  93  ft.  \0]/j 
in.  west  of  Avenue  A  (Block  951,  Lot  24),  Borough  of 
Manhattan. 

533-43-A — 729  Seventh  avenue,  southeast  corner  of  West 
49th  street  (Block  1001,  Lot  61),  Borough  of  Manhattan 
(reopened  and  restored  to  calendar,  February  15,  1944; 
previously  dismissed  for  lack  of  prosecution). 

28-44-A — 115-117  Dobbin  street,  west  side,  100  ft.  south 
of  Meserole  street  (Block  2616,  Lot  12),  Borough  of 
Brooklyn. 

84-44-A — 5102-5124  Second  avenue,  101-183  52nd  street, 
northwest  corner,  5101-5123  First  avenue  and  102-184  51st 
street  (2nd  floor,  Main  Bldg.);  (Block  796,  Lots  1  and 
6),  Borough  of  Brooklyn. 

110-44-A — 470-484  Canal  street,  205-211  Hudson  street, 
southeast  corner,  111-113  Watts  street  and  2-10)4  Des- 
brosses  street  (Block  225,  Lots  8  to  26,  inclusive),  Bor¬ 
ough  of  Manhattan. 

660-42-S — 2-46  Doughty  street,  1-35  Vine  street  and  17-29 
Columbia  Heights,  entire  block  bounded  by  Columbia 
Heights,  Vine  street,  McKinley  street  and  Doughty 
street  (East  Group — Building  No.  4);  (Block  204,  Lots 
1  to  21,  inclusive),  Borough  of  Brooklyn. 

651-42-S — 18-42  and  50-62  Columbia  Heights,  2-14 
Doughty  street  and  15-65  Furman  street,  entire  block 
bounded  by  Columbia  Heights,  Doughty  street,  Furman 
street  and  Middagh  street  (west  group  of  buildings  Nos. 
5,  6,  and  7);  (Block  208,  Lot  2),  Borough  of  Brooklyn. 

588-43-A— 23-10  Bridge  Plaza  South,  south  side  of  South 
Jane  street,  from  Ely  avenue  (23rd  street)  to  William 
(24th)  street  (1st,  2nd  and  3rd  floors);  (Block  425,  Lot 
5),  Long  Island  City,  Borough  of  Queens. 

601-43-A — 123-32  82nd  avenue,  east  side  81  ft.  south  of 
Queens  boulevard  (Block  3369,  Lot  13),  Kew  Gardens, 
Borough  of  Queens. 

623-43-A — 184-10  Jamaica  avenue,  south  side,  429.7  ft. 
east  of  183rd  street  (Block  10352,  Lot  71),  Hollis,  Bor¬ 
ough  of  Queens. 

106-44-A — 602-608  Fourth  avenue,  northwest  corner  of 
17th  street  (Block  627,  Lots  38  to  41,  inclusive  and  43  to 
46,  inclusive),  Borough  of  Brooklyn. 

108-44-A — 26  East  64th  street,  south  side,  53  ft.  west  of 
Madison  avenue  (Block  1378,  Lot  58),  Borough  of  Man¬ 
hattan. 
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622-43- A — 1050  Broadway,  southwest  corner  of  Hart 
street  (Block  1596,  Lot  37),  Borough  of  Brooklyn. 

107-44-A — 1060  President  street,  southwest  corner  of 
Bedford  avenue  (Block  1280,  Lot  36),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  29,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning.  February  29,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

147-37-BZ — Application  of  Nathan  A.  Goldenthal,  appli¬ 
cant,  on  behalf  of  Mildred  Klausecker,  owner,  reopened 
January  18,  1944,  for  consideration  as  to  extension  of 
permit — re  Application,  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles; 
premises  25-68  to  25-70  Steinway  street,  west  side,  275 
ft.  north  of  28th  avenue  (Block  654,  Lots  91  and  92), 
Long  Island  City,  Borough  of  Queens. 

311-27-BZ — Application  of  Sidney  S.  Hein,  applicant  on 
behalf  of  George  N.  Winkler,  owner,  reopened  January 
4,  1944,  under  sections  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  conversion  of 
occfipancy  of  an  existing  building,  from  a  garage  for 
more  than  five  motor  vehicles — owner’s  use  only — (Previ¬ 
ously  granted  by  the  Board),  to  a  garage  for  more  than 
five  motor  vehicles  (owner’s  use  only),  a  public  garage 
for  more  than  five  motor  vehicles  and  storage  of  house¬ 
hold  goods  and  also,  the  maintenance  of  painted  business 
signs  on  the  existing  building;  premises  1141-1147  Bay- 
port  place,  south  side,  150  ft.  east  of  Far  Rockaway 
boulevard  (Block  39,  part  of  Lot  36),  Far  Rockaway, 
Borough  of  Queens. 

63-44-BZ — Application,  January  25,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  John  T.  Dooling, 
applicant  on  behalf  of  Bavasi  Realty  Corporation,  owner 
(Sidney  West  and  Edward  Daspin,  d/b/a  Commercial 
Box  and  Supply  Co.,  lessees),  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy  for  a  term  of 
ten  (10)  years,  of  an  existing  public  garage  to  a  factory 
for  the  manufacture  of  corrugated  paper  packing  boxes 
and  containers  and  also,  for  storage  purposes;  premises: 
236-246  West  17th  street,  south  side,  256  ft.  9  in.  east  of 
8th  avenue  (Block  766,  Lot  65),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  29,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  29,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Application. 

555-43-BZ — Application,  November  16,  1943;  amended 
February  4,  1944,  under  section  21  of  the  zoning  resolu¬ 
tion,  of  Mac  L.  Reiser,  applicant,  on  behalf  of  Samuel 
Seal,  owner,  for  variation  of  section  16-B  of  the  zoning 
resolution,  to  permit  in  a  residence  use  G  area  district, 
the  extension  of  an  existing  porch  into  the  required  set¬ 
back  for  a  distance  of  2  ft.  2  in.;  premises  316  Beach  149th 
street,  east  side,  105  ft.  north  of  Neponsit  avenue  (Block 
750,  Lot  51),  Rockaway  Beach,  Borough  of  Queens. 


Appeals  from  Administrative  Decisions. 

632-43- A — 26  West  47th  street,  south  side,  350  ft.  west 
of  Fifth  avenue  (Block  1262,  Lot  52),  Borough  of  Man¬ 
hattan. 

591-43-A — 1241  (1239  displayed)  41st  street,  north  side, 
335  ft.  east  of  12th  avenue  (Block  5589,  Lot  63),  Bor¬ 
ough  of  Brooklyn. 

637- 43-A — 6 77  Fifth  avenue,  east  side,  50  ft.  5  in.  north 
of  East  53rd  street  (Block  1289,  Lot  3),  Borough  of 
Manhattan. 

553-43-A — 42-42  Vernon  boulevard,  northwest  corner  of 
43rd  (Harris)  avenue  (Block  484,  Lot  31),  Long  Island 
City,  Borough  of  Queens. 

587-43-A — 165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 

638- 43-A — 339  South  4th  street,  north  side,  75  ft.  east  of 
Reap  street  (Block  2437,  Lot  37),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  7,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  7,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

Zoning  Applications. 

273-43-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  East  New  York  Savings  Bank, 
owner,  reopened  December  14,  1943,  under  section  7c 
of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  conversion  of  occupancy  of  a  building 
from  a  marble  factory  to  manufacturing  of  mattresses 
(previously  denied  in  re  conversion  of  building  from 
marble  works  to  factory);  (light  manufacturing);  prem¬ 
ises  965-967  Hopkinson  avenue,  west  side,  260  ft.  south 
of  Lott  avenue  and  576-578  Bristol  street  (Block  3623, 
Lot  19),  Borough  of  Brooklyn. 

C00-43-BZ — Application,  December  10,  1943,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Benny  Lafrado,  appli¬ 
cant  and  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension  of  an 
existing  accessory  garage  for  four  (4)  pleasure  cars  and, 
also,  the  conversion  of  occupancy  of  same  to  a  garage 
for  three  (3)  commercial  motor  vehicles;  premises  17 
Lockman  avenue,  east  side,  147  ft.  south  of  Richmond 
terrace  (Block  1236,  part  of  Lot  36),  Mariners  Harbor, 
Borough  of  Richmond. 

615-43-BZ — Application,  December  18,  1943,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  William  Higginson 
and  Son,  applicants,  on  behalf  of  Margaret  V.  Daly, 
owner  (Russel  Raymond,  lessee),  to  permit  in  a  business 
use  district,  the  conversion  of  occupancy  of  an  existing 
building  from  a  five  (5)  car  garage,  store  and  dwelling 
to  a  lumber  and  mill  work  shop  and  dwelling  (the  build¬ 
ing  is  now  occupied  as  a  lumber  and  mill  work  shop  and 
dwelling  without  a  certificate  of  occupancy  for  this  use); 
premises  43-49  162nd  street,  east  side,  280  ft.  north  of 
45th  avenue  (Block  5420,  Lot  9),  Flushing,  Borough  of 
Queens. 

263-19-BZ — Application  of  Reginald  S.  Hardy,  applicant, 
on  behalf  of  Hayson  Corporation,  owner  (Randall  Cadil¬ 
lac  Corp.,  lessee),  reopened  February  1,  1944,  under  sec- 
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tion  7c  of  the  zoning  resolution,  to  permit  for  a  tem¬ 
porary  period  of  two  (2)  years  in  a  residence  use 
district,  the  inclusion  of  a  lubritorium,  motor  vehicle 
repair  shop,  stock  room  and  offices,  in  an  existing  public 
garage  (the  garage  use  was  previously  granted  by  the 
Board);  premises  564-592  (formerly  722-746)  St.  Johns 
place,  south  side,  333  ft.  8  in.  west  of  Classon  avenue 
(Block  1178,  Lot  26),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  7,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  7,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions. 

584-43-A — 39-01  Main  street,  southeast  corner  of  39th 
avenue  (Block  4980,  Lot  5),  Flushing,  Borough  of 
Queens. 

484-43-S — 0220-6222  20th  avenue,  west  side,  20  ft.  north 
of  63rd  street  (Block  5534,  Lot  48),  Borough  of  Brook¬ 
lyn. 

26-44-A — 31-43  West  Mt.  Eden  avenue,  northwest 
corner  of  Inwood  avenue  (Block  2865,  Lot  121),  Bor¬ 
ough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  14,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  14,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter: 

Appeal  from  Administrative  Decision. 

605-43-A — 859  Southern  boulevard,  west  side,  219.3  ft. 
north  of  Intervale  avenue  (Block  2722,  Lot  14),  Borough 
of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  21,  1944,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  21,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter: 

Zoning  Application. 

271-43-BZ — Application,  June  2,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Schrier  Trading  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  maintenance  of 
more  than  five  individual  garages.  (The  Board  previously 
denied  an  application  for  a  garage  for  more  than  five 
motor  vehicles  on  these  premises);  premises  11-17  (7-17 
displayed)  Schenectady  avenue  and  617-627  Herkimer 
street,  northeast  corner  (Block  1701,  Lot  1),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  15,  1944 

Present:  Chairman  Murdock,  Commissioner  Blum  and 
Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  February  8,  1944,  and  Tuesday  afternoon, 
February  8,  1944,  were  approved,  as  printed  in  Bulletin  No. 
6,  Volume  29. 


ZONING  CASES 

147-37-BZ 

APPLICANT— Nathan  A.  Goldenthal,  for  Mildred  Klau- 
secker,  owner. 

SUBJECT — Application  reopened  January  18,  1944,  for  con¬ 
sideration  as  to  extension  of  permit — Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 25-68  to  25-70  Steinway  street, 
west  side,  275  ft.  north  of  28th  avenue  (Block  654, 
Lots  91  and  92),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Administration:  Fred  Dahlein,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  29,  1944  at 
10  A.  M.,  on  request  of  applicant’s  representative. 


271-43-BZ 

APPLICANT — Lama  and  Proskauer,  for  Schrier  Trading 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district  the  maintenance 
of  more  than  five  individual  garages  (the  Board 
previously  denied  an  application  for  a  garage  for 
more  than  five  motor  vehicles  on  these  premises). 
PREMISES  AFFECTED— 11-17  (7-17  displayed)  Sche¬ 
nectady  avenue  and  617-627  Herkimer  street,  north¬ 
east  corner  (Block  1701,  Lot  1),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama,  Anne  Messinger 
and  Sidney  Dolotoff. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1944  at 
10  A.  M.  Applicant  to  file  revised  plans. 


273-43-BZ 

APPLICANT — Lama  and  Proskauer,  for  East  New  York 
Savings  Bank,  owner. 

SUBJECT — Application  reopened  December  14,  1943  (de¬ 
cision  of  the  borough  superintendent)  under  section 
21  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy  of  a  build¬ 
ing  from  a  marble  factory  to  manufacturing  of 
mattresses  (previously  denied  in  re  conversion  of 
building  from  marble  works  to  factory — light 
manufacturing) . 
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PREMISES  AFFECTED — 965-967  Hopkinson  avenue, 
west  side,  260  ft.  south  of  Lott  avenue  and  576-578 
Bristol  street  (Block  3623,  Lot  19),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1944  at 
10  A.  M.,  for  an  inspection  by  a  committee  of  the 
Board. 


1148-38-BZ 

APPLICANT — Louis  Allen  Abramson,  for  James  P.  Kelly, 
owner. 

SUBJECT — Application  for  consideration — reopening  to 
include  additional  use  re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution, 
permitting  for  a  temporary  period  of  two  years,  the 
storage  and  parking  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 49-01  48th  avenue,  northeast 
corner  of  49th  street  (Block  2287,  Lots  1  to  8,  in¬ 
clusive)  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Louis  A.  Abramson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  . 0 

Absent :  Commissioner  Savage  .  1 


297-39-BZ 

APPLICANT — Ervin  Palmer,  for  Wilson  and  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  re 
additional  area — Application  (decision  of  the  bor¬ 
ough  superintendent)  previously  granted  under  sec¬ 
tion  21  of  the  zoning  resolution,  permitting  in  a 
business  use  district,  the  conversion  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED — 842  First  avenue  and  400  East 
47th  street,  southeast  corner  (Block  1358,  part  of 
Lot  47),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Erwin  Palmer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy  .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


284-41-BZ 

APPLICANT — Louis  A.  Abramson,  for  Woodside  As¬ 
sociates,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
consideration  of  new  proposal — re  Application  pre¬ 
viously  denied  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  the  alteration  of  and  inclusion  of  a 
gasoline  service  station  in  an  existing  public  garage 
located  partly  in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district. 


PREMISES  AFFECTED— 47-75  48th  street,  northeast 
corner  of  48th  avenue  (Block  2286,  Lot  53),  Sunny- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Louis  A  Abramson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy  .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


301-43-BZ 

APPLICANT — Frank  C.  Keller,  for  Amello  Nunziato, 
owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  main¬ 
tenance  of  a  stone  and  monumental  works. 
PREMISES  AFFECTED — 51-24  to  51-26  Roosevelt  ave¬ 
nue,  south  side,  69  ft.  west  of  52nd  street  (Block 
1320,  Lot  27),  W’oodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Frank  C.  Keller  and  D.  Thomas 
Nunziato. 

For  Opposition:  Julius  Zizmor,  Joseph  Marx,  John 
Nee,  Russell  B.  Smith,  Ernest  Matthews, 
Frances  Steinmann  and  Alma  H.  Marx. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy .  3 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (301-43-BZ) 


Whereas,  Frank  C.  Keller,  for  Amello  Nunziato,  owner, 
filed  June  18,  1943,  an  application,  under  section  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
maintenance  of  a  stone  and  monumental  works ;  premises : 
51-24  to  51-26  Roosevelt  avenue,  south  side,  69  ft.  west  of 
52nd  street  (Block  1320,  Lot  27),  Woodside,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  February  15,  1944,  after  due  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Roosevelt  avenue  is  in  business-resi¬ 
dence  use,  “B”  area  and  1-times  height  district;  Queens 
boulevard  is  in  business  use,  “B”  area  and  1-times  height 
district ;  52nd  street  is  in  unrestricted  business  and  residence 
use,  “B”  area  and  1-times  height  district;  51st  street  is  in 
business  and  residence  use,  “B”  area  and  1 -times  height 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  692-43,  dated  June  1,  1943,  reads: 

“No.  3 — The  use  of  the  above  located  premises,  and 
premises  being  within  a  business  district  for  a  stone 
works  is  contrary  to  article  2,  section  4  of  the  Building 
Zone  Resolution.  Not  further  considered.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  an 
irregularly  shaped  plot,  having  a  frontage  of  43  ft.  on  Roose¬ 
velt  avenue  and  a  maximum  depth  of  108  ft.;  that  upon  the 
west  lot  line  is  a  one-story,  cement  block,  florist  store,  10  ft. 
by  30  ft.  in  area  and  a  glass  greenhouse,  6  ft.  by  24  ft.  in 
area ;  that  upon  the  rear  of  plot  is  a  one-story  cement  block 
building,  27  ft.  by  14  ft.  in  area  and  an  irregularly  shaped 
storage  shed,  9  ft.  by  14  ft.,  irregular,  in  area;  that  the 
front  of  the  cement  block  building  is  a  metal  covered  frame 
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shed,  10  ft.  by  18  ft.  in  area ;  that  it  is  proposed  to  maintain 
in  the  metal-covered  frame  shed,  machines  for  sandblasting 
designs  and  inscriptions  on  stone  monuments ;  that  these 
machines  are  powered  by  a  25  H.P.  motor,  a  compressor 
and  pump,  which  are  located  in  the  rear  cement  block  build¬ 
ing;  that  it  is  proposed  to  maintain  the  remainder  of  the 
plot  for  the  display  and  sale  of  stone  monuments  and  that 
an  irregular  shaped  area  at  the  north  end  extends  for  a 
distance  of  10  ft.  into  the  bed  of  a  mapped  street  (43rd 
avenue) ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  of  appeal  under  section  21  of  the  zoning 
resolution  and  was,  therefore,  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  692-43,  dated  June  1,  1943  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is 
denied. 


395-43-BZ 


APPLICANT— Lama  and  Proskauer,  for  Anna  Crystal, 
owner  (Samuel  Budoff,  lessee). 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district  the  extension  in 
area  of  an  existing  gasoline  service  station  and  also, 
the  erection  of  a  new  accessory  building.  (These 
premises  subject  to  Board  of  Standards  and  Appeals 
action  under  Cal.  1111  -39- A  in  re  revocation  of 
Certificate  of  Occupancy.) 

PREMISES  AFFECTED— 555-569  Ridgewood  avenue  and 
56-68  Union  place,  northwest  corner  (Block  4122, 
Lot  100),  Borough  of  Brooklyn, 
i  APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Harvey  L. 
Strelzin. 

For  Opposition:  George  A.  Timone,  Mrs.  Martin, 
Tillie  Manges,  Mr.  Richards,  Albina  Mikalaus, 
Dominick  Cordaro,  George  Hempfling,  B.  B. 
Estridge,  John  E.  Duffy,  Raymond  C.  Shepherd, 
Lottie  Poehner  and  others. 

For  Administration:  Henry  Pheney  and  Fred  Dah- 
lem,  Dep’t  of  Housing  and  Buildings  and  Gus¬ 
tave  Goldman,  Board  of  Education. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  T<3  GRANT— 

Affirmative  . 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy . 

Absent :  Commissioner  Savage . . . 


0 

3 
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THE  RESOLUTION  (395-43-BZ) 

Whereas,  Lama  and  Proskauer,  for  Anna  Crystal,  owner, 
filed  August  6,  1943,  an  application  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  business  use  district,  the 
extension  in  area  of  an  existing  gasoline  service  station 
and  also,  the  erection  of  a  new  accessory  building.  (These 
1  premises  were  subject  to  Board  of  Standards  and  Appeals 
action  under  Cal.  1111-39-A  in  re  revocation  of  certificate 
of  occupancy),  affecting  premises:  555-569  Ridgewood  avenue 
and  56-68  Union  place,  northwest  corner  (Block  4122,  Lot 
100),  Borough  of  Brooklyn;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  15,  1944,  after  due  publication  in  the  Bulletin 
i  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Union  (O’Brien)  place  is  in  a  business 
use  “C”  area  and  1 -times  height  district;  Ridgewood  avenue 
is  in  a  business  and  residence  use  “C  area  and  1 -times 
height  district;  Nichols  avenue  is  in  a  residence  and  business 
i  use  “C”  area  and  1-times  height  district  and  Grant  avenue 
is  in  a  residence  and  business  use  “C”  area  and  1-times 
height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
i  dated  July  28,  1943,  on  N.  B.  Applic.  117-43,  reads: 


“1.  Proposed  extension  of  existing  gasoline  station 
and  the  erection  of  a  new  building  thereon,  and  the 
extension  of  the  use  into  the  adjacent  building,  all  in  a 
business  use  district,  are  contrary  to  Art.  II,  section  4a 
(46)  of  the  Building  Zone  Resolution. 

Note:  These  premises  were  subject  to  Board  of  Stand¬ 
ards  and  Appeals  action  under  Cal.  No.  1111-39-A. 

These  premises  are  subject  to  Department  violations 
as  to  the  use  of  the  premises  and  as  to  curb  cuts.” 
and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  having  a  frontage  of  116  ft.  1)4  in.  on  Union  place, 
117  ft.  2)4  in.  on  Ridgewood  avenue  and  a  distance  of  16  ft. 
along  the  westerly  lot  line ;  that  upon  the  easterly  portion 
of  the  plot,  there  is  located  a  legal  gasoline  service  station ; 
that  according  to  the  Fire  Department  records,  the  gasoline 
station  was  approved  April  27,  1921  and  is  described  as 
beginning  on  the  northwest  corner  of  Ridgewood  avenue  and 
Grant  avenue,  running  thence  west  96  ft.  10  in.,  thence  north 
13  ft.  4)4  in.  and  thence  east  95  ft.  11)4  in.  to  the  point  of 
beginning;  that  it  is  proposed  to  extend  the  area  of  the  gaso¬ 
line  station,  by  the  inclusion  of  an  irregular  shaped  plot 
having  a  frontage  of  20  ft.  2  in.  on  Union  place,  20  ft.  4  in. 
on  Ridgewood  avenue  and  a  distance  of  16  ft.  )4  in.  along 
the  westerly  lot  line;  that  upon  this  plot  (proposed  to  be 
included  in  the  gasoline  station)  there  are  3  grease  pits 
which  are  (proposed)  to  be  maintained;  that  it  is  proposed, 
also,  to  erect  an  accessory  building,  9  ft.  by  6  ft.  in  area, 
upon  the  premises ;  that  the  area  of  the  proposed  gasoline 
station  is  116  ft.  1)4  in.  on  Union  place,  117  ft.  2  in.  on 
Ridgewood  avenue  and  a  distance  of  16  ft.  )4  in.  along  the 
westerly  lot  line ;  and 

Whereas,  the  premises  and  the  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  prior  to  action  on 
Cal.  1111-39-A;  and 

Whereas,  the  Board  deemed  that  this  was  not  a  proper 
case  in  which  to  exercise  its  discretion  to  grant  a  variance 
under  section  7c  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.  B.  Applic.  117-43,  objection  1,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


238-27-BZ 

APPLICANT — J.  Louis  Mushin,  for  B.  and  O.  Silk  Dyeing 
Company,  Inc.,  (lessee),  for  Knickerbocker  Laundry 
Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution, 
permitting  in  a  residence  use  district  the  change  of 
occupancy  of  an  existing  building  from  a  laundry 
to  a  dyeing  establishment  (an  extension  to  said 
laundry  having  been  previously  granted  by  Board). 

PREMISES  AFFECTED— 51-37  Codwise  place  (Dewey 
street),  east  side,  314  ft.  2J4  in.  south  of  Queens 
boulevard  (Block  2473  (1577),  Lot  82),  Elmhurst, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  J.  Louis  Mushin. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (238-27-BZ) 


Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  for  a  tem¬ 
porary  term,  the  change  of  occupancy  of  an  existing  building 
from  a  laundry  to  a  dyeing  establishment,  effecting  premises 
51-37  Codwise  place  (Dewey  street),  east  side,  314  ft.  2J4 
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in.  south  of  Queens  boulevard  (Block  2473  (1577),  Lot  82), 
Elmhurst,  Borough  of  Queens,  was  granted  by  the  Board  on 
November  30,  1937,  on  certain  conditions,  permit  extended 
on  April  23,  1940  and  on  January  20,  1942;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  30,  1937  as 
amended  through  January  20,  1942,  only  in  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7e  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  ...” 


216-29-BZ 

APPLICANT — Abram  Shlefstein,  for  Helen  Eckerman, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
superintendent  of  buildings)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station  for  a  tem¬ 
porary  term. 

PREMISES  AFFECTED — Southwest  corner  of  Nassau 
boulevard  and  Litte  Neck  road  (Block  4108,  Lot 
100),  Little  Neck,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Abram  Shlefstein. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (216-29-BZ) 


Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tem¬ 
porary  term,  the  erection  and  maintenance  of  a  gasoline 
service  station,  affecting  premises  southwest  corner  of  Nassau 
boulevard  and  Little  Neck  road  (Block  4108,  Lot  100),  Little 
Neck,  Borough  of  Queens,  was  granted  by  the  Board  on 
May  28,  1929,  on  certain  conditions  and  permit  extended 
from  time  to  time,  the  last  extension  of  permit  being  on 
February  24,  1942 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  28,  1929  as  amended 
through  February  24,  1942,  only  in  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
shall  read : 

“Granted  for  a  temporary  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution.” 


92-31-BZ 

APPLICANT — I.  Erlich  Wolff,  for  Rubin  Laskin  and 
Louis  Laskin,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  resolu¬ 
tion,  for  a  term  of  years,  permitting  partly  in  a 
business  use  and  partly  in  an  unrestricted  use  dis¬ 
trict,  the  maintenance  of  a  building  occupied  as  a 
garage  for  more  than  five  motor  vehicles  and  a 
motor  vehicle  repair  shop,  and  the  alteration  and 
maintenance  of  a  gasoline  service  station  (previously 
granted  by  the  Board  for  a  temporary  period). 


PREMISES  AFFECTED— 8401-8411  Flatlands  avenue  and 
761-775  East  84th  street,  northeast  corner  (Block 
8005,  Lots  6  and  11),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  I.  Erlich  Wolff. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (92-31-BZ) 


Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  8401-8411  Flatlands  avenue  and  761-775  East  84th 
street,  northeast  corner  (Block  8005,  Lots  6  and  11),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  Board  on  June  23, 
1931,  on  certain  conditions,  permit  extended  from  time  to  time 
and  resolution  amended  on  April  15,  1941  under  section  7f 
of  the  zoning  resolution,  permitting  partly  in  a  business  use 
district  and  partly  in  an  unrestricted  use  district,  for  a  term 
of  ten  years,  the  maintenance  of  a  building  occupied  as  a 
garage  for  more  than  five  motor  vehicles  and  a  motor  vehicle 
repair  shop  and  the  alteration  and  maintenance  of  a  gasoline 
service  station ;  and 

Whereas,  on  March  2,  1943,  time  was  extended  to  obtain 
permits  and  complete  the  work  and  the  applicant  requested 
a  further  extension  of  time  for  such  purpose. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  23,  1931,  as 
amended  through  March  2,  1943,  only  so  far  as  it  has  ref¬ 
erence  to  obtaining  permits  and  completion  of  the  work,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read: 
“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  ( 1 )  year  from  the  date  of 
this  amended  resolution.” 


279-37-BZ 

APPLICANT — Daisy  J.  Barrett,  for  Estate  of  A.  and 
W.  H.  Jackson,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  temporary 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 41-10  28th  avenue,  south  side, 
75  ft.  east  of  41st  street  (Block  664,  Lot  20), 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Daisy  J.  Barrett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (279-37-BZ) 


Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  41-10  28th  avenue,  south 
side,  75  ft.  east  of  41st  street  (Block  664,  Lot  20),  Astoria, 
Borough  of  Queens,  was  granted  by  the  Board  on  February 
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8,  1938,  on  certain  conditions,  permit  extended  on  February 
14,  1940  and  February  14,  1942;  and 
Whereas,  this  applicant  requested  a  further  extension  of 

the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  8,  1938,  as  last 
amended  on  February  17,  1942,  only  in  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that,  as  amended  this 
portion  of  the  resolution  shall  read  : 

“ Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit,  .  . 


79-41-BZ 

APPLICANT — Joseph  Geduld,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
alteration  of  two  buildings,  so  that  the  two  restaur¬ 
ants  now  located  therein  are  changed  to  one  res¬ 
taurant  with  new  store  fronts  and  entrances  located 
more  than  twenty-five  feet  from  the  business  corner. 

PREMISES  AFFECTED — 1128-1132  Eastern  parkway 
(1128-1130  displayed),  south  side,  20  ft.  east  of  Utica 
avenue  (Block  1397,  Lots  6  and  7),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Geduld. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (79-41-BZ) 


Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  altera¬ 
tion  of  two  buildings,  so  that  the  two  restaurants  now  located 
therein  are  changed  to  one  restaurant  with  new  store  fronts 
i  and  entrances  located  more  than  twenty-five  (25)  ft.  from 
the  business  corner,  affecting  premises  1128-1132  (1128-1130 
displayed)  Eastern  parkway,  south  side,  20  ft.  east  of  Utica 
avenue  (Block  1397,  Lots  6  and  7),  Borough  of  Brooklyn, 
was  granted  by  the  Board  March  25,  1941,  on  certain  con¬ 
ditions,  time  extended  on  February  10,  1942  and  March  9, 
1943  and  the  applicant  requested  a  further  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  25,  1941,  as  amended 
February  10,  1942  and  March  9,  1943,  only  in  so  far  as  it 
has  reference  to  obtaining  permits  and  completion  of  the 
work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

“that  all  permits  required  shall  be  obtained  and  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 

— 

APPEAL  FROM  ADMINISTRATIVE  DECISION 

606-43-A 

APPLICANT — Leira  Realty  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 859  Southern  boulevard,  west 
side,  219.3  ft.  north  of  Intervale  avenue  (Block  2722, 
Lot  14),  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  Bertram  Boardman  and  D.  C.  Knob- 
loch. 

For  Adjoining  Owner:  Alexander  N.  Wolfe  and 
Arthur  Weyl. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1944  at 
10  A.  M.  for  inspection  by  committee  of  Board. 


Adjourned:  1:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  15,  1944. 

Present :  Chairman  Murdock,  Commissioner  Blum  and 
Deputy  Chief  Murphy. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

484-43-S 

APPLICANT — Samuel  Rosenblum,  for  Sarah  Cohen,  owner. 

SUBJECT — Variation  of  the  Labor  Law  as  cited  in  a  de¬ 
cision  of  the  borough  superintendent. 

PREMISES  AFFECTED— 6220-6222  20th  avenue,  west 
sides,  20  ft.  north  of  63rd  street  (Block  5534,  Lot 
48),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Santangelo. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


553-43-A 

APPLICANT — Anthony  M.  Meyerstein,  Inc.,  lessee,  for 
Colbau  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 42-42  Vernon  boulevard,  north¬ 
west  corner  of  43rd  (Harris)  avenue  (Block  484, 
Lot  31),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Anthony  M.  Meyerstein  and  Fred 
J.  Nelson. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1944  at 
2  P.  M.  at  request  of  applicant. 


587-43-A 

APPLICANT — Jacob  Cohen,  for  Cohen  and  Fraiman, 
owners. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 165  Greene  street,  west  side, 
155  ft.  north  of  West  Houston  street  (2nd  and  4th 
floors)  ;  (Block  524,  Lot  156),  Rorough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Edward  Reiter. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1944 
at  2  P.  M.,  at  request  of  applicant. 


638-43-A 

APPLICANT — Seelig  and  Finkelstein,  for  Isaiah  O. 
Zucker,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 
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PREMISES  AFFECTED — 339  South  4th  street,  north 
side,  75  ft.  east  of  Keap  street  (Block  2437,  Lot 
37),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Finkelstein  and  Isaiah  O. 
Zucker. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  February  29,  1944  at 
2  P.  M.,  for  further  consideration. 


22-44-A 

APPLICANT— Salvatore  R.  Cassese,  for  James  J.  Bran- 
cato,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 441-443  East  19th  street,  north 
side,  93  ft.  10:A  in.  west  of  Avenue  A  (Block  951, 
Lot  24),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  February  23,  1944  at 
2  P.  M.,  at  written  request  of  applicant. 


26-44-A 

APPLICANT — Julius  Bleich,  for  Trustees  of  Bronx  Certi¬ 
ficated  Mortgages  (William  P.  Thomas  and  Ben¬ 
jamin  Antin,  trustees)  ;  (Bronx  Palace,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 31-43  West  Mt.  Eden  avenue, 
northwest  corner  of  Inwood  avenue  (Block  2865, 
Lot  121),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Benjamin  Antin. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


533-43-A 

APPLICANT — Columbia  Pictures  Corporation,  owner. 

SUBJECT — Application  for  consideration — restored  to 

calendar  (previously  dismissed  for  lack  of  prosecu¬ 
tion) — Appeal  from  an  order  of  the  fire  commis¬ 
sioner,  re  handling,  storage,  transportation,  delivery 
of  Motion  Picture  Film  in  other  than  Metal  Con¬ 
tainers  (containers  not  in  conformity  with  Adminis¬ 
trative  Code  Requirements). 

PREMISES  AFFECTED— 729  7th  avenue,  southeast 
corner  West  49th  street,  (Block  1001,  Lot  61), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  H.  Rose. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy  .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


519-43-A 

APPLICANT — Emil  Koeppel,  for  Bellar  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 622  Ocean  View  avenue,  south 
side,  25  ft.  west  of  Brighton  7th  street  (Block  7284, 
Lot  1445),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Emil  Koeppel. 

For  Administration:  Henry  Pheney  and  Fred 


Dahlem,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy .  3 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (519-43-A) 


Whereas,  Emil  Koeppel,  for  Bellar  Realty  Corporation, 
owner,  filed  October  29,  1943,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  622  Ocean 
View  avenue,  south  side,  25  ft.  west  of  Brighton  7th  street 
(Block  7284,  Lot  1445),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent,  re 

B. N.  Applic.  13065-38,  dated  October  22,  1943,  reads: 

“5.  Premises  non-Tenement  under  C.  of  O.  84861 
may  be  revoked  by  Bd.  of  St.  and  Appeals.  In  view 
of  said  Cert,  of  Occupancy,  the  premises  as  submitted 
is  contrary  to  Sec.  56  M.D.L.  Application  denied.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
and  basement  (26  ft.)  in  height,  18  ft.  by  67  ft.  in  area 
at  1st  floor,  18  ft.  by  56  ft.  in  area  at  typical  floor ;  Class  4 
construction ;  erected  in  1923 ;  located  in  a  residence  use,  C 
area,  district ;  used  and  occupied  since  1933  as  follows : 
Basement,  3  furnished  rooms  and  one  community  kitchen ; 
1st  floor,  5  furnished  rooms  and  1  community  kitchen;  2nd 
floor,  3  furnished  rooms  and  one  room  and  kitchen  con¬ 
junctively  occupied;  there  is  no  proposed  change  in  use  or 
occupancy ;  and 

Whereas,  Certificate  of  Occupancy  84861  issued  in  1937, 
permits  the  use  of  the  building  as  follows :  Basement,  stor¬ 
age ;  1st  floor,  one  family;  2nd  floor,  one  family;  and 
Whereas,  Violation  6032-38  issued  November  27,  1938 
by  the  Dept,  of  Housing  and  Buildings,  was  for  occupying 
the  building  as  a  Class  B  multiple  dwelling  in  violation  of 

C. O.  84861-37,  which  permits  the  occupancy  of  two  families; 
and 

Whereas,  the  applicant  contends  that  when  Certificate  of 
Occupancy  84861  was  obtained  for  two  family  use,  the  appli¬ 
cant  was  under  the  impression  owner  and  tenant  would 
occupy  the  premises  and  sublet  rooms  without  cooking  facili¬ 
ties  ;  that  this  arrangement  did  not  work  out  satisfactorily 
and  Application  13065-38  was  filed  and  approved  for 
conversion  of  the  building  to  a  Class  B  multiple  dwelling; 
that  the  owner  complied  with  all  the  requirements  of  the 
Department  of  Housing  and  Buildings,  but  when  it  came 
to  issuing  a  certificate  of  occupancy  and  an  amendment 
was  filed  for  a  minor  change,  it  was  discovered  that  the 
reinstating  of  the  building  as  a  Class  B  multiple  dwelling 
was  done  by  the  Department  in  error ;  that  in  view  of  the 
hardships  and  the  expense  the  owner  went  through  to 
comply  with  the  requirements  of  the  Multiple  Dwelling  Law 
due  to  the  approval  of  Building  Notice  13065-38  by  the 
Department  is  requested  that  Certificate  of  Occupancy 
84861  be  revoked  so  that  the  conversion  originally  approved 
by  the  Department  can  be  granted ;  and 

Whereas,  a  report  of  the  Committee  of  the  Board  reads 
as  follows : 

REPORT  OF  COMMITTEE 

January  25,  1944. 

Re  Cal.  519-43-A 

Premises  622  Ocean  View  Avenue,  Brooklyn. 

This  is  an  appeal  from  a  decision  of  the  Borough 
Superintendent  denying  a  request  to  revoke  Certificate 
of  Occupancy  84861 : — 

1.  The  applicant  states  that  the  building  was  erected  in 
1923.  No  records  to  substantiate  this  have  been  furn¬ 
ished.  The  applicant  stated  verbally,  by  telephone, 
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January  20,  1944,  that  the  original  building  before  ex¬ 
tension  in  1936  was  and  is  frame  and  was  probably 
erected  about  1923  for  two  families. 

2.  In  1929,  under  Alteration  Application  6690,  a  one- 
story  storage  room,  14  ft.  by  18  ft.  6  in.  was  ap¬ 
proved  for  erection  ten  feet  to  the  rear  of  the  build¬ 
ing  in  question.  This  extended  an  existing  cement- 
block  garage  building.  It  was  signed  off  as  being 
completed  June  1,  1929.  This  alteration  indicated  the 
building  on  appeal  as  a  two-family  dwelling,  60  ft. 
in  depth,  w'ith  fifteen  rooms. 

3.  In  1936,  under  Alteration  6105,  tiled  May  5,  1936,  a 
one-story-and-basement  brick  extension  was  permitted 
to  be  erected  on  June  3,  1936,  under  Permit  4951-36, 
to  the  existing  residence  building,  shown  as  existing 
56  ft.  in  depth,  described  as  “frame”  on  the  applica¬ 
tion  and  as  “brick”  on  the  plan  accompanying  the 
application.  The  application  stated  that  building  was 
occupied  as  a  three-family  dwelling  to  be  altered 
by  extension  and  to  be  occupied  as  a  two- family 
dwelling.  Sink  and  gas  range  in  basement  were  pro¬ 
posed  to  be  removed  and  basement  occupied  for 
storage  only;  1st  floor,  one  family;  2nd  floor,  one 
family.  The  Examiner  objected  to  the  extension  as 
not  permissible  under  Section  57  of  the  Multiple 
Dwelling  Law,  having  ascertained  from  the  records 
of  the  Tenement  House  Department  that  the  building 
was  being  occupied,  lawfully  or  not,  for  three  families. 

The  approval  of  this  alteration  and  extension  was 
on  the  proposal  that  the  building  was  to  be  occupied 
for  two  families,  as  under  Section  57  of  the  Multiple 
Dwelling  Law  such  an  extension  w'as  prohibited  to 
a  frame  mulitple  dwelling  where  the  extension  was 
for  more  than  one  room  for  living  purposes  on  any 
floor,  whereas  the  plans  show  two  new  living  rooms 
on  the  first  floor  with  basement  extension  for  storage. 
After  such  extension,  the  building  under  the  Multiple 
Dwelling  Law  could  not  thereafter  be  occupied  law- 
fully  as  a  multiple  dwelling,  irrespective  of  prior 
occupancy. 

4.  There  are  no  records  in  the  Tenement  House  De¬ 
partment  or  the  present  Housing  Division  showing 
that  the  frame  building  was  at  any  time  lawfully 
occupied  as  a  tenement  house  in  conformance  with 
the  Tenement  House  Law.  Inspections  were  made 
by  the  Tenement  House  Department  from  time  to 
time  and  their  records  indicate  that  the  building 
had  illegally  been  occupied  prior  to  the  adoption 
of  the  Multiple  Dwelling  Law  and  thereafter  for 
three  families.  This  occupancy  was  not  permissible 
under  Section  31  of  the  Tenement  House  Law  prior  to 
1929  nor  thereafter  under  Section  56  of  the  Multiple 
Dwelling  Law.  A  complete  survey,  showing  the  room 
arrangement,  was  made  in  1932,  indicating  one  apart¬ 
ment  on  each  of  the  three  floors.  After  the  survey, 
the  owner  was  notified  that  the  building  “is  now 
classified  as  a  heretofore  converted  dwelling”  and 
requiring  the  building  “to  conform  in  its  entirety 
to  the  requirements  of  Article  VI  of  the  Multiple 
Dwelling  Law.”  The  building  was  not  and  could  not 
be  made  to  conform  therewith  because  of  the  frame 
construction  and  other  defects,  and  in  1936  was  altered 
and  extended  and  occupancy  approved  for  two  families. 
In  1938,  the  Borough  Superintendent  found  the  build¬ 
ing  occupied  contrary  to  the  approval  for  a  two-family 
occupancy  under  Certificate  of  Occupancy  84861  of 
1937  and  issued  Violation  6032  of  1938.  Alteration 
Application  14483  of  1938  was  filed  thereafter  “to 
reconvert  present  heretofore  Class  A,  M.D.  into  a 
Class  B,  M.D.,  as  shown  on  plans.”  Objection  was 
raised,  reading:  “frame  building  cannot  be  accepted 
as  a  hereafter  converted  dwelling.”  At  the  suggestion 
of  the  Examiner,  the  application  was  amended  to  read : 
“To  reconvert  as  a  heretofore  converted  dwelling.” 
and  application  was  approved  by  John  T.  Moran. 


Acting  Borough  Superintendent  on  January  4,  1939, 
and  Permit  13065  issued  January  13,  1939.  The  In¬ 
spector,  on  December  27,  1940,  found  that  the  work 
had  not  been  completed  in  accordance  with  the  ap¬ 
proved  plans  and  Violation  6004,  dated  December  30, 
1940,  was  served.  In  1942,  the  owner  was  summoned 
by  the  Borough  Superintendent  “to  show  cause  why 
a  prosecution  should  not  be  commenced.”  The  archi¬ 
tect,  appearing  for  the  owner,  stated  “work  in 
progress.”  A  similar  summons  by  the  Deputy  Hous¬ 
ing  Commissioner  brought  the  response  "Making  an 
appeal  to  Board  of  Standards  and  Appeals  to  set  aside 
Certificate  of  Occupancy  84861  of  1937  (two  family) 
so  that  a  new  Certificate  of  Occupancy  can  be  issued 
for  Class  B.”  On  November  21,  1942,  an  amendment 
was  filed  proposing  further  changes  in  arrange¬ 
ment  by  omitting  public  hall  partition  on  second  story 
rear.  This  resulted  in  a  review  of  the  entire  altera¬ 
tion  and  brought  forth  the  following  basic  objections, 
which  had  apparently  previously  been  overlooked  and 
which  were  issued  on  December  15,  1942: — 

1.  Building  is  not  on  record  as  a  multiple  dwelling. 
Was  removed  from  multiple  dwelling  class  under 
Alteration  Plan  4951-36  —  C.  of  O.  84861. 

2.  Conversion  of  frame  building  to  a  multiple  dwell¬ 
ing  in  violation  of  Section  194  M.D.L.  and  56  M.D.L. 

Reconsideration  was  requested  on  March  3,  1943,  and 
objections  were  repeated  on  the  same  date  as  3  and  4. 
The  applicant  stated : 

“Item  #2. 

Reconsideration  is  respectfully  requested  for  the 
following  reasons : 

When  the  C.  of  Occupancy  #84861/37  for  a  two 
family  was  obtained  by  the  applicant,  he  was  under 
the  impression  that  the  owner  and  tenant  will  occupy 
the  premises  and  sublet  rooms  without  cooking  facil¬ 
ities,  as  permitted  by  law;  but  it  did  not  work  out 
satisfactorily.  Therefore,  application  #13065/38  was 
filed  and  subsequently  approved  by  the  Department  of 
Housing  and  Buildings  for  the  reconversion  of  the 
building  into  a  Class  B,  M.D. 

The  owner  complied  with  all  the  requirements  of 
the  Department  of  Housing  and  Buildings  but  wdien 
the  certificate  of  occupancy  was  to  be  issued  and  an 
amendment  was  filed  for  a  minor  change,  it  was  dis¬ 
covered  that  the  reinstating  to  a  M.D.  was  done  by 
error. 

Considering  all  hardships  and  expense  the  owner 
had  to  go  through  to  comply  with  all  the  M.D.  re¬ 
quirements  and  the  fact  that  this  was  done  by  same 
due  to  the  approval  of  the  conversion  by  the  Depart¬ 
ment,  I  hereby  respectfully  request  the  granting  of 
the  conversion  originally  approved  by  the  Department 
of  Housing  and  Buildings.” 

On  October  22,  1943,  Objection  5  was  added,  read¬ 
ing  : 

“M.D.L.  5 — Premises  non-tenement  under  C.  of  O. 
84861  may  be  revoked  by  Bd.  of  S.  and  Appeals.  In 
view  of  said  Certificate  of  Occupancy,  the  premises 
as  submitted  is  contrary  to  Sec.  56  M.D.L.” 

This  is  the  decision  which  it  is  now  sought  to  review 
in  the  present  appeal. 

The  Committee  finds : 

1.  The  building  was  not  occupied  lawfully  prior  to 
1929  as  a  tenement  house  in  compliance  with  the  require¬ 
ments  of  the  Tenement  House  Law,  particularly  Sec¬ 
tion  31. 

2.  The  building  at  no  time  was  occupied  lawfully  as  a 
rooming  house  in  compliance  with  the  requirements  of 
the  Building  Code  in  force  prior  to  1938,  particularly 
Section  72  of  the  1916  Code. 
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3.  The  Certificate  of  Occupancy  84861-37  was  properly 
issued  after  the  building  was  established  as  a  two-family 
dwelling. 

4.  Irrespective  of  the  above  facts,  the  building  is 
barred  by  Section  57  of  the  Multiple  Dwelling  Law 
from  classification  as  a  “heretofore  converted  building,” 
and  the  suggestion,  if  made  by  the  Examiner,  that  such 
classification  be  claimed,  was  improper. 

5.  Sections  13  and  56  of  the  Multiple  Dwelling  Law 
do  not  contemplate  acceptance  as  a  residence  building 
unlawfully  occupied  and  not  in  compliance  with  law 
prior  to  April  18,  1929,  namely,  the  Tenement  House 
Law  which  governed  buildings  for  three  or  more  families 
living  and  cooking  on  the  premises  and  the  building 
Code  which  governed  lodging  and  rooming  houses.  The 
Multiple  Dwelling  Law  does  not  provide  for  the  legaliza¬ 
tion  of  frame  buildings  as  multiple  dwellings  when  such 
buildings  were  not  occupied  in  conformance  with  the 
requirements  in  force  prior  to  the  approval  of  that  law 
by  the  Governor  on  April  18,  1929.  Such  types  of  build¬ 
ings,  formerly  unlawfully  occupied,  as  the  law  intended 
to  be  legalized,  are  specifically  provided  for.  The  Legis¬ 
lature  has  consistently,  since  1929,  rejected  amendments 
aiming  to  legalize  or  permitting  frame  buildings  to  be 
converted  to  multiple  dwellings.  Section  56  of  the 
Multiple  Dwelling  Law  has  not  been  modified  as  to 
legalizing  frame  dwellings.  The  latest  expression  of 
this  legislative  intent  is  tound  in  the  Governor’s  mes¬ 
sage  oi  approval  of  the  amendment  to  Section  12  of  the 
Multiple  Dwelling  Law  by  Chapter  763  of  the  Laws  of 
1942,  which  permitted  one  or  two-family,  fireproof  or 
non-fireproof  dwellings  under  certain  conditions  to  be 
converted  to  Multiple  Dwellings  if  erected  prior  to  Octo¬ 
ber  15,  1942.  The  Governor,  in  making  the  recommenda¬ 
tion  of  the  Mayor  part  of  his  message,  stated,  in  part : 
“The  amendment  is  so  drawn  as  to  be  consistent  with 
safety,  for  it  applies  only  to  fireproof  and  non-fireproof 
dwellings.  This  does  not  include  frame  dwellings.” 

6.  This  building  can  be  lawfully  occupied  only  as  a 
two-family  dwelling  when  occupied  in  conformance  with 
the  Certificate  of  Occupancy  84861  of  1937.  It  cannot 
lawfully  be  accepted  as  in  compliance  with  the  Multiple 
Dwelling  Law  as  the  building  is  presently  constructed 
as  a  Class  A  or  Class  B  heretofore  or  hereafter  con¬ 
structed  or  converted  Multiple  Dwelling.  If  it  could  be, 
there  would  be  no  point  in  revoking  the  Certificate  of 
Occupancy  for  a  superseding  certificate  can  be  issued 
by  the  Borough  Superintendent  if  all  requirements  of 
law  are  met. 

7.  The  decision  of  the  Borough  Superintendent,  in 
refusing  to  vacate  Certificate  of  Occupancy  84861-37 
should  be  affirmed  and  the  appeal  denied,  and  steps 
should  be  taken  as  provided  by  law  to  enforce  compliance 
with  the  requirements  in  accordance  with  the  Certificate 
of  Occupancy. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

FRANK  MURPHY, 

Deputy  Chief,  Fire  Department. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  B.  N.  Applic.  13065-38,  objection  5,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


617-43-A 

APPLICANT — Hydrawmatic  Machine  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner  and  a  decision  of  the  acting  borough 
superintendent. 


PREMISES  AFFECTED — 406-408  Concord  avenue  and 
750  East  144th  (St.  Joseph)  street,  southeast  corner 
(Basement  and  1st  floor)  ;  (Block  2574,  Lot  79), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Louis  Santangelo  and  Eli  Maxon. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Insp.  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (617-43-A) 


Whereas,  Hydrawmatic  Machine  Corporation,  owner, 
filed  December  20,  1943,  an  appeal  from  an  order  of  the  fire 
commissioner  and  a  decision  of  the  borough  superintendent, 
affecting  premises  406-408  Concord  avenue  and  750  East 
144th  street  (St.  Joseph)  street,  southeast  corner  (Base¬ 
ment  and  1st  floor)  ;  (Block  2574,  Lot  79),  Borough  of 
The  Bronx ;  and 

Whereas,  Order  18924-LF,  issued  by  the  fire  commis¬ 
sioner,  August  25,  1943,  and  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  December  15,  1943,  reads: 

“4.  Arrange  the  screens  on  all  windows  on  the  1st 
story  and  basement  so  as  to  be  readily  movable  or  re¬ 
movable  from  both  sides  in  such  a  manner  as  to  afford 
the  free  and  unobstructed  use  of  such  windows  for  the 
purpose  of  egress.  Sec.  272,  Labor  Law.” 

and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  21,  1944,  on  Alt.  Applic.  5-44,  reads: 

“1.  Windows  in  factory  building  may  not  be  ob¬ 
structed  by  stationary  bars  or  screens  same  prohibited 
by  Sec.  272,  subdivision  3  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (25  ft.),  in  height,  50  ft.  by  100  ft.  in  area;  of  Class 
3  construction  ;  erected  1925,  located  in  an  unrestricted  use, 
B  area  district  and  used  since  1926  as  a  tool  and  die  room 
on  the  1st  floor,  22  persons,  office  and  machine  shop  on  the 
second  floor,  30  persons  ;  that  it  is  proposed  to  be  used  and 
occupied — 1st  floor,  tool  and  die  room,  22  persons  ;  2nd  floor, 
tool  and  die  room,  30  persons ;  that  the  building  is  equipped 
with  a  standpipe  system,  two  44  in.  interior  stairs  enclosed 
in  brick  equipped  with  metal  doors  which  are  not  self-closing 
and  that  both  stairs  lead  to  street,  but  not  to  roof ;  and 

Whereas,  Violation  No.  2605  was  issued  July  20,  1943, 
for  obstructing  windows  by  stationary  grating;  and 

Whereas,  the  applicant  contends  that  there  are  42  exterior 
screened  windows  affected;  that  these  screens  were  installed 
during  1942  in  compliance  with  recommendations  by  the 
Headquarters,  Metropolitan  Military  District,  Second  Service 
Command  of  the  U.  S.  Army,  as  a  necessary  precaution 
against  sabotage ;  that  the  screens  will  be  removed  as  soon 
as  the  emergency  is  over ;  and 

Whereas,  the  applicant  has  filed  copy  of  recommedation 
of  the  Plant  Security  Officer,  U.  S.  Army,  recommending 
that  the  screens  in  question  be  secured  to  the  building  in  such 
a  manner  that  they  cannot  be  opened  from  the  outside. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  z>ariation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
December  15,  1943,  Objection  4,  and  the  decision  of  the  bor¬ 
ough  superintendent,  acting  on  Alt.  Applic.  5-44,  Objection 
1,  and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  the  existing  exits  as  shown  from  basement 
and  first  floor  shall  be  maintained ;  that  the  screens  shall  be 
continued  only  during  the  term  of  the  present  emergency 
and  for  not  more  than  one  ( 1 )  year  thereafter ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 
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2-44-A 

APPLICANT — Robert  L).  Kohn  and  John  J.  Knight,  Asso¬ 
ciated  Architects,  for  R.  H.  Macy  and  Co.,  Inc., 
owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 47-09  30th  (Orton)  street, 
southeast  corner  of  47th  (Nelson)  avenue  (Block 
283,  Lots  1  and  38),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  John  J.  Knight. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

!  THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

|  THE  RESOLUTION  (2-44-A) 


Whereas,  Robert  D.  Kohn  and  John  J.  Knight,  for  R.  H. 
Macy  and  Company,  owner,  filed  December  31,  1943,  an 
appeal  from  orders  and  decision  of  the  fire  commissioner, 
affecting  47-09  30th  (Orton)  street,  southeast  corner  47th 
(Nelson)  avenue  (Block  283,  Lots  1  and  38),  Long  Island 
I  City,  Borough  of  Queens;  and 

Whereas,  Order  11010-LF,  issued  by  the  fire  commis¬ 
sioner  August  10,  1943,  reads: 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals,  as  per  approved  plan  370Q. 
Section  279  of  the  Labor  Law.” 

and 

Whereas,  Order  11011  -LF,  issued  by  the  fire  commissioner 
!  August  10,  1943,  reads: 

“An  inspection  of  the  premises  4701-21  30th  street, 
Long  Island  City,  Borough  of  Queens,  shows  that  a  fire 
drill  should  be  established  and  maintained  therein  accord¬ 
ing  to  the  requirements  of  Section  279  of  the  Labor 
Law.” 

(  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
December  27,  1943,  reads: 

“In  response  to  your  request  for  reissuance  of  orders 
Nos.  11010-LF  and  1101 1  -LF  affecting  above  mentioned 
premises,  please  be  advised  that  it  is  not  the  policy  of 
this  Department  to  reissue  orders.  This  decision  will  be 
accepted  as  a  basis  for  your  appeal  to  the  Board  of 
Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1,  2 
and  6  stories  (70  ft.  3  in.),  in  height;  382  ft.  by  94  ft.  in 
area  at  first  floor; -138  ft.  by  94  ft.  in  area  at  typical  iloor; 
of  Class  1  and  3  construction;  erected  1919,  1920  and  1925; 
located  in  an  unrestricted  use  district  and  occupied  as  a 
warehouse,  pipe  shop  and  crane  shed ;  that  it  is  proposed 
to  be  occupied  as  follows:  1st  floor,  receiving,  shipping,  stor¬ 
age  and  mattress  manufacturing,  80  persons ;  2nd  floor,  drug 
factory,  lockers  and  storage,  37  persons ;  3rd  floor,  manu¬ 
facturing  drugs,  37  persons ;  4th  floor,  manufacturing  drugs, 
31  persons ;  5th  floor,  laboratory  and  manufacturing  drugs, 
20  persons;  6th  floor,  coffee  grinding  and  storage,  12  per- 
[  sons ;  that  the  building  is  equipped  with  a  standpipe  system 
and  that  fire  drills  are  maintained ;  that  there  are  two  3  ft. 
8  in.  reinforced  concrete  stairways  enclosed  in  6  in.  terra 
cotta  walls  equipped  with  metal  covered  self-closing  doors 
leading  from  roof  to  street  in  the  6th  story  portion  and  there 
are  two  stairways  in  the  two-story  portion ;  and 

Whereas,  the  applicant  contends  that  under  date  of  April 
21,  1943,  an  application  was  filed  with  the  War  Production 
Board  for  the  materials  required  to  complete  the  alterations 
to  the  building;  that  this  application  included  materials  to 
install  a  sprinkler  and  fire  alarm  system  throughout  the 
building;  that  the  owner  was  directed  by  the  Board  under 


Cal.  No.  815-42-A  to  make  application  for  materials  for  a 
sprinkler  system  for  the  one-story  section ;  that  the  appli¬ 
cation  included  additional  sprinkler  equipment  for  the  two- 
story  and  six-story  sections  as  well  as  for  fire  alarm  system 
for  all  sections  of  the  building,  in  order  to  secure  maximum 
ocqupancy ;  that  the  application  for  priorities  was  denied  by 
the  War  Production  Board  May  21,  1943;  that  the  Building 
Department  approved  plans  on  condition  that  a  fire  alarm 
or  sprinkler  system  be  installed  in  the  six-story  section ; 
that  at  present,  the  owner  is  operating  a  temporary  fire  alarm 
system,  consisting  of  a  gong  on  each  floor  and  a  control 
switch  located  at  the  entrance  to  the  building  at  the  street 
level ;  that  a  uniformed  officer  is  stationed  near  the  switch 
at  all  times  during  business  hours  and  instructed  to  sound 
an  alarm  upon  notification  by  telephone  or  messenger  and 
after  sounding  the  alarm,  to  proceed  to  the  nearest  Fire 
Department  street  box,  approximately  200  ft.  distant,  and 
send  in  an  alarm;  that  fire  drills  are  conducted  with  this 
equipment;  that  it  is  requested  that  the  Board  accept  this 
temporary  arrangement  until  such  time  as  materials  are 
available  for  an  approved  fire  alarm  system. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  orders  of  the  fire  commissioner  and  that  the 
appeal  be  and  it  hereby  is  granted  as  to  Order  11010-LF, 
objection  1,  on  condition  that  an  interior  electric  fire  alarm 
system  in  accordance  with  requirements  therefor  shall  be  in¬ 
stalled  as  soon  as  the  material  is  available,  and  in  the  mean¬ 
time,  the  improvised  fire  alarm  as  proposed  shall  be  main¬ 
tained,  and  fire  drills  shall  be  maintained  in  accordance  with 
the  requirements  and  under  the  supervision  of  a  certified 
drill  conductor;  as  to  Order  11011-LF,  that  the  fire  drills 
shall  be  maintained  in  accordance  with  requirements  therefor 
and  temporarily  in  accordance  with  this  resolution  until  the 
interior  electric  fire  alarm  system  as  required  by  resolutions 
is  installed. 


25-44-A 

APPLICANT — Durkee  Famous  Foods  (Division  of  The 
Glidden  Company),  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 45-10  94th  street  (formerly 
known  as  82-112  Corona  avenue),  west  side,  100  ft. 
north  of  Corona  avenue  (Block  1600,  Lot  4),  Elm- 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  E.  B.  Nitchie. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (25-44-A) 


Whereas,  Durkee  Famous  Foods  (Division  of  The  Glid¬ 
den  Company),  owner,  filed  January  7,  1944,  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises 
45-10  94th  street  (82-112  Corona  avenue),  west  side,  100  ft. 
north  of  Corona  avenue  (Block  1600,  Lot  4),  Elmhurst 
Borough  of  Queens ;  and 

Whereas,  Order  11654-LF,  issued  by  the  fire  commissioner 
December  8,  1943,  reads: 

“5.  Disconnect  all  1  ha-inch  hose  connections  from 
sprinkler  risers  on  all  stories.  Board  of  Standards  and 
Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  (52  ft.),  in  height;  100  ft.  by  400  ft.  in  area;  of 
Class  1  construction;  erected  1917;  located  in  an  unrestricted 
use  district  and  used  throughout  for  manufacturing  of  food 
products ;  that  the  building  is  equipped  with  a  two-source 
sprinkler  system,  a  standpipe  system  five  3  ft.  8  in.  wide 
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interior  fireproof  stairs  leading  from  roof  bulkhead  directly 
to  the  street;  and 

Whereas,  Certificate  of  Occupancy  445,  was  issued  No¬ 
vember  27,  1917,  permitting  the  use  of  the  building  through¬ 
out  as  factory  with  no  persons  stated  thereon ;  and 

W  hereas,  the  applicant  contends  that  the  hose  connections 
were  installed  at  the  time  the  building  was  erected  and  are 
shown  on  the  Factory  Insurance  Association’s  Survey  made 
in  1923;  that  the  insurance  company  recommends  the  hose 
connections  be  retained  as  added  protection  in  case  of  fire; 
that  the  connections  on  the  5-in.  riser  comprise  only 

7%  of  the  area  of  the  riser  and  therefore  are  not  sufficient 
to  appreciably  diminish  pressure  in  the  sprinkler  system  in 
the  event  of  fire ;  that  it  is  therefore  requested  that  Board 
permit  the  continuance  of  the  existing  hose  lines  as  part  of 
the  fire  protection  system ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  communica¬ 
tion  dated  January  5,  1944  from  the  Factory  Insurance  Asso¬ 
ciation,  recommending  the  hose  connections  in  question  be 
retained  and  stating  that  they  are  not  detrimental  to  the 
present  sprinkler  system. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  11654-LF,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
one  and  a  half  (1 1/2)  inch  hose  connections  (stated  by  the 
applicant  to  be  one  and  a  quarter  (1*4)  inch  hose  connec¬ 
tions)  from  the  sprinkler  risers  on  all  stories  may  be  con¬ 
tinued,  on  condition  that  in  all  other  respects,  the  sprinkler 
system  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  such  hose  connection  shall  be  used 
only  when  required  for  fire  protection ;  that  valves  at  the 
risers  at  such  hose  connections  shall  be  tight  and  kept  closed ; 
that  a  metal  sign  shall  be  attached  at  each  of  such  valves 
stating  these  hose  connections  shall  be  used  for  fire  protection 
purposes  only. 


3 1-44- A 

APPLICANT — FI.  E.  Florwood,  for  Mutual  Life  Insurance 
Co.,  and  754  Fifth  Avenue,  Inc.,  owners,  (Bergdorf- 
Goodman  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PRFIMISES  AFFECTED — 748-756  5th  avenue,  west  side, 
85  ft.  5  in.  north  of  West  57th  street  and  2  West 
58th  street  (Block  1273,  Lots  38-42),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  E.  Horwood. 

For  Administration  :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (31-44-A) 


Whereas,  H.  FT  Horwood,  for  Mutual  Life  Insurance 
Company  and  754  Fifth  Avenue,  Incorporated,  owners 
(Bergdoff-Goodman  Inc.,  lessee),  filed  January  12,  1944,  an 
appeal  from  an  order  of  the  fire  commissioner  affecting  748- 
756  Fifth  avenue,  west  side,  85  ft.  5  in.  north  of  West  57th 
street  and  2  West  58th  street  (Block  1273,  Lots  38-42), 
Borough  of  Manhattan ;  and 

Whereas,  Order  36066-LC,  issued  by  the  fire  commis¬ 
sioner  September  29,  1943,  and  repeated  in  a  decision  of 
the  fire  commissioner  dated  December  14,  1943,  reads  : 

“With  reference  to  your  application  of  recent  date 
for  a  permit  to  maintain  a  technical  establishment 
(storage  and  use  of  a  mineral  oil  for  cleaning)  at  the 
above  premises,  I  regret  to  inform  you  that  this  de¬ 
partment  is  without  power  to  grant  such  a  permit  for 
the  reason : 


Premises  are  not  equipped  with  the  facilities  as  pro¬ 
vided  for  in  Section  C19-78.0a  and  79.0a,  Article  13, 
New  York  City  Administrative  Code,  to  carry  on  such 
work. 

YOU  ARE  THEREFORE,  HEREBY,  ADVISED 
TO: 

1.  Discontinue  the  act  or  process  of  washing  or 
immersing  in  a  mineral  oil  or  liquid,  a  garment,  fabric, 
fibre,  article  or  substance  for  the  purpose  of  cleaning 
or  dyeing  it  on  these  premises.  Sec.  Cl 9-13 1.0  Art.  23 
of  the  Adm.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  6  stories, 
(84  ft.  5  in.)  in  height,  30  ft.  by  73  ft.  3  in.  in  area  (No. 
748  only)  of  Class  1  construction;  erected  1928  and  located 
in  a  restricted  retail  use  district  and  used  and  occupied  as 
follows :  cellar,  storage,  5  persons ;  1st  floor,  retail  shoe 
department,  18  persons ;  2nd  floor,  beauty  parlor,  18  per¬ 
sons  ;  3rd  floor,  alteration  department,  28  persons ;  4th 
floor,  offices  and  stock  room,  18  persons ;  5th  floor,  offices, 
15  persons;  6th  floor,  cleaning  and  dyeing  department,  5 
persons ;  that  no  change  in  use  or  occupancy  is  proposed  ; 
that  the  building  is  equipped  with  a  two  source  approved 
sprinkler  system,  a  standpipe  system,  two  44  in.  interior 
stairs,  constructed  of  steel  witli  cement  treads  having  fire¬ 
proof  enclosures,  equipped  with  fireproof  self-closing  doors 
and  extending  from  roof  bulkhead  directly  to  the  street; 
and 

Whereas,  Certificate  of  Occupancy  24981  issued  August 
8,  1939,  on  Alt.  Applic.  2120  of  1936,  describes  the  building 
as  stores  and  factory  and  permits  the  use  of  Unit  F  (748 
Fifth  Avenue)  as  stores  and  factory;  that  the  building  was 
located  in  a  business  use  district  at  the  time  of  issuance  of 
this  certificate  of  occupancy ;  and 

Whereas,  the  applicant  contends  that  this  appeal  applies 
to  the  cleaning  and  dyeing  department  of  Bergdorf-Good- 
man  Company,  located  on  the  6th  story  of  No.  748  5th 
avenue ;  that  the  work  carried  on  consists  of  cleaning  or 
re-dyeing  garments  from  the  lessee’s  retail  stock  which 
might  become  soiled  from  display  or  handling ;  that  there 
are  never  more  than  20  garments  handled  in  any  one  day ; 
that  no  cleaning  or  dyeing  is  done  for  outsiders ;  that  the 
cleaning  fluid  used  is  mineral  spirits  manufactured  by  the 
D.  H.  Litter  Company  and  subject  to  Certificate  of  Ap¬ 
proval  No.  77 9  issued  by  the  fire  commissioner;  that  the 
flash  point  is  about  106  deg.  F. ;  that  the  system  consists 
of  two  (Easy)  washing  machines  and  two  filters;  that  the 
washing  machines  are  of  the  type  used  for  household  pur¬ 
poses  and  are  equipped  with  explosion-proof  motors ;  that 
the  machines  are  fed  by  a  pump  equipped  with  a  motor 
approved  for  hazardous  locations ;  that  a  settling  tank 
and  two  steel  drums  are  located  on  the  fireproof  roof  of 
No.  750  5th  avenue;  that  into  one  of  these  steel  drums  the 
fluid  is  pumped  from  the  cleaning  department  and  from 
there  to  the  settling  tank  by  a  pump  on  the  roof,  which 
is  also  equipped  with  an  approved  motor ;  that  the  fluid 
is  run  off  from  the  settling  tank  into  a  steel  drum  for 
reuse  as  needed  in  the  cleaning  department ;  that  the  piping 
between  the  two  levels  is  on  the  exterior  of  the  building 
at  the  rear ;  that  the  washers  and  filters  on  the  6th  story 
of  No.  748  have  a  combined  capacity  of  about  45  gallons 
and  the  entire  system  uses  not  more  than  75  gallons  at 
any  one  time:  that  the  buildings  are  fireproof,  equipped 
with  sprinkler  and  standpipe  system ;  that  the  interior 
stairs  are  fireproof;  that  there  is  a  fire  Unver  balcony  at 
rear  which  connects  to  fire  tower  at  No.  752  5th  Avenue; 
that  there  is  no  connection  on  the  6th  story  with  any  of 
the  other  portions  of  the  building;  that  there  are  three 
windows  at  front  and  three  at  rear  for  through  ventilation ; 
that  this  cleaning  department  was  formerly  located  on  the 
top  story  of  No.  752  but  was  changed  to  its  present  location 
in  1940  and  the  Fire  Department  has  issued  annual  permits 
for  about  12  years  without  any  question  being  raised  until 
the  present  application  for  renewal. 
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Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  36066-LC,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  equipment  as  proposed,  shall  be  main¬ 
tained  and  to  the  satisfaction  of  the  fire  commissioner ; 
that  the  cleaning  work  shall  be  confined  solely  to  materials 
or  garments  soiled  in  operation  in  the  establishment  and 
maintained  as  required  in  the  zoning  resolution  as  an 
accessory  to  the  primary  use;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto,  other  than  as  modified 
by  the  Board  under  Cals.  781-27-S  and  904-27-S  ;  that  the 
person  in  charge  of  the  equipment  shall  hold  a  certificate 
of  fitness  and  that  this  variance  shall  apply  to  the  present 
occupant  only. 


34-44-A 

APPLICANT — William  O.  Staber,  for  Welsh  Brothers 
Contracting  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 31-31  Thomson  avenue,  north 
side,  100  ft.  west  of  Van  Dam  street  (Block  275, 
Lot  6),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  O.  Staber. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy  .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (34-44-A) 


Whereas,  William  O.  Staber,  for  Welsh  Brothers  Con¬ 
tracting  Co.,  Inc.,  owner,  filed  January  13,  1944,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  31-31  Thomson  avenue,  north  side,  100  ft.  west  of 
Van  Dam  street  (Block  275,  Lot  6),  Long  Island  City, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  20,  1943  on  Alt.  Applic.  1590-43  reads: 

“1.  Sec.  270  of  Labor  Law  requires  two  remote  exits 
from  1st  and  2nd  floors,  exit  doors  to  swing  in  direction 
of  egress  and  exit  doors  to  be  at  least  44  in.  wide. 

2.  Second  floor  construction  is  weak,  strengthen  floor 
to  carry  120  lbs.  per  sq.  ft.  liveload  as  per  Sec. 
C26-345.0.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (25  ft.  6  in.)  in  height,  60  ft.  by  100  ft.  in  area 
at  1st  floor,  60  ft.  by  26  ft.  in  area  at  second  floor,  of  class 

3  construction,  jerected  in  1924,  located  in  an  unrestricted 
use  district  and  used  and  occupied  since  1939  as  follows : 
cellar,  boiler  room;  1st  floor,  garage,  50  persons;  2nd  floor, 
factory  and  office,  25  persons,  for  which  Certificate  of  Occu¬ 
pancy  9886  was  issued  May  5,  1924  on  N.  B.  Applic.  116-24, 
permitting  the  use  of  the  1st  floor  as  garage  and  2nd  floor 
as  factory  and  office  with  60  lbs.  liveload,  number  of  occu¬ 
pants  not  stated ;  and  proposed  to  be  used  and  occupied  as 
follows  :  cellar— boiler  room ;  1st  floor,  factory  and  welding 
shop,  50  persons  ;  2nd  floor,  manufacturing  thermometers  and 
office,  12  persons ;  that  the  building  is  equipped  with  one 

4  ft.  wide  metal  stairs  enclosed  in  6  inch  terra  cotta  block, 
equipped  with  fireproof  self-closing  doors;  and 

Whereas,  the  applicant  contends  that  on  January  1,  1939, 
the  first  floor  occupancy  was  changed  to  a  welding  shop 
and  the  2nd  floor  was  leased  to  a  manufacturer  of  thermom¬ 
eters  and  this  occupancy  is  still  in  effect;  that  Violation 
3952  was  issued  January  2,  1943,  for  occupying  the  2nd  floor 
as  a  factory  with  only  one  means  of  egress  in  violation  of 
Section  270  of  the  Labor  Law :  that  in  order  to  comply 
with  said  violation,  Alteration  Application  1590-43  was  filed: 
that  the  building  is  in  compliance  with  the  use  permitted 


under  the  original  Certificate  of  Occupancy  for  the  2nd 
floor,  the  only  change  being  the  occupancy  of  the  first  floor ; 
that  the  existing  egress  consists  of  a  fireproof  stairway  lead¬ 
ing  directly  to  the  street  with  a  second  means  of  egress 
to  the  roof  over  the  first  floor,  as  indicated  on  plans  filed 
with  this  appeal ;  that  there  is  an  unobstructed  driveway 
adjoining  the  building  to  the  east,  permitting  ready  egress 
from  all  parts  of  the  roof  and  it  is  therefore  requested  that 
a  variation  of  Section  270  of  the  Labor  Law  and  Section 
C26-345.0  of  the  Administrative  Code  be  granted  to  permit 
the  occupancy  of  the  premises  to  continue  as  now  existing. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1590-43,  and  that  the  application  be 
and  it  hereby  is  granted  as  to  Objection  1,  on  condition  that 
the  doors  leading  to  Thomson  avenue  through  the  office 
space  shall  be  made  to  swing  in  the  direction  of  exit;  as  to 
Objection  2,  that  factory  work  on  the  second  floor  shall  at 
no  time  exceed  a  loading  of  60  lbs.  per  superficial  foot ;  and 
such  manufacturing  shall  be  mainly  with  hand  tools  and  no 
machinery  shall  be  employed  other  than  light  bench 
machinery;  that  a  second  means  of  exit  from  such  second 
story  shall  be  maintained  by  means  of  a  door  opening  in 
the  direction  of  exit  leading  to  roof  from  which  exit  to  the 
side  driveway  may  be  had  as  proposed  by  means  of  a  loose 
ladder  of  sufficient  length  to  reach  from  the  parapet  to  the 
driveway ;  that  the  door  from  the  2nd  floor  to  the  stairway 
leading  to  street  shall  also  swing  in  the  direction  of  exit : 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 


37-44-A 

APPLICANT — Lama  and  Proskauer,  for  Dunne  Holding 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 308-310  Livingston  street,  south 
side,  224  ft.  \VA  in.  west  of  Nevins  street  (2nd 
floor)  ;  (Block  166,  Lot  25),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (37-44-A) 


Whereas,  Lama  and  Proskauer,  for  Dunne  Holding  Cor¬ 
poration,  owner,  filed  January  14,  1944  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
308-310  Livingston  street,  south  side,  224  ft.  11  'A  in.  west 
of  Nevins  street  (Block  166,  Lot  25),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  10,  1944,  on  Alt.  Applic.  2454-42,  reads: 

“1.  Proposed  occupancy  as  meeting  rooms  on  2d  floor 
of  3  story  class  3  constructed  bldg,  is  contrary  to  2-1 -3-5 
and  4-2-1  of  the  Code. 

3.  Provide  exits  adequate  to  accommodate  floor  area, 
as  per  6-1 -2-3. 

4.  Stair  construction  to  comply  with  6-4- 1-7-1. 

5.  Stair  to  continue  to  roof  6-4-1-11.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (35  ft.)  in  height,  43  ft.  9  in.  by  70  ft.  in  area 
at  1st  floor,  43  ft.  9  in.  by  60  ft.  in  area  at  typical  floor, 
of  class  3  construction,  erected  in  1910,  located  in  a  business 
use.  B  area  district  and  used  and  occupied  as  follows  :  cellar, 
ordinary ;  1st.  floor,  2  stores  ;  2nd  floor,  2  stores  and  offices, 
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5U  persons ;  3rd  floor,  two  meeting  rooms,  1UU  persons ;  and 
proposed  to  be  used  and  occupied  as  follows :  cellar,  same ; 
1st  floor,  same;  2nd  floor,  2  meeting  rooms,  1U0  persons; 
3rd  floor,  same ;  that  the  building  is  equipped  with  one 
0  ft.  2  in.  wide  iron  stairs  enclosed  in  fire-retarded  parti¬ 
tions  with  hardwood  self-closing  doors  and  extending  trom 
street  to  roof  and  two  fire  escapes  at  the  rear  which  do  not 
extend  to  roof  and  which  terminate  at  adjacent  robfs,  at  the 
2nd  story  level ;  and 

Whereas,  Certificate  of  Occupancy  82542  issued  May  27, 
1937,  permits  the  use  of  the  building  as  it  exists  and 

describes  the  capacity  of  floors  as  120  lbs.  per  superficial 
foot ;  and 

Whereas,  the  applicant  contends  that  the  change  in  use 
of  the  2nd  floor  to  meeting  rooms  is  not  hazardous,  as  the 
present  6  ft.  2  in.  wide  iron  stairway  has  a  capacity  more 
than  sufficient  to  cover  the  additional  number  of  persons  to 
occupy  the  2nd  floor ;  that  the  present  stairhall  enclosure  is 
2  in.  by  4  in.  studs  fire-retarded  with  4  inches  of  rock 
wool,  ceilings  are  fire-retarded  with  metal  lath  and  two 

coats  of  Portland  cement  mortar,  stairs  lead  directly  to  the 
street;  that  as  a  second  means  of  egress  there  are  two  fire 
escapes  leading  to  roofs  of  adjacent  building  through 
which  egress  can  be  had  to  street;  that  the  cellar  ceiling 
is  fire-retarded  with  metal  lath  and  two  coats  of  Portland 
cement  and  all  partitions  in  the  cellar  are  4  inch  fireproof 
blocks ;  that  in  view  of  the  fact  that  the  3rd  floor  is 
occupied  for  public  assembly,  the  inclusion  of  the  2nd 
floor  for  such  use,  would  be  within  the  height  limitations 
for  a  2  story  non-fireproof  building  and  it  is  therefore 
requested  that  this  application  be  granted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  January  10,  1944  on  Alt.  Applic.  2454-42  be  and  it 

hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 

granted  as  to  Objection  1  on  condition  that  the  building 
shall  not  be  increased  in  height  or  occupancy;  as  to  Objec¬ 
tion  3,  that  the  existing  exits  as  described,  consisting  of  a 
primary  means  of  exit  and  two  exterior  fire  escapes  as 
shown  on  plans  filed  with  the  borough  superintendent,  shall 
be  maintained;  as  to  Objection  4,  that  the  existing  stairway 
shall  be  maintained  at  its  present  width  and  to  the  satis¬ 
faction  of  the  borough  superintendent;  as  to  Objection  5, 
that  the  continuation  of  the  main  stair  to  roof  may  be 
waived,  provided  the  exterior  fire  escapes  as  shown  are  main¬ 
tained  ;  that  the  carrying  capacity  of  the  2nd  and  3rd  floors 
shall  be  not  less  than  120  lbs.  per  superficial  foot;  that  the 
requirements  of  Local  Law  29  shall  be  complied  with  and 
the  occupancy  above  the  street  floor  shall  not  exceed  100 
persons  as  proposed  on  each  of  the  2nd  and  3rd  floors ;  that 
the  cellar  ceiling  shall  be  fire-retarded  and  the  interior  stair 
enclosing  partition  shall  be  of  fire-retarded  construction  as 
described  and  the  soffits  of  the  floors  of  such  stairhalls 
shall  be  protected  with  metal  lath  and  cement  plaster ;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  other  laws,  rules  and  regulations  applicable  thereto. 


38-44-A 

APPLICANT- — Henry  George  Greene,  for  Jennie  Yablon 
and  Mildred  Rosenberg,  owners  (Dandy  Dainties 
Corp.,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 640  Broadway,  and  64-66 
Bleecker  street,  southeast  corner  (2nd  floor)  ; 
(Block  522,  Lot  14)  ;  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 


THE  RESOLUTION  (38-44-A) 

Whereas,  Henry  George  Greene,  for  Jennie  Yablon  and 
Mildred  Rosenberg,  owners  (Dandy  Dainties  Corp.,  lessee), 
filed  January  12,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  64U  Broadway 
and  64-66  Bleecker  street,  southeast  corner  (Block  522,  Lot 
14),  Borough  of  Manhattan;  and 

Whereas',  the  decision  of  the  borough  superintendent  dated 
January  10,  1944  on  amendment  to  Alt.  Applic.  1002-43, 
reads : 

“2.  Proposed  use  for  2nd  floor  from  office  to  manu¬ 
facturing  is  contrary  to  the  conditions  set  down  by 
resolution  of  the  Bd.  of  S.  &  A.  Cal.  174-34-S.” 

and 

Whereas,  the  applicant  states  that  the  building  is  9 
stories  (122  ft.)  in  height,  25  ft.  by  196  ft.  in  area,  of  class 
1  construction,  erected  in  1896,  located  in  an  unrestricted  use, 
B  area  district  and  used  and  occupied  as  follows  :  sub-cellar, 
boiler  room,  2  persons;  cellar,  storage,  2  persons;  1st  tloor, 
stores,  25  persons ;  2nd  floor,  offices,  45  persons ;  3rd  floor, 
manutacturing  toweling  and  window  cleaning  items,  45  per¬ 
sons  ;  4th  floor,  manutacturing  millinery,  45  persons ;  5th 
floor,  offices,  45  persons;  6th  floor,  offices,  45  persons;  7th 
and  8th  floors,  manufacturing  gloves,  45  persons  each  floor ; 
9th  floor,  manufacturing  shoes,  45  persons,  and  proposed 
to  be  used  and  occupied  as  follows :  sub-cellar,  same ;  cellar, 
same ;  1st  floor,  same ;  2nd  floor,  manufacturing  and  pack¬ 
aging  of  confections,  45  persons;  3rd  floor,  same;  4th  floor, 
same ;  5th  floor,  offices  and  showrooms,  45  persons ;  6th 
floor,  offices  and  showrooms,  45  persons  ;  7th  and  8th  floors, 
same;  9th  floor,  same;  that  the  building  is  equipped  with 
a  standpipe  system  and  with  a  sprinkler  system  in  the 
cellar  and  sub-cellar  only,  an  interior  fire  alarm  system  and 
that  fire  drills  are  maintained;  that  there  are  two  stairways 
of  steel  construction  enclosed  in  4  inch  terra  cotta  blocks, 
plastered  both  sides,  equipped  with  kalamein  self-closing 
doors  and  extending  to  the  street,  one  of  which  extends  to 
the  roof ;  that  one  of  these  stairs  is  3  ft.  6  in.  wide  and  the 
other  3  ft.  wide ;  that  there  is  also  one  fire  escape  on  the 
Bleecker  street  front  of  the  building,  extending  from  top 
story  to  street  with  drop  ladder  from  lowest  balcony ;  and 

Whereas,  Violation  7327  was  issued  August  17,  1943,  for 
occupying  the  2nd,  5th  and  6th  floors  as  a  factory  contrary 
to  Certificate  of  Occupancy  19866  and  the  provisions  of  the 
resolution  of  the  Board  under  Cal.  174-34-S ;  and 

Whereas,  Certificate  of  Occupancy  19866  issued  Septem¬ 
ber  24,  1934,  describes  the  building  as  fireproof  construction 
having  150  lb.  liveload  throughout  and  permits  its  use  and 
occupancy  as  follows :  cellar,  boiler  room ;  basement,  stor¬ 
age;  1st  floor,  stores,  25  persons;  2nd  floor,  offices,  45  per¬ 
sons  ;  3rd  and  4th  floors,  manufacturing,  45  persons  each 
floor,  5th  and  6th  floors,  offices,  45  persons  each  floor ;  7th, 
8th  and  9th  floors,  manufacturing,  45  persons  each  floor ;  and 

Whereas,  the  applicant  contends  that  under  Cal.  174-34-S, 
the  Board  permitted  manufacturing  on  the  3rd,  4th,  7th,  8jh 
and  9th  floors  ;  that  manufacturing  was  not  then  requested 
for  the  2nd  floor ;  that  at  the  present  time,  the  2nd  floor 
is  identical  with  the  other  floors  which  are  used  for  manu¬ 
facturing,  insofar  as  the  changes  stipulated  by  the  Board 
for  the  other  floors  are  concerned ;  that  in  view  of  the  fact 
that  the  2nd  story  has  all  exit  conditions  and  general 
arrangement  identical  with  the  other  manufacturing  floors 
and  that  the  proposed  occupancy  does  not  exceed  45  persons 
for  this  floor  which  is  the  same  amount  granted  in  the 
original  resolution,  it  is  requested  that  the  Board  permit 
the  proposed  manufacturing  use  for  the  2nd  floor ;  that  the 
5th  and  6th  floors  will  continue  to  be  used  for  offices  and 
showrooms  as  previously  stipulated. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  January  10,  1944  acting  on  Alt.  Applic.  1002-43,  Ob¬ 
jection  2,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  require¬ 
ments  of  the  resolution,  adopted  by  the  Board  under  Cal. 
No.  174-34-S  on  July  3,  1934,  shall  be  complied  with  as 
to  the  second  floor ;  that  the  factory  occupancy  shall  there- 
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after  be  limited  to  the  2nd,  3rd,  4th,  7th,  8th  ajid  9th  floors 
and  that  the  other  floors  in  the  building  shall  be  occupied 
for  non-manufacturing  occupancy;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto,  other  than  as  modified 
by  the  Board  under  Cal.  1019-24-A. 


59-44-A 

APPLICANT — Elias  K.  Herzog,  for  Moxon  Corporation, 
owner  (Photoshop,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFEECTED — 18  East  42nd  street,  south  side, 
166  ft.  east  of  5th  avenue  (Block  1276,  Lot  66), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Elias  K.  Herzog. 

For  Administration:  Fred  Dahlein,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (59-44-A) 


Whereas,  Elias  K.  Herzog,  for  Moxon  Corporation, 
owner  (Photoshop  Inc.,  lessee),  filed  January  21,  1944,  an 
appeal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  18  East  42nd  street,  south  side,  166  ft.  east 
of  Fifth  avenue  (Block  1276,  Lot  66),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  14,  1944,  re  Alt.  App.  1 194-43,  reads: 

“1.  The  change  in  stair  construction,  which  does  not 
lead  to  the  street,  shall  be  approved  by  the  Board  of 
Standards  and  Appeals.  Original  approval  B.S.A.  Cal. 
429-20-A.” 

and 

Whereas,  the  applicant  states  the  building  is  6  stories 
(75  ft.)  in  height,  22  ft.  by  98  ft.  9  in.  in  area  at  1st 
floor,  22  ft.  by  88  ft.  in  area  at  typical  floor ;  Class  1  con¬ 
struction;  erected  in  1913;  located  in  a  business  use,  B  area, 
district ;  used  and  occupied :  Cellar,  storage  and  boilerroom, 
4  persons ;  1st  floor,  store,  18  persons ;  2nd  to  6th  floors, 
offices  and  salesrooms,  5  persons  on  the  2nd  floor,  8  persons 
on  the  3rd  floor,  10  persons  on  the  4th  floor,  5  persons  on 
the  5th  floor  and  1 1  persons  on  the  6th  floor ;  that  no 
change  in  use  or  occupancy  is  proposed ;  that  the  building 
is  equipped  with  a  3  ft.  6  in.  wide  stairs  constructed  of 
iron  with  marble  and  cement  treads,  enclosed  in  3  hour 
gypsum  block  partitions,  with  fireproof,  self-closing  doors 
thereon  and  one  fire  escape  in  the  rear,  which  leads  to  roof 
by  ladder  and  to  yard  by  stairs  with  egress  from  termination 
through  adjoining  premises;  that  the  windows  on  the  course 
are  fireproof,  self-closing ;  and 

Whereas,  the  applicant  contends  that  under  Cal.  429-20-A, 
the  Board  permitted  the  removal  of  stairhall  enclosure  par¬ 
titions,  thus  permitting  the  stair  to  terminate  in  the  store, 
approximately  at  the  center  between  front  and  rear ;  that  it 
is  now  proposed  to  remove  the  stairs  on  the  first  floor 
and  relocate  same  farther  to  the  rear ;  that  the  building 
is  fireproof,  occupied  by  one  tenant  with  a  maximum  of 
61  persons  for  the  entire  building;  that  there  is  also  a  fire 
escape  in  the  rear  leading  into  the  yard,  connecting  with 
the  yards  of  adjoining  buildings;  that  the  lessee  of  this 
building  occupies  the  3rd,  4th,  5th  and  6th  floors  of  the 
building  adjoining  to  the  east  and  wall  openings  are  being 
provided  between  these  two  buildings  on  these  floors ; 
that  this  adjoining  building  has  its  stairs  leading  directly 
to  the  street :  that  the  new  stairs  to  be  relocated  on  the 
1st  floor,  will  be  enclosed  in  3-hour  fire  test  partitions 
and  connect  with  stair  hall  of  upper  floors  in  same  type 


of  enclosure;  that  these  stairs  terminate  at  roof  with  a 
fireproof  bulkhead;  that  the  building  adjoining  to  the  east 
is  of  the  same  height  and  has  stairs  also  terminating  on  the 
roof;  that  the  proposed  stairs  as,  relocated,  will  be  equipped 
with  a  fireproof,  self-closing  door  at  the  bottom ;  that  since 
the  Board  acted  on  Cal.  429-20-A,  the  main  stair  was  ex¬ 
tended  through  the  roof  with  a  fireproof  bulkhead  and  a 
ramp  over  the  parapet  wall  has  been  provided  to  roof  of 
adjoining  building;  that  a  clear  passage  of  over  6  ft.  in 
width  will  be  left  in  the  store,  unobstructed,  leading  from 
the  stairs  to  the  outside  door;  that  a  ll/2  hr.  fire  test  door 
will  be  provided  at  the  bottom  of  the  stairs  on  1st  floor 
instead  of  the  present  ordinary,  fireproof,  self-closing  door. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1194-43  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
0)i  condition  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  the  stairs  shall  be  arranged  sub¬ 
stantially  as  indicated  on  plans  marked  “Received  February 
10,  1944";  that  the  fire  escape  on  the  rear,  with  access  to 
abutting  premises,  shall  be  maintained ;  that  the  building 
throughout  shall  be  under  the  occupancy  of  one  tenant  only ; 
that  such  tenant  shall  also  be  the  occupant  of  the  3rd  t<> 
6th  floors  in  the  adjoining  building  to  the  east  of  class  1 
construction  and  that  openings  to  such  floors  shall  be  main¬ 
tained  to  provide  additional  access  to  the  stairway  of  that 
building  and  that  no  manufacturing  shall  be  carried  on 
within  the  building. 


64-44-A 

APPLICANT — Ely  Jacques  Kahn  and  Robert  Allan 
Jacobs,  for  Russeks  Fifth  Avenue,  Inc.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 384-390  Fifth  avenue  and  2-6 
West  36th  street,  southwest  corner  (Block  837,  Lot 
48),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  B.  Newman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  _ 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (64-44-A) 


Whereas,  Ely  Jacques  Kahn  and  Robert  Allan  Jacobs, 
for  Russeks  Fifth  Avenue,  Inc.,  owner,  filed  January  24, 
1944,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  384-390  Fifth  avenue  and  2-.6 
West  36th  street,  southwest  corner  (Block  837,  Lot  48), 
Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  9,  1943  and  repeated  January  11,  1944,  on 
Elevator  Application  92-43,  reads : 

“3.  Width  and  height  of  shaft  door  do  not  comply 
with  Rule  13.2.1.1.3.” 

and 

Whereas,  the  applicant  states  that  the  building  is  8 
stories  and  penthouse  (125  ft.)  in  height,  95  ft.  5)4  in.  by 
166  ft.  10  in.  in  area,  of  class  1  construction,  erected  in 
1904,  located  in  a  retail  and  restricted  retail  use  district  and 
used  and  occupied  as  follows :  sub-cellar,  storage ;  cellar, 
shipping  and  locker  rooms,  10  persons;  1st  to  8th  stories, 
selling  space,  50  persons  per  story ;  penthouse,  alterations 
and  storage,  60  persons ;  that  the  building  is  equipped  with 
a  two  source  sprinkler  system,  standpipe  system,  fire  alarm 
system  and  that  fire  drills  are  maintained;  that  there  are 
three  fireproof  stairs  and  two  fire  escapes  on  the  building; 
and 
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Whereas,  Violation  8317-43,  was  issued  October  4,  1943, 
for  creating  an  opening  in  the  easterly  section  of  the  hoist¬ 
way  enclosure  on  the  second  floor  at  passenger  elevator  No. 
6275,  without  approval  of  the  Department  of  Housing  and 
Buildings ;  and 

Whereas,  the  applicant  contends  that  the  elevator  in 
question  has  inside  dimensions  of  5  ft.  10  in.  by  5  ft.  3  in. 
and  is  used  for  employees  and  freight  service  and  has  a 
contract  load  of  2250  lbs. ;  that  the  maximum  size  supple¬ 
mentary  door  that  can  be  installed  affords  a  clear  opening 
of  about  2  ft.  ZVi  in.  by  6  ft.  2  in.  and  the  gate  is  about 
2  in.  narrower  than  the  door ;  that  the  building  is  occupied 
by  a  single  tenant  and  is  a  combination  of  two  former  inde¬ 
pendent  fireproof  buildings  which  were  combined  in  1937 
and  are  now  covered  by  a  single  Certificate  of  Occupancy 
(No.  27705)  ;  that  the  two  parts  of  the  building  are  8 
stories  high,  but  the  floor  lines  do  not  meet,  as  indicated 
on  plan  filed  with  this  appeal ;  that  in  altering  the  buildings, 
two  elevators  on  the  southerly  wall  existed  and  one  was  re¬ 
moved  ;  that  the  remaining  elevator  is  the  one  in  question  ; 
that  the  space  reclaimed  through  the  removal  of  one  elevator 
was  used  in  making  the  connecting  openings  between  the 
two  parts  of  the  building,  small  ramps  being  used  on  some 
floors  and  steps  on  others ;  that  as  the  second  floors  are 
7  ft.  out  of  line,  their  connection  is  difficult;  that  the  south¬ 
erly  portion  of  the  building  has  been  used  for  fur  storage ; 
that  all  of  these  garments  have  to  be  carried  in  and  out 
singly  up  and  down  stairs;  that  by  installing  the  supple¬ 
mentary  door  in  the  side  of  the  elevator,  entrance  can  be 
made  to  the  storage  section  without  using  the  stairs  and  the 
garments  can  be  carried  in  quantities  on  racks ;  that  the 
supplementary  door  is  limited  in  height  by  the  existing 
floor  framing  and  in  width  by  the  distance  between  the 
elevator  side  guide  and  front  of  the  shaft ;  that  the  door 
cannot  be  installed  at  the  rear,  because  of  the  counter¬ 
weight,  cables  and  other  shaft  conditions ;  that  this  door  is 
not  one  of  the  generally  used  doors  of  the  elevator  and 
does  not  detract  from  these  doors,  the  normal  flow  of 
traffic  being  through  the  front  of  the  shaft  on  the  various 
floors ;  that  inasmuch  as  none  of  the  existing  doors  is 
affected  in  any  way,  that  the  elevator  capacity  is  not  much 
more  than  the  exempted  size  permitted,  that  as  the  door  is 
almost  of  the  size  required  and  is  used  only  by  employees 
who  are  familiar  with  all  the  car  uses,  it  is  requested  that 
the  Board  permit  the  installation  of  the  door  in  question. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Elevator  Applic.  92-43,  Objection  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  shaft  door  shall  be  maintained 
substantially  as  proposed ;  that  in  all  other  respects,  the 
elevator  installation  and  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  ;  that  the  proposed  door  shall  be  used  by  employees  only. 


68-44-A 

APPLICANT — Morganite  Brush  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 33-02  to  33-20  48th  avenue, 
south  side,  from  33rd  to  34th  streets  (Plant  “A” — 
Main  Building)  ;  (Block  255,  Lot  22),  Long  Is¬ 
land  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 


ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy .  3 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (68-44-A) 


Whereas,  Morganite  Brush  Co.,  Inc.,  owner,  filed  Janu¬ 
ary  27,  1944,  an  appeal  from  a  decision  of  the  fire  commis¬ 


sioner,  affecting  premises  33-02  to  33-20  48th  avenue,  south 
side,  between  33rd  and  34th  streets  (Plant  A,  Main  Build¬ 
ing)  ;  (Block  255,  Lot  22),  Long  Island  City,  Borough  of 
Queens ;  and  .  . 

Whereas,  the  decision  of  the  fire  commissioner  dated 
December  28,  1943,  reads : 

“We  have  your  letter  of  November  8th,  wherein  you 
request  a  permit  for  your  employees  to  smoke  in  certain 
areas  of  your  plant.  Your  request  must  be  denied  for 
the  reason  that  smoking  is  prohibited  in  your  premises 
by  the  provisions  of  the  State  Labor  Law  and  the  ru’es 
of  the  Board  of  Standards  and  Appeals.” 
and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  (55  ft.)  in  height,  200  ft.  by  60  ft.  in  area,  of  class 
1  construction,  erected  in  1926,  located  in  an  unrestricted 
use,  B  area  district,  equipped  with  a  two  source  sprinkler 
system,  a  standpipe  system,  an  interior  fire  alarm  system 
and  two  3  ft.  8  in.  concrete  stairs  enclosed  in  hollow  tile 
partitions  with  kalamein  self-closing  doors,  one  of  which 
extends  to  roof  and  both  extend  to  street;  that  fire  drills 
are  not  maintained ;  that  the  building  is  used  and  occupied 
as  follows:  cellar,  storage  of  carbon  products,  11  persons; 
1st  floor,  manufacturing  carbon  products,  86  persons ;  2nd 
floor,  manufacturing  carbon  products,  165  persons;  3rd  floor, 
same,  92  persons ;  4th  floor,  same,  195  persons ;  and 

Whereas,  Certificate  of  Occupancy  27047  describes  the 
building  as  concrete  block  construction,  but  permits  no  occu¬ 
pants  ;  and 

Whereas,  the  applicant  contends  that  experience  indicates 
that  it  is  almost  impossible  to  stamp  out  smoking  in  the 
plant  due  to  increased  employment,  high  turnover  in  help 
and  the  winter  weather ;  that  inasmuch  as  it  is  impossible  to 
eliminate  smoking,  it  is  considered  safer  to  allow  limited 
smoking  in  designated  safe  areas  and  it  is  therefore  re¬ 
quested  that  the  Board  permit  limited  smoking  in  the  areas 
on  the  basement,  1st,  2nd,  3rd  and  4th  floors  marked,  in  red 
on  plans  filed  with  this  appeal  January  27,  1944,  during  the 
following  periods :  before  starting  work,  during  a  ten  minute 
rest  period  for  each  half  of  each  shift  and  during  the  lunch 
period  and  that  the  Board  permit  unlimited  smoking  in 
the  two .  areas  used  for  engineering  and  production  offices 
on  the  4th  floor  as  marked  in  blue  on  plans  filed  with  this 
appeal  marked  “Received  January  27,  1944” ;  and 

Whereas,  the  applicant  has  filed  a  recommendation  of 
the  U.  S.  Army  Air  Corps,  stating  that  it  is.  agreeable  to 
the  Army  for  employees  to  smoke  in  certain  designated 
areas  and  office  sections  during  the  lunch  hour  and  rest 
periods,  on  condition  that  smoking  be  constantly  supervised 
by  at  least  one  member  of  the  guard  force  and  that  at  the 
close  of  such  smoking  periods,  the  guard  thoroughly  police 
the  smoking  area  to  eliminate  any  potential  hazards  result¬ 
ing  from  the  smoking. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
December  28,  1943,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


69-44-A 

APPLICANT — Morganite  Brush  Company,  Inc.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 33-02  to  33-20  48th  avenue, 
south  side,  from  33rd  to  34th  streets  (Plant  “A” 
Kiln  Building)  ;  (Block  255,  Lot  22),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy .  3 

Absent:  Commissioner  Savage .  1 
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THE  RESOLUTION  (69-44-A) 

Whereas,  Morganite  Brush  Co.,  Inc.,  owner,  filed  Jan¬ 
uary  27,  1944,  an  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  33-02  to  33-20  48th  avenue, 
south  side,  between  33rd  and  34th  streets  (Plant  “A”,  Kiln 
Building)  ;  (Block  255,  Lot  22),  Long  Island  City,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
1  )eeember  28,  1 943,  reads  : 

“We  have  your  letter  of  November  8th,  wherein  you 
request  a  permit  for  your  employees  to  smoke  in  certain 
areas  of  your  plant.  Your  request  must  be  denied  for 
the  reason  that  smoking  is  prohibited  in  your  premises 
by  the  provisions  of  the  State  Labor  Law  and  the  rules 
of  the  Board  of  Standards  and  Appeals.” 
and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (15  ft.),  in  height,  50  ft.  by  130  ft.  in  area,  of  Class  1 
and  3  construction  (classified  by  C.  O.  27164-26  as  brick 
construction),  erected  in  1926,  located  in  an  unrestricted  use, 
,  B  area  district  and  used  and  occupied  as  follows :  cellar, 
boiler  room,  1  person;  1st  floor,  kiln  house,  manufacturing 
!  of  carbon  products,  10  persons;  equipped  with  a  two-source 
■  sprinkler  system,  a  standpipe  system,  interior  fire  alarm  sys¬ 
tem  and  that  fire  drills  are  not  maintained;  and 
J  Whereas,  the  applicant  contends  that  experience  has  in- 
i  dicated  that  it  is  next  to  impossible  to  eliminate  smoking  in 
the  plant,  due  to  the  strain  accompanied  by  increased  em¬ 
ployment,  high  help  turnover  and  winter  weather;  that  since 
it  is  impossible  to  eliminate  smoking,  it  is  requested  that 
smoking  be  permitted  in  a  designated  safe  area  as  indicated 
in  red  on  plan  filed  with  this  appeal  marked  “Received 
January  27,  1944’’,  during  the  following  periods:  before  start- 
i  ing  work,  during  rest  periods  and  during  the  lunch  period ; 
|l  that  the  floor  of  the  building  is  concrete  and  the  kilns  are 
I  operated  to  white  temperature ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  a  recommenda¬ 
tion  of  the  U.  S.  Army  Air  Corps,  stating  that  it  is  agree- 
i  able  to  the  Army  for  employees  to  smoke  in  certain  desig¬ 
nated  areas  and  office  sections  during  the  lunch  hour  and 
i  rest  periods,  on  condition  that  smoking  be  constantly  super- 
|  vised  by  at  least  one  member  of  the  guard  force  and  that 
at  the  close  of  such  smoking  periods,  the  guard  thoroughly 
police  the  smoking  area  to  eliminate  any  potential  hazards 
resulting  from  the  smoking. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
|  December  28,  1943,  be  and  it  hereby  is  affirmed  and  that  the 
|  appeal  be  and  it  hereby  is  denied. 


70-44-A 

1  APPLICANT — Morganite  Brush  Co.,  Inc.,  owner. 

|  SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 33-02  to  33-20  48th  avenue  and 
east  side  of  33rd  street,  60  ft.  south  of  48th  avenue 
(Plant  “A”,  Annex  Building,  basement)  ;  (Block 
255,  Lot  22),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

:  THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy .  3 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (70-44-A) 


j  Whereas,  Morganite  Brush  Co.,  Inc.,  owner,  filed  January 
,  27,  1944,  an  appeal  from  a  decision  of  the  fire  commissioner, 
affecting  premises  33-02  to  33-20  48th  avenue,  east  side  of 
1  33rd  street,  60  ft.  south  of  48th  avenue  ( Plant  “A”,  Annex 
building)  ;  (Block  255,  Lot  22),  Long  Island  City,  Borough 
!  of  Queens  ;  and 


w  hereas,  the  decision  of  the  fire  commissioner  dated 
December  28,  1943,  reads: 

“We  have  your  letter  of  November  8th,  wherein  you 
request  a  permit  for  your  employees  to  smoke  in  certain 
areas  of  your  plant.  Your  request  must  be  denied  for 
the  reason  that  smoking  is  prohibited  in  your  premises 
by  the  provisions  of  the  State  Labor  Law  and  the  rules 
of  the  Board  of  Standards  and  Appeals.” 
and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (13  ft.),  in  height,  40  ft.  by  120  ft.  in  area,  of  Class  3 
construction,  erected  in  1943,  located  in  an  unrestricted  use, 
B  area  district  and  used  and  occupied  as  follows:  cellar, 
locker  room  and  recreation  room,  175  persons;  1st  floor, 
factory,  inspection,  packing  and  shipping  of  carbon  products, 
80  persons ;  that  the  building  is  equipped  with  a  two-source 
sprinkler  system ;  and 

W  hereas,  the  applicant  contends  that  experience  has  indi¬ 
cated  that  it  is  next  to  impossible  to  stamp  out  smoking  in 
this  plant,  due  to  the  strain  accompanied  by  increased  em¬ 
ployment,  high  help  turnover  and  winter  weather;  that  since 
it  is  impossible  to  eliminate  smoking,  it  is  requested  that 
the  Board  permit  limited  smoking  in  a  designated  safe  area 
on  the  basement  story  used  as  a  recreation  room  marked  in 
red  on  basement  plan  filed  with  this  appeal  marked  “Received 
January  27,  1944”,  for  the  following  periods:  before  starting 
work,  during  rest  periods  and  during  the  lunch  period;  that 
the  floor  of  the  basement  is  concrete,  the  walls  are  reinforced 
concrete  and  the  floor  is  surfaced  with  linoleum;  and 
\\  hereas,  the  applicant  has  filed  a  copy  of  the  recom¬ 
mendation  of  the  U.  S.  Army  Air  Corps,  stating  that  it  is 
agreeable  to  the  Army  for  employees  to  smoke  in  certain 
designated  areas  and  office  sections  during  the  lunch  hour 
and  rest  periods,  on  condition  that  smoking  be  constantly 
supervised  by  at  least  one  member  of  the  guard  force  and 
that  at  the  close  of  such  smoking  periods,  the  guard  shall 
thoroughly  police  the  smoking  area  to  eleminate  any  poten¬ 
tial  hazards  resulting  from  the  smoking. 

Resolved ,  that  the  decision  of  the  fire  commissioner  dated 
December  28,  1943,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


75-44-A 

APPLICANT — Herman  E.  Horwood,  for  Tri  Holding  Cor¬ 
poration,  owner  (American  Radium  Industries,  Inc., 
lessee) . 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 43-47  West  16th  street,  north 
side,  155  ft.  east  of  6th  avenue  (north  part  of  9th 
floor)  ;  (Block  818,  Lot  10),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Herman  Horwood. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  o 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (75-44-A) 


Whereas,  Herman  E.  Horwood,  for  Tri-Holding  Cor¬ 
poration,  owner  (American  Radium  Industries,  Incorporated, 
lessee),  filed  January  28,  1944,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  43-47  West  16th 
street,  north  side,  155  ft.  east  of  6th  avenue  (North  part  of 
9th  floor);  (Block  818,  Lot  10),  Borough  of  Manhattan; 
and 

\\  hereas,  Order  36928-LC,  issued  by  the  fire  commissioner 
December  31,  1943,  reads: 


V 


l 
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“Before  a  permit  may  be  issued  for  you  to  conduct 
a  technical  establishment,  the  following  must  be  done: 

1.  Discontinue  the  storage  and  use  of  hydrogen 
sulphide  on  these  premises  and  remove  therefrom  all 
cylinders  containing  such  gas  or  such  cylinders  from 
which  it  has  already  been  drawn.  Sec.  C19-11,  Art.  1, 
Administrative  Code. 

4.  Provide  concrete  catch  basin  for  acids. 

7.  Discontinue  the  use  of  all  open  flames  or  com¬ 
pletely  enclose  the  room  where  oils,  acids,  etc.,  are 
stored. 

8.  Provide  approved  enclosed  motors  on  mechanical 
ventilating  system. 

10.  Provide  three  C02  fire  extinguishers. 

12.  Provide  a  fireproof  room,  sprinklered  and  vented 
to  outer  air  for  storage  of  inflammable  liquids.’’ 

and 

Whereas,  the  applicant  states  that  the  building  is  12 
stories  (138  ft.  6  in.),  in  height;  65  ft.  by  92  ft.  in  area  at 
first  floor ;  65  ft.  by  82  ft.  in  area  at  typical  floor ;  of  Class  1 
construction;  erected  1911;  located  in  an  unrestricted  use, 
B  area  district,  and  used  and  occupied  as  follows:  cellar, 
boiler  room  and  packing,  10  persons ;  1st  floor,  store,  20  per¬ 
sons  ;  2nd  floor,  manufacturing  sweaters  and  cigar  lighters, 
25  persons ;  3rd  floor,  manufacturing  cigar  lighters  and  hair 
goods,  25  persons;  4th  floor,  manufacturing  leather  goods 
and  handkerchiefs,  20  persons;  5th  floor,  manufacturing 
patent  medicines,  12  persons ;  6th  floor,  manufacturing 
sweaters  and  photo-engraving,  30  persons;  7th  floor,  manu¬ 
facturing  leather  goods  and  caps,  35  persons ;  8th  floor, 
manufacturing  leather  goods  and  clothing,  20  persons ;  9th 
floor,  technical  laboratory  and  accordion  manufacturing,  15 
persons ;  10th  floor,  manufacturing  patent  medicines,  photo¬ 
engraving  and  radium  laboratory,  15  persons;  11th  floor, 
manufacturing  dresses  and  optical  goods,  showroom,  35  per¬ 
sons  ;  12th  floor,  manufacturing  eye  glass  frames,  70  per¬ 
sons ;  that  the  building  is  equipped  with  a  2-source  approved 
sprinkler  system,  standpipe  system,  two  36  in.  wide  stairs, 
constructed  of  steel  stringers  with  slate  treads,  enclosed  with 
fireproof  blocks,  extending  from  roof  bulkhead  directly  to 
the  street  and  equipped  with  fireproof,  self-closing  doors ; 
and 

Whereas,  the  applicant  contends  that  the  tenant  of  the 
rear  portion  of  the  9th  floor,  the  American  Radium  Indus¬ 
tries,  Inc.,  is  called  a  technical  establishment  by  the  Fire 
Department,  but  is  more  properly  a  laboratory  for  mixing  of 
compound  for  the  United  States  Government  for  luminous 
dials  on  airplane  instruments  and  their  entire  product  is 
taken  by  the  Government ;  that  the  building  is  fireproof  with 
two  fireproof  enclosed  stairways  from  street  to  roof  and  a 
2-source  sprinkler  system  and  standpipe  system;  that  the 
sprinkler  system  has  a  central  office  connection;  that  there 
are  1  soda-acid  fire  extingisher,  3  carbon  tetrachloride  ex¬ 
tinguishers,  6  sand  pails,  6  water  pails  and  two  pails  of 
bicarbonate  of  soda;  that  the  premises  are  in  charge  of  a 
graduate  chemist  and  three  assistants ;  and 

Whereas,  the  applicant  contends  as  to  objection  1  of  the 
order,  that  the  hydrogen  sulphide  is  necessary  to  the  con¬ 
duct  of  the  business  ;  that  the  maximum  quantity  previously 
on  the  premises  was  two  cylinders  in  use  and  two  in  reserve 
in  approved  I.  C.  C.  containers;  that  the  lessee  is  willing  to 
reduce  this  quantity  to  two  cylinders  in  use  and  one  in  re¬ 
serve  ;  that  the  room  in  which  the  hydrogen  sulphide  is 
used,  has  a  window  and  is  also  mechanically  ventilated  with 
a  control  switch  outside  the  room  where  the  process  is 
carried  on;  that  there  are  also  openings  in  the  easterly  wall 
of  the  partition  of  this  room  near  the  bottom,  for  additional 
air  circulation;  that  it  is  proposed  to  erect  a  3  in.  gypsum 
block  partition  with  fireproof  door  to  separate  the  portion 
of  this  room  where  the  cylinders  will  be  kept  from  the  bal¬ 
ance  of  the  hydrogen  sulphide  room ;  and 

Whereas,  applicant  contends  as  to  item  4  of  the  order, 
that  no  nitric  acid  is  used  except  a  few  ounces  at  great 
intervals ;  that  it  is  therefore  requested  the  Board  relieve  the 
lessee  from  installing  a  catch  basin,  which  could  not  be  used 


even  if  installed;  and  as  to  item  7  of  the  order,  that  open 
flames  are  in  cubicles  or  enclosed  hoods  numbered  1,  2  and 
3,  on  plans  filed  with  this  appeal,  all  of  which  are  constructed 
of  transite  asbestos  with  drop  doors  of  same  material  on 
Nos.  1  and  2;  that  No.  3  is  equipped  with  a  heavy  glass 
drop  doors,  as  the  process  requires  observation  from  the 
outside;  that  Hood  No.  4  has  only  a  bunsen  burner  and  in 
addition,  there  are  four  bunsen  burners  along  the  easterly 
wall,  which  are  seldom  used  but  are  necessary  to  the  con¬ 
duct  of  the  business ;  that  each  of  the  cubicles  is  connected 
to  a  ventilating  system  with  extension  above  the  roof ;  that 
as  to  item  8,  the  ventilation  of  the  lacquer  storage  and 
hydrogen  sulphide  rooms  is  by  means  of  a  non-spark  type 
of  motor,  but  the  other  two  motors  are  not  sparkproof  and 
were  not  considered  necessary  to  be  made  so,  since  they 
only  carry  off  the  heated  air  and  smoke  from  the  enclosed 
furnaces;  that  as  to  item  10,  the  tenant  has  high  priority 
ratings  and  is  making  every  effort  to  secure  the  C02  ex¬ 
tinguishers,  but  delivery  cannot  be  obtained  in  less  than  14 
to  18  weeks  and  these  extinguishers  will  be  supplied  as  soon 
as  they  are  obtained ;  and  as  to  item  12,  that  this  item  refers 
to  the  room  marked  “lacquer  room”  where  the  inflammables 
are  stored;  that  two  walls  are  the  exterior  walls  of  the 
building— the  south  wall  is  the  fireproof  wall  of  the  stair 
enclosure— the  east  wall  is  sheet  rock  heavily  plastered  on 
both  sides  of  wood  studs  and  it  is  requested  this  partition 
be  considered  adequate,  as  the  total  quantity  stored  is  small 
and  mostly  in  original  packages. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  36928-LC,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  as  to  Objection  1, 
on  condition  that  not  more  than  three  cylinders  of  hydrogen 
sulphide  shall  be  maintained  on  the  premises  of  which  only 
two  shall  be  active  and  one  in  reserve  and  of  a  type  approved 
by  the  ICC,  of  50  lbs.  capacity ;  that  such  cylinders  shall  be 
stored  in  the  room  as  proposed,  with  partitions  constructed 
of  3  in.  block  and  with  a  fireproof  self-closing  door  and 
ventilated,  in  addition  to  the  window  ventilation,  by  means 
of  a  duct  to  roof  as  shown  on  plan  filed  with  this  appeal 
marked  “Received  January  28,  1944”;  that  such  room  shall 
have  at  least  one  sprinkler  head  within  the  enclosure  and 
that  there  shall  be  a  sign  on  the  doors  reading  “WARNING 
—HYDROGEN  SULPHIDE  GAS”;  that  such  cylinders 
shall  be  maintained  in  a  vertical  position  and  securely  held 
in  place  by  metal  straps;  as  to  Objection  4,  that  the  catch 
basin  required  may  be  omitted,  provided  the  quantities  are 
less  than  a  carboy;  as  to  Objection  7,  that  the  requirements 
of  this  resolution  shall  be  complied  with  and  the  premises 
shall  be  maintained  substantially  as  proposed  to  the  satis¬ 
faction  of  the  fire  commissioner;  as  to  Objection  8,  that  the 
motor  on  the  fan  ventilating  storage  rooms  shall  comply 
with  the  requirements;  as  to  Objection  10  that  the  three 
CO2  fire  extinguishers  shall  be  maintained  in  addition  to 
the  other  portable  fire  fighting  appliances  as  proposed,  as 
soon  as  such  CO2  fire  extinguishers  are  obtainable ;  as  to 
Objection  12,  that  partitions  now  shown  as  stud  and  sheet 
rock  on  the  easterly  and  southerly  side  of  room  for  storage 
of  hydrogen  sulphide,  and  the  easterly  partition  of  room 
labelled  Lacquer  Laboratory  and  Storage  of  Lacquer  .  Oil 
Solvent  may  be  maintained,  as  proposed,  of  stud  to  ceiling 
with  sheet  rock  on  both  sides  and  plastered;  that  the  doors 
thereto  may  be  of  wood,  provided  the  doors  are  protected 
by  sheet  rock  on  one  side  and  sheet  metal  on  both  sides ; 
that  metal  louvers  shall  be  maintained  on  at  least  one  ex¬ 
terior  window  in  each  storage  room  not  less  than  36  sq.  in. 
of  effective  area;  that  the  sprinkler  system,  with  central 
office  connection,  and  the  standpipe  system  shall  be  main¬ 
tained  in  accordance  with  the  requirements  therefor  and 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 


85-44-A 

APPLICANT— Harry  Hurwit,  for  1412  Broadway  Cor¬ 
poration,  owner  (Ripley  Clothes,  Inc.,  lessee). 
SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 


140 


MINUTES 


PREMISES  AFFECTED— 1412-1416  Broadway  and  123 
West  39th  street,  north  east  corner  (Block  815,  Lot 
14),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  Hurwit. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (85-44-A) 


Whereas,  Harry  Hurwit,  for  1412  Broadway  Corpora¬ 
tion,  owner  (Ripley  Clothes  Inc.,  lessee),  filed  February  8, 
1944,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent  affecting  premises:  1412-1416  Broadway  and  123 
West  39th  street,  northeast  corner  (Block  815,  Lot  14), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  13,  1944;  reconsideration  denied  January  26, 
1944,  on  Alt.  Applic.  12-44,  reads: 

“2.  New  stairway  from  first  floor  to  cellar  should 
be  enclosed  on  all  sides  in  3-hour  partitions  with  1-hour 
test  self-closing  door  in  cellar  as  per  Sec.  270  Labor 
Law." 
and 

Whereas,  the  applicant  states  the  building  is  25  stories, 
(268  ft.)  in  height,  76  ft.  and  161  ft.  by  98  ft.  in  area; 
Class  1  construction ;  erected  in  1925 ;  located  in  a  business 
use,  B  area,  district ;  used  and  occupied :  cellar,  boilerroom, 
stock  and  salesroom,  360  persons;  1st  floor,  stores  and 
ij  offices ;  mezzanine,  offices — combined  occupancy  of  1st  and 
I  mezzanine,  300  persons ;  2nd  to  24th  floors,  offices  and  fac¬ 
tory,  25  per  cent  manufacturing,  100  persons  per  floor;  and 
proposed  to  be  used  and  occupied  without  change,  except 
that  the  cellar  will  be  used  for  stock,  salesroom  and 
busheling  in  conjunction  with  the  retail  clothing  store  on 
the  1st  floor;  that  the  building  is  equipped  with  a  2-source 
'  sprinkler  system,  standpipe  and  interior  fire  alarm  systems; 
two  3  ft.  8  in.  fireproof  stairs  lead  from  roof  to  street; 
that  Certificate  of  Occupancy  17310  was  issued  February 
13,  1931,  permitting  the  use  of  the  building  as  an  office  and 
factory  with  stores  and  offices  on  1st  and  mezzanine  floor 
t  and  boilerroom,  stock  and  sales  rooms  in  the  cellar,  360 
-  persons ;  and 

Whereas,  the  applicant  contends  that  the  corner  store 
and  part  of  the  cellar  will  be  occupied  as  sales  and  stock 
room  for  the  retail  sale  of  clothing  and  it  is  proposed  to 
|  install  an  open  stair  from  the  store  on  the  first  floor  to  the 
cellar,  as  indicated  on  plans  filed  with  this  appeal ;  that 
patrons  find  it  uninviting  to  enter  a  cellar  salesroom  from 
1  an  enclosed  stair  'and  therefore  the  tenant  will  find  it  a 

■  great  hardship  to  conduct  business  and  maintain  this  store, 

■  unless  permission  is  granted  to  install  an  open  fireproof 
stair,  as  proposed;  that  the  cellar  has  been  use  as  a  sales 
and  stock  room  for  many  years. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  12-44,  Objection  2,  permitting  the 
stairway  as  proposed  from  the  first  floor  to  the  cellar  to  be 
'  an  unenclosed  stair  and  that  the  application  be  and  it  hereby 
:  is  granted  on  condition  that  there  shall  be  constructed  on 

the  cellar  ceiling,  a  baffle  board  not  less  than  12  inches 
in  depth,  constructed  of  incombustible  material  around  the 
entire  well-hole  and  that  around  such,  there  shall  be  a 
sprinkler  curtain  consisting  of  sprinkler  heads  not  more 
than  2  ft.  away  and  spaced  at  intervals  of  5  ft. ;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  other  laws,  rules  and  regulations  applicable  thereto 
other  than  as  modified  by  the  Board  under  Cal.  Nos 
877-25-RZ,  878-25-S,  115-29-S  and  115-42-S. 


86-44-A 

APPLICANT — William  J.  Minogue,  for  Cutler-Hammer 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 430  Southern  boulevard  and 
north  side  of  East  144th  street,  from  Southern 
boulevard  to  Timpson  place  (Block  2600,  Lot  1), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  J.  Minogue. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (86-44-A) 


Whereas,  William  J.  Minogue,  for  Cutler-Hammer,  Incor¬ 
porated,  owner,  filed  February  4,  1944,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent,  affecting  430  Southern 
boulevard,  north  side  of  East  144th  street,  between  South¬ 
ern  boulevard  and  Timpson  place  (Block  2600,  Lot  1), 
Borough  of  The  Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  27,  1944,  on  amendment  to  B.N.  Applic.  5-44, 
reads : 

‘‘1.  No  door  leading  to  exit  may  be  locked,  bolted  or 
fastened  during  working  hours.  Sec.  272  Labor  Law. 
Reconsideration  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5  and 
6  stories  (75  ft.)  in  height,  175  ft.  10  in.  by  156  ft.  11  in. 
in  area;  of  Class  1  and  Class  3  construction;  erected  1909; 
located  in  an  unrestricted  use,  B  area  district  and  used  anti 
occupied  as  follows :  cellar,  boiler  room,  storage  and  work 
rooms,  100  persons;  1st  floor,  loading  platforms  and  work 
rooms,  600  persons ;  2nd  to  5th  floor,  manufacturing 
electrical  parts,  600  persons  per  floor;  6th  floor,  manufac¬ 
turing  electrical  parts,  300  persons ;  that  the  building  is 
equipped  with  a  two  source  sprinkler  system  and  standpipe 
system,  4  interior  fireproof  stairs  leading  from  roof  to 
street  and  equipped  with  self-closing  fire-proof  doors ;  and 

Whereas,  the  applicant  contends  that  the  occupant  of  the 
building  is  engaged  in  100  per  cent  war  work  and  has  re¬ 
ceived  instructions  from  the  U.  S.  Army  to  provide  panic 
bolts,  so  that  safe  egress  may  be  provided,  but  unauthorized 
entrance  prevented  from  the  outside  of  the  building ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  the  recom¬ 
mendation  of  the  U.  S.  Army  Plant  Security  Branch,  recom¬ 
mending  the  installation  of  approved  type  panic  bolts  on  all 
exit  doors  on  first  floor  and  basement. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  B.N.  Applic.  5-44,  objection  1,  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  panic 
bolts  shall  be  installed  only  on  the  door  to  the  cellar  and 
the  doors  from  the  first  floor  to  the  street  at  points  marked 
“A”  on  plans  filed  with  this  appeal  marked  “Received 
February  14,  1944”;  that  such  panic  bolts  shall  be  of  the 
approved  type ;  that  all  other  exits  from  the  building  shall 
be  maintained  without  panic  bolts ;  that  this  variance  shall 
continue  only  during  the  term  of  the  present  emergency ;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


101-44-A 

APPLICANT — John  C.  Wandell,  for  G.  Berggren  Machine 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


I 
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PREMISES  AFFECTED— 231-233  51st  street,  north  side, 
220  ft.  east  of  2nd  avenue  and  228-240  50th  street 
(Block  789,  Lots  18  and  64),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  John  C.  Wandell  and  Charles  W. 

Berggren. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 


THE  RESOLUTION  (101-44-A) 

Whereas,  John  C.  Wandell,  for  G.  Berggren  Machine 
Co.,  Inc.,  owner,  filed  February  11,  1944,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
228-240  50th  street,  south  side,  220  ft.  east  of  Second  ave¬ 
nue,  and  231-233  51st  street,  north  side,  220  ft.  east  of 
Second  avenue  (Block  789,  Lots  18  and  64),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  11,  1944  on  Alt.  Applic.  357-44,  reads: 

“1.  Two  stairs  enclosed  in  fireproof  partitions  leading 
to  the  street  from  both  portions  of  the  2nd  floor  are 
required  by  Sect.  270  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  and  2 
stories  (24  ft.)  in  height,  120  ft.  front  on  50th  street,  60  ft. 
front  on  51st  street,  200  ft.  4  in.  in  depth,  of  class  3  con¬ 
struction,  erected  in  1920  and  1928,  located  in  an  un¬ 
restricted  use  district  and  used  and  occupied  as  follows : 
cellar,  boiler  room;  1st  floor,  public  garage  for  more  than 
five  motor  vehicles ;  2nd  floor,  shop  and  chauffeur’s  quarters  ; 
proposed  to  be  used  and  occupied  as  follows :  cellar,  boiler 
room;  1st  floor,  machine  shop,  40  persons;  2nd  floor,  store 
room,  locker  room  and  toilets,  10  persons,  and  new  2nd  floor 
office,  locker  room,  drafting  room,  store  room  and  toilet, 
10  persons,  total  20  persons  for  2nd  floor,  both  portions; 
that  the  building  is  equipped  with  a  one  source  sprinkler 
system  in  the  50th  street  portion  and  that  fire  drills  are 
maintained ;  that  there  is  no  interior  fire  alarm  system ;  that 
the  building  is  equipped  with  two  44  in.  wood  stairs  on  the 
51st  street  portion  extending  from  2nd  floor  to  grade,  one 
of  which  extends  to  the  street ;  that  these  stairs  are  en¬ 
closed  in  fireproof  blocks  equipped  with  fireproof  self-closing 
doors  and  a  counterbalanced  stairs  is  proposed  on  51st  street 
front  leading  from  2nd  floor  to  the  street;  that  Certificate  of 
Occupancy  1726  issued  January  20,  1921  for  227-233  51st 
street,  permits  the  use  of  the  building  as  a  garage,  chauf¬ 
feur’s  room  and  shop  and  Certificate  of  Occupancy  52277 
issued  August  25,  1928,  permits  the  use  of  228-240  50th 
street  as  a  public  garage  for  more  than  five  cars  ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
occupied  as  a  machine  shop  for  war  work ;  that  the  present 
two  story  section  is  used  as  a  locker  room  and  toilets  for 
employees  and  storeroom  for  tools ;  that  the  stairs  from  this 
portion  will  be  enclosed  with  4  in.  terra  cotta  blocks  and 
constructed  of  hardwood;  that  the  doors  at  top  and  bottom 
of  stair  enclosure  will  be  1-hour  test  and  the  doors  leading 
from  locker  room  to  roof  of  50th  street  portion  and  51st 
street  portion  to  be  1-hour  test;  that  a  'loose  iron  ladder 
will  be  provided  on  the  roof  of  the  50th  street  section  of 
sufficient  length  to  reach  the  street ;  that  height  from  grade 
to  parapet  is  16  ft.  6  in. ;  that  the  proposed  2nd  story  on 
51st  street  front  will  be  used  as  locker  room,  drafting  room, 
office,  toilet  and  store  room  for  office  supplies ;  that  the 
office  on  the  1st  floor  will  be  enclosed  in  4  in.  terra  cotta 
blocks,  stairs  will  be  hardwood  enclosed  with  wood  studs 
and  14in.  plaster  boards  with  1-hour  test  doors  leading 
directly  to  the  street;  that  the  2nd  means  of  egress  from  the 


2nd  story  will  be  by  means  of  a  counterbalanced  iron  stairs 
to  street  and  door  from  locker  room  to  roof  of  the  1  story 
portion  of  the  building;  that  the  ceiling  of  the  51st  street 
section  is  fire-retarded  with  (4  in.  plaster  boards,  joints 
pointed,  and  the  50th  street  section  is  equipped  with  an 
approved  sprinkler  system. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
dated  February  11,  1944  on  Alt.  Applic.  357-44,  Objection  1, 
and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  occupancy  other  than  as  herein  proposed ;  that  the  exits 
shall  be  maintained  as  herein  proposed  and  as  shown  on 
plans  (three  sheets)  filed  with  the  Board  marked  “Received 
February  15,  1944”;  that  this  variance  shall  continue  only 
so  long  as  the  building  is  occupied  substantially  as  proposed. 


348-34-A 

APPLICANT — Samuel  Rosenblum,  for  The  Montrose 
Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit— Appeal  from  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 136  41st  street,  south  side,  240 
ft.  east  of  First  avenue  (Block  716,  Lot  20),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Santangelo. 

ACTION  OF  BOARD- — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (348-34-A) 


Whereas,  this  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  136  41st  street,  south  side,  240 
ft.  east  of  First  avenue  (Block  716,  Lot  20),  Borough  of 
Brooklyn,  was  granted  by  the  Board  June  18,  1935,  on  cer¬ 
tain  conditions,  the  resolution  amended  November  19,  1935, 
December  1,  1936,  January  11,  1928,  January  17,  1939,  Janu¬ 
ary  30,  1940,  February  4,  1941,  February  10,  1942  and 
February  24,  1943,  and  applicant  requested  a  further  exten¬ 
sion  of  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  18,  1935,  as 
last  amended  February  24,  1943,  only  so  far  as  it  has  ref¬ 
erence  to  the  term  of  the  permit  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“that  this  modification  may  continue  for  one  year  from 
the  date  of  this  amended  resolution.” 


1075-41-A 

APPLICANT — Roe,  Kramer  and  McKenna,  for  Waldron 
Estates,  Incorporated,  owner. 

SUBJECT- — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
borough  superintendent)  previously  granted  on  con¬ 
dition. 

PREMISES  AFFECTED— 56-04  and  56-08  197th  street, 
southwest  corner  of  Hollis  boulevard  and  west  side 
of  197  street,  363.13  ft.  north  of  58th  avenue  (Block 
5684,  Lot  1),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 
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THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  . 0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (1075-41-A) 


Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  56-04  and  56-08  197th 
street,  southwest  corner  of  Hollis  Court  boulevard  and  west 
side  of  197th  street,  363.13  ft.  north  of  58th  avenue  (Block 
5684,  Lot  1),  Flushing,  Borough  of  Queens,  was  granted 
by  the  Board  on  September  15,  1942,  on  certain  conditions 
and  the  applicant  requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  15,  1942  by  adding 
thereto : 

“that  in  the  event  the  owner  of  the  dwelling  at  56-04 
197th  street,  plans  for  which  were  filed  under  N.  B. 
Applic.  5571-41,  desires  to  add  an  exterior  enclosed 
porch  as  indicated  on  plans  filed  with  the  borough 
superintendent  under  Alt.  Applic.  1462-43  and  which 
has  been  disapproved  by  the  borough  superintendent 
under  date  of  February  1,  1944— that  such  additional 
porch  may  be  constructed  of  frame  with  a  brick  wall 
approximately  3  ft.  in  height  on  a  concrete  foundation, 
provided  in  all  other  respects,  the  resolution  adopted 
by  the  Board  September  15,  1942  is  complied  with.” 


MATERIAL  SUBMITTED  FOR  APPROVAL 

677-39-SM 

APPLICANT — Pennsylvania-Dixie  Cement  Corporation, 
owner. 

SUBJECT— Application  reopened  October  13,  1943,  re 
amendment  of  resolution — Penn-Dixie  Dark  Port¬ 
land  Cement,  Nazareth  Mill,  Nazareth,  Pa. 
(previously  approved  as  manufactured  at  its  plant, 
Bath,  Pa.). 

APPEARANCES— 

For  Applicant:  Joseph  H.  Chubb. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  . 0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (677-39-SM) 


Whereas,  the  Pennsylvania-Dixie  Cement  Corporation, 
owner,  filed  on  May  22,  1939,  an  application  with  the  Board 
of  Standards  and  'Appeals  for  the  approval  of  the  material 
known  as  Penn-Dixie  Dark  Portland  Cement ;  and 
Whereas,  on  July  16,  1940,  the  Board  opproved  this 
material  on  certain  contditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  of  July  16,  1940;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  13,  1943  and  referred  to  (he  Committee  on  Tests 
of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests,  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

February  2,  1944. 

Re:  Cal.  677-39-SM 

Subject:  Penn-Dixie  Dark  Portland  Cement, 

Nazareth  Mill,  approval  of. 

This  application  was  reopened  October  13,  1943  on 
request  of  the  applicant  to  amend  the  approval  adopted 
by  the  Board  on  July  16.  1940  so  as  to  consider  the 
approval  of  Penn-Dixie  Dark  Portland  Cement  manu¬ 
factured  at  the  Nazareth  mill  located  at  Nazareth,  Pa., 


all  as  previously  described  in  the  approval  granted 
by  the  Board  July  18,  1939  under  Cal.  676-39-SM  for 
Penn-Dixie  Portland  Cement,  Nazareth  Mill. 

The  reason  for  the  request  for  amendment  is  that 
Plant  6  at  Bath,  Pa.  has  been  closed  for  an  indefinite 
period  due  to  war  conditions  and  the  manufacture  of 
Penn-Dixie  Dark  Portland  Cement  has  been  transferred 
to  Plant  4  at  Nazareth,  Pa.  The  manufacturing  pro¬ 
cesses  and  equipment  at  Plant  4,  Nazareth,  Pa.  are  the 
same  as  those  which  were  formerly  followed  at  the 
Bath  Mill.  The  raw  materials  used  in  the  manufacture 
of  this  cement  will  be  taken  from  the  same  common 
source  as  previously  described  in  the  Report  of  the 
Committee  on  Tests  dated  July  13,  1940  appearing  in 
Bulletin  31,  Volume  25. 

Samples  of  the  cement  were  selected  as  manufactured 
at  the  Nazareth  Mill  and  tested  at  the  applicant’s  labora¬ 
tory  located  at  Bath,  Pa.  during  October  1943,  under  the 
supervision  of  representatives  of  the  Committee  on  Tests 
with  the  following  results : 


Chemical  Analysis 


Si02  . 

.  21.14 

C3S 

54.5 

A 1203  . 

.  4.88 

C2S 

19.5 

Fe203  . 

.  4.08 

C3A 

6.0 

CaO  . 

.  63.51 

C4AF 

12.4 

MgO  . 

.  3.12 

CAS04 

2.7 

S03  . 

.  1.62 

Ignition  Loss  . . . 

.  .67 

Insoluble  Residue 

.  .15 

Free  MgO  . 

.  3.12 

Free  CaO  . 

0.57 

A 1203  . 

1.19 

Fe203 

Physical  Tests 


Normal  Consistency  . 23.5% 

Setting  Time: 

(Gilmore)  Initial  .  3:15 

Final  .  6 :0() 

Soundness : 

5  hrs.  steam  .  o.k. 

Expansion  at  420  deg  F. 

in  autoclave  .  0.08% 

Fineness : 


Specific  Surface,  CM2/g...l705 
No.  325  (%  passing) ...  .89.3 

Tensile  Strength  (1:3  Standard  Mortar) 
per  sq.  in. 

(six  specimens  per  period) 


7  days 

28  days 

385 

480 

390 

490 

425 

465 

435 

480 

420 

520 

435 

470 

415 

484 

1!>. 


Compressive  Strength — Plastic  Mortar  (1:2.75) 
G.O.S.3  lb. 

per  sq.  in.  (six  specimens  per  period) 


%H20 

%  Flow  7  days 

28  days 

56 

100  2395 

4250 

2210 

4000 

2185 

4025 

2400 

4325 

2400 

4250 

2395 

4200 

Average  2331 

4175 

The  foregoing  results  of  tests  indicate  that  this  cement 
conforms  to  ASTM  Designation  EA-C-150  (Type  2) 
and  F.S.  E-SS-C-206A. 
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RECOMMENDATION 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  the  resolution  adopted  July  16, 
1940  approving  Penn-Dixie  Dark  Portland  Cement,  Bath 
Mill,  Pa.,  to  be  amended  so  as  to  include  the  approval 
of  Penn-Dixie  Dark  Portland  Cement  as  manufactured 
by  the  Pennsylvania  Dixie  Cement  Corporation  at  Plant 
4,  Nazareth,  Pa.,  under  C26-191.0,a  and  C26-312.0,c, 
Par.  1,  provided  that  the  material  be  manufactured  in 
accordance  with  the  processes  as  described  in  the  Report 
of  the  Committee  on  Tests  dated  July  13,  1940  under 
Cal.  677-39-SM  and  provided  further  that  each  bag  or 
container  shipped  shall  be  stamped,  labeled  or  marked : 
“Approved  for  use  in  New  York  City  by  the  Board  of 
Standards  and  Appeals  under  Cal.  677-39-SM”,  and 
when  shipped  in  bulk,  its  bill  of  lading  be  similarly 
marked,  and  that  when  this  cement  is  shipped  with 
carbon  black  added,  its  bill  of  lading  shall  bear  the 


SMOKING  IN 

Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1 .  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


notation  designated  by  the  manufacturer,  “Lot  D"  to 
indicate  the  presence  of  carbon  black. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  16,  1940,  as  corrected  in 
Bulletin  1,  Volume  27,  and  in  accordance  with  the  Report 
of  Committee  on  Tests  dated  February  2,  1944. 


Adjourned:  5:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


FACTORIES 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works ; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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COURT  DECISION 

Matter  of  Cities  Service  Oil  Co.  vs.  Murdock — The  premises  are 
located  at  3504-3510  Boston  Road,  southeast  corner  of  East- 
Chester  Road.  In  1927,  a  temporary  variance  for  two  years 
was  granted  to  permit  erection  of  a  gasoline  station  under 
Cal.  No.  626-26  BZ.  The  variance  was  extended  to  expire 
April  29,  1931.  Thereafter,  no  application  was  filed  for 
continuance  until  1935,  when  the  variance  was  again  granted 
for  two  years,  expiring  January  15,  1937.  A  request  for 
further  extension  was  denied  on  December  14,  1937,  based 
on  a  report  of  Committee. 

Upon  court  review,  the  denial  of  the  Board  was  sustained 
at  Special  Term,  Supreme  Court,  by  Mr.  Justice  McGeehan 
(People  ex  rel  Richel  vs.  Murdock.  N.  Y.  Law  Journal, 
Jan  ary  24,  1940).  This  decision  was  affirmed  by  the  Ap¬ 
pellate  Division  of  the  First  Department  but  a  stay  was 
granted  and  leave  to  appeal  to  Court  of  Appeals  (N.  Y 
Law  Journal,  May  17,  1941).  The  Court  of  Appeals,  how¬ 
ever,  refused  permission  to  appeal  to  that  court  and  denied 
a  further  stay  (N.  Y.  L.  Journal,  June  14,  1941). 

On  June  2,  1942,  the  Board  again  denied  an  application 
brought  under  Section  7,  subdivision  F.  Later,  the  prop¬ 
erty  having  been  taken  over  by  the  Cities  Service  Oil  Co- 
from  Richel,  an  application  for  rehearing  was  made  by 
George  II.  Cohn  as  counsel,  and  the  Board  denied  a  rehear¬ 
ing  on  September  15,  1942,  in  the  absence  of  substantial  new 
facts.  This  decision  was  subject  to  court  review  and  has 
been,  sustained  by  Mr.  Justice  Wasser vogel,  at  Special  Term, 
Bronx  County,  the  court  stating : 

“The  Board  of  Standards  and  Appeals  having  ren¬ 
dered  its  decision  was  powerless  to  reopen  the  proceed¬ 
ing  except  upon  a  showing  of  new  facts.  On  the  record 
herein  there  was  not  a  showing  of  new  facts  warranting 
a  reopening  of  the  proceedings  and  the  board  was  thor¬ 
oughly  justified  in  denying  the  application  to  review  its 
initial  determination.  Motion  to  dismiss  granted.” 

(N.  Y.  L.  Journal,  February  18,  1944). 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Court  Decision.  ' 

Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  February  23,  1944,  at  10 
A.M.,  Affecting  Calendar  Numbers  456-43-BZ,  517-43- 
BZ,  569-37-BZ,  140-42-BZ,  168-43-BZ,  695-29-BZ,  413- 
37-BZ,  594-37-BZ,  517-39-BZ,  1051-39-BZ,  567-43-BZ, 
457-43-A,  169-43-S  and  40-44-A. 

Minutes  of  Regular  Meeting  February  23,  1944,  at  2 
P.M.,  Affecting  Calendar  Numbers  397-42-A,  660-42-S, 
661-42-S,  472-43-A,  544-43-A,  601-43-A,  622-43-A,  533- 
43-A,  588-43-A,  607-43-A,  623-43-A,  22-44-A,  28-44-A, 
84-44-A,  106-44-A,  107-44-A,  108-44-A,  110-44-A  and 
130-43-A. 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK.  Chairman. 
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DOCKET 

Rezo  Cases  Filed  up  to  February  22,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

108-44-A — H.B.M. — 26  East  64th  street,  south  side,  53  ft. 
west  of  Madison  avenue  (Block  1378,  Lot  58),  Borough 
of  Manhattan,  Alt.  124-44. 


109-44-A — F.D. — 304-320  East  45th  street,  south  side,  100 
ft.  east  of  2nd  avenue  (12th  floor);  (Block  1337,  Lot  40), 
Borough  of  Manhattan,  36752-LC  and  Decision. 


110- 44-A — F.D. — 470-484  Canal  street,  205-211  Hudson 
street,  southeast  corner,  111-113  Watts  street  and  2-10 1/2 
Desbrosses  street  (10th  floor);  (Block  225,  Lots  8-26, 
inclusive),  Borough  of  Manhattan,  Decision. 

111- 44-A — F.D. — Re:  Transportation  of  Fuel  Oil  in  Tank 
Truck  in  New  \  ork  City  (Capacity  of  Tank  not  in  con¬ 
formity  with  Administrative  Code  requirements  covering 
Tank  Trucks),  37201-LC. 


112-44-A — F.D. — 61  Montrose  avenue,  north  side,  150  ft. 
west  of  Lorimer  street  (Block  3050,  Lot  35),  Borough 
of  Brooklyn,  11134-LF  and  Decision. 


113- 44-A — H.B.M. — 46  West  55th  street,  south  side,  372 
ft.  east  of  6th  avenue  (Block  1270,  Lot  60),  Borough  of 
Manhattan,  Amendment  to  Elevator  Applic.  60-43. 

114- 44-A — H.B.B. — 109-111  Walworth  street,  east  side, 
182  ft.  9  in.  north  of  Myrtle  avenue  (Block  1736,  Lot  50), 
Borough  of  Brooklyn,  Alt.  2-44. 

115- 44-A — F.D. — 255-261  18th  street,  north  side,  150  ft. 
east  of  5th  avenue  (Block  873,  Lot  69),  Borough  of 
Brooklyn,  11714-LF  and  Decision. 

116- 44-BZ — H.B.B. — 337-339  Roebling  street,  east  side, 
61.9  ft.  north  of  Division  avenue  (Block  2149,  Lot  1), 
Borough  of  Brooklyn,  Alt.  175-44. 

117- 44-A — H.B.Bx. — 244  (240-244  displayed)  East  152nd 
street,  south  side,  94.47  ft.  east  of  Park  avenue  (Block 
2441,  Lots  15  and  16),  Borough  of  The  Bronx,  Amend¬ 
ment  to  Alt.  10-44. 

118- 44-A— F.D. — 797-805  East  140th  street,  north  side, 
150  ft.  east  of  Southern  boulevard  (2nd  floor);  (Block 
2592,  Lot  72),  Borough  of  The  Bronx,  35994-LC  and 
Decision. 


119- 44-A — F.D. — 686  Richmond  terrace,  south  side,  125 
ft.  east  of  Lafayette  avenue  (Block  67,  Lot  111),  New 
Brighton,  Borough  of  Richmond,  Decision  re  19328-LF. 

120- 44-A — F.D. — 18  East  42nd  street,  south  side,  166  ft. 
east  of  5th  avenue  (Block  1276,  Lot  66).  Borough  of 
Manhattan,  Decision  re  36754-LC. 


Restored  to  Calendar. 

569-37-BZ— H.B.B.— 2030-2044  McDonald  avenue,  west 
side,  339  ft.  6  in.  north  of  Avenue  S  and  49-57  Lake 
street  (Block  6680,  Lots  23,  124  and  125),  Borough  of 
Brooklyn,  Alt.  13838-38. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Building*; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec.  28,  1943— Vol.  28,  No.  52A 

Carbon  Dioxide  Liquefier,  Rules - Dec.  28,  1943 — Vol.  28,  No.  52A 

Certificates  of  Occupancy,  approved 

„  form  . Dec.  28,  1943— Vol.  28,  No.  S2A 

Concrete  Flat  Slabs,  Rules . July  13,  1937 — Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

„  •  •  •  •  . . Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Rules  (Hydrated  Lime)  . . .  Aug.  3,  1937 — Vol.  22,  No.  31 

Elevator  Rules  . . Mar.  3,  1936 — Vol.  21,  No.  9 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec.  28,  1943— Vol.  28,  No.  52A 

Exit  Rules  (Revolving  Doors) ....  June  15,  1937 — Vol.  22,  No.  24 

Factory  Exit  Rules . Dec.  28,  1943— Vol.  28,  No.  S2A 

Fire  Alarm  Rules  (Interior) . Dec.  28,1943 — Vol.  28,  No.  52A 

Fire  Drill  Rules  . Dec.  28,  1943 — Vol.  28,  No.  52A 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb.  15.1944 — Vol.  29,  No.  7 

Fire  Retarding  Rules  for  Garages, 

etc . Dec.  28.  1943— Vol.  28,  No.  52A 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec.  28,  1943— Vol.  28,  No.  52A 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . June  5,1928 — Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . Dec.  28,  1943 — Vol.  28,  No.  52A 

Oil  Burner  Rules. . Dec.  28,  1943 — Vol.  28,  No.  52A 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec.  28,1943 — Vol.  28,  No.  52A 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Dec.  28.  1943— Vol.  28,  No.  52A 

Platform  Trucks,  Specifications  for.  .,Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,1937 — Vol.  22,  No.  31 

Plumbing  Rules  (  Submerged  Inlets  ; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply). Jan.  18,  1944 — Vol.  29,  No.  3 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A. C. .  Feb.  8,  1944 — Vol.  29,  No.  6 

Smoking  in  Factories,  Rules  for _ Feb.  22,  1944 — Vol.  29,  No.  8 

Sprinkler  Rules  . June  29,  1937 — Vol.  22,  No.  26 

Standpipe  Fireline  Rules . June  8,1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting.  .  .June  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)..  Dec.  28,  1943 — Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  th« 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


FEBRUARY  29,  1944,  10  A.  M. 

NO  TICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  Febniary  29,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Zoning  Applications. 

147-37-BZ — Application  of  Nathan  A.  Goldenthal,  appli¬ 
cant,  on  behalf  of  Mildred  Klausecker,  owner,  reopened 
January  18,  1944,  for  consideration  as  to  extension  of 
permit — re  Application,  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles; 
premises  25-68  to  25-70  Steinway  street,  west  side,  275 
ft.  north  of  28th  avenue  (Block  654,  Lots  91  and  92), 
Long  Island  City,  Borough  of  Queens. 

3 11-27-BZ — Application  of  Sidney  S.  Hein,  applicant  on 
behalf  of  George  N.  Winkler,  owner,  reopened  January 
4,  1944,  under  sections  7c  and  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  conversion  of 
occupancy  of  an  existing  building,  from  a  garage  for 


146 


CALENDAR 


more  than  five  motor  vehicles — owner’s  use  only — (Previ¬ 
ously  granted  by  the  Board),  to  a  garage  for  more  than 
five  motor  vehicles  (owner’s  use  only),  a  public  garage 
for  more  than  five  motor  vehicles  and  storage  of  house¬ 
hold  goods  and  also,  the  maintenance  of  painted  business 
signs  on  the  existing  building;  premises  1141-1147  Bay- 
port  place,  south  side,  150  ft.  east  of  Far  Rockaway 
boulevard  (Block  39,  part  of  Lot  36),  Far  Rockaway, 
Borough  of  Queens. 

63-44-BZ — Application,  January  25,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  John  T.  Dooling, 
applicant  on  behalf  of  Bavasi  Realty  Corporation,  owner 
(Sidney  West  and  Edward  Daspin,  d/b/a  Commercial 
Box  and  Supply  Co.,  lessees),  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy  for  a  term  of 
ten  (10)  years,  of  an  existing  public  garage  to  a  factory 
for  the  manufacture  of  corrugated  paper  packing  boxes 
and  containers  and  also,  for  storage  purposes;  premises: 
236-246  West  17th  street,  south  side,  256  ft.  9  in.  east  of 
8th  avenue  (Block  766,  Lot  65),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


FEBRUARY  29,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  February  29,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Zoning  Application. 

555-43-BZ — Application,  November  16,  1943;  amended 
February  4,  1944,  under  section  21  of  the  zoning  resolu¬ 
tion,  of  Mac  L.  Reiser,  applicant,  on  behalf  of  Samuel 
Seal,  owner,  for  variation  of  section  16-B  of  the  zoning 
resolution,  to  permit  in  a  residence  use  G  area  district, 
the  extension  of  an  existing  porch  into  the  required  set¬ 
back  for  a  distance  of  2  ft.  2  in.;  premises  316  Beach  149th 
street,  east  side,  105  ft.  north  of  Neponsit  avenue  (Block 
750,  Lot  51),  Rockaway  Beach,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

632-43-A — 26  West  47th  street,  south  side,  350  ft.  west 
of  Fifth  avenue  (Block  1262,  Lot  52),  Borough  of  Man¬ 
hattan. 

591-43-A — 1241  (1239  displayed)  41st  street,  north  side, 
335  ft.  east  of  12th  avenue  (Block  5589,  Lot  63),  Bor¬ 
ough  of  Brooklyn. 

637- 43-A — 677  Fifth  avenue,  east  side,  50  ft.  5  in.  north 
of  East  53rd  street  (Block  1289,  Lot  3),  Borough  of 
Manhattan. 

553-43-A — 42-42  Vernon  boulevard,  northwest  corner  of 
43rd  (Harris)  avenue  (Block  484,  Lot  31),  Long  Island 
City,  Borough  of  Queens. 

587-43-A — 165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 

638- 43-A — 339  South  4th  street,  north  side,  75  ft.  east  of 
Keap  street  (Block  2437,  Lot  37),  Borough  of  Brooklyn. 

102-44-A — 1302-1304  Avenue  J,  southeast  corner  of  East 
13th  street  (Block  6715,  Lot  1),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  7,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  7,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Zoning  Applications. 

273-43-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  East  New  York  Savings  Bank, 


owner,  reopened  December  14,  1943,  under  section  7c 
of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  conversion  of  occupancy  of  a  building 
from  a  marble  factory  to  manufacturing  of  mattresses 
(previously  denied  in  re  conversion  of  building  from 
marble  works  to  factory);  (light  manufacturing);  prem¬ 
ises  965-967  Hopkinson  avenue,  west  side,  260  ft.  south 
of  Lott  avenue  and  576-578  Bristol  street  (Block  3623, 
Lot  19),  Borough  of  Brooklyn. 

517-43-BZ — Application,  October  28,  1943,  under  section 
7c  of  the  zoning  resolution,  of  I.  L.  Crausman,  appli¬ 
cant,  on  behalf  of  St.  Ann’s  R.  C.  Church,  owner,  to 
permit  in  a  business  use  district,  the  parking  of  more 
than  five  motor  vehicles  upon  a  plot,  occupied  in  part, 
as  a  gasoline  service  station;  premises  155  Gun  Hill 
road  and  3501  Bainbridge  avenue,  northwest  corner 
(Block  3328A,  Lot  60),  Borough  of  The  Bronx. 

600-43-BZ — Application,  December  10,  1943,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Benny  Lafrado,  appli¬ 
cant  and  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension  of  an 
existing  accessory  garage  for  four  (4)  pleasure  cars  and, 
also,  the  conversion  of  occupancy  of  same  to  a  garage 
for  three  (3)  commercial  motor  vehicles;  premises  17 
Lockman  avenue,  east  side,  147  ft.  south  of  Richmond 
terrace  (Block  1236,  part  of  Lot  36),  Mariners  Harbor, 
Borough  of  Richmond. 

615-43-BZ — Application,  December  18,  1943,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  William  Higginson 
and  Son,  applicants,  on  behalf  of  Margaret  V.  Daly, 
owner  (Russel  Raymond,  lessee),  to  permit  in  a  business 
use  district,  the  conversion  of  occupancy  of  an  existing 
building  from  a  five  (5)  car  garage,  store  and  dwelling 
to  a  lumber  and  mill  work  shop  and  dwelling  (the  build¬ 
ing  is  now  occupied  as  a  lumber  and  mill  work  shop  and 
dwelling  without  a  certificate  of  occupancy  for  this  use); 
premises  43-49  162nd  street,  east  side,  280  ft.  north  of 
45th  avenue  (Block  5420,  Lot  9),  Flushing,  Borough  of 
Queens. 

263-19-BZ — Application  of  Reginald  S.  Hardy,  applicant, 
on  behalf  of  Hayson  Corporation,  owner  (Randall  Cadil¬ 
lac  Corp.,  lessee),  reopened  February  1,  1944,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  to  permit  for  a  tem¬ 
porary  period  of  two  (2)  years  in  a  residence  use 
district,  the  inclusion  of  a  lubritorium,  motor  vehicle 
repair  shop,  stock  room  and  offices,  in  an  existing  public 
garage  (the  garage  use  was  previously  granted  by  the 
Board);  premises  564-592  (formerly  722-746)  .St.  Johns 
place,  south  side,  333  ft.  8  in.  west  of  Classon  avenue 
(Block  1178,  Lot  26),  Borough  of  Brooklyn. 

456- 43-BZ — Application,  September  23,  1943,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Carmelo  Di  Rosa,  owner,  to  permit  partly 
in  a  business  use  and  partly  in  a  residence  use  district, 
the  enlargement  of  a  garage  for  the  purpose  of  storing 
two  (2)  trucks  and  crates  for  bottled  soda;  premises 
122-03  Sutphin  boulevard  and  150-02  122nd  avenue,  south¬ 
east  corner  (Block  12217  (3012),  Lot  8),  Jamaica,  Bor¬ 
ough  of  Queens. 

Appeal  from  Administrative  Decision. 

457- 43-A — 122-03  Sutphin  boulevard  and  150-02-  122nd 
avenue,  southeast  corner  (Block  12217  (3012),  Lot  8), 
Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  7,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  7,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 


CALENDAR 


Appeals  from  Administrative  Decisions. 

584-43-A — 39-01  Main  street,  southeast  corner  of  39th 
avenue  (Block  4980,  Lot  5),  Flushing,  Borough  of 
Queens. 

484-43-S — 6220-6222  20th  avenue,  west  side,  20  ft.  north 
of  63rd  street  (Block  5534,  Lot  48),  Borough  of  Brook¬ 
lyn. 

26-44-A — 31-43  West  Mt.  Eden  avenue,  northwest 
corner  of  Inwood  avenue  (Block  2865,  Lot  121),  Bor¬ 
ough  of  The  Bronx. 

472-43-A — 755  East  134th  street,  north  side,  100  ft.  west 
of  Willow  avenue  and  147  Willow  avenue  (Block  2563, 
Lot  45),  Borough  of  The  Bronx. 

544-43-A — 42-16  West  street,  west  side,  200  ft.  south  of 
Jackson  avenue  (Mezzanine  and  5th  floors);  (Block  264, 
Lot  4),  Long  Island  City,  Borough  of  Queens. 

622-43-A — 1050  Broadway,  southwest  corner  of  Hart 
street  (Block  1596,  Lot  37),  Borough  of  Brooklyn. 

601-43-A — 123-32  82nd  avenue,  east  side  81  ft.  south  of 
Queens  boulevard  (Block  3369,  Lot  13),  Kew  Gardens, 
Borough  of  Queens. 

104-44-A — 48  East  80th  street,  south  side,  100  ft.  6  in. 
east  of  Madison  avenue  (Block  1491,  Lot  48),  Borough 
of  Manhattan. 

Material  for  Approval. 

1020-38-SM — Hudson  Atlas  Portland  Cement,  North¬ 
ampton  Atlas  Portland  Cement,  Atlas  White  Portland 
Cement  and  Atlas  Waterproofed  White  Portland  Ce¬ 
ment,  reopened  October  5,  1943  re  amendment  of  reso¬ 
lution  as  to  Northampton.  Atlas  Portland  Cement,  the 
inclusion  of  Northampton  Atlas  High  Early  Strength 
Cement  and  Atlas  Duraplastic  Portland  Cement  as 
manufactured  at  the  applicant’s  mill  at  Northampton, 
Pennsylvania. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  14,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  14,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeal  from  Administrative  Decision. 

606-43-A — 859  Southern  boulevard,  west  side,  219.3  ft. 
north  of  Intervale  avenue  (Block  2722,  Lot  14),  Borough 
of  The  Bronx. 

Zoning  Applications. 

541-32-BZ — Application  of  Alfred  H.  Eccles,  applicant, 
on  behalf  of  J.  D.  Dawkins,  owner,  reopened  November 
30,  1943,  under  section  7c  of  the  zoning  resolution,  to 


permit  in  a  residence  use  district,  the  conversion  of  occu¬ 
pancy  of  an  existing  building  from  storage  use  to  a  fac¬ 
tory  (asbestos  pipe  insulation) ;  premises  87-41  130th 
street,  east  side,  374.5  ft.  south  of  Jamaica  avenue  (Block 
9338,  Lot  79),  Richmond  Hill,  Borough  of  Queens. 

100-44-BZ — Application,  February  11,  1944,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Irving  M. 
Fenichel,  applicant,  on  behalf  of  Raybob  Realty  Corpora¬ 
tion,  owner,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  of  an  existing 
garage  for  more  than  five  motor  vehicles  to  a  factory 
where  drapes,  curtains  and  other  similar  articles  are 
laundered,  finished,  received,  stored  and  shipped;  where 
furniture  fabrics  are  cleaned  with  the  use  of  inflammable 
liquids  and,  also,  a  storage  garage  for  one  motor  vehicle 
(truck);  premises  507-515  East  120th  street,  south  side. 
98  ft.  east  of  Pleasant  avenue  Block  1817,  Lot  5),  Bor¬ 
ough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  21,  1944,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public,  hearing 
Tuesday  morning,  March  21,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter: 

Zoning  Application. 

271-43-BZ — Application,  June  2,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Schrier  Trading  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  maintenance  of 
more  than  five  individual  garages.  (The  Board  previously 
denied  an  application  for  a  garage  for  more  than  five 
motor  vehicles  on  these  premises);  premises  11-17  (7-17 
displayed)  Schenectady  avenue  and  617-627  Herkimer 
street,  northeast  corner  (Block  1701,  Lot  1),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  21,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  21,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

397-42-A — 4352  Hylan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  MORNING,  FEBRUARY  23,  1944 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  February  15,  1944,  and  Tuesday  after¬ 
noon,  February  15,  1944,  were  approved,  as  printed  in 
Bulletin  No.  7,  Volume  29. 


ZONING  CASES 

456-43-BZ 

APPLICANT — Max  Horn,  for  Carmelo  Di  Rosa,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7b  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  enlargement  of  a  garage 
for  the  purpose  of  storing  two  (2)  trucks  and  crates 
for  bottled  soda. 
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PREMISES  AFFECTED— 122-05  Sutphin  boulevard  and 
150-02  122nd  avenue,  southeast  corner  (Block  12217 
(3012),  Lot  8),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1944  at 
10  a.  m.,  pending  an  inspection  by  a  committee  of 

the  Board. 


517-43-BZ 

APPLICANT — I.  L.  Crausman,  for  St.  Ann’s  R.  C.  Church, 
owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district  the  park¬ 
ing  of  more  than  five  motor  vehicles  upon  a  plot, 
occupied  in  part,  as  a  gasoline  service  station. 

PREMISES  AFFECTED — 3501  Bainbridge  avenue  and 
155  Gun  Hill  road,  northwest  corner  (Block  3328 A, 
Lot  60),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  I.  L.  Crausman. 

For  Opposition :  R.  S.  Garson  and  Irving  S.  Rapa- 
port. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1944  at  10 
a.  m.,  pending  an  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


569-37-BZ 

APPLICANT — Lama  and  Proskauer,  for  Bengal  Realty  Co., 
Inc.,  owner ;  Flatbush  Coal  and  Coke  Corp.,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing,  previous  variation  having  lapsed — re  Ap¬ 
plication  (decision  of  the  borough  superintendent) 
previously  granted  on  condition,  permitting  in  a 
residence  use  district,  the  operation  of  coal  pockets, 
coal  storage,  truck  driveway  and  railroad  siding. 

PREMISES  AFFECTED— 2030-2044  McDonald  avenue  and 
49-57  Lake  street  (Block  6680,  Lots  23,  124  and 
125),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn...  4 
Negative .  0 


140-42-BZ 

APPLICANT — Anthony  M.  De  Rose,  for  Anton  Escherich, 
owner. 

SUBJECT — Application  reopened  November  17,  1942  (de¬ 
cision  of  the  acting  borough  superintendent)  under 
section  21  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  six  (6)  car  garage  on  the  same  plot  with  an 
existing  five  (5)  car  garage  (previously  withdrawn.) 

PREMISES  AFFECTED— 2851-2853  Bailey  avenue,  west 
side,  498  ft.  south  of  West  230th  street  (Block  3264, 
Lot  63),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Anthony  M.  De  Rose. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  .  1 

Negative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn  .  3 

tHE  RESOLUTION  (140-42-BZ) 


Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  six  (6)  car  garage  on  the  same  plot 
with  an  existing  five  (5)  car  garage,  affecting  premises 
2851-2853  Bailey  avenue,  west  side,  498  ft.  south  of  West 
230th  street  (Block  3264,  Lot  63),  Borough  of  The  Bronx, 
was  withdrawn  on  July  23,  1942;  and 

Whereas,  the  applicant  requested  a  reopening  and  restora¬ 
tion  to  the  calendar  and  this  case  was  reopened  by  vote  of 
the  Board  on  November  17,  1942,  subject  to  usual  procedure; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  23,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Bailey  avenue  is  in  a  business  use,  “B” 
area  and  1  Vi  times  height  district;  Exterior  street  is  in  an 
unrestricted  use,  “A”  area  and  VA  times  height  district, 
and  West  229th  street  is  in  a  business  and  residence  use,  “A” 
area  and  1 V2  times  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  act¬ 
ing  on  N.B.  applic.  864-41,  dated  August  3,  1943,  and 
amended  January  10,  1944,  reads: 

“1.  The  proposed  erection  of  a  six-car  garage  on  a 
plot  in  a  business  use  district  already  having  a  five  car 

garage  thereon  is  in  violation  of  Art.  II,  Sec.  4a  (15) 

of  the  zoning  resolution.” 
and 

Whereas,  the  applicant  states  the  premises  consist  of  an 
irregular  shaped  plot,  having  a  frontage  of  54  ft.  and  a 
maximum  depth  of  206  ft. ;  that  upon  the  northerly  frontage 
of  the  plot  there  are  located  three  (3)  one  and  two  story 

brick  buildings ;  two  occupied  as  store  and  dwellings  and 

one  occupied  as  a  dwelling  throughout;  that  upon  the  central, 
northerly  part  of  the  plot  there  is  a  four  (4)  car  (Non¬ 
accessory)  garage  and  that  it  is  proposed  to  erect  across  the 
rear  of  the  plot  a  Class  3,  six  (6)  car  garage,  approximately 
53  ft.  by  20  ft.  in  area ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution  and  is,  therefore, 
not  entitled  to  relief  on  the  ground  of  practical  difficulty  and 
unnecessary  hardship ;  and 

Whereas  the  applicant  made  no  request  to  substitute  any 
other  section  for  section  21. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  N.B.  applic.  864-41,  objection  1.  dated  August  3, 
1943,  and  amended  January  10,  1944,  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


168-43-BZ 

APPLICANT — Philip  Freshman,  for  Milkin  Realty  Co., 
owner  (Tung-Sol  Electric  Corp.,  lessee). 
SUBJECT — Application  reopened  February  1,  1944  (decision 
of  the  borough  superintendent)  under  section  7e  of 
the  zoning  resolution,  to  permit  in  a  business  use 
district,  the  use  of  more  than  25%  of  the  aggregate 
of  the  floor  area  of  an  existing  building,  for  factory 
use  (radio  tubes);  (previously  withdrawn). 
PREMISES  AFFECTED — 51-55  Nassau  avenue  and  68-74 
Guernsey  street  northeast  corner  (Block  2644,  Lot 
45),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant:  Philip  Freshman,  and  Walter  N. 
Seligsberg. 
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For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative  .  0 

THE  RESOLUTION  (168-43-BZ) 

Whereas,  Philip  Freshman,  for  Milkin  Realty  Co.,  owner 
(Tung-Sol  Electric  Corp.,  lessee),  filed  April  9,  1943,  an 
application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  use  of  more  than  25% 
of  the  aggregate  floor  area  of  an  existing  building  for  factory 
use  (radio  tubes),  affecting  premises:  51-55  Nassau  avenue 
and  68-74  Guernsey  street,  northeast  corner  (Block  2644, 
Lot  45),  Borough  of  Brooklyn;  and 

V  hereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
February  23,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

\Y  hereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Nassau  avenue  is  in  residence  and 
business  use  B  area  and  1%  times  height  districts;  Guernsey 
street  is  in  business  use,  B  area  and  times  height  districts 
and  Lorimer  street  is  in  business  and  residence  use,  B  area 
and  times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  26,  1944,  re  Alt.  Applic.  123-44,  reads : 

“1.  The  use  for  manufacturing  of  a  floor  area  in  excess 
of  25%  of  the  total  floor  space  of  the  building  and  in 
excess  of  the  area  of  the  lot,  in  a  bldg,  located  in  a 
business  use  district  is  contrarv  to  the  Zoning  Resolution, 
Sect.  4-c.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  having  a  frontage  of  75  ft.  on  Nassau  avenue  and  100  ft. 
on  Guernsey  street;  that  upon  the  plot  is  located  a  3-story 
fireproof  building,  74  ft.  10  in.  by  98  ft.  8  in.  in  area,  occupied 
for  the  manufacture  of  radio  tubes ;  that  the  total  floor  space 
of  the  building  used  for  manufacturing  purposes  is  less  than 
25  per  cent  of  the  total  floor  space  of  the  building ;  that  it  is 
proposed  to  increase  the  total  floor  space  used  for  manufac¬ 
turing  purposes  (radio  tubes)  to  approximately  46%  of  the 
total  floor  space  of  the  building ;  that  this  proposed  percentage 
exceeds  the  permissible  25%  limit  as  provided  in  Section  4 
(c)  of  the  Zoning  Resolution;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  Committee  of  the  Board ;  and 

V  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  to 
permit  the  extension  and  occupancy  of  the  building  for  factory 
purposes  as  proposed,  on  condition  that  not  more  than  50  per¬ 
cent  of  the  gross  floor  area  shall  be  so  occupied;  that  this 
variance  shall  be  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution,  and  on  condition  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  other  than  as 
modified  by  the  Board  under  Cal.  169-43-S  ;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 


695-29-BZ 

APPLICANT — Jacobs  and  Blumenstiel,  for  Hulon  Realty 
Corp.,  owner ;  Louis  Curcio,  Lessee. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
superintendent  of  buildings)  previously  granted  on 
condition,  under  section  7f  of  the  Zoning  resolution, 


permitting  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  for  a 
temporary  period. 

PREMISES  AFFECTED — Southwest  corner  of  Wilkinson 
avenue  and  Westchester  avenue  (Block  4235,  Lots 
36  and  38),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Beatrice  R.  Fliegel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative .  0 

THE  RESOLUTION  (695-29-BZ) 

Whereas,  this  application  under  section  7f  of  the  Zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  period,  the  erection  and  maintenance  of  a  gasoline  service 
station,  affecting  premises  southwest  corner  of  Wilkinson 
avenue  and  Westchester  avenue  (Block  4235,  Lots  36  and 
38),  Borough  of  The  Bronx,  was  granted  by  the  Board  on 
October  7,  1930,  on  certain  conditions  and  permit  extended 
from  time  to  time,  the  last  such  extention  being  on  March  3, 
1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  7,  1930,  as 
amended  by  resolutions  adopted  through  March  3,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“granted  under  section  7-f  for  a  temporary  term  of 
two  years  from  the  date  of  this  amended  resolution  *  *  * 
and  that  a  certificate  of  occupancy  shall  be  obtained." 


413-37-BZ 

APPLICANT — Leon  D.  Miller,  for  Edward  Berger,  lessee; 

Estate  of  Samuel  A.  Potter,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
temporary  period  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 50-10  Roosevelt  avenue,  50-07 
Queens  boulevard,  44-20  51st  street  and  44-05  50th 
street  (Block  505,  Lots  6,  12  and  part  of  21),  Sunny- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leon  D.  Miller. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative .  0 

THE  RESOLUTION  (413-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles,  affecting  premises  50-10  Roosevelt  ave¬ 
nue,  50-07  Queens  boulevard,  44-20  51st  street  and  44-05  50th 
street  (Block  505,  Lots  6,  12  and  part  of  21)  Sunnyside, 
Borough  of  Queens,  was  granted  by  the  Board  on  March  11, 
1938,  on  certain  conditions,  permit  extended  on  February  10, 
1940  and  February  10,  1942;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 


MINUTES 


r 


k 

y 


■ 


I 

U 


► 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  11,  1938,  as 
amended  through  February  10,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7 h  therefor,  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution  .  . 


594-37-BZ 

APPLICANT — William  J.  O’Neill,  for  Hans  Angerman, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  under  section  21  of  the 
zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict,  for  a  temporary  period  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 39-34  to  39-38  60th  street,  west 
side,  307  ft.  north  of  Roosevelt  avenue  and  39-27  to 
39-31  59th  street  (Block  1230,  Lot  35),  Woodside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  J.  O’Neill  and  Hans  Anger- 
man. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT- 
PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 


THE  RESOLUTION  (594-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  period  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  39-34  to  39-38 
60th  street,  west  side,  307  ft.  north  of  Roosevelt  avenue  and 
39-27  to  39-31  59th  street  (Block  1230,  Lot  35),  Woodside, 
Borough  of  Queens,  was  granted  by  the  Board  on  March  25, 
1938,  on  certain  conditions,  permit  extended  on  March  5,  1940 
and  March  3,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  March  25,  1938,  as 
amended  through  March  3,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this  por¬ 
tion  of  the  resolution  shall  read : 


“granted  under  section  7-h  for  a  temporary  term  of 
two  years  from  the  date  of  this  amended  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  *  *  * 


517-39-BZ 

APPLICANT— Thomas  I.  Sheridan,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent— permitting  on  condition) 
under  section  7h  of  the  zoning  resolution,  previously 
granted  a  business  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 33-02  to  33-16  Astoria  boule¬ 
vard.  southwest  corner  of  34th  street  and  25-01  33rd 
street  (Block  631.  Lots  19-26,  inclusive,  and  Lot  30), 
Astoria.  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Emanuel  Graber. 

For  Opposition :  Harold  Klorfein.  Dep't  of  Parks. 
For  Administration.  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (517-39-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  33-02  to  33-16  Astoria  boulevard, 
southwest  corner  of  34th  street  and  25-01  33rd  street  (Block 
631,  Lots  19-26,  inclusive  and  Lot  30),  Astoria,  Borough  of 
Queens,  was  granted  by  the  Board  on  February  6,  1940,  on 
certain  conditions,  permit  extended  on  February  10,  1942  and 
resolution  amended  on  September  22,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  February  6,  1940,  as 
amended  by  resolutions  adopted  by  the  Board  through 
September  22,  1942,  only  so  far  as  it  has  reference  to  the 
term  of  the  permit,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“*  *  *  granted  under  section  7h,  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution,  to  permit 
that  portion  of  the  premises  within  the  area  zoned  for 
business  use,  to  be  occupied  for  the  storage  and  parking 
of  more  than  five  motor  vehicles  *  * 


1051-39-BZ 

APPLICANT — A.  M.  Maoriello,  for  Sabbatina  William, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7f  of  the  building  zone  resolu¬ 
tion,  permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  maintenance  of  ten  individual 
garages  not  an  accessory  use  to  a  dwelling  on  the 
same  plot. 

PREMISES  AFFECTED — 2415  Wallace  avenue,  west  side, 
100.08  ft.  north  of  Waring  avenue  (Block  4432,  Lots 
49,  50  and  51),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  A.  M.  Maoriello. 

For  Administration:  Fred  Dahlem,  Dep’t  of  hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (1051-39-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  maintenance  of  ten  individual  garages  not 
an  accessory  use  to  a  dwelling  on  the  same  plot,  affecting 
premises  2415  Wallace  avenue,  west  side,  100.08  ft.  north  of 
Waring  avenue  (Block  4432,  Lots  49,  50  and  51),  Borough 
of  The  Bronx,  was  granted  by  the  Board  on  February  14, 
1940,  on  certain  conditions  and  permit  extended  on  February 
10,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  February  14,  1940,  as 
amended  on  February  10,  1942,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“granted  under  section  7f  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  *  *  *” 
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567-43-BZ 

APPLICANT — John  Kikel,  for  Fred  Liese,  for  Gottacheer 
Central  Holding  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  acting  borough  superintendent)  previously 
granted  on  condition,  permitting  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  conver¬ 
sion  of  occupancy  of  an  existing  building  to  restau¬ 
rant,  meeting  rooms,  cabaret  and  dancing,  and  also 
the  maintenance  of  five  individual  garages. 
PREMISES  AFFECTED — 657  Fairview  avenue,  north  side, 
77  ft.  3 Fa  in.  east  of  Linden  street  (Block  3485,  Lot 
1),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  Kikel,  Fred  Liese,  Adolph 
Schauer  and  Rudolph  Kump. 

For  Opposition:  Joseph  E.  Lucas,  Martha  Niebling, 
George  Brooks  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn  .  3 

Negative  .  0 

Reserved :  Commissioner  Savage  .  1 

THE  RESOLUTION  (567-43-BZ) 


Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  conversion  of  occupancy  of  an 
existing  building  to  restaurant,  meeting  rooms,  cabaret  and 
dancing,  and  also  the  maintenance  of  five  individual  garages, 
affecting  premises  657  Fairview  avenue,  north  side,  77  ft. 
3p2  in.  east  of  Linden  street  (Block  3485,  Lot  1),  Ridgewood, 
Borough  of  Queens,  was  granted  by  the  Board  on  January 
18,  1944,  on  certain  conditions  and  the  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  January  18,  1944, 
only  so  far  as  it  has  reference  to  the  time  of  closing,  so  that 
as  amended,  this  resolution  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  occupancy  as  a  restaurant  and  a 
place  of  assembly  into  the  more  restricted  district  as 
proposed,  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area;  that  all  the  windows  on  the 
sides  of  the  building  to  the  north  and  south  shall  be 
fixed  and  made  unopenable ;  that  any  ventilating  fans 
in  the  side  walls  shall  be  removed  and  may  be  reset  in 
the  front  wall  of  the  building  ;  that  the  existing  exits  to 
the  rear  may  be  continued ;  that  the  existing  garages 
formerly  approved  as  accessory  to  the  residential  use, 
may  be  rented  out,  provided  no  other  storage  of  cars 
shall  be  permitted  on  the  plot  other  than  in  the  five  indi¬ 
vidual  garages  now  constructed ;  that  the  room  in  the 
rear  of  the  building,  partly  in  the  residential  use  district, 
shall  not  be  occupied  on  weekday  nights  token  there  is 
music  later  than  one  A.  M.  and  on  Saturday  nights  later 
than  3  A.  M.;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto.” 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

457-43-A 

APPLICANT— Max  Horn,  for  Carmela  Di  Rosa,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 


PREMISES  AFFECTED — 122-03  Sutphin  boulevard  and 
150-02  122nd  avenue,  southeast  corner  122nd  avenue 
and  Sutphin  boulevard  (Block  12217,  Lot  8), 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1944  at  10 
a.  m.,  pending  an  inspection  by  a  committee  of  the 
Board. 


169-43-S 

APPLICANT — Philip  Freshman,  for  Milkin  Realty  Com¬ 
pany,  owner  (Tung-Sol  Electric  Corp.,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re-Appeal  from  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED — 51-55  Nassau  avenue  and  68-74 
Guernsey  street,  northeast  corner  (Block  2644,  Lot 
45),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Philip  Freshman,  and  Walter  N. 
Seligsberg. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
Amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative . . .  0 

THE  RESOLUTION  (169-43-S) 

Whereas,  this  application  from  a  decision  of  the  borough 
superintendent,  affecting  premises  51-55  Nassau  avenue  and 
68-74  Guernsey  street,  northeast  corner  (Block  2644,  Lot  45), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  July  27, 
1943,  on  certain  conditions  and  the  applicant  requested  an 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  27,  1943,  by 
adding  thereto : 

"...  other  than  as  fiiodificd  by  the  Board  under 
Cal.  168-43-BZ,  under  date  of  February  23,  1944.” 


40-44-A 

APPLICANT  L.  B.  Santangelo,  for  L.  Victor  Weil, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED — 42  West  74th  street,  south  side, 
225  ft.  east  of  Columbus  avenue  (Block  1126,  Lot 
55),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Louis  Santangelo. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OP  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (40-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  42  West  74th  street,  south 
side,  225  ft.  east  of  Columbus  avenue  (Block  1126,  Lot  55), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  Feb- 
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ruary  1,  1944,  on  certain  conditions  and  the  applicant  re¬ 
quested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  a mend  the  resolution  adopted  on  February  1,  1944,  so 
that  as  amended,  the  resolution  shall  read  : 

“That  the  decision  of  the  borough  superintendent, 
acting  on  amendment  to  Alt.  1120-43,  Objections  2,  3 
and  8,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  constructed  an  exterior  steel  stairway  at  the  rear 
over  the  fireproof  extension  roof  and  extending  from 
the  fourth  floor  level  to  the  roof  of  the  building  from 
which  safe  access  can  be  obtained  over  the  roofs  of 
adjoining  buildings  of  similar  height  as  indicated  on 
revised  plans  marked  “Received  February  16,  1944,” 
two  sheets ;  that  otherwise,  the  building  shall  be  main¬ 
tained  as  proposed;  as  to  Objection  13,  that  any  windows 
opening  directly  to  adjoining  building  and  within  30  ft. 
thereof,  where  the  adjoining  building  has  open  window 
exposures,  shall  comply  with  the  requirements,  except 
that  if  the  sashes  are  wood  the  glass  may  be  replaced 
by  wire  glass;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  tint  the  door  at  the  end 
of  proposed  passageway  on  the  4th  and  5th  floors  lead¬ 
ing  to  the  exterior  steel  fire  stair,  shall  be  of  hollow 
metal,  self-closing  door  approved  for  one  and  a  half 
hour  te- 1 ;  that  the  railing  around  the  exterior  steel  fire 
stairs  shall  be  so  arranged  as  to  also  permit  access  to 
the  extension  roof  at  the  fourth  floor  level.” 


Adjourned:  12:15  P.  M. 

Joseph  J.  Doyi.e,  Chief  Clerk. 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  FEBRUARY  23,  1944 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

397-42-A 

APPLICANT — Ingelbret  Ingelbretsen,  owner. 

SUBJECT — Appeal  from  a  decision”  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 4352  Hylan  boulevard,  east  side, 
35  ft.  north  of  Armstrong  avenue  (Block  5312,  Lots 
3-5),  Eltingville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Herman  Methfussel  and  Ingelbret 
Ingelbretsen. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  21,  1944  at 
2  P.  M.,  for  further  consideration. 


660-42-S 

APPLICANT — Amos  F.  Thiergardt,  for  E.  R.  Squibb  and 
Sons,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 2-46  Doughty  street,  1-35  Vine 
street,  17-29  Columbia  Heights,  entire  block  bounded 
by  Columbia  Heights,  McKinney  street.  Doughty 
street  and  Vine  street,  (Building  No.  4)  ;  (Block 
204.  Lots  1  to  21  inclusive),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Amos  F.  Thiergardt. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t 
and  Fred  Dahlem,  Dep’t  of  Housing  and  Build¬ 
ings. 

ACJ  ION  OF  BOARD — Application  placed  on  the  Reserve 
Calendar  temporarily. 


661-42-S 

APPLICANT — Amos  F.  Thiergardt,  for  E.  R.  Squibb  and 
Sons,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
and  a  decision  of  the  fire  commissioner,  and  a  de¬ 
cision  of  the  borough  superintendent. 

PREMISES  AFFECTED— 18-42  and  50-62  Columbia 
Heights,  2-14  Doughty  street,  15-65  Furman  street, 
entire  block  bounded  by  Columbia  Heights,  Doughty 
street,  Furman  street  and  Middagh  street  (west 
group  of  buildings,  Nos.  5,  6,  and  7)  ;  (Block  208, 
Lot  2),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Amos  F.  Thiergardt. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t 
and  Fred  Dahlem,  Dep’t  of  Housing  and  Build¬ 
ings. 

ACTION  OF  BOARD — Application  placed  on  the  Reserve 
Calendar  temporarily. 


472-43-A 

APPLICANT — Kary  Safe  Paper  Bag  Co.,  Inc.  (lessee), 
for  Koken-Chisholm  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 755  East  134th  street,  north 
side,  100  ft.  west  of  Willow  avenue  and  147  Willow 
avenue  (Block  2563,  Lot  45),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  March  7,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


544-43-A 

APPLICANT — John  M.  Baker,  for  West  Disenfecting  Co., 
owner. 

SUBJEC1 — Appeal  from  a  decision  of  the  fire  commissioner. 

PREMISES  AFT  ECTED — 42-16  West  street,  west  side, 
200  ft.  south  of  Jackson  avenue  (Mezzanine  and 
5th  floors)  ;  (Block  264,  Lot  4),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Berman. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1944  at 
2  P.  M„  pending  an  inspection  by  a  committee  of 
the  Board. 

601-43-A 

APPLICANT — Frank  C.  Keller,  for  Turnem  Realty  Cor¬ 
poration,  owner  (Gertrude  E.  Mansfield,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 123-32  82nd  avenue,  east  side,  81 
ft.  south  of  Queens  boulevard  (Block  3359,  Lot  13), 
Kew  Gardens,  Borough  of  Queens 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

ACTION  OT  BOARD — Laid  over  to  March  7,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board. 
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622-43-A 

APPLICANT— Morris  Arbeit,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 1050  Broadway,  southwest 
corner  of  Hart  street  (cellar  and  1st  floor)  ;  (Block 
1596,  Lot  37),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


533-43-A 

APPLICANT— Columbia  Pictures  Corporation,  owner. 
SUBJECT— Application  for  consideration— appeal  reopened 
February  15,  1944 — re  Appeal  from  an  order  of  the 
fire  commissioner— re  Handling,  storage,  transpor¬ 
tation,  delivery  of  Motion  Picture  Film  in  other 
than  Metal  Containers  (containers  not  in  conformity 
with  Administrative  Code  Requirements). 
PREMISES  AFFECTED— 729  Seventh  avenue,  southeast 
corner  of  West  49th  street  (Block  1001,  Lot  61), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Rose  and  William  Brennan. 
For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (533-43-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  729  Seventh  avenue,  southeast  cor¬ 
ner  of  West  49th  street  (Block  1001,  Lot  61),  Borough  of 
Manhattan,  was  dismissed  for  lack  of  prosecution  on  Janu¬ 
ary  18,  1944  and  the  applicant  requested  a  reopening  of 
the  case  and  restoration  to  the  calendar ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  15,  1944,  subject  to  usual  procedure;  and 
Whereas,  order  36122-LC  issued  by  the  fire  commissioner, 
dated  October  6,  1943,  reads: 

“A  recent  inspection  of  your  premises  indicates  that 
the  following  must  be  done,  otherwise  permit  125555 
which  is  dated  to  expire  February  9th,  1944  will  be  re¬ 
voked  : 

1.  Discontinue  storing  film  in  any  container  other  than 
metal.  Sec.  C19-118.d.” 

and 

Whereas,  the  applicant  contends  that  the  Administrative 
Code  requires  “closed  containers”  for  the  handling,  storage, 
transportation  or  delivery  of  film;  that  “closed  containers” 
as  defined  in  the  Code,  generally  means  a  metal  container ; 
that  the  War  Production  Board  restricts  the  manufacture  of 
containers  made  of  metal ;  that  the  available  supply  of  metal 
cans  has  been  so  greatly  reduced,  that  the  applicant  is  with¬ 
out  a  sufficient  supply  for  its  needs ;  that  it  is  proposed 
during  the  war  emergency  and  for  six  months  thereafter, 
that  containers  of  chipboard,  cardboard,  fibreboard  or  other 
substances  be  permitted;  that  containers  made  of  these  sub¬ 
stances  and  to  conform  to  such  specifications  as  the  Board 
may  lay  down,  will  not  diminish  the  effectiveness  of  the 
safety  precautions  provided  by  the  Code,  but  will  in  fact 
afford  a  maximum  amount  of  safety  in  the  handling  of  film ; 
that  fire  tests  have  been  conducted  by  the  Eastman  Kodak 
Company,  which  tests  evidenced  that  containers  made  from 
the  type  of  material  suggested  herein  are  safer  than  the 
metal  container ;  that  the  Interstate  Commerce  Commission 
has  amended  its  regulations  for  shipping  containers,  by 


permitting  and  approving  cardboard  and  fibreboard  boxes ; 
that  the  National  Board  of  Fire  Underwriters  has  approved 
containers  as  suggested  herein;  therefore,  the  applicant 
requests  a  variance  for  the  duration  of  the  period  in  which 
war  regulations  restrict  the  manufacture,  sale,  delivery,  pur¬ 
chase  and  use  of  metal  containers,  and  for  a  transitional 
period  of  six  months  thereafter,  after  which  time,  the  appli¬ 
cant  will  resume  the  exclusive  use  of  metal  containers. 

Resolved,  that  Order  36122-LC  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  fibre  con¬ 
tainers  used  shall  only  be  of  the  type  as  permitted  by  the 
Board  under  Cal.  No.  508-43-A  and  for  the  same  conditions, 
use  and  term  as  permitted  thereunder. 


588-43-A 

APPLICANT — Eagle  Electric  Manufacturing  Co.,  Inc., 
lessee,  for  24th  Street  Plaza  Realty  Corporation, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 23-10  Bridge  Plaza  South  and 
south  side  of  Jane  street,  from  Ely  avenue  (23rd 
street)  to  William  street  (24th  street)  ;  (1st,  2nd 
and  3rd  floors)  ;  (Block  425,  Lot  5),  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jack  B.  Zitren. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (588-43-A) 

Whereas,  Eagle  Electric  Mfg.  Co.,  Inc.,  lessee,  for  24th 
Street  Plaza  Realty  Corporation,  owner,  filed  December 
2,  1943,  an  appeal  from  a  decision  of  the  acting  borough 
superintendent;  premises:  23-10  Bridge  Plaza  South,  south 
side  of  Jane  street,  from  Ely  avenue  (23rd  street)  to  Wil¬ 
liam  street  (24th  street)  ;  (1st,  2nd  and  3rd  floors)  ;  (Block- 
425,  Lot  5),  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  17,  1943,  on  Misc.  Applic.  2837-43,  reads: 
“1.  Proposed  use  of  panic  bolts  on  required  exits  is 
contrary  to  Sec.  273.3  of  New  York  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  5  stories, 
(56  ft.)  in  height,  187  ft.  by  154  ft.  in  area;  Class  1  construc¬ 
tion  ;  erected  in  1920 ;  located  in  unrestricted  use,  B  area, 
district;  used  and  occupied:  1st  floor,  Receiving  Dept.,  6 
persons ;  2nd  floor,  Shipping  Dept.,  6  persons ;  3rd  floor, 
factory  and  offices,  92  persons ;  4th  floor,  factory  and 
machine  shop,  84  persons ;  5th  floor,  factory,  85  persons ; 
that  the  building  is  used  for  the  manufacture  of  electrical 
wiring  devices  for  the  United  States  Armed  forces ;  that 
the  building  is  equipped  with  a  one  source  sprinkler  system, 
standpipe  and  interior  fire  alarm  systems  and  that  fire  drills 
are  maintained;  that  there  are  three  44  in.  fireproof  stairs; 
that  Certificate  of  Occupancy  1731  was  issued  March  29, 
1921,  permitting  the  use  of  the  building  as  a  factory  through¬ 
out,  number  of  persons  not  stated ;  and 
Whereas,  the  applicant  contends  that  the  U.  S.  Army 
Plant  Protection  Service  has  recommended  that  approved 
panic  bolts  be  installed  on  the  outside  door  on  23rd  street ; 
the  inside  door  leading  from  the  Receiving  Dept,  to  inside 
the  fire  exit,  23rd  street  side;  the  door  on  1st  floor  leading 
from  Shipping  Dept,  to  fire  exit,  23rd  street  side  and  one 
door  leading  from  Receiving  Dept,  to  inside  fire  exit,  24th 
street  side,  as  indicated  on  plans  filed  with  this  appeal ; 
that  all  the  doorways  in  question  lead  directly  to  stock- 
rooms  and  storerooms  and  if  left  open,  would  leave  the 
premises  open  to  sabotage  and  theft;  that  none  of  the  door- 
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ways  or  stairs  in  question  are  ever  used  for  any  other  pur¬ 
pose  than  emergency  exits ;  that  all  employees  use  stairwav 
No.  1  on  the  Bridge  Plaza  South  side  in  entering  and  leav¬ 
ing  the  building,  except  office  employees  who  enter  on  the 
24th  street  side  of  the  building,  but  are  not  permitted  to  go 
higher  than  the  General  Office  floor  on  the  third  story ;  and 

Whereas,  the  recommendation  of  the  U.  S.  Army  Plant 
Protection  Officer,  has  been  filed  with  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  acting  borough  superin¬ 
tendent,  re  Alt.  Applic.  2837-43,  and  that  the  application  be 
and  it  hereby  is  modified  as  to  Objection  1,  on  condition 
that  panic  bolts  shall  be  installed  only  on  the  doors  on 
the  1st,  2nd  and  3rd  floors,  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  December  20,  1943 that 
such  panic  bolts  shall  be  of  approved  type;  that  this  variance 
shall  continue  only  during  the  term  of  the  present  emergency ; 
that  in  all  other  respects,  the  buildings  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 


607-43-A 

APPLICANT — Robert  Kaplan,  for  Virginia  Krulik  and 
Bella  Kabler,  owners  (Climatic  Rainwear  Co.,  Inc., 
lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 507  West  33rd  street,  north 
side,  125  ft.  west  of  10th  avenue  (Block  705,  Lot 
29),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  Kaplan. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (607-43-A) 

Whereas,  Robert  Kaplan,  for  Virginia  Krulik  and  Bella 
Kabler,  owners  (Climatic  Rainwear  Company,  Inc.,  lessee), 
filed  on  December  14,  1943,  an  appeal  from  an  order  and 
decision  of  the  fire  commissioner,  affecting  premises  507 
West  33rd  street,  north  side,  125  ft.  west  of  10th  avenue 
(Block  705,  Lot  29),  Borough  of  Manhattan;  and 
t  Whereas,  Order  34093-LC,  issued  by  the  fire  commis¬ 
sioner  April  8,  1943,  and  repeated  in  a  decision  of  the  fire 
commissioner  dated  November  6,  1943,  reads: 

“4.  Provide  containers  of  incombustible  material  for 
brushing  bottles :  containers  to  have  self-closing  covers. 

5.  Protect  lights  throughout  building  with  vaporproof 
globes.  Sec. -09-11,  Art.  1,  Administrative  Code. 

6.  Provide  electrical  switches  throughout  building  of 
a  kind  approved  for  use  in  an  explosive  atmosphere. 
Sec.  09-11,  Art.  1,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  five  stories. 
(62  ft.)  in  height;  80  ft.  by  98  ft.  9  in.  in  area  at  first 
floor ;  80  ft.  by  88  ft.  9  in.  at  typical  floor,  of  class  1  con¬ 
struction,  equipped  with  a  sprinkler  system  and  standpipe 
system ;  erected  1925 ;  located  in  an  unrestricted  use  district 
and  used  since  1943  as  follows:  Cellar,  boiler  room;  1st 
floor,  offices  and  shipping,  60  persons;  2nd  to  5th  floors, 
inclusive,  manufacturing  rain  coats,  60  persons  per  floor; 
that  Certificate  of  Occupancy  11960,  issued  December  30, 
1926,  permits  the  use  of  the  building  as  factory  and  ware¬ 
house  with  25  persons  on  the  2nd  floor,  20  persons  on  the 
third  floor,  20  persons  on  the  4th  floor  and  30  persons  on 
the  5th  floor,  and  classifies  the  building  as  fireproof  con¬ 
struction  ;  and 

Whereas,  the  lessee  was  convicted  in  Magistrates  Court 
on  a  charge  of  violating  Section  C19-58.0  of  the  Adminis¬ 
trative  Code ;  and 


Whereas,  the  applicant  contends  as  to  Item  4  of  the  fire 
commissioner’s  order,  that  the  containers  required  cannot 
be  supplied,  as  they  are  not  obtainable,  due  to  war  con¬ 
ditions  ;  as  to  Item  5  and  6  of  the  fire  commissioner’s  order, 
that  the  work  required  is  wholly  unnecessary,  since  other 
measures  have  been  taken  with  the  approval  of  the  State 
Labor  Department,  which  correct  the  condition  complained 
of  by  the  h  ire  Department,  and  it  is  therefore  requested  that 
Items  4,  5  and  6  of  the  fire  commissioner’s  order  be  waived, 
on  condition  that  the  alterations  and  ventilation  system  be 
installed  as  approved  by  the  State  Labor  Department  and 
as  shown  on  plans  filed  with  this  appeal  marked  “Received 
December  14,  1943.” 

Resolved,  that  Order  34093-LC  issued  by  the  fire  com¬ 
missioner,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  as  to  Item  4,  that 
the  containers  used  for  brushing  shall  be  of  a  type  as 
submitted  to  and  approved  by  the  fire  commissioner ;  as  to 
Items  5  and  6,  that  the  ventilating  system  shall  be  main¬ 
tained  as  indicated  on  plans  filed  with  this  appeal  marked 
“Received  December  14,  1943”  (two  sheets)  and  including 
the  system  as  required  by  the  State  Department  of  Labor ; 
that  not  more  than  fifteen  (15)  drums  of  the  cement  and 
thinning  material  used  shall  be  stored  within  the  building 
and  such  drums  shall  be  stored  within  the  fireproof  room 
as  may  be  approved  for  such  purpose,  located  on  the  4th 
floor ;  that  the  ventilating  system  shall  be  kept  in  operation 
at  all  times  while  the  work  is  in  progress ;  that  the  sprinkler 
system  and  standpipe  system  shall  be  maintained  to  the 
satisfaction  of  the  fire  commissioner ;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


623-43-A 

APPLICANT — Alexander  D.  Crossett,  for  Defense  Plant 
•  Corporation,  owner  (Ranger  Aircraft  Engines, 
agent). 

SUBJECT — Application  reopened  and  restored  to  calendar, 
February  8,  1944 — Appeal  from  a  decision  of  the 
acting  borough  superintendent  (previously  dis¬ 
missed  for  lack  of  prosecution). 

PREMISES  AFFECTED — 184-10  Jamaica  avenue,  south 
side,  429.7  ft.  east  of  183rd  street  (Block  10352,  Lot 
71),  Hollis,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sol  Schwarz,  A.  W.  Effrat  and  P. 
Brady. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (623-43-A) 

Whereas,  this  appeal  from  a  decision  of  borough  super¬ 
intendent,  affecting  premises  184-10  Jamaica  avenue,  south 
side,  -429.7  ft.  east  of  183rd  street  (Block  10352,  Lot  71), 
Hollis,  Borough  of  Queens,  was  dismissed  for  lack  of 
prosecution  on  January  18,  1944;  and 
Whereas,  the  applicant  requested  a  reopening  of  the 
case  and  restoration  to  the  calendar;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
February  8,  1944,  subject  to  usual  procedure;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
Misc.  Applic.  3073-43,  dated  January  11,  1944,  reads: 

“1.  The  proposed  refining  or  distilling  of  petroleum 
or  the  liquid  products  thereof  within  the  borough,  is 
contrary  to  the  provisions  of  Cl 9-49.0  Adm.  Code,  City 
of  New  York. 
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2.  The  storage  of  oils  in  excess  of  the  following 

amounts  is  contrary  to  the  provisions  of  C19-51  of  the 

Adm.  Code.,  City  of  New  York. 

a.  Volatile  inflammable  oil,  550  gallons. 

b.  Non-volatile  inflammable  oil,  1100  gallons. 

3.  All  underground  storage  tanks  shall  be  an  approved 

type.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  plot  536  ft.  by  278  ft.  in  area,  upon  which  exists  a  build¬ 
ing,  18  ft.  5  in.  by  49  ft.  in  area,  2  stories  (24  ft.)  in  height, 
of  Class  3  construction ;  erected  1926,  in  an  unrestricted  use, 
C  area  district  and  equipped  with  an  approved  sprinkler  sys¬ 
tem  ;  that  it  is  proposed  to  add  an  extension  25  it.  7  in.  by 
49  ft.  in  area;  that  the  existing  building  is  used  as  follows: 
basement,  oil  drum  storage;  1st  floor,  oil  drum  storage; 
proposed  to  be  used  as  follows :  basement,  oil  and  metal 
storage,  3  persons;  1st  floor,  oil  extractor  and  metal  storage, 

2  persons ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
used  for  the  manufacture  of  airplane  parts ;  that  the  manu¬ 
facturing  process  creates  a  residue  of  steel,  bronze  and 
aluminum  chips,  amounting  to  about  500  tons  per  year,  which 
are  drenched  with  oil  during  the  cutting  operations ;  that 
the  practice  has  been  to  store  these  chips  at  the  rear  of  the 
premises  until  trucks  are  available  for  their  removal  from 
the  plant ;  that  the  dirt  cutting  oils  and  safety  solvent  used 
in  the  manufacturing  process  are  removed  from  machines, 
stored  in  tanks  (without  reclaiming  them)  and  transported 
from  the  premises ;  that  to  insure  greater  economy  and 
safety,  it  is  proposed  to  provide  for  reclaiming  and  storing 
these  oils  and  solvents,  by  installing  separate  system  as 
described  below : 

Construct  an  extension  of  25  ft.  7  in.  by  40  ft.  to  an 
existing  building  18  ft.  5  in.  by  48  ft.,  the  whole  area  to 
consist  of  basement  and  ground  floor  for  the  reclaiming 
operations.  The  existing  building,  including  the  addition 
will  be  class  3  construction.  Its  location  is  35  ft.  away  from 
the  nearest  existing  building  and  15  ft.  from  an  existing 
smokestack.  It  is  proposed  to  install  in  the  basement,  fire¬ 
proof  bins  for  the  storage  of  clean  chips,  the  remaining  space 
to  contain  oil  filters,  cutting  oil  pumps  and  a  storage  area. 
The  ground  floor  will  have  fireproof  bins  for  the  storage 
of  dirty  chips,  located  immediately  above  the  clean  chip 
bins  in  the  basement.  A  separate  room,  enclosed  with  fire¬ 
proof  walls,  is  designated  for  reclaiming  the  safety  solvent 
(Varsol,  flash  point  102  deg.  F.,  New  York  City  Fire 
Department  Approval  No.  987).  The  remaining  space  in¬ 
cludes  spaces  for  storage  and  for  extraction  of  cutting  oils. 
Cutting  oils  are  of  two  types:  Sultex  B-l  (flash  point  380 
deg,  F.)  and  Almag  (flash  point  290  deg.  F).  Access  be¬ 
tween  the  two  floors  is  provided  by  a  lift  for  moving  heavy 
articles,  located  at  a  corner,  inside  of  the  building.  An 
existing  stairway,  located  outside,  will  be  retained.  The 
main  equipment  in  the  Varsol  room  will  consist  of  a  Bowser 
(figure  676)  70-80  gallon  per  hour,  automatic,  steam 

heated,  vacuum  still  with  tributary  piping  and  connections 
to  a  550  gallon,  used  solvent  storage  tank  and  a  2000  gallon 
storage  tank  to  contain  reclaimed  Varsol,  both  tanks  to  be 
located  underground  outside,  resting  on  concrete  slabs,  at  a 
minimum  of  3  ft.  clear  from  the  building.  It  is  proposed 
to  install  two  separate  systems  for  reclaiming  and  storing 
cutting  oils,  to  occupy  portions  of  both  floors.  The  main 
equipment  for  these  operations  will  consist  of  oil  chip  ex¬ 
tractors,  size  30  in.,  made  by  the  American  Laundry 
Machinery  Co.,  cutting  oil  filters,  size  No.  2,  type  BB, 
made  by  S.  F.  Bowser  and  Co. ;  remote  control  valves, 

figure  221,  made  by  S.  F.  Bowser  and  Co.,  oil  pumps, 
size  1,  figure  840.  Each  of  the  two  systems  for  reclaim¬ 
ing  will  be  provided  with  a  1500  gallon  clean  oil  tank, 

buried  in  the  ground  outside  of  the  building,  resting  on 

concrete  slabs,  at  a  minimum  clearance  distance  of  3  ft. 
The  complete  installation  will  include  all  necessary  piping. 
All  storage  tanks  are  located  in  non-trucking  areas.  Their 
construction  complies  with  requirements  of  the  New  York 
City  Code.  The  installations  wall  permit  the  reuse  of  a 


considerable  amount  of  valuable  oil  which  at  the  present 
time  is  wasted.  This  installation  will  also  insure  better 
protection  against  fire  and  accident  hazards.  The  Varsol 
(flash  point  102  deg.  F)  will  be  stored  in  two  tanks,  one 
of  2000  gallons  capacity  for  clean  oil  and  one  of  550  gal¬ 
lons  capacity  for  dirty  oil,  making  a  total  of  2550  gallons 
on  the  east  side  of  the  building.  Each  of  the  two  types  of 
cutting  oil  (Sultex  B-l  flash  point  380  degs.  F.  and  Almag, 
flash  point  290  deg.  F),  will  be  stored  in  two  tanks,  one 
of  1500  gallons  capacity  for  clean  oil  and  one  of  550  gal¬ 
lons  capacity  for  dirty  oil,  on  the  west  side  of  the  building. 
This  makes  a  total  of  2050  gallons  of  storage  for  each  type 
of  cutting  oil.  The  tanks  of  1500  gallons  capacity  for  clean 
oil  storage  and  the  tank  of  2000  gallons  capacity  for  solvent 
storage  are  present  tanks  which  are  available  at  the  site  and 
tanks  of  these  capacities  are  most  economical  for  their 
intended  purpose.  It  is  requested  that  permission  be  granted 
for  the  installation  and  operation  of  a  system  of  oil  reclama¬ 
tion  of  the  capacities  and  type  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Applic.  3073-43,  dated  January  11,  1944,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  as  to  objection  1,  on  condition  that  the 
proposed  refining  or  distilling  shall  be  maintained  substan¬ 
tially  as  proposed;  that  such  equipment  and  processing  shall 
be  maintained  to  the  satisfaction  of  the  fire  commissioner, 
with  such  additional  safety  features  as  he  may  require ;  as 
to  objections  2  and  3,  that  the  storage  of  oils  may  be  per¬ 
mitted  in  tanks  as  proposed,  on  condition  that  in  all  other 
respects,  the  requirements  for  the  oil  storage  shall  be  com¬ 
plied  with ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  this  variance  shall  continue  only 
during  the  term  of  the  present  emergency  and  for  six  months 
thereafter. 


22-44-A 

APPLICANT — Salvatore  R.  Cassese,  for  James  J.  Bran- 
cato,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 441-443  East  19th  street,  north 
side,  93  ft.  10 14  in.  west  of  Avenue  A  (Block  951, 
Lot  24),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Salvatore  R.  Cassese. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (22-44-A) 

Whereas,  Salvatore  R.  Cassese,  for  James  J.  Brancato, 
owner,  filed  January  7,  1944,  an  appeal  from  an  order  of 
the  fire  commissioner,  affecting  premises  441-443  East  19th 
street,  north  side,  93  ft.  1014  in.  west  of  Avenue  A  (Block 
951,  Lot  24),  Borough  of  Manhattan;  and 
Whereas,  Order  30755-LC,  issued  by  the  fire  commissioner 
May  2,  1942,  reads : 

“With  respect  to  your  application  dated  April  16, 
1942  for  permit  to  store  or  use  combustible  fibre  at 
above  location,  it  is  regretted  that  permit  may  not  be 
issued  for  the  reason  that  building  is  not  equipped  with 
a  fixed  fire  system  or  other  means  for  the  extinguishment 
of  fire  satisfactory  to  the  fire  commissioner.  C19-149.0- 
C-4.  Article  26,  Administrative  Code.  Moveover,  there 
is  nothing  to  show  that  the  Department  of  Housing  and 
Buildings  has  authorized  use  of  building  as  now  occupied. 

YOU  ARE  THEREFORE,  HEREBY,  ADVISED 
TO: 

1.  Discontinue  the  storage  of  combustible  fibre  on 
these  premises  in  a  quantity  exceeding  one  ton. 
C19-149-0-B,  Art.  26,  Administrative  Code.” 
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Whereas,  the  applicant  states  the  building  is  live  stories, 
(50  ft.)  in  height;  30  ft.  by  92  ft.  6  in.  in  area;  of  Class 
3  construction;  erected  1871;  located  in  an  unrestricted  use 
district  and  used  as  follows:  cellar,  paper  storage;  1st  floor, 
baling  and  storage  of  waste  paper,  5  persons ;  2nd  to  5th 
floors,  vacant ;  that  the  building  is  equipped  with  a  3  ft.  wood 
open  stair  from  top  story  to  first  story  with  no  extension 
to  the  street ;  and 

Whereas,  the  applicant  contends  that  only  the  first  story 
of  the  building  is  being  used  for  the  storage  and  baling  of 
paper ;  that  Certificate  of  Occupancy  29022,  requiring  the 
2nd  to  5th  floors  to  remain  vacant,  has  been  issued  as  a 
result  of  alterations  made  under  Applic.  2469-41  ;  that  the 
fire  commissioner  will  not  issue  a  permit  for  the  storage  and 
baling  of  waste  paper  in  excess  of  one  ton  in  the  absence 
of  a  sprinkler  system;  that  the  cost  of  such  installations 
would  be  approximately  $3,000  and  it  is  doubtful  whether 
priority  may  be  obtained  for  same;  that  the  owner  requests 
relief  from  the  order,  in  view  of  the  fact  that  these  premises 
are  within  the  area  of  the  Stuyvesant  Town  Project,  which 
has  recently  been  affirmed  by  the  courts  and  that  in  all 
probability,  the  building  in  question  will  be  condemned  in 
the  near  future  and  the  owner  forced  to  vacate  same. 

Resolved,  that  Order  30755-LC  issued  by  the  fire  com¬ 
missioner,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  be  maintained  in  accordance  with  Certificate  of  Occu¬ 
pancy  29022  and  that  the  street  floor  only  shall  be  occupied 
as  proposed;  that  the  cellar,  if  occupied,  shall  not  be  oc¬ 
cupied  for  the  storage  and  baling  of  paper;  that  such  port¬ 
able  fire-fighting  appliances  shall  be  maintained  as  the  fire 
commissioner  shall  direct. 


28-44-A 

APPLICANT — Tedlee  Chemical  Corporation,  lessee,  for 
115  Dobbin  Street  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 115-117  Dobbin  street,  west 
side,  100  ft.  south  of  Meserole  street  (Block  2616, 
Lot  12),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  John  B.  Lipkin,  A.  E.  Crawford 
and  Theodore  Heilig. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners  ‘ 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative .  0 

THE  RESOLUTION  (28-44-A) 

Whereas,  Tedlee  Chemical  Corporation,  lessee,  for  115- 
117  Dobbin  Street  Corporation,  owner,  filed  January  10, 
1944,  an  appeal  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  115-117  Dobbin  street,  west  side,  100  ft. 
south  of  Meserole  street  (Block  2616,  Lot  12),  Borough  of 
Brooklyn ;  and 

Whereas,  Order  96094-LC,  issued  by  the  fire  commis¬ 
sioner  December  11,  1943,  reads: 

“With  regard  to  your  application  for  permit  to  store 
and  transfer  methyl  bromide  to  ampules  at  the  location 
noted  above,  it  is  regretted  that  your  application  for 
such  permit  is  disapproved  for  the  reason  that,  building 
is  not  occupied  exclusively  by  you  and  location  is  in 
„  part  of  city  that  is  well  populated.  For  the  reasons 
stated,  this  department  is  not  in  a  position  to  stipulate 
conditions  which  in  its  judgment  would  satisfy  the  re¬ 
quirements  of  Section  09-11,  Art.  1,  New  York  City 
Administrative  Code. 

You  are  therefore,  hereby,  advised  to 

1.  Discontinue  the  storage  and  transferring  of  methyl 
bromide  from  one  container  to  another  on  these  premises. 
Section  09-11,  Art.  1,  Administrative  Code.” 


\\  hereas,  the  applicant  states  the  building  is  3  stories,  in 
height,  45  ft.  by  100  ft.  in  area,  located  in  an  unrestricted 
use,  C  area  district;  erected  about  1913  and  used  and  oc¬ 
cupied  as  follows:  1st  floor,  storage,  packing  and  shipping, 
9  persons;  2nd  floor,  offices  and  packing  of  chemicals,  25 
persons;  3rd  floor,  manufacture  and  packing  of  chemicals, 
75  persons ;  that  the  building  is  equipped  with  an  interior 
fire  alarm  system  and  that  fire  drills  are  maintained ;  that 
there  are  two  3  ft.  8  in.  concrete  stairs,  enclosed  in  brick, 
equipped  with  fireproof  self-closing  doors  and  leading  from 
root  bulkhead  directly  to  the  street;  and 

Whereas,  the  applicant  contends  that  it  is  engaged  in 
100%  restricted  war  work;  that  the  operation  of  the  factorv 
has  been  approved  by  the  New  York  State  Labor  Depart¬ 
ment ;  that  it  occupies  part  of  the  1st  floor  and  the  entire 
third  floor ;  that  the  greater  part  of  the  2nd  floor  is  occupied 
by  the  Regal  Chemical  Corporation,  also  engaged  in  war 
work ;  that  at  least  two  thirds  of  the  capital  stock  of  both 
Tedlee  Chemical  Corporation  and  Regal  Chemical  Cor¬ 
poration  are  vested  in  the  president  of  the  Tedlee  Chemical 
Corporation ;  that  in  view  of  these  facts,  it  is  requested 
that  the  fire  commissioner’s  ruling  be  waived,  as  its  enforce¬ 
ment  would  cause  loss  of  much  needed  products  to  the 
Armed  forces,  the  loss  of  employment  of  over  100  people, 
dislocation  of  the  factory  and  financial  loss  to  the  lessee ; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  Order  96094-LC  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  not  be  increased  in  height  or  area ;  that  both  concerns 
occupying  the  building  shall  be  under  the  same  control  and 
management ;  that  the  premises  and  operations  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner ;  that 
in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 


84-44-A 

APPLICANT — Bemis  Bag  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 5102-5124  2nd  avenue,  101-183 
52nd  street,  northwest  corner,  5101-5123  1st  avenue 
and  102-184  51st  street  (2nd  floor,  Main  Building)  ; 
(Block  796,  Lots  1  and  6),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Robert  W.  Hause. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative .  0 

THE  RESOLUTION  (84-44-A) 

Whereas,  Bemis  Bag  Company,  owner,  filed  February  4. 
1944,  an  appeal  from  a  decision  of  the  fire  commissioner, 
affecting  premises  5102-5124  2nd  avenue,  102-184  51st  street, 
101-183  52nd  street  and  5101-5123  1st  avenue  (2nd  floor, 
Main  Building)  ;  (Block  796,  Lots  1  and  6),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
January  24,  1944,  reads: 

“In  response  to  your  letter  of  January  17,  you  will 
please  be  advised  that  the  fire  commissioner  is  without 
authority  to  issue  a  permit  for  the  above  mentioned 
premises  allowing  the  employees  to  smoke  therein  for 
the  reason  that  smoking  is  prohibited  in  an  occupancy 
such  as  yours  by  the  provisions  of  the  labor  law  and 
the  rules  of  the  Board  of  Standards  and  Appeals.” 

and 
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Whereas,  the  applicant  states  that  the  building  is  three 
stories  and  pent  house  (57  ft.)  in  height  to  main  roof,  200 
ft.  by  300  ft.  in  area;  of  Class  1  construction;  erected  1921  ; 
located  in  an  unrestricted  use,  A  area  district  and  used  and 
occupied  as  follows :  1st  floor,  storage  and  opening  of  bales, 
50  persons ;  2nd  floor,  manufacturing  of  bags,  storage  and 
administration,  125  persons;  3rd  floor,  manufacturing  bags, 
240  persons ;  that  the  building  is  equipped  with  a  two  source 
sprinkler  system,  standpipe  system  and  interior  fire  alarm 
system;  that  there  are  four  5  ft.  wide  fireproof  stairs  lead¬ 
ing  from  roof  bulkhead  to  grade,  three  of  which  extend 
directly  to  the  street  and  one  to  railroad  siding ;  and 

Whereas,  the  applicant  contends  the  building  was  erected 
fireproof  at  considerable  extra  cost,  in  order  to  permit 
certain  extra  conveniences  such  as  are  covered  by  this  ap¬ 
peal  ;  that  the  areas  designated  for  smoking  are  fully  pro¬ 
tected  from  the  factory  by  approved  fire  walls  and  doors 
and  are  fully  sprinklered ;  that  fire  fighting  equipment  is 
provided ;  that  the  use  of  these  areas  for  smoking  will  offer 
relief  from  the  constant  peril  of  employees  surreptitionsly 
smoking. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  fire  commissioner  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
no  smoking  shall  be  permitted  throughout  the  building,  ex¬ 
cept  in  the  area  marked  “1,”  exclusive  of  rooms  occupied 
for  stock  and  supplies,  and  in  areas  “2”  and  “3”  as  indicated 
on  plan  marked  “Received  February  4,  1944”;  that  such 
spaces  shall  be  enclosed  in  partitions  to  the  ceiling  of 
masonry  construction ;  that  signs  shall  be  posted  as  required 
by  the  fire  commissioner  as  to  limiting  the  smoking  to  such 
areas  and  excluding  the  areas  where  smoking  is  not  per¬ 
mitted  hereunder ;  that  proper  receptacles  for  waste  ma¬ 
terials  shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  the  sprinkler  system,  standpipe  system,  and  in¬ 
terior  fire  alarm  system  shall  be  maintained  to  the  satisfac¬ 
tion  of  the  fire  commissioner;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  other  than  as  modified 
by  the  Board  under  Cal.  No.  684-42-S ;  that  this  variance 
shall  continue  only  during  the  term  of  the  present  emergency. 


106-44-A 

APPLICANT — Lee  Schoen,  of  Eugene  Schoen  and  Sops, 
for  600  Fourth  Avenue  Corporation,  owner  (Marine 
Electric  Corporation,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 602-608  4th  avenue,  northwest 
corner  of  17th  street  (Block  62 7,  Lots  38,  39,  40, 
41,  43,  44,  45  and  46),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Lee  Schoen. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative .  0 

THE  RESOLUTION  (106-44-A) 

Whereas,  Lee  Schoen,  of  Eugene  Schoen  and  Sons,  for 
600  Fourth  Avenue  Corporation,  owner  (Marine  Electric 
Corporation,  lessee),  filed  February  15,  1944  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
602-608  4th  avenue,  northwest  corner  of  17th  street  (Block 
627,  Lots  38,  39,  40,  41,  43,  44,  45  and  46),  Borough  of 
Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
February  14,  1944  on  N.  B.  Applic.  176-43  reads; 

“2.  Provide  two  fireproof  stairs  in  accordance  with 
Section  270  of  the  Labor  Law.” 

and 


Whereas,  the  applicant  states  that  the  proposed  building 
will  be  2  stories  (25  ft.  6  in.)  in  height,  100  ft.  by  70  ft.  and 
140  ft.  in  area  at  1st  floor;  100  ft.  by  30  ft.  and  140  ft.  in 
area  at  typical  floor,  of  class  1  construction,  located  in  a 
business  and  unrestricted  use,  B  area  district  and  used  and 
occupied  as  follows:  cellar,  boiler  room,  1  person;  1st  floor, 
repair  shop  for  small  parts  and  five  car  private  non-storage 
garage,  31  persons;  2nd  floor,  office  and  drafting  room,  45 
persons ;  that  the  building  will  be  equipped  with  one  3  ft. 
8  in.  steel  stairs  with  masonry  treads,  partially  enclosed 
with  4  inch  gypsum  block,  plastered  both  sides  and  one 
exterior  stairs  on  17th  street  side,  extending  to  yard  by  sta¬ 
tionary  iron  stairs  with  egress  to  street  through  gate  in  yard 
fence;  and 

Whereas,  the  applicant  contends  that  the  plans  provide 
adequate  egress  in  case  of  fire ;  that  the  two  3  ft.  8  in.  wide 
stairways  proposed,  will  be  used  by  not  more  than  45  per¬ 
sons;  that  the  building  is  so  planned,  that  in  the  event  of 
fire  at  any  one  means  of  exit,  the  other  means  of  exit  is 
easily  reached  and  it  is  in  no  case  more  than  100  ft.  distant 
from  any  point  on  the  floor  area;  that  the  building  will  be 
of  fireproof  construction,  although  not  required ;  that  the 
construction  of  the  interior  stair,  open  as  proposed,  will 
enhance  the  building  interior  and  will  permit  careful  check 
of  persons  entering  and  leaving  the  premises ;  that  valuable 
space  on  the  first  and  second  floors  will  be  made  available 
for  drafting  and  manufacturing  purposes  arid  the  stairway 
will  be  open  and  visible  from  the  entire  second  floor ;  that 
a  closed  stairway  erected  within  the  building  would  permit 
loitering  and  uncontrolled  traffic. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  176-43,  and  that  the  appeal  be  and 
it  hereby  is  granted,  as  to  objection  2,  on  condition  that  the 
building  shall  not  be  increased  in  height  or  area;  that  in 
addition  to  the  primary  means  of  exit  shown  leading  to 
Prospect  avenue,  a  second  means  of  exit  from  the  second 
story  shall  be  maintained  by  means  of  doors  leading  to  the 
main  roof  toward  the  north  and  west,  as  indicated  on  plans 
filed  marked  “Received  February  18,  1944” ;  that  from  such 
roof  an  exterior  stairway,  as  indicated  on  plans,  shall  be 
maintained  leading  to  an  open  yard  from  whence  unimpeded 
means  of  exit  shall  be  available  to  street ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


107-44-A 

APPLICANT — Lama  and  Proskauer,  for  Yeshivath  Rabbi 
Chaim  Joseph,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1060  President  street,  southwest 
corner  of  Bedford  avenue  (Block  1280,  Lot  36), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Rabbi  Solomon 
Gotleib. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative  . . .  0 

THE  RESOLUTION  (107-44-A) 

Whereas,  Lama  and  Proskauer,  for  Yeshivath  Rabbi 
Chaim  Joseph,  owner,  filed  February  15,  1944,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises :  1060  President  street,  southwest  corner  of  Bedford 
avenue  (Block  1280,  Lot  36),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  11,  1944,  on  Alt.  Applic.  145-44,  reads: 
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“2.  Classroom  occupancy  in  non-fireproof  building 
more  than  2  stories  and  over  30  ft.  in  height  is  con¬ 
trary  to  Section  4.2.1  Bldg.  Code. 

6.  Stair  construction  to  be  fireproof  as  per  Section 
6.4.17.1.  Existing  stairs  to  comply  as  well  as  new. 

9.  Stair  capacity  is  inadequate  for  person  capacity  of 
1st  floor. 

10.  Comply  with  Section  C26-344.0  as  to  live  load 
requirements. 

12.  Comply  with  Sections  6.4. 1.8.1  (a)  and  (d)  as 
to  stair  enclosures. 

13.  Comply  with  Section  6.4.1.11  (2)  &  (3)  as  to 
stairs  to  roof.” 

and 

Whereas,  the  applicant  states  the  building  is  stories 
(31  ft.  6  in.)  in  height,  60  ft.  11  in.  by  30  ft.  8  in.  in  area; 
Class  3  construction;  erected  in  1916;  located  in  a  business 
use,  C  area  district ;  occupied :  cellar,  ordinary ;  basement, 
clubrooms  and  superintendent’s  apartment;  1st  floor,  club- 
rooms;  attic,  meeting  rooms,  107  persons;  proposed  to  be 
occupied :  Cellar,  same ;  basement,  office  and  classroom,  35 
persons;  1st  floor,  synagogue  and  meeting  rooms,  180  per¬ 
sons;  attic,  classrooms,  70  persons;  and 

Whereas,  the  applicant  contends  that  this  building  was 
constructed  in  1916  for  use  as  follows:  First  floor,  clubrooms 
and  superintendent’s  apartment;  2nd  floor,  clubrooms;  that 
in  1922,  an  alteration  was  approved,  to  permit  a  meeting 
room  on  the  attic  floor  for  a  total  capacity  of  107  persons ; 
that  it  is  now  proposed  to  convert  the  building,  so  as  to  use 
it  as  a  synagogue,  meeting  room  and  classrooms;  that  in 
the  classrooms  as  proposed  in  the  attic  floor  there  will  be 
not  more  than  70  pupils  at  any  one  time;  that  the  first  floor 
will  be  used  as  a  synagogue  and  office,  caretaker’s  apart¬ 
ment  and  classroom  ;  that  it  is  proposed  to  construct  a  new 
fireproof  stairway  on  the  westerly  side  of  the  building,  as 
shown  on  plans ;  that  this  will  undoubtedly  be  a  far  better 
condition  than  at  present ;  that  request  is  hereby  made 
to  permit  the  change  of  use  of  the  building,  inasmuch  as  it 
is  at  present  a  public  building. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  145-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  objec¬ 
tion  2,  on  condition  that  the  building  shall  not  be  increased 
in  height  or  occupancy,  except  that  the  present  attic  story 
may  be  reconstructed,  so  as  to  eliminate  the  existing  roof, 
with  the  walls  carried  up  and  a  flat  roof  constructed,  pro¬ 
vided  the  total  height  of  the  building  is  not  increased ;  as  to 
objection  6,  that  in  addition  to  the  present  interior  stairway, 
an  exterior  stairs  shall  be  constructed  and  maintained,  as 
indicated  on  plans  filed  with  the  borough  superintendent, 
stamped  “January  18,  1944”;  as  to  objection  9,  that  in 
addition  to  the  existing  and  proposed  stairways,  there  shall 
be  constructed  a  door  opening  in  the  southerly  wall,  leading 
to  the  southerly  court  by  means  of  an  exterior  steel  stair, 
providing  exit  to  Bedford  avenue  through  the  exterior 
court ;  that  such  stairs  shall  be  not  less  than  3  ft.  8  in. 
in  width;  as  to  objection  10,  that  the  liveload  per  superficial 
foot  shall  not  be  less  than  65  pounds  on  each  floor;  that  all 
!  seatings  in  the  synagogue  and  school  room  shall  be  fixed  to 
the  floor;  and  as  to  objection  12,  that  the  enclosures  of  the 
existing  and  proposed  stairs  shall  be  maintained  as  pro- 
,  posed,  provided  where  stud  partitions  are  shown  for  en¬ 
closing  existing  stair,  such  partitions  shall  have  wire  lath 
and  cement  plaster  on  both  sides;  as  to  objection  13,  that 
the  stairs  to  the  roof  may  be  omitted  unless  the  roof  story 
is  hereafter  altered  and  a  flat  roof  is  constructed,  in  which 
case  both  stairways  shall  be  carried  to  the  roof;  that  any 
room  where  school  or  building  supplies  are  stored  or  main¬ 
tained,  such  room  shall  be  protected  by  a  sprinkler  head  or 
heads,  as  the  borough  superintendent  may  require,  fed  from 
the  domestic  water  supply  line  of  the  building;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
j  all  laws,  rules  and  regulations  applicable  thereto. 

y 
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108-44-A 

APPLICANT — Francis  Keally,  for  Edward  L.  Bernays, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 26  East  64th  street,  south  side, 
53  ft.  west  of  Madison  avenue  (Block  1378,  Lot  58), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Francis  Keally. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (108-44-A) 

Whereas,  Francis  Keally,  for  Edward  L.  Bernays,  owner, 
filed  February  16,  1944  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  26  East  64th 
street,  south  side,  53  ft.  west  of  Madison  avenue  (Block 
1378,  Lot  58),  Borough  of  Manhattan;  and 
\Y  hereas,  the  decision  of  the  borough  superintendent 
dated  February  11,  1944  on  Alt.  Applic.  124-44  reads: 

“1.  The  change  of  occupancy  of  four  (4)  story  and 
basement  structure,  occupied  as  a  factory  in  basement, 
business  on  first  floor  and  dwelling  on  2nd,  3rd  and 
4th  floors,  of  class  3  construction,  to  a  basement  and 
four  stories  commercial  building,  exceeding  4  stories 
or  50  ft.  in  height,  is  contrary  to  Sec.  4.2.1.  Bldg.  Code. 

2.  The  enclosure  and  construction  of  the  existing  stair¬ 
way  is  contrary  to  Sec.  6.4.1.7.1  and  6.4.1.8.1  (b)  Bldg. 
Code. 

3.  The  stairway  shall  terminate  as  per  6.4.1.11  Bldg. 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories,  and  basement  (55  ft.)  in  height,  21  ft.  by  88  ft.  in 
area  at  1st  floor,  21  ft.  by  70  ft.  in  area  at  typical  floor,  of 
class  3  construction,  erected  in  1903,  located  in  a  retail  use, 
B  area  district  and  used  and  occupied  as  follows :  cellar, 
storage,  no  persons ;  basement,  office  and  factory,  6  persons ; 
1st  floor,  showroom  and  parlor,  6  persons ;  2nd,  3rd  and 
4th  floors,  dwelling,  1  family ;  proposed  to  be  used  and 
occupied  as  follows:  cellar,  same;  basement,  offices,  10  per¬ 
sons;  1st  floor,  offices,  10  persons;  2nd  floor,  offices,  6  per¬ 
sons;  3rd  floor,  offices,  5  persons;  4th  floor,  rest  room  and 
office,  5  persons ;  that  the  building  is  equipped  with  one  3 
ft.  wide  oak  stairs,  enclosed  in  wood  studs  and  leading 
directly  to  the  street,  proposed  to  be  fire-retarded  with  min¬ 
eral  wool  between  studs  and  equipped  with  one  hour  test 
self-closing  door;  that  the  building  is  also  equipped  with 
one  fire  escape  at  the  rear  leading  to  roof  by  ladder  and 
proposed  to  be  extended  to  yard  by  ladder  with  egress  from 
its  termination  through  adjoining  property;  and 
Whereas,  Certificate  of  Occupancy  15436  was  issued 
July  16,  1929  permitting  the  use  of  the  building  as  follows: 
cellar,  storage ;  basement,  office  and  factory,  6  persons,  70 
lbs.  liveload;  1st  floor,  showroom  and  parlor,  6  persons,  70 
lbs.  liveload;  2nd,  3rd  and  4th  stories,  dwelling  of  owner’s 
family,  40  lbs.  liveload  on  each  floor;  and 
Whereas,  the  applicant  contends,  as  to  objection  1,  that 
permission  is  requested  to  use  the  building  for  offices  on 
all  floors ;  that  the  building  will  be  of  low  occupancy,  will 
be  used  by  the  owner  for  carrying  on  his  work  in  the'  field 
of  public  relations ;  that  there  will  be  no  boiler  room  in  the 
building  and  steam  will  be  supplied  by  the  New  York  Steam 
Company;  that  the  building  is  small  in  area  and  is  only  5 
ft.  above  the  legal  height;  that  the  basement  ceiling  is  5 
ft.  6  in.  above  grade;  that  the  present  Certificate  of  Oc¬ 
cupancy  permits  factory  in  basement  and  business  on  the 
1st  floor;  and 
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Whereas,  the  applicant  contends  as  to  Objection  2,  that 
all  enclosing  partitions  for  the  interior  stairs  will  be  fire- 
retarded  with  mineral  wool  blown  between  studs ;  that  all 
doors  leading  into  stairhall  will  be  1  hour  fireproof  self¬ 
closing;  that  the  WPB  restrictions  prevent  the  owner  from 
complying  with  the  requirements  of  the  Code  as  to  the  con¬ 
struction  of  the  stairs  p  and 

Whereas,  the  applicant  contends  as  to  objection  3,  rela¬ 
tive  to  the  extension  of  the  stair  to  roof  by  bulkhead,  that 
access  will  be  provided  to  the  roof  from  top  flooi  through 
an  existing  scuttle  and  the  existing  wooden  ladder  to  be 
replaced  by  an  approved  iron  ladder. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  124-44,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted,  as  to  objection  1, 
on  condition  that  the  building  shall  not  be  further  increased 
in  height  or  area ;  that  the  building  shall  be  occupied  only  as 
proposed  and  the  previous  factory  occupancy  shall  be  super¬ 
seded  by  the  proposed  occupancy;  that  as  to  objection  2,  the 
existing  stairway  may  be  maintained,  provided  the  en¬ 
closures  are  reconstructed  as  proposed,  except  that  mineral 
wool  shall  be  hand-packed  in  the  partitions  or  expanded  dry 
mica  may  be  blown  in  between  the  studs ;  that  if  mica  is 
used,  it  shall  be  mixed  with  a  sufficient  amount  of  gypsum 
and  a  minimum  of  water  to  bind  the  material;  as  to  objec¬ 
tion  3,  that  the  stairway  may  terminate  on  the  top  floor, 
provided  there  is  a  scuttle  and  double-rung  steel  ladder  for 
access  to  the  roof  through  a  scuttle  with  an  easy  opening- 
device,  and  provided  there  shall  be  maintained  on  the  rear 
of  the  building,  a  fire  escape  from  the  top  story  to  yard 
with  a  goose-neck  ladder  to  the  roof  and  a  means  of  exit 
from  the  rear  yard  provided  by  means  of  a  gate  or  other 
opening  to  an  adjoining  premises;  and  that  the  consent  of 
the  owner  of  the  adjoining  premises  shall  be  filed  with  the 
borough  superintendent;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


110-44-A 

APPLICANT — Printers  Lithographing  Co.,  Inc.,  lessee,  for 
The  Rectors,  Church  Wardens  and  Vestrymen  of 
Trinity  Church  in  the  City  of  New  York,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 470-484  Canal  street,  205-211 
Hudson  street,  southeast  corner,  111-113  Watts 
street  and  2-10p2  Desbrosses  street  (10th  floor)  ; 
(Block  225,  Lots  8-26  inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Ellis  Grossman  and  Meyer  Glick- 
stein. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (110-44-A) 

Whereas,  Printers  Lithographing  Company,  Incorporated, 
lessee,  for  The  Rectors,  Church  Wardens  and  Vestrymen  of 
Trinity  Church  in  the  City  of  New  York,  owner,  filed 
February  17,  1944,  an  appeal  from  a  decision  of  the  fire 
commissioner,  affecting  premises  470-484  Canal  street,  205- 
211  Hudson  street,  southeast  corner,  111-113  Watts  street, 
and  2-10!/2  Desbrosses  street  (10th  floor)  ;  (Block  225,  Lots 
8  to  26,  inclusive),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
February  9,  1944,  reads: 

“This  is  to  acknowledge  receipt  of  your  letter  to  me 
dated  February  7,  1944,  in  which  you  ask  permission  of 
the  New  York  Fire  Department  to  allow  you  to  keep 
locked  certain  doors  leading  into  your  factory  on  the 
10th  floor  of  premises  480  Canal  street,  New  York  City. 

Please  be  advised  that  the  Fire  Department  is  with¬ 
out  authority  to  vary  the  State  Labor  Law.  It  is  com¬ 


pelled  however,  to  enforce  this  law  insofar  as  it  relates 
to  means  of  egress  of  factories  located  within  New  York 
City.  Your  request  therefore  is  denied. 

The  City  agency  which  is  empowered  to  vary  the 
State  Labor  Law  is  the  Board  of  Standards  and  Ap¬ 
peals.  It  is  your  right  to  appeal  to  this  Board,  and  we 
have  no  objection  to  your  seeking  relief  before  said 
Board.” 

and 

Whereas,  the  applicant  states  that  the  building  is  12 
stories,  (159  ft.)  in  height,  175  ft.  irregular,  by  166  ft.  in 
area;  of  Class  1  construction;  erected  1928;  located  in  an 
unrestricted  use,  B  area  district  and  used  and  occupied  as 
follows;  subcellar,  storage;  cellar,  storage;  1st  floor,  ware¬ 
house  and  offices,  25  persons ;  2nd  floor,  offices  and  factory, 
25  persons ;  3rd  floor,  offices  and  factory,  25  persons ;  4th 
floor,  offices  and  factory,  35  persons ;  5th  floor,  office  and 
factory,  35  persons ;  6th  floor,  office  and  factory,  25  persons ; 
7th  floor,  offices  and  factory,  25  persons  ;  8th  floor,  office  and 
factory,  35  persons ;  9th  floor,  offices  and  factory,  50  persons ; 
10th  floor,  office,  lithographing,  40  persons,  book  bindery, 
20  persons  and  tool  and  die  maker,  10  persons;  11th  floor, 
office  and  factory,  35  persons  ;  12th  floor,  offices,  25  persons ; 
that  the  building  is  equipped  with  a  two  source  sprinkler 
system,  a  standpipe  system,  interior  fire  alarm  system,  and 
one  interior  stairs  and  one  fire  tower  each  extending  from 
roof  to  street  of  fireproof  construction,  5  ft.  6  in.  wide ;  and 

Whereas,  Certificate  of  Occupancy  14509  was  issued  Oc¬ 
tober  19,  1928,  permitting  the  use  on  the  1st  story  as  stores 
and  factory,  170  persons,  and  on  the  2nd  to  12th  floors  for 
factory  170  persons  each  floor ;  pent  house  for  factory  and 
machine  rooms  ;  and 

Whereas,  the  applicant  contends  that  the  U.  S.  Army, 
Second  Service  Command,  Plant  Security  Section  recom¬ 
mended  that  the  doors  leading  to  the  plant  be  so  equipped 
as  to  prevent  ingress  from  the  outside  and  it  is  therefore 
requested  that  the  Board  permit  the  maintenance  of  locked 
doors  on  that  portion  of  the  10th  floor  leading  to  the  appli¬ 
cant's  plant,  as  indicated  on  plans  filed  with  this  appeal ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  recommenda¬ 
tion  of  the  U.  S.  Army  Plant  Security  Officer. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  fire  commissioner  dated 
February  9,  1944  and  that  the  appeal  be  and  it  hereby  is 
granted  to  permit  the  installation  of  panic  bolts  on  the  two 
doors  in  question — i.e.  the  single  door  and  the  pair  of  double 
doors  as  indicated  on  plan  marked  “Received  February  17, 
1944,”  showing  a  portion  of  the  10th  floor  occupied  by  the 
applicant,  on  condition  that  such  panic  bolts  shall  be  of  an 
approved  type ;  that  the  sprinkler  system  and  standpipe  sys¬ 
tem  shall  be  maintained  to  the  satisfaction  of  the  fire  com¬ 
missioner  ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto. 

130-43-A 

APPLICANT — Sinclair  Refining  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  an  order  of  the 
fire  commissioner,  previously  granted  on  condition, 
permitting  the  packaging,  transportation,  storage 
and  sale  of  combustible  mixtures  known  as  “Sin¬ 
clair  P.D.  Insecticide,  Sinclair  Stock  Spray  and 
Sinclair  Industrial  Spray,  in  1 -gallon  glass  bottles 
(capacity  of  bottles  not  in  conformity  with  Admin¬ 
istrative  Code  Specifications). 

APPEARANCES— 

For  Applicant:  F.  R.  Clampitt  and  C.  D.  Wood. 
ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

Note  :  The  resolution  will  be  printed  in  the  Bulletin  of 
March  7,  1944— Vol.  29,  No.  10. 


Adjourned:  5:30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk 
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HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 


Address  all  communications  to  the  Chairman 


CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory.  ' 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  February  29,  1944,  at  10 
A.M.,  Affecting  Calendar  Numbers  775-41-BZ,  311-27- 
BZ,  147-37-BZ,  63-44-BZ,  330-33-BZ,  151-37-BZ,  334- 
37-BZ,  342-40-BZ,  375-41-BZ,  698-41-BZ  and  851-41-BZ. 

Minutes  of  Regular  Meeting  February  29,  1944,  at  2  P.M., 
Affecting  Calendar  Numbers  555-43-BZ,  553-43-A,  587- 
43-A,  632-43-A,  637-43-A,  130-44-A,  54-44-A,  591-43-A, 
638-43-A,  65-44-A,  102-44-A,  336-43-A,  609-43-A,  586- 
40-SM  and  505-41-SM. 

Correction  Affecting  Calendar  Number  729-42-S. 

Resolution  Affecting  Calendar  Number  130-43-A. 


No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 


Fire  Drill  Rules. 


HARRIS  H.  MURDOCK,  Chairman. 


it 
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New  Cases  Filed  up  to  February  29,  1944. 

Cal.  No.  Dept.  Premises  Affected 

121-44-A — F.D. — 31  West  71st  street,  north  side,  350.6  ft. 
west  of  Central  Park  West  (Block  1124,  Lot  18),  Bor¬ 
ough  of  Manhattan,  20680-LF. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings: 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


122- 44-A — H.B.M.— 10-14  West  47th  street,'  south  side, 
185  ft.  9  in.  west  of  5th  avenue  (Block  1262,  Lot  45), 
Borough  of  Manhattan,  Alt.  62-44. 

123- 44-A — FI.B.B.  and  F.D. — 21-39  Auburn  place,  south 
side,  from  North  Portland  avenue  to  North  Elliott  place 
(Block  2040,  Lots  1  and  48),  Borough  of  Brooklyn, 
Amendment  to  Alt.  1935-42  and  Decision  re  69197-C. 


124- 44-SM — Pabco  Grip-Dek  (non-slip  floor  and  tread 
surfacing),  manufactured  by  The  Paraffine  Companies, 
Inc.,  Material. 

125- 44-SM— Ford  Tank  Maintenance  Co.,  Inc.,  Low 
Soluble  Cement,  manufactured  by  Ford  Tank  Main¬ 
tenance  Co.,  Inc.,  Material. 

126- 44-A — F.D. — 160-178  Jay  street,  west  side,  from  Sand 
street  to  High  street,  84-92  Sand  street  and  97-105  High 
street  (Block  87,  Lot  9),  Borough  of  Brooklyn,  8535-LF 
and  Decision. 


127- 44-A— F.D. — 876-878  Broadway,  east  side,  24.1  ft. 
north  of  East  18th  street  (Block  847,  Lots  22  and  23), 
Borough  of  Manhattan,  19955-LF,  19956-LF  and  De¬ 
cision. 

128- 44-A — F.D. — 250-254  17th  street,  south  side,  70  ft. 
east  of  5th  avenue  (front  and  rear  buildings);  (Block 
1873,  Lot  12),  Borough  of  Brooklyn,  11050-LF  and  De¬ 
cision. 


129- 44-A — F.D. — 21-11  44th  avenue,  north  side,  79.3  ft. 
west  of  23rd  street  (Block  441,  Lot  4),  Long  Island  City, 
Borough  of  Queens,  11869-LF  and  Decision. 

130- 44-A — H.B.M. — 546  5th  avenue  and  1-5  West  45th 
street,  northwest  corner  (5th  floor);  (Block  1261,  Lot 
34),  Borough  of  Manhattan,  Alt.  980-43. 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . . _. . Dec. 

Concrete  Rules  (Hydrated  Lime)  .  . .  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Dec. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Dec. 

Platform  Trucks,  Specifications  for.., Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Jan. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .  Feb. 

Smoking  in  Factories,  Rules  for.  . . .  Feb. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  .  .  Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 
7,  1944— Vol.  29,  No.  10 

15.  1944— Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


18,  1944 — Vol.  29,  No.  3 

7,  1937— Vol.  22,  No.  36 

8,  1944— Vol.  29,  No.  6 
22,  1944— Vol.  29,  No.  8 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23 A. 


MARCH  7,  1944,  10  A.  M. 


131- 44-SM — PC  Foamglass  Insulation,  manufactured  by 
Pittsburgh  Corning  Corporation,  Material. 

132- 44-A — H.B.B. — 559-561  Bedford  avenue  and  125-131 
Rodney  street,  northeast  corner  (Block  2187,  Lot  1), 
Borough  of  Brooklyn,  Alt.  365-44. 

Restored  to  Calendar. 

775-41-BZ — H.B.Q. — 80-01  41st  avenue,  north  side,  from 
80th  street  to  81st  street,  40-43  80th  street  and  40-42  81st 
street  (Block  1491,  part  of  Lots  21  and  24),  Elmhurst, 
Borough  of  Queens,  Misc.  6187-41. 

609-43-A — H.B.B. — 550-552  Pacific  street  and  32-38  4th 
avenue,  southwest  corner  (Block  192,  Lots  34  and  35), 
Borough  of  Brooklyn,  Alt.  242-44. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  7,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Zoning  Applications. 

273-43-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  East  New  York  Savings  Bank, 
owner,  reopened  December  14,  1943,  under  section  7c 
of  the  zoning  resolution,  to  permit  in  a  residence  use 
district,  the  conversion  of  occupancy  of  a  building 
from  a  marble  factory  to  manufacturing  of  mattresses 
(previously  denied  in  re  conversion  of  building  from 
marble  works  to  factory);  (light  manufacturing);  prem¬ 
ises  965-967  Hopkinson  avenue,  west  side,  260  ft.  south 
of  Lott  avenue  and  576-578  Bristol  street  (Block  3623, 
Lot  19),  Borough  of  Brooklyn. 

517-43-BZ — Application,  October  28,  1943,  under  section 
7c  of  the  zoning  resolution,  of  I.  L.  Crausman,  appli- 
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cant,  on  behalf  of  St.  Ann’s  R.  C.  Church,  owner,  to 
permit  in  a  business  use  district,  the  parking  of  more 
than  five  motor  vehicles  upon  a  plot,  occupied  in  part, 
as  a  gasoline  service  station;  premises  155  Gun  Hill 
road  and  3501  Bainbridge  avenue,  northwest  corner 
(Block  3328A,  Lot  60),  Borough  of  The  Bronx. 

600-43-BZ — Application,  December  10,  1943,  under  sec¬ 
tion  7c  of  the  zoning  resolution,  of  Benny  Lafrado,  appli¬ 
cant  and  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  extension  of  an 
existing  accessory  garage  for  four  (4)  pleasure  cars  and, 
also,  the  conversion  of  occupancy  of  same  to  a  garage 
for  three  (3)  commercial  motor  vehicles;  premises  17 
Lockman  avenue,  east  side,  147  ft.  south  of  Richmond 
terrace  (Block  1236,  part  of  Lot  36),  Mariners  Harbor, 
Borough  of  Richmond. 

615-43-BZ — Application,  December  18,  1943,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  William  Higginson 
and  Son,  applicants,  on  behalf  of  Margaret  V.  Daly, 
owner  (Russel  Raymond,  lessee),  to  permit  in  a  business 
use  district,  the  conversion  of  occupancy  of  an  existing 
building  from  a  five  (5)  car  garage,  store  and  dwelling 
to  a  lumber  and  mill  work  shop  and  dwelling  (the  build¬ 
ing  is  now  occupied  as  a  lumber  and  mill  work  shop  and 
dwelling  without  a  certificate  of  occupancy  for  this  use); 
premises  43-49  162nd  street,  east  side,  280  ft.  north  of 
45th  avenue  (Block  5420,  Lot  9),  Flushing,  Borough  of 
Queens. 

263-19-BZ — Application  of  Reginald  S.  Hardy,  applicant, 
on  behalf  of  Hayson  Corporation,  owner  (Randall  Cadil¬ 
lac  Corp.,  lessee),  reopened  February  1,  1944,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  to  permit  for  a  tem¬ 
porary  period  of  two  (2)  years  in  a  residence  use 
district,  the  inclusion  of  a  lubritorium,  motor  vehicle 
repair  shop,  stock  room  and  offices,  in  an  existing  public 
garage  (the  garage  use  was  previously  granted  by  the 
Board);  premises  564-592  (formerly  722-746)  St.  Johns 
place,  south  side,  333  ft.  8  in.  west  of  Classon  avenue 
(Block  1178,  Lot  26),  Borough  of  Brooklyn. 

456- 43-BZ— Application,  September  23,  1943,  under  sec¬ 
tion  7b  of  the  zoning  resolution,  of  Max  Horn,  applicant, 
on  behalf  of  Carmelo  Di  Rosa,  owner,  to  permit  partly 
in  a  business  use  and  partly  in  a  residence  use  district, 
the  enlargement  of  a  garage  for  the  purpose  of  storing 
two  (2)  trucks  and  crates  for  bottled  soda;  premises 
122-03  Sutphin  boulevard  and  150-02  122nd  avenue,  south¬ 
east  corner  (Block  12217  (3012),  Lot  8),  Jamaica,  Bor¬ 
ough  of  Queens. 

Appeal  from  Administrative  Decision. 

457- 43-A — 122-03  Sutphin  boulevard  and  150-02-  122nd 
avenue,  southeast  corner  (Block  12217  (3012),  Lot  8), 
Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  7,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  7,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

584-43-A — 39-01  Main  street,  southeast  corner  of  39th 
avenue  (Block  4980,  Lot  5),  Flushing,  Borough  of 
Queens. 

484-43-S — 6220-6222  20th  avenue,  west  side,  20  ft.  north 
of  63rd  street  (Block  5534,  Lot  48),  Borough  of  Brook¬ 
lyn. 


26-44-A— 31-43  West  Mt.  Eden  avenue,  northwest 
corner  of  Inwood  avenue  (Block  2865,  Lot  121),  Bor¬ 
ough  of  The  Bronx. 

472-43-A — 755  East  134th  street,  north  side,  100  ft.  west 
of  Willow  avenue  and  147  Willow  avenue  (Block  2563, 
Lot  45),  Borough  of  The  Bronx. 

544-43-A — 42-16  West  street,  west  side,  200  ft.  south  of 
Jackson  avenue  (Mezzanine  and  5th  floors);  (Block  264, 
Lot  4),  Long  Island  City,  Borough  of  Queens. 

622-43-A — 1050  Broadway,  southwest  corner  of  Hart 
street  (Block  1596,  Lot  37),  Borough  of  Brooklyn. 

601-43-A — 123-32  82nd  avenue,  east  side  81  ft.  south  of 
Queens  boulevard  (Block  3369,  Lot  13),  Kew  Gardens, 
Borough  of  Queens. 

632-43-A — 26  West  47th  street,  south  side,  350  ft.  west 
of  Fifth  avenue  (Block  1262,  Lot  52),  Borough  of  Man¬ 
hattan. 

637-43-A — 677  Fifth  avenue,  east  side,  50  ft.  5  in.  north 
of  East  53rd  street  (Block  1289,  Lot  3),  Borough  of 
Manhattan. 

130-44-A — 546  Fifth  avenue  and  1-5  West  45th  street, 
northwest  corner  (5th  floor);  (Block  1261,  Lot  34), 
Borough  of  Manhattan. 

52- 44-A — 401-415  Tenth  avenue,  127-157  West  32nd 
street,  northeast  corner  and  128  West  33rd  street  (Block 
808,  Lot  1),  Borough  of  Manhattan. 

53- 44-A — 840  Washington  avenue,  northwest  corner  of 
Lincoln  avenue  (Block  1176,  Lot  98),  Borough  of  Brook¬ 
lyn. 

595-43-A — 113-143  West  18th  street,  north  side,  149.4 
ft.  west  of  Sixth  avenue  and  110-136  West  19th  street 
(Block  794,  Lot  17),  Borough  of  Manhattan. 

548-43-A — 162-168  Classon  avenue,  west  side,  262  ft.  8 
in.  north  of  Myrtle  avenue  and  92  Emerson  place  (Block 
1893,  Lot  50),  Borough  of  Brooklyn. 

612-43-A — 14-18  Glenmore  avenue,  northeast  corner  of 
Thatford  avenue  (Block  3504,  Lot  15),  Borough  of 
Brooklyn. 

66-44-A — 165-24  to  165-26  Jamaica  avenue,  southwest 
corner  of  Merrick  boulevard  (Block  10155,  Lot  12), 
Jamaica,  Borough  of  Queens. 

126-44-A — 160-178  Jay  street,  west  side,  from  Sand  to 
High  streets,  84-92  Sand  street  and  97-105  High  street 
(Block  87,  Lot  9),  Borough  of  Brooklyn. 

97.44.  A — 101-123  East  29th  street,  north  side,  80  ft.  east 
of  Fourth  avenue  (Block  885,  Lot  6),  Borough  of  Man¬ 
hattan. 

112-44-A — 61  Montrose  avenue,  north  side,  150  ft.  west 
of  Lorimer  street  (Block  3050,  Lot  35),  Borough  of 
Brooklyn. 

41-44-A — 12-15  37th  avenue,  north  side,  50.06  ft.  west  of 
13th  street  (Block  351,  Lot  37),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

62 -44 -A — 519  West  161st  street,  north  side,  300_  ft.  6  in. 
west  of  Amsterdam  avenue  (Block  2120,  Lot  50),  Bor¬ 
ough  of  Manhattan. 

44.44.  A — 35-10  36th  avenue,  south  side,  from  35th  to  36th 
streets  (Block  635,  Lot  33),  Long  Island  City,  Borough 
of  Queens. 

370-43-A — 852-874  Jamaica  avenue  and  2-20  Hemlock- 
street,  southwest  corner  (Block  4106,  Lot  39).  Borough 
of  Brooklyn. 
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61-44-A — 120-07  180th  street,  east  side,  44  ft.  4  in.,  south 
of  120th  avenue  (Block  3192,  Lot  332),  St.  Albans, 
Borough  of  Queens. 

Material  for  Approval. 

1020-38-SM — Hudson  Atlas  Portland  Cement,  North¬ 
ampton  Atlas  Portland  Cement,  Atlas  White  Portland 
Cement  and  Atlas  Waterproofed  White  Portland  Ce¬ 
ment,  reopened  October  5,  1943  re  amendment  of  reso¬ 
lution  as  to  Northampton  Atlas  Portland  Cement,  the 
inclusion  of  Northampton  Atlas  High  Early  Strength 
Cement  and  Atlas  Duraplastic  Portland  Cement  as 
manufactured  at  the  applicant’s  mill  at  Northampton, 
Pennsylvania. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  14,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  14,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeal  from  Administrative  Decision. 

606-43-A — 859  Southern  boulevard,  west  side,  219.3  ft. 
north  of  Intervale  avenue  (Block  2722,  Lot  14),  Borough 
of  The  Bronx. 

Zoning  Applications. 

541-32-BZ — Application  of  Alfred  H.  Eccles,  applicant, 
on  behalf  of  J.  D.  Dawkins,  owner,  reopened  November 
30,  1943,  under  section  7c  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  conversion  of  occu¬ 
pancy  of  an  existing  building  from  storage  use  to  a  fac¬ 
tory  (asbestos  pipe  insulation);  premises  87-41  130th 
street,  east  side,  374.5  ft.  south  of  Jamaica  avenue  (Block 
9338,  Lot  79),  Richmond  Hill,  Borough  of  Queens. 

100-44-BZ — Application,  February  11,  1944,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Irving  M. 
Fenichel,  applicant,  on  behalf  of  Raybob  Realty  Corpora¬ 
tion,  owner,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  of  an  existing 
garage  for  more  than  five  motor  vehicles  to  a  factory 
where  drapes,  curtains  and  other  similar  articles  are 
laundered,  finished,  received,  stored  and  shipped;  where 
furniture  fabrics  are  cleaned  with  the  use  of  inflammable 
liquids  and,  also,  a  storage  garage  for  one  motor  vehicle 
(truck);  premises  507-515  East  120th  street,  south  side, 
98  ft.  east  of  Pleasant  avenue  Block  1817,  Lot  5),  Bor¬ 
ough  of  Manhattan. 

775-41-BZ— Application  of  Harold  J.  Hughes,  applicant, 
on  behalf  of  Phil  Schoenberg,  lessee,  for  Cortland  Realty 
Company  of  New  York,  owner,  reopened  February  29, 
1944,  for  consideration  as  to  extension  of  permit— re 
Application,  previously  granted  on  condition,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles;  premises 
80-01  41st  avenue,  north  side,  from  80th  to  81st  streets, 
40-43  80th  street  and  40-42  81st  street  (Block  1491,  parts 
of  Lots  21  and  24),  Elmhurst,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  14,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  14,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions. 

553-43-A — 42-42  Vernon  boulevard,  northwest  corner  of 
43rd  (Harris)  avenue  (Block  484,  Lot  31),  Long  Island 
City,  Borough  of  Queens. 


36-44-A — Rear  of  12-14  Starr  street,  south  side,  100  ft. 
east  of  Central  avenue  (Block  3196,  Lot  10),  Borough  of 
Brooklyn. 

HARRIS.  H.  MURDOCK,  Chairman . 


MARCH  21,  1944,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  21,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

271-43-BZ — Application,  June  2,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Schrier  Trading  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  maintenance  of 
more  than  five  individual  garages.  (The  Board  previously 
denied  an  application  for  a  garage  for  more  than  five 
motor  vehicles  on  these  premises);  premises  11-17  (7-17 
displayed)  Schenectady  avenue  and  617-627  Herkimer 
street,  northeast  corner  (Block  1701,  Lot  1),  Borough  of 
Brooklyn. 

583-43-BZ— Application,  December  1,  1943,  under  section 
21  of  the  zoning  resolution,  of  Harry  A.  Yarish,  appli¬ 
cant,  on  behalf  of  Isidore  Epstein,  owner  (Ida  Levinson, 
lessee),  to  permit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  an  existing  building  to  the  stor¬ 
age  of  rags;  premises  496-500  (492  displayed)  Watkins 
strejet,  west  side,  100  ft.  north  of  Newport  street  (Block 
3605,  Lots  33  and  34),  Borough  of  Brooklyn. 

46-44-BZ — Application,  January  18,  1944,  under  section 
7e  of  the  zoning  resolution,  of  Frank  B.  Carbone,  appli¬ 
cant,  on  behalf  of  Buhrman  Sand  and  Gravel  Corpora¬ 
tion,  owner  (Colonial  Sand  and  Stone  Co.,  Inc.,  lessee), 
to  permit,  for  a  term  of  two  (2)  years,  in  a  residence 
use,  F  area  and  one-half  times  height  district,  the  opera¬ 
tion  of  a  sand  and  gravel  pit;  premises  southeast  corner 
of  61st  avenue  and  Douglaston  parkway  (Block  8286, 
Lots  100  and  180),  Douglaston,  Borough  of  Queens. 

HARRIS.  H.  MURDOCK,  Chairman. 


MARCH  21,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon.  March  21,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

397-42-A — 4352  Hylan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

HARRIS.  H.  MURDOCK,  Chairman, 


MARCH  28,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  28,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter: 

Appeal  from  Administrative  Decision. 

587-43-A — -165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 

HARRIS.  H.  MURDOCK,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  FEBRUARY  29,  1944 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Wednesday  morning,  February  23,  1944,  and  Wednesday 
afternoon,  February  23,  1944,  were  approved  as  printed  in 
Bulletin  No.  8,  Volume  29. 


ZONING  CASES 

775-41-BZ 

APPLICANT — Harold  J.  Hughes,  for  Harold  J.  Hughes, 
lessee ;  Cortland  Realty  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  under  section  7 h  of  the 
building  zone  resolution,  previously  granted  on  con¬ 
dition,  for  a  temporary  period  of  not  more  than  two 
years,  permitting  in  a  residence  use  district  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 80-01  41st  avenue,  north  side, 
from  80th  to  81st  streets,  40-43  80th  street  and  40-42 
81st  street  (Block  1491,  parts  of  Lots  21  and  24), 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Irving  Schoenberg. 

For  Administration :  Samuel  Cohen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  set  for  hearing  March  14,  1944  at  10 
A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 


311-27-BZ 

APPLICANT — Sidney  S.  Hein,  for  George  N.  Winkler, 
owner. 

SUBJECT — Application  reopened  January  4,  1944  (decision 
of  the  acting  borough  superintendent)  under  sections 
7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  conversion  of  occupancy  of 
an  existing  building,  from  a  garage  for  more  than 
five  motor  vehicles — owner’s  use  only — (previously 
granted  by  the  Board),  to  a  garage  for  more  than 
five  motor  vehicles  (owner’s  use  only),  a  public 
garage  for  more  than  five  motor  vehicles  and  storage 
of  household  goods  and,  also,  the  maintenance  of 
painted  business  signs  on  the  existing  building. 
PREMISES  AFFECTED — 1141-1147  Bayport  place,  south 
side,  150  ft.  east  of  Far  Rockaway  boulevard  (Block- 
39,  part  of  Lot  36),  Far  Rockaway,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Sidney  S.  Hein  and  George  N. 
Winkler. 

For  Opposition :  Henry  H.  Opheimer  and  S.  Milton 
Nausbach. 

For  Administration :  Samuel  Cohen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  . . 0 


THE  RESOLUTION  (311-27-BZ) 

Whereas,  this  application  under  section  7-g  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  garage  for  more  than  five  motor 
vehicles  used  in  the  conduct  of  the  owner’s  business,  affecting 
premises  1141-1147  Bayport  place,  south  side,  150  ft.  east  of 
Far  Rockaway  boulevard  (Block  39,  part  of  Lot  36),  Far 
Rockaway,  Borough  of  Queens,  was  granted  by  the  Board 
on  June  28,  1927,  on  certain  conditions  and  the  applicant 
requested  an  amendment  of  the  resolution  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
January  4,  1944,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
February  29,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Bayport  place  is  in  residence,  business 
and  unrestricted  use  districts  ;  also  in  “D”  area  and  1-times 
height  districts.  Foam  Place  is  in  residence  and  business  use, 
D  area  and  1 -times  height  districts  and  Far  Rockaway  boule¬ 
vard  is  in  business  use,  D  area  and  1 -times  height  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  7,  1943,  re  Alt.  Applic.  1589-43,  reads : 

“1.  Proposed  use  (Public  Garage  and  storage)  is  con¬ 
trary  to  provisions  of  Board  of  Standards  and  Appeals 
ruling  on  Cal.  311-27-BZ  and  Art.  2.  Sect.  3  of  Zoning 
Resolution. 

2.  Proposed  painting  of  business  signs  on  buildings  is 
contrary  to  ruling  under  Cal.  311-27-BZ  and  Art.  2 
Sect.  3  of  Zoning  Resolution. 

Not  further  considered.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  having  a  frontage  of  100  ft.  and  a  depth  of  113  ft.;  that 
upon  the  westerly  portion  is  a  2-story  frame  dwelling;  that 
upon  the  easterly  portion  is  located  the  building  in  question, 
which  is  fireproof,  3  stories  in  height,  50  ft.  by  100  ft.  in  area, 
occupied  as  a  garage  for  more  than  five  motor  vehicles  used 
in  the  conduct  of  the  owner’s  business  (storage  warehouse), 
pursuant  to  Cal.  311-27-BZ;  that  it  is  now  proposed  to  use 
this  building  as  follows:  1st  story — garage  for  more  than  5 
motor  vehicles  used  for  owner’s  business;  (storage  ware¬ 
house)  cellar  and  2nd  story — public  garage  for  more  than  5 
motor  vehicles ;  3rd  story — storage  of  household  furniture ; 
that  it  is  further  proposed  to  maintain  the  business  signs 
painted  on  the  walls  of  the  bulkheads  on  the  easterly  side  and 
westerly  side  of  the  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  28,  1927  by  adding 
thereto : 

“that  in  the  event  the  owner  desires,  during  the  term 
of  the  present  emergency,  to  occupy  the  building  for  the 
use  as  above  permitted,  except  to  occupy  the  cellar  for 
the  dead  storage  of  motor  vehicles  and  the  2nd  floor  for 
the  dead  storage  of  motor  vehicles  and  the  third  floor  for 
the  storage  of  household  furniture,  such  change  of  use 
may  be  permitted,  on  condition  that  in  all  other  respects, 
the  requirements  of  the  resolution  shall  be  complied  with 
and  except  that  the  existing  signs  on  the  wall  of  the  roof 
bulkhead  to  the  east  and  west  may  be  continued,  provided 
no  other  signs  on  the  roof  or  on  the  side  walls  or  rear 
are  displayed  and  no  signs  on  the  face  of  the  building 
are  erected  or  displayed,  except  a  sign  advertising  the 
name  of  the  company  occupying  the  building,  which  sign 
shall  not  exceed  20  sq.  ft.  in  area,  erected  over  the  main 
entrance  door  or  adjacent  thereto  and  not  extending  be¬ 
yond  the  building  line  and  not  illuminated ;  that  at  no 
time  shall  the  building  be  occupied  as  a  public  garage  for 
storage  of  live  motor  vehicles  for  the  public  or  for  the 
sale  of  gasoline.” 
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147-37-BZ 

APPLICANT— Nathan  A.  Goldenthal,  for  Mildred  Klau- 
secker,  owner. 

SUBJECT — Application  reopened  January  18,  1944,  for  con¬ 
sideration  as  to  extension  of  permit  —  application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 25-68  to  25-70  Steinway  street, 
west  side,  275  ft.  north  of  28th  avenue  (Block  654, 
Lots  91  and  92),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Max  J.  Herman. 

For  Opposition:  None 

For  Administration:  Samuel  Cohen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative  .  0 

THE  RESOLUTION  (147-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  25-68  to  25-70  Steinway  street, 
west  side,  275  ft.  north  of  28th  avenue  (Block  654,  Lots  91 
and  92)  Long  Island  City,  Borough  of  Queens,  was  granted 
by  the  Board  on  November  9,  1937,  on  certain  conditions, 
permit  extended  on  November  8,  1939  and  November  18,  1941 
and  the  applicant  requested  a  further  extension  of  the  permit ; 
and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
January  18,  1944  and  set  for  hearing  on  February  8,  1944; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  February  29,  1944,  after  due  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  November 
9,  193*7  as  amended  through  November  18,  1941,  only  in  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read  : 

‘‘Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  plot  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles  on  condition 


63-44-BZ 

APPLICANT — John  T.  Dooling,  for  Bavasi  Realty  Corpo¬ 
ration,  owner  (  Sidney  West  and  Edward  Daspin, 
lessees,  d/b/a  Commercial  Box  and  Supply  Com¬ 
pany). 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  conversion 
of  occupancy,  for  a  term  of  ten  (10)  years,  of  an 
existing  public  garage,  to  a  factory  for  the  manu¬ 
facture  of  corrugated  paper,  packing  boxes  and  con¬ 
tainers  and,  also,  for  storage  purposes. 
PREMISES  AFFECTED— 236-246  West  17th  street,  south 
side,  256  ft.  9  in.  east  of  Eighth  avenue  (Block  766, 
Lot  65),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  T.  Dooling,  Edward  Daspin, 
George  G.  Miller  and  John  B.  Mooney. 

For  Opposition :  J.  Catalano,  G.  Gumina  and  Andrew 
Taggard. 

For  Administration :  Samuel  Cohen,  Dep  t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (63-44-BZ) 

Whereas,  John  T.  Dooling,  for  Bavasi  Realty  Corpora¬ 
tion,  owner  (Sidney  West  and  Edward  Daspin,  lessees,  d/b/a 
Commercial  Box  and  Supply  Company),  filed  January  25, 
1944,  an  applicaton  under  section  7-e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  conversion  of 
occupancy,  for  a  term  of  ten  (10)  years,  of  an  existing  public 
garage,  to  a  factory  for  the  manufacture  of  corrugated  paper, 
packing  boxes  and  containers  and  also  for  storage  purposes ; 
affecting  premises  236-246  West  17th  street,  south  side,  256 
ft.  9  in.  east  of  Eighth  avenue  (Block  766,  Lot  65),  Borough 
of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
February  29,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  17th  street  is  in  a  residence  and 
retail  use,  “B”  area  and  1(4  times  height  district;  West 
18th  street  is  in  a  residence  and  retail  use  “B”  area  and 
1(4  times  height  district;  Seventh  avenue  is  in  a  retail  use 
“B”  area  and  1(4  times  height  district  and  Eighth  Avenue 
is  in  a  retail  use  “B”  area  and  1(4  times  height  district;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
dated  January  24,  1944,  on  Alt.  Applic.  1057-43,  reads : 

“1.  The  change  of  occupancy  of  a  building  located 
within  a  residence  district  from  a  garage  into  a  factory, 
creates  a  non-conforming  use  contrary  to  Art.  II,  Sec.  3, 
Para.  36,  Building  Zone  Resolution. 

2.  Permission  of  the  use  of  the  building  for  a  period 
.of  ten  years,  as  a  paper  box  and  container  factory,  and 
the  reuse  of  the  building  as  a  public  garage  after  the 
presently  proposed  occupancy  is  hereby  denied.” 

and 

Whereas,  the  applicant  states  the  existing  building  is 
three  stories  and  basement  (42  ft.)  in  height;  of  ClaSs  1 
construction ;  having  a  frontage  of  106  ft.  3  in.  and  a  depth 
of  75  ft.  6  in.,  irregular  in  area ;  that  it  is  proposed  to  convert 
the  occupancy,  for  a  term  of  ten  (10)  years,  of  the  existing 
building  from  public  garage  for  more  than  5  motor  vehicles, 
to  storage  of  bales  and  cases  of  textiles  on  the  basement  and 
1st  stories;  storage  and  manufacture  of  corrugated  paper 
boxes  and  containers  on  the  2nd  and  3rd  stories ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  two  (2)  years  from  the  date  of  this  action,  to  permit 
the  building  to  be  occupied  temporarily  as  proposed,  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area  and  shall  not  be  structurally  altered;  that  upon  the 
termination  of  the  two  year  term,  the  lawfully  permitted 
garage  use  may  be  restored ;  that  any  gasoline  storage  and 
dispensing  system  in  the  building  shall  be  sealed  and  the 
tank  purged  and  filled  with  water,  to  the  satisfaction  of  the 
fire  commissioner ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  three  (3)  months  from  the  date  of 
this  resolution. 
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330-33-BZ 

APPLICANT — Joseph  B.  Lynch,  for  Jopaul  Realty  Corp., 

owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
Borough  Superintendent)  previously  granted  on 
condition,  permitting  in  a  business  use  district  for 
a  term  of  two  (2)  years,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 228-05  Northern  boulevard, 
north  side,  386  ft.  west  of  Alley  creek  (Block  6334, 
part  of  Lot  1)  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant;  Joseph  B.  Lynch. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration ;  Samuel  Cohen,  Dep  t  of  Hous¬ 
ing  and  Biuldings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative:  Commissioner  Savage .  1 

THE  RESOLUTION  (330-33-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  erection  and  maintenance  of  a  gasoline 
service  staton,  affecting  premises  228-05  Northern  boulevard, 
north  side,  386  ft.  west  of  Alley  creek  (Block  6334,  part  of 
of  Lot  1),  Little  Neck,  Borough  of  Queens,  was  granted  by 
the  Board  on  February  14,  1934,  on  certain  conditions,  reso- 
tion  amended  and  permit  extended  on  February  9,  1937,  per¬ 
mit  extended  on  June  7,  1939,  December  5,  1939,  June  11, 
1940,  November  26,  1940  and  February  3,  1942 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  February 
14,  1934,  as  amended  through  February  3,  1942,  only  in  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“Granted  to  permit  the  plot  under  appeal  to  be  occu¬ 
pied  for  a  gasoline  service  station  under  section  7f,  for 
a  term  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  on  condition  .  . 


151-37-BZ 

APPLICANT — Walter  D.  Wilkes,  lessee,  for  South  Brook¬ 
lyn  Railway  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Applicaton  (decision  of  the 
borough  superintendent  under  sections  7h  and  21  of 
the  zoning  resolution,  permitting  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  dis¬ 
trict  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 365-373  Ralph  avenue,  north¬ 
east  corner  of  Pacific  street  (Block  1431,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant — Walter  D.  Wilkes. 

For  Administration :  Samuel  Cohen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 

E  Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (151-37-BZ) 

Whereas,  this  application  under  sections  7h  and  21  of 
the  zoning  resolution,  permitting  partly  in  a  business  use 


district  and  partly  in  a  residence  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  365-373  Ralph  avenue,  northeast 
corner  of  Pacific  street  (Block  1431,  Lot  1),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  March  11,  1938,  on 
certain  conditions  and  permit  extended  on  March  19,  1940 
and  March  10,  1942 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  March  11, 
1938  as  amended  through  March  10,  1942,  only  in  so  far  as 
it  has  reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  on  condition  .  . 


334-37-BZ 

APPLICANT — The  New  York  Central  Railroad  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor 
vehicles  for  a  term  of  two  years. 

PREMISES  AFFECTED — 412-414  Lexington  avenue,  west 
side,  opposite  East  43rd  street  (Block  1280,  Lot  54), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Gerald  E.  Dwyer. 

For  Administration :  Samuel  Cohen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (334-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  412-414  Lexington  avenue, 
west  side,  opposite  East  43rd  street  (Block  1280,  Lot  54), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  March 
4,  1938,  on  certain  conditions,  permit  extended  on  March  19, 
1940  and  March  17,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  4,  1938  as  amended 
through  March  17,  1942,  only  in  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read  : 

“Granted,  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  .  .  .” 


342-40-BZ 

APPLICANT — Raymond  Irrera,  for  Selvin  Realty  Co.  and 
Mollie  Sprecher,  owners 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  acting  borough  superintendent)  previ¬ 
ously  granted  under  section  7h  for  a  temporary 
term  of  two  years,  permitting  partly  in  a  residence 
use  and  partly  in  a  business  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles. 
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PREMISES  AFFECTED— 42-02  31st  avenue,  31-15  42nd 
street,  southeast  corner  and  east  side  of  42nd  street, 
97.5  ft.  south  of  31st  avenue  (Block  692,  Lots  36, 
37,  40  and  part  of  51),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Raymond  Irrera. 

For  Administration :  Samuel  Cohen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (342-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  district  and 
partly  in  a  business  use  district  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles,  affect¬ 
ing  premises  42-02  31st  avenue,  31-15  42nd  street,  southeast 
corner  and  east  side  of  42nd  street,  97.5  ft.  south  of  31st 
avenue  (Block  692,  Lots  36,  37,  40  and  part  of  51),  Astoria, 
Borough  of  Queens,  was  granted  by  the  Board  on  February 
9,  1943,  on  certain  conditions  and  the  applicant  requested  an 
extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  9,  1943,  only  in  so 
far  as  it  has  reference  to  the  time  within  which  to  complete 
the  work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

“that  in  view  of  the  statement  by  the  applicant  that  all 
permits  have  been  obtained  and  the  work  has  been 
partially  completed,  that  all  work  shall  be  completed 
within  three  (3)  months  from  the  date  of  this  amended 
resolution.” 


375-41-BZ 

APPLICANT — Irving  Jahre,  for  Joseph  Goldman,  lessee; 

Central  Hanover  Bank  and  Trust  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  under  section  7h  of  the 
zoning  resolution,  permitting  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  for  a 
temporary  term  of  two  years,  the  parking  and  stor¬ 
age  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 44-02  Queens  boulevard  and 
45-01  44th  street,  southeast  corner  (Block  166,  part 
of  Lot  20),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Joseph  Goldman. 

For  Administration:  Samuel  Cohen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (375-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning- 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district  for  a  temporary  term  of 
two  years,  the  parking  and  storage  of  more  than  fire  motor 
vehicles,  affecting  premises  44-02  Queens  boulevard  and 
45-01  44th  street,  southeast  corner  (Block  1 66,  part  of  Lot 
20),  Long  Island  City,  Borough  of  Queens,  was  granted  by 
the  Board  on  October  21,  1941,  on  certain  conditions  and 
resolution  amended  on  February  17,  1942;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  21,  1941,  as  amended 
by  resolutions  adopted  by  the  Board  through  February  17, 


1942,  only  in  so  far  as  it  has  reference  to  the  term  of  the 
permit,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

“Granted  under  section  7h  thereof  for  a  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  premises  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  on 
condition  .  .  .” 


698-41-BZ 

APPLICANT — Leon  Engelberg,  for  Sarah  Brodsky,  lessee; 

B  and  F  Holding  Corporation,  owner. 

SUBJECT — Application  .  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 157  Beach  61st  street,  south¬ 
west  corner  of  Larkin  avenue  (Block  354,  Lot  47), 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leon  Engelberg. 

For  Administration :  Samuel  Cohen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (698-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  157  Beach  61st  street, 
southwest  corner  of  Larkin  avenue  (Block  354,  Lot  47), 
Arverne,  Borough  of  Queens,  was  granted  by  the  Board  on 
April  28,  1942,  on  certain  conditions  and  time  extended  on 
November  4,  1942;  and 

Whereas,  the  applicant  requested  an  extension  of  the  per¬ 
mit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  28,  1942  as  amended  on 
November  4,  1942,  only  in  so  far  as  it  has  reference  to  the 
term  of  the  permit,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
premises  to  be  occupied  for  the  parking  and  storage  of 
fore  than  five  (5)  motor  vehicles,  on  condition  .  .  .  .” 


851-41-BZ 

APPLICANT — Abraham  Margules,  for  Orloff  Apartments, 
Incorporated,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
under  section  7e  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  the  maintenance  of  a  non¬ 
flashing  business  sign  extending  more  than  18  inches 
beyond  the  building  line,  for  a  temporary  term  of 
two  years. 

PREMISES  AFFECTED — 228  West  238th  street,  south 
side,  100  ft.  east  of  Broadway  (Block  3270,  Lot  49), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Hannah  Margules. 

For  Administration :  Samuel  Cohen,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (851-41-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  term  of  two  years,  the  maintenance  of  a  non-flashing 
business  sign  extending  more  than  18  inches  beyond  the 
building  line,  affecting  premises  228  West  238th  street,  south 
side,  100  ft.  east  of  Broadway  (Block  3270,  Lot  49),  Borough 
of  The  Bronx,  was  granted  by  the  Board  on  March  3,  1942, 
on  certain  conditions  and  the  applicant  requested  an  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  3,  1942,  only  in  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

‘‘Granted  under  section  7e  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  on  condi¬ 
tion . ” 


Adjourned:  11:45  A.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  FEBRUARY  29,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


ZONING  CASE 

555-43-BZ 

APPLICANT — Mac  L.  Reiser,  for  Samuel  Seal,  owner. 
SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning  reso¬ 
lution,  for  variation  of  section  16-B  of  the  zoning 
resolution,  to  permit  in  a  residence  use  G  area  dis¬ 
trict,  the  extension  of  an  existing  porch  into  the 
required  setback  for  a  distance  of  2  ft.  2  in. 
PREMISES  AFFECTED — 316  Beach  149th  street,  east 
side,  105  ft.  north  of  Neponsit  avenue  (Block  750, 
Lot  51),  Rockaway  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mac  L.  Reiser  and  H.  Brasch. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (555-43-BZ) 

Whereas,  Mac  L.  Reiser,  for  Samuel  Seal,  owner,  filed 
February  4,  1944  an  application  for  variation  of  the  require¬ 
ments  of  Section  16-B  of  the  zoning  resolution,  affecting 
premises  316  Beach  149th  street,  east  side,  105  ft.  north  of 
Neponsit  avenue  (Block  750,  Lot  51),  Rockaway  Beach, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  15,  1943  on  Alt.  Applic.  2004-42,  reads: 

“1.  Proposed  platform  extension  into  front  yard  set¬ 
back  is  contrary  to  article  4,  section  16-B,  of  the  Build¬ 
ing  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  45  ft.  by  100  ft.  in  area,  located  in  a  residence  use, 


G  area,  1  times  height  district,  upon  which  there  exists  a 
one  story  building,  13  ft.  6  in.  in  height,  23  ft.  by  47  ft.  in 
area,  occupied  as  a  one  family  dwelling  with  a  roofed  over 
porch  on  the  front  of  the  dwelling  6  ft.  in  depth  and  18  ft. 
5)4  in.  in  width  and  now  proposed  to  be  extended  as  an  open 
platform  for  a  distance  of  two  ft.  on  the  southerly  side,  3  ft. 
on  the  northerly  side  and  for  a  distance  of  2  ft.  2  in.  towards 
the  front  of  the  lot,  as  indicated  on  drawings  filed  with  this 
application;  and 

Whereas,  due  notice  of  hearing  was  had  by  publication  in 
the  Bulletin  of  the  Board  and  by  service  of  notice  by  regis¬ 
tered  mail  by  the  applicant  on  the  owners  of  record  of 
properties  deemed  by  the  Board  to  be  affected  by  this 
application  and ; 

Whereas,  the  applicant  contends  that  a  permit  was  ob¬ 
tained  from  the  Department  of  Housing  and  Buildings  for 
interior  alterations  and  during  the  course  of  these  alterations, 
it  was  found  that  the  platform  of  the  front  porch  was  in  an 
unsafe  condition  and  the  floor  was  removed  and  the  platform 
was  filled  in  with  earth  and  a  concrete  surface  was  laid  in 
place  of  the  wooden  platform  thereby  creating  a  safer  condi¬ 
tion  and  that  at  the  same  time,  the  platform  was  extended 
at  sides  flush  with  side  walls  of  building  and  at  front  a 
distance  of  2  ft.  2  in.  flush  with  existing  steps  and  in  line 
with  front  porch  of  adjoining  building  to  the  south,  which 
is  similar  in  design  and  construction ;  that  the  existing  porch 
roof  and  supports  were  not  disturbed,  but  remain  in  their 
original  position ;  that  the  distance  from  the  curb  level  to  top 
of  platform  is  not  more  than  21  in. ;  and 

Whereas,  drawings  filed  with  this  application  indicate 
that  the  existing  porch,  which  has  been  extended  as  herein 
proposed,  is  set  back  26  ft.  6  in.  from  the  building  line  and 
is  1  ft.  9  in.  above  grade;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution,  and  is  therefore 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  porch  exten¬ 
sion  as  proposed  and  as  indicated  on  plans  filed  with  the 
Board  marked  “Received  February  4,  1944,”  shall  not  be 
increased  in  height  or  area;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

553-43-A 

APPLICANT — Anthony  M.  Meyerstein,  Inc.,  lessee,  for 
Colbau  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 42-42  Vernon  boulevard,  north¬ 
west  corner  of  43rd  (Harris)  avenue  (Block  484, 
Lot  31),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  I.  J.  Nelson. 

For  Administration :  Edward  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1944  at 
2  P.M.  at  request  of  applicant’s  representative. 


587-43-A 

APPLICANT — Jacob  Cohen,  for  Cohen  and  Fraiman, 
owners. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 165  Greene  street,  west  side,  155 
ft.  north  of  West  Houston  street  (2nd  and  4th 
floors)  ;  (Block  524,  Lot  156),  Borough  of  Man- 

APPEARANCES— 

For  Applicant :  Edward  Reiter. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1944  at 
2  P.M.  on  request  of  applicant’s  representative. 
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632-43-A 

APPLICANT— Samuel  Gardstein,  for  Nativel  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 26  West  47th  street,  south  side, 
350  ft.  west  of  5th  avenue  (Block  1262,  Lot  52), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  7,  1944  at  2 
P.M.  for  further  consideration. 


637-43-A 

APPLICANT — Robert  Teichman,  for  Central  Hanover 
Bank  and  Trust  Co.,  as  Executor  U/W  of  Cornelius 
Vanderbilt,  owner  (City  Bank  Farmers  Trust  Co., 
Assignee  of  rents). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 677  5th  avenue,  east  side,  50  ft. 
5  in.  north  of  East  53rd  street  (Block  1289,  Lot  3), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings 

ACTION  OF  BOARD— Laid  over  to  March  7,  1944  at 
2  P.M.  for  further  consideration. 


130-44-A 

APPLICANT — Harry  P.  Jaenike,  for  Guaranty  Trust  Com¬ 
pany  of  New  York,  owner  (Medco  Manfacturing 
Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 546  5th  avenue  and  1-5  West 

45th  street,  northwest  corner  (5th  floor)  ;  (Block  1261,  Lot 
34),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  P.  Jaenike. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  7,  1944  at 
2  P.M.  for  further  consideration. 


54-44-A 

APPLICANT — Samuel  Rosenblum,  for  William  C.  Atwater, 
Jr.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 10  East  49th  street,  south  side, 
175  ft.  east  of  East  49th  street  (Block  1284,  Lot  65), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


591-43-A 

APPLICANT — Louis  A.  Bellini,  for  Estate  of  Ray  Klein, 
owner  (Miriam  Cohen,  Executrix). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED— 1241  41st  street  (1239  dis¬ 
played),  north  side,  335  ft.  east  of  12th  avenue 
(Block  5589,  Lot  63),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Miriam  Cohen. 

For  Administration:  Henry  Pheney  and  Fred 
Dahlem,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn ...  4 
THE  RESOLUTION  (591-43-A) 

Whereas,  Louis  A.  Bellini,  for  Estate  of  Ray  Klein, 
owner  (Miriam  Cohen,  Executrix),  filed  December  6,  1943, 
an  appeal  from  a  decision  of  the  borough  superintendent, 
affecting  1241  41st  street  (1239  displayed),  north  side.  335 
ft.  east  of  12th  avenue  (Block  5589,  Lot  63),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  8,  1943,  on  Alt.  Applic.  2838-43,  reads: 

“1.  Records  reveal  premises  a  non-tenement  under  C. 
of  O.  86814.  Refer  C.  of  O.  to  the  Bd.  of  Stds.  &  Ap¬ 
peals  who  have  the  power  to  revoke  said  C.  of  O. — 
Frame  Bldg,  to  be  converted  to  M.D.L.  contrary  to  Sec. 
56,  M.D.L.  Application  denied.” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories. 
(29  ft.)  in  height;  20  ft.  by  38  ft.  in  area;  of  Class  4  con¬ 
struction;  erected  1918;  located  in  a  residence  use,  C  area 
district  and  used  since  1943  as  follows  :  cellar,  boiler  room  ; 
1st  and  2nd  floors,  one  family  combined,  3rd  floor,  one  family, 
total,  2  families ;  that  the  building  is  proposed  to  be  used  and 
occupied  as  follows:  cellar,  same;  1st  floor,  dwelling,  one 
family  2nd  floor,  dwelling  one  family ;  3rd  floor  dwelling, 
one  family ;  that  the  building  is  equipped  with  one  3  ft.  wide 
wood  stairway  enclosed  in  stud  and  plaster  partition,  equipped 
with  wood  doors  leading  from  top  story  to  the  street  and  one 
fire  escape  at  rear  which  extends  to  roof  by  ladder  and  to 
yard  with  egress  from  termination  through  adjoining  rear 
yards ;  and 

Whereas,  Certificate  of  Occupancy  86814,  issued  March  25, 
1938,  permits  the  use  of  the  building  as  follows:  cellar, 
ordinary;  1st  floor  and  2nd  floor,  combined,  one  family;  3rd 
floor,  one  family ;  and 

Whereas,  the  applicant  contends  that  this  appeal  is  made 
to  revoke  Certificate  of  Occupancy  86814,  in  order  that  the 
premises  may  be  restored  to  a  heretofore  converted  Class  A 
multiple  dwelling  as  accepted  by  the  Department  of  Housing 
and  Buildings  ;  that  the  building  was  at  one  time  accepted 
by  the  Housing  Division  as  three  families ;  that  due  to 
financial  inability  to  comply  with  violations  and  in  order  to 
avoid  court  procedure,  the  owner  converted  the  premises  to  a 
two  family  dwelling  and  obtained  a  certificate  of  occupancy 
for  such  use;  that  95%  of  the  buildings  in  the  neighborhood 
are  3  family  frame  buildings,  accepted  as  heretofore  converted 
Class  A  multiple  dwellings ;  that  the  owner  wishes  to  reclaim 
the  former  classification  and  to  remove  the  remaining  viola¬ 
tions  ;  that  the  first  floor  is  vacant  and  can  be  rehabilitated 
for  occupancy  of  the  third  family,  thus  helping  (he  housing 
shortage  in  this  defense  area  and  it  is  therefore  requested 
that  Certificate  of  Occupancy  86814  be  revoked,  in  order 
that  plans  may  be  approved  to  meet  the  legal  requirements 
and  remove  incomplete  violations ;  and 

Whereas,  the  applicant  further  contends  that  Certificate 
of  Occupancy  86814  was  issued  against  the  owners  wishes, 
based  on  the  fact  that  the  owner  had  all  intentions  to  comply 
with  violations  legalizing  the  premises  for  3  family  dwelling 
when  completed,  but  due  to  fear  of  the  Department  taking 
her  to  court,  was  compelled  to  obtain  this  Certificate  of 
Occupancy;  that  the  building  was  originally  erected  as  a 
dwelling ;  that  no  Certificate  of  Occupancy  was  issued  at 
the  time  of  erection;  that  the  building  was  occupied  by  3 
families  prior  to  March  25,  1938  and  for  at  least  12  years 
prior  thereto;  that  the  building  was  within  the  fire  limits 
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prior  to  1929;  that  the  building  is  brick  filled  as  per  Section 
31  of  the  Old  Tenement  House  Law;  and 
Whereas,  the  report  of  a  commttee  of  the  Board  was 
read  at  this  hearing,  which  report  reads  as  follows : 

REPORT  OF  COMMITTEE 

February  15,  1944 

Re:  Cal.  591-43-A 

Premises  1239 — 41st  Street,  BROOKLYN 
(Official  number  1241 — 41st  Street) 

This  appeal  seeks  revocation  of  Certificate  of  Occu¬ 
pancy  86814,  issued  March  25.  1938,  so  that  the  building 
can  be  restored  from  occupancy  as  a  two-family  dwelling, 
as  permitted  by  the  Certificate  of  Occupancy,  to  a  con¬ 
verted  class  A  multiple  dwelling  “as  formerly  accepted 
by  the  Department  of  H.B.” 

The  record  indicates  that  in  1931  the  inspectors  of  the 
Tenement  House  Department  found  that  the  building  was 
an  illegal  conversion  and  placed  orders  against  the  owner 
to  enforce  compliance  with  the  Multiple  Dwelling  Law. 
From  that  time  until  the  Certificate  of  Occupancy  was 
issued  in  1938,  the  Department  kept  after  the  owner, 
haled  him  before  the  Magistrate  on  many  occasions 
because  the  orders  had  not  been  complied  with. 

The  Tenement  House  Department  apparently  did  not 
ascertain  whether  the  building  was  brick,  brick-filled  or 
frame.  The  Certificate  of  Occupancy  issued  in  1938 
states  that  the  building  is  frame.  As  such,  it  could  not 
lawfully  be  converted  under  Section  6  of  the  Multiple 
Dwelling  Law.  As  the  building  was  within  the  fire 
limits  in  1931  and  still  is,  it  could  not  have  been  altered 
to  a  tenement  house  under  Section  31  of  the  Tenement 
House  Law  unless  all  the  enclosing  walls  were  brick. 
This  basic  objection  should  have  been  given  in  the  first 
violation  issued. 

The  Legislature  has  made  it  clear  that  a  frame  build¬ 
ing  cannot  be  converted  to  a  multiple  dwelling  and  no 
legislation  has  been  adopted  purporting  to  legalize  as  a 
heretofore  converted  multiple  dwelling  a  frame  dwelling 
unlawfully  converted  for  an  occupancy  for  three  or  more 
families  prior  to  April  18,  1919. 

If  this  building  could  be  lawfully  converted  to  a 
multiple  dwelling,  a  superseding  Certificate  of  Occu¬ 
pancy  could  be  issued  without  the  necessity  of  the  present 
Certificate  being  revoked  by  this  Board. 

The  Committee  recommends  that  the  appeal  be  denied. 

( Sgd. )  HARRIS  H.  MURDOCK, 
Chairman 

BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

JOHN  E.  GUNN, 

Deputy  Chief,  Fire  Department. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2838-43,  objection  1,  be  and  it  hereby 
is  affirmed  that  the  appeal  be  and  it  hereby  is  denied. 


638-43-A 

APPLICANT — Seelig  and  Finkelstein,  for  Isaiah  O.  Zucker, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 339  South  4th  street,  north  side, 
75  ft.  east  of  Keap  street  (Block  2437,  Lot  37), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Finkelstein  and  Isaiah  O. 
Zucker. 

For  Opposition :  Irving  B.  Ross. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

THE  RESOLUTION  (638-43-A) 

Whereas,  Seelig  and  Finkelstein,  for  Isaiah  O.  Zucker, 
owner,  filed  December  31,  1943,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  339  South 
4th  street,  north  side,  75  ft.  east  of  Keap  street  ( Block  2437, 
Lot  37),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  B.N.  Applic.  1513-43,  dated  February  9,  1944, 
reads : 

“1.  Obtain  authorization  of  adjoining  owner  for  the 
installation  of  Party  Wall  window  complying  with  Ad. 
Code— 26-166.0  (2.1. 1.6).” 

and 

Whereas,  the  applicant  states  the  building  is  four  stories 
(45  ft.)  in  height,  25  ft.  by  64  ft.  6  in.  in  area;  Class  3 
construction;  erected  in  1900;  located  in  business  use,  B  area, 
district ;  used  as  a  Class  A  multiple  dwelling ;  and 

Whereas,  the  applicant  contends  that  the  building  in 
question  is  4  stories  in  height,  65  ft.  in  depth  and  the 
adjoining  building  (337)  is  3  stories  in  height,  40  ft.  in  depth  ; 
that  between  these  buildings  there  exists  a  brick  partition 
wall  used  by  both  buildings;  that  beyond  the  adjoining 
building,  this  wall  is  used  by  the  building  in  question,  No. 
339,  South  4th  street,  only ;  that  this  partition  wall  has  been 
in  existence  since  the  building  was  erected ;  that  it  is  now 
proposed  to  place  a  window  on  each  floor  of  No.  339  on 
that  portion  which  extends  beyond  the  depth  of  the  adjoining 
building ;  that  the  borough  superintendent  claims  this  is  a 
party-wall  and  consent  of  the  adjoining  owner  is  required; 
that  the  owner  attempted  to  obtain  this  consent  hut  to  no 
avail ;  that  this  is  not  a  party-wall ;  that  the  records  fail  to 
disclose  any  party-wall  agreement,  even  though  this  wall 
stands  partly  upon  the  property  of  each  of  the  owners ;  that 
this  question  was  decided  in  the  matter  of  Popper  vs.  Ganz. 
74  Misc.  p.  286  and  in  the  matter  of  Mullenhauer  vs.  Wolfe. 
118  Misc.,  p.  392,  affirmed  207  Appellate  Division  p. '869; 
that  the  portion  of  the  wall  in  question  rightfully  belongs 
to  the  owner  of  No.  339;  that  the  installation  of  the  windows 
in  question  will  not  weaken  or  damage  the  wall  in  any  way 
or  interfere  with  the  property  of  the  adjoining  owner;  and 
Whereas,  the  Board  deemed  that  the  wall  in  question, 
located  partly  on  the  premises  at  337  South  Fourth  street, 
and  partly  on  the  premises  at  339  South  Fourth  street,  is 
not  a  party  wall  beyond  the  rear  wall  of  the  building  at  337 
South  Fourth  street,  wdthin  the  definition  contained  in  section 
C26-109.0  of  the  Administrative  Code,  inasmuch  as  it  is  not 
“used  or  adapted  for  joint  service  between  two  structures,” 
but  is  an  independent  wall  used  solely  for  the  building  at 
339  South  Fourth  street ;  that  the  requirement  of  section 
C26-166.0,  for  the  authorization  of  the  owner,  is  a  desirable 
protection  to  an  owner  to  prevent,  without  his  consent,  alter¬ 
ation  to  a  portion  of  a  structure  located  on  his  premises  ;  that 
if  the  owner  of  339  South  Fourth  street  contends  that  the 
wall  and  the  land  on  which  it  is  located  has  become  his 
property  by  adverse  possession,  he  must  seek  adjudication  of 
this  contention  before  a  proper  tribunal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  B.  N.  Applic.  1513-43,  objection  1,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


65-44-A 

APPLICANT — Samuel  Rosenblum,  for  Glenville  Holding 
Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 313-323  East  22nd  street,  north 
side,  199  ft.  4  in.  east  of  2nd  avenue  (Block  928, 
Lot  9),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (65-44-A) 

Whereas,  Samuel  Rosenblum,  for  Glenville  Holding 
Corporation,  owner,  filed  January  26,  1944,  an  appeal  from 
an  order  of  the  fire  commissioner,  affecting  premises  313-323 
East  22nd  street,  north  side,  199  ft.  4  in.  east  of  2nd  avenue 
(Block  928,  Lot  9),  Borough  of  Manhattan;  and 

Whereas,  order  20450-LF  issued  by  the  fire  commissioner 
December  27,  1943  reads : 

“1.  Repair  or  replace  the  defective  shutters  with  proper 
iron  shutters  at  all  openings  in  the  exterior  wall  which 
are  distant  in  a  direct  line  less  than  30  ft.  from  any 
opening  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50  ft. 
above  a  neighboring  roof  at  north  east  and  west  sides 
of  building  or  other  approved  protection,  491a  2-20  Adm. 
Code.” 

and 

Whereas,  the  applicant  states  that  the  buildings  are  5 
stories,  (60  ft.)  in  height,  150  ft.  8  in.  by  98  ft.  9  in.  irregular 
in  area,  of  class  3  construction,  erected  over  50  years  ago, 
located  in  an  unrestricted  use,  B  area  district  and  used  as 
follows:  No.  313: — cellar — storage — 2  persons;  1st  floor — 
manufacturing  tanks — 7  persons  ;  2nd  floor — vacant ;  3rd 
floor — plumbing  supplies — 8  persons  ;  4th  floor— manufactur¬ 
ing  lamps — 2  persons;  5th  floor — vacant;  Nos.  315,  317  and 
319 : — cellar — storage — 1  person ;  1st  floor — -woodworking — 

4  persons;  2nd  floor — woodworking — -10  persons;  3rd  floor — 
manufacturing  lamps — 3  persons  ;  4th  floor — woodworking — 

5  persons ;  5th  floor — plating  and  manufacturing  surgical 
instruments — 15  persons  ;  No.  321  : — 1st  floor — carpenter — 4 
persons ;  2nd  floor — plating — 5  persons ;  3rd  floor — vacant ; 
4th  floor — woodworking — 5  persons  ;  5th  floor — woodwork¬ 
ing — 5  persons  ;  No.  323  :• — 1st  floor — woodworking — 5  per¬ 
sons  ;.  2nd  to  5th  floors  inclusive — manufacturing  lamps — 4 
persons  per  story ;  that  the  building  is  equipped  with  a  one 
source  sprinkler  system  and  in  313-319  there  is  a  fire  alarm 
system  and  fire  drills  are  maintained ;  that  the  buildings  are 
provided  with  four  33  in.  wood  stairs,  enclosed  in  wood 
board  partitions,  equipped  with  wood,  self-closing  doors  and 
two  of  which  extend  to  the  roof  and  all  extend  to  the  street 
and  there  are  three  fire  escapes,  two  of  which  are  equipped 
with  party  wall  balconies ;  that  the  openings  on  the  course 
of  the  fire  escape  in  Building  No.  323  are  fireproof  self¬ 
closing  ;  and 

Whereas,  the  applicant  contends  that  the  premises  consist 
of  a  group  of  four  sections,  all  owned  by  one  owner  and 
operated  as  a  unit ;  that  there  are  shutters  on  practically  all 
of  the  windows  in  the  exterior  and  gable  walls  and  such 
windows  which  form  a  direct  exposure  are  protected ;  that 
the  windows  on  the  northerly  gable  wall  of  the  middle  sec¬ 
tions  overlooking  the  center  court  are  more  than  40  ft.  from 
any  direct  exposure  in  the  rear  and  are  over  a  one  story 
extension  of  the  buildings  in  question ;  that  the  east  and 
west  walls  of  the  court  are  the  walls  of  the  buildings  within 
the  same  group ;  that  there  is  a  sprinkler  system  which  serves 
all  sections  fed  from  one  tank,  so  that  the  entire  unit  is  one 
building;  that  it  is  proposed  to  maintain  shutters  on  all  the 
windows  except  the  openings  on  the  court  and  it  is  therefore 
requested  that  these  windows  be  not  required  to  be  provided 
with  shutters,  as  they  face  exposures  to  other  portions  of  the 
same  building ;  that  the  automatic  sprinkler  system  is 
equipped  with  telegraphic  communication  to  headquarters  and 
it  is  therefore  requested  that  the  Board  permit  the  omission 
of  the  shutters  on  the  north  wall  of  the  center  sections,  as 
indicated  on  plans  filed  with  this  appeal. 

Resolved,  that  order  20450-LF  issued  by  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted,  as  to  objection  1,  on  condition  that  the 
building  shall  be  maintained  substantially  as  proposed  and 
with  the  protection  indicated  on  plans  filed  with  this  appeal 


marked  “Received  January  26,  1944”;  and  that  the  only 
windows,  to  be  without  shutters  shall  be  the  northerly 
windows  overlooking  the  one-story  extension  of  building 
known  as  .Nos.  315  and  317  to  319  East  22nd  Street;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto,  other 
than  as  modified  by  the  Board  under  Cal.  Nos.  487-18-S  and 
8-22-S ;  that  this  modification  shall  apply  only  so  long  as  the 
conditions  are  maintained  substantially  as  set  forth. 

102-44-A  - 

APPLICANT — Morris  Whinston,  for  1302  Avenue  J  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1302-1304  Avenue  J,  southeast 
corner  of  East  13th  street  (Block  6715,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Morris  Whinston. 

For  administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative  .  0 

THE  RESOLUTION  (102-44-A) 

Whereas,  Morris  Whinston,  for  1302  Avenue  J  Corpora¬ 
tion,  owner,  filed  February  11,  1944,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  affecting  1302-1304 
Avenue  J,  southeast  corner  of  East  13th  street  (Block  6715, 
Lot  1),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  21,  1944,  on  Alt.  Applic.  48-44,  reads: 

“1.  Application  does  not  agree  with  records  as  to 
number  of  stories. 

2.  Rear  wall  cannot  be  disturbed,  as  it  is  part  of  pub¬ 
lic  hall  for  2nd  floor  exit,  Sec.  6.4.1.8.1  (C26-292.0)  A.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  and  pent  house  (14  and  24  ft.)  in  height,  40  feet,  by  100 
ft.  in  area;  of  Class  3  construction;  erected  1927;  located  in 
a  business  use,  C  area  district  and  used  and  occupied  as 
follows:  cellar,  storage  and  boiler  room;  1st  floor,  five  and 
ten  cent  store,  300  persons ;  pent  house,  toilet  and  rest  rooms, 
15  persons;  that  the  building  is  proposed  to  be  used  and 
occupied  as  follows:  cellar,  storage  and  boiler  room;  1st 
floor,  retail  meat  market,  45  persons ;  pent  house,  toilet  and 
storage  rooms,  no  persons ;  that  the  building  is  equipped 
with  a  one  source  sprinkler  system  in  cellar,  one  3  ft.  8  in. 
wood  stairs  enclosed  with  8  in.  brick,  equipped  with  hard¬ 
wood  self-closing  doors  leading  from  the  pent  house  to  the 
street ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
remove  the  brick  wall,  now  enclosing  a  hall  leading  to  the 
street  from  the  stairway  at  the  rear ;  that  this  enclosure 
is  not  now  necessary,  since  there  are  two  exits  leading  direct 
to  the  street  opposite  such  stair ;  and 
Whereas,  the  applicant  further  contends  that  the  original 
certificate  of  occupancy  was  in  error  in  calling  the  pent 
house  a  2nd  story ;  that  the  two  rooms  on  the  pent  house 
story  will  now  be  used  for  general  storage  or  can  be  left 
vacant  if  the  Board  desires. 

Resolved,  that  the  decision  of  the  borough  superintendent 
be  and  it  hereby  is  modified  as  to  Alt.  applic.  48-44,  and 
that  the  appeal  be  and  it  hereby  is  granted  as  to  objection  2, 
on  condition  that  the  building  shall  not  be  increased  beyond 
the  existing  one  story  and  pent  house  above  grade,  as  indi¬ 
cated  on  plans  filed  with  this  appeal  marked  “Received  Feb¬ 
ruary  11,  1944”  and  to  permit  the  removal  of  the  wall 
enclosing  the  passage  leading  to  East  13th  street  from  the 
stairway  serving  the  pent  house  area;  that  the  pent  house 
shall  only  be  used  as  proposed  and  shown  on  such  plans  and 
shall  not  be  extended  in  area ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 
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336-43-A 


APPLICANT — Joseph  M.  Simmons,  for  Radbill  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Packaging  of  Combustible 
Mixture  known  as  “Renuzit”  in  1  gallon  glass  jugs 
(capacity  of  same,  not  in  conformity  with  Admin. 
Code.  Spec.) 

APPEARANCES— 

For  Applicant :  Joseph  M.  Simmons. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


THE  RESOLUTION  (336-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  commis¬ 
sioner,  re  packaging  of  combustible  mixture  known  as  “Re¬ 
nuzit”  in  one  gallon  glass  jugs  (capacity  of  same,  not  in 
conformity  with  the  Administrative  Code  Specifications), 
was  granted  by  the  Board  on  July  27,  1943,  on  certain  con¬ 
ditions  and  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  27,  1943,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“•  •  •  granted  for  a  term  of  six  (6)  months  from  the 
date  of  this  amended  resolution,  to  permit  the  packaging 
of  “Renuzit”,  etc.  ...” 


609-43-A 

APPLICANT — Cafiero  and  Lacerenza,  for  Fourth  Pacific 
^  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  with¬ 
drawn  ) . 

PREMISES  AFFECTED— 550-552  Pacific  street  and  32-38 
Fourth  avenue,  southwest  corner  (2nd  floor)  ; 
(Block  192,  Lots  34  and  35)  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  A.  Lacerenza. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  the 
calendar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative  .  0 

THE  VOTE  TO'GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  . : .  0 

THE  RESOLUTION  (609-43-A) 


Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  550-552  Pacific  street  and 
32-38  Fourth  avenue,  southwest  corner  (2nd  floor)  ;  (Block 
192.  Lots  34  and  35),  Borough  of  Brooklyn,  was  withdrawn 
on  February  8,  1944;  and 

Whereas,  the  applicant  requested  a  reopening  of  the  case 
and  restoration  to  the  calendar ;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
February  16,  1944  on  Alt.  Applic.  242-44,  reads : 

“19.  Two  means  of  exit  should  be  provided  from  the 
mezzanine  and  the  second  floor  as  required  by  the  Labor 
Law,  Sec.  270.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories, 
(29  ft.)  in  height,  30  ft.  by  80  ft.  in  area,  of  class  3  con¬ 


struction,  erected  in  1923,  located  in  a  business  use,  B  area 
district  and  used  and  occupied  as  follows  :  cellar — boiler  room 
and  showroom — 10  persons;  1st  floor — showroom  and  store — 
1 5  persons ;  2nd  floor — office — 50  persons  ;  proposed  to  be 
used  and  occupied :  cellar — boiler  room,  toilet  and  storage — 
no  persons ;  1st  floor — manufacturing  of  fire  extinguishers — 
25  persons;  mezzanine — storage — no  persons;  2nd  floor — 
office  -25  persons ;  that  the  building  is  equipped  with  one 
3  ft.  9K  in.  wide  iron  stairs  with  cement  treads  enclosed  in 
12  in.  and  8  in.  brick,  equipped  with  3  ft.  1  in.  wide  kalamein 
self-closing  doors  and  extending  from  the  roof  directly  to  the 
street;  and 

Whereas,  it  is  proposed  to  convert  the  first  story  from 
store  and  showroom  to  manufacturing  of  fire  extinguishers — 
25  persons,  and  the  2nd  floor  will  remain  as  an  office  for  a 
separate  tenant ;  that  it  is  proposed  to  reinforce  the  first  tier 
to  sustain  a  liveload  of  120  lbs.  per  sq.  ft.,  to  provide  water 
closet  and  lavatory  facilities  in  the  cellar  and  to  erect  a 
mezzanine  on  the  1st  floor,  to  provide  a  new  rear  exit — first 
floor,  and  to  remove  all  work  shown  dotted  on  plans  filed 
with  this  appeal  and  to  erect  all  new  construction  as  shown 
on  such  plans ;  and 

Whereas,  the  applicant  contends,  that  due  to  the  fact  that 
the  stairs  is  located  greater  than  50  ft.  from  any  point  on  the 
mezzanine,  it  is  objected  to  by  the  borough  superintendent; 
that  the  mezzanine  will  be  used  for  storage  only  and  it  is 
requested  that  this  objection  be  waived;  and 

Whereas,  the  applicant  contends  as  to  the  requirement  for 
a  second  means  of  egress  from  the  2nd  floor  that  the  present 
office  use  will  be  maintained;  that  no  combustible  materials 
will  be  stored  or  used  in  the  factory  occupancy  on  the  1st 
floor;  that  due  to  the  fact  that  the  premises  will  be  used  for 
manufacturing  fire  extinguishers,  adequate  numbers  of  them 
will  be  available  at  all  times ;  that  the  existing  incombustible 
stair  enclosed  in  brick  walls  leading  directly  to  the  street 
now  serving  the  2nd  floor  is  adequate,  and  therefore  it  is 
requested  that  the  proposed  use  and  occupancy  be  permitted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  242-44,  and  that  the  application  be 
and  it  hereby  is  granted  as  to  Objection  19,  on  condition  that 
the  second  floor  shall  be  occupied  for  office  purposes  only; 
that  the  mezzanine  shall  be  occupied  only  as  proposed  and 
no  manufacturing  done  thereon;  that  in  addition  to  the  pro¬ 
posed  stair  shown  toward  the  south,  there  shall  be  a  second 
means  of  exit  which  may  consist  of  a  straight  ladder  from 
the  mezzanine  to  the  first  floor  office  and  maintained  toward 
the  north  ;  and  that  the  second  means  of  exit  from  the  first 
floor  shall  be  constructed  and  maintained  as  indicated  on 
plans  marked  “Received  February  18,  1944”;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


MATERIALS  SUBMITTED  FOR  APPROVAL 

586-40-SM 

APPLICANT — J.  K.  Crowell,  Agent,  for  Dresser  Manufac¬ 
turing  Co.,  owner. 

SUBJECT — Dresser  Pipe  Coupling,  Style  38,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (586-40-SM) 

Whereas,  J.  K.  Crowell,  agent  for  Dresser  Manufacturing 

Co.;  owner,  filed  on  May  31,  1940,  an  application  with  the 

Board  of  Standards  and  Appeals  for  the  approval  of  the 

material  known  as  the  Dresser  Pipe  Coupling,  Style  38 ;  and 
Whereas,  the  applicant  failed  to  arrange  for  a  test  and 
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inspection  of  this  material,  although  duly  notified  to  do  so. 
Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


505-41-SM 


APPLICANT— Glyco  Products  Co.,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — to  include  Pyroseal  Flameproofing 
Compounds.  (Previously  approved  Abopon  and 
Agent  313 — Flameproofing  Compounds). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 


TION—  .  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.. 
Negative  . 


4 

0 


THE  RESOLUTION  (505-41-SM) 


Whereas,  N.  L.  Deutsch,  for  Glyco  Products  Company, 
Incorporated,  owner,  filed  on  June  4,  1941,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
he  material  known  as  Abopon  and  Agent  313  Flameproofing 
Compounds ;  and 

Whereas,  this  material,  was  approved  by  the  Board  on 
November  12,  1941,  on  certain  conditions  and  the  applicant 
requested  an  amendment  of  the  resolution,  to  permit  the 
marketing  of  this  material  under  the  additional  name  of 
Pyroseal  Flameproofing  Compound. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  November  12,  1941,  by 
adding  thereto : 

“that  this  material  may  also  be  marketed  under  the 
name  Pyroseal  Flameproofing  Compound,  on  condition 
that  under  whichever  named  marketed,  the  requirements 
of  this  resolution  shall  be  complied  with.” 


Adjourned:  3:45  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  November  24,  1942,  as  they  appeared 
in  Bulletin  No.  48,  Vol.  27,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION  (729-42-S) 

Whereas,  Abraham  Farber,  for  Echted  Products  Corpo¬ 
ration,  owner,  filed  October  9,  1942, .  an  application  for 
variation  of  the  Labor  Law,  as  cited  in  a  decision  of  the 
borough  superintendent,  premises :  39-01  Queens  Boulevard 
and  43-29  39th  street,  northeast  corner  (Block  No.  191,  Lot 
No.  5),  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  7,  1942,  re  Alt.  Appli.  No.  1727-42,  reads : 

“Obj.  No.  3 — All  windows  on  first  floor  required  to  be 
open  and  accessible,  wire  guards  on  windows  contrary 
to  sect.  272,  Paragraph  3  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(30  ft.)  in  height,  100  ft.  by  240  ft.  in  area;  of  Class  1 
construction ;  erected  in  1925  ;  located  in  an  unrestricted  use 
district  and  used  as  follows :  cellar,  boiler  room  and  storage ; 
1st  floor,  manufacturing  etched  metal  products,  125  persons ; 
2nd  floor,  etched  metal  products,  100  persons ;  that  no  change 
in  use  is  proposed;  that  the  occupancy  of  the  1st  floor  will 
be  increased  to  150  persons;  that  no  certificate  of  occupancy 
has  been  issued ;  that  the  building  is  equipped  with  a  2-source 


wet  sprinkler  system,  with  central  station  connection ;  that  no 
fire  drills  are  maintained;  that  there  are  .three  44  in.  fire¬ 
proof  stairs,  one  of  which  goes  to  roof  and  two  lead  directly 

to  street;  and  .  • 

Whereas,  the  applicant  contends  that  the  building  is  used 
for  the  manufacture  of  war  products  ;  that  the  W ar  Dept, 
has  suggested  to  the  owner  that  heavy  wire  mesh  screen 
guards  bolted,  be  installed  on  all  outside  windows  on  the 
first  story  as  protection  from  sabotage;  that  all  the  windows 
in  the  building  are  steel  factory  sash  type  with  only  a  small 
pivoted  section  at  top  for  ventilation  and  were  never  in¬ 
tended  as  a  means  of  egress ;  that  in  view  of  these  facts, 
permission  is  requested  to  maintain  the  heavy  wire  mesh 
bolted  window  guards  on  all  the  outside  Fenestre  sash  steel 
windows  on  1st  floor. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  No.  1727-42,  and  that  the  application  be  and  it 
hereby  is  granted  as  to  Objection  No.  3  on  condition  that 
the  window  screens  are  maintained  substantially  as  pro¬ 
posed ;  that  all  exits  shall  be  maintained  as  indicated  on 
plans  filed  with  this  application  marked  “Received  October 
9,  1942”  ;  that  a  door  shall  be  installed  in  the  partition  in 
the  lacquer  room  and  also  in  the  partition  in  the  buffing 
room,  to  permit  an  additional  exit  to  the  adjacent  exit  door 
leading  to  the  street;  that  a  Certificate  of  Occupancy  for 
the  building  shall  be  obtained;  that  the  sprinkler  system, 
with  central  station  connection  shall  be  maintained  to  the 
satisfaction  of  the  fire  commissioner ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


* Correction — The  words  “interior  fire  alarm  deleted  in 
line  22  of  the  resolution ;  the  words  “hooked  up  with  sprinkler 
system”  deleted  in  line  23  of  the  resolution;  the  words  “in¬ 
terior  fire  alarm  system”  deleted  in  line  50  of  the  resolution 
and  the  words  “and  fire  drills”  deleted  in  line  51  of  the 
resolution. 


130-43-A 

APPLICANT — Sinclair  Refining  Co.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Appeal  from  an  order  of  the 
fire  commissioner,  previously  granted  on  condition, 
permitting  the  packaging,  transportation,  storage 
and  sale  of  combustible  mixtures  known  as  “Sin¬ 
clair  P.D.  Insecticide,  Sinclair  Stock  Spray  and 
Sinclair  Industrial  Spray,  in  1 -gallon  glass  bottles 
(capacity  of  bottles  not  in  conformity  with  Admin¬ 
istrative  Code  Specifications). 

APPEARANCES— 

For  Applicant:  F.  R.  Clampitt  and  C.  D.  Wood. 
ACTION  OF  BOARD— Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (130-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  re  packaging,  transportation,  storage  and  sale 
of  combustible  mixtures  known  as  “Sinclair  P.D.  Insecti¬ 
cide,”  “Sinclair  Stock  Spray”  and  “Sinclair  Industrial 
Spray”  in  one-gallon  glass  bottles,  was  granted  by  the 
Board  on  April  27,  1943,  on  certain  conditions,  permit  ex¬ 
tended  on  November  23,  1943  and  the  applicant  requested  a 
further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  27,  1943,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  three  (3)  months  from  the  date 
of  this  amended  resolution,  subject  to  reconsideration  at 
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the  termination  thereof,  after  an  application  has  been 
filed  by  the  manufacturer  for  the  general  approval  of 
glass  containers  for  the  use  of  inflammable  and  com¬ 
bustible  mixtures,  on  condition  that  the  bottles  of  ap¬ 
proximately  one  gallon  in  size  shall  be  used  as  pro¬ 
posed,  with  cartons,  for  the  packaging  of  combustible 
mixtures  as  approved  by  the  Fire  Department  under 


Certificates  of  Approval  881,  929  and  1022,  record  of 
which  is  filed  in  Fire  Department  Folder  22-280;  that 
the  label  on  each  bottle  shall  be  in  accordance  with  the 
requirements  of  the  Administrative  Code  therefor  and 
subject  to  the  approval  of  the  fire  commissioner;  that  in 
all  other  respects,  the  containers  shall  comply  with  the 
requirements  of  the  Administrative  Code  therefor.” 


RULES 


Fire  Drill  Rules,  Adopted  By  the  Board  of  Standards  and  Appeals,  October  5,  1923 


(S93-23-SR) 

DEFINITION  OF  “FIRE  DRILL.” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emergency, 
panic  or  fire  in  the  least  possible  time — by  the  nearest  safe 
means  of  exit — and  the  use  of  fire  appliances  which  shall  be 
provided  for  the  extinguishing  or  retarding  of  fire  and  the 
safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10  of  the 
Labor  Law  in  which  fire  drills  are  required  pursuant  to 
Section  279  thereof  and  in  any  other  building  in  which  such 
drills  are  required  by  the  Fire  Commissioner  pursuant  to  the 
power  conferred  in  section  491  of  the  New  York  Char¬ 
ter,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants  to 
conduct  fire  drills  monthly  and  at  such  other  times  as  the 
Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the  owner 
or  tenant  shall  appoint  from  among  their  employees  such 
responsible  and  dependable  persons,  male  or  female,  who 
shall  efficiently  perform  the  duties  of  the  various  positions 
of  the  fire  drill  organization,  as  specified  on  the  accom¬ 
panying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter  in 
the  blank  spaces  provided  for  that  purpose  in  said  chart 
the  names  of  persons  so  selected  and  post  said  chart  and 
copies  of  the  rules  in  a  conspicuous  place. 


FIRE  DRILL  ORGANIZATION 


Premises 


Name  of  concern  . 

Building  No . Story . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 


SQUAD  MONITORS 
. Squad  No.  1 . 


2. 

3. 

4. 

5. 

6. 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  enforce 
and  have  full  charge  of  the  “Fire  Drill”  in  every  factory 
on  each  floor.  Each  day  before  work  is  begun  he  shall 
see  that  extinguishers,  fire  hose,  fire  buckets,  etc.,  are  in 
readiness  for  use,  exit  doors  are  unlocked,  aisles  are  free 
from  obstruction,  that  stairways,  halls,  etc.,  are  properly 
lighted,  and  shall  remedy  any  dangerous  condition  found 
to  exit.  Immediately  after  work  is  commenced  he  shall 
check  up  the  Fire  Drill  Organization  list  and  note  if  the 
regularly  assigned  persons  are  present;  if  any  are  found 
to  be  absent,  he  shall  assign  other  employees  (if  prac¬ 
ticable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location  of 
the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  particular 
floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  special 
cases,  however,  extra  watchmen  may  be  assigned  by  con¬ 
sent  in  writing  from  Fire  Commissioner. 
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Rule  4.  Duties  of  Searchers. 

The  MALE  AND  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain,  to 
leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET-ALARM-BOX-RUNNER  shall  be 
familiar  with  the  location  of  the  nearest  city  fire  alarm 
box  and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 
box  and  send  in  the  fire  alarm. 

Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  arrival 
of  the  fire  department,  any  fire  that  may  occur.  When  it 
is  necessary  for  the  fire  brigade  to  respond  to  different 
floors  in  the  building  they  shall  not  use  the  stairways  or 
fire  escapes  while  the  occupants  are  escaping  from  the 
premises. 

Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and  the 
other  directly  inside  on  the  floor.  They  are  to  keep  the 
exit  doors  open  and  direct  the  movements  of  the  persons 
using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  ,  all 
of  the  occupants  of  the  building  have  passed  their  station. 
Then  close  their  doors  and  pass  out  of  the  building.  Upon 
signal  for  the  occupants  to  return,  EXIT  GUARDS  shall 
take  their  designated  stations  and  remain  there  until  all 
persons  have  returned  to  their  respective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their.  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that  all 
aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  respec¬ 
tive  squads  to  the  exit  assigned,  and  then  march  up  or 
down  the  stairs  or  to  other  exits  as  directed  by  the 
EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interfer¬ 
ence  with  fire  apparatus.  When  the  proper  signal  is  given 
they  shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 


Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  con¬ 
duct  all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are 
installed  as  permitted  under  Rule  11  of  the  interior  fire 
alarm  rules  of  the  Board  of  Standards  and  Appeals,  the 
fire  drill  conducted  each  month  shall  include  all  of  the 
persons  on  the  premises  engaged  at  work  for  a  factory, 
and  drills  shall  be  conducted  at  least  twice  each  year  in 
which  all  of  the  persons  on  the  premises  shall  participate 
simultaneously. 


Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR 
TENANT  OF  THE  BUILDING  or  his  authorized  agent 
or  their  representatives  to  personally  observe  that  the 
“Fire  Drill”  is  held  simultaneously  on  every  floor  of  the 
building  and  the  participation  therein  of  every  occupant  of 
such  building.  Any  FIRE  DRILL  in  which  all  of  the 
occupants  do  not  participate  shall  not  be  considered  as  com¬ 
plying  with  the  LAW,  except  as  otherwise  provided  in 
these  rules. 

The  person  or  persons  representing  the  OWNER, 
LESSEE  OR  TENANT,  who  supervises  the  FIRE  DRILL 
at  the  building  shall  submit  to  an  examination  by  the 
Division  of  Fire  Prevention  as  to  their  experience  and 
general  fitness  for  such  duties,  and  shall  be  so  certified  in 
writing  by  the  FIRE  COMMISSIONER. 


Rule  11.  Duties  of  Engineer. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  wind¬ 
ing  are  rewound  after  each  alarm  and  kept  in  normal  con¬ 
dition  for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING  will 
first  notify  all  Foremen  of  the  several  floors  of  the  in¬ 
tended  test  and  likewise  notify  them  when  the  repairs,  etc., 
are  completed.  This  precaution  is  taken  to  prevent  con¬ 
fusion  and  excitment,  also  misunderstanding  of  the  alarm 
signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills.  He 
shall  keep  on  the  premises  a  record  of  such  drills  show¬ 
ing  the  date  when  held  and  the  required  time  for  all 
occupants  to  reach  the  street  or  a  point  of  safety  outside 
the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of  the 
“Fire  Drill”  Organization  and  its  purport. 


Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation  or 
co-partnership,  that  will,  under  professional  service,  carry 
on  the  trade,  business  or  calling  of  establishing,  main¬ 
taining  or  supervising  the  “Fire  Drill”  shall  be  registered 
in  the  Fire  Department,  which  Department  shall,  upon 
evidence  of  fitness,  grant  a  certificate  to  that  effect. 
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A,  61-44-A,  66-44-A,  97-44-A,  112-44-A,  552-43-SM  and 
1020-38-SM. 

Factory  Exit  Rules. 

Plumbing  Rules  (Submerged  Inlets;  Protective  Methods 
to  Prevent  Contamination  of  Water  Supply). 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

'  Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such,  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  March  7,  1944 

Cal.  No.  Dept.  Premises  Affected 

133-44-A — F.D. — 512-526  Tiffany  street,  east  side,  150  ft. 
north  of  Oak  Point  avenue  (Block  2768C,  Lot  179), 
Borough  of  The  Bronx,  37279-LC. 


134- 44-A — H.B.Bx. — 2120  Daly  avenue,  east  side,  72  ft. 
south  of  East  181st  street  (Block  3128,  Lot  7),  Borough 
of  The  Bronx,  Alt.  38-44. 

135- 44-A — H.B.Q. — 21-10  49th  avenue,  southeast  corner 
of  21st  street  (5th,  6th  and  7th  floors);  (Block  71,  Lot 
1),  Long  Island  City,  Borough  of  Queens,  Alt.  1623-43. 

136- 44-SA — R-W  No.  725  and  R-W  No.  755  Elevator 
Door  Interlocks,  Appliance. 

137- 44-BZ — H.B.B. — 112  Greenpoint  avenue,  south  side, 
295  ft.  east  of  Franklin  street  (Block  2563,  Lot  18), 
Borough  of  Brooklyn,  Alt.  3734-43. 

138- 44-A — H.B.Bx. — 107-109  East  Burnside  avenue,  north 
side,  60.3  ft.  east  of  Morris  avenue  (Block  3169,  Lots  66 
and  67),  Borough  of  The  Bronx,  Alt.  50-44. 

139- 44-A — H.B.Bx. — 191  Southern  boulevard,  southwest 
corner  of  East  137th  street  (Block  2565,  Lot  12),  Bor¬ 
ough  of  The  Bronx,  Alt.  465-43. 

140- 44-BZ — H.B.Q. — 223-02  Hempstead  turnpike,  south 
side,  between  223rd  and  225th  streets  (Block  11159,  Lot 
28),  Queens  Village,  Borough  of  Queens,  Misc.  368-44. 

141- 44-A — H.B.R. — 65  Central  avenue,  east  side,  125  ft. 
north  of  Slosser  terrace  (Block  5,  Lot  42),  St.  George, 
Borough  of  Richmond,  B.N.  40-44. 

142- 44-SA — Electro-Mechanical  Elevator  Interlocks  and 
Hoistway  Door  Electric  Contacts,  Types  RO,  UB-1, 
UB-l-E,  UB-2,  UB-2-E  and  UM-1,  Appliance. 

143- 44-A — H.B.Q. — 184-02  Jamaica  avenue,  south  side, 
330.58  ft.  east  of  183rd  street  (Block  10352,  Lots  66  and 
70),  Hollis,  Borough  of  Queens,  Alt.  205-44. 

144- 44-A — F.D. — 207-211  East  '84th  street  and  1491-1493 
3rd  avenue,  northeast  corner  (1st  and  4th  floors);  (Block 
1530,  Lot  1),  Borough  of  Manhattan,  Decision  re 
36778-LC. 


145- 44-A — F.D. — 1-3  Jacob  street,  west  side,  53  ft.  6 

in.  north  of  Ferry  street  (1st  floor);  (Block  104,  Lot  26); 
5-9  Jacob  street,  west  side,  93  ft.  6  in.  north  of  Ferry 
street  (1st  floor);  (Block  104,  Lot  23);  11-17  Jacob 

street,  west  side,  142  ft.  2  in.  north  of  Ferry  street 

(1st  floor);  (Block  104,  Lot  27)  and  15-19  Ferry  street, 

northwest  corner  of  Jacob  street  (1st  to  5th  floors  in¬ 
clusive);  (Block  104,  Lot  27),  Borough  of  Manhattan, 
20419-LF,  20336-LF,  20335-LF,  20498-LF  and  Decisions. 

146- 44-A — H.B.Q. — 114-02  to  114-18  Ocean  Promenade, 

north  side,  from  Beach  114th  street  to  Beach  115th 


street  (Block  659,  Lot  30),  Rockaway  Park,  Borough  of 
Queens,  Alt.  176-44. 

Restored  to  Calendar 

12-20-BZ — H.B.B. — 533-539  19th  street,  north  side,  80  ft. 
4  in.  west  of  10th  avenue  (Block  883,  Lot  50),  Borough 
of  Brooklyn,  Alt.  250-44. 

173-42-A — F.D. — 40-30  23rd  street,  west  side,  100  ft. 
north  of  41st  avenue  (Block  409,  Lot  38),  Long  Island 
City,  Borough  of  Queens,  Decision  re  95847-LC. 

374-43-A— F.D. — Re:  Packaging  of  inflammable  and 
combustible  mixtures  known  as  “E.  I.  Dupont  De 
Nemours  and  Company’s”  No.  18  Cement,  No.  21  Ce¬ 
ment,  No.  C-23  Cement,  No.  24  Cement,  No.  26  Cement, 
No.  28  Cement,  No.  32  Cement,  No.  C-35  Cement,  No. 
S-80-40  Stain,  No.  C-42  Cement,  No.  H-64  Stain-com¬ 
bustible,  No.  H-66  Cement,  No.  H-78  Cement,  No.  231 
Cement,  No.  H-79  Cement,  No.  83-Solvent,  No.  H-90 
Black  Stain-combustible,  No.  K-88  Solvent,  No.  89  Sol¬ 
vent,  No.  92  Black  Stain-combustible,  No.  C-95  Cement, 
No.  C-96  Solvent,  No.  97  Cement,  No.  98  Cement,  No. 
99  Cement,  No.  C-103  Cement,  No.  F-105  Solution,  No. 
106  Solution,  No.  C-107  Cement,  No.  H-108  Black 
Cement-combustible,  No.  109  Cement  in  1  pt.,  1  qt., 
2  qt.,  and  one  gallon  glass  bottles  (capacity  of  glass 
bottles  not  in  conformity  with  Administrative  Code 
specifications),  Decision. 

552-43-SM — De-Oxo-Lin  200  FF  Flameproofing  Com¬ 
pound,  manufactured  by  De-Oxo-Lin  Chemical  Products 
Inc.,  Material. 


620-42-S — H.B.M. — 123  Pitt  street,  west  side,  125  ft. 
north  of  Stanton  street  (Block  345,  Lot  65),  Borough  of 
Manhattan,  Alt.  153-44. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings  t 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. —Fire  Department. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . . . Dec. 

Concrete  Rules  (Hydrated  Lime)  .  . .  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . . . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  S2A 

28,  1943— Vol.  28,  No.  S2A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  S2A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
IS,  1937— Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

15.  1944 — Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  S2A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 
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Last  Publication  in  Bulletin 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules.. . ....Dec. 

Opening  Protective  .  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . . . Dec. 

Platform  Trucks,  Specifications  for.. .Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure^  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .  Feb. 

Smoking  in  Factories,  Rules  for....  Feb. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules..... . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . .  Dec. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


MARCH  14,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  14,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions 

606-43-A — 859  Southern  boulevard,  west  side,  219.3  ft. 
north  of  Intervale  avenue  (Block  2722,  Lot  14),  Borough 
of  The  Bronx. 

148-44-A — 87-41  130th  street,  east  side,  374  ft.  south  of 
Jamaica  avenue  (Block  9338,  Lot  79),  Richmond  Hill, 
Borough  of  Queens. 

Zoning  Applications. 

541-32-BZ— Application  of  Alfred  H.  Eccles,  applicant, 
on  behalf  of  Universal  Asbestos  Corporation,  owner, 
reopened  November  30,  1943,  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
conversion  of  occupancy  of  an  existing  building  from 
storage  use  to  a  factory  (asbestos  pipe  insulation);  prem¬ 
ises  87-41  130th  street,  east  side,  374.5  ft.  south  of  Ja¬ 
maica  avenue  (Block  9338,  Lot  79),  Richmond  Hill, 
Borough  of  Queens. 

100-44-BZ — Application,  February  11,  1944,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Irving  M. 
Fenichel,  applicant,  on  behalf  of  Raybob  Realty  Corpora¬ 
tion,  owner,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  of  an  existing 
garage  for  more  than  five  motor  vehicles  to  a  factory 
where  drapes,  curtains  and  other  similar  articles  are 
laundered,  finished,  received,  stored  and  shipped;  where 
furniture  fabrics  are  cleaned  with  the  use  of  inflammable 
liquids  and,  also,  a  storage  garage  for  one  motor  vehicle 
(truck);  premises  507-515  East  120th  street,  north  side, 
98  ft.  east  of  Pleasant  avenue  Block  1817,  Lot  5),  Bor¬ 
ough  of  Manhattan. 

775-41-BZ— Application  of  Harold  J.  Hughes,  applicant, 
on  behalf  of  Phil  Schoenberg,  lessee,  for  Cortland  Realty 
Company  of  New  York,  owner,  reopened  February  29, 
1944,  for  consideration  as  to  extension  of  permit — re 
Application,  previously  granted  on  condition,  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  resi¬ 
dence  use  district,  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles;  premises 


80-01  4lst  avenue,  north  side,  from  80th  to  81st  streets, 
40-43  80th  street  and  40-42  81st  street  (Block  1491,  parts 
of  Lots  21  and  24),  Elmhurst,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  14,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  14,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions. 

553-43-A — 42-42  Vernon  boulevard,  northwest  corner  of 
43rd  (Harris)  avenue  (Block  484,  Lot  31),  Long  Island 
City,  Borough  of  Queens. 

484-43-S— 6220-6222  20th  avenue,  west  side,  20  ft.  north 
of  63rd  street  (Block  5534,  Lot  48),  Borough  of  Brook¬ 
lyn. 

130-44-A — 546  Fifth  avenue  and  1-5  West  45th  street, 
northwest  corner  (5th  floor);  (Block  1261,  Lot  34), 
Borough  of  Manhattan. 

548-43-A — 162-168  Classon  avenue,  west  side,  262  ft.  8 
in.  north  of  Myrtle  avenue  and  93  Emerson  place  (Block 
1893,  Lot  50),  Borough  of  Brooklyn. 

60-44-A — 1680  Westchester  avenue,  southeast  corner  of 
Fteley  avenue  (Block  3748,  Lot  1),  Borough  of  The 
Bronx. 

572-43-A — 57-46  Flushing  avenue,  south  side,  from  59th 
drive  to  59th  street,  58-12  59th  drive  and  59-60  59th  street 
(Block  2649,  Lot  113),  Maspeth,  Borough  of  Queens. 

78-44-A — 57-18  to  57-40  Flushing  avenue,  south  side,  51.96 
ft.  west  of  59th  drive  (Block  2649,  Lot  86),  Maspeth, 
Borough  of  Queens. 

123-44-A — 21-39  Auburn  place,  south  side,  between 
North  Portland  avenue  and  North  Elliott  place  (Block 
2040,  Lots  1  and  48),  Borough  of  Brooklyn. 

143-44-A — 184-02  Jamaica  avenue,  south  side,  330.58  ft. 
east  of  183rd  street  (Block  10352,  Lots  66  and  70), 
Hollis,  Borough  of  Queens. 

624-43-A — 43-49  West  22nd  street,  north  side,  217  ft. 
east  of  Sixth  avenue  and  56-62  West  23rd  street  (Block 
824,  Lot  12),  Borough  of  Manhattan. 

36-44-A — Rear  of  12-14  Starr  street,  south  side,  100  ft. 
east  of  Central  avenue  (Block  3196,  Lot  10),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  21,  1944,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  21,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

271-43-BZ — Application,  June  2,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Schrier  Trading  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  maintenance  of 
more  than  five  individual  garages.  (The  Board  previously 
denied  an  application  for  a  garage  for  more  than  five 
motor  vehicles  on  these  premises);  premises  11-17  (7-17 
displayed)  Schenectady  avenue  and  617-627  Herkimer 
street,  northeast  corner  (Block  1701,  Lot  1),  Borough  of 
Brooklyn. 


28,  1943— Vol.  28,  No.  52A 
7,  1925 — Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  S2A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


14,  1944— Vol.  29,  No.  11 

7,  1937— Vol.  22,  No.  36 

8,  1944 — Vol.  29,  No.  6 
22,  1944 — Vol.  29,  No.  8 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  S2A 
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46-44-BZ — Application,  January  18,  1944,  under  section 
7e  of  the  zoning  resolution,  of  Frank  B.  Carbone,  appli¬ 
cant,  on  behalf  of  Buhrman  Sand  and  Gravel  Corpora¬ 
tion,  owner  (Colonial  Sand  and  Stone  Co.,  Inc.,  lessee), 
to  permit,  for  a  term  of  two  (2)  years,  in  a  residence 
use,  F  area  and  one-half  times  height  district,  the  opera¬ 
tion  of  a  sand  and  gravel  pit;  premises  southeast  corner 
of  61st  avenue  and  Douglaston  parkway  (Block  8286, 
Lots  100  and  180),  Douglaston,  Borough  of  Queens. 

HARRIS  H.  MURDOCK',  Chairman. 


MARCH  21,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  21,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters  : 

Appeals  from  Administrative  Decisions 

397-42-x^ — 4352  Hylan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

126-44-A — 160-178  Jay  street,  west  side,  from  Sand  to 
High  streets,  84-92  Sand  street  and  97-105  High  street 
(Block  87,  Lot  9),  Borough  of  Brooklyn. 

145-44-A — 1-17  Jacob  street,  west  side,  53  ft.  6  in.,  93  ft. 
6  in.  and  142  ft.  2  in.  north  of  Ferry  street  (1st  floors) 
and  15-19  Ferry  street,  northwest  corner  of  Jacob  street 
(1st  to  5th  floors);  (Block  104,  Lots  22,  23,  26  and  27), 
Borough  of  Manhattan. 

Material  for  Approval 

40-43-SM — Albi  Firepel  “S”  (for  the  surface  treatment 
of  wood). 

HARRIS  FI.  MURDOCK,  Chairman. 


MARCH  28,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  28,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

400-43-BZ — Application,  August  11,  1943,  under  section 
21  of  the  zoning  resolution,  of  David  Weinberg,  appli¬ 
cant,  on  behalf  of  2175  Grand  Concourse,  Inc.,  owner 
(Checker  Inn,  Inc.,  lessee),  to  permit  in  a  residence  use 
district,  the  maintenance  of  an  illuminated  business  sign 
at  the  roof  level  of  a  building  occupied  as  a  restaurant 
and  bar  (the  business  use  in  this  building  was  previously 
acted  upon  by  this  Board,  under  Cal.  No.  277-35-BZ) ; 
premises  2171  Grand  Concourse,  west  side,  180  ft.  north 
of  East  181st  street  (Block  3162,  Lot  43),  Borough  of 
The  Bronx. 

32-44-BZ — Application,  January  12,  1944,  under  section 
21  of  the  zoning  resolution,  of  William  I.  Hohauser,  ap¬ 


plicant,  on  behalf  of  Chain  Building  Corporation,  owner 
(J.  C.  Penney*  &  Co.,  lessee),  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  a  retail  use  district,  the  conversion 
of  occupancy  of  an  existing  building,  for  a  term  of  three 
years,  from  a  public  garage  to  the  storage  of  merchan¬ 
dise  (wearing  apparel,  etc.)  and  the  use  thereafter  of  the 
building  as  a  public  garage.  The  public  garage  use  was 
granted  by  the  Board,  under  Cal.  No.  23-36-BZ;  premises 
247-259  West  54th  street,  north  side,  81  ft.  3  in.  east  of 
Eighth  avenue  (Block  1026,  Lot  8),  Borough  of  Man¬ 
hattan. 

569-37-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Bengal  Realty  Co.,  Inc.,  owner  (Flat- 
bush  Coal  and  Coke  Corporation,  lessee),  reopened  Feb¬ 
ruary  23,  1944,  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  upon  a  plot  located  partly  in  an 
unrestricted  use  and  partly  in  a  residence  use  district, 
the  use  of  that  part  of  the  lot,  which  is  located  in  the 
residence  use  district,  for  the  operation  of  coal  pockets, 
coal  storage,  truck  driveway  and  railroad  siding;  prem¬ 
ises  2030-2044  McDonald  avenue,  west  side,  339  ft.  6  in. 
north  of  Avenue  S  and  49-57  Lake  street  (Block  6580, 
Lots  23,  124  and  125),  Borough  of  Brooklyn. 

583-43-BZ — Application,  December  1,  1943,  under  section 
21  of  the  zoning  resolution,  of  Harry  A.  Yarish,  appli¬ 
cant,  on  behalf  of  Isidore  Epstein,  owner  (Ida  Levinson, 
lessee),  to  permit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  an  existing  building  to  the  stor¬ 
age  of  rags;  premises  496-500  (492  displayed)  Watkins 
street,  west  side,  100  ft.  north  of  Newport  street  (Block 
3605,  Lots  33  and  34),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  28,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  28,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter: 

Appeal  from  Administrative  Decision. 

587-43-A— 165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chair-man. 


APRIL  25,  1944,  10  A.  M. 

NOTICE  IS  FIEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  25,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision 

175-42-A — 403-415  Sixth  avenue  and  1-5  Gree  nwich  ave¬ 
nue,  southwest  corner  (Block  593,  Lot  13),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  7,  1944 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  February  29,  1944,  and  Tuesday  afternoon, 


February  29,  1944,  were  approved  as  printed  in  Bulletin  No. 
9,  Volume  29. 

ZONING  CASES 

12-20-BZ 

APPLICANT — A.  Farber,  for  Estate  of  Louis  Blaut,  owner 
(Maslow  Cooperage  Corporation,  lessee). 
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SUBJECT — Application  for  consideration — Reopening  and 
amendment  of  resolution — re  Application  previously 
granted  under  zoning  resolution,  to  permit  partly  in 
an  unrestricted  district  and  extending  into  a  business 
district,  the  erection  of  a  garage  for  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 533-539  19th  street,  north  side, 
SO  it.  west  of  Kith  avenue  (Block  883,  Lot  50), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  Farber. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


872-39-BZ 

APPLICANT — Herman  Kron,  for  Berk  Bres  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  February  9,  1943  (de¬ 
cision  of  the  borough  superintendent)  under  sections 
7h  and  21  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  extension  in  area  of  an 
existing  gasoline  service  station,  to  include  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles 
(previously  withdrawn). 

PREMISES  AFFECTED— 7001-7019  Bay  parkway,  south¬ 
west  corner  of  West  10th  street,  and  1-21  Avenue  O 
(Block  6574,  Lot  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 


263-19-BZ 

APPLICANT — Reginald  S.  Hardy,  for  Hayson  Corpora¬ 
tion,  owner  (Randall  Cadillac  Corporation,  lessee). 
SUBJECT — Application  reopened  February  1,  1944  (de¬ 
cision  of  the  borough  superintendent)  under  section 
7e  of  the  zoning  resolution,  to  permit  for  a  tempor¬ 
ary  period  of  two  (2)  years  in  a  residence  use  dis¬ 
trict,  the  inclusion  of  a  lubritorium,  motor  vehicle 
repair  shop,  stock  room  and  offices,  in  an  existing 
garage  (the  garage  use  was  previously  granted  by 
the  Board). 

PREMISES  AFFECTED— 564-592  (formerly  722-746)  St. 
Johns  place,  south  side,  333  ft.  8  in.  east  of  Classon 
avenue  (Block  1178,  Lot  26),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Reginald  S.  Hardy,  Harvey  Fischer 
and  Harry  Finkelstein. 

For  Opposition:  Andrew  S.  Derby,  Milton  Peshkin, 
Gladys  Bcrghauser,  Helen  O’Reilly,  Mary 
Holiati,  Mary  Duffy,  John  Burke,  Nora  Hanley, 
Beatrice  Sweeney  and  Beatrice  Lawn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


THE  RESOLUTION  (263-19-BZ) 

Whereas,  this  application  under  section  7g  of  the  building 
zone  resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  public  garage,  affecting  prem¬ 
ises  564-592  St.  Johns  place,  south  side,  333  ft.  8  in.  east  of 
Classon  avenue  (Block  1178,  Lot  26),  Borough  of  Brooklyn, 
was  granted  by  the  Board  on  July  22,  1919,  on  certain  con¬ 
ditions  ;  and 

Whereas,  Reginald  S.  Hardy  for  Hayson  Corporation, 
owner  (Randall  Cadillac  Corporation,  lessee),  filed  an  appli¬ 
cation  under  section  7e  of  the  zoning  resolution,  to  permit  for 
a  temporary  period  of  two  years,  in  a  residence  use  district, 
the  inclusion  of  a  lubritorium,  motor  vehicle  repair  shop, 
stock  room  and  offices,  in  an  existing  public  garage ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  February  1,  1944,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  7,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  St.  Johns  place  is  in  a  residence  use 
“B”  area  and  1(4  times  height  district;  Lincoln  place  is  in 
a  residence  use,  “B”  area  and  1(4  times  height  district; 
Franklin  avenue  is  in  a  business  use,  “B”  area  and  1 (4  times 
height  district  and  Classon  avenue  is  in  a  business  use,  “B” 
area  and  1(4  times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  9,  1944  on  Alt.  Applic.  253-44,  reads : 

“This  occupancy  (garage  for  more  than  5  motor  ve¬ 
hicles  on  premises  located  in  a  residential  zone)  was 
granted  by  the  Board  of  Standards  and  Appeals  under 
Cals.  263-19-BZ  and  287-21-BZ.  Proposed  variation  from 
above  resolutions  (extension  of  use  to  include  lubritor¬ 
ium,  motor  vehicle  repair  shop,  stock  room  and  offices) 
is  contrary  to  Art.  II,  Sec.  3  of  the  zoning  resolution.” 

and 

Whereas,  the  decision  of  the  borough  superintendent,  as 
amended  on  March  3,  1944,  reads : 

“1.  Garage  for  more  than  5  motor  vehicles  on  prem- 
Les  located  in  a  residential  zone  was  granted  by  the 
Board  of  S.  &  A.  under  Cals.  263-19-BZ  and  287-21-BZ. 
Proposed  variation  from  above  resolutions  (extension  of 
use  to  include  lubritorium,  motor  vehicle  repair  shop, 
stock  room  and  offices)  is  contrary  to  Art.  II,  Sec.  3  of 
the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  tire  existing  building  is  one 
story  in  height,  having  a  frontage  of  261  ft.  4  in.  and  a  depth 
of  131  ft.  of  non-fireproof  construction;  that  it  is_  proposed, 
for  a  term  of  two  years,  to  use  the  existing  building,  which 
is  now  used  as  a  public  garage,  for  the  additional  use  as 
lubritorium,  motor  vehicle  repair  shop,  stock  room  and 
office ;  and 

Whereas,  the  applicant  states  the  proposed  occupant,  the 
Randall  Cadillac  Corporation,  proposes  to  make  substantial 
improvements  to  the  property  in  the  way  a  new  ro°f  an<^ 
new  heating  system  and  that  the  applicant  proposes  to  con¬ 
duct  this  business  normally,  up  to  6  p.m.  daily  and  one 
o’clock  on  Saturdays,  except  for  occasional  emergency  serv¬ 
ice,  that  the  number  of  cars  will  be  strictly  limited,  because 
it  will  not  be  a  public  garage  as  at  present;  and 

Whereas,  the  premises  and  area  were  inspected  by  a  com¬ 
mittee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  the  Board  of  Standards  and  Appeals  does  hereby 
make  a  variation  in  the  application  of  the  use  district  regu¬ 
lations  of  the  zoning  resolution  and  that  the  application  be 
and  it  hereby  is  granted  under  section  7e  thereof,  for  a.  term 
of  two  years  from  the  date  of  this  resolution,  to  permit  the 
existing  garage  to  be  occupied  also  as  a  motor  vehicle 
repair  shop  only  in  connection  with  the  servicing  of  motor 
vehicles  owned  and  dealt  in  by  the  proposed  tenants,  the 
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Randall  Cadillac  Corporation;  that  there  shall  be  no  forge 
or  anvil  employed  on  the  premises  and  no  motor  driven 
machinery  used  in  connection  with  the  motor  vehicle  re¬ 
pairing  requiring  greater  motor  power  than  horsepower ; 
that  any  paint  or  paint  spraying  carried  on  shall  be  solely 
within  the  room  indicated  on  plan  filed  with  this  application, 
marked  “Received  February  11,  1944’’;  that  no  additional 
windows  or  skylights  shall  be  constructed  other  than  those 
now  existing ;  that  any  windows  requiring  replacement,  shall 
be  replaced  with  glass  block ;  that  the  windows  on  the  rear 
lot  line  shall  normally  be  kept  closed;  that  no  additional 
vehicular  entrance  to  the  building  shall  be  constructed  other 
than  those  now  existing;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  all  existing  signs  on  the  building  and  roof 
thereof  shall  be  completely  removed,  and  not  replaced,  and 
no  signs  shall  be  displayed  on  the  premises  other  than  in 
and  out  directional  signs  at  the  exit  and  entrance  doors, 
and  a  flat,  unilluminated  sign  attached  to  the  street  wall ; 
that  no  gasoline  shall  be  sold  to  passing  motor  vehicles ; 
that  during  the  term  of  this  variance,  the  street  in  front  of 
premises  shall  not  be  used  for  the  storage  or  testing  of  motor 
vehicles,  such  work  shall  be  done  within  the  building ;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  other  than  as  modified 
by  the  Board  under  this  calendar  number,  as  amended  by 
resolution  adopted  by  the  Board  on  May  17,  1921  under  Cal. 
287-21-BZ ;  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  two  months  from  the  date  of  this 
resolution. 


273-43-BZ 

APPLICANT — Lama  and  Proskauer,  for  East  New  York 
Savings  Bank,  owner. 

SUBJECT — Application  reopened  December  14,  1943  (de¬ 
cision  of  the  borough  superintendent)  under  section 
7e  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  conversion  of  occupancy  of  a  build¬ 
ing  from  a  marble  factory  to  manufacturing  of 
mattresses  (previously  denied  in  re  conversion  of 
building  from  marble  works  to  factory  (light  manu¬ 
facturing)  . 

PREMISES  AFFECTED— 965-967  Hopkinson  avenue,  west 
side,  260  ft.  south  of  Lott  avenue  and  576-578  Bristol 
street  (Block  3623,  Lot  19),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (273-43-BZ) 

Whereas,  this  application  under  section  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
conversion  of  occupancy  of  a  building  from  marble  works  to 
factory  (light  manufacturing),  affecting  premises  965-967 
Hopkinson  avenue,  west  side,  260  ft.  south  of  Lott  avenue 
and  576-578  Bristol  street  (Block  3623,  Lot  19),  Borough 
of  Brooklyn,  was  denied  by  the  Board  on  July  27,  1943;  and 
Whereas,  the  applicant  requested  a  reopening  of  the  case 
and  rehearing  under  section  7e  of  the  zoning  resolution,  to 
permit  the  conversion  of  a  building  from  marble  works  to 
the  manufacturing  of  mattresses ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
December  14,  1943,  subject  to  the  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  meeting  held 
on  March  7,  1944,  after  due  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
W hereas,  Hopkinson  avenue  is  in  residence  and  business 


use  districts;  Bristol  street  is  in  residence  and  business  use 
districts ;  Hegeman  avenue  and  Lott  avenue  are  in  a  business 
use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  1,  1943,  re  Alt.  Applic.  3572-43,  reads : 

“Changing  occupancy  of  marble  factory  to  manufac¬ 
turing  of  mattresses  in  a  residential  zone  is  contrary  to 
Art.  II,  sec.  3  and  6  of  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  existing  building  is 
one  story  in  height,  of  Class  3  construction,  having  a  front¬ 
age  of  40  ft.  on  Hopkinson  avenue,  40  ft.  on  Bristol  street 
and  a  depth  of  200  feet;  that  it  is  proposed  to  convert  the 
occupancy  of  the  existing  building,  which  is  located  in  a 
resident  use  district,  from  marble  works  to  the  manufacture 
of  baby  crib  and  baby  carriage  mattresses,  baby  chair  and 
play-yard  pads ;  all  made  of  cotton  felt — all  hand  work ;  and 

Whereas,  the  applicant  contends  that  the  premises  have 
been  occupied  as  a  marble  factory  and  work  shop  as  estab¬ 
lished  by  Certificate  of  Occupancy  A7333,  (#7333-26)  ; 
that  request  is  hereby  made  for  permission  to  convert  the 
marble  works  and  work  shop  to  manufacturing  of  crib 
mattresses ;  that  the  marble  factory  is  a  non-conforming  use 
prohibited  both  in  a  business  zone  and  residential  zone ; 
that  manufacturing  of  baby  crib  mattresses,  high  chair  pads, 
play-yard  pads  is  a  permissable  use  in  a  business  zone ;  that 
the  proposed  occupants  of  the  factory  manufacture  the  “Rest 
Wei”  products  and  are  now  located  at  373  Saratoga  avenue, 
Brooklyn,  N.  Y. ;  that  they  are  engaged  in  the  manufacturing 
of  the  following  products :  Baby  crib  mattresses,  baby  car¬ 
riage  mattresses,  high  chair  pads,  bumpit  pads  and  play-yard 
pads ;  that  these  products  are  all  filled  with  cotton  felt ;  that 
this  felt  is  delivered  to  premises  intact  and  is  put  into  the 
mentioned  articles ;  that  there  is  no  noise,  dust  or  obnoxious 
odors  emanating  from  the  manufacturing  of  these  products 
and  that,  therefore  it  is  respectfully  requested  that  this 
application  be  granted  under  Section  7e  of  the  Zoning  Reso¬ 
lution  ;  and 

Whereas,  the  premises  and  the  surrounding  area  and  the 
premises  now  occupied  by  the  prospective  occupant  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted,  under  section  7e  thereof,  for  a 
term  of  two  years  from  the  date  of  this  resolution,  to  permit 
the  building  to  be  occupied  as  proposed  by  the  Rest-Wel 
Bedding  Manufacturing  Company  now  located  at  373  Sara¬ 
toga  avenue,  as  a  factory  for  the  manufacture  of  baby  crib 
and  carriage  mattresses,  high-rhair  pads  and  bumpit  pads 
filled  with  cotton,  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area ;  that  no  additional  windows 
shall  be  constructed  in  the  lot  line  walls ;  that  no  heavy 
machinery  or  any  metal  working  machinery  shall  be  em¬ 
ployed  ;  that  the  only  machinery  to  be  used  shall  be  as 
now  used,  consisting  of  two  motor  driven  multiple  sewing 
machines,  one  mattress  filler,  one  picker  and  one  sorter ; 
that  no  signs  shall  be  erected  on  the  building,  except  there 
may  be  a  sign  attached  to  the  one  front,  where  the  office  is 
to  be  located,  advertising  the  name  of  the  concern,  provided 
such  sign  is  a  flat  sign  attached  to  the  facade  of  the  building 
and  not  exceeding  15  sq.  ft.  in  area  and  not  illuminated;  that 
no  other  alteration  shall  be  made  to  the  building,  except 
there  may  be  erected,  interior  partitions  and  similar  interior 
changes,  provided  same  are  in  compliance  with  the  require¬ 
ments  of  all  laws,  rules  and  regulations  applicable  thereto, 
for  a  similar  building  when  located  in  a  business  use  district 
for  the  use  herein  permitted ;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  three  months  from  the  date  of  this 
resolution. 
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456-43-BZ 

APPLICANT — Max  Horn,  for  Carmelo  Di  Rosa,  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  enlargement  of  a  garage 
for  the  purpose  of  storing  two  (2)  trucks  and  crates 
for  bottled  soda. 

PREMISES  AFFECTED — 122-03  Sutphin  boulevard  and 
150-02  122nd  avenue,  southeast  corner  (Block  12217 
(3012),  Lot  8),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn  and  Carmelo  Di 
Rosa. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (456-43-BZ) 

Whereas,  Max  Horn  for  Carmelo  Di  Rosa,  owner,  filed 
on  September  23,  1943,  an  application  under  Section  7c  of 
the  zoning  resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  enlargement  of  a  gar¬ 
age  for  the  purpose  of  storing  two  (2)  trucks  and  crates 
for  bottled  soda,  affecting  premises  122-03  Sutphin  boulevard 
and  150-02  122nd  avenue,  southeast  corner  (Block  12217, 
Lot  8),  Jamaica,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting 
March  7,  1944,  after  due  notice  by  publication  in  the  Bulle¬ 
tin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Sutphin  boulevard  is  in  a  business  use 
district ;  122nd  avenue  is  in  a  residence  and  business  use,  D 
area  district  and  123rd  avenue  is  in  a  residence  and  business 
use  district;  and 

Whereas,  the  decision  of  the  borough  superintendent,  dated 
September  16,  1943,  on  Alt.  Applic.  964-43,  reads : 

“1.  The  enlargement  of  a  garage  located  partly  in  a 
business  and  partly  in  a  residence  district  for  the  pur¬ 
pose  of  storing  2  trucks  and  crates  for  bottled  soda,  is 
contrary  to  Article  2,  Section  3  of  the  zoning  law.” 
and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  having  a  frontage  of  40  ft.  on  Sutphin  boulevard  and 
117  ft.  on  122nd  avenue;  that  the  Sutphin  boulevard  front 
of  the  plot  (for  a  depth  of  100  ft.)  is  located  in  a  business 
use  district — the  easterly  portion  of  the  plot  extends  for  a 
distance  of  approximately  15  ft.  into  a  residence  use  district; 
that  upon  the  Sutphin  boulevard  frontage  of  the  plot  there 
is  located  a  one  story,  one  family  frame  dwelling ;  that  upon 
the  easterly  portion  of  the  plot,  and  located  4  in.  west  of  the 
easterly  lot  line,  there  is  located  a  one  story  frame  building, 
20  ft.  by  28  ft.  6  in.  in  area;  that  this  building  is  located 
partly  in  a  residence  use  and  partly  in  a  business  use  dis¬ 
trict  and  it  is  proposed  to  use  this  building  as  a  garage  for 
storing  two  (2)  trucks  (used  in  the  owner’s  soda  water 
distributing  business)  and,  also,  for  crates  of  bottled  soda ; 
and 

Whereas,  the  applicant  contends  that  the  owner,  pur¬ 
chased  this  propoerty  on  January  16,  1943;  that  the  dwelling 
and  a  small  part  of  the  original  garage  are  in  a  business 
zone,  the  rest  of  the  garage  is  in  a  residence  zone ;  that  the 
owner  is  in  the  soda  water  distributing  business  on  a  small 
scale  and  conducts  the  business  from  the  premises ;  that  the 
business  requires  2  trucks  and  the  existing  garage  was  too 
small ;  that  the  garage  was  enlarged  to  provide  for  2  trucks, 
using  the  same  type  of  construction  as  the  original  garage ; 
that  the  owner  also  uses  some  of  the  space  for  storing  soda 
water  in  the  usual  crates  or  cases ;  that  the  enlarged  garage 
is  not  objectionable  in  appearance  and  does  not  detract  from 


the  character  of  the  neighborhood;  that  the  Board  is  re¬ 
quested  to  grant  a  variation  from  the  decision  of  the  bor¬ 
ough  superintendent,  under  section  7c,  because  the  extension 
of  this  garage  extends  into  the  residence  zone  only  an  aver¬ 
age  of  about  15  ft.  6  in.  as  indicated  on  the  sketch  on  file; 
that  Objection  2,  is  being  appealed  as  an  “A”  case  filed 
simultaneously  with  this  application  and  that  the  owner  de¬ 
pends  on  this  garage  for  his  living;  that  no  part  of  the 
dwelling  is  used  for  the  actual  business,  except  for  book¬ 
keeping  ;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board  in  conjunction  with 
Cal.  457-43A ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  provided 
the  building  is  not  increased  in  height  and  area  and  only  so 
long  as  the  use  is  continued  as  at  present,  on  condition  that 
no  signs  shall  be  erected  on  the  premises  within  the  resi¬ 
dential  use  area ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  two  months  from  the  date  of  this 
resolution ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto,  other  than  as  modified  by  the  Board  under 
Cal.  457-43-A. 


517-43-BZ 

APPLICANT — I.  L.  Crausman,  for  St.  Ann’s  R.  C.  Church, 
owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  sections  7f  and  7h  of  the 
zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict  the  parking  of  more  than  five  motor  vehicles 
upon  a  plot,  occupied  in  part,  as  a  gasoline  service 
station. 

PREMISES  AFFECTED — 3501  Bainbridge  avenue  and  155 
Gun  Hill  road,  northwest  corner  (Block  3328A, 
Lots  60,  61  and  62),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  I.  L.  Crausman. 

For  Opposition:  Irving  S.  Rapaport. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (517-43-BZ) 

Whereas,  I.  L.  Crausman,  for  St.  Ann’s  R.  C.  Church, 
owner,  filed  October  28,  1943,  an  application  under  sections 
7f  and  7h  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  parking  of  more  than  five  motor  vehicles 
upon  a  plot,  occupied  in  part,  as  a  gasoline  service  station; 
premises:  3501  Bainbridge  avenue  and  155  Gun  IT  ill  road, 
northwest  corner  (Block  3328-A,  Lots  60,  61  and  62),  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
March  7,  1944,  after  due  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Bainbridge  avenue  is  in  business  and 
residence  use  districts ;  East  Gun  Hill  road  is  in  business  and 
residence  use  districts ;  Rochambeau  avenue  is  in  residence 
and  business  use  districts ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  4,  1943,  Re  Alt.  Applic.  349-43  reads: 

“1.  Proposed  addition  of  parking  for  more  than  5 
motor  vehicles  to  existing  gasoline  station  not  permitted 
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in  business  use  district,  Art.  II,  Sec.  4- (a)  (15)  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  applicant  has  filed  an  amended  decision  of 
the  borough  superintendent  dated  March  2,  1944  in  re  lots 
60,  61  and  62,  re  Alt.  Applic.  349-43  which  reads: 

“1.  Proposed  addition  of  parking  for  more  than  5 
motor  vehicles  to  existing  gasoline  station  not  permitted 
in  business  use  district.  Art.  II,  Section  4-(a)  (15) 
of  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  plot  in  question, 
having  a  frontage  of  105  ft.  on  Gun  Hill  road  and  118  ft. 
on  Bainbridge  avenue  (Lots  60,  61  and  62)  is  part  of 
larger  premises  consisting  of  a  plot  (Lots  60,  61,  62,  120 
and  121,  Block  3328-A)  having  a  frontage  of  221  ft.  on 
Bainbridge  avenue,  105  ft.  on  East  Gun  Hill  road  and  a  dis¬ 
tance  of  194  ft.  along  the  northerly  lot  line;  that  upon  the 
northerly  part  of  the  plot  (on  Lots  121  and  122)  there  is 
located  a  convent  and  also  a  parochial  school  building ;  that 
the  southerly  portion  of  premises  (Lots  60,  61  and  62)  in 
question  consists  of  a  plot  having  a  frontage  of  105  ft.  on 
East  Gun  Hill  road  and  118  ft.  on  Bainbridge  avenue;  that 
upon  this  part  of  the  plot  is  a  gasoline  service  station  (and 
accessory  buildings),  having  a  frontage  of  52  ft.  on  East 
Gun  Hill  road  and  118  ft.  on  Bainbridge  avenue  (Lot  60 
and  part  of  Lot  61 )  ;  there  are  also  located  on  the  gasoline 
service  station,  four  one-car  garages ;  that  a  part  _  of  the 
accessory  building  is  used  as  a  motor  vehicle  repair  shop 
without  a  Certificate  of  Occupancy;  that  it  is.  proposed  to 
use  the  vacant  southerly  portion  of  the  premises  (105  ft. 
by  118  ft.  in  area)  and  known  as  lots  60,  61  and  62,  for 
the  parking  and  storage  of  more  than  five  motor  vehicles ; 
and 

Whereas,  the  applicant  contends  that  the  purpose  of  this 
application  is  to  obtain  variation  of  the  requirement  for  the 
parking  and  storage  of  more  than  five  motor  vehicles,  for 
such  a  period  of  time  as  the  Board  may  deem  proper,  in 
accordance  with  Sections  7f  and  7h  of  the  zoning  resolution ; 
that  part  of  lot  in  question  is  now  occupied  as  a  gasoline 
station;  erected  in  1924;  that  the  scarcity  of  garages  and 
parking  lots  in  this  thickly  populated  neighborhood  creates 
a  condition  where  cars  are  parked  on  the  streets  for  hours ; 
that  visitors  to  the  hospital,  park  their  car  in  front  of  the 
hospital,  at  side  and  adjoining  streets,  so  that  pedestrians 
are  unable  to  cross  same ;  that  visiting  doctors  come  to  the 
applicants  gasoline  station,  not  having  place  to  park  their 
cars,  beg  for  permission  to  leave  their  car  for  a  while 
and  attend  to  their  patients;  that  if  permission  were  given 
to  park  these  cars  on  the  applicant’s  empty  lots,  much  of 
this  congestion  would  be  remedied,  thus  benefiting  surround¬ 
ing  property  owners;  that  the  school  and  convent  were 
erected  in  1932;  the  gas  station  was  erected  in  1924;  and. 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  is  a  proper  case  in 
which  to  exercise  its  discretion  to  grant  a^_  variance,  partly 
under  section  7f  and  partly  under  section  7h  of  the  zoning 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted,  under  section  7f  thereof 
for  a  term  of  two  years  from  the  date  of  this  resolution, 
to  permit  the  parking  and  storage  of  more  than  five  motor 
vehicles  on  the  legally  existing  gasoline  service  station  now 
located  on  lots  60  and  61  ;  and,  granted  under  section  7h  for 
a  term  of  two  years  from  the  date  of  this  resolution,  without 
extending  the  dimensions  of  the  existing  legal  gasoline  sta¬ 
tion  on  lots  60  and  61,  to  permit  the  parking  and  storage  of 
more  than  five  motor  vehicles  on  lot  62,  on  condition  that 
in  the  existing  gasoline  station,  no  use  shall  be  maintained 
not  now  legally  permitted;  that  a  substantial  wood  or  steel 
picket  or  woven  wire  fence  shall  be  erected  along  the  street 
building  line  of  East  Gun  Hill  road,  continuously  from  the 
westerly  lot  line  for  the  complete  frontage  of  lot  62 ;  that 


all  entrances  for  parking  and  storage  shall  be  by  means  of 
the  existing  curb  cut  from  East  Gun  Hill  road ;  that  there 
shall  be  erected  and  maintained  on  lot  62,  a  substantial 
bumper  not  less  than  20  feet  away  from  the  westerly  lot 
line  and  continuous  from  north  to  south,  for  the  purpose 
of  preventing  parking  and  storage  of  motor  vehicles  within 
20  feet  of  the  adjoining  residential  occupancy;  that  no  signs 
other  than  those  now  legally  existing  shall  be  constructed, 
except  there  may  be  a  sign  attached  to  the  office  of  the 
gasoline  station  advertising  the  parking  and  storage  use  and 
the  rates  charged,  provided  such  sign  does  not  exceed  15  sq. 
ft.  in  area  and  is  not  illuminated ;  that  no  additional  curb 
cuts  shall  be  constructed  ;  that  no  entrance  to  the  parking 
and  storage  lot  shall  be  maintained  from  Bainbridge  avenue ; 
that  such  portable  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct ;  that  no  automobile 
repairing  shall  be  carried  on  and  any  such  use  shall  be 
discontinued ;  that  any  roof  signs  on  the  gasoline  station 
and  any  signs  advertising  the  motor  vehicle  repairing  use 
shall  be  removed ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  two  months  from  the  date  of  this 
resolution. 


600-43-BZ 

APPLICANT — Benny  Lafrado,  owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  extension  of  an 
existing  accessory  garage  for  four  pleasure  cars 
and,  also,  the  conversion  of  occupancy  of  same  to  a 
garage  for  three  commercial  motor  vehicles. 
PREMISES  AFFECTED — 17  Lockman  avenue,  east  side, 
147  ft.  south  of  Richmond  terrace  (Block  1236,  part 
of  Lot  36),  Mariners  Harbor,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  Italo  Nicolai. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE—  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (600-43-BZ) 

Whereas,  Benny  Lafrado,  owner,  filed  December  10,  1943, 
an  application  under  section  7c  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  extension  of  an  existing  accessory  garage 
for  four  pleasure  cars  and  also  the  conversion  of  occupancy 
of  same  to  a  garage  for  more  than  three  commercial  motor 
vehicles;  premises:  17  Lockman  avenue,  east  side,  147  ft. 
south  of  Richmond  terrace,  (Block  1236,  part  of  Lot  36) 
Mariner’s  Harbor,  Borough  of  Richmond;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  7,  1944,  after  due  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Lockman  avenue  is  in  residence  and 
business  use,  D  area  and  1-times  height  district,  Richmond 
terrace  is  in  business  and  unrestricted  use,  D  area  and 
1-times  height  district;  and  Harbor  road  is  in  residence  and 
business  use,  D  area  and  1-times  height  district;  and 

Whereas,  the  decision  of  tht  borough  superintendent, 
dated  November  24,  1943,  re  Alt.  Applic.  125-43,  reads : 

‘‘The  erection  of  this  proposed  building  is  not  per¬ 
mitted  as  it  is  contrary  to  Art.  II,  Sec.  3  of  the  Zoning 
Resolution  which  prohibits  the  erection  of  commercial 
garages  in  a  Residential  Use  Zone.” 

and 
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Whereas,  the  applicant  states  the  premises  consist  of  an 
irregularly  shaped  plot  having  a  frontage  of  64  ft.  and  a 
maximum  depth  of  160  ft. ;  that  upon  the  front  of  plot  is  a 
2-story  frame  dwelling;  that  upon  the  rear  is  a  1-story  frame 
garage,  32  ft.  by  20  ft.  in  area,  for  4  pleasure-type  cars ;  that 
an  irregularly  shaped  area  at  the  northerly  rear  of  the  plot 
(including  also  part  of  the  garage)  is  in  a  business  use 
district,  the  remaining  portion  is  in  a  residence  use  district ; 
that  it  is  proposed  to  remove  the  frame  walls  of  the  existing 
garage  and  replace  them  with  cinder  blocks,  to  extend  the 
area  of  the  garage  building  by  the  erection  of  a  32  ft.  by 
6  ft.  deep  extension,  and  also  to  use  the  garage  for  the  stor¬ 
age  of  two  trucks  (used  in  the  conduct  of  owner’s  fuel  and 
ice  business)  and  also  one  pleasure-type  car;  and 

Whereas,  the  applicant  contends  that  the  garage  building 
was  erected  in  1919  (when  the  district  was  unrestricted  use)  ; 
that  the  zone  was  changed  from  unrestricted  to  business  and 
residence  use  January  20,  1942;  that  when  the  premises 
were  purchased,  the  owner  was  unaware  of  the  zone  change ; 
that  the  garage  structure  was  in  the  process  of  alteration, 
when  the  owner  was  informed  that  a  permit  would  be  re¬ 
quired;  that  the  garage  and  rear  yard  space  fitted  require¬ 
ments  for  the  owners  fuel  oil  and  ice  business  and  was  the 
primary  cause  for  purchase ;  that  the  remodeled  garage 
(including  proposed  8  in.  hollow  concrete)  is  proposed  to 
be  used  for  the  storage  of  the  owners  two  trucks  and  private 
car ;  that  it  is  proposed  to  extend  the  depth  of  the  garage  to 
a  length  of  26  ft.  from  20  ft.  and  that  the  proposed  work 
will  not  detract  from  the  character  of  the  development  of 
the  neighborhood ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to 
permit  the  accessory  garage  to  be  erected  as  proposed,  partly 
in  the  business  use  district  and  partly  in  the  residence  use 
district,  constructed  substantially  as  proposed,  for  the  accom¬ 
modation  of  three  motor  vehicles,  consisting  of  two  trucks 
for  business  use  and  one  passenger  car  for  private  use; 
on  condition  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto;  that  the.  building  may  be 
located  as  permitted  for  similar  buildings  located  outside 
the  fire  limits ;  that  the  building  shall  not  be  occupied  other 
than  as  herein  permitted  and  no  signs  shall  be  erected 
thereon;  that  such  portable  fire  extinguishing  equipment 
shall  be  maintained  within  the  garage  as  the  fire  commis¬ 
sioner  shall  direct;  that  all  permits  required  shall  be  ob¬ 
tained  and  all  work  completed  within  six  months  from  the 
date  of  this  resolution. 


615-43-BZ 

APPLICANT — William  Higginson  and  Son,  for  Margaret 
V.  Daly,  owner  (Russel  Raymond,  lessee). 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building 
from  a  five-car  garage,  store  and  dwelling  to  a 
lumber  and  mill  work  shop  and  dwelling  (the 
building  is  now  occupied  as  a  lumber  and  mill  work 
shop  and  dwelling  without  a  certificate  of  occupancy 
for  this  use). 

PREMISES  AFFECTED— 43-49  162nd  street,  east  side, 
280  ft.  north  of  45th  avenue  (Block  5420,  Lot  9), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  F.  McKeown,  Russel  Raymond, 
Mrs.  Daly  and  William  Higginson. 

For  Opposition :  Henry  Kattelman,  Rev.  Henry  A. 
Johanson,  Nicholas  A.  Cerotta,  E.  K.  Jones, 


Edna  Stein,  Joseph  Giorenco  and  Peter  Lon- 
zana. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (61'5-43-BZ) 

Whereas,  William  Higginson  and  Son,  for  Margaret  V. 
Daly,  owner  (Russel  Raymond,  lessee),  filed  December  18, 
1943,  an  application  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  conversion  of 
occupancy  of  an  existing  building  from  a  5-car  garage, 
store  and  dwelling  to  a  lumber  and  mill  work  shop  and 
dwelling  (the  building  is  now  occupied  as  a  lumber  and 
mill  work  shop  and  dwelling  without  a  certificate  of  occu¬ 
pancy  for  this  use)  ;  affecting  premises  43-49  162nd  street, 
east  side,  280  ft.  north  of  45th  avenue  (Block  5420,  Lot  9), 
Flushing,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this,  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  March  7,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  162nd  street  is  in  a  business  use,  “C” 
area  and  1  times  height  district;  163rd  street  is  in  a  resi¬ 
dence  use,  “C”  area  and  1  times  height  district ;  45th  avenue 
is  in  a  business  and  residence  use,  “C”  area  and  1  times 
height  district ;  43rd  avenue  is  in  a  business  and  residence 
use,  “C”  area  and  1  times  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  1254-43,  dated  November  18,  1943,  reads: 

“1.  Proposed  use  of  premises  located  in  a  business 
district  for  lumber  and  mill  work  is  contrary  to  Sec. 
4 — sub.  31  of  the  zoning  resolution.  Reconsideration 
denied.” 

and 

Whereas,  the  applicant  states  the  existing  building  is  one 
and  two  stories  in  height;  having  a  frontage  of  40  ft.  and 
a  depth  of  100  ft. ;  of  Class  3  construction,  erected  1925 ; 
that  the  building  is  now  operated,  without  a  certificate  of 
occupancy,  as  a  lumber  storage  and  mill  work  shop  on  the 
first  story  and  as  a  dwelling  on  the  second  story  and  it  is 
proposed  to  maintain  this  use  for  a  temporary  term ;  and 
Whereas,  the  applicant  contends  that  this  building  is  to 
be  used  by  the  lessee  for  a  woodworking  shop  in  connection 
with  Army  and  Navy  war  contracts;  that  the  lessee  requests 
a  temporary  certificate  of  occupancy  for  the  duration  of 
the  war,  plus  6  months’  time,  to  secure  other  quarters ; 
that  all  mill  machinery  are  placed  on  a  concrete  floor  which 
bears  directly  on  the  ground ;  that  the  woodwork  is  as¬ 
sembled  in  what  was  formerly  a  store,  where  the  existing 
floor  is  good  for  a  live  load  of  90  lbs.  per  sq.  ft. ;  that  only 
light  work  is  manufactured  in  this  plant,  such  as  mosquito 
bars,  crutches,  etc. ;  that  the  ground  floor  of  this  building 
was  leased  on  March  1,  1943  by  Russel  Raymond;  that 
this  ground  floor  had  been  vacant  for  some  time,  but  had 
been  previously  used  as  a  plumbing  repair  shop  and  storage 
of  five  cars ;  that  the  machinery  comprises :  2  H.P.  Mould¬ 
ers,  2  H.P.  Swing  Saws,  1  H.P.  Saw,  1  H.P.  Jointer,  1  H.P. 
Shaper  and  3  Drill  Presses — (1)  J4  H.P.  &  (3)  kis  H.P. ; 
that  the  lessee  was  located  at  45-21  162nd  street;  that  manu¬ 
facturing  space  was  very  limited  in  the  vicinity  and  the 
lessee  desired  to  retain  his  help,  who  were  familiar  with 
this  particular  type  of  work  and  lived  in  this  neighborhood; 
that  the  lessee  is  manufacturing  mosquito  bars  and  crutches 
under  Government  contract,  filling  orders  for  40,000  pairs 
of  crutches  and  38,000  mosquito  bars  urgently  needed  by 
the  Government ;  and  that  it  is  therefore  requested  that  the 
Board  make  a  variation  for  the  use  of  this  building,  as  it 
would  create  a  hardship  on  the  lessee  to  find  other  suitable 
space  or  to  change  his  location  of  business  while  working 
on  war  contracts ;  and 
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Whereas,  the  premises  and  area  were  inspected  by  a 
committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  is  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7-e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  one  (1)  year  from  the  date  of  this  resolution, 
to  permit  the  premises  to  be  occupied  as  proposed,  pro¬ 
vided  the  conditions  as  set  forth  shall  not  be  changed  dur¬ 
ing  such  term;  that  such  portable  fire-fighting  appliances 
shall  be  installed  and  maintained  as  the  fire  commissioner 
shall  direct;  that  while  the  work  proposed  herein  is  carried 
on,  no  motor  vehicles  shall  be  stored  in  the  building ;  that 
in  the  event  the  doors  intended  for  garage  use  are  kept 
open,  a  temporary  barricade  shall  be  maintained  to  prevent 
children  and  others  from  entering  the  premises ;  that  all 
permits  required  shall  be  obtained  and  all  work  completed 
within  one  month  from  the  date  of  this  resolution. 


6-36-BZ 

APPLICANT — Charles  Karsch,  for  Utico,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — Reopening  and 
amendment  as  to  signs — re  Application  (decision 
of  borough  superintendent)  previously  granted  under 
section  21  of  the  zoning  resolution,  permitting  in 
a  business  use  district,  the  extension  in  area  and 
conversion  of  occupancy  of  a  building  previously 
granted  by  the  Board  as  a  motor  vehicle  repair 
shop,  limited  exclusively  to  automobile  spring  work, 
so  as  to  include  an  iron  works  (open  hearth  forge 
work  for  marine  work  for  the  U.  S.  Navy). 
PREMISES  AFFECTED— 5001-5011  Farragut  road  and 
1429-1435  (1431  displayed)  Utica  avenue,  northeast 
corner  (Block  4785,  Lot  46),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Mrs.  Charles  Karsch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (6-36-BZ) 

Whereas,  this  application  under  secton  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  and  a  motor 
vehicle  repair  shop,  limited  to  automobile  spring  work,  af¬ 
fecting  premises  5001-5011  Farragut  road  and  1429-1435 
Utica  avenue,  northeast  corner  (Block  4785,  Lot  46),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  Board  on  March  10, 
1936,  on  certain  conditions ;  and 
Whereas,  the  resolution  was  amended  on  September  19, 
1939  and  on  July  13,  1943  and  the  applicant  requested  a 
further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  10,  1936,  as 
amended  through  July  13,  1943,  only  so  far  as  it  has  refer¬ 
ence  to  the  signs,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“  .  .  .  that  any  signs  erected  shall  be  of  the  perma¬ 
nent  type  and  attached  to  the  facade  of  the  building, 
advertising  the  use  therein  and  not  extending  beyond 
the  building  line  for  a  distance  of  more  than  12  in.” 


806-40-BZ 

APPLICANT — Arthur  H.  Haaren,  for  Edlar  Realty  Cor¬ 
poration,  owner,  (Cogat  Garage,  Incorporated, 
lessee) . 

SUBJECT — Application  for  consideration — Reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  extension 
of  a  gasoline  station  use  to  include  the  parking 
and  storage  of  more  than  five  motor  vehicles  for 
a  temporary  term. 

PREMISES  AFFECTED— 4566  Broadway  and  2  Nagle 
avenue,  northeast  corner  (Block  2172,  Lot  1),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  McCoker. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative  .  0 

THE  RESOLUTION  (806-40-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  exten¬ 
sion  of  a  gasoline  service  station  use  to  include  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles  for  a 
temporary  term,  affecting  premises  4566  Broadway  and  2 
Nagle  avenue,  northeast  corner  (Block  2172,  Lot  1),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  Board  March  18, 
1941,  on  certain  conditions,  time  extended  on  March  24, 
1942  and  time  and  permit  extended  on  March  16,  1943  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  18,  1941,  as 
amended  through  March  16,  1943,  only  so  far  as  it  has 
reference  to  obtaining  permits  and  completion  of  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“  .  .  .  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of  this 
amended  resolution.” 


465-42-BZ 

APPLICANT — Interborough  Engineering  Company,  for 
8302  Atlantic  Avenue  Corporation,  owners. 

SUBJECT — Application  for  consideration — Reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
under  section  7 a  of  the  zoning  resolution,  permitting 
in  a  residence  use  district,  the  extension  of  an 
existing  factory  building,  by  the  construction  and 
use  of  a  new  cellar. 

PREMISES  AFFECTED — 83-02  to  83-20  Atlantic  avenue, 
94-01  to  94-15  83rd  street,  southeast  corner  and 
94-02  to  94-16  84th  street  (Block  9014,  Lots  1  and 
11),  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  R.  V.  Perotta. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (465-42-BZ) 

Whereas,  this  application  under  section  7a  of  the  zoning 

resolution,  permitting  in  a  residence  use  district,  the  ex- 
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tension  of  an  existing  factory  building,  by  the  construction 
and  use  of  a  new  cellar,  affecting  premises  83-02  to  83-20 
Atlantic  avenue,  94-01  to  94-15  83rd  street,  southeast  corner 
and  94-02  to  94-1-6  84th  street  (Block  9014,  Lots  1  and  11), 
Ozone  Park,  Borough  of  Queens,  was  granted  by  the  Board 
on  July  23,  1942,  on  certain  conditions  and  the  applicant 
requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  23,  1942,  so 
that  as  amended,  the  resolution  shall  read : 

“Resolved  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and 
that  the  application  be  and  it  hereby  is  granted  under 
section  7- a  thereof,  to  permit  the  construction  of  a  cellar 
under  portion  of  the  building,  substantially  as  indicated 
on  plans  filed  herein,  on  condition  that  there  shall  be 
no  opening  from  such  cellar  to  the  existing  cellar  boiler- 
room  ;  that  the  boilerroom  shall  have  no  openings  to 
any  portion  of  the  factory  and  shall  be  enterable  only 
from  the  exterior ;  that  the  sprinkler  system  shall  be 
continued  within  the  cellar  space  as  an  extension  of  the 
existing  voluntary  system ;  that  in  all  respects  the  con¬ 
struction  of  the  cellar  area  shall  comply  with  the  re¬ 
quirements  of  the  Building  Code ;  that  no  fires  shall  be 
maintained  on  the  open  areas  adjoining  the  premises; 
that  all  waste  material  to  be  removed  from  the  building 
and  disposed  of  elsewhere ;  that  the  ventilating  ducts  in 
connection  with  the  spraying,  plating  and  etching  shall 
be  continued  so  as  to  exhaust  at  least  10  ft.  above  the 
highest  roof  and  shall  be  equipped  with  diffusing  and 
filtering  medium ;  that  space  shall  be  provided  upon 
the  vacant  portion  of  the  property  for  the  parking  of 
cars  of  employees  and  for  recreation  space,  and  instruc¬ 
tion  shall  be  given  to  employees  to  use  such  space 
during  lunch-hour  periods  rather  than  the  adjoining 
streets ;  that  proper  permit  shall  be  obtained  for  all 
spraying  and  storage  of  paint  materials  and  other  ma¬ 
terials  and  the  approval  of  use  subject  to  the  jurisdic¬ 
tion  of  the  Division  of  Combustibles  of  the  Fire  De¬ 
partment  ;  that  the  building  shall  not  be  further  in¬ 
creased  in  height  or  area ;  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto,  and  other  than 
as  modified  by  the  Board  under  Cal.  No.  575-42-S ; 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  six  (6)  months  from  July  23,  1942. 

Resolved  further,  that  nothing  in  this  resolution  shall 
be  deemed  to  prevent  the  installation  of  storage  tanks 
within  the  open  yard  space  below  grade  as  may  be 
required  for  the  manufacturing  operations  on  the 
premises,  proznded  such  tanks  comply  with  the  require¬ 
ments  therefor  when  located  within  a  business  use 
district 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

175-42-A 

APPLICANT — One  Christopher  Street,  Incorporated,  ad¬ 
joining  owner.  Owner  of  Premises — T.L.  and  L. 
Corporation. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  revocation  of  Certificate  of  Occupancy 
No.  28674-42. 

PREMISES  AFFECTED— 403-415  Sixth  avenue  and  1-5 
Greenwich  avenue,  southwest  corner  (Block  593, 
Lot  13),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  G.  M.  Klopstock. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  25,  1944  at 
10  A.  M. 


988-41-A 

APPLICANT — Lama  and  Proskauer,  for  McCurrach  Or¬ 
ganization,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition. 

PREMISES  AFFECTED — 1871  Eastern  parkway,  west 
side,  39  ft.  north  of  Atlantic  avenue  (Block  1570, 
Lot  36),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen,  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


457-43-A 

APPLICANT — Max  Horn,  for  Carmela  Di  Rosa,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 122-03  Sutphin  boulevard  and 
150-02  122nd  avenue,  southeast  corner  (Block  12217, 
Lot  8),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn  and  Carmela  Di 
Rosa. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (457-43-A) 

Whereas,  Max  Horn,  for  Carmela  Di  Rosa,  owner,  filed 
September  23,  1943,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises  122-03  Sutphin  boule¬ 
vard  from  150-02  122nd  avenue,  southeast  corner  (Block 
12217,  Lot  8),  Jamaica,  Borough  of  Queens;  and 
W hereas,  the  •  decision  of  the  borough  superintendent, 
dated  September  16,  1943,  re  Alt.  Applic.  964-43,  reads : 

“2.  The  enlargement  of  a  frame  building  located  in  the 
fire  limits,  is  contrary  to  Sec.  4.1.2  of  the  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story,  (11  ft.)  in  height;  20  ft.  by  28  ft.  6  in.  area;  of  Class  4 
construction;  erected  about  1926;  located  in  a  business  and 
residence  use,  D  area  district  and  used  as  a  garage  for  one 
car ;  that  it  is  proposed  to  be  used  as  a  garage  for  two  trucks 
and  for  storage  of  crates  for  bottled  soda,  one  person ;  and 
Whereas,  the  applicant  contends  that  the  original  garage 
was  constructed  of  wood  studs,  covered  on  the  exterior  with 
corrugated  sheet  iron ;  that  the  owner  was  not  aware  that  it 
was  illegal  to  enlarge  the  garage  without  a  permit  and  did 
the  work  himself ;  that  the  new  work  was  constructed  along 
the  same  lines  as  the  original  garage  and  it  is  therefore  re¬ 
quested  the  Board  grant  a  modification,  on  condition  that 
the  owner  brickfill  the  spaces  between  studs  with  4  in.  of 
brick,  laid  in  cement  mortar  built  up  solidly  to  the  under 
side  of  the  roof  sheathing;  and 
W Rereas,  the  premises  and  area  were  inspected  by  a 
committee  of  the  Board  in  conjunction  with  Cal.  456-43-BZ. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  964-43,  objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  existing  building  shall  not  be  increased 
in  height  or  area  and  that  in  all  other  respects,  shall  comply 
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with  the  requirements  of  the  Administrative  Building  Code 
for  a  similar  building  erected  outside  the  fire  limits ;  that 
such  portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  other  than  as  modified  by 
the  Board  under  Cal.  456-43-BZ. 


Adjourned:  12:25  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  7,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

126-44-A 

APPLICANT — -Hobart  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 160-178  Jay  street,  west  side, 
from  Sand  street  to  High  street,  84-92  Sand  street 
and  97-105  High  street  (Block  87,  Lot  9),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Julian 'Louis  Marko. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1944  at  2 
P.  M.,  on  request  of  applicant’s  representative. 


130-44-A 

APPLICANT — Harry  F.  Jaenike,  for  Guaranty  Trust  Com¬ 
pany  of  New  York,  owner  (Medco  Manufacturing 
Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 546  5th  avenue  and  1-5  West 
45th  street,  northwest  corner  (5th  floor)  ;  (Block 
1261,  Lot  34),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Retta. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  14,  1944  at  2 
P.  M.,  on  request  of  applicant’s  representative. 


484-43-S 

APPLICANT — -Samuel  Rosenblum,  for  Sarah  Cohen,  owner. 
SUBJECT — Variation  of  the  Labor  Law  as  cited  in  a  de¬ 
cision  of  the  borough  superintendent. 

PREMISES  AFFECTED— 6220-6222  20th  avenue,  west 
side,  20  ft.  north  of  63rd  street  (Block  5534,  Lot  48), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  Charles  Eno. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  March  14,  1944  at  2 
P.  M.,  for  further  consideration. 


548-43-A 

APPLICANT — John  Joseph  Carroll,  for  Lustig  Garage, 
Inc.,  owner. 

SUBJECT — Appeal  from  and  order  and  a  decision  of  the 
fire  commissioner. 


PREMISES  AFFECTED — 162-168  Classon  avenue,  west 
side,  262  ft.  8  in.  north  of  Myrtle  avenue  and  93 
Emerson  place  (Block  1895,  Lot  50),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  March  14,  1944  at  2 
P.  M.,  on  request  of  applicant. 


637-43-A 

APPLICANT — Robert  Teichman,  for  Central  Hanover 
Bank  and  Trust  Co.,  as  Executor  U/W  of  Cornelius 
Vanderbilt,  owner  (City  Bank  Farmers  Trust  Co., 
Assignee  of  rents). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 677  Fifth  avenue,  east  side,  50 
ft.  5  in.  north  of  East  53d  street  (Block  1289,  Lot 
3).  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  Teichman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 
Negative  .  0 


62-44-A 

APPLICANT — George  A.  Bagge,  Jr.,  for  Lebrad,  Inc., 
owner  (Gumersindo  R.  Santos,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 519  West  161st  street,  north 
side,  300  ft.  6  in.  west  of  Amsterdam  avenue  (Block 
2120,  Lot  50),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Carl  John  Herkert  and  George  A. 
Bagge,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


915-42-A 

APPLICANT — Leonard  E.  Golditch,  for  Dental  Research 
and  Sales  Company,  Inc.,  lessee,  for  Florence  Stein- 
gart,  owner. 

SUBJECT — Application  for  consideration — Reopening  and 
restoration  to  calendar,  previously  withdrawn — -re 
Appeal  from  a  decision  and  order  of  the  fire  com¬ 
missioner. 

PREMISES  AFTECTED — 50  Snediker  avenue,  west  side, 
315  ft.  south  of  Atlantic  avenue  (Block  3680,  Lot 
51),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  E.  Golditch. 

ACTION  OF  BOARD — Request  to  reopen,  withdrawn  with¬ 
out  prejudice  to  renewal,  after  certificate  of  occu¬ 
pancy  is  obtained  for  use  of  the  building. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 
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173-42-A 

APPLICANT — Sidney  L.  Strauss,  for  Ponok  Realty  Cor¬ 
poration,  owner  (Adamas  Carbide  Corporation,  les¬ 
see). 

SUBJECT — Application  for  consideration — Reopening  and 
restoration  to  calendar — re  appeal  from  an  order  of 
the  fire  commissioner,  previously  dismissed  for  lack 
of  prosecution. 

PREMISES  AFFECTED — 40-30  23rd  street,  west  side,  100 
ft.  north  of  41st  avenue,  (Block  409,  Lot  38),  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


620-42-S 

APPLICANT — Herman  Kron,  for  Pitt  Holding  Company, 
Inc.,  owner,  (Commercial  Towel  Supply  Co.,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Variation  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superin¬ 
tendent,  (previously  withdrawn). 

PREMISES  AFFECTED— 123  Pitt  street,  west  side.  125  ft. 
north  of  Stanton  street  (Block  345,  Lot  63),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


374-43-A 

APPLICANT— William  H.  Hickin,  for  E.  I.  duPont 
deNemours  and  Company,  owmer. 

SUBJECT- — Application  for  consideration — reopening  and 
extension  of  permit — re  packaging  of  inflammable 
and  combustible  mixtures  known  as  “E.  I.  du  Pont 
deNemours  and  Company’s”  No.  18  Cement,  etc.  in 
glass  containers  (capacity  of  glass  containers  not  in 
conformity  with  the  Administrative  Code  specifica- 
.  tions). 

APPEARANCES—  . 

For  Applicant :  William  H.  Hickin. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 


370-43-A 

APPLICANT — Sidney  H.  Kitzler,  for  Cypress  Homes  Cor¬ 
poration,  owner  (Cypress  Hills  Swimming  Pool, 
Inc.,  lessee). 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 852-874  Jamaica  avenue  and 
2-20  Hemlock  street,  southwest  corner  (Block  4106, 
Lot  39),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Sidney  H.  Kitzler  and  Frank  Bri- 
guglio. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn  .  3 

Negative  .  0 

Reserved :  Commissioner  Savage  .  1 

THE  RESOLUTION  (370-43-A) 


Whereas,  Sidney  H.  Kitzler,  for  Cypress  Homes  Cor¬ 
poration,  owner  (Cypress  Hills  Swimming  Pool,  Inc.,  lessee), 
filed  July  20,  1943,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  852-874  Jamaica  avenue 
and  2-20  Hemlock  street,  southwest  corner  (Block  4106,  Lot 
39),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
July  8,  1943  on  C.O.  Application  1315,  reads: 

“Your  application  for  a  Certificate  of  Occupancy  has 
been  denied  for  the  reason  that  the — building  is  non  fire¬ 
proof.” 

and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
July  19,  1943  reads: 

“Your  application  for  Certificate  of  Occupancy  has 
been  disapproved  by  this  department  with  the  following 
obj  ections : 

1,  The  building  is  non-fi reproof,  class  3  construction, 
65  ft.  3  in.  wide  by  138  ft.  8  in.  long  or  approximately 
8644  sq.  feet,  inside  area.  The  maximum  permissible  area 
for  a  building  of  this  class  construction  is  not  to  exceed 
5000  sq.  ft.  of  open  floor  space  as  per  Art.  4,  Sub.  Art. 
2  (see  table  on  Page  51  of  the  Building  Code),  Sec. 
4.2.1,  Building  Code. 

NOTE :  Issuance  of  Certificate  of  Occupancy  to  be  with¬ 
held  subject  to  approval  of  the  Superintendent 
of  Housing  and  Buildings.” 

and 

Whereas,  Violation  4424  issued  June  28,  1943  reads: 

“You  will  please  take  notice  that  there  exists  a  vio¬ 
lation  of  Section  4.2.1  of  the  Building  Code  and  C26- 
254.0  of  the  Administrative  Code  at  the  premises  above 
described,  in  that 

Roller  Skating  Rink  building  exceeds  5000  sq.  ft.  in 
area  of  public  use  and  is  of  non-fireproof  construction, 
contrary  to  Section  4.2.1  of  the  Building  Code  and  Sec¬ 
tion  C26-254.0  of  the  Administrative  Code  and  Section 
72  of  the  old  Building  Code. 

REMEDY : 

You  are  hereby  directed  to  reconstruct  building  in  com¬ 
pliance  with  the  law  and  obtain  a  complete  certificate  of 
occupancy  at  once.” 

and 

W hereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  226  ft.  by  608  ft.  in  area,  located  in  an  unrestricted, 
residence  and  business  use,  C  area,  district,  upon  which  the 
building  in  question  is  erected.  1  story  (12  ft.)  in  height. 
65  ft.  by  138  ft.  in  area,  of  class  3  construction,  equipped 
with  a  standpipe  system,  erected  in  1928  and  is  now  used  and 
occupied  as  follows :  cellar,  storage  and  boiler  room — no 
persons ;  1st  floor,  roller  skating  rink,  500  persons ;  and 

Whereas,  Certificate  of  Occupancy  54777  was  issued  Janu¬ 
ary  25,  1929,  permitting  the  use  of  the  building  as  a  roller 
skating  rink  upon  completion  of  work  under  N.  B.  Permit 
14159-28;  and 

Whereas,  the  applicant  contends  that  the  premises  con¬ 
sist  of  a  very  large  plot  of  ground,  improved  as  a  recrea¬ 
tional  center,  with  a  frontage  on  the  south  side  of  Jamaica 
avenue  of  about  227  ft.  and  an  irregular  depth  of  about  600 
ft.  on  the  east  side  and  about  540  ft.  on  the  west  side;  that 
the  improvements  consist  of  a  large  open  air  concrete 
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swimming  pool  about  75  ft.  wide  by  190  ft.  long,  with  a 
boardwalk  on  all  sides,  various  one  story  buildings  used  as 
an  office,  restaurant,  filter  house,  suit  room,  ticket  booth, 
toilets,  men’s  and  ladies’  lockers,  first  aid  room,  and  a  one 
story  non-fireproof  brick  building  about  65  ft.  wide  by 
138  ft.  long  used  as  a  roller  skating  rink;  that  the  roller 
skating  rink  is  the  building  with  which  this  appeal  is  con¬ 
cerned  ;  that  all  the  improvements  on  the  property  have  been 
erected  in  accordance  with  plans  and  permits  approved  by 
the  Building  Department ;  that  Certificates  of  Occupancy 
have  been  regularly'  issued  for  the  swimming  pool,  restaurant, 
office,  filter  house,  toilets  and  the  roller  skating  rink ;  that 
all  the  improvements  were  erected  in  1928  by  the  owner, 
the  Cypress  Homes  Corporation,  which  corporation  is  still 
the  owner  of  the  entire  premises ;  that  the  entire  premises 
is  under  lease  to  the  Cypress  Hills  Swimming  Pool,  Inc., 
and  the  recreation  facilities  are  operated  by  the  Cypress 
Hills  Sporting  Club,  Inc. ;  that  it  has  recently  been  brought 
to  light  that  the  Certificate  of  Occupancy  54777,  issued 
upon  completion  of  the  roller  skating  rink  building  in  1928, 
did  not  stipulate  the  number  of  persons  to  be  accommodated 
within  the  building;  that  Certificate  of  Occupancy  54778  was 
issued  for  the  toilets,  filter  house  and  restaurant  at  the 
same  time;  that  the  third  Certificate  of  Occupancy  54779, 
issued  simultaneously  with  Nos.  54777  and  54778  was  for 
the  swimming  pool  and  this  Certificate  54779  correctly  in¬ 
dicated  thereon  that  this  pool  could  accommodate  800  males 
and  600  females  for  a  total  of  1400  persons ;  _  that  for 
fifteen  years  the  operator  has  applied  for  and  received  upon 
payment  of  a  regular  fee,  a  license  from  the  Department  of 
Licenses  to  operate  the  roller  skating  rink;  that  upon  filing 
its  application  for  the  1943  renewal  of  the  roller  skating  rink 
license,  the  Department  of  Licenses  refused  to  honor  Certi¬ 
ficate  of  Occupancy,  54777,  on  the  ground  that  the  Certifi¬ 
cate  failed  to  stipulate  the  number  of  persons  to  be  accom¬ 
modated  within  the  building;  that  the  owner  was  advised 
to  procure  a  corrected  certificate  of  occupancy  designating 
the  number  of  persons  thereon ;  that  application  for  a  new 
Certificate  of  Occupancy  was  denied  on  the  ground  that  the 
building  is  non-fireproof ;  that  as  a  result  of  this  late  dis¬ 
covery,  the  superintendent  caused  the  owner  and  the  lessee 
to  be  served  with  violation  No.  4424-43,  directing  that  the 
building  be  reconstructed  because  it  exceeds  5000  sq.  ft. 
in  area,  contrary  to  Section  4.2.1  of  the  present  building  code 
and  Section  72  of  the  former  building  code ;  that  this 
building  should  be  classified  as  a  commercial  building  rather 
than  a  public  building ;  that  the  use  of  the  building  is  con¬ 
ducted  primarily  as  a  business  and  the  entire  floor  area  is 
unencumbered  with  seats  with  the  exception  of  a  bench 
around  the  periphery;  that  within  the  table  embodied  in 
Section  4.2.1  of  the  Building  Code  are  many  types  of  build¬ 
ings  listed  under  the  Use  Classification  as  Public  Buildings ; 
that  none  of  the  buildings  mentioned  under  Use  Classifica¬ 
tion  2  and  3  are  similar  in  the  nature  of  their  use  as  the 
building  in  question;  that  the  very  nature  of  the  recreation 
in  a  roller  skating  rink  precludes  the  possibility  of  the  dens¬ 
ity  of  occupants  as  would  occur  in  public  buildings  men¬ 
tioned  in  Section  4.2.1 ;  that  most  public  buildings  are  figured 
to  accommodate  one  person  for  every  10  sq.  ft.  of  floor 
area;  in  this  roller  skating  rink  the  number  of  occupants 
never  exceeded  300  persons,  bringing  the  proportion  to  a 
ratio  of  one  person  for  every  30  sq.  ft.  of  floor  area ;  that 
the  average  number  of  persons  accommodated  throughout  a 
year  is  between  200  and  250  persons  at  one  session ;  that  at 
the  time  the  architect  filed  the  plans  for  this  building  and 
the  engineer  of  the  building  department  examined  same,  both 
considered  it  a  commercial  building;  that  throughout  all  the 
plans  and  applications  and  many  other  papers  within  the 
record,  there  is  no  question  raised  concerning  the  area  of 
the  building ;  that  since  it  is  on  a  plot  facing  on  three  streets, 
the  area  would  not  be  excessive ;  that  under  the  present  code, 
a  non-fireproof  building,  facing  on  three  streets  may  be  17,500 
sq.  ft.  in  area  and  the  building  in  question  is  about  9000  sq. 
ft.  in  area;  and 

Whereas,  the  applicant  further  contends  that  the  borough 
superintendent  issued  an  approval  for  use  of  the  building  as 
a  roller  skating  rink  to  the  Department  of  Licenses,  dated 


July  1,  1943,  which  stipulates  in  part  that  “the  above  use 
does  comply  with  the  law  within  its  jurisdiction  and  require¬ 
ments  of  this  Department  governing  places  of  this  character” 
and  it  further  stipulated  that  the  approval  was  issued  “for 
a  temporary  period  of  thirty  days  to  amend  C.O.  54777  to 
indicate  the  correct  number  of  occupants” ;  that  this  approval 
was  issued  exactly  three  days  after  the  Department  had 
served  Violation  No.  4424-43,  which  is  dated  June  28,  1943; 
that  on  July  2,  1943,  the  Department  of  Licenses  accepted  a 
yearly  fee  of  $50.00  and  issued  a  temporary  license  to  The 
Cypress  Hills  Sporting  Club,  Inc.,  to  operate  the  roller 
skating  rink  up  to  and  including  July  31,  1943;  that  in  view 
of  the  issuance  of  the  temporary  approval  of  use  and  license 
to  operate,  the  officials  of  both  the  Department  of  Housing 
and  Buildings  and  the  Department  of  Licenses  have  actually 
put  themselves  on  record  as  favoring  a  continuation  of  the 
use  of  the  premises ;  therefore  the  applicant  respectfully  asks 
that  the  Board  give  attention  to  the  fact  that  the  owner 
committed  no  act  of  misrepresentation,  fraud  or  deceit  and 
that  the  Board  reverse  the  decision  of  the  borough  superin¬ 
tendent  and  direct  that  a  new  Certificate  of  Occupancy  be 
issued  to  replace  and  supersede  C.O.  54777  and  that  the  new 
Certificate  shall  differ  from  the  existing  Certificate  only  in 
designating  the  number  of  persons  to  be  accommodated  within 
the  building;  and 

Whereas,  the  Board  deemed  that  there  is  no  justification 
for  applying  the  requirements  of  the  new  Code,  except  where 
same  may  be  retroactive,  to  this  building  which  was  passed 
upon  by  the  Superintendent  of  Buildings  as  complying  with 
all  requirements  upon  its  erection  in  1929;  that  certificate  of 
occupancy  54777  issued  in  1929  is  defective  in  that  the  number 
of  persons  permitted  to  occupy  the  building  is  not  stated 
thereon;  that  the  owner  is  entitled  to  have  the  certificate  of 
occupancy  corrected ;  that,  in  passing  on  this  appeal,  the 
approval  of  the  use  of  the  building  as  evidenced  by  the 
issuance  of  the  certificate  of  occupancy  is  not  questioned  as 
to  its  correctness  except  as  to  its  failure  to  record  the  per¬ 
mitted  number  of  persons. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  C.  O.  Application  1315,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
directing  that  the  existing  Certificate  of  Occupancy  No. 
54777  be  corrected  by  providing  for  a  permissible  occupancy 
of  not  over  300  persons  as  acceptable  to  the  applicant  at  the 
hearing. 


472-43-A 

APPLICANT — Kary  Safe  Paper  Bag  Co.,  Inc.  (lessee), 
for  Koken-Chisholm  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 755  East  134th  street,  north 
side,  100  ft.  west  of  Willow  avenue  and  147  Willow 
avenue  (Block  2563,  Lot  45),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  dismissed;  improperly  be¬ 
fore  the  Board. 

THE  VOTE  Tp  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (472-43-A) 

Whereas,  Kary  Safe  Paper  Bag  Company,  Incorporated, 
lessee,  for  Koken-Chisholm  Corporation,  owner,  filed  Sep¬ 
tember  27,  1943,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  755  East  134th  street,  north  side,  100 
ft.  west  of  Willow  avenue,  and  147  Willow  avenue  (Block 
2563,  Lot  45),  Borough  of  The  Bronx;  and 
Whereas,  Order  18976-LF,  issued  by  the  fire  commis¬ 
sioner  September  1,  1943,  reads : 

“You  are  hereby  ordered  and  required,  within  30 
days  from  the  date  of  the  service  of  this  order,  to: 
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1.  Extend  sprinkler  system  to  cover  new  one-story 
extension  used  for  paper  storage,  Art.  16,  Ch.  26,  Adm. 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (15  ft.)  in  height;  50  ft.  by  100  ft.  in  area;  of  Class  3 
construction ;  erected  1941 ;  located  in  an  unrestricted  use 
district  and  used  for  storage  of  rolls  of  paper  and  supplies, 
1  person ;  and 

Whereas,  the  applicant  contends  that  the  fire  commis¬ 
sioner’s  order  seeks  to  impose  a  duty  which  is  neither  re¬ 
quired  or  necessary ;  that  the  order  was  issued  without 
regard  to  the  type  of  structure  and  the  type  of  merchandise 
stored ;  that  the  Building  Department  issued  a  permit  for 
the  construction  based  on  plans  which  do  not  include  any 
sprinkler  system ;  that  the  building  is  not  used  for  storage 
of  combustible  or  flammable  material ;  that  the  construction 
of  the  building  is  such  that  there  is  no  possibility  of  damage 
by  reason  of  fire  excluding  the  operation  of  the  sprinkler 
system ;  and 

Whereas,  the  premises  had  been  inspected  prior  to 
decision  of  appeal  780-42A  and  also  prior  to  consideration 
of  this  appeal ;  and 

Whereas,  the  Board  deemed  that  prior  appeal  780-42A 
covering  the  same  subject,  although  a  new  order  was  ap¬ 
pealed  from,  considered  the  matter  res  adjudicaia  and  that 
the  present  appeal  should,  therefore,  be  dismissed. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed, 
as  being  improperly  before  the  Board. 


544-43-A 

APPLICANT — John  M.  Baker,  for  West  Disinfecting 
Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 42-16  West  street,  west  side, 
200  ft.  south  of  Jackson  avenue  (Mezzanine  and 
5th  floors)  ;  (Block  264,  Lot  4),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Berman. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TQ  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

THE  RESOLUTION  (544-43-A) 

Whereas,  John  M.  Baker,  for  West  Disinfecting  Com¬ 
pany,  owner,  filed  November  10,  1943,  an  appeal  from  a 
decision  of  the  fire  commissioner,  affecting  42-16  West 
street,  west  side,  200  ft.  south  of  Jackson  avenue  (Mezzanine 
and  fifth  floor)  ;  (Block  264,  Lot  4),  Long  Island  City, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
October  15,  1943,  reads : 

‘‘This  will  acknowledge  receipt  of  your  letter  of 
October  11,  1943,  wherein  you  request  a  permit  for 
your  employees  to  smoke  in  the  office  in  the  factory 
located  at  the  above  mentioned  premises.  You  will 
please  be  informed  that  your  application  must  be  denied 
for  the  reason  that  smoking  is  prohibited  in  this  factory 
by  the  provisions  of  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals.” 
and 

Whereas,  the  applicant  states  the  building  is  five  stories 
and  basement  (60  ft.)  in  height,  62  ft.  6  in.  by  141  ft.  1  in. 
in  area,  of  Class  1  construction;  erected  1925;  located  in 
an  unrestricted  use,  D  area  district  and  used  and  occupied 

since  1925  as  follows:  basement,  factory,  8  persons;  1st 

floor,  same,  5  persons ;  2nd  floor,  same,  40  persons ;  3rd 

floor,  same,  5  persons ;  4th  floor,  same,  35  persons ;  5th 


floor,  offices,  100  persons;  that  the  building  is  equipped  with 
a  two-source  sprinkler  system,  a  standpipe  system,  interior 
fire  alarm  system  and  that  fire  drills  are  maintained ;  that 
the  building  is  equipped  with  two  4  ft.  wide  fireproof  stairs, 
leading  from  roof  bulkhead  to  grade  and  one  of  which  leads 
directly  to  the  street ;  and 

Whereas,  Certificate  of  Occupancy  Q30319,  issued  Jan¬ 
uary  18,  1944,  superseding  Certificate  of  Occupancy  21449, 
issued  on  N.  B.  Application  916-25,  permits  the  present  use 
and  occupancy;  and 

Whereas,  the  applicant  requests  that  permission  be 
granted  for  smoking  in  the  private  and  general  offices  on 
the  fifth  floor  and  in  the  Plant  Superintendent’s  office  on 
the  mezzanine  floor  in  the  basement ;  that  the  building  is 
occupied  throughout  for  war  work;  that  the  building  is 
fireproof,  equipped  with  a  two-source  sprinkler,  a  standpipe 
system,  interior  fire  alarm  system  and  National  Telegraph 
Service  supervision  of  uniform  guards ;  that  the  5th  floor 
is  occupied  for  offices  only  and  all  partitions  enclosing 
private  offices,  toilets  and  rest  rooms  are  constructed  of 
terra  cotta  blocks,  plastered  both  sides,  equipped  with 
kalamein  doors  and  trim,  except  three  offices  at  the  rear, 
which  are  enclosed  with  metal  and  glass  partitions  7  ft. 
high  at  front,  with  interior  dwarf  partitions  3  ft.  high  as 
indicated  on  plans  filed  with  this  appeal ;  that  the  Plant 
Superintendent’s  office  on  the  southeast  corner  of  the  mezza¬ 
nine  floor  is  entirely  cut  off  with  8  in.  terra  cotta  blocks 
and  one  and  a  half  hour  self-closing  fireproof  doors ;  that 
within  this  office,  there  is  a  small  inner  glass  partition 
dividing  the  private  office  from  the  outer  office ;  that  in 
view  of  the  isolation  of  the  portion  of  the  building  wherein 
smoking  is  requested,  sprinkler  system,  standpipe  system 
and  interior  alarm  service,  it  is  requested  that  smoking 
within  these  areas  be  permitted  as  it  would  not  create  any 
hazards ;  and 

Whereas,  the  applicant  has  filed  a  communication  from 
the  U.  S.  Army  Plant  Protection  Service,  stating  that  no 
inspection  will  be  made  or  recommendation  given  to  the 
Board  as  the  plant  in  question  is  not  under  the  supervision 
of  the  Plant  Security  Branch;  and 

Whereas,  the  Board  deemed  that  no  adequate  basis  was 
presented  to  warrant  modification  of  the  requirements  pro¬ 
hibiting  smoking. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
October  15,  1943,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


584-43-A 

APPLICANT — Francis  X.  Gina,  for  Vincent  Astor,  owner 
(Wallachs,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 39-01  Main  street,  southeast 
corner  of  39th  avenue  (Block  4980,  Lot  5),  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (584-43-A) 

Whereas,  Francis  X.  Gina,  for  Vincent  Astor,  owner 
(Wallachs,  lessee),  filed  on  December  1,  1943,  an  appeal 
from  a  decision  of  the  acting  borough  superintendent,  af¬ 
fecting  premises  39-01  Main  street,  southeast  corner  of 
39th  avenue  (Block  4980,  Lot  5),  Flushing,  Borough  of 
Queens ;  and 
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Whereas,  when  this  case  was  called  for  hearing,  no 
appearance  was  made  on  behalf  of  the  applicant,  although 
duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


595-43-A 

APPLICANT — William  R.  Warner  and  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  and  decisions  re  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 113-143  West  18th  street,  north 
side,  149.4  ft.  west  of  6th  avenue  and  110-136  West 
19th  street  (Block  794,  Lot  17),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Burton  V.  Scholz. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (595-43-A) 

Whereas,  William  R.  Warner  and  Company,  Incorporated, 
owner,  filed  on  December  3,  1943,  an  appeal  from  an  order 
and  decisions  of  the  fire  commissioner,  affecting  premises 
113-143  West  18th  street,  north  side,  149.4  ft.  west  of  6th 
avenue,  and  110-136  West  19th  street  (Block  794,  Lot  17), 
Borough  of  Manhattan ;  and 

Whereas,  Order  35680-LC  issued  by  the  fire  commissioner 
dated  August  20,  1943  and  repeated  in  a  decision  dated  Oc¬ 
tober  26,  1943  and  reissued  November  6,  1943  reads : 

“Before  a  permit  may  be  issued  to  conduct  a  technical 
establishment,  the  following  must  be  done : 

3.  Provide  an  approved  fire  extinguishing  system  for 
all  storage  tanks. 

5.  Provide  explosion  proof  motors,  switches,  and 
vaporproof  globes  in  Sloans  mixing  room. 

7.  Provide  explosion  proof  motors  and  switches  and 
discontinue  pin  plug  connections  on  portable  pumps.  Sec. 
09-11,  Art.  1,  Adm.  Code.” 

and 

Whereas,  order  36392-LC  issued  by  the  fire  commissioner 
November  8,  1943  reads : 

“As  a  supplement  to  letter  35680-LC  issued  August 
20th,  1943  in  connection  with  application  for  permit  to 
maintain  a  technical  establishment  at  the  location  noted 
above,  the  following  item  inadvertently  omitted  from 
that  notice,  should  be  considered  a  part  thereof  and  com¬ 
pliance  therewith  is  one  of  the  conditions  stipulated  by 
the  Board  of  Hazardous  Trades  as  a  pre-requisite  to  the 
approval  of  permit  being  issued. 

1.  That  the  two-ten  thousand  gallon  tanks  (kerosene 
oil  and  turpentine)  be  surrounded  by  a  wall  of  concrete, 
forming  an  enclosure,  capable  of  holding  the  entire  con¬ 
tents  of  tanks  enclosed  therein  should  either  tank  become 
disrupted.  That  the  entire  basement  or  cellar  where 
above  is  located  be  properly  ventilated  to  outer  air  and 
that  all  electrical  safeguards  be  provided  as  required  by 
Chapter  19,  Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  five  story  building,  76  ft.  in  height,  124  ft.  by  184  ft.  in 
area,  and  an  eight  story  building,  123  ft.  in  height,  201  ft. 
by  184  ft.  in  area,  erected  in  1896,  located  in  an  unrestricted 
use  district,  of  class  1  and  class  3  construction,  equipped 
with  a  standpipe  system  and  sprinkler  system  and  used  and 
occupied  as  follows:  113-133  West  18th  street:  cellar,  factory, 
36  persons;  1st  floor,  factory  and  non-storage  garage,  114 
persons ;  2nd  to  8th  floors,  factory,  46  persons  on  the  2nd 
floor,  321  persons  on  the  3rd  floor,  187  persons  on  the  4th 
floor,  184  persons  on  the  5th  floor,  62  persons  on  the  6th 


floor,  33  persons  on  the  7th  floor  and  46  persons  on  the  8th 
floor — manufacturing  of  pharmaceuticals  and  cosmetics 
throughout;  No.  135-143  West  18th  street,  cellar,  power 
plant,  15  persons;  1st  floor,  office  and  storage,  no  persons; 
2nd  floor,  office  and  storage,  25  persons ;  3rd  floor,  storage, 
3  persons ;  4th  floor,  storage,  no  persons ;  5th  floor,  storage, 
no  persons ;  and 

Whereas,  Certificate  of  Occupancy  26305  was  issued  July 
9,  1940  on  Alt.  Applic.  1232-40  for  premises  113-133  West 
18th  street  and  110-24  West  19th  street,  classifying  the  build¬ 
ing  as  fireproof  construction,  8  stories  in  height  and  per¬ 
mitting  its  use  on  the  cellar  story  as  factory,  110  persons; 
1st  floor,  factory  and  garage,  235  persons;  2nd  to  8th  floors, 
factory  with  250  persons  on  the  2nd  and  6th  stories,  350 
persons  on  the  3rd  story,  300  persons  on  the  4th  story,  375 
persons  on  the  5th  story  and  110  persons  on  each  of  the  7th 
and  8th  stories ;  that  Certificate  of  Occupancy  29678  issued 
February  24,  1943  on  Alt.  Applic.  264-41  for  premises  135-143 
West  18th  street  described  the  building  as  non-fireproof  con¬ 
struction,  5  stories  in  height  and  permitted  its  use  as  fol¬ 
lows:  cellar,  boiler  room;  1st  floor,  freight  depot  and  gar¬ 
age,  10  persons;  2nd  floor,  storage  and  offices,  35  persons; 
3rd,  4th  and  5th  floors,  storage,  4  persons  per  story;  that 
Certificate  of  Occupancy  29731  issued  March  26,  1943  on  Alt. 
Applic.  1232-40  for  premises  113-133  West  18th  street  and 
110-24  West  19th  street  described  the  building  as  fireproof, 
8  stories  in  height  and  permitted  its  use  and  occupancy  sub¬ 
stantially  as  described  under  Certificate  of  Occupancy  26305, 
except  that  the  garage  use  was  limited  to  non-storage  garage 
and  the  floor  loads  increased;  and 

Whereas,  the  applicant  contends  as  to  Items  3,  5  and  7 
of  Order  35680-LC  and  item  1  of  Order  36392-LC,  that  it 
manufactures  medicinal  preparations  and  cosmetics  and  occu¬ 
pies  the  entire  premises  consisting  of  113-143  West  18th 
street;  that  the  buildings  are  of  class  1  and  class  3  con¬ 
struction,  sprinklered  throughout,  equipped  with  standpipes 
and  interior  alarm  systems ;  that  watchman’s  service  is  main¬ 
tained  when  the  factory  is  not  in  operation;  that  auxiliary 
fire-fighting  equipment  is  maintained  at  all  times  through¬ 
out  the  premises  consisting  of  fire  extinguishers,  water 
pails,  sand  pails,  bins  for  packing  materials  and  waste ;  that 
licensed  engineers  are  employed  on  each  shift  of  operation ; 
that  the  laboratories  are  manned  by  trained  personnel,  con¬ 
sisting  of  engineers,  chemists,  pharmacists,  etc.;  that  the 
tanks  referred  to  in  item  3  of  order  35680-LC,  contain 
kerosene  oil  and  turpentine  which  are  used  exclusively  in 
the  manufacture  of  medicinal  preparations;  that  most  of 
these  tanks  were  installed  many  years  ago  in  a  vault  built 
exclusively  for  this  purpose;  that  there  are  two  10,000  gallon 
tanks  installed  outside  the  vault  and  above  ground  in  May 
1942  for  which  plans  were  filed  and  approved  and  tests 
made  by  the  Fire  Department;  that  these  tanks  are  enclosed 
in  4  in.  of  concrete  and  are  located  in  the  basement  which 
is  used  for  storage  of  empty  containers  and  raw  materials 
used  in  the  manufacture  of  applicant’s  products ;  that  this 
basement  is  adequately  ventilated  and  kept  cool  at  all  times 
and  is  protected  throughout  with  sprinklers,  stand  pipes, 
auxiliary  fire-fighting  equipment  and  is  separated  by  fire 
walls  equipped  with  automatic  fireproof  doors  at  openings; 
that  there  are  no  open  flames  within  the  area  in  which  these 
tanks  are  located  and  all  the  liquids  are  piped  directly  from 
the  tanks;  that  no  material  is  handled  in  open  containers; 
that  the  tanks  located  in  the  vault  have  been  in  continuous 
use  for  the  same  purpose  since  1920;  that  the  vault  is  of 
fireproof  construction,  is  lighted  by  means  of  electricity  and 
lights  are  protected  by  vaporproof  globes  with  switch  located 
on  the  outside  of  the  vault;  that  the  vault  is  equipped  with 
a  fireproof  self-closing  door;  that  this  vault  although  not 
now  vented  to  the  outer  air,  will  be  in  the  near  future ;  that 
as  to  items  5  and  7  of  the  fire  commissioner’s  order,  the 
applicant  is  willing  to  provide  the  protection  required,  but 
it  is  impossible  at  the  present  time  to  obtain  the  equipment ; 
that  the  electrical  equipment  used  at  the  present  time  has 
been  so  used  without  accident  since  1920;  as  to  order 
36392-LC,  it  is  felt  that  the  existing  protection  is  adequate 
to  prevent  the  rupture  of  these  tanks  in  case  of  fire;  that 
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pressure  cannot  be  built  up  in  these  tanks,  due  to  the 
fact  that  they  are  adequately  vented  to  the  outer  air ;  that 
constant  supervision  and  inspection  at  all  times  would  pre¬ 
vent  any  appreciable  amount  of  leakage  or  spillage  should 
any  occur ;  that  the  maximum  quantities  of  each  oil  stored 
is  as  indicated  on  the  tanks  as  shown  on  the  drawings  filed 
with  this  appeal ;  that  the  flashpoints  of  the  oils  stored  are 
as  follows :  oil  of  camphor,  167  deg.  F. ;  turpentine,  93.2  F. ; 
kerosene,  122  deg.  F. ;  Sloan’s,  101.3  deg.  F. 

Resolved,  that  the  decision  of  the  fire  commissioner  acting 
on  Order  35680-LC,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  as  to 
item  3,  that  the  premises  shall  be  maintained  substantially 
as  set  forth ;  that  the  sprinkler  and  standpipe  systems  shall 
be  maintained  to  the  satisfaction  of  the  fire  commissioner ; 
that  such  portable  fire-extinguishing  equipment  shall  be  main¬ 
tained  in  the  rooms  in  which  the  tanks  are  located  in  the 
cellar  as  the  fire  commissioner  shall  direct;  as  to  items  5  and 
7,  that  explosion-proof  motors,  switches  and  vaporproof 
globes  as  required  shall  be  supplied  and  installed  as  soon 
as  such  material  is  made  available  by  the  W.P.B.,  provided 
the  pin  plug  connections  on  the  portable  pumps  are  im¬ 
mediately  discontinued;  as  to  Order  36392-LC,  Item  1,  that 
the  two  10,000  gallon  tanks  for  the  storage  of  kerosene  and 
turpentine  shall  be  protected  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  March  21,  1944”;  that  the 
vent  lines  from  same  shall  be  kept  clear  at  all  times  and 
with  effective  area  of  each  approximately  three  (3)  sq.  in. 
to  the  satisfaction  of  the  fire  commissioner;  that  weep  holes 
shall  be  maintained  in  the  cover  around  such  tanks  for  the 
purpose  of  detecting  leaks  as  provided  in  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals;  that  some 
natural  ventilation  shall  be  provided  in  the  room  in  which 
the  10,000  gallon  tanks  are  installed  to  the  satisfaction  of  the 
fire  commissioner  and  gravity  ventilation  shall  be  maintained 
in  the  vault  in  which  other  tanks  are  stored  in  the  cellar ; 
that  the  vault  and  the  room  in  which  the  10,000  gallon  tanks 
are  located  in  the  cellar  shall  each  be  separated  from  the 
balance  of  the  cellar  by  fireproof  walls  with  all  openings 
leading  to  or  from  such  spaces  protected  with  fireproof  self¬ 
closing  doors ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  the  entire  premises  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner. 


601-43-A 

APPLICANT — Frank  C.  Keller,  for  Turnem  Realty  Cor¬ 
poration,  owner  (Gertrude  E.  Mansfield,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 123-32  82nd  avenue,  east  side, 
81  ft.  south  of  Queens  boulevard  (Block  3359,  Lot 
13),  Kew  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (601-43-A) 

Whereas,  Frank  C.  Keller,  for  Turnem  Realty  Cor¬ 
poration.  owner  (Gertrude  E.  Mansfield,  lessee),  filed  De¬ 
cember  10,  1943,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  123-32  82nd  avenue,  east 
side,  81  ft.  south  of  Queens  boulevard  (Block  3359,  Lot  13), 
Kew  Gardens,  Borough  of  Queens ;  and 
W  hereas,  the  decision  of  the  borough  superintendent 
dated  November  26,  1943  on  Alt.  Applic.  1305-43,  reads: 

“1.  Cellar  ceiling  not  shown  properly  fire-retarded 
as  reqd.  by  sec.  10.11  Bldg.  Code. 


2.  Provide  proper  fire  alarm  system  as  reqd.  by 
108-16-SR  Bd.  Stds.  &  Appeals  for  nurseries  housing 
more  than  30  children.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (24  ft.  6  in.)  in  height,  45  ft.  4  in.  by  52  ft.  in  area 
at  1st  floor,  18  ft.  6  in.  by  52  ft.  in  area  at  typical  floor,  of 
Class  4  construction,  erected  prior  to  1900,  located  on  a  lot 
100  ft.  by  100  ft.  in  area  in  a  business  use,  C  area  residence 
use,  D  area  district  and  used  and  occupied  as  follows: 
cellar,  boilerroom  and  storage,  1  person;  1st  floor,  day 
nursery,  50  persons;  2nd  floor,  dwelling,  1  family;  and 
Whereas,  Certificate  of  Occupancy  3515  was  issued  July 
20,  1936,  permitting  the  use  of  the  building  as  a  restaurant 
on  the  1st  and  2nd  floors  and  Certificate  of  Occupancy 
Q29393  was  issued  June  29,  1943,  permitting  the  use  of  the 
building  as  a  restaurant,  120  persons,  100  lb.  liveload  on 
the  1st  floor  and  dwelling,  1  family  on  the  2nd  floor;  and 
Whereas,  the  applicant  contends,  that  in  lieu  of  com¬ 
pliance  with  objection  1,  it  is  proposed  to  protect  the  ceiling 
area  with  fire-retarded  materials  for  a  distance  of  4  ft.  be¬ 
yond  the  heating  furnace;  and 

Whereas,  the  applicant  contends  as  to  objection  2,  that 
the  fire  alarm  system  should  be  eliminated,  in  view  of  the 
fact  that  the  nursery  will  be  maintained  in  the  daytime 
only ;  that  in  addition  to  the  operator  in  complete  charge 
of  the  children,  there  will  be  not  less  than  two  adult 
teachers ;  that  where  constant  watch  by  adults  is  afforded, 
it  is  felt  that  the  omission  of  a  fire  alarm  system  will  in 
no  way  decrease  the  protection  to  the  children;  that  in  lieu 
of  the  fire  alarm  system,  it  is  proposed  to  substitute  the 
following :  the  limitation  of  the  occupancy  to  35  children 
which  is  only  5  over  that  permitted  without  a  fire  alarm 
system ;  that  the  children  will  be  under  the  supervision  of 
five  adults ;  that  there  will  be  four  means  of  exit  from  the 
1st  floor  which  is  the  only  floor  where  children  will  be 
kept. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1305-43,  Objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in 
height  or  area;  that  the  second  floor  shall  not  be  occupied 
for  school  purposes  and  in  no  event  for  more  than  one 
family ;  that  otherwise  the  building  shall  be  maintained 
substantially  as  set  forth ;  that  at  all  times  while  the  school 
is  in  session,  it  shall  be  under  supervision  as  proposed ; 
that  the  number  of  children  shall  not  exceed  thirty-five  (35) 
and  during  the  daytime  only;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct;  that  all  existing  exits  from  the  first  story  shall  be 
maintained;  and  denied  as  to  objection  1;  that  in  addition, 
all  refuse  material  and  rubbish  shall  be  removed  and  kept 
removed  from  the  cellar ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


612-43-A 

APPLICANT — Isaac  Rudnick,  for  Rose  Rudnick  and 
Idamor  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 14-18  Glenmore  avenue,  north¬ 
east  corner  of  Thatford  avenue  (Block  3504,  Lot 
15),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Isaac  Rudnick. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 
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THE  RESOLUTION  (612-43-A) 

Whereas,  Isaac  Rudnick,  for  Rose  Rudnick  and  Idamor 
Realty  Corporation,  owners,  filed  December  16,  1943,  an 
appeal  from  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  premises  14-18  Glenmore  avenue,  northeast  corner 
of  Thatford  avenue  (Block  3504,  Lot  15),  Borough  of 
Brooklyn;  and 

Whereas,  Order  11424-LF,  issued  by  the  Fire  Commis¬ 
sioner  November  5,  1943,  reads : 

“1.  Repair  or  replace  all  iron  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50  ft. 
above  a  neighboring  roof  south  and  west  sides  of  build¬ 
ing,  or  other  approved  protection.  Section  491A-2-2.0 
Chapt.  19,  Admin.  Code. 

2.  Properly  paint  iron  shutters  on  south  and  west 
sides  of  building.  491a  2.2.0  Admin.  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  8,  1943,  reads : 

“An  investigation  has  been  made  in  connection  with 
your  letter  of  November  26th  relative  to  Order 
11424-LF  and  you  are  advised  that  the  result  of  this 
investigation  indicates  that  the  Board  of  Standards  and 
Appeals  did  grant  a  modification  in  connection  with 
certain  windows  of  your  premises.  However,  windows 
which  were  not  included  in  the  modification  are  not 
protected  as  required  by  the  Code.  Therefore,  our  Order 
is  necessary  and  must  be  complied  with  unless  you 
decide  to  request  the  Board  of  Standards  and  Appeals 
for  an  amendment  to  the  original  modification.” 

and 

Whereas,  the  applicant  states  the  building  is  five  stories 
(60  ft.)  in  height,  25  ft.  by  95  ft.  in  area;  Class  3  construc¬ 
tion  ;  erected  in  1901 ;  located  in  an  unrestricted  use,  C  area, 
district;  used  and  occupied  as  follows:  Cellar,  storage;  1st 
floor,  bar  and  grill  and  factory,  3  persons ;  2nd  floor,  tailor¬ 
ing,  11  persons;  3rd  floor,  manufacturing  pants,  6  persons; 
4th  and  5th  floor,  vacant ;  that  the  building  is  equipped 
with  an  interior  alarm  system  and  fire  drills  are  main¬ 
tained  ;  that  there  is  one  37)4  in.  wide  wood  stairs,  fireproof 
enclosed,  equipped  with  fireproof,  self-closing  doors,  two 
fire  escapes,  one  of  which  leads  to  roof ;  and 

Whereas,  the  applicant  contends  that  the  4th  and  5th 
floors  have  been  vacant  for  the  past  eight  years ;  that  one 
side  of  the  3rd  floor  has  been  vacant  for  three  years ;  that 
the  building  is  a  corner  building  with  no  surrounding  large 
apartment  houses  or  factories,  only  small  shanties  which 
are  vacant ;  that  the  neighborhood  has  deteriorated  to  such 
an  extent  that  the  building  is  of  no  further  use  for  business 
purposes ;  and 

Whereas,  the  premises  and  adjacent  area  were  inspected 
by  a  commitee  of  the  Board  and  requirement  of  resolution 
adopted  under  Calendar  482-18-A  were  noted. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  11424-LF,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  openings  facing  the  adjoining  building  to  the  south 
under  the  same  ownership,  shall  be  provided  with  shutters 
on  such  windows  as  are  opposite  such  building,  namely  the 
five  windows  from  Thatford  avenue,  on  the  second  and  third 
floors  and  that  the  windows  on  the  westerly  end  of  the 
building,  except  the  window  toward  Glenmore  avenue  and 
along  the  course  of  the  fire  escape,  shall  be  maintained  fire¬ 
proof  and  self-closing. 


622-43-A 

APPLICANT — Morris  Arbeit,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 


PREMISES  AFFECTED — 1050  Broadway,  southwest  cor¬ 
ner  of  Hart  street  (cellar  and  1st  floor)  ;  (Block 
1596,  Lot  37),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 


THE  RESOLUTION  (622-43-A) 

Whereas,  Morris  Arbeit,  owner,  filed  December  22,  1943, 
an  appeal  from  an  order  and  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  1050  Broadway,  southwest  cor¬ 
ner  of  Hart  street  (cellar  and  1st  floor),  (Block  1596,  Lot 
37),  Borough  of  Brooklyn;  and 
Whereas,  Order  11096-LF  issued  by  the  fire  commis¬ 
sioner  October  IS,  1943  and  referred  to  in  a  decision  of  the 
fire  commissioner  dated  November  24,  1943,  reads: 

“1.  Provide  a  fixed  fire  extinguishing  system  or  other 
means  for  the  extinguishment  of  fire  satisfactory  to  the 
fire  commissioner  (to  be  provided  in  cellar  and  1st 
story).  Section  09-161  Admin.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  4  stories, 
(about  42  ft.)  in  height,  60  ft.  by  77  ft.  in  area  at  1st  floor, 
60  ft.  by  54  ft.  6  in.  in  area  at  typical  floor ;  Class  3  con¬ 
struction;  erected  in  1902;  located  in  a  business  use,  B  area, 
district  used  and  occupied:  cellar,  storage;  1st  floor,  uphol¬ 
stering,  5  persons ;  2nd  floor,  meeting  rooms,  15  persons ;  3rd 
floor,  lodge  rooms,  15  persons ;  4th  floor,  meeting  rooms,  10 
persons ;  that  no  change  in  use  or  occupancy  is  proposed ; 
that  the  building  is  equipped  with  a  standpipe  system  and 
two  interior  wood  stairways  leading  from  roof  to  street 
enclosed  in  plaster  partitions,  equipped  with  wood  and  glass 
tread  and  there  are  two  fire  escapes  on  the  Hart  street  side 
leading  to  roof  by  ladder  and  to  grade  by  ladder;  and 
Whereas,  the  applicant  contends  that  Section  C19-161.0 
of  the  Administrative  Code  is  not  applicable  to  the  premises 
and  that  the  material  for  the  changes  alleged  to  be  made  are 
unavailable,  due  to  war  conditions ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board,  who  found  that  the 
conditions  were  misrepresented. 

Resolved,  that  the  decision  of  the  fire  commissioner  acting 
on  Order  11096-LF,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


632-43-A 

APPLICANT — Samuel  Gardstein,  for  Nativel  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 26  West  47th  street,  south  side, 
350  ft.  west  of  Fifth  avenue  (Block  1262,  Lot  52), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Gardstein  and  Henry  Cash. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
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THE  RESOLUTION  (632-43-A) 

Whereas,  Samuel  Gardstein,  for  Nativel  Realty  Corpora¬ 
tion,  owner,  filed  December  28,  1943,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent,  affecting  26  West  47th 
street,  south  side,  350  ft.  west  of  Fifth  avenue  (Block  1262, 
Lot  52),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent,  dated 
December  7,  1943,  on  Alt.  Applic.  1081-43,  reads : 

“2.  Obj.  Repeated. 

C.  O.  17167  was  issued  on  basis  of  keeping  6th  and 
7th  floors  permanently  vacant.  See  records  and  affidavit 
filed.  In  1925  two  additional  stories  were  erected.  This 
constitutes  a  building  erected  after  1913  under  the  labor 
law.  In  view  of  proposing  to  occupy  6th  and  7th  floors 
and  in  view  of  vertical  extension  to  structure  in  1925, 
building  should  be  of  fireproof  construction  throughout 
and  comply  fully  with  sections  270  and  264  labor  law. 
Reconsideration  denied.” 
and 

Whereas,  the  applicant  states  the  building  is  7  stories, 
(72  ft.)  in  height;  20  ft.  by  90  ft.  5  in.  in  area;  of  Class  3 
construction ;  erected  prior  to  1909 ;  located  in  a  retail  use, 
B  area  district  and  used  since  1930  as  follows:  Cellar, 
boiler  room  and  ordinary  storage;  1st  floor,  retail  store  and 
I  show  room,  5  persons ;  2nd  floor,  beauty  parlor,  6  persons ; 
3rd  floor,  custom  shirt  manufacturing,  6  persons ;  4th  floor, 
window  cleaning  office  company,  4  persons ;  5th  floor,  pic¬ 
ture  frame  manufacturing,  6  persons ;  6th  and  7th  floors 
vacant,  and  proposed  to  be  used  and  occupied  as  follows : 
Cellar,  boiler  room  and  ordinary  storage ;  1st  floor,  retail 
store  and  show  room,  5  persons ;  2nd  to  5th  floors,  show 
rooms  and  manufacturing,  15  persons  per  floor;  6th  floor, 

:  office,  15  persons;  7th  floor,  office,  15  persons;  that  the 
building  is  equipped  with  one  3  ft.  10  in.  wide  interior  stairs 
at  front  of  building,  constructed  of  incombustible  materials 
and  enclosed  with  fireproof  blocks,  equipped  with  fireproof 
self-closing  doors  and  extending  from  roof  bulkhead  directly 
to  the  street  and  one  fire  escape  at  rear  extending  to  roof 
by  stairs  and  to  yard  by  stairs  with  egress  from  termination 
through  adjoining  yards  and  adjoining  buildings;  that  win¬ 
dows  and  doors  on  the  course  of  the  fire  escape  are  fire¬ 
proof,  self-closing;  and 

Whereas,  the  applicant  contends  that  the  building  was  five 
stones  in  height,  occupied  as  show  rooms  and  factory  since 
1925  and  raised  to  seven  stories  in  height  under  Alt.  2008-25 
i  and  occupied  as  offices  on  all  floors  pursuant  to  Certificate 
!  of  Occupancy  11423,  issued  September  18,  1926;  that  the 
occupancy  of  the  6th  and  7th  floors  was  legal  in  conformity 
with  Section  72-1  (k)  of  the  Building  Code  then  in  effect: 
that  in  1930,  under  Certificate  of  Occupancy  17167,  the  use  of 
the  building  was  changed  to  show  rooms  and  factory  on  the 
lower  five  stories,  provided  the  6th  and  7th  stories  remained 
vacant;  that  although  the  two  upper  stories  are  vacant,  the 
building  is  still  7  stories  in  height  and  the  proposed  occu¬ 
pancies  of  these  floors  will  not  render  the  building  more  or 
less  stories  in  height;  that  the  present  owner  acquired  title 
in  1943  and  is  seeking  permission  to  occupy  his  two  vacant 
stories  for  offices ;  that  the  proposed  occupancy  of  these  two 
stories  will  not  endanger  the  occupants  of  the  lower  stories ; 

1  that  typical  floor  areas  are  1600  sq.  ft.  and  that  exit  facilities, 
which  have  been  approved  by  the  Building  Department,  are 
ample;  that  in  view  of  these  facts,  it  is  requested  the  Board 
permit  the  occupancy  of  the  two  upper  stories  for  offices ;  and 

Whereas,  Certificate  of  Occupancy  11423,  issued  Septem¬ 
ber  18,  1926  on  Alt.  2008-25,  permits  the  use  of  the  cellar 
as  boiler  room  and  storage;  1st  floor,  store,  30  persons,  120 
lbs.  live  load;  2nd  to  7th  stories,  offices,  30  persons  each, 
60  lbs.  live  load,  and  classifies  the  building  as  non-fireproof 
business  building ;  and 

Whereas,  Certificate  of  Occupancy  17167,  issued  Decem¬ 
ber  1930,  permits  the  use  of  the  cellar  for  storage  and  boiler 
room ;  1st  floor,  stores,  120  lbs.  live  load,  2nd  to  5th  story, 
show  rooms  and  factory,  30  persons  each  floor,  120  lbs.  live 
load;  6th  and  7th  stories  to  remain  permanently  vacant;  and 


Whereas,  a  report  of  a  committee  of  the  Board  was  read 
at  this  hearing,  which  report  reads  as  follows : 

REPORT  OF  COMMITTEE. 

March  3,  1944. 

Re:  Cal.  632-43-A 

Premises  26  West  47th  Street,  MANHATTAN. 
This  building  appears  to  have  been  erected  prior  to 
1880.  In  1906  it  is  described  in  Plan  1520  as  four  stories 
in  height,  occupied  by  one  family  each  floor  but  then  va¬ 
cant,  and  the  application  was  approved  for  store  use  on 
the  first  story  and  the  upper  stories  for  dwelling  pur¬ 
poses.  It  was  found  by  the  Tenement  House  Depart¬ 
ment  that  the  building  was  no  longer  used  as  a  tenement 
house.  The  architect  reported  the  floor  beams  as  3  in. 
x  10  in.  spruce  16  in  o.c.  and  sufficient  for  dwelling  use. 
In  1909  the  existing  four-story  building  was  approved  for 
occupancy  as  follows,  under  Plan  No.  1511  of  1908: — 
dressmaking  establishment,  basement,  1st,  2nd,  3rd  floors ; 
4th  floor,  1  family.  In  1921  the  building  was  approved 
under  Application  1567  for  basement,  store;  1st  floor, 
showroom ;  2nd  and  3rd  floors,  lofts  with  not  more  than 
25%  manufacturing  to  comply  with  the  Zoning  Resolu¬ 
tion. 

In  1927,  under  Alteration  2008,  two  stories  were  added 
to  the  building,  floor  beams  reset  at  1st  floor  and  2nd 
floor  levels ;  building  extended  at  front  to  building  line, 
and  at  first  story  to  the  rear  lot  line.  A  new  enclosed 
steel  stairway  and  elevator  were  installed.  The  occupancy 
applied  for  was  store  on  first  floor  and  offices  above, 
with  a  live  load  of  60  lbs.  per  foot  for  the  upper  floors. 
A  Certificate  of  Occupancy,  No.  11423,  was  issued  in 
accordance  therewith. 

There  is  a  fire-escape  at  the  rear,  serving  as  the  sec¬ 
ond  means  of  exit,  with  a  connection  at  the  roof  of  the 
first  floor  extension  to  the  extension  of  building  at  the 
rear  at  No.  31  West  46th  street.  This  fire-escape  was 
approved  under  Alteration  679  of  1927  on  the  represen¬ 
tation  that  the  building  was  an  office  building  and  the 
fire-escape  was  not  required  by  any  order  of  any  muni¬ 
cipal  department. 

In  1930,  a  new  Certificate  of  Occupancy,  No.  17167, 
was  issued,  December  23,  1930,  to  supersede  Certificate  of 
Occupancy  No.  11423,  reading:  1st  story,  store;  2nd  to 
5th,  120  lbs.  load,  30  persons  each  floor,  showroom  and 
factory ;  6th  and  7th  floors,  to  remain  permanently  va¬ 
cant.  This  Certificate  was  issued  against  Alteration  2008 
of  1925,  which  appears  to  have  been  reconsidered  for  the 
purpose  of  issuing  this  new  Certificate.  There  appear  to 
have  been  no  changes  in  the  floor  beams  to  justify  the 
increase  of  the  floor  loading  from  60  lbs.  to  120  lbs. 
This  new  Certificate  was  issued  in  spite  of  a  ruling 
dated  July  24,  1930,  reading,  in  part: 

“1.  Building  is  more  than  four  stories  in  height  and 
should  be  fireproof.  Section  270  Labor  Law. 

2.  Doors  leading  to  interior  stairs  should  be  not  less 
than  44  in.  wide.  Section  270  Labor  Law. 

3.  Floors  should  be  capable  of  sustaining  a  live  load 
of  120  lbs.  per  square  foot.” 

As  an  inducement  to  obtain  the  issuance  of  the  Certifi¬ 
cate  of  Occupancy,  the  then  owner  filed  a  notarized  un¬ 
dertaking,  which  reads  in  part : 

“that  these  conditions  are  that  the  6th  and  7th  floors 
.  .  .  remain  permanently  vacant  and  not  be  used  for 
any  purposes  whatsovere  at  any  and  all  times  as  long 
as  the  factory  occupancies  exist  on  the  2nd,  3rd,  4th 
and  5th  floors  of  the  .  .  .  building ;  that  for  the  purpose 
of  obtaining  this  certificate  of  occupancy,  I  .  .  . 
hereby  certify  and  promise  and  swear  that  as  long  as 
we  are  lessees  of  the  entire  premises  and  as  long  as 
there  exist  factory  uses  on  any  of  the  2nd,  3rd,  4th 
and  5th  floors  and  unless  otherwise  notified  by  any 
city  departments  having  jurisdiction  over  same,  that 
we  will  at  all  times  keep  the  6th  and  7th  floors  per¬ 
manently  vacant  and  not  used  for  any  purpose.  .  .”. 
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A  search  No.  5555  in  behalf  of  the  Union  Dime  Sav¬ 
ings  Bank  reports  the  conditions  as  above  under  date 
of  May  9,  1942.  On  December  6,  1943,  Alteration  Appli¬ 
cation  1081  sought  to  review  the  entire  record  and  to 
obtain  a  new  Certificate  of  Occupancy  for  factory  use 
on  the  2nd  to  5th  floors  and  office  use  for  the  6th  and 
7th  floors,  which  it  was  agreed  to  keep  vacant.  The 
statement  made  that  the  exits  comply  with  the  Labor 
Law  is  not  correct.  The  denial  of  this  application  is  the 
basis  of  the  present  appeal.  The  decision  that  the  build¬ 
ing  should  be  considered  as  erected  after  1913  is  a 
proper  decision.  It  should  have  been  so  considered  at  the 
time  the  new  Certificate  of  Occupancy  was  applied  for  in 
1930.  In  a  similar  case,  the  Board  held  to  this  effect,  in 
Cal.  No.  771-28-S,  and  the  Board’s  decision  was  affirmed 
by  the  Court,  in  Dehnan  vs.  the  Board,  240  Appellate 
Division,  816,  266  N.  Y.  S.  968.  The  court  stated  in 
part:  a  “five-story  building,  erected  prior  to  1913  but 
altered  after  such  year  by  adding  two  stories  thereto,  is 
a  building  erected  after  1913  as  its  character  was  sub¬ 
stantially  changed.” 

The  records  of  the  Division  of  Fire  Prevention  indi¬ 
cate  that  the  6th  and  7th  floors  were  kept  vacant  after 
1930  until  1938,  when  they  were  occupied  contrary  to 
the  Certificate  of  Occupancy  for  factory  work. 

In  1930,  under  Cal.  No.  302,  an  appeal  was  made 
to  the  Board  to  review  an  order  of  the  Fire  Commis¬ 
sioner  to  discontinue  the  occupancy  as  contrary  to  the 
existing  Certificate  of  Occupancy  11423. 

At  the  hearing  before  the  Board  under  this  Calendar 
Number,  on  October  14,  1930,  the  above  facts  were 
brought  out  by  Inspector  Maher  of  the  Division  of  Fire 
Prevention,  who  stated,  in  part : 

“In  reference  to  the  increase  in  height,  in  1916  the 
Fire  Commissioner  communicated  with  the  Corpo¬ 
ration  Counsel  .  .  .  (who)  ruled  that  when  an 

existing  factory  building  is  increased  in  height,  it  must 
comply  with  the  Labor  Law  first,  a  fireproof  building ; 
second — two  44  in.  wire  fire-proof  stairways  from 
street  to  roof.” 

This  appeal  was  withdrawn  after  hearing  on  October 
14,  1930,  and  the  action  of  the  Department  of  Buildings 
thereafter,  in  December,  by  the  issuance  of  superseding 
Certificate  17167,  dissolved  the  difficulty. 

The  present  appeal  seeks  through  the  Board  to  legalize 
the  entire  building  for  factory  use,  except  that  the  6th 
and  7th  floors  be  legalized  for  office  use.  The  premises 
have  been  inspected  by  a  Committee  of  the  Board  and 
the  6th  and  7th  floors  were  found  vacant.  The  repre¬ 
sentative  on  the  premises  advised  the  Committee  that  the 
applications  for  the  space  were  for  manufacturing  and 
not  for  office. 

In  the  opinion  of  the  Committee,  the  present  per¬ 
mitted  occupancy,  under  Certificate  of  Occupancy  17167, 
should  not  have  been  granted  by  the  Department  of 
Buildings  as  material  variances  of  the  Labor  Law  and 
Building  Code  were  involved.  There  appears  to  be  no 
lawful  justification  for  further  variance.  Denial  of  the 
appeal  is  recommended. 

(Sigd.)  HARRIS  H.  MURDOCK, 

Chairman 

BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

JOHN  E.  GUNN, 

Deputy  Chief,  Fire  Department. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1081-43  be  and  it  hereby  is  affrmed  and 
that  the  application  be  and  it  hereby  is  denied. 


20-44-A 

APPLICANT— Magoon  and  Salo,  for  William  A.  Zarick, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 312  Fifth  avenue,  west  side, 
49  ft.  8)4  in-  south  of  West  32nd  street  (7th  floor)  ; 
(Block  833,  Lot  44),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Maurice  Salo  and  William  A. 
Zarick. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

THE  RESOLUTION  (20-44-A) 

Whereas,  Magoon  and  Salo,  for  William  A.  Zarick, 
owner,  filed  on  January  6,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  312  Fifth 
avenue,  west  side,  49  ft.  8)4  in.  south  of  West  32nd  street 
(Block  833,  Lot  44),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  30,  1943  on  amendment  to  Alt.  Applic 
934-43,  reads : 

“5.  Since  the  building  was  erected  after  1913  and  is 
not  of  fireproof  construction,  a  proposed  factory  occu¬ 
pancy  on  the  7th  floor  is  contrary  to  Section  270,  sub- 
div.  4  of  the  N.  Y.  State  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  7  stories 
(73  ft.  7)4  in.)  in.  height,  24  ft.  8)4  in.  by  95  ft.  in  area 
at  1st  floor,  24  ft.  8)4  in.  by  85  ft.  in  area  at  typical  floor, 
of  Class  3  construction,  erected  in  1924,  located  in  a  retail 
1  use,  B  area,  district  and  used  and  occupied  as  follows : 
cellar,  storage;  1st  floor,  store;  2nd  to  7th  floors,  offices 
and  showrooms,  32  persons  per  story ;  proposed  to  be  used 
and  occupied  as  follows:  cellar,  same;  1st  floor,  same;  2nd 
to  6th  floor,  same ;  7th  floor,  offices,  showrooms  and  manu¬ 
facturing,  32  persons,  22  of  whom  will  be  engaged  in  manu¬ 
facturing;  that  the  building  is  equipped  with  one  interior 
44  in.  stairs  leading  from  roof  bulkhead  directly  to  the 
street,  constructed  of  )4  in.  steel  channel  stringers,  metal 
pan  and  concrete  treads,  metal  risers,  fire-retarded  soffit 
enclosed  in  2)4  in.  concrete  on  metal  studs  and  wire  lath, 
equipped  with  hollow  metal  self-closing  fireproof  doors  and 
proposed  to  be  equipped  with  one  fire  escape  at  rear  lead¬ 
ing  to  roof  by  stairs  and  to  yard  by  ladder  with  windows 
and  doors  along  the  course,  fireproof  and  self-closing ;  egress 
from  the  termination  of  fire  escape  to  be  through  fireproof 
passageway  of  2  West  32nd  street;  and 
Whereas,  the  applicant  contends  as  to  Section  270,  Par. 
1,  that  the  manufacturing  will  be  conducted  on  five  per  cent 
of  the  total  floor  area  of  the  building,  755  sq.  ft.,  as  per¬ 
mitted  by  section  4A  and  4B  of  the  zoning  resolution ;  that 
the  only  manufacturing  to  be  done  will  be  on  the  7th  floor 
where  the  tenant  will  engage  in  the  cutting  and  sewing  of 
ladies’  undergarments  by  hand  with  the  use  of  a  few  light 
domestic  sewing  machines ;  that  these  garments  will  be  sold 
on  the  premises ;  and 

Whereas,  the  applicant  contends  as  to  Par.  2  of  Section 
270,  that  the  roof  is  covered  with  5-ply  built  up  roofing 
and  slag  complying  with  the  specifications  of  the  Board  of 
Standards  and  Appeals  and  cornices  are  of  masonry  con¬ 
struction  ;  that  all  exterior  walls  within  25  ft.  of  the  build¬ 
ing  are  of  masonry  at  least  8  in.  thick ;  and 
Whereas,  the  applicant  contends  as  to  Par.  3  of  Section 
270,  that  the  interior  stair  enclosure  will  be  4  in.  concrete 
on  metal  studs  and  wire  reinforcing ;  that  the  proposed  fire 
escape  will  be  installed  and  the  maximum  distance  from 
any  point  on  the  floor  will  be  less  than  50  ft.  from  any  of 
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these  exits  and  it  is  requested  that  these  conditions  be 
accepted ;  and 

Whereas,  the  applicant  contends  as  to  Par.  4  of  Section 
270,  that  the  interior  stairs  conform  to  all  requirements  of 
this  paragraph ;  and 

Whereas,  the  applicant  contends  as  to  Par.  5  of  Section 
270,  that  the  interior  stair  shall  conform  to  these  require¬ 
ments  and  it  is  requested  that  the  fire  escape  be  accepted 
as  a  second  means  of  egress ;  and 
Whereas,  the  applicant  contends  as  to  Par.  6  of  Section 
270,  that  the  partition  separating  the  manufacturing  area 
from  the  show  room  will  be  constructed  of  incombustible 
material ;  and 

Whereas,  the  applicant  contends  that  the  structure  com¬ 
plies  with  Par.  7  of  Section  270 ;  and 
Whereas,  the  applicant  requests  the  Board  to  accept 
the  floor  and  ceiling  construction  as  indicated  on  plan  filed 
with  this  appeal  of  3  in.  by  12  in.  joists,  12  in.  on  centers, 
wood  floor  and  subfloor  and  metal  ceilings  except  at  stairs 
where  floors  are  4  in.  concrete  slab  on  steel  supporting 
members ;  and 

Wh  ere  as,  the  Board  deemed  that  there  is  no  justification 
for  granting  a  variance  of  the  Labor  Law  in  view  of  the 
height  and  construction  of  this  building. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  934-43,  objection  5,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 

V 

— 

26-44-A 

APPLICANT — Julius  Blcich,  for  Trustees  of  Bronx  Cer¬ 
tificated  Mortgages,  owner,  (William  P.  Thomas 
and  Benjamin  Antin,  trustees)  ;  (Bronx  Palace, 
lessee) . 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 31-43  West  Mt.  Eden  avenue, 
northwest  corner  of  Inwood  avenue  (Block  2865, 
Lot  1*21),  Borough  of  The  Bronx. 

;  APPEARANCES— 

For  Applicant:  Julius  Blcich,  William  P.  Thomas 
and  Erwin  A.  Warm. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition, 
t  THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (26-44-A) 

C  Whereas,  Julius  Bleich,  for  Trustees  of  Bronx  Certifi¬ 
cated  Mortgages,  Second  Group,  owner  (Bronx  Palace, 

I  lessee),  filed  January  10,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  31-43  West  Mt. 
Eden  avenue,  northwest  corner  Inwood  avenue  (Block 
2865,  Lot  121),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  27,  1943,  on  Alt.  Applic.  480-43,  reads : 

“2.  Exits  from  2nd  floor  are  inadequate.  Provide 
two  legal  enclosed  stairways  as  per  Sections  3.2.3, 
6.1.22.3  and  6.4.1.11  of  the  Building  Code.  Describe 
enclosure  of  existing  stairway.  Give  width  of  all  exit 
doors.” 
and 

Whereas,  the  applicant  states  the  building  is  two  stories, 
(28  ft.)  in  height;  100  ft.  by  37  ft.  in  area;  of  Class  3  con¬ 
struction  ;  erected  1923,  located  in  an  unrestricted  use,  B 
area  district,  upon  a  plot  100  ft.  by  135.88  ft.  average  in 
area  and  used:  cellar,  storage  and  boiler  room;  1st  floor, 
stores;  second  floor,  vacant  loft,  proposed  to  be  used  and 
occupied  as  follows:  cellar,  storage  and  boiler  room;  1st 
floor,  stores ;  second  floor,  weddings,  confirmations  and 
catering,  150  persons;  and 


Whereas,  Certificate  of  Occupancy  273  issued  November 
19,  1926,  permits  the  use  of  the  building  as  stores  and  lofts 
with  120  lb.  live  load  on  all  floors ;  and 

Whereas,  the  applicant  contends  that  the  building  has  an 
existing  iron  stairs  leading  from  2nd  floor  to  street  at 
Mt.  PZden  avenue  front ;  this  stair  is  4  ft.  wide,  enclosed 
in  gypsum  block  partition  and  extends  to  roof ;  that  in 
addition  thereto,  there  is  a  3  ft.  8  in.  wide  door  leading  to 
existing  fire  escape  balcony  at  2nd  story  level  which  is  4  ft. 
wide  with  egress  to  street  by  2  ft.  wide  counterbalanced 
stairs,  as  indicated  on  photograph  filed  with  this  appeal ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  480-43,  Objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  primary  means  of  exit  shall  comply 
with  the  requirements  therefor ;  that  the  secondary  means  of 
exit  may  be  an  exterior  fire  escape  with  a  counterbalanced 
ladder  to  street ;  that  such  fire  escape  and  ladder  shall 
comply  with  all  the  requirements  therefor ;  that  the  occu¬ 
pancy  of  the  second  floor  shall  not  exceed  150  persons  and 
in  no  event  more  than  as  may  be  permitted  by  the  borough 
superintendent  based  on  the  capacity  of  the  primary  means 
of  exit ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


41-44-A 

APPLICANT — Charles  M.  Spindler,  for  Clotilde  Lopez, 
owner  (John  Reiner  and  Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 12-15  37th  avenue,  north  side, 
50.06  ft.  west  of  13th  street  (Block  351,  Lot  37), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Joseph  C.  Haus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (41-44-A) 

Whereas,  Charles  M.  Spindler,  for  Clotilde  Lopez,  owner 
(John  Reiner  and  Company,  lessee),  filed  January  17,  1944, 
an  appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises  12-15  37th  avenue,  north  side,  50.06  ft. 
west  of  13th  street  (Block  351,  Lot  37),  Long  Island  City, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  1562-43,  dated  January  11,  1944,  reads: 

‘‘1.  The  conversion  of  a  frame  dwelling  to  business  use 
is  contrary  to  Section  4.1.2  Building  Code.  Not  further 
considered.” 
and 

Whereas,  the  applicant  states  the  building  is  one  and  two 
stories  (22  ft.)  in  height,  25  ft.  by  100  ft.  in  area;  of  Class 
3  and  Class  4  construction;  erected  prior  to  1900;  located  in 
an  unrestricted  use,  B  area  district  and  used  since  1941  as 
follows:  cellar,  boiler  room;  first  floor,  offices,  23  persons; 
2nd  floor,  offices,  4  persons ;  and 
Whereas,  Violation  2454  was  issued  October  5,  1943  for 
changing  occupancy  from  dwelling  to  offices  without  obtain¬ 
ing  a  certificate  of  occupancy ;  and 

Whereas,  the  applicant  contends  that  the  building  consists 
of  a  two  story  frame  building  on  the  front  of  the  lot  with  a 
one-story  brick  rear  extension  occupying  the  balance  of  the 
jilot ;  that  the  building  was  erected  prior  to  1901  as  a  one 
story  frame  dwelling,  increased  to  two  stories  in  1909  and 
occupied  as  a  one  family  dwelling ;  that  in  1921  a  brick  ex- 
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tension  occupied  as  a  garage,  was  erected  under  Alt.  480  of 
1921 ;  that  in  December  19,  1941,  the  present  tenant  leased 
the  building  for  offices  and  drafting  rooms  in  connection  with 
their  plant  located  across  the  street,  engaged  in  war  work,  as 
additional  office  space  was  necessary  for  production ;  that  the 
frame  portion  is  only  25  ft.  by  22  ft.  in  area ;  that  the  entire 
cellar  ceiling  is  covered  with  half  inch  plaster  boards ;  that 
there  is  an  exterior  stairs  from  street  to  cellar ;  that  there 
is  an  Aero  Automatic  fire  alarm  throughout  the  building 
connected  to  fire  headquarters  through  a  central  station ;  that 
there  are  two  exit  doors  at  the  front  swinging  outwardly  and 
a  2  ft.  8  in.  wide  stairway  leading  from  the  second  floor 
and  that  there  are  only  4  employees  on  the  second  floor ;  and 

Whereas,  the  applicant  further  contends,  that  in  view  of 
the  small  area,  the  adequate  exits,  the  low  occupancy,  the 
fire  alarm  system  and  that  a  disruption  would  be  caused  by 
moving  if  this  appeal  is  not  granted,  it  is  requested  that  a 
variation  of  the  Building  Code  be  made,  to  permit  the  con¬ 
tinuance  of  the  office  occupancy  for  the  duration  of  the  war 
and  six  months  thereafter. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1562-43,  Objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area  and  shall  be  occupied  only  as  proposed; 
that  the  fire  alarm  system  with  connection  to  fire  head¬ 
quarters  through  central  station  shall  be  maintained ;  that 
this  variance  shall  be  continued  only  for  the  duration  of  the 
present  emergency  and  for  six  (6)  months  thereafter;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


44-44-A 

APPLICANT — Hanscom  Baking  Corporation,  owner. 

SUBJECT — Appeal  from  decision  of  acting  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 35-10  36th  avenue,  south  side, 
from  35th  to  36th  streets  (Block  635,  Lot  33),  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Benjamin  C.  Cohen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE  TO  GRANT—  _ 

Affirmative :  Commissioner  Savage .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn  .  3 


THE  RESOLUTION  (44-44-A) 

Whereas,  Hanscom  Baking  Corporation,  owner,  filed 
January  18,  1944,  an  appeal  from  a  decision  of  the  acting 
borough  superintendent,  affecting  premises  35-10  36th  ave¬ 
nue,  south  side,  35th  to  36th  streets  (Block  635,  Lot  33), 
Long  Island  City,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  dated  December  20,  1943,  on  Misc.  Applic.  3403-43, 
reads : 

“1.  Proposed  use  of  panic  bolts  on  exits  is  contrary 
to  Sec.  272-3  of  the  New  York  State  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(27  ft.)  in  height,  200  ft.  by  92  ft.  in  area;  Class  1  con¬ 
struction;  erected  in  1921;  located  in  an  unrestricted  use,  B 
area  district ;  used  since  1933  as  follows :  Cellar,  storage  and 
boiler  room,  no  persons ;  1st  floor,  bakery,  70  persons ;  2nd 
floor,  bakery,  90  persons ;  equipped  with  a  one-source 
sprinkler  system,  three  reinforced  concrete  stairs,  equipped 
with  kalamein,  self-closing  doors,  extending  to  street,  one 
of  which  is  4  ft.  1)4  in.  wide  on  the  36th  avenue  side  of  the 
building  and  leads  to  roof;  the  stairway  at  the  36th  street 
side  of  the  building  is  3  ft.  10)4  in.  in  width  and  the  stair¬ 
way  on  the  35th  street  side  is  4  ft.  3  in.  wide;  and 


Whereas,  the  applicant  contends  that  the  installation  of 
panic  bolts  on  the  doors  leading  to  35th  street,  36th  street  and 
36th  avenue  is  necessary,  as  material  of  considerable  value 
has  been  stolen  from  the  plant  by  persons  who  gain  ready 
access  through  the  doors  which  are  open  24  hours  a  day; 
that  it  is  desired  to  protect  the  health  of  the  public  from 
possible  danger  resulting  from  unauthorized  persons  entering 
the  premises  where  food  is  being  prepared ;  and 

Whereas,  the  Board  deemed  that  the  proposal  was  not 
adequately  presented  to  justify  a  variation  of  the  Labor  Law. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Applic.  3403-43,  objection  1,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


52-44-A 

APPLICANT — Joseph  Lau,  for  New  York  Hotel  Staffer 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 401-415  Seventh  avenue,  127- 
157  West  32nd  street,  northeast  corner  and  128 
West  33rd  street  (Block  808,  Lot  1)  ;  (Hotel  Penn¬ 
sylvania)  ,  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  Lau. 

For  Administration:  Edwin  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

N  egative  . 0 

THE  RESOLUTION  (52-44-A) 

Whereas,  Joseph  Lau,  for  New  York  Hotel  Staffer  Co., 
Inc.,  owner,  filed  January  19,  1944,  an  appeal  from  a  deci¬ 
sion  and  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  401-415  Seventh  avenue,  127-157  West  32nd  street, 
northeast  corner,  and  128  West  33rd  street  (Block  808,  Lot 
1)  ;  (Hotel  Pennsylvania),  Borough  of  Manhattan;  and 
Whereas,  Order  3625 1-C  issued  by  the  fire  commissioner 
October  25,  1-943  and  repeated  in  his  decision  dated  January  j 
13,  1944,  reads : 

“1.  Surrender  to  bearer  fire  department  permit  num¬ 
bered  127243  date  to  expire  February  17th,  1944,  which 
is  hereby  revoked. 

Reasons:  Rule  1.3.1  of  the  spraying  rules  adopted  by 
the  Board  of  Standards  and  Appeals  prohibits  the  spray¬ 
ing  of  any  article  or  thing  on  any  premises  or  part 
thereof  that  is  occupied  as  a  dwelling. 

Secondly — Painting  material  found  on  premises  in 
excess  of  that  authorized  in  permit  to  which  reference 
is  made.” 

and 

Whereas,  the  applicant  states  the  building  is  20  stories 
(268  ft.  8  in.)  in  height,  197  ft.  by  400  ft.  in  area;  Class  1 
construction;  erected  in  1920;  located  in  a  restricted  retail 
use  district;  equipped  with  a  sprinkler  system  on  the  20th 
floor  and  a  standpipe  system  throughout  and  used  and  oc-  | 
cupied  as  follows :  Salesroom,  storage  and  boilerroom ;  1st  i 
floor,  stores,  restaurant  and  hotel;  2nd  to  17th  floors,  hotel; 
18th  floor,  offices  for  building,  25  persons ;  19th  floor,  club, 
25  persons ;  20th  floor,  machinery,  painting  and  work  shop, 
20  persons;  that  Certificate  of  Occupancy  1705  issued  in 
1920  on  N.  B.  Applic.  1047-16,  permits  the  use  of  the  build¬ 
ing  throughout  as  a  hotel ;  and 

Whereas,  the  applicant  contends  that  the  hotel  use  ex¬ 
tends  up  to  the  17th  floor  only;  that  the  20th  floor  is  located 
under  the  sloping  roofs  and  is  not  used  for  any  dwelling 
purposes,  but  for  machines  for  elevators  and  ventilating 
fans,  enclosed  in  fireproof  rooms  and  separated  from  the 
paint  shop;  that  under  Building  Notice  1991-43,  the  installa¬ 
tion  of  a  fireproof  paint  storage  room  was  approved ;  that 
it  is  proposed  to  store  in  this  paint  storage  room,  quantities 
of  paint  and  accessories  as  approved  by  the  Fire  Depart- 
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ment;  that  an  approved  spray  booth  equipped  with  vapor- 
oroof  lights,  motors,  switches  and  sprinkler  heads,  and  an 
exhaust  fan  leading  to  a  24-inch  metal  flue  leading  5  ft. 
above  roof  has  been  installed ;  that  this  booth  complies  in 
all  respects  with  the  requirements  of  the  Spray  Rules ;  that 
the  entire  floor  is  protected  with  an  approved  system  of 
sprinklers ;  and  it  is  requested  the  Board  permit  this  ap¬ 
proved  type  of  spray  booth  to  remain  on  the  top  floor  of 
this  building,  as  this  entire  floor  is  fireproof,  equipped  with 
a  sprinkler  system  and  not  used  for  living  quarters. 

Resolved,  that  the  decision  of  the  fire  commissioner  acting 
on  Order  36251-C  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
spraying  shall  be  carried  on  only  on  the  20th  floor  as  pro¬ 
posed  and  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  January  19,  1944;”  that  in  all  other  re¬ 
spects,  the  maintenance  of  the  paint  spraying,  storage  of 
paints  and  all  other  matters  applicable  to  such  occupancy 
shall  be  carried  on  in  accordance  with  the  requirements  of 
the  fire  commissioner ;  that  such  spraying  shall  be  only  for 
the  servicing  of  the  hotel’s  own  equipment ;  that  the  spray 
booth  shall  comply  with  the  requirements  of  the  Rules  of 
the  Board  applicable  thereto ;  that  the  room  for  the  storage 
of  paints  shall  be  duly  approved  in  accordance  with  the  re¬ 
quirements  and  maintained  to  the  satisfaction  of  the  fire 
(commissioner ;  that  the  amount  of  paint  stored  for  spraying 
purposes  shall  not  exceed  that  permitted  under  the  Spray 
Rules  of  the  Board  of  Standards  and  Appeals  and  any  other 
paint  materials  stored  shall  be  in  such  quantities  as  the  fire 
commissioner  may  permit ;  that  the  sprinkler  system  and 
standpipe  system  shall  be  maintained  in  accordance  with 
the  requirements  of  the  fire  commissioner. 


fl 

53-44-A 

APPLICANT — Interborough  Engineering  Co.,  for  Hartco 
Realty  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 840  Washington  avenue,  north¬ 
west  corner  of  Lincoln  place  (Block  1176,  Lot  98), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Ribelle  Perotti. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

[r HE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (53-44-A) 

Whereas,  Interborough  Engineering  Company,  for  Hartco 
Realty  Corporation,  owner,  filed  January  19,  1944,  an  appeal 
:rom  an  order  of  the  fire  commissioner,  affecting  840  Washi¬ 
ngton  avenue,  northwest  corner  of  Lincoln  place  (Block 
1176,  Lot  98),  Borough  of  Brooklyn;  and 
'  Whereas,  Order  96207-LC,  issued  by  the  fire  commis¬ 
sioner  December  21,  1943,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  and  use  fuel  oil  shows 
that  the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued : 

Forthwith 

1.  Provide  that  each  boiler,  heater,  range  or  stove 
is  connected  to  a  separate  flue  in  a  legal  chimney. 
Rule  12,  Oil  Burner  Rules.” 

ind 

Whereas,  the  applicant  states  the  building  is  four  stories 
(44  ft.)  in  height;  57  ft.  3*A  in.  by  98  ft.  5  in.  in  area; 
u  Class  3  construction ;  erected  1900 ;  located  in  a  business 
ind  residence  use  district,  and  used  as  follows :  cellar,  ordi- 
I’iinary ;  first  floor,  three  stores  and  dwelling,  one  family ; 
-nd,  3rd  and  4th  floors,  dwelling,  two  families  each  floor, 


for  which  Certificate  of  Occupancy  47318  was  issued  October 
26,  1927,  on  Alt.  Permit  3371-27 ;  and 

Whereas,  the  applicant  contends  that  the  building  has 
been  burning  coal  since  1927  with  the  same  two  boilers 
that  exist,  connected  to  one  existing  tile  lined  chimney  by 
two  smoke  pipes ;  that  in  September,  1941,  oil  burners  were 
installed  and  have  been  operating  satisfactorily  ever  since; 
that  one  boiler  is  used  for  heating  and  the  other  for  domestic 
hot  water ;  that  boiler  manufacturers  recommend  a  smaller 
chimney  area  for  oil-fired  boilers  than  for  coal-fired  boilers ; 
that  it  is  therefore  felt  that  the  chimney  is  safer  and  more 
satisfactory  with  oil-fired  boilers  than  it  was  in  1941  with 
coal-fired  boilers. 

Resolved,  that  the  decision  of  the  fire  commissioner  acting 
on  Order  96207-LC,  Item  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  in  all  other  respects,  the  requirements  of  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals  shall  be  com¬ 
plied  with. 


61-44-A 

APPLICANT — Joseph  Lau,  for  William  Easer,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 120-07  180th  street,  east  side, 
44  ft.  4  in.  south  of  120th  avenue  (Block  3192,  Lot 
332),  St.  Albans,  Borough  of  Queens. 

APPEARANCES - 

For  Applicant:  Joseph  Lau. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (61-44-A) 

Whereas,  Joseph  Lau,  for  William  Easer,  owner,  filed 
January  24,  1944,  an  appeal  from  a  decision  of  the  acting 
borough  superintendent,  affecting  premises  120-07  180th 
street,  east  side,  44  ft.  4  in.  south  of  120th  avenue  (Block 
3192,  Lot  332),  St.  Albans,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent  re  Alt.  Applic.  312-43,  dated  January  4,  1944,  reads : 
“1.  The  extension  of  a  brick  residential  building  in 
frame  construction  within  the  fire  limits  is  contrary  to 
Sec.  4.1.5  Building  Code. 

2.  Proposed  extension  obstructs  the  required  legal 
light  and  ventilation  in  bed  room. 

3.  2  in.  beams  within  the  fire  limits  is  contrary  to 
Sec.  7.1.4  Building  Code. 

4.  South  wall  being  less  than  3  ft.  from  the  lot  line 
must  be  brick  filled.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story, 
(15  ft.)  in  height,  22  ft.  by  60  ft.  in  area;  of  Class  3  con¬ 
struction;  erected  in  1938;  located  in  an  unrestricted  use,  D 
area,  district ;  occupied :  cellar,  boiler,  storage  and  accessory 
garage;  1st  story,  dwelling,  1  family;  and 
Whereas,  the  applicant  contends  that  in  1939,  a  one  story 
frame  porch  9  ft.  4  in.  by  11  ft.  3  in.  was  erected  at  the 
rear  of  the  building  and  plans  were  filed  and  disapproved 
at  the  time  of  the  erection  of  the  porch,  but  the  owner 
was  unaware  of  this  fact  and  the  contractor  proceeded  with 
the  work;  that  a  violation  was  issued  for  the  erection  of  the 
porch  without  a  permit  and  a  summons  served  on  the  owner 
returnable  in  Magistrates  Court  December  30,  1943  and  ad¬ 
journed  to  permit  the  filing  of  this  appeal;  that  the  porch  is 
constructed  of  2  in.  by  4  in.  studs,  16  in.  on  centers,  surfaced 
on  the  interior  with  J4  in.  Beaver  board  and  on  the  exterior 
with  imitation  brick  composition  incombustible  siding ;  that 
the  roof  is  surfaced  with  rubberoid  built  up  roofing ;  that  the 
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porch  floor  is  supported  on  4  in.  by  4  in.  wood  posts  on 
concrete  footings,  extending  approximately  2  ft.  below  the 
grade  of  the  yard;  that  the  floor  and  roof  beams  are  2  in. 
by  6  in.  and  the  porch  is  located  1  ft.  8  in.  from  the  lot  line 
and  is  equipped  with  six  windows  and  a  door  leading  to 
rear  and  does  not  obstruct  light  and  ventilation  to  the  bed¬ 
room  adjoining,  as  the  bedroom  is  equipped  with  a  glazed 
French  door  and  a  double  hung  window  opening  to  the  porch  ; 
that  in  view  of  these  conditions,  it  is  respectfully  requested 
that  the  Board  waive  the  objections  of  the  borough  super¬ 
intendent,  so  as  to  permit  the  condition  to  remain. 

Resolved,  that  the  decision  of  the  acting  borough  superin¬ 
tendent  acting  on  Alt.  Applic.  312-43,  Objections  1,  2,  3  and 
4,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  extension  shall  be 
constructed  as  permitted  for  a  residential  building  when 
located  outside  of  the  fire  limits  and  that  the  building  shall 
not  be  further  increased  in  height  or  area. 


66-44-A 

APPLICANT — Albert  Parnell,  for  Wang  Holding  Corpora¬ 
tion,  owner  (Joseph  Levy  Clothing  Manufacturing 
Co., — Crawford  Clothes,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 165-24  to  165-26  Jamaica  ave¬ 
nue,  southwest  corner  of  Merrick  boulevard  (Block 
10155,  Lot  12),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Albert  Parnell. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (66-44-A) 

Whereas,  Albert  Parnell,  for  Wang  Holding  Corporation, 
owner  (Jos.  Levy  Clothing  Mfg.  Co., — Crawford  Clothes, 
lessees),  filed  January  27,  1944,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner ;  premises :  165-24  to 
165-26  Jamaica  avenue,  southwest  corner  of  Merrick  boule¬ 
vard  (Block  10155,  Lot  12),  Jamaica,  Borough  of  Queens; 
and 

Whereas,  Order  10103-LF,  issued  by  the  Fire  Commis¬ 
sioner  January  29,  1943,  and  referred  to  in  his  decision  dated 
December  28,  1943,  reads : 

“1.  Provide  in  cellar  a  fixed  fire  extinguishing  system 
or  other  means  for  the  extinguishment  of  fire  satisfactory 
to  the  Fire  Commissioner.  C19-161.0  of  the  Adm.  Code.” 

and 

Whereas,  applicant  states  the  building  is  two  stories  (20 
ft.)  in  height,  32  ft.  by  58  ft.  in  area;  Class  3  construction; 
erected  in  1923;  located  in  business  use,  C  area,  district; 
occupied  since  1933 :  cellar,  storage  and  boiler  room,  0  per¬ 
sons;  1st  floor,  store,  10  persons;  2nd  floor,  offices,  6  per¬ 
sons  ;  that  the  building  is  equipped  with  one  interior  3  ft. 
6  in.  wide  wood  stairway  enclosed  in  partitions  of  lath  and 
plaster  equipped  with  kalamein  self-closing  doors ;  that  the 
cellar  is  of  the  approximate  size  of  the  street  floor  story, 
namely  32  ft.  by  58  ft.,  reached  by  one  interior  stairway  and 
partially  occupied  by  a  boiler  room  separated  by  a  masonry 
wall  from  balance  of  cellar ;  and 

Whereas,  the  applicant  contends  that  the  occupant  of  the 
building  is  engaged  in  the  retail  sale  of  men’s  and  women’s 
wearing  apparel ;  that  the  cellar  is  used  as  a  stockroom  and 
in  view  of  the  fact  that  there  is  nothing  hazardous  in  this 
occupancy  and  no  work  is  done  in  the  cellar,  permission  is 
requested  to  install  a  non-automatic  sprinkler  system  in  the 
cellar  without  a  thermostatic  alarm. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  10103-LF,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  there  shall 


be  installed  throughout  the  cellar  a  dry  non-automatic  sprink¬ 
ler  system  substantially  as  indicated  on  plans  marked  “Re¬ 
ceived  March  7,  1944”  with  a  single  fire  department  inlet 
located  as  shown ;  that  the  boiler  room  shall  be  separated 
from  the  balance  of  the  cellar  used  for  storage  of  stock  by  a 
fireproof  wall  with  no  openings  therein ;  that  the  entrance  to 
the  boiler  room  shall  be  from  the  exterior  of  the  building. 


97-44-A 

APPLICANT — Yetta  Cohen,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire  j 
commissioner. 

PREMISES  AFFECTED— 101-103  East  29th  street,  north 
side,  80  ft.  east  of  4th  avenue  (Block  885,  Lot  6)  ; 
(Hatfield  House),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Abraham  H.  Brown. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative  . 0 

THE  RESOLUTION  (97-44-A) 

Whereas,  Yetta  Cohen,  owner,  filed  February  10,  1944  an 
appeal  from  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  premises  101-103  East  29th  street,  north  side,  80  ft. 
east  of  4th  avenue  (Block  885,  Lot  6),  (Hatfield  House), 
Borough  of  Manhattan ;  and 

Whereas,  Order  19592-LF,  issued  by  the  fire  commis¬ 
sioner  October  27,  1943,  reads : 

“3.  Provide  telegraphic  communications  with  Fire  De¬ 
partment  Headquarters,  as  provided  for  by  the  Adminis¬ 
trative  Code.  Section  487-2-2.0-b.” 

and 

Whereas,  in  a  decision  dated  January  11,  1944,  Item  3  of 
Order  19592-LF,  was  quoted  as  follows : 

“3.  Provide  telegraphic  communication  with  Fire  De¬ 
partment  Headquarters,  as  provided  for  by  the  Admin¬ 
istrative  Code.  Section  487e-2.0-b.l  Adm.  Code.” 
and 

Whereas,  the  applicant  states  the  building  is  7  stories  and 
basement  in  height,  45  ft.  by  98  ft.  in  area;  of  Class  1  con¬ 
struction  ;  located  in  a  business  use  B  area  district ;  erected  : 
prior  to  1903  and  used  as  a  hotel,  with  a  total  of  58  rooms  1 
above  the  1st  story;  that  the  building  is  equipped  with  an  1 
interior  fire  alarm  system,  standpipe  system,  a  6  ft.  wide  in¬ 
terior  stairs  of  steel  and  marble  construction,  enclosed  in 
brick  and  plaster  partitions,  equipped  with  metal  self-closing  : 
doors  and  extending  from  roof  bulkhead  to  lobby  and  thence 
to  street ;  that  there  is  also  a  fire  escape  at  the  rear  of  the  * 
building  extending  to  roof  by  stair  and  to  grade  by  stair 
with  egress  to  street  through  alley;  and 

Whereas,  the  applicant  contends  the  building  is  fireproof, 
equipped  with  an  interior  fire  alarm  system ;  that  a  watchman 
operating  a  time  detector  device  is  now  employed ;  that  tele¬ 
phones  have  been  installed  throughout  the  entire  building, 
each  room  being  provided  with  its  own  telephone ;  that  a 
telephone  operator  is  on  duty  24  hours  a  day  at  a  P.B.X. 
switchboard  operating  two  trunk  lines;  that  the  building  is  j 
320  ft.  from  the  nearest  street  fire  box  and  is  not  provided 
with  kitchenettes  or  gas  ;  that  since  a  building  fire  alarm  box  i 
is  expensive  and  difficult  to  obtain  by  reason  of  priority  regu¬ 
lations  and  that  since  the  aforementioned  safeguards  are  now  | 
in  use  and  are  sufficient  to  cope  with  any  possible  emergency, 
it  is  requested  that  the  Board  relieve  the  applicant  of  com¬ 
plying  with  the  requirements  of  Item  3  of  the  fire  commis¬ 
sioner’s  order. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  19592-LF,  Objection  3,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  premises  shall  be  maintained  substantially  as  set 
forth  and  to  the  satisfaction  of  the  fire  commissioner;  that 
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,  m  operator  shall  be  maintained  at  the  telephone  switchboard 
in  the  street  floor  at  all  hours  of  the  day  and  night ;  that  a 
sign  shall  he  maintained  at  the  switchboard  giving  the  tele- 
( ahone  number  of  fire  department  headquarters  as  well  as 
he  location  of  the  nearest  street  fire  alarm  box. 

' 


112-44-A 

\PPLICANT — Liberty  Ink  Company,  lessee,  for  Rothbard 
and  Roskis,  owners. 

SUBJECT — Appeal  from  an  order  and  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 61  Montrose  avenue,  north  side, 
150  ft.  west  of  Lorimer  street  (Block  3050,  Lot 
35),  BorougW  of  Brooklyn. 

•\PPEARANCES — 

For  Applicant:  J.  Ralph  Weissman. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (112-44-A) 

Whereas,  Liberty  Ink  Company,  lessees,  for  Rothbard 
^ind  Roskis,  owners,  filed  February  17,  1944,  an  appeal  from 
'an  order  of  the  fire  commissioner,  affecting  premises :  61 
Montrose  avenue,  north  side,  150  ft.  west  of  Lorimer  street 
,(Block  3050,  Lot  35),  Borough  of  Brooklyn;  and 
Whereas,  Order  11134-LF  issued  by  the  Fire  Commis¬ 
sioner  September  14,  1943  and  referred  to  in  his  decision 
dated  January  24,  1944,  reads: 

“1.  Arrange  iron  bars  on  windows  so  as  to  be  readily 
movable  or  removable  from  both  sides  in  such  a  manner 

Ias  to  afford  the  free  and  unobstructed  use  of  such  win¬ 
dows  for  the  purposes  of  egress  as  per  Section  272  of 
the  Labor  Law.” 
and 

Whereas,  the  applicant  states  the  building  is  3  stories 
;:(36  ft.)  in  height,  25  ft.  by  100  ft.  in  area  at  first  floor; 
1 25  ft.  by  50  ft.  in  area  at  typical  floor ;  Class  3  construction ; 
(  erected  in  1878  and  1903;  located  in  an  unrestricted  use,  B 
; area,  district;  and  used  since  1936  as  follows:  cellar,  boiler 
room ;  1st  floor,  manufacturing  writing  inks  and  adhesives, 
!  5  persons ;  2nd  floor,  dwelling,  two  families ;  3rd  floor, 
!  dwelling,  two  families ;  that  the  building  is  equipped  with 
|  ane  34  in.  wood  stairway,  enclosed  in  partitions  of  wood 
f  >tuds  covered  with  metal,  equipped  with  wood  doors  and 
|  two  fire  escapes,  one-  at  front  and  one  at  rear,  leading  to 
i  roof  by  ladder  and  one  to  the  street  by  ladder,  the  other  to 
■yard  by  ladder  with  egress  from  termination  through  adjoin- 
ing  building ;  that  there  are  six  windows,  equipped  with 
j  fixed  bars,  as  indicated  on  plans  filed  with  this  appeal  and 
two  windows  equipped  with  movable  shutters  on  the  first 
.  Iloor  rear ;  and 

|  Whereas,  the  applicant  contends  that  it  is  working  on 
190%  defense  work  and  it  is  requested  the  Board  grant  a 
[variance  to  permit  the  existing  conditions  to  remain  for  the 
,  luration  of  the  present  emergency. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  Order  11134-LF,  item  1,  of  the  fire  commis- 
'  sioner  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  exits  as  shown  on  plans  marked  “Received 
February  17,  1944  and  February  26,  1944”  and  two  of  the 
shutters  shall  be  maintained  so  as  they  can  be  readily  open- 
able  from  the  exterior  or  interior,  as  indicated,  on  the  easterly 
side  of  the  building;  that  such  shutters  shall  be  kept  open- 
able  during  working  hours  and  that  aisles  shall  be  maintained 
to  such  exits  at  all  times 


MATERIALS  SUBMITTED  FOR  APPROVAL 

552-43-SM 

APPLICANT — J.  E.  Came  Company  for  De-Oxo-Lin 
Chemical  Products,  Inc.,  owner. 

SUBJECT — Application  for  consideration — Reopening  and 
amendment  of  resolution  as  to  additional  fabrics  re 
De-Oxo-Lin  200  FF  Flameproofing  Compound ; 
previously  approved. 

APPEARANCES— 

For  Applicant :  Bernard  A.  Cohen. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


1020-38-SM 

APPLICANT — Universal  Atlas  Cement  Company,  owner. 
SUBJECT — Hudson  Atlas  Portland  Cement,  Northampton 
Atlas  Portland  Cement,  Atlas  White  Portland  Ce¬ 
ment  and  Atlas  Waterproofed  White  Portland 
Cement,  reopened  October  5,  1943  re  amendment  of 
resolution  as  to  Northampton  Atlas  Portland  Ce¬ 
ment,  the  inclusion  of  Northampton  Atlas  High 
Early  Strength  Cement  and  Atlas  Duraplastic  Port¬ 
land  Cement  as  manufactured  at  the  applicant’s  mill 
at  Northampton,  Pennsylvania. 
APPEARANCES— 

For  Applicant:  Clayton  L.  Davis. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (1020-38-SM) 

Whereas,  the  Universal  Atlas  Cement  Company,  owner 
filed  November  14,  1938,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material,  known 
as  the  Hudson  Atlas  Portland  Cement  and  Northampton 
Atlas  Portland  Cement,  Atlas  White  Portland  Cement  and 
Atlas  Waterproofed  White  Portland  Cement;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
January  31,  1939,  on  certain  conditions;  and 

\\  hereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
October  5,  1943  and  referred  to  the  Committee  on  Tests 
of  the  Board,  for  test  and  report ;  and 
W  hereas,  the  report  of  the  Committee  on  Tests  reads  as 
follows : 

REPORT  OF  COMMITTEE  ON  TESTS 

February  24,  1944 

Re.  Cal.  1020-38-SM. 

Subject:  Atlas  Portland  Cement  (Hudson  Mill),  Atlas 
Portland  Cement  (Northampton  Mill)  Atlas 
White  Portland  Cement  and  Atlas  Water¬ 
proofed  White  Portland  Cement — amendment 
of  resolution  as  to  Atlas  Portland  Cement 
(Northampton  Mill)  the  inclusion  of  Atlas 
High-Early  Portland  Cement  and  Atlas  Dura- 
plastic  Air  Entraining  Portland  Cement  as 
manufactured  at  the  applicant’s  mill  at  North¬ 
ampton,  Pennsylvania. 

On  January  31,  1939,  the  Board  approved  Atlas  Port¬ 
land  Cement  (Hudson  Mill),  Atlas  Portland  Cement 
(Northampton  Mill),  Atlas  White  Portland  Cement 
(Northampton  Mill),  Atlas  Waterproofed  White  Port¬ 
land  Cement  (Northampton  Mill)  for  use  in  New  York 
City  as  meeting  the  requirements  of  Section  C26-312.0, 
Subdivision  c  (1)  of  the  Administrative  Code. 
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At  the  request  of  the  applicant  the  Board  on  October 
5,  1943,  reopened  this  application  and  referred  it  to  the 
Committee  on  Tests  for  test  and  report. 

The  applicant  now  proposed  that  Atlas  Portland 
Cement  and  Atlas  High  Early  Portland  Cement  as 
previously  manufactured  at  its  plant  at  Northampton, 
Pennsylvania,  be  approved  as  manufactured  at  a  new 
plant  located  immediately  adjacent  to  the  old  plant, 
which  has  discontinued  the  manufacture  of  cement. 
Atlas  Portland  Cement  and  Atlas  High  Early  Portland 
Cement,  as  described  in  this  report,  are  now  being 
manufactured  at  the  new  plant.  Duraplastic  Air  En¬ 
training  Portland  Cement,  as  described  herein,  was 
manufactured  at  the  old  plant  and  is  now  being  shipped 
from  storage  bins  and  when  such  storage  is  exhausted 
will  be  manufactured  at  the  new  plant  at  which  time 
its  manufacturing  processes  and  controls  and  its  physical 
and  chemical  properties  will  be  investigated  by  the 
Committee  on  Tests. 

MANUFACTURING  PROCESSES  AND  CON¬ 
TROLS  IN  THE  MANUFACTURE  OF  ATLAS 
PORTLAND  CEMENT  AND  ATLAS  HIGH 
EARLY  PORTLAND  CEMENT  AT  THE  NEW 
NORTHAMPTON  PLANT. 

Manufacturing  Processes : 

These  cements  are  made  in  a  wet  process  plant  using 
cement  rock  and  sand  as  raw  material.  The  cement 
rock  after  quarrying  is  crushed  and  delivered  to  a 
covered  storage  from  which  it  is  fed  by  weighing  equip¬ 
ment  into  each  of  two  wet  grinding  circuits.  The  fine¬ 
ness  of  grinding  is  closely  controlled  by  rake  and  bowl 
classifiers.  The  product  of  the  grinding  units  is  a  thin 
slurry  which  is  pumped  to  a  large  thickener. 

The  thickened  cement  rock  slurry  is  split  into  two 
portions  part  of  which  is  delivered  to  a  blending  tank. 
The  other  fraction  passes  through  a  centrifugal  classi¬ 
fier  which  makes  a  separation  between  a  coarse  (higher 
lime)  fraction  or  cake,  and  a  fine  (lower  lime)  frac¬ 
tion  or  effluent.  The  effluent  is  delivered  to  flotation 
cells  which  beneficiate  the  rock  by  removing  carbon 
and  mica  and  deliver  a  high  lime  concentrate  slurry  to 
a  second  thickener  which  also  receives  the  cake  from 
the  centrifugal  classifier.  The  thickened  cake-concen¬ 
trate  slurry  is  delivered  to  a  second  blending  tank. 

Sand  is  ground  in  a  separate  grinding  circuit  similar 
to  that  grinding  cement  rock.  The  sand  slurry  is 
pumped  to  a  smaller  thickener  and  the  thickened  slurry 
is  delivered  to  a  third  blending  tank.  The  three  slurries, 
in  separate  blending  tanks  are  then  blended  in  the  de¬ 
sired  proportions  to  produce  a  mix  of  the  desired  com¬ 
position. 

The  blended  mix  is  pumped  to  storage  tanks  from 
which  it  is  fed  into  slurry  filters  preceding  the  kilns 
which  further  dewater  the  slurry  and  deliver  it  to  the 
kilns  as  a  filter  cake.  The  kilns  are  maintained  under 
uniform  conditions  by  using  automatic  draft  control 
and  other  instrument  aids. 

Pulverized  coal  is  fed  to  the  kilns  at  a  uniform 
rate  by  automatically  controlled  unit  pulverizers  with 
integral  blast-air  fans.  A  continuous  record  of  kiln 
revolutions,  production,  burning  temperatures  and  other 
pertinent  data  is  kept. 

Clinker  discharged  from  kilns  is  cooled  on  quenching 
type  vibrating  coolers  and  delivered  to  storage.  It  is 
then  proportioned  with  a  predetermined  amount  of  gyp¬ 
sum  and  fed  to  each  of  three  grinding  circuits  by  auto¬ 
matic  weighing  equipment.  The  fineness  of  grinding 


is  controlled  by  air-mechanical  classifiers.  The  finished 
cement  is  then  conveyed  to  large  storage  silos  from 
which  it  is  packed  either  in  bags  or  in  bulk. 

The  entire  manufacturing  process  is  under  chemical 
and  physical  control  throughout.  The  fineness  of  grind¬ 
ing  of  cement  rock  and  sand  is  checked  by  hourly 
samples  from  automatic  slurry  samplers.  Calcium  car¬ 
bonate  determinations  are  made  on  each  blended  raw 
mix  slurry  tank  before  the  slurry  is  released  to  the 
storage  tanks  for  kiln  feed.  Uncombined  lime  determi¬ 
nations  and  complete  chemical  analyses  are  made  on 
average  samples  of  clinker.  During  the  grinding  of  the 
clinker,  specific  surface  is  determined  on  each  two- 
hour  sample  of  cement,  as  well  as  setting  time.  Tensile 
and  compressive  strength  tests,  soundness  tests,  and 
complete  chemical  analyses  are  made  on  daily  average 
samples  of  cement  production. 

DURAPLASTIC  AIR  ENTRAINING  PORTLAND 
CEMENT  AS  MANUFACTURED  AT  THE 
OLD  PLANT,  NORTHAMPTON,  PENNSYL¬ 
VANIA 

Manufacturing  Process 

This  cement  is  made  in  a  dry  process  plant  with 
cement  rock  and  limestone  as  raw  materials.  The 
cement  rock  is  delivered  from  the  quarry  operation  to 
a  crusher  and  crushed  limestone  and  sand  are  delivered 
to  the  plant  by  railroad.  The  three  materials  are  pro¬ 
portioned  by  automatic  batch  weighing  scales  and  ground 
in  a  battery  of  preliminary  roll-type  mills  followed  by 
secondary  tube  mills.  The  fineness  of  grinding  is  con¬ 
trolled  by  air-mechanical  classifiers.  The  combined  prod¬ 
uct  from  the  grinding  circuits  is  delivered  to  kiln  feed 
tanks  which  were  drawn  by  calibrated  feeder  screws 
for  kiln  feed. 

Powdered  coal  produced  in  a  central  coal  grinding 
plant  is  delivered  to  the  kilns  by  calibrated  coal  feed 
screws  and  injected  therein  by  high  pressure  steam. 

Clinker  is  proportioned  with  gypsum  and  Vinsol  resin 
in  the  amount  permitted  by  specifications  and  fed  to  the 
grinding  mills  which  consisted  of  a  battery  of  prelimi¬ 
nary  roll-type  mills  followed  by  tube  mills,  and  a  parallel 
compartment  mill  circuit.  Fineness  of  grinding  is  con¬ 
trolled  on  the  tube  mill  units  by  regulation  of  mill  feed 
rate  and  on  the  compartment  unit  by  air-mechanical 
classifiers. 

The  finished  cement  is  conveyed  to  storage  bins  from 
which  it  is  packed  either  in  bags  or  in  bulk. 

Controls : 

For  chemical  control  of  the  manufacturing  process, 
calcium  carbonate  and  fineness  determinations  are  made 
on  two-hour  average  samples  of  ground  raw  mixture. 
Total  and  uncombined  lime  determinations  are  made 
on  average  samples  of  clinker.  During  the  grinding  of 
the  clinker,  specific  surface  and  setting  time  are  deter¬ 
mined  on  each  two  hour  average  sample  of  cement  col¬ 
lected  by  an  automatic  sampler.  Gypsum  addition  is 
checked  by  SO 3  determinations  each  eight  hours.  Tensile 
and  compressive  strength  tests,  soundness  tests,  and 
complete  chemical  analyses  are  made  on  daily  average 
samples  of  cement  production. 

Samples  of  these  cements  were  selected  from  storage 
and  tested  at  the  applicant’s  laboratory  located  at  the 
new  mill,  Northampton,  Pennsylvania,  in  the  presence  of 
representatives  of  the  Committee  on  Tests,  with  the  fol¬ 
lowing  results : 
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ATLAS  PORTLAND  CEMENT— NEW  NORTHAMPTON  MILL 


CHEMICAL 

ANALYSIS 

CALCULATED  COMPOUNDS 

Loss 

Si02 

AL03 

FeA 

CaO  MgO 

S03 

on 

Ignition 

GS  GS 

GA 

GAF 

20.70 

6.75 

2.53 

64.06  2.68 

1.59 

0.56 

49.8  21.9 

13.6 

7.7 

PHYSICAL  TESTS 
—  = 


Specific 

- Setting  Time - 

% 

Surface 

Normal 

Gillmore 

Vicat 

Autoclave 

cmVgm 

Consistency 

Initial  Final 

Initial  Final 

Expansion 

(Wagner) 

22.8 

3:45  7:40 

2  :45  5  :45 

.17 

1699 

COMPRESSIVE  STRENGTH— 2" 

CUBES— P.S.I. 

A.S.T.M.  C109  Method 

W/C  =  .53  by  Wt. 

Federal  SS-C-158a  Method 

W/C  =  .54  by  Wt. 

3da. 

7da. 

28da. 

3da. 

7da. 

28da. 

Spec.  #1 

1661 

2847 

5266 

1696 

3152 

5513 

*“  #2 

1689 

2855 

5061 

1762 

3014 

5571 

“  #3 

1751 

2780 

5308 

1834 

3294 

5201 

“  #4 

1705 

2685 

5027 

1620 

3127 

5476 

“  #5 

1702 

2880 

5326 

1630 

3148 

5158 

“  #6 

1765 

2836 

5339 

1814 

3179 

5346 

Ave. 

1712 

2814 

5221 

1726 

3152 

5378 

TENSILE  STRENGTH  P.S.I. 
A.S.T.M.  Method— C77-40 


3da. 

7da. 

28da. 

Spec.  #1 

360 

410 

545 

“  #2 

390 

460 

475 

“  #3 

360 

435 

530 

“  #4 

360 

440 

505 

“  #5 

365 

415 

515 

“  #6 

365 

460 

510 

Ave. 

367 

437 

513 

ATLAS  HIGH  EARLY  PORTLAND  CEMENT 
NEW  NORTHAMPTON  MILL 


CHEMICAL  ANALYSIS  CALCULATED  COMPOUNDS 

Loss 

on 

SiOa  AI2O3  Fe/X.  CaO  MgO  S03  Ignition  GS  GS  C3A  GAF 

19.92  5.85  2.45  64.92  2.61  2.14 _ 082 _ 63.8  9.0  11.3  7.5 

=======^====^=========^=^^= 
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PHYSICAL  TESTS 


Normal 

onsistency 

Final 

ci 

7° 

Autoclave 

Expansion 

Specific 

Surface 

cm2/gm 

(Wagner) 

Gillmore 

Initial  Final 

Vi  cat 

Initial 

27.6 

2:40  4:55 

1:40 

3:55 

.09 

2749 

COMPRESSIVE  STRENGTH— 2" 

CUBES— P.S.I. 

A.S.T.M. 

Cl 09  Method 

Federal  SS-C-158a  Method 

W/C  = 

.53  by  Wt. 

W/C 

=  .55  by  Wt. 

Ida.  3da. 

7da. 

28da. 

Ida. 

3da. 

7da. 

28da. 

Spec.  #1 

1726  4162 

6226 

7225 

1563 

4259 

6074 

7182 

“  #2 

1689  4367 

6369 

7185 

1636 

4002 

6109 

71-74 

“  #3 

1705  4419 

6073 

7252 

1609 

4170 

6105 

7547 

-  #4 

1734  4231 

6232 

7319 

1648 

4155 

6101 

7429 

“  #5 

1768  4347 

6402 

7436 

1651 

4268 

5951 

7548 

“  #6 

1691  4244 

6494 

7073 

1631 

4177 

6062 

7263 

Ave. 

1719  4295 

629v 

7248 

1623 

4172 

6067 

7357 

TENSILE  STRENGTH 

P.S.I. 

A.S.T.M.  Method— C77-40 

Ida. 

3da. 

7da. 

28da. 

Spec.  #1 

310 

535 

525 

570 

“  #2 

345 

485 

520 

545 

“  #3 

325 

435 

560 

575 

“  #4 

335 

475 

475 

555 

“  #5 

340 

505 

505 

485 

“  #6 

350 

440 

525 

510 

Ave. 

334 

479 

518 

540 

DURAPLASTIC  AIR  ENTRAINING  PORTLAND  CEMENT— OLD  NORTHAMPTON  MILL 

CHEMICAL  ANALYSIS 

CALCULATED  COMPOUNDS 

Loss 

on 

SiOi; 

AlaO. 

FedL  CaO  1 

TgOa  SOs 

Ig 

nition 

C:iS  C,S 

GA  GAF 

20.50 

6.71 

2.35  63.62 

2.95  1.75 

0.83 

49.6  21.4 

13.8  7.1 

Chloroform  soluble  =  0-.035% 

PHYSICAL 

TESTS 

Specific 

- Setting 

T  ime - 

% 

Surface 

N  ormal 

Gillmore 

Vicat 

Autoclave 

cm2/gm 

Consistency 

Initial  Pinal 

Initial 

Final 

Expansion 

(Wagner) 

24.0 

3:00  5:55 

2:00 

5:00 

.26 

1857 

COMPRESSIVE  STRENGTH— 2" 

CUBES— 

P.S.I. 

A.S.T.M. 

Cl 09  Method 

Federal  SS-C-158a  Method 

W/C  = 

.53  by  Wt. 

W/C 

=  .51  by  Wt. 

3da. 

7da. 

28da. 

3da. 

7da. 

28da. 

Spec.  #1 

1799 

2764 

3980 

1862 

2992 

4069 

“  #2 

1745 

2907 

4090 

1847 

2858 

4361 

“  #3 

1825 

2780 

3838 

1866 

2900 

4369 

“  #4 

1842 

2817 

3891 

1905 

2670 

4224 

“  #5 

1870 

2790 

3886 

1877 

2822 

4285 

“  #6 

1932 

2824 

3659 

1837 

2778 

4352 

Ave. 

1835 

2814 

3891 

1866 

2837 

4273 
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TENSILE  STRENGTH  P.S.I. 
A.S.T.M.  Method— C77-40 


3da. 

7da. 

28da. 

Spec.  #1 

345 

405 

460 

•’  #2 

395 

370 

415 

#3 

340 

340 

460 

“  #4 

385 

355 

470 

“  #5 

335 

365 

425 

“  #6 

325 

390 

405 

Ave. 

354 

371 

439 

RECOMMENDATIONS 

Based  on  the  foregoing  data  and  test  results,  the 
Committee  on  Tests  recommends  that  the  resolution 
adopted  by  the  Board  January  31,  1939,  be  amended 
to  include  the  approval  of  Atlas  Portland  Cement  and 
Atlas  High  Early  Portland  Cement  as  manufactured  by 
the  applicant  at  the  New  Northampton  Mill  and  Atlas 
Duraplastic  Air  Entraining  Portland  Cement  as  manu¬ 
factured  by  the  applicant  at  the  old  Northampton  Mill, 
pursuant  to  Section  C26-191.0  of  the  Administrative 
Code  and  required  by  Subdivision  b,  of  Section  C26- 178.0 
of  the  Administrative  Code,  for  use  in  New  York  City 
pursuant  to  Section  C26-312.0,  c-1  of  the  Administrative 
Code,  provided  the  applicant  shall  file  monthly  mill  test 
reports  of  physical  and  chemical  analysis  certified  by 
the  applicant’s  Chief  Chemist  at  the  Northampton  Mill, 
and  that  each  bag  be  marked,  tagged  or  labelled  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Cal.  1020-38-SM,”  and  when 
marketed  in  bulk  for  use  in  New  York  City  the  hills  of 
lading  shall  be  similarly  marked. 

It  is  further  recommended  that  when  the  applicant’s 
New  Northampton  Mill  is  in  production  for  the  manu¬ 
facture  of  Atlas  White  Portland  Cement,  Atlas  Water¬ 
proofed  White  Portland  Cement  and  Atlas  Duraplastic 


Air  Entraining  Portland  Cement,  the  manufacturing 
processes  and  chemical  and  physical  properties  of  these 
cements  shall  be  reviewed  by  the  Committee  on  Tests 
and  an  application  made  by  the  applicant  for  reopening 
and  amendment  of  this  approval  prior  to  shipping  any 
of  these  cements  as  manufactured  at  the  new  mill. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  31,  1939,  in  accord¬ 
ance  with  the  recommendations  as  contained  in  the  above 
report  of  the  Committee  on  Tests  dated  February  24,  1944. 


Adjourned:  5:10  P.M. 

Joseph  J.  Doyle,  Chief  Clerk 


RULES 


FACTORY  EXIT  RULES  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS 
FEBRUARY  23,  1927  (CODIFYING  AND  SUPERSEDING  GENERAL  RESOLUTION  AND 
RULES  ADOPTED  UNDER  CAL.  NOS.  381-17-S  ‘STAIRS  TO  ROOF’,  1218-18-S  ‘FIRE  ES¬ 
CAPES’,  1708-18-S  ‘PARTY  WALL  FIRE  ESCAPES’  AND  410-24-SR  ‘ENCLOSURE  OF  STAIR 


WAYS’)  AMENDED 

(64-27- SR) 

STANDARD  FACTORY  EXITS 

Section  1 — Fire  Escapes. 

Rule  1.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  Hoor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  consist 
of  an  outside  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  labor  law,  and  in 
addition  thereto : 


JANUARY  15,  1932. 

( 1 )  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  treads  constructed  of  bars  at  least  one- 
half  (K)  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (IK)  inch  mesh, 
all  rigidly  braced ; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape 
stairway  shall  continue  to  the  roof,  and  if  there  be  no 
safe  means  of  egress,  a  gooseneck  ladder  shall  be  pro¬ 
vided  from  the  top  story  balcony  to  the  roof. 


y 
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(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  five 
stories  or  less  in  height,  one  of  the  required  means  of  exit 
under  section  271  of  the  Labor  Law  may  consist  of  an 
outside  iron  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  pro¬ 
visions  of  Section  274,  Labor  Law  and  in  addition  thereto 

(1)  The  balconies  shall  be  not  less  than  3  feet  in 
width. 

(2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  height. 

(3)  Passageways  on  the  balconies  shall  be  not  less 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 
distance  between  the  sill  and  lintel  will  not  permit  of  an 
opening  6  feet  in  height,  a  casement  door  not  less  than 
4  ft.  6  in.  in  height  will  be  permitted. 

Rule  3.  The  single  fireproof  casement  doors  leading  to 
all  fire  escape  balconies  shall  open  out  and  shall  be  self¬ 
closing.  An  easily  operated  door  lock  with  knobs  on  both 
sides  of  the  door  shall  be  provided. 

Such  fire  doors  may  be  at  window  sill  level  if  fixed  iron 
step  at  least  two  feet  wide,  with  risers  _  not  exceeding 
eight  (8)  inches,  and  treads  not  less  than  eight  (8)  inches 
are  provided  on  the  inside  from  floor  level  to  sills  properly 
secured. 

Rule  4  (a).  Any  such  fire  escape  erected  subsequent 
to  October  1,  1913,  and  prior  to  these  rules  taking  effect, 
unless  previously  accepted  as  one  of  the  required  means 
of  exit  or  escape  by  the  administrative  official  having  juris¬ 
diction,  shall  conform  in  every  respect  to  the  provisions  of 
these  rules. 

(b)  A  fire  escape  shall  not  hereafter  be  accepted  as  con¬ 
stituting  one  of  the  required  means  of  exit  or  escape  under 
Section  271-1  of  the  Labor  Law,  in  any  building  erected 
prior  to  October  1,  1913,  now  occupied  or  to  be  occupied  as 
a  factory,  exceeding  nine  stories  in  height,  or  more  than 
90  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  struc¬ 
turally  safe,  properly  painted,  and  kept  clear  of  all  obstruc¬ 
tions. 

Section  2 — Enclosure  of  Factory  Stairways. 

Rule  6.  Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty-five 
persons  employed  above  the  second  story,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit,  and  the  landings, 
platforms  and  passageways  connected  therewith,  shall  be 
enclosed  on  all  sides  by  partitions  of  fire-resisting  material 
extending  continuously  from  the  lowest  point  of  the  stair¬ 
way  in  accordance  with  the  following  schedule : 


Number 

of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents 
combustible, 
and  sprinkler 

Contents  non¬ 
combustible 
and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or  in 
the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  adequate 
automatic  sprinkler  equipment  installed  and  maintained  in 
good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above; — the  first  story  is  that  part  of  a  building  wffiich  is 
more  than  50  per  cent  above  the  floor  level  and  the  floor 
next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side  of 
the  roof  boarding.  That  portion  of  the  under  side  of  the 
roof  beams  within  the  stair  enclosure  shall  be  covered  with 
fire-resisting  material,  except  in  buildings  with  roofs  of 
non-combustible  material,  in  which  case  the  partitions  may 
stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead.  The 
enclosure  shall  be  ventilated  by  a  skylight  in  the  roof  with 
louvers  or  ventilators,  or  exterior  windows  with  ventilating 
sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  mate¬ 
rial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule  when 
both  sides  of  the  fire  wall  or  walls  are  occupied  on  any 
factory  floor  by  the  same  occupant. 

Rule  7.  Where  there  are  occupancies  on  any  story 
or  part  of  a  story  involving  the  storage  or  use  below  the 
top  story  of  the  following  materials  and  exceeding  the 
amount  specified,  and  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  such  occupancy,  the  interior 
stairway  serving  as  required  means  of  egress  shall  be  en¬ 
closed  on  that  story  with  fire-resisting  material  from  floor 
to  under  side  of  floor  above,  including  any  exposed  stair 
soffits,  landings  and  passageways ;  openings  shall  be  pro¬ 
vided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  pounds. 

Volatile  inflammable  oils,  1  gallon. 

Volatile  inflammable  mixtures,  5  gallons. 

Combustible  mixtures,  10  gallons. 

Paints,  varnishes  and  lacquers,  10  gallons. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 

Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupants  as  they  arise 
and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated, .  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resisting 
material  where  there  are  more  than  5  persons  employed  at 
manufacturing  above  the  first  story. 

Rule  8.  Required  Exits  and  Enclosures  of  Stairways 
in  Two-Story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build¬ 
ing'  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall  be 
provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
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open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to  a 
fire  escape  conforming  to  section  273,  Labor  Law,  or  rule  2 
of  these  rules.  Except  that  exit  door  shall  be  a  fire  door, 
with  substantial  steps  to  the  sills  properly  secured  when  sill 
is  more  than  8  inches  above  the  floor  level ;  and  where 
there  is  no  safe  egress  from  the  roof,  a  gooseneck  ladder 
shall  be  provided  from  top  balcony  to  the  roof,  except  on 
the  front  of  buildings. 

Unobstructed  egress  from  the  foot  of  the  fire  escape  or 
exterior  screened  stairway  shall  be  as  required  by  section 
273,  Labor  Law,  or  to  open  adjoining  yard  with  egress  to 
the  street.  No  point  on  any  floor  of  such  building  shall  be 
more  than  one  hundred  and  fifty  (150)  feet  distant  from 
such  an  exit 

Rule  9.  Enclosure  of  Stairways. — In  two-story  build¬ 
ings  where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified  in 
Rule  7  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy,  all  interior  stairways 
serving  as  required  means  of  exit  shall  be  enclosed  from 
the  lowest  point  of  such  stairway  to  the  ceiling  of  the  first 
floor  by  partitions  of  fire-resisting  material,  unless  the 
building  is  provided  with  a  wet  sprinkler  system,  in  which 
case  such  enclosure  of  stairways  shall  not  be  required. 
Such  enclosures  shall  lead  directly  to  a  door  opening  out¬ 
wardly  to  a  street  or  road,  or  an  open  area  affording  unob¬ 
structed  passage  to  a  street  or  road.  All  openings  in  such 
enclosure  shall  be  provided  with  fire  doors  equipped  with 
|  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
;  considered  as  applying  only  to  required  stairways. 

Rule  10.  Storage  of  Combustible  Material  Within 
Factory  Stairway  Enclosures. 

In  all  factory  buildings  no  articles  or  wares  of  any  nature 
i  shall  be  kept  or  stored  inside  the  limits  of  any  stairway 
1  enclosure  or  unenclosed  stairway,  or  on  the  landings,  plat¬ 
forms  or  passageways  connected  therewith. 

But  this  shall  not  prohibit  the  erection  and  maintenance 
1  of  a  stand  to  be  built  of  incombustible  material  and  wire 
■  glass  or  j4-inch-thick  plate  glass  for  the  retail  sale  of  cigars, 
cigarettes  and  tobacco  and  candies  in  original  packages  or 
daily  newspapers  in  the  public  hall  or  corridor  on  the  first 
story  of  any  building  provided  there  is  no  open  flame.  All 
portions  of  the  stand  and  any  portion  of  any  permitted  ac¬ 
cessory  use  to  same  shall  be  set  back  at  least  18  inches 
from  the  outside  line  of  travel  of  the  required  legal  width 
of  exit.  Each  such,  stand  shall  be  provided  with  at  least 
I  one  approved  214-gallon  chemical  fire  extinguisher. 

Section  3 — Safe  Egress  from  Roofs  of  Factory 
Buildings. 

Rule  11.  Interior  stairways  serving  as  required  means 
of  exit  in  factory  buildings  erected  after  October  1,  1913, 
and  not  exceeding  five  stories  in  height,  and  in  buildings 
erected  before  October  1,  1913,  now  occupied  or  to  be 
\  occupied  as  a  factory,  shall  not  be  required  to  extend  to  the 
:  roof  where  there  is  no  safe  egress  from  the  roof,  under 
Sections  270,  271  and  272,  Labor  Law. 

L  (a)  When  the  roofs,  or  the  top  of  the  parapet  wall  of 
an  adjoining  building  are  more  than  eight  feet  below  or 
more  than  five  feet  above  the  top  of  the  parapet  wall  of 
the  building  in  question,  and  there  is  no  outside  party  wall 
fire  escape,  party  wall  exterior  screened  stairway,  party 
wall  balconies  or  bridges,  or  where  any  outside  exits  do 
not  connect  to  adjoining  buildings  at  roof  level,  or  where 
there  are  no  unbarred  window  openings  five  feet  above  the 
i  roof  or  parapet  wall  of  the  building  in  question. 


(b)  When  the  roof  of  the  building  in  question  has  a  pitch 
exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  12  (a).  When  there  is  no  safe  egress  from  the 
roof,  as  above  described,  there  shall  be  in  all  cases  at  least 
a  double-rung  ladder  at  the  top  of  the  interior  stairway, 
and  within  the  interior  stairway  enclosure  when  stairway  is 
enclosed.  Such  ladder  shall  be  at  least  18  inches  in  width 
and  shall  be  properly  secured  at  top  and  bottom.  The  lad¬ 
der  shall  lead  to  a  scuttle  opening  not  less  than  2  feet  by  3 
feet  or  be  of  such  additional  area  as  may  be  required  to 
provide  ample  head  room.  The  scuttle  cover  shall  be  hinged 
and  of  light  weight  construction,  or  be  counter-balanced. 
An  easily  operated  hook  may  be  provided  on  scuttle  cover. 

(b)  Where  the  stair  bulkhead  door  opens  within  10  feet 
from  the  open  edge  of  the  roof,  an  iron  railing  properly 
braced  at  least  3  feet  high  and  at  least  10  feet  long  shall  be 
provided  at  the  edge  of  roof. 


SUBSTANDARD  FACTORY  EXITS 
Section  4 — Fire  Escapes. 

Rule  13.  When  in  addition  to  the  required  exits  from 
any  factory  or  factory  building,  there  exist  other  means  of 
egress  which  are  not  entirely  in  accordance  with  the  re¬ 
quirements  of  the  Labor  Law  and  the  Rules  of  the  Board 
of  Standards  and  Appeals,  such  means  of  egress  may  be 
retained  under  the  following  conditions : 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  maintained,  structurally  safe,  prop¬ 
erly  painted,  and  with  the  openings  leading  thereto,  kept  in 
good  repair. 

In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder  in 
guides  with  a  back-drop  gravity  hook  may  be  provided. 

The  drop  ladder  shall  be  of  sufficient  length  to  reach 
from  the  lowest  balcony  to  the  ground  or  safe  landing 
place  with  a  passageway  opening  cut  in  the  balcony  rail, 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in  a 
court,  side  or  rear  of  a  building,  proper  egress  to  a  point 
of  safety  shall  be  provided,  either  to  open  adjoining  yards, 
or  the  lowest  balcony  may  be  connected  to  an  adjoining 
fire  escape,  exterior  stairway,  to  the  roof  of  adjoining  ex¬ 
tensions,  or  other  means  of  egress  satisfactory  to  the 
authorities  having  jurisdiction. 

Substandard  fire  escapes  shall  be  kept  clear  of  all  ob¬ 
structions,  shall  not  be  used  for  fire  drills,  and  shall  not 
be  considered  as  a  basis  for  increase  in  occupancy. 


Section  5 — Stairways  and  Bridges. 

Rule  14.  Interior  Stairways. — All  interior  stairways 
not  conforming  to  the  requirements  of  the  Labor  Law  or 
rules  of  the  Board  of  Standards  and  Appeals  may  be  re¬ 
tained,  provided  that  egress  to  same  is  maintained  unob¬ 
structed,  halls  are  properly  lighted,  and  all  landings,  pas¬ 
sageways,  etc.,  are  maintained  free  and  unobstructed.  An 
easily  operated  panic  bolt  or  other  similar  device  may  be 
installed  at  street  exit  door. 

Rule  15.  Exterior  Screened  Stairways. — Exterior 

screened  stairways  not  serving  as  a  required  means  of 
egress  shall  be  maintained  structurally  safe  and  properly 
painted,  exits  thereto  and  all  platforms  and  passageways 
thereof  shall  be  maintained  unobstructed  and  egress  from 
termination  shall  be  provided  as  required  for  substandard 
fire  escapes  in  subdivision  a. 

Rule  16.  Horizontal  Bridges. — Horizontal  bridges  and 
party  wall  balconies  between  buildings  shall  be  maintained 
structurally  safe  and  properly  painted,  and  access  thereto 
and  all  passageways  thereof  shall  be  maintained  unob¬ 
structed. 

Rule  17.  No  sign  of  any  character  shall  be  placed  at 
openings  leading  to  these  substandard  exits. 
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RULES 


RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BE 
APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939,  EFFECTIVE  IN  AC¬ 
CORDANCE  WITH  SECTION  666,  PARAGRAPH  2,  OF  THE  NEW  YORK  CITY  CHARTER,  FEBRUARY  27, 
1939,  AS  AMENDED  DECEMBER  4,  1942,  EFFECTIVE  DECEMBER  28,  1942. 


(835-38-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 

York  City  Charter  pertaining  to  Sections  C-26- 1268.0, c, 4. 

and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules  shall 
be  set  at  least  four  inches  above  the  flood  level  rim  of  fix¬ 
tures  or  as  otherwise  specifically  provided  for  in  these  rules. 
Each  fixture  with  submerged  inlets  shall  be  independently 
controlled  by  an  approved  vacuum  breaker  or  breakers  the 
full  size  of  supply  pipe,  as  set  forth  in  these  rules. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  fixture,  except 
when  submerged  inlets  are  absolutely  essential  for  the 
proper  functioning  of  a  fixture,  or  as  otherwise  provided 
for  in  these  rules. 

Water  supply  lines  to  water  preheating  apparatus  utiliz¬ 
ing  waste  water  shall  be  equipped  with  an  approved  vacuum 
breaker  located  at  least  four  feet  above  the  highest  eleva¬ 
tion  of  the  preheating  apparatus  or  coil,  with  a  check  valve 
between  the  vacuum  breaker  and  the  preheating  apparatus. 
Any  hot  water  boiler  supplied  through  such  preheating  de¬ 
vice  and  having  an  independent  cold  water  supply  line  shall 
have  the  cold  water  supply  line  equipped  with  a  vacuum 
breaker  and  check  valve  located  at  least  four  inches  above 
the  highest  elevation  of  the  boiler. 

Rule  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  inlets 
supplied  directly  or  indirectly  from  the  City  Water  Supply 
System,  shall  be  equipped  with  an  approved  vacuum  breaker 
in  the  supply  line  not  less  than  four  inches  above  the  flood 
level  rim  of  the  fixture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  three-quarter 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof  or 
other  intermediate  tanks  shall  be  located  at  least  one  inch 
above  the  flood  level  rim  of  the  tank  excepting  that  in  roof 
tanks  equipped  with  an  overflow  of  a  size  at  least  one  com¬ 
mercial  diameter  larger  than  the  water  supply  pipe,  the 
ballcock  may  be  located  two  inches  above  the  highest  ele¬ 
vation  of  the  overflow  pipe.  The  overflow  and  emptying 
pipes  of  roof,  suction  and  intermediate  tanks  shall  not  be 
directly  connected  to  a  drainage  system,  notwithstanding  the 
permissive  provisions  of  Section  C26-1273.0,d  of  the  Ad¬ 
ministrative  Building  Code  for  connection  to  a  leader. 

Rule  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers  are  pro¬ 
hibited,  except  such  equipment  as  is  approved  by  the  Board. 
When  approved  sterilizers  are  used,  the  waste  piping  from 
sterilizers  shall  not  connect  directly  with  any  drainage  sys¬ 
tem. 


Rule  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water  siph¬ 
ons  or  similar  apparatus  is  prohibited  except  when  approved 
by  the  Board.  The  waste  pipe  for  this  type  of  apparatus 
shall  not  connect  directly  with  any  drainage  system, 

Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  prohibited. 
Water  supply  connection  to  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  latter  located  between  the  fix¬ 
ture  and  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 
governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  connections 
only  when  such  equipment  has  been  approved  by  the  Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purposes  to 
sump,  well  or  similar  type  pumps  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity  shall  be 
connected  to  the  inlet  side  of  the  pump  and  be  equipped 
with  an  approved  vacuum  breaker  and  check  valve,  the 
check  valve  to  be  located  between  the  pump  and  the 
vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  cooling 
purposes  shall  be  equipped  with  an  approved  check  valve  to 
prevent  possible  back  flow  of  ammonia  or  other  refrigerant 
from  defective  condenser  coils  or  jackets,  except  in  such 
installations  where  the  water  supply  piping  is  entirely  out¬ 
side  of  the  piping  or  tank  containing  the  refrigerant  and  two 
independent  wall  thicknesses  of  metal  separate  the  refriger¬ 
ant  from  the  city  water  supply.  Refrigeration  units  con¬ 
taining  more  than  twenty  pounds  of  refrigerant  shall  be 
provided  with  an  additional  safeguard  in  the  form  of  an 
approved  relief  valve  installed  at  the  outlet  side  of  the  check 
valve,  such  relief  valve  being  set  at  five  pounds  above  the 
maximum  water  pressure  at  the  point  of  installation. 
Direct  water  connection  is  prohibited  under  Section 
C26-1223.0  Administrative  Building  Code. 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalm¬ 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tables  or 
equipment  shall  have  no  direct  water  supply  connection. 
Hose  used  with  such  equipment  shall  terminate  at  least  12 
inches  at  any  point  from  the  table  or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Machines. 

Direct  water  supply  to  dishwashing  and  laundry  mach¬ 
ines  shall  be  equipped  with  an  approved  vacuum  breaker 
and  a  check  valve  located  between  the  vacuum  breaker  and 
the  fixture.  The  vacuum  breaker  shall  be  located  at  least 
4"  above  the  higest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  to  any 
tank  or  apparatus  containing  any  chemical  shall  be  equipped 
with  an  approved  vacuum  breaker  and  a  check  valve  lo¬ 
cated  between  the  vaccum  breaker  and  the  tank  or  appara¬ 
tus. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 

addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  March  14,  1944. 

Cal.  No.  Dep’t.  Premises  Affected 

147.44.  BZ — H.B.B. — 166-176  Livingston  street,  south 
side,  79  ft.  6  in.  east  of  Smith  street  and  149-153  Scher- 
merhorn  street  (Block  164,  Lot  13),  Borough  of  Brook¬ 
lyn,  Alt.  407-44. 

148-44- A — H.B.Q. — 87-41  130th  street,  east  side,  374  ft. 
south  of  Jamaica  avenue  (Block  9338,  Lot  79),  Richmond 
Hill,  Borough  of  Queens,  Alt.  1027-43. 

149.44.  A — H.D. — 736  9th  avenue,  east  side,  44  ft.  south 
of  West  50th  street  (Block  1040,  Lot  63),  Borough  of 
Manhattan,  Applic.  65804  and  Decision. 

150- 44-BZ — H.B.M. — 409  West  24th  street,  north  side, 
100  ft.  west  of  9th  avenue  (Block  722,  Lot  32),  Borough 
of  Manhattan,  Alt.  34-44. 

151- 44-SA — Jennings  Sewage  Ejector,  Appliance. 

152- 44-A — 112-22  New  York  boulevard,  west  side,  130  ft. 
north  of  112th  road  (Meyer  avenue);  (Block  12183,  Lot 
35),  Jamaica,  Borough  of  Queens,  Alt.  104-44. 

153- 44-SA — Monogram  Oilfire  Heaters,  Models  E30, 
G30,  H30,  K30,  L30,  R30,  S30,  38A130,  38B130,  37C130, 
E40,  G40,  H40,  K40,  L40,  R40,  S40,  38A140,  38B140, 
37C140,  38B240,  37C240,  38B340,  37C340,  E50,  G50, 
H50,  K50,  L50,  R50,  S50,  38A150,  38B150,  37C150, 
38B250,  37C250,  38B350  and  37C350,  Appliance. 

154.44.  A — H.B.M. — 226-228  Lenox  avenue,  east  side,  61 
ft.  10  in,  north  of  West  121st  street  (Block  1720,  Lots 
38-39),  Borough  of  Manhattan,  Alt.  116-44  and  Alt. 
117-44. 


RULES 


Last  Publication  In  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ...  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . ....Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules. . ....Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Dec. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .  Feb. 

Smoking  in  Factories,  Rules  for....  Mar. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) ..  Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936 — Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

15.  1944— Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


14,  1944— Vol.  29,  No.  11 

7,  1937— Vol.  22,  No.  36 

8,  1944 — Vol.  29,  No.  6 
21,  1944— Vol.  29,  No.  12 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


155-44-A — H.B.M. — 404  East  14th  street,  south  side,  66 
ft.  east  of  1st  avenue  and  405  East  13th  street  (Block  441, 
Lot  9),  Borough  of  Brooklyn,  Alt.  186-44. 


Restored  to  Calendar 

267-43-A — F.D. — Re:  Packaging  of  combustible  mixture 
known  as  “Neptune  Waterproof  Belt  Cement”  in  16  oz., 
and  32  oz.,  glass  jars  (Capacity  of  glass  jars  not  in  con¬ 
formity  with  Administrative  Code  specifications),  De¬ 
cision. 

543.43-A — H.B.Q. — 48-01  Metropolitan  avenue,  north¬ 
west  corner  of  Flushing  avenue  (Block  2625  (2318),  Lot 
25),  Maspeth,  Borough  of  Queens,  (Under  section  35, 
General  City  Law  re  bed  of  mapped  street— 51st  street), 
Alt.  1445-43. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Building*; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


MARCH  21,  1944,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  21,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeal  from  Administrative  Decision 

148-44-A — 87-41  130th  street,  east  side,  374  ft.  south  of 
Jamaica  avenue  (Block  9338,  Lot  79),  Richmond  Hill, 
Borough  of  Queens. 

Zoning  Applications. 

541-32-BZ — Application  of  Alfred  H.  Eccles,  applicant, 
on  behalf  of  Universal  Asbestos  Corporation,  owner, 
reopened  November  30,  1943,  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
conversion  of  occupancy  of  an  existing  building  from 
storage  use  to  a  factory  (asbestos  pipe  insulation);  prem¬ 
ises  87-41  130th  street,  east  side,  374.5  ft.  south  of  Ja¬ 
maica  avenue  (Block  9338,  Lot  79),  Richmond  Hill, 
Borough  of  Queens. 

271-43-BZ — Application,  June  2,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Schrier  Trading  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  maintenance  of 
more  than  five  individual  garages.  (The  Board  previously 


210 


CALENDAR 


denied  an  application  for  a  garage  for  more  than  five 
motor  vehicles  on  these  premises);  premises  11-17  (7-17 
displayed)  Schenectady  avenue  and  617-627  Herkimer 
street,  northeast  corner  (Block  1701,  Lot  1),  Borough  of 
Brooklyn. 

100-44-BZ — Application,  February  11,  1944,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Irving  M. 
Fenichel,  applicant,  on  behalf  of  Raybob  Realty  Corpora¬ 
tion,  owner,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  of  an  existing 
garage  for  more  than  five  motor  vehicles  to  a  factory 
where  drapes,  curtains  and  other  similar  articles  are 
laundered,  finished,  received,  stored  and  shipped;  where 
furniture  fabrics  are  cleaned  with  the  use  of  inflammable 
liquids  and,  also,  a  storage  garage  for  one  motor  vehicle 
(truck);  premises  507-515  East  120th  street,  north  side, 
98  ft.  east  of  Pleasant  avenue  Block  1817,  Lot  5),  Bor¬ 
ough  of  Manhattan. 

46-44-BZ — Application,  January  18,  1944,  under  section 
7e  of  the  zoning  resolution,  of  Frank  B.  Carbone,  appli¬ 
cant,  on  behalf  of  Buhrman  Sand  and  Gravel  Corpora¬ 
tion,  owner  (Colonial  Sand  and  Stone  Co.,  Inc.,  lessee), 

Sto  permit,  for  a  term  of  two  (2)  years,  in  a  residence 
use,  F  area  and  one-half  times  height  district,  the  opera¬ 
tion  of  a  sand  and  gravel  pit;  premises  southeast  corner 
of  61st  avenue  and  Douglaston  parkway  (Block  8286, 
Lots  100  and  180),  Douglaston,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
_ 

MARCH  21,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  21,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions 

397-42-A — 4352  Hylan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

126-44-A — 160-178  Jay  street,  west  side,  from  Sand  to 
High  streets,  84-92  Sand  street  and  97-105  High  street 
(Block  87,  Lot  9),  Borough  of  Brooklyn. 

143-44-A — 184-02  Jamaica  avenue,  south  side,  330.58  ft. 
east  of  183rd  street  (Block  10352,  Lots  66  and  70), 
Hollis,  Borough  of  Queens. 

77-44-A — 2-20  Haven  avenue  and  193-201  Washington 
avenue,  southwest  corner  (Neurological  Institute,  1st 
floor);  (Block  2139,  Lot  85),  Borough  of  Manhattan. 

21-44-A — 35-37  Union  Square,  west  side,  63  ft.  north  of 
East  16th  street  (rear  1st  floor);  (Block  844,  Lots  21  and 
i  23),  Borough  of  Manhattan. 

48-44-A — 28-32  West  3rd  street,  west  side,  22  ft.  2  in. 
north  of  Greene  street  and  219  Greene  street  (Block  534, 
Lot  22),  Borough  of  Manhattan. 

135-44-A — 21-10  49th  avenue,  southwest  corner  of  21st 
street  (5th,  6th  and  7th  floors);  (Block  71,  Lot  1),  Long 
Island  City,  Borough  of  Queens. 

158-44-A — 34- 1 6  70th  street,  southwest  corner  of  34th 
avenue  (Block  1256,  Lot  1),  Jackson  Heights,  Borough 
of  Queens. 

87-44-A — 36  Greenleaf  avenue,  west  side,  255  ft.  north  of 
Marion  street  (Block  236,  Lot  64),  West  Brighton,  Bor¬ 
ough  of  Richmond. 

145-44-A— 1-17  Jacob  street,  west  side,  53  ft.  6  in.,  93  ft. 
6  in.  and  142  ft.  2  in.  north  of  Ferry  street  (1st  floors) 
and  15-19  Ferry  street,  northwest  corner  of  Jacob  street 


(1st  to  5th  floors);  (Block  104,  Lots  22,  23,  26  and  27), 
Borough  of  Manhattan. 

73-44-A — 490-506  Greenwich  street,  west  side,  81.3  ft. 
south  of  Spring  street  (Block  595,  Lot  77),  Borough  of 
Manhattan. 

138-44-A — 107-109  East  Burnside  avenue,  north  side, 
60.3  ft.  east  of  Morris  avenue  (Block  3169,  Lots  66  and 
67),  Borough  of  The  Bronx. 

146-44-A — 114-02  to  114-18  Ocean  Promenade,  north 
side,  from  Beach  114th  to  Beach  115th  street  (Block 
659,  Lot  30),  Rockaway  Park,  Borough  of  Queens. 

Material  for  Approval 

40-43-SM — Albi  Firepel  “S”  (for  the  surface  treatment 
of  wood). 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  28,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  28,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Zoning  Applications. 

400-43-BZ — Application,  August  11,  1943,  under  section 
21  of  the  zoning  resolution,  of  David  Weinberg,  appli¬ 
cant,  on  behalf  of  2175  Grand  Concourse,  Inc.,  owner 
(Checker  Inn,  Inc.,  lessee),  to  permit  in  a  residence  use 
district,  the  maintenance  of  an  illuminated  business  sign 
at  the  roof  level  of  a  building  occupied  as  a  restaurant 
and  bar  (the  business  use  in  this  building  was  previously 
acted  upon  by  this  Board,  under  Cal.  No.  27 7-35- li Z ) ; 
premises  2171  Grand  Concourse,  west  side,  180  ft.  north 
of  East  181st  street  (Block  3162,  Lot  43),  Borough  of 
The  Bronx. 

32-44-BZ — Application,  January  12,  1944,  under  section 
21  of  the  zoning  resolution,  of  William  I.  Hohauser,  ap¬ 
plicant,  on  behalf  of  Chain  Building  Corporation,  owner 
(J.  C.  Penney  &  Co.,  lessee),  to  permit  partly  in  a  busi¬ 
ness  use  and  partly  in  a  retail  use  district,  the  conversion 
of  occupancy  of  an  existing  building,  for  a  term  of  three 
years,  from  a  public  garage  to  the  storage  of  merchan¬ 
dise  (wearing  apparel,  etc.)  and  the  use  thereafter  of  the 
building  as  a  public  garage.  The  public  garage  use  was 
granted  by  the  Board,  under  Cal.  No.  23-36-BZ;  premises 
247-259  West  54th  street,  north  side,  81  ft.  3  in.  east  of 
Eighth  avenue  (Block  1026,  Lot  8),  Borough  of  Man¬ 
hattan. 

569-37-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Bengal  Realty  Co.,  Inc.,  owner  (Flat- 
bush  Coal  and  Coke  Corporation,  lessee),  reopened  Feb¬ 
ruary  23,  1944,  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  upon  a  plot  located  partly  in  an 
unrestricted  use  and  partly  in  a  residence  use  district, 
the  use  of  that  part  of  the  lot,  which  is  located  in  the 
residence  use  district,  for  the  operation  of  coal  pockets, 
coal  storage,  truck  driveway  and  railroad  siding;  prem¬ 
ises  2030-2044  McDonald  avenue,  west  side,  339  ft.  6  in. 
north  of  Avenue  S  and  49-57  Lake  street  (Block  6680, 
Lots  23,  124  and  125),  Borough  of  Brooklyn. 

583-43-BZ — Application,  December  1,  1943,  under  section 
21  of  the  zoning  resolution,  of  Harry  A.  Yarish,  appli¬ 
cant,  on  behalf  of  Isidore  Epstein,  owner  (Ida  Levinson, 
lessee),  to  permit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  an  existing  building  to  the  stor¬ 
age  of  rags;  premises  496-500  (492  displayed)  Watkins 
street,  west  side,  100  ft.  north  of  Newport  street  (Block 
3605,  Lots  33  and  34),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


211 


CALENDAR 


MARCH  28,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  28,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions 

587-43-A — 165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 

93-44-A — 33-11  to  33-15  57th  street,  east  side,  100  ft. 
south  of  Northern  boulevard  (Block  1181,  Lot  29), 
Woodside,  Borough  of  Queens. 

Appliance  and  Materials  for  Approval 

136-44-SA — R-W  No.  725  and  R-W  No.  755  Elevator 
Door  Interlocks. 

547-43-SM — Albi  Chemical  Company  Flameproof  Com¬ 
pound  K  (for  reopening  and  amendment  to  resolution). 

552-43-SM — De-Oxo-Lin  200  FF  Flameproofing  Com¬ 
pound  (reopened  March  7,  1944  re  amendment  to  reso¬ 
lution  as  to  additional  fabrics). 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  4,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  4,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 


Zoning  Applications 

394-43-BZ — Application,  August  6,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Erasmus  Hall  Athletic  Field  Associa¬ 
tion,  Inc.,  owmer,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  maintenance  of  an 
Athletic  Field  conducted  as  a  business;  premises  1407- 
1463  McDonald  avenue,  east  side,  65  ft.  south  of  Avenue 
L  (Block  6537,  part  of  Lot  1  and  Block  6538,  Lot  69), 
Borough  of  Brooklyn. 

74-44-BZ — Application,  January  31,  1944,  under  sections 
7i  and  21  of  the  zoning  resolution,  of  William  Shary,  ap¬ 
plicant,  on  behalf  of  Rose  Lubin,  owner,  to  permit  in  a 
business  use  district,  the  maintenance  of  a  motor  vehicle 
repair  shop — now  operating  without  a  certificate  of  occu¬ 
pancy;  premises  375  South  1st  street,  north  side,  63  ft. 
4  in.  east  of  Grand  street  extension  and  206  Grand  street 
extension  (Block  2399,  Lot  23),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  25,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision 

175-42-A — 403-415  Sixth  avenue  and  1-5  Greenwich  ave¬ 
nue,  southwest  corner  (Block  593,  Lot  13),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  MARCH  14,  1944 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  March  7,  1944,  and  Tuesday  afternoon, 
March  7,  1944,  were  approved  as  printed  in  Bulletin  No. 
10,  Volume  29. 


ZONING  CASES 

541-32-BZ 

APPLICANT— Alfred  H.  Eccles,  for  Universal  Asbestos 
Corp.,  owner. 

SUBJECT — Application  reopened  November  30,  1943  (de¬ 
cision  of  the  acting  borough  superintendent)  under 
sections  7e  and  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  use  district,  the  conversion  of 
occupancy  of  an  existing  building  from  storage  use 
to  a  factory  (asbestos  pipe  insulation). 

PREMISES  AFFECTED— 87-41  130th  street,  east  side, 
374.5  ft.  south  of  Jamaica  avenue  (Block  9338,  Lot 
79),  Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  H.  Eccles,  J.  D.  Dawkins, 
John  J.  Sparler  and  Howard  S.  Sparler. 

For  Opposition:  Fred  E.  Hertan,  Josephine  Lind¬ 
say,  George  P.  Fleischmann,  S.  Ustlaner,  Jane 
Smith,  John  Deinhardt  and  Anna  Reichling. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD— Laid  over  to  March  21,  1944  at 
10  A.  M.,  for  consideration.  No  further  argument. 


100-44-BZ 

APPLICANT— Irving  M.  Fenichel,  for  Raybob  Realty 
Corporation,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  of  an  exist¬ 
ing  garage  for  more  than  five  motor  vehicles  to  a 
factory  where  drapes,  curtains  and  other  similar 
articles  are  laundered,  finished,  received,  stored  and 
shipped ;  where  furniture  fabrics  are  cleaned  with 
the  use  of  inflammable  liquids  and,  also,  a  storage 
garage  for  one  (1)  motor  vehicle  (truck). 

PREMISES  AFFECTED— 507-515  East  120th  street,  north 
side,  98  ft.  east  of  Pleasant  avenue  (Block  1817,  Lot 
5),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel,  Paul  Sertner, 
Murray  Sertner  and  Mr.  Benjamin. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks, 
Raffaele  Russo,  Louis  Merolla,  A.  B.  Tamor, 
August  D.  Cornish,  Nick  Devito,  Louis  Es¬ 
posito,  Mr.  De  Vincentis  and  Emilia  Bertolini. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1944  at 
10  A.  M.,  for  consideration.  No  further  argument. 
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52-36- BZ 

APPLICANT — William  H.  Davis,  for  Cornelia  Kip  Liver¬ 
more,  owner. 

SUBJECT — Application  reopened  May  4,  1943,  re  amend¬ 
ment  of  resolution  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  extension 
of  an  existing  building  used  for  architectural  iron 
works  (present  use  of  existing  building  previously 
granted  by  the  Board). 

PREMISES  AFFECTED — 220  East  97th  street,  south  side, 
285  ft.  east  of  3rd  avenue  (Block  1646,  Lot  36), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 


1421-39-BZ 

APPLICANT — John  McBride,  lessee,  for  Fordbred  Realty 
Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing — re  Application  (decision  of  the  borough 
superintendent)  under  section  7h  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a 
temporary  period  of  not  more  than  two  years,  the 
parking  and  storage  of  more  than  five  motor  ve¬ 
hicles.  (Previously  denied). 

PREMISES  AFFECTED— 90-02  Northern  boulevard, 
south  side,  between  90th  and  91st  streets  (Block 
1439,  part  of  Lot  1),  Jackson  Heights,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  John  Paster. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen,  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


775-41-BZ 

APPLICANT — Harold  J.  Hughes,  for  Phil  Schoenberg, 
lessee,  for  "Cortland  Realty  Company,  owner. 

SUBJECT — Application  reopened  February  29,  1944  for 
consideration  as  to  extension  of  permit — Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  residence  use  district, 
for  a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 80-01  41st  avenue,  north  side, 
from  80th  to  8Lt  streets,  -10-43  80th  street  and 
40-42  81st  street  (Block  1491,  parts  of  Lots  21  and 
24),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Irving  Schoenberg. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 


THE  RESOLUTION  (775-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  80-01  41st  avenue,  north 
side,  from  80th  to  81st  streets,  40-43  80th  street  and  40-42 
81st  street  (Block  1491,  parts  of  Lots  21  and  24),  Elmhurst, 
Borough  of  Queens,  was  granted  by  the  Board  on  November 
18,  1941,  on  certain  conditions  and  the  applicant  requested 
an  extension  of  the  permit;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  29,  1944  and  set  for  hearing  on  March  14,  1944; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  14,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  18,  1941,  only  in 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

" Granted  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution,  to  permit  the  premises  to  be 
occupied  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles,  on  condition.  . 


330-22-BZ 

APPLICANT — Allen  A.  Blaustein,  for  1663  East  17th 
Street  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  sections  7c  and  7a  of 
the  zoning  resolution,  permitting  partly  in  a  busi¬ 
ness  use  and  partly  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  of  a  three 
story  theatre  and  stores  building  to  a  one-story 
stores  building. 

PREMISES  AFFECTED — 1663-1669  East  17th  street,  east 
side,  57  ft.  2 /  in.  south  of  Kings  Highway  (Block 
6780,  Lot  55),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Allen  A.  Blaustien. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  . o 

THE  RESOLUTION  (330-22-BZ) 

Whereas,  this  application,  permitting  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  building,  partly  used  for  business 
purposes,  affecting  premises  1665  East  17th  street,  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  May  2,  1922,  on 
certain  conditions,  resolution  amended  on  June  27,  1922  and 
April  5,  1938;  and 

Whereas,  an  application  was  made,  to  permit  the  change 
of  occupancy  to  stores  and  motion  picture  theatre,  affecting 
premises  1663-1669  East  17th  street,  east  side,  57  ft.  2/2  in. 
south  of  Kings  Highway  (Block  6780,  Lot  55),  Borough 
of  Brooklyn,  and  such  application  was  granted  by  the 
Board  on  January  28,  1941,  on  certain  conditions;  and 
Whereas,  the  present  applicant  requested  a  reopening 
on  a  new  proposal — to  permit  the  alteration  and  conversion 
of  occupancy  of  a  three  story  theatre  and  stores  building 
to  a  one  story  stores  building ;  and 

Whereas,  this  application  was  granted  by  the  Board  on 
March  30,  1943,  on  certain  conditions  and  the  resolution 
amended  and  plans  approved  on  April  27,  1943;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
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hereby  amend  the  resolution  of  January  28,  1941,  as  amended 
through  April  27,  1943,  only  in  so  far  as  it  has  reference  to 
the  completion  of  the  work,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“that  in  view  of  the  statement  by  the  applicant  that  all 
permits  have  been  obtained,  all  work  shall  be  completed 
within  one  (1)  year  from  the  date  of  this  amended 
resolution.” 


54-37-BZ 

APPLICANT — P.  Frank  Ryan,  for  92-32  Union  Hall 
Street,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 160-13  to  160-21  Archer  avenue, 
north  side,  110  ft.  west  of  Union  Hall  street  (Block 
1051,  Lot  150),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  J.  Phelan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (54-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  160-13  to  160-21  Archer 
avenue,  north  side,  110  ft.  west  of  Union  Hall  street  (Block 
1051,  Lot  150),  Jamaica,  Borough  of  Queens,  was  granted 
by  the  Board  on  February  15,  1938,  on  certain  conditions 
and  permit  extended  on  February  6,  1940  and  February  3, 
1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  15,  1938,  as 
amended  February  3,  1942,  only  in  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7h,  to  permit  the  premises  to 
be  occupied  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  for  a  term  of  two  (2)  years 
from  tbe  date  of  this  amended  resolution,  on  condi¬ 
tion.  . 


715-38-BZ 

APPLICANT — Sidney  L.  Strauss,  for  Thomas  Martin, 
owner  (Alfred  A.  Harned,  lessee.) 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  golf  driving  range  for  a 
temporary  period. 

PREMISES  AFFECTED — 78-01  to  78-47  Main  street,  east 
side,  318.88  ft.  north  of  Union  turnpike  (Blocks 
6670  and  6671,  Lots  1  and  Blocks  6689  and  6690, 
part  of  Lot  1),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  reopened  and  permit 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (715-38-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  golf  driving  range  for  a  temporary 
period  of  one  (1)  year,  premises  78-01  to  78-47  Main  street, 
east  side  of  Main  street,  318.88  ft.  north  of  Union  turnpike 
(Blocks  6670  and  6671,  and  Lots  1,  and  Blocks  6689  and 
6690,  part  of  Lots  1),  Flushing,  Borough  of  Queens,  was 
granted  by  the  Board  February  28,  1939,  on  certain  con¬ 
ditions,  the  permit  extended  February  20,  1940,  February 
11,  1941,  January  20,  1942,  and  February  2,  1943,  and  the 
applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  28,  1939,  as 
amended  through  February  2,  1943,  only  in  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7e  for  a  term  of  one  (1)  year 
from  the  date  of  this  amended  resolution.” 


950-40-BZ 

APPLICANT — Lama  and  Proskauer,  for  Ernst  C.  Waldeck, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  under 
section  7e  of  the  building  zone  resolution,  per¬ 
mitting  in  a  residence  use  district,  the  conversion 
of  occupancy  of  the  basement  and  first  story  of  a 
residence  building  to  an  undertaking  establishment. 
PREMISES  AFFECTED — 7610-7614  Fourth  avenue,  west 
side,  50  ft.  south  of  76th  street  (Block  5950,  Lot 
47),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Driesler. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (950-40-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a 
temporary  term,  the  conversion  of  occupancy  of  the  base¬ 
ment  and  first  story  of  a  residence  building  to  an  under¬ 
taking  establishment,  affecting  premises  7610-7614  Fourth 
avenue,  west  side,  50  ft.  south  of  76th  street  (Block  5950, 
Lot  47),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  April  7,  1942,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  7,  1942,  only  in  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7e  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  as  proposed,  on  condition.  .  " 


3 90-41-BZ 

APPLICANT — F.  and  M.  Habrick,  Inc.,  lessee,  for  Freda 
Habrich  and  Edna  M.  Went,  owners. 


MINUTES 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  use  of  the  easterly  portion  of  prem¬ 
ises  with  a  frontage  of  100  ft.  to  be  occupied  for 
the  sale  of  used  cars  provided  the  building  is  used 
for  the  washing  of  cars  and  as  an  indoor  showroom. 
PREMISES  AFFECTED — 138-24  101st  avenue,  south  side, 
208.73  ft.  east  of  Remington  street  (Block  10018, 
Lots  9  and  11),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Max  L.  Harbrick. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (390-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  use  of  the  easterly  portion  of  premises  with 
a  frontage  of  100  ft.  to  be  occupied  for  the  sale  of  used  cars, 
provided  the  building  is  used  for  the  washing  of  cars  and  as 
an  indoor  showroom,  affecting  premises  138-24  101st  avenue, 
south  side,  208.73  ft.  east  of  Remington  street  (Block  10018, 
Lots  9  and  11),  Jamaica,  Borough  of  Queens,  was  granted 
by  the  Board  on  January  20,  1942,  on  certain  conditions,  time 
extended  on  July  14,  1942  and  the  resolution  amended  on 
November  4,  1942;  and 

Whereas,  the  applicant  requested  an  extension  of  the 

permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  20,  1942  as  amended 
through  November  4,  1942,  so  that  as  amended,  the  resolu¬ 
tion  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and 
that  the  application  be  and  it  hereby  is  granted  under 
sections  7e  and  7h  thereof,  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
easterly  portion  of  the  premises  with  a  frontage  of  100 
ft.  to  be  occupied  for  the  sale  of  used  cars  on  condition 
that  the  premises  shall  be  maintained  substantially  as 
indicated  on  plans  filed  with  this  application  ;  that  there 
shall  be  constructed  a  masonry  wall  approximately  2 
ft.  in  height  parallel  to  the  street  building  lines  as 
indicated  and  with  not  over  2  curb  cuts  to  101st  avenue, 
each  not  exceeding  12  ft.  in  width ;  that  such  wall  shall 
be  located  to  prevent  cars  on  display  from  extending 
over  the  street  building  line ;  that  this  application  is 
granted  only  on  co>idition  that  a  permit  is  obtained  from 
the  Department  of  Housing  and  Buildings  for  the  pro¬ 
posed  automobile  showroom  building  and  laundry  addi¬ 
tions  toward  the  east  as  indicated  on  such  plans  and  that 
such  building  is  constructed  and  that  except  for  the 
washing  of  cars  that  such  building  shall  be  used  solely 
throughout  as  an  indoor  showroom  complying  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  no 
signs  advertising  the  sale  of  used  cars  shall  be  main¬ 
tained  on  or  attached  to  the  indoor  sales  room  building. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  occupy  the  rear  portion  of  the  showroom  building 
as  herein  permitted  toward  the  rear,  as  a  machine  shop 
for  manufacturing  airplane  parts,  such  use  may  be  per¬ 
mitted  during  the  term  of  the  present  war  emergency, 
provided  all  lawfful  requirements  therefor  are  complied 
with ;  that  walls  shall  be  maintained  separating  such 
rear  portion  from  the  front  portion,  which  is  to  be 
continued  as  an  automobile  showroom.” 


700-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  Rudolph  P.  Bolter 
and  Herman  H.  Schierloh,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted 
under  siction  7h  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 9317-9333  Third  avenue  and 
301-311  94th  street,  northeast  corner  (Block  6107, 
Lots  1,  5  and  67),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Benjamin  Driesler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (700-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  9317-9333  Third  avenue 
and  301-311  94th  street,  northeast  corner  (Block  6107,  Lots 
1,  5  and  67),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  February  24,  1942,  on  certain  conditions  and  reso¬ 
lution  amended  on  July  21,  1942;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  24,  1942,  as 
amended  through  July  21,  1942,  only  in  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  resolution,  to  permit  the 
premises  with  a  frontage  of  142  ft.  on  Third  avenue 
and  a  depth  of  approximately  100  ft.  on  94th  street  as 
indicated  on  plans  filed  with  this  application  marked 
‘Received  July  29,  1941,’  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  on 
condition  .  .  ” 


1070-41-BZ 

APPLICANT — Paul  Friedman,  for  George  I.  Laird,  owner 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
for  a  term  of  two  (2)  years,  permitting  partly  in  a 
business  use  and  partly  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 3010-3012  Fulton  street  and 
239-241  Linwood  street,  southeast  corner  (Block 
3956,  Lot  43),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Harry  Teichner. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 
Negative  .  q 

THE  RESOLUTION  (1070-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 

resolution,  permitting  partly  in  a  business  use  and  partly  in 
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a  residence  use  district  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  3010-3012  Fulton  street  and  239-241  Linwood  street, 
southeast  corner  (Block  3956,  Lot  43),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  on  March  10,  1942,  on  certain 
conditions,  time  extended  on  September  15,  1942  and  resolu¬ 
tion  amended  and  time  further  extended  on  November  24, 
1942;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  10,  1942,  as  amended 
through  November  24,  1942,  only  in  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this  por¬ 
tion  of  the  resolution  shall  read  : 

“Granted  under  section  7f  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
premises  to  be  occupied  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  on  condition.  . 


135-42-B  Z 

APPLICANT — Henry  T.  Kilburn,  for  Oaks  Holding  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  .  under  sections  7c  and  7h  of  the  zoning 
resolution,  permitting  upon  a  plot  of  ground  located 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  erection  and  maintenance 
of  a  building  to  be  used  as  office,  laboratory  and 
light  manufacturing  and  also  for  a  temporary  period 
of  not  more  than  two  years,  the  parking  and  stor¬ 
age  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 60-15  Little  Neck  parkway, 
northeast  corner  of  61st  avenue  (Block  8400,  Lot 
146),  Little  Neck,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  T.  Sullivan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (135-42-BZ) 

Whereas,  this  application  under  sections  7c  and  7h  of 
the  zoning  resolution,  permitting  upon  a  plot  of  ground 
located  partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  office,  laboratory  and  light  manu¬ 
facturing  and  also  the  transient  parking  for  a  term  of  two 
years,  of  more  than  five  motor  vehicles,  said  cars  being  in 
the  ownership  of  the  employees,  affecting  premises  60-15 
Little  Neck  parkway,  northeast  corner  of  61st  avenue 
(Block  8400,  Lot  146),  Little  Neck,  Borough  of  Queens, 
was  granted  by  the  Board  on  March  24,  1942,  on  certain 
conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  24,  1942,  only  in  so 
far  as  it  has  reference  to  the  provision  for  the  transient 
parking  of  motor  vehicles,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

" Granted  also  under  section  7h  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution,  to 
permit  the  transient  parking  of  motor  vehicles  of  the 
pleasure  car  type  owned  by  the  employees.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

148-44-A 

APPLICANT — Alfred  H.  Eccles,  for  Universal  Asbestos 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 87-41  130th  street,  east  side, 
374  ft.  south  of  Jamaica  avenue  (Block  9338,  Lot 
79),  Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  H.  Eccles,  J.  D.  Dawkins, 
John  J.  Spasler  and  Howard  S.  Spasler. 

For  Opposition:  Fred  E.  Hertan,  Joseph  Lindsay, 
George  P.  Fleischmann,  S.  Ustlaner,  Jane  Smith, 
John  Deinhardt  and  Anna  Reichling. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1944  at 
10  A.  M.,  in  conjunction  with  Calendar  541-32-BZ. 


606-43-A 

APPLICANT — Leira  Realty  Company,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
sunperintendent. 

PREMISES  AFFECTED — 859  Southern  boulevard,  west 
side,  219.3  ft.  north  of  Intervale  avenue  (Block 
2722,  Lot  14),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

THE  RESOLUTION  (606-43-A) 

Whereas,  Leira  Realty  Company,  owner,  filed  December 
14,  1943,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  premises  859  Southern  boulevard,  west 
side,  219.3  ft.  north  of  Intervale  avenue  (Block  2722,  Lot 
14),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  November  18,  1943,  referring  to  Violation  2675-43, 
reads : 

“Request  is  made  in  your  letter  of  November  10,  on 
behalf  of  your  client,  Leira  Realty  Company,  owner, 
of  the  premises  #859  Southern  boulevard,  Bronx,  for 
the  dismissal  of  Violation  2675-43  pending  for  failing 
to  maintain  a  lawful  retaining  wall  and  fence  on  the 
southerly  lot  line  of  the  property  mentioned. 

The  request  for  dismissal  is  based  on  the  contention 
of  your  client,  you  state,  that  this  violation  was  im¬ 
properly  issued  as  against  the  subject  premises,  and 
should  have  been  placed  solely  on  the  adjoining  lot, 
857  Southern  boulevard,  as  the  obligation,  you  submit, 
of  building  the  wall  referred  to  was  originally  assumed 
by  the  adjoining  owner,  or  his  agent,  and  having  under¬ 
taken  to  do  this  work,  they  should  have  completely  com¬ 
plied  with  the  law. 

Originally,  Violation  2675-1943,  against  the  premises 
859  Southern  boulevard,  was  filed  as  a  party  case  with 
Violation  No.  2676-1943  against  the  premises  857  South¬ 
ern  boulevard.  As  you  have  been  informed  heretofore 
by  this  Department,  necessity  for  the  erection  of  the 
required  retaining  wall  and  fence  discussed  herein 
exists  by  reason  of  a  difference  in  grade  between  the 
properties  herein  mentioned.  Orders  of  this  type  derive 
their  authority  from  the  provisions  of  C26-562.0  through 
C26-565.0  of  the  Administrative  Code  of  the  City  of 
New  York. 

Subsequently  to  the  filing  of  these  violations  as  party 
cases,  it  was  established  to  the  satisfaction  of  this  De- 
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partment,  that  the  property  at  857  Southern  boulevard 
is  maintained  at  grade  throughout.  For  this  reason, 
Violation  2676-1943,  filed  as  a  party  case  against  that 
property  was  dismissed,  and  the  order  issued  in  Viola¬ 
tion  2675-1943  was  sustained  against  the  premises  at 
859  Southern  boulevard  which  is  being  maintained  below 
grade — C26-563.0.C  of  the  Code. 

“Referring  to  the  alleged  assumption  on  the  part  of 
the  adjoining  owner  for  building  the  required  wall, 
there  is  no  objection  to  such  assumption  of  responsi¬ 
bility  by  one  owner  for  a  wall  required  to  support  an 
embankment  intervening  between  two  or  more  proper¬ 
ties.  In  the  instant  case,  however,  the  required  lawful 
retaining  wall  has  not  been  built,  and  the  Department, 
in  issuing  the  violations  referred  to,  and  in  determin¬ 
ing  that  one  shall  be  dismissed  and  the  other  sustained 
as  indicated  herein,  and  in  previous  correspondence,  is 
guided  solely  by  the  provisions  of  the  Administrative 
and  Building  Codes  in  arriving  at  such  determination 
of  responsibility  for  the  matter  or  condition  in  violation 
of  the  law.  notwithstanding  any  alleged  breach  of  agree¬ 
ment  for  responsibility  to  the  contrary. 

Your  request  for  the  dismissal  of  violation  No.  2675- 
1943  against  your  client’s  property  at  859  Southern 
boulevard  is,  therefore,  denied  for  the  reasons  set  forth 
herein,  and  the  violation  is  sustained  against  this  prop¬ 
erty  in  observance  of  the  provisions  of  C26-563.0.C  of 
the  Administrative  Code.” 

and 

Whereas,  Violation  2675-43  issued  October  11,  1943, 
reads : 

“You  will  please  take  notice  that  these  exists  a  vio¬ 
lation  of  Section  9.4.4  of  the  Building  Code  and  C26- 
564.0  of  the  Administrative  Code  at  the  premises  above 
described,  in  that  of  neglecting  to  maintain  jointly  with 
the  adjoining  owner  a  proper  retaining  wall  and  fence 
on  the  southerly  lot  line. 

Remedy:  You  are  hereby  directed  to  maintain  jointly 
with  the  adjoining  owner  the  retaining  wall  and  fence 
along  the  southerly  lot  line.” 
and 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  (50  ft.)  in  height,  42.5  ft.  by  75  ft.  in  area,  of  Class 
3  construction,  erected  in  1911,  located  in  a  residence  and 
business  use,  B  area  district  and  used  and  occupied  as  fol¬ 
lows  :  cellar,  boiler  room,  storage  and  superintendent’s  apart¬ 
ment,  2  persons ;  1st  floor,  3  stores  and  2  dwellings,  2  fam¬ 
ilies  (7  persons)  ;  2nd  floor  to  5th  floor  inclusive,  4  families 
each  floor ;  and 

Whereas,  the  applicant  contends  that  the  adjoining  prop¬ 
erty  85 7  Southern  boulevard  is  operated  as  a  gasoline  service 
station;  that  Violation  2675-43  arose  by  reason  of  a  defective 
surplus  retaining  wall  superimposed  by  the  owner  of  857 
Southern  boulevard  upon  a  wall  originally  constructed  upon 
the  property  of  the  applicant ;  that  this  surplus  retaining 
wall  was  erected  by  the  owner  of  857  Southern  boulevard 
upon  the  property  of  the  applicant  without  the  consent  or 
permission  of  the  applicant  and  without  any  request  that 
the  applicant  join  in  constructing  same;  that  at  the  time 
of  the  construction  of  the  applicant’s  building,  the  lots  at 
859  and  857  Southern  boulevard  were  both  below  grade ; 
that  a  retaining  wall  was  erected  entirely  on  the  applicant’s 
property  approximately  2  ft.  in  height  which  met  with  all 
the  requirements  of  law  and  the  Building  Department  regu¬ 
lation  ;  that  subsequently,  the  owners  of  857  Southern  boule¬ 
vard  raised  the  level  of  their  lot  to  street  grade  and  in 
order  to  do  this  superimposed  a  surplus  retaining  wall  on 
top  of  the  existing  wall  out  of  which  the  present  situation 
arises;  that  in  August  1943,  the  applicant  was  informed 
that  a  violation  had  been  placed  upon  both  premises,  859 
and  857  Southern  boulevard ;  that  the  appellant  complained 
of  this  action  to  the  Department  and  was  advised  by  letter 
dated  September  28th,  1943  as  follows: 

“The  necessity  for  the  erection  of  the  retaining  wall 
referred  to  herein  exists  by  reason  of  a  difference  in 


grade  between  the  properties  herein  mentioned.  Sub¬ 
sequently  to  the  filing  of  these  violations  as  party  cases 
it  was  established  to  the  satisfaction  of  this  Department 
that  the  property  at  857  Southern  boulevard  is  main¬ 
tained  at  grade  throughout.  For  this  reason  Violation 
No.  2676-1943,  filed  as  a  party  case  against  that  loca¬ 
tion,  has  been  dismissed  by  this  Department  and  the 
order  sustained  against  the  premises  at  859  Southern 
boulevard  which  is  being  maintained  below  grade  neces¬ 
sitating  that  a  retaining  wall  be  built  to  support  the 
intervening  embankment  caused  by  this  condition.  Sec¬ 
tion  653.0c.” 
and 

Whereas,  the  applicant  thereafter  requested  a  corrected 
copy  of  the  notice  of  violation  from  the  department ;  that 
such  notice  dated  October  11,  1943  is  filed  with  this  appeal; 
that  this  notice  is  number  2676,  which  apparently  is  the 
number  of  the  notice  of  the  violation  against  premises  857 
and  not  against  859,  and  includes  lots  14  and  17,  whereas, 
the  applicant  is  the  owner  of  lot  14  and  does  not  own  lot  17 ; 
and 

Whereas,  the  applicant  further  contends  that  the  wall 
complained  of  was  erected  by  the  adjoining  owner  on  the 
applicant’s  property  without  permission  and  without  re¬ 
questing  the  applicant  to  increase  the  height  of  the  existing 
retaining  wall  which  had  heretofore  been  lawfully  erected; 
that  having  undertaken  to  do  this  work  without  permission, 
the  wall  should  have  been  entirely  constructed  on  the  prop¬ 
erty  of  the  adjoining  owner;  that  since  the  adjoining  owner 
chose  to  do  the  work  himself  without  requesting  the  appli¬ 
cant  to  join  with  him,  he  should  have  complied  with  the 
regulations  of  the  Department  so  that  no  violations  would 
result;  that  the  present  situation  having  arisen  by  reason 
of  the  negligence  of  the  adjoining  owner,  the  duty  of  main¬ 
taining  the  wall  should  devolve  upon  him  and  not  upon 
the  applicant ;  and 

Whereas,  a  report  of  a  committee  of  the  Board  was  read 
at  this  hearing,  which  report  reads  as  follows : 

REPORT  OF  COMMITTEE 

March  10,  1944. 

Re:  Cal.  606-43-A 

Premises  859  Southern  boulevard,  Block  2722,  Lot 
16  (nferred  to  incorrectly  as  Lot  14),  Bronx. 

This  appeal  is  to  review  the  refusal  of  the  Borough 
Superintendent  to  rescind  Violation  2675,  issued  October 
11,  1943,  for  “neglecting  to  maintain  jointly  with  the 
adjoining  owner  a  proper  retaining  wall  and  fence  on 
the  southerly  lot  line.”  This  violation  apparently  super¬ 
sedes  one  issued  on  September  28,  1943,  to  the  same 
effect,  but  which  bore  the  notation,  reading:  “Note 
party  line  case  with  premises  857  Southern  boulevard,” 
which  notation  does  not  appear  on  Violation  2675. 
There  is  another  Violation  2676,  referred  to  in  this 
appeal  but  which  was  against  the  adjoining  premises 
at  857  Southern  boulevard,  and  which  is  recorded  as 
dismissed  against  that  property  in  the  records  of  the 
Department  under  date  of  September  28,  1943. 

This  appeal  is  considered  as  dealing  only  with  the 
refusal  of  the  Borough  Superintendent  to  dismiss  Vio¬ 
lation  2675.  A  typographical  error  in  this  violation 
exists  as  to  the  reference  to  the  lot  number.  The  Bor¬ 
ough  Superintendent  has  advised  the  Board,  under  date 
of  February  26,  1944,  that  the  “lot  numbers  14  and  17 
shown  on  the  violation  «2675-43  is  in  error — it  should 
be  lot  16  and  will  be  so  corrected  when  returned  from 
your  office.”  Nothing  would  be  gained  by  dismissing 
this  appeal  for  the  sole  purpose  of  issuing  a  new  viola¬ 
tion  recording  the  proper  lot  number.  The  address  is 
correct,  namely  859  Southern  boulevard,  and  the  appli¬ 
cant  calls  attention  to  the  error  in  the  lot  number. 
Present  lot  16  was  at  one  time  part  of  lot  14. 

The  letter  of  the  Borough  Superintendent,  dated 
September  28,  1943,  appears  to  indicate  that  the  wall 
required  should  be  constructed  on  the  property  of  the 
applicant  and  at  his  expense  inasmuch  as  reference  is 
made  to  Section  563-O-C  (C-26-563.0c),  even  though 
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the  violation  calls  for  a  wall  to  be  maintained  jointly 
with  the  adjoining  owner.  This  Section  reads: 

“c.  Surplus  retaining  wall. — Where  any  owner  shall 
insist  on  maintaing  his  ground  either  higher  or  lower 
than  the  legal  regulation,  as  provided  in  C26-S62.0, 
the  surplus  retaining  wall,  which  may  be  necessary  to 
support  such  height  or  provide  such  excavation,  shall 
be  made  and  maintained  at  the  sole  expense  of  such 
owner,  and  such  additional  thickness  as  may  be  re¬ 
quired  shall  be  built  on  the  land  of  such  owner.” 
This  provision  of  the  Code — C26-563.0.C,  became  effec¬ 
tive  in  1938.  The  former  Code  provision,  Article  II, 
Section  211,  paragraph  3,  in  force  between  1915  and 
1938,  provided  similarly. 

The  premises  were  inspected  by  a  Committee  of  the 
Board,  who  found  the  conditions  as  set  forth  by  the 
applicant,  except  that,  in  the  opinion  of  the  Committee, 
there  has  been  no  surplus  wall  actually  erected.  There 
can  be  no  doubt  that  Lot  No.  18  has  at  some  time  been 
filled  practically  to  curb  grade.  There  was  a  low  wall, 
about  two  feet  in  height,  erected  when  the  multiple 
dwelling  on  Lot  16  was  erected  in  1911,  under  N.  B. 
1206  of  1910.  It  can  be  fairly  assumed  that  Lot  18 
was  not  filled  up  to  grade  until  after  1911,  as  the 
present  use  of  Lot  18  appears  to  have  begun  in  1923, 
according  to  the  records  of  the  Department  of  Housing 
and  Buildings  and  the  Fire  Department.  From  indica¬ 
tions  there  was  a  wood  fence  on  this  low  masonry  wall 
and  Lot  18  was  filled  in  against  it.  The  fence  has  dis¬ 
appeared  and  the  fill  is  exposed,  indicating  the  miscel¬ 
laneous  type  of  rubbish,  automobile  parts  and  ashes 
that  constituted  it.  There  may  have  been  a  little  Port¬ 
land  Cement  grout  used  in  the  fill  against  the  fence 
but  the  fill  cannot  be  dignified  by  characterizing  it  as 
a  wall.  This  fill  is  now  partly  supported  by  temporary 
boarding,  braced  against  the  apartment  house  wall. 
Similar  conditions  exist  on  the  other  side  line  of  Lot 
18,  adjoining  another  multiple  dwelling,  where  the  low 
retaining  wall  and  wood  fence  still  exist,  in  bad  condi¬ 
tion  ;  and  somewhat  similar  conditions  exist  at  the  rear 
of  Lot  18  against  the  rear  line  of  a  multiple  dwelling 
facing  on  Fox  street. 

Section  C26-562.0  of  the  Administrative  Building  Code 
provides  for  the  legal  regulation  of  lot  grades,  based 
on  the  curb  level.  It  appears  clear  that  irrespective  of 
who  built  the  wall  or  who  placed  the  fill  on  Lot  18, 
whether  with  or  without  permission  of  the  owner  of 
Lot  1-6,  the  responsibility  of  constructing  and  maintain¬ 
ing  the  retaining  wall  is  upon  the  owner  of  Lot  16, 
Section  C26-563.0,  subdivision  c,  states  this  clearly. 
Former  Section  211,  paragraph  3,  states  it  clearly.  From 
1915  to  date,  the  obligation  is  placed  on  the  owner,  who 
maintains  his  ground  lower  than  the  legal  regulations, 
as  is  the  case  here. 

The  Committee  recommends  that  the  appeal  be  denied. 

(Sgd.)  HARRIS  H.  MURDOCK, 
Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 

JOHN  E.  GUNN, 

Committee. 

and 

Whereas,  the  Board  deemed  that  Violation  2675,  as 
amended  by  the  letter  of  the  Borough  Superintendent  dated 
September  28,  1943,  was  properly  issued:  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  November  18,  1943,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 

Adjourned:  12:05  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING, 

TUESDAY  AFTERNOON,  MARCH  14,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

93-44-A 

APPLICANT — Sidney  L.  Strauss,  for  Hattye  G.  Jeter, 
owner  (Suflex  Corporation,  lessee). 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 33-11  to  33-15  57th  street,  east 
side,  100  ft.  south  of  Northern  boulevard  (Block 
1181,  Lot  29),  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Edwin  A.  Meyer,  Fire  Dep't. 

ACTION  OF  BOARD — Laid  over  to  March  28,  1944  at 
2  P.  M.,  for  further  consideration. 


143-44-A 

APPLICANT — Alexander  D.  Crosett,  for  Defense  Plant 
Corporation,  owner  (Ranger  Aircraft  Engines, 
Agent). 

SUBJECT — Appeal  from  decisions  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 184-02  Jamaica  avenue,  south 
side,  330.58  ft.  east  of  183rd  street  (Block  10352, 
Lots  66  and  70),  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Henry  G.  Hauck  and  Sol  Schwarz. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  March  21,  1944  at 
2  P.  M.,  for  further  consideration. 


548-43-A 

APPLICANT — John  Joseph  Carroll,  for  Lusting  Garage, 
Incorporated,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED- — 162-168  Classon  avenue,  west 
side,  262  ft.  8  in.  north  of  Myrtle  avenue  and  93 
Emerson  place  (Block  1895,  Lot  50),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  Joseph  Carroll. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


572-43-A 

APPLICANT — Saul  Goldsmith,  for  Welbilt  Stove  Co., 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 57-46  Flushing  avenue,  south 
side,  from  59th  drive  to  59th  street,  58-12  59th 
drive  and  59-60  59th  street  (Block  2649,  Lot  113), 
Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 
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THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

88-44-A 

APPLICANT — Midwood  Gardens,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 741-775  Ocean  avenue,  east  side, 
80  ft.  south  of  Beverly  road  (Block  5151,  Lot  33), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  W.  Reischlein. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

- - 

122-44-A 

APPLICANT — Samuel  Rosenblum,  for  The  Central  Han¬ 
over  Bank  and  Trust  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 10-14  West  47th  street,  south 
side,  185  ft.  9  in.  west  of  5th  avenue  (Block  1262, 
Lot  45),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


267-43-A 

APPLICANT — Graton  and  Knight  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  fire  commissioner,  granting  on  condition  the 
Packaging  of  combustible  mixture  known  as  Nep¬ 
tune  Waterproof  Belt  Cement”  in  1-quart  and  1-pt. 
glass  bottles  (capacity  of  glass  bottles  not  in  con¬ 
formity  with  Administrative  Code  Specifications). 

APPEARANCES— 

For  Applicant :  W.  C.  Menk. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

w 

■ 

543-43-A 

APPLICANT — David  J.  Beck,  for  H.  C.  Bohack  and  Co. 
Inc.,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  acting  borough  superintendent — previously 
granted  on  condition,  under  section  35  of  the  Gen¬ 
eral  City  Law  re  bed  of  mapped  street — 51st  street). 

PREMISES  AFFECTED— 48-01  to  50-21  Metropolitan 
avenue,  northwest  corner  of  Flushing  avenue 
(Block  2318,  Lot  25),  Maspeth,  Borough  of 
Queens. 


APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


484-43-S 

APPLICANT — Samuel  Rosenblum,  for  Sarah  Cohen, 
owner. 

SUBJECT — Variation  of  the  Labor  Law  as  cited  in  a  de¬ 
cision  of  the  borough  superintendent. 

PREMISES  AFFECTED — 6220-6222  20th  avenue,  west 
side,  20  ft.  north  of  63rd  street  (Block  5534,  Lot 
48),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  Charles 
Eno. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (484-43-S) 

Whereas,  Samuel  Rosenblum,  for  Sarah  Cohen,  owner, 
filed  October  11,  1943,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  6220-6222  20th 
avenue,  west  side,  20  ft.  north  of  63rd  street  (Block  5534, 
Lot  48),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
October  4,  1943  on  Alt.  Applic.  2569-43  reads : 

“1.  Two  means  of  exit  complying  with  Sec.  270  are 
required  by  the  Labor  Law  from  the  upper  floor  of 
this  building.” 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  10,  1944  on  Alt.  Applic.  2569-43  reads: 

“7.  Two  means  of  exit  complying  with  Sec.  270  of 
the  Labor  Law  are  required  from  the  upper  floor  of 
this  bldg. 

8.  Provide  two  means  of  exit  from  the  market  remote 
from  each  other.  The  front  exits  are  not  sufficiently 
remote  from  each  other  and  the  rear  door  to  the  machine 
shop  which  is  occupied  by  a  different  tenant  is  not 
acceptable  as  an  exit.” 
and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (25  ft.)  in  height,  40  ft.  by  65  ft.  in  area,  of  class 
3  construction,  erected  in  1924,  located  in  a  business  use, 
B  area  district  and  used  and  occupied  since  1943  as  follows: 
cellar,  boiler  room;  1st  floor,  market  and  machine  shop,  5 
persons ;  2nd  floor,  manufacturing  of  flags,  25  persons ;  that 
no  change  in  use  or  occupancy  is  proposed ;  that  the  building 
is  equipped  with  one  interior  4  ft.  wide  wood  stairs  enclosed 
in  fire-retarding  partitions,  equipped  with  fireproof  self¬ 
closing  doors  and  leading  from  second  story  to  street  and 
one  fire  escape  is  proposed  at  front  of  building  leading  from 
second  story  by  drop  ladder  in  guides  to  the  street ;  that 
the  building  to  the  south  is  one  story  higher  and  the  build¬ 
ing  to  the  north  is  one  story  lower ;  and 

Whereas,  Violation  5190-43  was  issued  August  27,  1943 
by  the  borough  superintendent,  for  occupying  the  premises 
as  a  public  market  on  the  1st  floor  and  factory  on  the  2nd 
floor,  contrary  to  Certificate  of  Occupancy  28379  issued 
September  9,  1924,  for  public  market  on  the  1st  floor  and 
billiard  room  on  the  2nd  floor ;  and 
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Whereas,  the  applicant  contends  that  at  the  present 
time,  the  first  floor  is  used  as  a  public  market,  but  the  rear 
is  used  by  a  machinist  engaged  in  government  contracts; 
that  as  a  result  of  financial  difficulties  and  general  real  estate 
depression,  the  use  of  the  2nd  floor  became  untenable  and  it 
is  at  present  used  for  the  manufacture  of  flags  with  the 
number  of  employees  not  exceeding  25 ;  that  the  capacity  of 
the  interior  fire-retarded  stairs  is  more  than  sufficient  to 
accommodate  the  number  of  occupants  proposed ;  that  in 
addition,  it  is  proposed  to  install  as  a  secondary  means  of 
egress  a  fire  escape  on  the  front  of  the  building,  as  indicated 
on  plans  filed  with  the  borough  superintendent ;  that  the 
entire  2nd  floor  area  is  only  40  ft.  by  65  ft. ;  that  the  occu¬ 
pancy  is  small  and  the  type  of  manufacturing  is  not  hazard¬ 
ous;  that  to  comply  fully  with  the  requirements  of  Sec.  270 
would  create  a  great  hardship  and  would  provide  for  an 
occupancy  that  it  is  not  intended  to  maintain;  and 

Whereas,  the  premises  were  inspected  by  a  Committee 
of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2569-43,  and  that  the  application  be 
and  it  hereby  is  granted,  as  to  objection  7,  on  condition  that 
the  primary  means  of  exit  shall  be  maintained  as  proposed 
and  the  secondary  means  of  exit  shall  be  constructed  as 
proposed,  namely  a  fire  escape  with  drop  ladder  in  guides 
to  20th  avenue  or  a  similar  one  at  the  one  story  extension 
on  63rd  street  in  which  case,  one  of  the  windows  at  the 
rear  opposite  an  aisle  shall  be  changed  to  an  outwardly 
opening  casement  door  with  a  sill  substantially  at  roof 
grade ;  that  the  building  shall  not  be  increased  in  height  or 
area ;  that  a  floor  load  of  120  pounds  per  square  foot  shall 
be  maintained  for  the  second  floor ;  that  the  existing  exit 
from  the  second  floor  to  the  adjoining  multiple  dwelling 
shall  be  bricked  up  for  tbe  full  thickness  of  the  wall ;  and, 
granted  as  to  objection  8,  on  condition  that  the  existing 
means  of  exit  from  the  street  floor  may  be  accepted  as  pro¬ 
posed,  provided  a  clear  passageway  is  maintained  from  the 
doorway  in  partition  as  shown  through  to  63rd  street; 
and  the  doors  to  20th  avenue  maintained ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


553-43-A 

APPLICANT — Anthony  M.  Meyerstein,  Inc.,  lessee,  for 
Colbau  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 42-42  Vernon  boulevard,  north¬ 
west  corner  of  43d  (Harris)  avenue  (Block  484, 
Lot  31),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Samuel  J.  Resnick  and  T.  J.  Nelson. 
For  Administration :  Edwin  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (553-43-A) 

Whereas,  Anthony  M.  Meyerstein,  Inc.,  lessee,  for  Colbau 
Realty  Corporation,  owner;  filed  November  12,  1943,  an  ap¬ 
peal  from  an  order  of  the  fire  commissioner;  premises:  42-42 
Vernon  boulevard,  northwest  corner  of  43d  (Harris)  ave¬ 
nue  (Block  484,  Lot  31),  Long  Island  City,  Borough  of 
Queens ;  and 

Whereas,  Order  95818-C  issued  by  the  Fire  Commis¬ 
sioner,  October  26,  1943,  reads  : 

“1.  Surrender  to  the  bearer  Fire  Department  Permit 
No.  8-150537,  expiring  May  23,  1944,  permitting  the 
storage  and  use  of  100  gallons  paints,  10  gallons  turpen¬ 
tine  and  4  cylinders  of  oxygen  and  4  cylinders  of 
acetylene  as  it  is  revoked  until  the  following  violations 
are  removed. 


2.  Provide  an  approved  buried  storage  system  for  the 
storage  of  gasoline.  Plans  and  specifications  in  duplicate 
must  be  filed  with  and  approved  by  Department  of 
Housing  and  Buildings,  before  work  may  be  com¬ 
menced.  09-51. 0. 

4.  Have  each  operator  supervising  the  operation  of  a 
blow-pipe  or  other  similar  device  or  apparatus  for  heat¬ 
ing,  melting  or  welding,  apply  for  and  secure  a  Certifi¬ 
cate  of  Fitness. 

5.  Have  at  least  one  person  obtain  a  Certificate  of 
Fitness  to  have  care  and  supervision  of  handling  gaso¬ 
line. 

8.  Discontinue  use  and  storage  of  gasoline  on  the 
premises  until  such  time  as  approved  buried  system  is 
provided.  Sec.  09.51-0  Administrative  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story 
(70  ft.)  in  height,  90  ft.  by  505  ft.  in  area;  Class  1  and  4 
construction;  located  in  an  unrestricted  use,  A  area,  dis¬ 
trict;  erected  in  1915  and  1930  and  used  throughout  as  a 
machine  shop,  70  employees ;  and 

Whereas,  the  applicant  states  that  in  November  1942,  it 
applied  for  a  permit  to  install  an  approved  buried  gasoline 
storage  tank  and  pump  for  private  use  for  the  applicant’s 
equipment ;  that  the  permit  was  not  obtained,  as  the  proposed 
location  would  be  in  the  bed  of  a  city  street  and  the  tank  could 
not  be  located  within  the  building,  as  it  was  of  frame  con¬ 
struction  ;  that  it  is  now  proposed  to  store  approximately 
six  drums  of  gasoline,  each  containing  50  gallons  or  a  total 
of  300  gallons  in  the  open  street  about  25  ft.  from  the 
building  at  a  point  where  no  burning  or  welding  equipment 
is  used ;  that  the  street  has  been  closed  and  permission  ob¬ 
tained  from  the  city  to  use  the  area  for  storage  purposes ; 
and 

Whereas,  the  applicant  contends  that  as  the  plant  is  en¬ 
gaged  in  vital  war  work  for  the  United  States  Navy, 
necessitating  the  use  of  a  quantity  of  gasoline  for  the  opera¬ 
tion  of  the  equipment,  it  is  requested  permission  be  granted 
to  maintain  300  gallons  of  gasoline  in  50  gallon  drums 
located  on  43d  avenue,  as  indicated  on  drawings  filed  with 
this  appeal ;  and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
dated  December  6,  1943,  from  the  Bureau  of  Real  Estate 
of  the  Board  of  Estimate,  stating  that  the  City  has  entered 
into  an  agreement  with  the  applicant  for  the  rental  of  the 
bed  of  43d  avenue  for  storage  purposes. 

Resolved,  that  the  order  of  the  fire  commissioner,  95818-C 
be  and  it  hereby  is  modified  as  to  objections  2  and  8  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
not  more  than  six  55  gallon  drums  of  gasoline  shall  be  stored 
on  the  premises  at  any  one  time ;  that  such  gasoline  shall  be 
stored  only  within  a  structure  to  be  located,  in  accordance 
with  the  approval  of  the  borough  president,  within  the 
bed  of  43d  avenue  ;  that  such  structure  shall  not  exceed  one 
story  in  height  and  150  sq.  ft.  in  area,  and  shall  be  constructed 
of  incombustible  materials  and  shall  be  used  only  for  the 
storage  of  the  above  permitted  drums  of  gasoline ;  that 
such  portable  fire-fighting  appliances  shall  be  maintained 
within  such  structure  as  the  fire  commissioner  shall  direct; 
that  a  pump,  as  approved  by  the  Underwriters  Laboratories, 
Inc.  or  the  Factory  Mutuals,  shall  be  used  for  dispensing 
gasoline  from  such  drums  either  through  a  hose  attached  to 
such  pump  with  an  approved  shut-off  valve  at  the  nozzle  or 
by  means  of  safety  cans  and  that  such  servicing  shall  be 
done  outside  the  machine  shop  building;  that  in  all  other 
respects,  the  above  order  of  the  fire  commissioner  shall  be 
complied  writh ;  that  the  person  in  charge  of  handling  such 
gasoline  shall  obtain  a  certificate  of  fitness ;  that  this 
variance  is  granted  only  for  the  term  of  the  present  emer¬ 
gency  and  for  not  more  than  six  months  thereafter. 


624-43-A 

APPLICANT — Frank  G.  Shattuck  Co.,  Owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 
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PREMISES  AFFECTED— 43-49  West  22nd  street,  north 
side,  217  ft.  east  of  6th  avenue  and  56-62  West 
23rd  street  (4th  floor)  ;  (Block  824,  Lots  12,  67 
and  68),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Charles  F.  Oestereich. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative  .  0 

THE  RESOLUTION  (624-43-A) 

Whereas,  Frank  G.  Shattuck  Company,  owner,  filed  De¬ 
cember  24,  1943,  an  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  43-49  West  22nd  street ;  north 
side,  217  ft.  east  of  Sixth  avenue  and  56-62  West  23rd  street 
(4th  floor)  ;  (Block  824,  Lots  12,  67  and  68),  Borough  of 
Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
November  23,  1943,  reads : 

“In  reply  to  your  request  for  permission  to  allow 
your  employees  to  smoke  in  the  Cafeteria  on  the  4th 
story  of  the  above  factory  building,  you  are  advised 
as  follows : 

It  is  not  the  practice  of  this  Department  to  issue 
a  permit  to  smoke  in  a  factory  building,  but  you  may 
file  an  appeal  from  this  decision  with  the  Board  of 
Standards  and  Appeals  and  submit  your  request  for 
their  consideration.” 

and 

Whereas,  the  applicant  states  the  building  is  13  stories 
(145  ft.)  in  height,  97  ft.  by  98  ft.  in  area;  Class  1  con¬ 
struction;  erected  in  1926;  located  in  an  unrestricted  use, 
B  area,  district  and  occupied  as  follows :  Basement,  storage 
and  boiler  room,  15  persons;  mezzanine,  storage;  1st  floor, 
shipping  and  receiving,  15  persons;  2nd  floor,  stock  room, 
15  persons;  3rd  floor,  factory,  15  persons;  4th  floor,  res¬ 
taurant,  locker  room  and  washroom,  125  persons;  5th  and 
6th  floors,  candy  baking,  125  persons ;  7th  floor,  candy 
manufacturing,  115  persons;  8th  floor,  same,  40  persons; 
9th  floor,  laundry,  45  persons ;  10th  floor,  candy  mfg.,  25 
persons;  11th  floor,  same,  20  persons;  12th  floor,  bakery, 
60  persons;  13th  floor,  same,  40  persons;  that  the  building 
is  equipped  with  a  two-source  sprinkler  system,  a  standpipe 
system,  fire  alarm  system  and  that  fire  drills  are  main¬ 
tained  ;  that  there  are  two  50  in.  fireproof  stairs  leading 
from  roof  bulkhead  directly  to  the  street ;  and 
Whereas,  Certificate  of  Occupancy  14003  does  not  allow 
for  the  maximum  number  of  occupants ;  and 

Whereas,  the  applicant  requests  permission  for  the  em¬ 
ployees  to  smoke  in  the  cafeteria  and  rest  rooms  on  the 
4th  floor;  that  the  proposed  smoking  will  not  be  a  hazard; 
that  at  present,  k  is  necessary  for  employees  to  go  to  the 
street  in  order  to  smoke;  that  the  granting  of  this  applica¬ 
tion  will  help  to  control  the  whole  situation  and  enable 
employees  to  stay  indoors  to  smoke  in  inclement  weather. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  fire  commissioner  dated 
November  23,  1943  and  that  the  appeal  be  and  it  hereby  is 
granted,  to  permit  smoking  on  the  4th  floor  as  proposed, 
on  condition  that  it  shall  be  limited  in  use  as  a  cafeteria 
soley  for  the  employees  of  the  building  and  shall  be  main¬ 
tained  in  all  respects  in  accordance  with  the  requirements 
for  smoking  adopted  by  this  Board  and  to  the  satisfaction 
of  the  fire  commissioner;  that  this  variance  shall  continue 
only  so  long  as  conditions  shall  be  so  maintained. 


36-44-A 

APPLICANT — Parker  Coat  Co.,  lessee,  for  J.  Annenberg, 
owner. 

SUBJECT — Appeal  from  an  order  and  decisions  of  the 
fire  commissioner. 


PREMISES  AFFECTED— 12-14  Starr  street  (rear), 
south  side,  100  ft.  east  of  Central  avenue  (1st  floor)  ; 
(Block  3196,  Lot  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Gilbert  Parker. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (36-44-A) 

Whereas,  Parker  Coat  Company,  lessee,  for  J.  Annen¬ 
berg,  owner,  filed  January  7,  1944,  an  appeal  from  an  order 
and  decisions  of  the  fire  commissioner,  affecting  premises 
12-14  Starr  street  (rear),  south  side,  100  ft.  east  of  Central 
avenue  (1st  floor);  (Block  3196,  Lot  10),  Borough  of 
Brooklyn;  and 

Whereas,  Order  10249-LF,  issued  by  the  fire  commis¬ 
sioner  March  4,  1943,  reads: 

“1.  Arrange  iron  bars  on  all  windows  on  1-st  story 
so  as  to  be  readily  movable  or  removable  from  both 
sides  in  such  a  manner  as  to  afford  the  free  and  un¬ 
obstructed  use  of  such  windows  for  the  purposes  of 
egress  as  per  Section  272  of  the  Labor  Law.” 

and 

Whereas,  the  said  order  was  referred  to  in  decisions  of 
the  fire  commissioner  dated  July  20,  1943,  September  2, 
1943,  October  19,  1943  and  December  8,  1943;  and 

Whereas,  the  applicant  states  the  building  is  one  story 
(14  ft.)  in  height,  25  ft.  by  58  ft.,  irregular,  in  area;  Class 
3  construction ;  erected  in  1920 ;  located  in  a  business  use, 
B  area,  district;  and  occupied  since  July,  1941,  for  the  manu¬ 
facture  of  ladies’  coats,  38  persons ;  that  there  are  about 
22  windows  affected,  two  without  bars  and  two  doors  which 
swing  outwardly  in  the  direction  of  egress ;  and 

Whereas,  the  applicant  contends  that  the  two  windows, 
which  are  not  equipped  with  vertical  iron  bars  on  outside, 
are  equipped  with  removable  wooden  shutters  and  can  be 
used  as  exits ;  that  there  are  two  exceptionally  wide  exits ; 
that  all  the  persons  employed  are  in  almost  direct  contact 
with  the  two  windows  which  are  unbarred,  so  that  in  the 
event  of  emergency,  the  plant  can  be  evacuated  in  a  few 
minutes ;  that  the  iron  bars  are  necessary  for  burglary  pro¬ 
tection. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  an  order  of  the  fire  commissioner,  acting 
on  Order  10249-LF,  and  that  the  appeal  be  and  it  hereby  is 
granted  as  to  Item  1,  on  condition  that  the  exits  as  shown 
on  plan  filed  with  this  appeal  marked  “Received  January  7, 
1944”  shall  be  maintained  and,  in  addition,  the  two  windows 
in  the  rear  wall  as  indicated,  shall  be  without  bars  to  permit 
exit ;  that  proper  steps  shall  be  provided  at  such  windows, 
to  facilitate  exit  in  the  event  of  emergency ;  that  such  por¬ 
table  fire  fighting  appliances  shall  be  maintained  as  the  fire 
commissioner  shall  direct;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  a  Certificate  of 
Occupancy  for  the  use  of  this  building  shall  be  obtained. 


60-44-A 

APPLICANT — Artco  Chemical  Corporation,  lessee,  for 
Claspoint  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1680  Westchester  avenue, 
southeast  corner  of  Fteley  avenue  (Block  3748, 
Lot  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Haie  Haygooni  and  Arsen  Artin. 
For  Administration:  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (60-44-A) 

Whereas,  Artco  Chemical  Corporation,  lessee,  for  Clas- 
point  Realty  Corporation,  owner,  filed  January  24,  1944, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
1680  Westchester  avenue,  southeast  corner  Fteley  avenue 
(Block  3748,  Lot  1),  Borough  of  The  Bronx;  and 

Whereas,  Order  24215-LC,  issued  by  the  fire  commis¬ 
sioner  April  20,  1943,  and  repeated  in  a  decision  of  the  fire 
commissioner  dated  January  13,  1944,  reads: 

“1.  Provide  an  approved  buried  storage  system  for 
volatile  inflammable  oils.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story 
(15  ft.)  in  height;  25  ft.  by  50  ft.,  irregular  in  area;  of 
Class  3  construction;  erected  1932;  located  in  a  business  use, 
D  area  district  and  used  for  the  storage  of  oils  and  chemi¬ 
cals  ;  and 

Whereas,  the  applicant  contends  that  it  is  in  the  business 
of  supplying  the  photo-engraving  industry  with  chemical 
supplies ;  that  the  building  is  used  principally  for  storage 
purposes ;  that  the  inflammable  oils  stored  are  benzol,  xylol, 
toluol  and  benzine,  which  are  purchased  in  54-gallon  drums, 
one  drum  of  each,  each  month ;  that  it  is  therefore  necessary 
to  have  permission  to  store  8  drums  of  these  oils,  to  avoid 
any  violation  of  the  Administrative  Code,  as  at  times  one 
drum  may  not  be  entirely  empty  before  it  is  necessary  to 
receive  the  replacement;  that  it  is  impossible  to  obtain  the 
equipment  to  comply  with  the  fire  commissioner’s  order, 
as  a  priority  for  same  has  been  refused ;  that  the  storage 
of  the  drums  of  oils  creates  no  hazard,  as  the  building  is 
isolated ;  that  the  nearest  building  is  about  300  ft.  distant ; 
that  to  be  compelled  to  comply  with  the  order,  would  cause 
an  unreasonable  and  unnecessary  hardship  on  the  applicant. 

Resolved,  that  order  24215-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  objection  1,  on  condition  that  there 
shall  be  at  no  time  stored  in  the  building  more  than  six 
drums  of  the  following  inflammable  oils :  benzol,  xylol, 
toluol  and  benzine ;  that  such  drums  shall  be  kept  isolated 
from  other  materials  of  a  combustible  or  inflammable  nature 
and  shall  be  stored  on  racks  and  equipped  with  suitable 
faucets  to  the  satisfaction  of  the  fire  commissioner ;  that 
such  portable  fire-fighting  appliances  installed  as  the  fire 
commissioner  shall  direct ;  that  no  heat  or  spark-producing 
devices  shall  be  maintained  on  the  premises ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable. 


78-44-A 

APPLICANT — -Saul  Goldsmith,  for  Welbilt  Stove  Co., 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 57-18  to  57-40  Flushing  avenue, 
south  side,  51.96  ft.  west  of  59th  drive  (Block  2649, 
Lot  86),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (78-44-A) 

Whereas,  Saul  Goldsmith,  for  Welbilt  Stove  Company, 
Incorporated,  owner,  filed  on  February  1,  1944,  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  57-18  to 


57-40  Flushing  avenue,  south  side,  51.96  ft.  west  of  59th 
drive  (Block  2649,  Lot  86),  Maspeth,  Borough  of  Queens; 
and 

Whereas,  Order  94061-LC,  issued  by  the  fire  commis¬ 
sioner  February  10,  1*943,  and  repeated  in  a  decision  of  the 
fire  commissioner  dated  January  27,  1944,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  paints,  etc.,  shows  that 
the  following  must  be  done  before  the  permit  requested 
by  you  can  be  issued : 

1.  Provide  an  approved  buried  storage  system  for 
the  storage  of  gasoline.  C-19-53-I-d,  Administrative 
Code. 

2.  Discontinue  the  use  of  a  50-gallon  portable  gaso¬ 
line  tank  for  gasoline  storage  and  remove  same  from 
premises.  C-19-53-I-d,  Administrative  Code. 

6.  Provide  a  separate  exterior  storage  building  of 
fireproof  or  fire-resisting  material  with  ventilated  plain 
glass  skylight  or  a  storage  room  constructed  fireproof 
in  a  fireproof  building  or  fire  resisting  in  a  non-fire- 
proof  building  for  the  storage  of  spray  material  in 
excess  of  100  gallons.  Rule  6.1.3,  Spray  Rules.” 
and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(30  ft.)  in  height,  231  ft.  by  227  ft.  in  area  at  1st  floor; 
231  ft.  by  40  ft.  in  area  at  second  floor;  of  Class  3  con¬ 
struction;  erected  1937;  located  in  an  unrestricted  use,  C 
area  district  and  used  as  follows :  cellar,  restaurant  and 
boiler  room,  50  persons;  1st  floor,  manufacturing  gas  ranges, 
100  persons ;  2nd  floor,  offices  and  showrooms,  50  persons; 
equipped  with  a  one-source  sprinkler  system,  standpipe  sys¬ 
tem,  two  3  ft.  8  in.  wide  interior  steel  stairs,  enclosed  in 
6  in.  fireproof  blocks  equipped  with  kalamein  self-closing 
doors  and  extending  from  roof  bulkhead  directly  to  the 
street ;  and 

Whereas,  Certificate  of  Occupancy  Q-18380,  was  issued 
April  17,  1941  on  N.  B.  Applic.  81*7-37,  permitting  the 
present  use  and  occupancy ;  and 

Whereas,  the  applicant  contends  that  the  building  is  used 
in  part  for  the  manufacture  of  materials  required  in  the 
war  effort;  that  these  materials  are  required  to  be  dipped 
in  paint ;  that  the  gasoline  in  question  is  used  in  a  small 
platform  loading  truck  used  throughout  the  plant  for  the 
purpose  of  handling  and  stacking  raw  and  finished  materials ; 
this  gasoline  is  fed  to  the  truck  by  means  of  an  approved 
50-gallon  portable  gasoline  tank ;  that  this  portable  gasoline 
tank  and  maximum  of  25  gallons  of  gasoline  in  a  steel  drum 
are  kept  outside  of  the  building ;  that  plans  have  been  filed 
under  Misc.  2808-43  for  the  installation  of  a  buried  gasoline 
storage  system ;  that  it  is  requested  that  permission  be 
granted  for  a  temporary  period  of  3  months  to  continue 
the  use  of  the  portable  gasoline  tank  and  the  storage  of 
25  gallons  of  gasoline  in  a  steel  drum  at  the  termination 
of  which  period,  a  tank  installation  will  have  been  made, 
to  fully  comply  with  the  order  of  the  fire  commissioner; 
that  the  paint  referred  to  in  Item  6  of  the  fire  commis¬ 
sioner’s  order,  is  used  for  the  dipping  of  parts  being  manu¬ 
factured  for  the  war  effort;  that  three  50-gallon  dip  tanks 
are  used  and  one  hundred  gallons  of  paint  are  stored  in 
drums  outside  of  the  building ;  that  it  is  requested  a  con¬ 
tinuance  of  this  paint  storage  and  use  be  permitted  for  a 
temporary  period  of  3  months,  to  permit  the  construction 
of  the  paint  storage  room  in  compliance  with  the  order  of 
the  fire  commissioner. 

Resolved,  that  order  94061-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  for  a  temporary  term  of  three  months, 
as  to  objection  1,  on  condition  that  not  more  than  one  25- 
gallon  drum  of  gasoline  shall  be  maintained  on  the  premises ; 
that  such  drum  shall  be  stored  in  the  open  at  the  rear  of 
of  the  building;  as  to  objection  2,  that  one  50-gallon  portable 
tank  may  be  used  on  the  premises  as  proposed,  on  condition 
that  such  portable  tank  shall  not  be  taken  within  the  build¬ 
ing  ;  that  the  platform  loading  truck  referred  to  shall  be 
of  a  type  approved  by  the  Underwriters  and  shall  be  filled 
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outside  the  building  from  such  portable  gasoline  tank ;  that 
such  portable  gasoline  tank  shall  be  equipped  with  a  hand 
fire-extinguisher  satisfactory  to  the  fire  commissioner;  as 
to  item  6,  that  paint  materials  not  exceeding  150  gallons  may 
be  stored  on  the  premises,  provided  they  are  stored  in  the 
open,  in  drums,  outside  the  building ;  that  the  person  han¬ 
dling  the  gasoline  shall  hold  a  certificate  of  fitness ;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 

— 

123-44- A 

APPLICANT — Charles  P>.  Meyers,  for  Department  of 
Public  Works,  City  of  New  York,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  and  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 21-39  Auburn  place,  south  side, 
between  North  Portland  avenue  and  North  Elliott 
place  (Block  2040,  Lots  1  and  48),  Borough  of 
Brooklyn. 

PPEARANCES — 

For  Applicant:  Charles  B.  Meyers  and  Morris 
Hyshiver. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Edwin  A.  Meyer,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (123-44-A) 

Whereas,  Charles  B.  Meyers,  for  Department  of  Public 
Work,  City  of  New  York,  owner,  filed  February  24,  1944, 
an  appeal  from  a  decision  of  the  borough  superintendent 
and  an  order  of  the  fire  commissioner,  affecting  premises: 
21-39  Auburn  place,  south  side,  between  North  Portland 
avenue  and  North  Elliott  place  (Block  2040,  Lots  1  and  48), 
Borough  of  Brooklyn ;  and 

Whereas,  Order  69197-C  issued  by  the  fire  commissioner 
October  13,  1936  and  repeated  in  his  decision  dated  Feb¬ 
ruary  23,  1944,  reads : 

“1.  Remove  or  cut  off  the  refrigerating  system  from 
the  buildings  or  parts  of  the  building  by  unpierced 
fireproof  construction  as  per  Section  219  (f)  Chapter 
19,  Code  of  Ordinances.” 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  14,  1944,  on  amendment  to  Alt  1935-42, 
reads : 

‘T.  Separate  refrigerating  system  from  other  parts 
of  the  bldg,  unpierced  fireproof  construction.  Ch.  19-98.0 
SubDiv.  f-6  Administrative  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  7  stories 
and  penthouse  (approximately  90  ft.)  in  height,  164  ft.  by 
128  ft.  in  area;  Class  1  construction;  erected  in  1922;  located 
in  a  business  use,  B  area,  district ;  used  and  occupied  as 
a  hospital ;  and 

Whereas,  the  applicant  contends  that  Alt.  Applic.  1935-42 
for  alterations  to  the  refrigerating  room  located  in  the  cellar 
was  filed  to  comply  with  item  1  of  the  Fire  Commissioner’s 
order  69197-C ;  that  the  refrigerating  plant  consists  of  two 
ammonia  compressors,  two  brine  pumps,  condenser  piping 
and  an  ice  making  tank  for  the  manufacture  of  30  cakes 
of  ice  and  an  ice  storage  refrigerator  to  be  replaced  by  a 
new  refrigerator;  that  the  refrigerating  room  will  be  sepa¬ 
rated  from  the  balance  of  the  building  by  a  6  in.  terra 
cotta  partition  and  reinforced  concrete  slab ;  that  the  open¬ 
ing  in  the  new  terra  cotta  partition  proposed  to  be  provided 
for  a  new  ice  chute,  is  not  in  strict  compliance  with  the 
requirements  of  the  Administrative  Code;  that  a  direct  con¬ 
nection  from  the  refrigerator  to  the  ice-making  tank  is 


proposed  by  means  of  a  steel  chute  fitted  with  two  metal 
insulated  self-closing  doors,  one  at  the  inlet  end  in  the 
refrigerating  room  and  the  other  at  the  outlet  in  the  re¬ 
frigerator  and  so  arranged  that  one  of  the  doors  will 
always  be  closed  when  the  removal  and  storage  of  ice  is 
in  process;  that  these  doors  will  be  fitted  with  gaskets 
designed  to  be  vaportight ;  that  the  chute  will  be  of  sub¬ 
stantially  welded  steel  construction,  fully  enclosed ;  that  at 
no  time  w  ill  both  of  the  chute  doors  be  open ;  that  the  inlet 
door  will  be  open  only  when  ice  is  passed  into  the  chute 
and  the  outlet  door  open  after  the  inlet  door  is  closed ;  and 

Whereas,  the  applicant  further  contends  that  unless  the 
proposed  arrangement  is  permitted,  it  will  be  necessary  for 
ice  to  be  conveyed  from  the  tank  to  the  exterior  and  then 
hack  into  the  building  through  the  tank  and  pump  room 
and  thence  to  the  ice  storage  refrigerator  ;  that  such  arrange¬ 
ment  in  addition  to  being  impracticable,  will  increase  the 
cost  of  handling  and  be  most  undesirable  from  the  operator’s 
viewpoint ;  that  it  is  therefore  requested  the  Board  vary  the 
requirements  of  Section  C19-98.0  f.6  of  the  Administrative 
Code. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1935-42,  objection  1,  dated  February 
14,  1944,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  ice  chute 
and  additional  enclosure  partition  shall  be  constructed  sub¬ 
stantially  as  indicated  on  plans  filed  with  the  borough  super¬ 
intendent,  stamped  “Received  December  10,  1943,”  provided 
the  door  from  such  new  enclosure  to  corridor  shall  be  a 
fireproof  door  approved  for  3-hour  test  with  a  three-point 
locking  system  and  made  vaportight;  that  in  such  new  en¬ 
closure,  there  shall  be  installed  a  deluge  system,  consisting 
of  open  sprinkler  heads  on  the  ceiling,  controlled  by  a  valve 
outside  the  room  ;  that  such  deluge  system  may  be  supplied 
from  the  house  water  system  of  the  building;  that  a  sign 
shall  be  maintained  at  the  aforementioned  valve,  reading 
“Water  Control  of  Deluge  System  in  Refrigerating  Room” ; 
that  a  sign  shall  also  be  maintained  on  the  door  to  such 
corridor,  reading,  “This  door  shall  normally  be  kept  closed 
and  latched.” 


130-44 -A 

APPLICANT — Harry  F.  Jaenike,  for  Guaranty  Trust 
Company  of  New  York,  owner  (Medco  Manufac¬ 
turing  Co.,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 546  5th  avenue  and  1-5  West 
45th  street,  northwest  corner  (5th  floor)  ;  (Block 
1261,  Lot  34),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Harry  F.  Jaenike  and  A.  F.  Adair. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage  .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn .  3 

THE  RESOLUTION  (130-44-A) 


Whereas,  Harry  P.  Jaenike,  for  Guaranty  Trust  Co.  of 
New  York,  owner  (Medco  Manufacturing  Co.,  lessee), 
filed  February  25,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  546  Fifth  avenue 
and  1-5  West  45th  street,  northwest  corner  (5th  floor)  ; 
(Block  1261,  Lot  34),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  11.  1944,  re  Alt.  Applic.  980-43,  reads: 

“7.  Use  of  bolt  as  shown  is  contrary  to  Sec.  272, 
Par.  3  of  the  Labor  Law. 

8.  Required  landing  areas  oVtn-rt''d  by  door  ar¬ 
rangements  shown.  Sec.  271  Labor  Law. 

and 

Whereas,  the  applicant  states  the  building  is  6  stories 
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(55  ft.)  in  height,  25  ft.  by  100  ft.,  irregular  in  area,  of 
Class  3  construction,  erected  in  1906,  located  in  a  restricted 
retail  use,  B  area  district  and  occupied  since  January,  1944, 
as  follows:  Cellar,  storage  and  shipping,  8  persons;  1st 
floor,  store  and  sales  rooms,  17  persons;  2nd  floor,  sales¬ 
room  and  stock,  17  persons;  3rd  floor,  same,  40  persons; 
4th  floor,  office  and  factory,  35  -persons ;  5th  floor,  office 
and  factory,  20  persons ;  6th  floor,  office  and  factory,  85 
persons ;  penthouse,  factory,  5  persons ;  5th,  6th  and  pent¬ 
house  stories  used  for  the  manufacture  of  radar  equipment 
for  the  U.  S.  Army ;  that  no  change  in  use  or  occupancy 
is  proposed ;  that  the  building  is  equipped  with  a  two-source 
sprinkler  system,  a  standpipe  system,  an  interior  fire  alarm 
system  and  that  fire  drills  are  maintained;  that  there  are 
two  3  ft.  wide  steel  stairs  enclosed  in  wood  studs  with  wire 
lath  and  cement  plaster  equipped  with  kalamein  self-closing 
doors  and  extending  from  roof  bulkhead  directly  to  the 
street;  and 

Whereas,  the  applicant  contends  that  the  use  of  panic 
bolts  and  the  installation  of  gates  on  the  stair  platforms 
of  the  fifth  floor  is  a  requirement  of  the  U.  S.  Army  Plant 
Security  Branch,  as  the  tenant  is  engaged  in  a  highly  secre¬ 
tive  type  of  work  for  the  War  Deparment;  that  the  War 
Department  has  requested  the  installation  of  the  barricade 
to  prevent  intrusion  from  the  outside ;  and 

Whereas,  the  applicant  has  filed  a  recommendation  of 
the  U.  S.  Army  Plant  Security  Branch,  that  the  fifth  story 
landing  of  each  of  the  two  stair  towers  should  be  equipped 
with  a  substanital  heavy  screen  or  partition  with  exit  gate 
and  panic  bolt  and  tamper-proof  bell ;  and 

Whereas,  the  Board  deemed  that  the  screens  or  partition.', 
proposed  to  be  constructed  within  the  stair  enclosures  to 
prevent  free  use  of  the  stairways  to  all  tenants  from  street 
to  roof  were  not  only  unlawful,  but  contrary  to  public  wel¬ 
fare  and  should  not  be  permitted,  as  other  means  are  avail¬ 
able  to  accomplish  the  purpose  desired ;  that  this  action  is 
without  prejudice  to  the  submission  of  a  new  proposal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  980-43,  objections  7  and  8,  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


197-42-S 

APPLICANT — Saul  Goldsmith,  for  The  Dime  Savings 
Bank  of  Brooklyn,  Mortagee  in  possession. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  (decision  of  the 
borough  superintendent)  for  variation  of  the  labor 
law,  (previouslv  granted  on  condition). 

PREMISES  AFFECTED— 395-403  Pearl  street.  423  Fulton 
street,  northeast  corner  and  20  Willoughby  street 
(Block  150,  Lot  11),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep't  of  Housing 
and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (197-42-S) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  395-403  Pearl  street,  423 
Fulton  street,  northeast  corner  and  20  Willoughby  street 
(Block  150,  Lot  11),  Borough  of  Brooklyn,  was  granted  by 
the  Board  on  February  16,  1943,  on  certain  conditions  ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

W  hereas,  the  decision  of  the  borough  superintendent,  in 
acting  on  Alt.  applic.  404-44,  dated  February  23,  1944,  reads: 
‘‘2.  Proposed  factory  use  on  4th  floor  constitutes  a 


variation  from  the  Board  of  Standards  and  Appeals  ac¬ 
tions  under  Calendar  Nos.  197-42-S  and  198-42-A.  This 
matter  to  be  referred  back  to  the  Board  for  considera¬ 
tion  re  the  application  of  Section  270  of  the  Labor  Law.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  16,  1943,  so  that  as 
amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
Labor  Law,  as  cited  in  a  decision  of  the  borough  super¬ 
intendent,  on  Alt.  Applic.  652-42,  and  that  the  application 
be  and  it  hereby  is  granted,  as  to  Objection  1,  dated 
February  5,  1943,  on  condition  that  there  shall  be  con¬ 
structed  and  maintained  an  exterior  fire  escape  on  the 
Pearl  street  side  of  the  building,  complying  with  the 
requirements  of  the  Labor  Law  in  all  respects,  except 
that  in  lieu  of  the  counterbalanced  stairway  to  street 
from  the  lowest  balcony,  a  counterbalanced  drop  ladder 
may  be  installed ;  that  no  portion  of  the  building  shall  be 
occupied  by  a  school  or  for  factory  purposes  other  than 
the  dental  laboratory  now  occupying  the  third  floor ;  that 
the  existing  primary  means  of  exit,  consisting  of  an  en¬ 
closed  stairway  as  shown,  may  be  accepted  in  lieu  of  the 
requirements  therefor  of  the  Labor  Law ;  that  plans 
showing  the  location  of  the  fire  escape,  stairway  and  gen¬ 
eral  plan  of  all  floors  shall  be  filed  with  the  Board  for 
approval  by  the  chairman  before  same  are  filed  with  the 
borough  superintendent ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulation  applicable  thereto,  other  than  as  modified 
by  the  Board  at  this  meeting  under  Cal.  198-42-A. 

“Resolved  further,  that  the  Board  of  Standards  and 
Appeals  does  hereby  make  a  variation  in  the  require¬ 
ments  of  the  Labor  Lazv  as  cited  in  a  decision  of  the 
borough  superintendent  acting  on  Alt.  Applic.  404-44 
and  that  the  application  be  and  it  hereby  is  granted,  as 
to  Objection  2,  on  condition  that  the  fire  escape  here¬ 
inbefore  required  shall  be  extended,  so  as  to  include  the 
fourth  door  and  also  a  gooseneck  ladder  to  the  roof; 
than  in  all  other  respects,  the  requirements  of  this 
resolution  shall  be  complied  until  other  than  as  modified 
by  the  Board  under  Cal.  198-42-A  and  provided  the 
requirements  of  the  soiling  resolution  as  to  the  amount 
of  door  area  permitted  for  factory  purposes  shall  be 
complied  with.” 


198-42-A 

APPLICANT — Saul  Goldsmith,  for  The  Dime  Savings 
Bank  of  Brooklyn  (Mortagee  in  Possession). 
SUBIECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  granted 
on  condition). 

PREMISES  AFFECTED— 395-403  Pearl  street,  423  Ful¬ 
ton  street,  northeast  corner  and  20  Willoughby 
street  (Block  150,  Lot  11),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (198-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  395-403  Pearl  street,  423 
Fulton  street,  northeast  corner  and  20  Willoughby  street 
(Block  150,  Lot  11),  Borough  of  Brooklyn,  was  granted  by 
the  Board  on  February  16,  1943,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 
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Whereas,  the  decision  of  the  borough  superintendent,  in 
acting  on  Alt.  Applic.  404-44,  dated  February  23,  1944, 

reads : 

“1.  Comply  with  Section  7. 3.2.3  Bldg.  Code  as  to 
door  construction  for  120  lb.  liveload.  Present  certifi¬ 
cate  of  occupancy  108978  specifies  60  lb.  live  load.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  16,  1943,  so  that 
as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent,  as  to  Alt.  Applic.  652-42,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
as  to  Objection  2,  dated  February  5,  1943,  on  condition 
that  the  liveload  shall  be  as  stated  on  Certificate  of 
Occupancy  65463,  issued  against  Permit  4862-31  and  that 
the  factory  use  shall  be  restricted  to  the  third  fioor  as 
proposed  and  shall  not  be  carried  on  elsewhere  in  the 
building;  that  the  equipment  installed  shall  at  no  time 
exceed  such  permitted  liveload ;  that  the  loading  shall  be 
posted ;  that  in  all  other  respects  the  building  and  oc¬ 
cupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto  other  than  as  modified  by  the 
Board  at  this  meeing  under  Cal.  197-42-S. 

‘Resolved  further,  that  the  decision  of  the  borough 
superintendent  as  to  Alt.  Applic.  404-44,  Objection  1,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  to  permit  the  factory  use 
to  be  extended  to  the  fourth  floor  but  not  elsezvhere 
within  the  building  other  than  as  hereinbefore  per¬ 
mitted;  that  the  equipment  installed  and  the  factory 
operation  shall  at  no  time  exceed  the  permitted  liveload 
of  60  lbs.  and  that  the  building  shall  be  so  posted;  that 
i n  all  other  respects,  the  building  and  occupancy  shall 
comply  with  the  requirements  of  the  zoning  resolution 
and  all  other  lazes,  rules  and  regulations  applicable  to 
the  building  and  occupancy  other  than  as  modified  by 
the  Board  under  Cal.  197-42-S .” 


516-43-A 

APPLICANT — Saul  Goldsmith,  for  Welbilt  Stove  Com¬ 
pany,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  acting  borough  superintendent  (under  Sec¬ 
tion  35,  General  City  Law,  re  bed  of  mapped  street— 
59th  street)  (previously  granted  on  condition). 
PREMISES  AFFECTED— 57-46  Flushing  avenue,  59-05 
60th  avenue,  58-12  59th  drive  and  59-83  59th  street, 
east  side,  214  ft.  10  in.  south  of  59th  drive  (Block- 
2649,  Lots  113  and  135,  and  Block  2653,  Lot  5), 
Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (516-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent,  affecting  premises  57-46  Flushing  ave¬ 
nue,  59-05  60th  avenue,  58-12  59th  drive  and  59-83  59th 
street,  east  side,  214  ft.  10  in.  south  of  59th  drive  (Block- 
2649,  Lots  113  and  135  and  Block  2653,  Lot  5),  Maspeth, 
Borough  of  Queens,  was  granted  by  the  Board  on  December 
21,  1943,  on  certain  conditions  and  the  applicant  requested 
an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  21,  1943  by  adding 
thereto : 


“that  the  wall  openings  referred  to  in  the  Report  of 
Committee  to  be  filled  with  approved  glass  blocks  may 
instead  be  filled  with  steel  sash  provided  the  same  are 
made  fixed  and  unopenable  and  glazed  with  translucent 
double  thick  glass.” 


MATERIAL  SUBMITTED  FOR  APPROVAL 

528-39-SM 

APPLICANT — Compodrolith  Floor  Company,  owner. 
SUBJECT — Compodrolith  Asbestos  Mangesite,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  . *  . .  0 

THE  RESOLUTION  (528-39-SM) 

Whereas,  the  Compodrolith  Floor  Company,  owner,  filed 
on  April  26,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals,  for  the  approval  of  the  material  known 
as  Compodrolith  Asbestos  Mangesite;  and 

Whereas,  the  applicant  failed  to  arrange  for  a  test  and 
inspection  of  this  material,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


Adjourned:  4:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  February  23,  1944,  as  they  appeared 
in  Bulletin  No.  9,  Vol.  29,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION  (168-43-BZ) 

Whereas,  Philip  Freshman,  for  Milkin  Realty  Co.,  owner 
(Tung-Sol  Electric  Corp.,  lessee),  filed  April  9,  1943,  an 
application  under  section  7e  of  the  zoning  resolution  to 
permit  in  a  business  use  district,  the  use  of  more  than  25% 
of  the  aggregate  floor  area  of  an  existing  building  for  factory 
use  (radio  tubes),  affecting  premises:  51-55  Nassau  avenue 
and  68-74  Guernsey  street,  northeast  corner  (Block  2644, 
Lot  45),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
February  23,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Nassau  avenue  is  in  residence  and 
business  use  B  area  and  1  )4  times  height  districts ;  Guernsey 
street  is  in  business  use,  B  area  and  1)4  times  height  districts 
and  Lorimer  street  is  in  business  and  residence  use,  B  area 
and  1)4  times  height  district;  and 

W hereas,  the  decision  of  the  borough  superintendent, 
dated  January  26,  1944,  re  Alt.  Applic.  123-44,  reads: 

“1.  The  use  for  manufacturing  of  a  floor  area  in  excess 
of  25%  of  the  total  floor  space  of  the  building  and  in 
excess  of  the  area  of  the  lot,  in  a  bldg,  located  in  a 
business  use  district  is  contrary  to  the  Zoning  Resolution, 
Sect.  4-c.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  having  a  frontage  of  75  ft.  on  Nassau  avenue  and  100  ft. 
on  Guernsey  street ;  that  upon  the  plot  is  located  a  3-story 
fireproof  building,  74  ft.  10  in.  by  98  ft.  8  in.  in  area,  occupied 
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for  the  manufacture  of  radio  tubes;  that  the  total  floor  space 
of  the  building  used  for  manufacturing  purposes  is  less  than 
25  per  cent  of  the  total  floor  space  of  the  building ;  that  it  is 
proposed  to  increase  the  total  floor  space  used  for  manufac¬ 
turing  purposes  (radio  tubes)  to  approximately  46%  of  the 
total  floor  space  of  the  building;  that  this  proposed  percentage 
exceeds  the  permissible  25%  limit  as  provided  in  Section  4 
(c)  of  the  Zoning  Resolution;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 


regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  to 
permit  the  extension  and  occupancy  of  the  building  for  factory 
purposes  as  proposed,  on  condition  that  not  more  than  50  per¬ 
cent  of  the  total  floor  area  including  cellar  shall  be  so  occu¬ 
pied ;  that  this  variance  shall  be  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  and  on  condition 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto, 
other  than  as  modified  by  the  Board  under  Cal.  169-43-S; 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  three  (3)  months  from  the  date  of  this  resolution. 


^Correction — The  word  “gross”  changed  to  "total"  and 
the  words  “including  cellar”  added  in  line  50  of  resolution. 


RULES 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in  : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  self  closing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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NEW  LOCAL  LAW 


No.  29 

A  LOCAL  LAW 

TO  AMEND  THE  ADMINISTRATIVE  CODE  OF  THE  CITY  OF  NEW  YORK,  IN 
RELATION  TO  PLACES  OF  ASSEMBLY,  GENERALLY. 


Be  it  enacted  by  the  Council  as  folloivs: 

Section  1.  Section  C26-116.0  of  the  administrative  code 
of  the  city  of  New  York  is  hereby  repealed  and  re-enacted 
to  read  as  follows : 

§C26-116.0  Place  of  assembly. — The  term  “place  of 
assembly”  shall  mean  a  room  or  space  which  is  occupied  by 
seventy-five  or  more  persons  and  which  is  used  for  educa¬ 
tional,  recreational  or  amusement  purposes  and  shall  include 
assembly  halls  in  school  structures ;  dance  halls ;  cabarets ; 
night  clubs ;  restaurants ;  any  room  or  space  used  for  public 
or  private  banquets,  feasts,  socials,  card  parties  or  weddings ; 
lodge  and  meeting  halls  or  rooms ;  skating  rinks ;  gymna¬ 
siums  ;  swimming  pools ;  billiard,  bowling,  and  table  tennis 
rooms;  halls  or  rooms  used  for  public  or  private  catering 
purposes;  funeral  parlors;  markets;  recreation  rooms;  con¬ 
cert  halls;  broadcast  studios;  school  and  college  audi¬ 
toriums  ;  and  all  other  places  of  similar  type  of  occupancy. 
Nothing  in  this  section  shall  be  construed  to  apply  to  in¬ 
struction  rooms,  libraries,  lecture  rooms,  recreation  rooms, 
lunchrooms  or  classrooms  in  elementary  or  high  schools, 
as  defined  in  section  C26- 132.0  of  this  code,  or  in  colleges 
which  are  licensed  to  operate  by  the  state  board  of  regents, 
when  such  rooms  are  used  solely  and  exclusively  by  the 
students  of  such  schools  or  colleges. 

The  term  “licensed  place  of  public  assembly”  as  used  in 
this  article  shall  mean  any  room  or  space  which  is  used  or 
occupied  as  a  “place  of  assembly”  as  defined  in  this  section, 
when  the  lawful  use,  occupancy  or  operation  of  such  place 
is  contingent  upon  the  issuance  of  a  license  by  the  fire  de¬ 
partment,  the  police  department  or  the  department  of  licenses. 

Whenever  the  words  “place  of  assembly”  are  used  in  this 
chapter,  such  words  shall  be  construed  as  if  followed  by  the 
words  “or  any  room  or  space  which  is  occupied  for  or  is 
intended,  arranged,  or  designed  to  be  occupied  for  such  use.” 

Nothing  in  this  section  shall  be  construed  to  apply  to  any 
room  or  space  used  exclusively  for  dwelling  purposes  in  a 
private  dwelling  as  defined  in  section  C26-122.0  of  this  code 
or  used  exclusively  for  dwelling  purposes  as  defined  in  sub¬ 
division  one  of  section  four  of  the  multiple  dwelling  law, 
nor  shall  this  section  be  applicable  to  places  of  incarcera¬ 
tion,  an  asylum,  a  convent,  a  monastery,  a  church,  a  syna¬ 
gogue,  or  a  theatre,  motion  picture  theatre,  opera  house  or 
concert  hall  subject  to  and  complying  with  the  provisions  of 
article  thirteen  of  .this  code  and  which  are  required  to  obtain 
a  license  as  a  “licensed  place  of  public  assembly.” 

§  2.  Such  code  is  hereby  amended  by  adding  thereto  a 
new  section,  to  follow  section  09-165. 1,  to  be  section  09- 
165.2,  to  read  as  follows : 

§  09-165.2.  Smoking  prohibited  in  retail  stores. — It 
shall  be  unlawful  for  any  person  to  smoke  or  carry  a  lighted 
cigar,  cigarette,  pipe  or  match  or  use  any  spark,  flame  or 
fire-producing  device  which  has  not  been  authorized  for  use 
by  the  commissioner  in  any  existing  or  newly  created  retail 
store  which  is  designed  and  arranged  to  accommodate  more 
than  three  hundred  persons,  or  in  which  more  than  twenty- 
five  persons  are  employed.  Designated  smoking  and  rest 
rooms,  restaurants,  executive  offices  and  beauty  parlors  in 
such  retail  stores  shall  be  exempted  from  this  prohibition. 
Any  person  who  shall  violate,  or  refuse,  or  neglect  to  comply 
with  any  provision  of  this  section  shall,  upon  conviction 
thereof,  be  punished  by  a  fine  of  not  less  than  ten  dollars 
and  not  more  than  one  hundred  dollars,  or  by  imprisonment 
not  exceeding  thirty  days,  or  by  both. 


§  3.  Title  C  of  chapter  twenty-six  of  such  code  is  hereby 
amended  by  adding  thereto  a  new  article,  to  follow  article 
seventeen,  to  be  article  eighteen,  to  read  as  follows : 

ARTICLE  18 
Places  of  assembly 
Sub-Article  1 

General  provisions  governing  places  of  assembly 

§  C26-1437.0  Application. — Except  as’  otherwise  pro¬ 
vided  in  the  administrative  code  of  the  city  of  New  York, 
the  provisions  of  this  article  shall  apply  to  any  new  room, 
space  or  portion  of  a  premises,  or  to  any  room,  space  or  por¬ 
tion  of  a  premises  existing  as  or  hereafter  altered  or  con¬ 
verted  to  use  or  occupancy  as  a  “place  of  assembly.” 

§  C26-1438.0  Egress. — a.  The  means  of  egress  in  such 
places  of  assembly  shall  be  in  conformity  with  the  provisions 
of  this  chapter  relating  to  buildings  of  like  classification, 
area,  height,  use  and  occupancy,  except,  however,  that  in  all 
cabarets  as  defined  in  paragraph  three  of  subdivision  a  of 
section  436-1.0  of  this  code  the  greatest  distance  of  travel 
from  any  portion  of  such  cabaret  to  a  required  means  of 
egress  shall  not  exceed  seventy-five  feet. 

b.  In  all  places  of  assembly  there  shall  be  aisles  provid¬ 
ing  proper  access  to  all  required  means  of  egress.  Such 
required  aisles  shall  not  be  obstructed  in  any  manner  what¬ 
soever  and  shall  be  not  less  than  three  feet  in  width. 

c.  No  required  means  of  egress  in  a  place  oi  assembly 
hereafter  created  shall  be  permitted  through  any  room  or 
space  used  as  a  kitchen  or  service  pantry  or  for  the  prepa¬ 
ration  of  food.  In  an  existing  “place  of  assembly”  an  exist¬ 
ing  means  of  egress  through  a  room  or  space  used  as  a 
kitchen  or  service  pantry  or  for  the  preparation  of  food  may 
be  accepted  by  the  department  under  such  conditions  as  may 
be  prescribed  and  approved  by  the  department. 

d.  The  provisions  of  subdivision  a  of  this  section  limiting 
to  seventy-five  feet  the  greatest  distance  of  travel  from  any 
portion  of  any  room  or  premises  used  as  a  cabaret  to  a 
required  means  of  egress  shall  not  apply  to  existing  legal 
cabarets  as  defined  in  paragraph  three  of  subdivision  a  of 
section  436-1.0  of  this  code,  provided,  however,  that  the 
means  of  egress  from  such  cabaret  is  in  conformity  with 
the  provisions  of  this  chapter  relating  to  buildings  of  like 
classification,  area,  height,  use  and  occupancy. 

e.  The  owner  of  each  place  of  assembly  shall  submit  to 
the  department  a  diagram  indicating  the  arrangement  of 
tables,  chairs,  seats,  dancing  space,  platforms,  aisles  and 
means  of  egress.  Diagrams  which  have  been  approved  by 
the  department  shall  be  kept  on  the  premises  for  which  the 
approval  has  been  granted  and  shall  be  readily  available  for 
inspection.  Such  diagrams  shall  be  filed  with  the  department 
within  sixty  days  after  the  date  when  this  article  becomes 
effective. 

No  place  of  assembly  shall  be  occupied  until  a  diagram 
indicating  the  basic  arrangement  of  aisles  has  been  approved 
by  the  department,  and  the  use  of  any  arrangement  not 
approved  by  the  department  is  prohibited. 

f.  The  provisions  of  paragraph  e  of  this  section  relating 
to  the  submission  and  approval  of  diagrams  shall  not  apply 
to  assembly  rooms  or  auditoriums  in  elementary  or  high 
schools  as  defined  in  section  C26-132.0  of  this  code  or  in 
colleges  which  are  licensed  to  operate  by  the  state  board 
of  regents ;  provided,  however,  that  seats  in  such  assembly 
rooms  or  auditoriums  are  stationary. 
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§  C26-1439.0  Number  of  persons,  limited. — The  num¬ 
ber  of  persons  permitted  to  occupy  a  place  of  assembly 
shall  be  as  approved  by  the  department  of  housing  and 
buildings  and  shall  be  in  conformity  with  the  provisions  of 
this  chapter  relating  to  buildings  of  like  classification,  area, 
height,  use  and  occupancy. 

§  C26-1440.0  Capacity  of  premises  to  be  posted  con¬ 
spicuously. — a.  In  every  room  or  in  any  portion  of  a 
premises  or  building  which  is  used  as  a  place  of  assembly 
there  shall  be  conspicuously  posted  signs  indicating  the 
number  of  persons  who  may  legally  occupy  said  room  or 
space.  Such  signs  shall  read  as  follows : 

OCCUPANCY 
BY  MORE  THAN 

.  PERSONS  IS 

DANGEROUS 
&  UNLAWFUL 

.  Commissioner, 

Department  of  Housing  and  Buildings,  City  of  New  York. 

b.  Such  signs  shall  be  twenty  inches  in  width  by  twenty- 
four  inches  in  length.  The  lettering  thereon  indicating  the 
lawful  occupancy  shall  be  of  bold  gothic  type  in  red  on  a 
background  of  white,  shall  be  not  less  than  two  inches  in 
height  and  the  numerals  shall  be  two  and  three-eighths  inches 
in  height,  and  such  lettering  and  numerals  shall  be  properly 
spaced  to  provide  good  visibility. 

c.  Such  signs  shall  be  illuminated,  shall  be  durable,  and 
shall  be  substantially  secured  to  wall  or  partition. 

d.  Such  sign  shall  be  located  at  the  main  entrance  to 
such  space  or  room  so  as  to  be  conspicuously  visible  to  a 
person  entering  such  space  or  room. 

§  C26-1441.0  Lighting  systems.— During  all  periods 
when  a  place  of  assembly  is  occupied  such  place  shall  be 
illuminated  by  sufficient  natural  or  artificial  light  to  permit 
a  person  to  read  in  every  portion  thereof  nine-point  print 
of  the  kind  generaly  used  in  the  average  daily  newspaper. 
Dance  halls  when  in  use,  shall  be  so  illuminated  that  every 
person  present  may  be  plainly  seen  from  any  point  in  the 
hall.  When  required,  artificial  light  shall  be  provided  through 
electrical  circuits  and  shall  be  maintained  in  continuous 
operation. 

§  C26-1442.0  Exit  signs. — a.  In  every  such  place  of 
assembly  the  required  means  of  egress  shall  be  indicated  by 
signs  reading  “EXIT”.  Letters  on  such  signs  shall  be  eight 
inches  in  height  and  such  letters  shall  be  properly  spaced 
so  as  to  be  easily  read  at  a  distance  of  seventy-five  feet. 

b.  Each  such  exit  sign  shall  be  illuminated  by  a  red  light 
of  not  less  than  twenty-five  watts  or  equivalent  photometric 
rating. 

c.  In  any  such  place  of  assembly  where  doors,  openings 
or  passageways  providing  access  to  required  means  of  egress 
are  not  visible  from  all  portions  of  such  room  or  premises, 
illuminated  directional  signs  shall  be  installed  in  conspicuous 
locations  in  such  room  or  premises,  indicating  the  direction 
of  travel  to  the  required  means  of  egress. 

d.  Such  directional  signs  shall  be  of  the  same  dimensions 
as  specified  in  this  section  for  exit  signs. 

e.  It  shall  be  unlawful  to  obscure  in  any  manner  any  re¬ 
quired  means  of  egress,  passageway,  exit  sign,  exit  light  or 
directional  exit  sign. 

§  C26-1443.0  Independent  circuit  for  illuminated  exit 
lights  and  directional  signs  in  “licensed  places  of  public 
assembly.” — Notwithstanding  any  other  provision  con¬ 
tained  in  this  chapter,  the  illumination  of  all  exit  lights  and 
directional  signs  required  under  the  provisions  of  this  article 
in  all  “licensed  places  of  public  assembly”  which  have  been 
approved  by  the  department  charged  with  the  enforcement 


of  this  chapter  for  occupancy  by  more  than  two  hundred  and 
fifty  persons  shall  be  provided  through  circuits  separated 
from  the  general  lighting  and  power  circuits.  Such  installa¬ 
tions  shall  be  in  conformity  with  the  provisions  of  title  B 
of  chapter  thirty  of  this  code. 

§  C26-1444.0  Safety. — a.  The  superintendent,  in  his 
discretion,  may  require  that  any  opening  from  a  space  used 
as  a  kitchen  or  service  pantry  or  for  the  preparation  of  food 
in  a  place  of  assembly  be  protected  with  a  self-closing  door 
or  other  device  when  in  his  opinion  such  protection  is  neces¬ 
sary  for  the  safety  of  the  occupants  and  to  prevent  the  spread 
of  fire.  An^  door  installed  for  such  purpose  may  be  pro¬ 
vided  with  a  vision  panel,  of  clear  wire  glass  or  of  plate 
glass  not  less  than  one-quarter  of  an  inch  in  thickness. 

b.  In  all  places  of  assembly  in  which  food  is  cooked  or 
prepared  for  service  in  such  place,  the  hoods  over  ranges 
and  the  flues  for  such  ranges  shall  be  thoroughly  cleaned  at 
least  twice  each  year.  A  record  indicating  the  person  or 
firm  which  completed  such  cleaning  process  and  the  date 
when  such  flues  were  cleaned  shall  be  kept  on  the  premises 
and  shall  be  available  for  examination. 

§  C26-1 445.0  Dressing  rooms. — a.  In  places  of  as¬ 
sembly  in  which  dressing  rooms  are  provided  for  perform¬ 
ers,  such  dressing  rooms  shall  be  equipped  with  sprinklers 
as  prescribed  by  the  superintendent.  Water  supply  for  such 
sprinklers  may  be  taken  from  the  domestic  water  service 
of  the  building. 

The  provisions  of  this  subdivision  shall  not  apply  to  guest 
rooms  in  hotels  when  such  guest  rooms  used  for  the  accom¬ 
modation  of  performers  are  separate  and  remote  from  that 
part  of  the  premises  used  as  a  place  of  assembly. 

b.  All  dressing  rooms  used  by  performers  shall  be  pro¬ 
vided  with  adequate  means  of  egress  as  prescribed  by  the 
superintendent. 

§  26-1446.0  Revolving  doors  prohibited. — a.  No  class 
B  revolving  door  shall  be  permitted  in  any  place  of  assembly. 

b.  It  shall  be  unlawful  to  install  a  revolving  door  or  con¬ 
tinue  the  use  of  an  existing  revolving  door  in  any  exit  open¬ 
ing  from  a  place  of  assembly,  except  that: 

1.  A  supplemental  revolving  door  may  be  installed  or 
maintained  immediately  adjacent  to  a  required  exit. 

2.  Where  the  occupancy  is  less  than  one  hundred  and 
fifty  persons  one  of  the  required  exits  may  be  through 
a  revolving  door  provided  there  is  immediately  adjacent 
thereto  an  outwardly  swinging  door  of  at  least  twenty- 
eight  inches  in  width  and  provided  further  that  there 
is  another  required  exit  from  such  place  of  assembly. 

c.  The  provisions  of  this  section  shall  not  apply  to  street 
exit  doors  in  class  1,  class  2  or  class  3  structures  where 
there  intervenes,  between  the  place  of  assembly  and  said  exit 
doors,  areas  of  safety  into  which  exits  of  the  place  of  assem¬ 
bly  discharge.  Said  areas  shall  be  public  stairhalls,  exit 
corridors  or  similar  protected  areas  adequate,  under  the 
provisions  of  article  seven  of  this  code,  for  the  accommo¬ 
dation  of  all  the  occupants  of  the  building  including  those 
of  such  place  of  assembly. 

d.  All  type  A  revolving  doors  shall  be  cleaned,  lubricated, 
and  maintained  in  proper  working  order.  Tests  shall  be  made 
each  month  so  that  in  the  event  of  an  emergency  such  doors 
may  fold  back  in  conformity  with  the  provisions  of  section 
C26-287.0  of  this  code. 

A  record,  indicating  the  name  of  the  person  or  firm  which 
made  such  tests  and  the  date  on  which  such  tests  were  con¬ 
ducted,  shall  be  kept  on  the  premises  and  shall  be  available 
for  inspection. 

During  the  period  of  World  War  No.  2  and  one  year 
thereafter,  nothing  contained  in  this  section  shall  be  con¬ 
strued  to  preclude  the  use  of  revolving  doors  in  places  of 
assembly  other  than  cabarets  or  dance  halls  if  such  revolving 
doors  legally  existed  therein  on  January  first,  nineteen  hun- 
hundred  forty-three,  provided,  however,  that  adjacent  to  such 
revolving  doors  there  are  reauired  means  of  egress  equipped 
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with  outwardly  swinging  doors  and  further  provided  that  in 
the  opinion  of  the  superintendent  no  undue  hazard  will  re¬ 
result  therefrom. 

§  C26-1447.0  Approval  required,  permits,  fees. — a.  It 
shall  be  unlawful  to  use  or  occupy  any  building  or  portion  of 
a  building  or  premises  as  a  place  of  assembly  unless  an  ap¬ 
plication  for  such  use  or  occupancy  has  been  filed  with  and 
approved  by  the  department. 

b.  Application  forms  and  permits  required  under  this 
section  shall  be  provided  by  the  department. 

c.  The  permit  issued  by  the  department  for  such  place  of 
assembly  shall  be  kept  readily  accessible  in  all  such  places 
of  assembly. 

d.  An  annual  fee  of  five  dollars  shall  be  paid  to  the  de¬ 
partment  upon  the  issuance  of  the  required  permit  for  a 
place  of  assembly. 

e.  The  provisions  of  this  section  relating  to  the  payment 
of  a  fee  shall  not  apply  to  any  place  of  assembly  occupied 
exclusively  by  a  religious,  charitable  or  educational  organ¬ 
ization  no  part  of  the  net  earnings  of  which  inures  to  the 
benefit  of  any  private  shareholder  or  individual,  or  to  any 
place  of  assembly  for  which  a  fee  is  collected  by  any  other 
department  of  the  city,  for  similar  use  and  occupancy. 

f.  The  issuance  of  a  permit  by  the  department  under  this 
article  shall  be  contingent  on  the  approval  of  the  fire  com¬ 
missioner  and  of  the  department  of  water  supply,  gas  and 
electricity,  and,  if  a  license  is  required  under  the  provisions 
of  section  436-1.0  of  this  code,  the  applicant  shall  also  obtain 
the  approval  of  the  police  commissioner. 

g.  A  permit  issued  under  the  provisions  of  this  article 
shall  not  affect  application  of  the  provisions  of  paragraph 
b  of  subdivision  one  of  section  487a-1.0  of  this  code. 

§  C26-1448.0  Date  effective. — a.  The  provisions  of 
section  C26-1437.0  of  this  article  shall  become  effective  im¬ 
mediately. 

b.  Except  as  otherwise  specifically  provided  in  this  article, 
such  changes  as  may  be  required  under  the  provisions  of 
sections  C26-1438.0,  C26-1439.0,  C26-1440.0,  C26-1441.0,  C-26- 
1442.0,  C26-1444.0,  C26-1446.0  and  C26-1447.0  of  this  article 
shall  be  completed  within  sixty  days  from  the  date  on  which 
this  article  becomes  effective. 

c.  Such  changes  as  may  be  required  under  the  provisions 
of  sections  C26-1443.0  and  C26-1445.0  of  this  article  shall 
be  completed  within  six  months  from  the  effective  date  of 
this  article. 

§  C26-1449.0  Violations,  penalties.— In  addition  to  any 
other  penalty  prescribed  by  this  code,  any  person  who  shall 
violate  any  provision  of  this  article,  upon  conviction  thereof, 
shall  be  punished  by  a  fine  of  not  less  than  ten  nor  more 
than  fifty  dollars,  or  by  imprisonment  not  exceeding  ten 
days,  or  by  both.  Upon  a  second  conviction  of  such  violation 
the  commissioner  shall  have  discretionary  power  to  revoke 
or  suspend  any  permit  issued  by  the  department  under  the 
provisions  of  this  article. 

If  any  place  of  assembly  is  used  or  occupied  in  violation 
of  any  provision  of  this  article,  whether  or  not  there  has 
been  a  conviction  of  any  person  for  such  violation,  the 
commissioner  may  serve  notice  upon  the  person  charged  with 
having  violated  such  provision,  requiring  such  person  to 
comply  with  the  provisions  of  this  article  within  ten  days 
after  the  service  of  such  notice,  and  if  such  person  fails  to 
comply  within  said  period,  the  commissioner  may  serve 
notice  upon  such  person  that  a  hearing  will  be  held  by  the 
said  commissioner  at  a  time  and  place  to  be  fixed  in  said 
notice  to  determine  whether  or  not  such  violation  existed  or 
still  exists,  and  if,  after  such  hearing,  at  which  the  person 
charged  with  such  violation  shall  be  given  an  opportunity 
to  be  heard  and  present  proof,  the  commissioner  determines 
that  such  violation  continues  to  exist,  he  may  suspend  any 
permit  issued  by  the  department  of  housing  and  buildings 
under  the  provisions  of  this  article  for  a  period  of  time  not 


exceeding  three  months,  and  during  such  suspension  it  shall 
be  unlawful  to  use  or  occupy  such  portion  of  the  premises 
as  a  place  of  assembly. 

§  4.  Section  09-161. 1  of  such  code  as  added  by  local  law 
one  hundred  and  twelve  of  nineteen  hundred  thirty-nine  is 
hereby  amended  to  read  as  follows : 

§09-161.1  Flame-proofing  of  decorations,  drapes, 
curtains  and  scenery. — It  shall  be  unlawful  for  any  per¬ 
son  to  use  any  decoration,  drape,  curtain  and  scenery  used 
for  artistic  enhancement,  which  is  made  of  combustible  ma¬ 
terial,  unless  painted  or  saturated  with  a  non-combustible 
material  or  liquid  or  otherwise  rendered  safe  against  fire  in 
accordance  with  the  requirements  of  the  commissioner,  in 
any  building  of  a  public  character,  including  a  hotel,  theatre, 
restaurant,  public  hall,  department  store,  and  a  building  used 
or  intended  to  be  used  for  purposes  of  public  assembly,  or 
licensed  places  of  public  assembly,  amusement  or  instruction, 
and  a  building  where  large  numbers  of  persons  congregate. 
The  liquids,  materials  or  compounds,  as  required  under  the 
provisions  of  this  section,  and  their  method  of  application, 
shall  be  approved  by  the  board  of  standards  and  appeals. 
Tests  for  each  specific  application  of  originally  treated  com¬ 
bustible  material,  or  any  retests  thereof,  and  the  testing  of 
all  flame-proofed  products,  permitted,  pursuant  to  the  pro¬ 
visions  of  this  section,  shall  be  as  prescribed  by,  and  in 
accordance  with  the  requirements  of  the  commissioner.  Noth¬ 
ing  in  this  section  shall  permit  the  use  of  any  wall  or  ceil¬ 
ing  covering  or  decoration,  having  an  acetate  cellulose  or 
nitrate  cellulose  content,  or  incapable  of  being  adequately 
flame-proofed.  Nothing  in  this  section  shall  be  construed  to 
apply  to  merchandise  for  sale  or  displayed  for  sale,  or  dis¬ 
played  at  a  business  show ;  to  guest  rooms  in  hotels ;  to 
offices ;  to  works  of  art  in  museums ;  nor  to  churches  or 
to  places  of  religious  worship. 

Nothing  in  this  section  shall  prohibit  the  use  of  cut  flowers, 
fresh  cut  decorative  greens,  or  natural  trees,  plants,  shrubs 
or  grass,  for  artistic  enhancement  or  decorative  purposes, 
provided  such  trees,  plants,  shrubs  or  grass,  are  in  soil  and 
are  maintained  in  a  healthy  condition.  Nothing  in  this 
paragraph  shall  permit  the  use  of  hemlock,  balsam,  Spanish 
moss,  or  other  decorative  greens,  which  contain  pitch.  It 
shall  be  unlawful  to  hang  or  otherwise  maintain  fresh  cut 
decorative  greens  in  a  place  of  assembly  or  licensed  places 
of  public  assembly  upon  a  combustible  framework  or  base, 
or  by  means  of  a  combustible  material,  or  to  permit  any 
fresh  cut  decorative  greens  to  be  hung,  or  maintained,  for 
a  period  in  excess  of  twenty-four  hours. 

§  5.  Paragraph  three  of  subdivision  a  of  section  436-1.0 
of  such  code  is  hereby  amended  to  read  as  follows : 

3.  The  word  “cabaret”  shall  mean  any  room,  place  or 
space  in  the  city  in  which  any  musical  entertainment,  sing¬ 
ing,  dancing  or  other  similar  amusement  is  permitted  in 
connection  with  the  restaurant  business  or  the  business  of 
directly  or  indirectly  selling  to  the  public  food  or  drink.  It 
shall  also  include  any  room  or  space  which  is  used  in  the 
catering  business  and  in  which  any  musical  entertainment, 
singing,  dancing  or  other  entertainment  is  permitted. 

§  6.  Paragraph  one  of  subdivision  d  of  section  436-1.0  of 
such  code  as  last  amended  by  local  law  twenty-five  of  nine¬ 
teen  hundred  thirty-eight  is  hereby  amended  to  read  as 
follows : 

1.  The  license  herein  prescribed  shall  be  issued  by  the 
commissioner.  Application  for  such  license  shall  be  made 
on  a  form  containing  such  information  as  may  be  determined 
by  the  commisisoner,  and  shall  be  sworn  to  by  the  applicant. 
The  fee  for  each  such  license  shall  be  one  hundred  fifty 
dollars  for  each  year  or  fraction  thereof,  provided,  however, 
that  a  summer  seasonal  license  may  be  issued  for  the  period 
commencing  on  the  thirtieth  day  of  May  and  ending  on  the 
thirtieth  day  of  September  for  which  the  fee  shall  be  seventy- 
five  dollars. 
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NEW  LOCAL  LAW 


If  additional  rooms  are  to  be  used  independently  by  the 
same  applicant  in  the  same  premises  as  a  dance  hall  or 
cabaret,  the  applicant  shall  indicate  on  the  application  the 
location  of  each  and  every  room  or  space  which  is  to  be 
used  for  such  purpose.  In  such  case  a  separate  license  shall 
be  required  for  each  such  additional  independent  room  or 
space,  and  the  fee  for  each  independent  additional  room  or 
space  shall  be  five  dollars. 

§  7.  Paragraph  two  of  subdivision  d  of  section  436-1.0 
of  such  code  is  hereby  amended  as  follows : 

2.  A  steamship  or  boat  moored  or  tied  to  a  dock,  pier  or 
shore,  and  which  contains  a  dance  hall  or  cabaret  in  use 
while  so  moored  or  tied,  shall  be  required  to  obtain  such 
license. 

§  8.  Paragraph  five  of  subdivision  d  of  section  436-1.0 
of  such  code  is  hereby  amended  to  read  as  follows : 

5.  A  license  hereunder  shall  issue  only  if  the  place  for 
which  it  is  issued  complies  with  all  laws  and  with  the  rules 
and  regulations  of  the  department  of  housing  and  buildings, 
the  police  department,  the  fire  department,  the  department 
of  health  and  the  department  of  water  supply,  gas  and  elec¬ 
tricity,  and,  in  the  opinion  of  the  police  commissioner,  is  a 
safe  and  proper  place  to  be  used  as  a  public  dance  hall  or 
a  cabaret. 

§  9.  Subdivision  f  of  section  436-1.0  of  such  code  is  hereby 
amended  to  read  as  follows : 

f.  Suspension  and  revocation  of  license.  A  license  may 
be  suspended  or  revoked  by  the  commissioner  for  any  viola¬ 
tion  of  law  or  upon  the  ground  that  disorderly,  obscene  or 
immoral  conduct  is  permitted  on  the  licensed  premises.  In 
addition  to  other  penalties  provided  by  law,  if  any  cabaret 
or  dance  hall  is  used  or  occupied  in  violation  of  any  provi¬ 
sion  of  section  C26-1439.0  or  section  C26-1440.0  of  this  code, 
the  commissioner  may  suspend  or  revoke  the  license  of  any 
cabaret  or  dance  hall  for  a  period  of  time  not  exceeding 
three  months,  and  during  such  period  of  suspension  or  re¬ 
vocation  it  shall  be  unlawful  to  use  or  occupy  any  portion 
of  such  premises  as  a  dance  hall  or  cabaret.  The  commis¬ 
sioner  shall  cause  to  be  served  upon  such  parties  as  he  may 
deem  to  be  interested  therein  such  reasonable  notice  of  his 
intention  to  revoke  such  license  as  he  may  determine  to  be 
proper.  There  shall  be  included  in  or  attached  to  such 
notice  a  statement  of  the  facts  constituting  the  violation 
charged.  Licensees  shall  be  entitled  to  a  hearing  before  the 
commissioner.  If  the  license  of  any  place  be  twice  revoked 
within  a  period  of  one  year,  a  new  license  shall  be  denied 
to  such  place  for  a  period  of  at  least  one  year  from  the  date 
of  the  second  revocation. 

§  10.  Subdivision  g  of  section  436-1.0  of  such  code  is 
hereby  amended  to  read  as  follows : 

g.  Inspection  before  and  after  issuing  license.  A  license 
shall  be  issued  only  after  the  commissioner  shall  have  caused 
an  inspection  to  be  made  of  the  premises  to  be  licensed  and 
not  until  the  commissioner  is  satisfied  that  such  place  com¬ 
plies  with  all  laws  and  the  rules  and  regulations  of  the  de¬ 
partment  of  housing  and  buildings,  the  fire  department,  the 
police  department,  the  health  department  and  the  department 
of  water  supply,  gas  and  electricity  in  so  far  as  the  same 
are  applicable  thereto.  The  commissioner  shall  also  cause 
to  be  made  such  inspections  as  may  be  necessary  to  ascer¬ 
tain  whether  the  places  licensed  are  maintained  in  compliance 


with  law.  For  the  purpose  of  facilitating  the  inspections 
prescribed  by  this  section,  the  commissioner  is  authorized 
to  call  upon  the  head  of  any  city  agency  and  such  agency 
and  its  employees  shall  make  such  inspections  as  may  be 
required. 

§  11.  Subdivision  h  of  section  436-1.0  of  such  code  is 
hereby  amended  to  read  as  follows : 

h.  Permit  for  a  public  dance  or  ball.  Premises  licensed 
hereunder  shall  be  leased  or  hired  out,  and  used,  for  the 
purpose  of  holding  a  public  dance  or  ball  only  after  the 
person  intending  to  hold  such  public  dance  or  ball  shall 
apply  for  and  receive  from  the  commissioner  a  permit  to 
hold  same.  Such  permit  shall  be  issued  only  upon  condition 
that  the  dance  or  ball  shall  be  held  in  accordance  with  the 
rules  and  regulations  adopted  by  the  commissioner.  The 
commissioner  is  authorized  to  adopt  reasonable  rules  and 
regulations  for  the  holding  of  such  public  dances  and  balls 
for  the  purpose  of  preventing  thereat  any  fraudulent  solici¬ 
tation  of  monies  or  any  disorderly  or  immoral  behavior  or 
conduct  calculated  to  disturb  the  public  peace  or  safety. 
Application  for  such  permit  shall  be  made  to  the  commis¬ 
sioner  upon  such  forms  as  he  may  prescribe.  A  fee  of  ten 
dollars  shall  be  paid  for  each  such  permit.  Such  permit 
may  at  any  time  be  revoked  by  the  commissioner  in  case  it 
appears  probable  that  the  public  dance  or  ball  for  which 
permit  has  been  issued  will  not  be  conducted  in  accordance 
with  such  rules  and  regulations.  A  permit  pursuant  to  this 
section,  in  the  discretion  of  the  commissioner,  may  provide 
that  such  public  dance  or  ball  may  be  continued  between 
four  ante  meridian  and  eight  ante  meridian ;  and  in  such 
case  the  license  issued  for  the  premises  in  which  such  public 
dance  or  ball  is  to  be  conducted  shall  not  be  deemed  violated 
by  reason  of  the  fact  that  such  premises  are  open  to  the 
public  between  such  hours. 

§  12.  Sudvision  i  of  section  436-1.0  of  such  code  is  hereby 
amended  by  adding  thereto  a  new  paragraph,  to  follow  para¬ 
graph  three,  to  be  paragraph  four,  to  read  as  follows: 

4.  A  licensee  permitting  his  or  its  premises  to  be  used 
for  a  public  dance  or  ball  for  a  single  occasion  without 
first  ascertaining  that  the  person  holding  such  public  dance 
or  ball  has  a  permit  from  the  police  commissioner  to  con¬ 
duct  such  public  dance  or  ball  shall  be  guilty  of  an  offense 
and  shall  be  punished  by  a  fine  of  not  more  than  fifty  dollars 
or  imprisonment  not  to  exceed  thirty  days,  or  both. 

§  13.  Saving  clause. — If  any  clause,  sentence,  para¬ 
graph,  section  or  part  of  this  law  shall  be  adjudged  by  any 
court  of  competent  jurisdiction  to  be  invalid,  such  judgment 
shall  not  affect,  impair  or  invalidate  the  remainder  thereof, 
but  shall  be  confined  in  its  operation  to  the  clause,  sentence, 
paragraph,  section,  or  part  thereof  directly  involved  in  the 
controversy  in  which  such  judgment  shall  have  been  rendered. 

§  14.  This  local  law  shall  take  effect  immediately. 

The  City  of  New  York, 

Office  of  the  City  Clerk,  ss  : 

I  hereby  certify  that  the  foregoing  is  a  true  copy  of  a 
local  law  passed  by  the  Council  of  The  City  of  New  York, 
concurred  in  by  the  Board  of  Estimate  and  approved  by 
the  Mayor  on  July  24,  1943,  on  file  in  this  office. 

H.  Warren  Hubbard, 

City  Clerk,  Clerk  of  the  Council. 


NOTICE 


Instructions  promulgated  by  the  Department  of  Housing  and  Buildings  for  the  filing  of  an  application  for  a  “Place 
of  Assembly”  appear  on  the  following  pages. 
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NOTICE 


DEPARTMENT  OF  HOUSING  AND  BUILDINGS 
BOROUGH  OF  ,  CITY  OF  NEW  YORK 

NOTICE — This  Application  must  be  TYPEWRITTEN  and  filed  in  TRIPLICATE. 

APPLICATION  FOR  PERMIT  FOR  A  PLACE  OF  ASSEMBLY 

Under  Local  Law  No.  29,  effective  July  24,  1943 

MISC.  APPLICATION  NO . 194 .  BLOCK .  LOT .  USE  DIST . 

LOCATION  . 

NOTE:  For  instructions  as  to  the  requirements  and  filing  of  this  application,  see  the  other  side  of  this  sheet. 


SPECIFICATIONS 


on 


1.  Location  of  space  or  room . 

2.  Type  of  occupancy . 

3.  Was  above  occupancy  established  prior  to  January  1,  1938? 

4.  Maximum  number  of  persons  to  be  accommodated? . 

5.  Has  this  use  been  approved  by  this  department? .  Date 

6.  State  number  of  different  seating  arrangements  to  be  used . 

7.  Is  fee  required  to  be  paid  to  this  department  under  Sec.  C26-1447.0? 


..story 


8.  Present  building:  Fireproof? . Non-fireproof ? . .  Frame?. 


State  and  City  of  New  York 
County  of  . 


(Typewrite  Name  of  Applicant) 


being  duly 


sworn  deposes  and  says:  That  he  resides  at . Borough  of 

City  of  New  York;  that  he  is  the  agent  for  the  (owner-lessee)  of  the  premises  above 
described  and  is  duly  authorized  to  make  this  application  for  approval  of  the  diagram  and  specifications  herewith  submitted, 
and  made  a  part  hereof,  for  the  work  to  be  done  in  the  building  therein  described,— with  the  understanding  that  if  no  permit 
is  issued  hereunder  within  one  year  from  the  time  of  approval,  such  approval  shall  expire  by  limitation  as  provided  by  law; 
and  the  applicant  agrees  to  comply  with  all  provisions  of  the  Administrative  Code  and  all  laws  and  regulations  applicable 
to  the  use  and  maintenance  of  such  space  in  effect  at  this  date;  that  any  work  to  be  done  is  duly  authorized  by  the  owner. 

Deponent  further  states  that  the  full  names  and  residences  of  the  owners  or  lessees  of  said  premises  are: 


Owner  . * . . . Address 

Lessee . . . Address 


Sworn  to  before  me  this . 

day  of . ,  194 .  (Sign  here) 


. . . . . 

Notary  Public  or  Commissioner  of  Deeds 


Applicant 

If  Licensed  Architect  of  Professional  Engineer, 
affix  seal. 


Specify  any  proposed  work  to  be  done  under  this  application : 


Has  plan  been  filed  for  this  construction  work?  . 

COMPENSATION  INSURANCE  has  been  secured  in  accordance  with  the  requirements  of  the  Workmen’s  Compensa¬ 
tion  Law  as  follows :  . . •-••••••• . 

NOTE:  Examiner  shall  indicate  from  which  departments  an  approval  is  required  before  a  permit  may  be  issued  by  this 
department.  (§C26-1447.0)  .  . 


EXAMINED  AND  RECOMMENDED 


FOR  APPROVAL  ON . .  194 

APPROVED  .  194 


,  Examiner 


Borough  Superintendent 
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NOTICE 


INSTRUCTIONS 

For  the  Filing  of  an  Application  for  a  “Place  of  Assembly”, 
as  Required  by  Local  Law  No.  29,  Effective  July  24,  1943. 

§C26-116.0  defines  a  “place  of  assembly”  as  a  room  or  space  which  is  occupied  by  seventy-five  or 
more  persons  and  which  is  used  for  educational,  recreational  or  amusement  purposes  and  shall  include 
assembly  halls  in  school  structures ;  dance  halls ;  cabarets ;  night  clubs ;  restaurants ;  any  room  or  space 
used  for  public  or  private  banquets,  feasts,  socials,  card  parties  or  weddings ;  lodge  and  meeting  halls  or 
rooms ,  skating  rinks ;  gymnasiums ;  swimming  pools ;  billiard,  bowling,  and  table  tennis  rooms ;  halls  or 
looms  used  for  public  or  private  catering  purposes;  funeral  parlors;  markets;  recreation  rooms;  concert 
halls ,  broadcasting  studios ;  school  and  college  auditoriums ;  and  all  other  places  of  similar  type  of  occupancy. 


The  requirements  of  some  of  the  important  provisions  of  Local  Law  No.  29  of  1943  are  as  follows : 

1.  A  diagram  shall  be  filed,  one-eighth-inch  scale,  indicating  the  basic  arrangement  of  aisles,  exits,  etc.  (§C26-1438.0) 
When  such  diagram  has  been  approved  by  the  Department,  duplicate  diagrams  shall  be  filed  on  cloth.  One  copy  shall 
be  kept  on  the  premises  and  shall  be  readily  available  for  inspection. 

2.  If  any  required  exit  is  through  a  kitchen  or  pantry,  indicate  same  on  diagram.  Also  indicate  the  maximum  distance 
of  travel  from  any  point  in  such  space  to  the  exit  doors  or  stairway.  (§026-1438.0) 

3.  Indicate  on  diagram  the  location  of  “CAPACITY  SIGN”  twenty-inches  by  twenty-four  inches,  indicating  the  maxi¬ 
mum  number  of  persons  to  be  accommodated.  (§C26-1440.0) 

4.  Indicate  on  diagram  that  the  room  or  space  used  for  assembly  will  be  provided  with  sufficient  illumination  to  permit  a 
person  to  read  nine-point  print  of  the  type  generally  used  in  a  daily  newspaper.  (§C26-1441.0) 

5.  Indicate  on  diagram  the  location  of  directional  and  “EXIT”  signs  eight  inches  in  height.  (§C26-1442.0) 

6.  The  illumination  of  all  exit  lights  and  directional  signs  in  all  “licensed  places  of  public  assembly”  which  have  been 
approved  for  occupancy  by  more  than  250  persons  shall  be  provided  through  circuits  separate  from  the  general  lighting 
and  power  circuits,  and  such  installation  shall  be  approved  by  the  Department  of  Water  Supply,  Gas  and  Electricity. 

/  M  /n_l  <  1 1  i 


7‘  dressing  rooms  for  entertainers  are  provided,  indicate  on  diagram  the  location  of  the  exits  and  sprinkler  heads 

i  x  r’OA  1  A  A  C  A  \  r  • 


8.  If  revolving  doors  are  present  or  are  to  be  used,  indicate  location  and  type  of  door.  Revolving  doors  which  do  not 
collapse  automatically  (Type  B)  shall  be  removed.  (§C26-1446.0) 

9.  Revolving  doors  which  collapse  automatically  (Type  A)  shall  be  oiled  and  cleaned  each  month,  and  a  record  of  main¬ 
tenance  shall  be  kept  on  the  premises.  (§C26-1446.0) 

10.  The  hoods  o\er  ranges,  and  the  flues  for  such  ranges,  shall  be  thoroughly  cleaned  at  least  twice  each  year.  A  record 
of  such  maintenance  shall  be  kept  on  the  premises  and  shall  be  available  for  examination.  (§C26-1444.0) 

11.  A  permit  shall  be  secured  from  this  department.  An  annual  fee  of  five  dollars  shall  be  paid  to  this  department  uoon 

the  issuance  of  the  permit.  (§C26-1447.0)  F 

12.  §C19-161-1.1  requires  that  drops,  curtains,  decorations  and  scenery  be  flameproofed  in  conformity  with  the  provisions  of 
the  Administrative  Code  and  the  Rules  and  Regulations  of  the  Board  of  Standards  and  Appeals  and  the  Fire  De¬ 
partment. 

13.  §C26-1449.0  provides  that  “any  person  who  shall  violate  any  provision  of  this  article,  upon  conviction  thereof  shall 
be  punished  by  a  fine  of  not  less  than  ten  nor  more  than  fifty  dollars,  or  by  imprisonment  not  exceeding  ten  days  or 
by  both.  Upon  a  second  conviction  of  such  violation  the  commissioner  shall  have  discretionary  power  to  REVOKE 
OR  SUSPEND  ANY  PERMIT  issued  by  the  department  under  the  provisions  of  this  article.” 


Work  commenced . Date  signed  off 


I  HEREBY  CERTIFY  that  this  report  is  true  in  every  respect  and  that  the  work  indicated  has  been  done  in  the 
manner  required  by  the  Administrative  Code  and  the  Rules  and  Regulations  of  this  department,  except  where  reported 
adversely. 


Signed . 

232 


,  Inspector 


11 

BULLETIN 


OF  THE 


BOARD  OF  STANDARDS  AND  APPEALS 


CITY  OF  NEW  YORK 


fli  ,i 


o  104/1 
o  i^4«- 


Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York; 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  Rooms  1000  to  1018,  Municipal  Building, 

New  York  City. 


Vol.  XXIX 


Subscription 
$2.50  a  year 


MARCH  28,  1944 


Single  Copies,  5  cents 
By  Mail,  8  cents 


No.  13 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 
Bernard  A.  Savage 
Charles  M.  Blum 
Chief  John  E.  Gunn 


Joseph  J.  Doyle,  Chief  Clerk 


Office — Municipal  Building,  Rooms  1000  to  1018. 

Telephone — WOrth  2-5600. 

Office  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 


CONTENTS 

This  issue  of  the  Bulletin  contains  in  the  order  given — 

Petition  of  Certiorari  Order  served  on  the  Board  of 
Standards  and  Appeals. 

Court  Decision.  ' 

Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  March  21,  1944,  at  10  A.M., 
Affecting  Calendar  Numbers  271-43-BZ,  45-44-BZ, 

1481-22-BZ,  541-32-BZ,  100-44-BZ,  293-36-BZ,  438-37- 
BZ,  566-38-BZ,  1261-39-BZ,  423-41-BZ,  463-41-BZ,  772- 

41- BZ  and  148-44-A. 

Minutes  of  Regular  Meeting  March  21,  1944,  at  2  P.M., 
Affecting  Calendar  Numbers  397-42-A,  126-44-A,  138- 
44- A,  67-44-A,  73-44-A,  95-44-A,  131-42-A,  866-42-A, 
128-43-A,  348-43-A,  551-43-A,  635-43-A,  584-43-A,  21- 
44-A,  44-44-A,  48-44-A,  77-44-A,  87-44-A,  135-44-A, 
143-44-A,  145-44-A,  146-44-A,  158-44-A,  65-37-A,  218- 

42- A,  902-42-S,  110-44-A,  132-39-SM  and  40-43-SM. 

Paint,  Varnish  and  Lacquer  Spraying  Rules. 

233 


CERTIORARI  ORDER  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS 

On  March  23,  1944,  Alexander  Del  Giorno,  attorney  for  Aniello 
Nunziato,  owner,  served  on  the  Board  a  Petition  and  Order 
of  Certiorari  re  decision  of  the  Board  on  February  16,  1944, 
in  denying  a  variation  of  the  building  zone  resolution  to 
permit,  under  section  21,  in  a  business  use  district,  the 
maintenance  of  a  stone  and  monumental  works ;  premises 
51-24  to  51-26  Roosevelt  Avenue,  south  side,  69  ft.  west 
of  52nd  Street,  Woodside,  Borough  of  Queens;  Cal.  No. 
301-43-BZ. 

COURT  DECISION 

Matter  of  Rashid  vs.  Weill: — The  premises  consist  of  a  multiple 
dwelling  with  a  rear  yard  excavated  below  the  level  of  a 
vacant  lot  in  the  rear.  There  is  a  retaining  wall  on  the 
lot  line  and  the  top  is  slightly  above  the  surface  of  the 
lot  in  the  rear.  There  was  no  fence  or  guard  rail  on  the 
top  of  this  retaining  wall.  An  air  raid  warden,  in  crossing 
the  vacant  lot  to  w’arn  a  tenant  in  the  multiple  dwelling 
to  extinguish  his  lights,  tripped  over  the  top  of  the  retain¬ 
ing  wall  and  fell  into  the  rear  yard  area,  sustaining  in¬ 
juries.  The  air  raid  warden  sued  the  owner  of  the  multiple 
dwelling  for  personal  injuries,  charging  negligence  in  not 
providing  a  guard  rail,  required  under  both  statutory  and 
common  law. 

While  the  court  agreed  with  the  defendant’s  claim  that 
Section  62  of  the  Multiple  Dwelling  Law  and  C26-563.0 
of  the  Administrative  Code  applied  to  buildings  hereafter 
constructed,  nevertheless,  und“r  common  law,  the  court  de¬ 
cided  that  precaution  should  have  been  taken  by  the  owner 
to  maintain  a  safe  condition  for  anyone  who  by  invitation, 
express  or  implied,  enters  upon  the  premises. 

Mr.  Justice  Levy,  at  Trial  Term,  Supreme  Court,  stated: 
“The  issues  upon  the  question  of  common  law  negligence 
are  thus  resolved  in  favor  of  plaintiff  and  he  is  awarded  a 
verd:ct  in  the  sum  of  $2,500.”  (N.  Y.  Law  Journal,  March 

7,  1944,  page  904). 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  bv  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 


I 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  March  21,  1944 
Cal.  No.  Dept.  Premises  Affected. 

156- 44-SM— Ormax  Vacuum  Breaker,  Types  1  and  2, 
manufactured  by  The  B-T  Company,  Material. 

157- 44-A— H.B.B.— 2001-2009  Boardwalk,  north  side,  162 
ft.  8  in.  east  of  West  21st  street  (Block  7072,  Lot  12), 
Borough  of  Brooklyn,  Alt.  512-44. 

158- 44-A — H.B.Q. — 34-16  70th  street,  west  side,  140  ft. 
south  of  34th  avenue  (Block  1256,  Lot  1),  Jackson 
Heights,  Borough  of  Queens,  M-836-44. 

159- 44-A — F.D. — 11-33  to  11-41  50th  avenue,  north  side, 
92.5  ft.  west  of  21st  street  (Block  62,  Lot  20),  Long 
Island  City,  Borough  of  Queens,  98009-LC  and  Deci¬ 
sion. 


160-44-A — F.D. — 443  Hudson  avenue,  east  side,  187  ft. 
10  in.  north  of  DeKalb  avenue  and  258  Navy  street 
(Block  2086,  Lots  7  and  33),  Borough  of  Brooklyn, 
9295-LF  and  Decision. 


161- 44-BZ — H.B.B. — -519  Clinton  avenue,  east  side,  381 
ft.  4  in.  north  of  Atlantic  avenue  and  506  Waverly  avenue 
(Block  2011,  Lot  19),  Borough  of  Brooklyn,  Alt.  412-44. 

162- 44-A — H.B.B. — 519  Clinton  avenue,  east  side,  381 
ft.  4  in.  north  of  Atlantic  avenue  and  506  Waverly  avenue 
(Block  2011,  Lot  19),  Borough  of  Brooklyn,  Alt.  412-44. 


163-44-A — H.B.M. — 217  West  80th  street,  north  side, 
172  ft.  10  in.  east  of  Broadway  (Block  1228,  Lot  22), 
Borough  of  Manhattan,  Alt.  135-44. 


164-44-SA — O  and  S  Powermaster  Self-Contained  Oil 
Burning  Boiler,  Appliance. 


165-44-SM — Steers  Sand  and  Gravel  Corporation’s  Sand 
and  Gravel,  manufactured  by  Steers  Sand  and  Gravel 
Corporation,  Material. 


166-44-A — H.B.M. — 368  Greenwich  street,  west  side,  25 
ft.  north  of  Franklin  street  (Block  185,  Lot  37),  Borough 
of  Manhattan,  Amendment  to  Alt.  665-43. 


167-44-A — F.D. — 46-44  11th  street  (East  avenue)  north¬ 
west  corner  of  47th  avenue  (8th  street);  (Block  47,  Lot 
21),  Long  Island  City,  Borough  of  Queens,  96694-LC. 


168-44-A — H.B.Q. — 14-29  33rd  avenue,  north  side,  50.04 
ft.  east  of  14th  place  (Block  530,  Lot  24),  Long  Island 
City,  Borough  of  Queens,  Alt.  1221-43. 


169-44-A — H.B.M. — 309-311  West  92nd  street,  north  side, 
100  ft.  west  of  West  End  avenue  (Block  1252,  Lot  12), 
Borough  of  Manhattan,  Misc.  88-44. 


170-44-A — H.B.B. — 1805  Church  avenue,  north  side,  25 
ft.  6%  in.  east  of  East  18th  street  (Block  5079,  Lot  32), 
Borough  of  Brooklyn,  Alt.  506-44. 


171-44-BZ — H.B.M. — 519  West  161st  street,  north  side, 
300  ft.  6  in.  west  of  Amsterdam  avenue  (Block  2120, 
Lot  50),  Borough  of  Manhattan,  Alt.  1190-43. 


172-44-SM — Ellison  Balanced  Doors  (Metal,  Metal  or 
Wood  and  Glass,  Self-closing  Doors,  Jambs  and  Hard¬ 
ware)  manufactured  by  Ellison  Bronze  Co.,  Inc.,  Ma¬ 
terial. 


Restored  to  Calendar. 

1481-22-BZ — H.B.B.- — ‘8502-8518  4th  avenue,  southwest 
corner  of  85th  street  (Block  6034,  Lot  41),  Borough  of 
Brooklyn,  P.  A.  136-43. 


128-43-A— F.D. — Re:  Packaging  of  combustible  mixture 
known  as  “Flit”  in  one  gallon  Glass  Jugs  (capacity  of 
glass  jugs  not  in  conformity  with  Administrative  Code 
specifications),  Decision. 


44-44-A — H.B.Q. — 35-10  36th  avenue,  south  side,  from 
35th  to  36th  streets  (Block  635,  Lot  33),  Long  Island 
City,  Borough  of  Queens,  Misc.  3403-43. 


584-43-A — H.B.Q. — 39-01  Main  street,  southeast  corner 
of  39th  avenue  (Block  4980,  Lot  5),  Flushing,  Borough 
of  Queens,  Misc.  2867-43. 


348-43-A — F.D. — Re:  Packaging  and  storing  of  com¬ 
bustible  mixtures  known  as  “Mobilgloss,  Mobil  Prewax 
Cleaner,  Mobil  Penetrating  Oil,  Mobil  Dry  Cleaner, 
Tavern  Liquid  Wax,  Tavern  Dry  Cleaner,  Sanilac 
Liquid  Wax,  Sanilac  Penetrating  Finish,  Sanilac  Super 
Sealer,  and  Sanilac  Floor  Dressing,  Tavern  Floor  Wax 
(paste),  Sanilac  Paste  Wax  and  Mobil  Wax  (hard),” 
in  one-gallon  glass  bottles  (capacity  of  glass  bottles  not 
in  conformity  with  Administrative  Code  specifications), 
Decision. 


S66-42-A — F.D. — Re:  Packaging  of  inflammable  mixture 
known  as  “Gulflex  Rubberlube”  in  one-half  gallon  glass 
jugs  (capacity  of  glass  jugs  not  in  conformity  with  Ad¬ 
ministrative  Code  specifications),  Decision. 


551-43-A — H.B.B. — 3855  Nautilus  avenue,  northeast  cor¬ 
ner  of  Highland  avenue  (Block  7002,  Lot  1),  Borough 
of  Brooklyn,  Alt.  449-43. 


635-43-A — H.B.M. — 3859-3861  10th  avenue,  east  side,  99 
ft.  11  in.  south  of  West  207th  street  (Block  2203,  Lot 
3),  Borough  of  Manhattan,  Alt.  872-43. 


131-42-A — F.D. — Re:  Transportation  of  light  fuel  oil  in 
Tank  Trucks  (capacity  of  tanks  not  in  conformity  with 
Administrative  Code  specifications,  governing  tank 
trucks)  in  New  York  City,  Decision. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings: 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— rDepartment  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 
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RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 
Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . Dec. 

Concrete  Rules  (Hydrated  Lime) ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules. . ....Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . t^ar‘ 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .  Feb. 
Smoking  in  Factories,  Rules  for.... Mar. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules..... . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . R°v- 

Tank  Trucks.  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) ..  Dec. 


28,  1943— Vol.  28,  No.  S2A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22.  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1944 — Vol.  29,  No.  11 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

15.  1944 — Vol.  29,  No.  7 

28,  1943 — Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919 — Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925 — Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943 — Vol.  28,  No.  S2A 
28,  1943 — Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 

28,  1944 — Vol.  29,  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


14,  1944 — Vol.  29,  No.  11 

7,  1937— Vol.  22,  No.  36 

8,  1944 — Vol.  29,  No.  6 
21,  1944— Vol.  29,  No.  12 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932 — Vol.  17,  No.  23 
24,  1936 — Vol.  21,  No.  47 
24,  1936 — Vol.  21,  No.  47 

28,  1943 — Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


MARCH  28,  1944,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  March  28,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 


matters: 


Zoning  Applications. 


403-43-BZ— Application,  August  11,  1943.  under  section 
21  of  the  zoning  resolution,  of  David  Weinberg,  appli¬ 
cant,  on  behalf  of  2175  Grand  Concourse,  Inc.,  owner 
(Checker  Inn,  Inc.,  lessee),  to  permit  in  a  residence  use 
district,  the  maintenance  of  an  illuminated  business  sign 
at  the  roof  level  of  a  building  occupied  as  a  restaurant 
and  bar  (the  business  use  in  this  building  was  previously 
acted  upon  bv  this  Board,  under  Cal.  No.  277-35-BZ); 
premises  2171'  Grand  Concourse,  west  side,  180  ft.  north 
of  East  181st  street  (Block  3162,  Lot  43),  Borough  of 
The  Bronx. 

32-44-BZ— Application,  January  12,  1944,  under  section 
21  of  the  zoning  resolution,  of  William  I.  Hohauser,  ap¬ 
plicant,  on  behalf  of  Chain  Building  Corporation,  owner 
(J.  C.  Penney  &  Co.,  lessee),  to  permit  partly  m  a  busi¬ 
ness  use  and  partly  in  a  retail  use  district,  the  conversion 
of  occupancy  of  an  existing  building,  for  a  term  of  three 
years,  from  a  public  garage  to  the  storage  of  merchan¬ 
dise  (wearing  apparel,  etc.)  and  the  use  thereafter  of  the 
building  as  a  public  garage.  1  he  public  garage  use  was 
granted  by  the  Board,  under  Cal.  No.  23-36-BZ;  premises 


247-259  West  54th  street,  north  side,  81  ft.  3  in.  east  of 
Eighth  avenue  (Block  1026,  Lot  8),  Borough  of  Man¬ 
hattan. 

569-37-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Bengal  Realty  Co.,  Inc.,  owner  (Mat- 
bush  Coal  and  Coke  Corporation,  lessee),  reopened  Feb¬ 
ruary  23,  1944,  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  upon  a  plot  located  partly  in  an 
unrestricted  use  and  partly  in  a  residence  use  district, 
the  use  of  that  part  of  the  lot,  which  is  located  in  the 
residence  use  district,  for  the  operation  of  coal  pockets, 
coal  storage,  truck  drivew-ay  and  railroad  siding;  prem¬ 
ises  2030-2044  McDonald  avenue,  west  side,  339  ft.  6  in. 
north  of  Avenue  S  and  49-57  Lake  street  (Block  6680, 
Lots  23,  124  and  125),  Borough  of  Brooklyn. 

583-43-BZ — Application,  December  1,  1943,  under  section 
21  of  the  zoning  resolution,  of  Harry  A.  Yarish,  appli¬ 
cant,  on  behalf  of  Isidore  Epstein,  owner  (Ida  Levinson, 
lessee),  to  permit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  an  existing  building  to  the  stor¬ 
age  of  rags;  premises  496-500  (492  displayed)  Watkins 
street,  west  side,  100  ft.  north  of  Newport  street  (Block 
3605,  Lots  33  and  34),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MARCH  28,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  March  28,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters  : 

Appeals  from  Administrative  Decisions 

587-43-A — 165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 

93-44-A — 33-11  to  33-15  57th  street,  east  side,  100  ft. 
south  of  Northern  boulevard  (Block  1181,  Lot  29), 
Woodside,  Borough  of  Queens. 

118-44-A— - 797-805  East  130th  street,  north  side,  150  ft. 
east  of  Southern  boulevard  (2nd  floor);  (Block  2592, 
Lot  72),  Borough  of  The  Bronx. 

96- 44-A — 18-26  11th  avenue,  east  side,  entire  block  from 
10th  to  11th  avenues,  West  16th  to  West  17th  streets, 

97- 111  10th  avenue,  501-521  West  16th  street  and  500-526 
West  17th  street  (Block  688,  Lot  21),  Borough  of  Man¬ 
hattan. 


103-44- A — 93-99  Nassau  street,  east  side,  from  Fulton  to 
Ann  streets  and  28-34  Ann  street  (Block  89,  Lot  1), 
Borough  of  Manhattan. 

H5_44_A — 255-261  18th  street,  north  side,  150  ft.  east 
of  Fifth  avenue  (Block  873,  Lot  69),  Borough  of  Brook¬ 
lyn. 

620-42-S— 123  Pitt  street,  west  side,  125  ft.  north  of 
Stanton  street  (Block  345,  Lot  65),  Borough  of  Man- 
hattan  (reopened  and  restored  to  calendar,  March  7, 
1944;  previously  withdrawn). 

635-43-A— 3859-3861  10th  avenue,  east  side,  99  ft.  11  in. 
south  of  West  207th  street  (Block  2203,  Lot  3),  Borough 
of  Manhattan  (reopened  and  restored  to  calendar,  March 
21,  1944;  previously  withdrawn). 

132-44-A — 559-561  Bedford  avenue  and  125-131  Rodney 
street,  northeast  corner  (Block  2187,  Lot  1),  Borough  of 
Brooklyn. 
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Appliance  and  Materials  for  Approval 

136-44-SA — R-W  No.  725  and  R-W  No.  755  Elevator 
Door  Interlocks. 

547-43-SM — Albi  Chemical  Company  Flameproof  Com¬ 
pound  K  (for  reopening  and  amendment  to  resolution). 

552-43-SM — De-Oxo-Lin  200  FF  Flameproofing  Com¬ 
pound  (reopened  March  7,  1944  re  amendment  to  reso¬ 
lution  as  to  additional  fabrics). 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  4,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  April  4,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

271-43-BZ — Application,  June  2,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Schrier  Trading  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  maintenance  of 
more  than  five  individual  garages.  (The  Board  previously 
denied  an  application  for  a  garage  for  more  than  five 
motor  vehicles  on  these  premises);  premises  11-17  (7-17 
displayed)  Schenectady  avenue  and  617-627  Herkimer 
street,  northeast  corner  (Block  1701,  Lot  1),  Borough  of 
Brooklyn. 

46-44-BZ — Application,  January  18,  1944,  under  section 
7e  of  the  zoning  resolution,  of  Frank  B.  Carbone,  appli¬ 
cant,  on  behalf  of  Buhrman  Sand  and  Gravel  Corpora¬ 
tion,  owner  (Colonial  Sand  and  Stone  Co.,  Inc.,  lessee), 
to  permit,  for  a  term  of  two  (2)  years,  in  a  residence 
use,  F  area  and  one-half  times  height  district,  the  opera¬ 
tion  of  a  sand  and  gravel  pit;  premises  southeast  corner 
of  61st  avenue  and  Douglaston  parkway  (Block  8286, 
Lots  100  and  180),  Douglaston,  Borough  of  Queens. 

394-43-BZ — Application,  August  6,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Erasmus  Hall  Athletic  Field  Associa¬ 
tion,  Inc.,  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  maintenance  of  an 
Athletic  Field  conducted  as  a  business;  premises  1407- 
1463  McDonald  avenue,  east  side,  65  ft.  south  of  Avenue 
L  (Block  6537,  part  of  Lot  1  and  Block  6538,  Lot  69), 
Borough  of  Brooklyn. 

74-44-BZ — Application,  January  31,  1944,  under  sections 
7i  and  21  of  the  zoning  resolution,  of  William  Shary,  ap¬ 
plicant,  on  behalf  of  Rose  Lubin,  owner,  to  permit  in  a 
business  use  district,  the  maintenance  of  a  motor  vehicle 
repair  shop — now  operating  without  a  certificate  of  occu¬ 
pancy;  premises  375  South  1st  street,  north  side,  63  ft. 
4  in.  east  of  Grand  street  extension  and  206  Grand  street 
extension  (Block  2399,  Lot  23),  Borough  of  Brooklyn. 

1481-22-BZ— Application  of  Samuel  L.  Malkind,  appli¬ 
cant,  for  Peter  Coufos,  lessee,  on  behalf  of  A.S.G.  Con¬ 
struction  Corporation,  owner,  reopened  March  21,  1944 
for  consideration  re  amendment  of  resolution — re  Appli¬ 
cation,  previously  granted  on  condition,  under  section 
21  of  the  zoning  resolution,  permitting  in  a  residence 
use  district,  for  an  additional  term  of  five  years,  the 
continuance  of  the  maintenance  of  a  restaurant  on  the 
first  story  of  an  existing  building  (previously  granted 
by  the  Board  for  a  term  of  five  years);  premises  8502- 
851 8  Fourth  avenue,  southwest  corner  of  85th  street 
(Block  6034,  Lot  41),  Borough  of  Brooklyn. 


Appeal  from  Administrative  Decision 

557-43-A — 40-05  61st  street  and  40-06  62nd  street  and 
south  side  of  Woodside  avenue  from  61st  to  62nd  streets 
(Block  1336,  Lots  38,  41,  44  and  47  and  Block  1337,  Lot 
27),  Woodside,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  4,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  4,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions 

397-42-A — 4352  Hylan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

126-44-A — 160-178  Jay  street,  west  side,  from  Sand  to 
High  streets,  84-92  Sand  street  and  97-105  High  street 
(Block  87,  Lot  9),  Borough  of  Brooklyn. 

• 

856-42-A — Re  packaging  of  inflammable  mixture  known 
as  “Gulflex  Rubberlube”  in  one-half  gallon  glass  jugs 
.(capacity  of  glass  jugs  not  in  conformity  with  Admin¬ 
istrative  Code  specifications);  (reopened  March  21,  1944 
re  extension  of  permit;  previously  granted  on  condition 
for  a  term  of  six  months). 

128-43-A — Re  Packaging  of  combustible  mixture  known 
as  ‘  Flit”  in  one-gallon  glass  bottles  (capacity  of  glass 
bottles  not  in  conformity  with  Administrative  Code  speci- 
fictions);  (reopened  March  21,  1944  re  extension  of 
permit;  previously  granted  on  condition  for  a  term  of 
six  months). 

348-43-A — Re  packaging  and  storing  of  combustible  mix¬ 
ture  known  as  “Mobilgloss,  Mobil  Prewax  Cleaner, 
Mobil  Penetrating  Oil,  Mobil  Dry  Cleaner,  Tavern  Dry 
Cleaner,  Sanilac  Liquid  Wax,  Sanilac  Penetrating  Fin¬ 
ish,  Sanilac  Super  Sealer  and  Sanilac  Floor  Dressing” 
in  one-gallon  glass  jugs,  “Tavern  Liquid  Wax”  in  one- 
gallon  and  one-half  gallon  glass  jugs  and  packaging 
and  storing  of  combustible  mixtures  known  as  “Tavern 
Floor  Wax,  Sanilac  Paste  Wax  and  Mobilwax”  (hard), 
in  three  (3)  lb.  glass  jars  (capacity  of  glass  jugs  and 
glass  jars  not  in  conformity  with  Administrative  Code 
specifications);  (reopened  March  21,  1944  re  extension 
of  permit;  previously  granted  on  condition  for  a  term 
of  six  months). 

267-43-A — Re  packaging  of  combustible  mixture  known 
as  “Neptune  Waterproof  Belt  Cement”  in  one-quart  and 
one-pint  glass  bottles  (capacity  of  glass  bottles  not  in 
conformity  with  Administrative  Code  specifications); 
(reopened  March  14,  1944  re  extension  of  permit;  previ¬ 
ously  granted  on  condition  for  a  term  of  six  months). 

374-43-A — Re  packaging  of  inflammable  and  combustible 
mixtures  known  as  “E.  1.  du  Pont  de  Nemours  and 
Company’s  ’  No.  18  Cement,  etc.  in  glass  containers 
(capacity  of  glass  containers  not  in  conformity  with 
Administrative  Code  specifications);  (reopened  March  7, 
1944  re  extension  of  permit;  previously  granted  on  con¬ 
dition  for  a  term  of  six  months). 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


APRIL  11,  1944,  10  A.  M. 

NOTICE  IS  HEBEBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  11,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Zoning  Applications. 

99-44-BZ — Application,  February  11,  1944,  under  section 
7c  of  the  zoning  resolution,  of  Koch  and  Wagner,  appli¬ 
cants,  on  behalf  of  Waldorf  Storage  Warehouse  & 
Garage,  Inc.,  owner,  to  permit  in  a  business  use  district, 
the  alteration  and  the  conversion  of  occupancy  of  a 
building  from  a  warehouse  to  a  factory;  the  space  to  be 
used  for  manufacturing  will  occupy  more  than  25  per 
cent  of  the  total  floor  space  of  the  building;  premises 
552-558  Van  Buren  street,  south  side,  65  ft.  4  in.  west 
of  Broadway  (Block  1618,  Lot  15),  Borough  of  Brook¬ 
lyn. 

76-44-BZ — Application,  January  31,  1944,  under  section 
7h  of  the  zoning  resolution,  of  William  I.  Hohauser, 
applicant,  on  behalf  of  18-20  Broome  Street  Corpora¬ 
tion,  owner  (Myer  Products,  Inc.,  lessee),  to  permit  in 
a  residence  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles 
(trucks  used  in  the  conduct  of  a  soda  water  business 
on  a  plot  abutting  to  the  west);  premises  19  Mangin 
street  and  18-20  Broome  street,  northwest  corner  (Block 
322,  Lots  26  and  27),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  11,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  11,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building  Manhattan,  on  the  following 
matter: 


Appeal  from  Administrative  Decision 

551-43-A — 3855  Nautilus  avenue,  northeast  corner  of 
Highland  avenue  (Block  7002,  Lot  1),  Borough  of 
Brooklyn  (reopened  and  restored  to  calendar,  March 
21,  1944;  previously  withdrawn). 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  25,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision 

175-42-A-— 403-415  Sixth  avenue  and  1-5  Greenwich  ave¬ 
nue,  southwest  corner  (Block  593,  Lot  13),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon.  May  2,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter: 

Appeal  from  Administrative  Decision 

138-44-A — 107-109  East  Burnside  avenue,  north  side, 
60.3  ft.  east  of  Morris  avenue  (Block  3169,  Lots  66  and 
67),  Borough  of  The  Bronx. 

y  HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  21,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  March  14,  1944,  and  Tuesday  after¬ 
noon,  March  14,  1944,  were  approved  as  printed  in  Bulletin 
No.  11.  Volume  29. 


ZONING  CASES 

271-43-BZ 

APPLICANT — Lama  and  Proskauer,  for  Schrier  Trad¬ 
ing  Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district  the  maintenance 
of  more  than  five  individual  garages  (the  Board 
previously  denied  an  application  for  a  garage  for 
more  than  five  motor  vehicles  on  these  premises). 

PREMISES  AFFECTED— 1147  (7-17  displayed)  Sche¬ 
nectady  avenue  and  617-627  Herkimer  street,  north¬ 
east  corner  (Block  1701,  Lot  1),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Sidney  Doloboff 
Anne  Messinger. 


For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  4,  1944  at  10 
A.  M.  for  further  consideration,  without  further 
discussion. 


46-44-BZ 

APPLICANT — Frank  B.  Carbone,  for  Buhrman  Sand  and 
Gravel  Corporation,  owner  (Colonial  Sand  and 
Stone  Co.,  Inc.,  lessee). 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7e  of  the  zoning 
resolution,  to  permit,  for  a  term  of  two  years,  in 
a  residence  use,  F  area  and  times  height  district, 
the  operation  of  a  sand  and  gravel  pit. 

PREMISES  AFFECTED — Southeast  corner  of  61st  avenue 
and  Douglaston  parkway  (Block  8286,  Lots  100 
and  180),  Douglaston,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Isaac  Weiner  and  Frank  B.  Car¬ 
bone. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks 
and  John  S.  Russell. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  4,  1944  at  10 
A.  M.  on  request  of  applicant’s  representative. 
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1481-22-BZ 

APPLICANT— Samuel  L.  Malkind,  for  A.  S.  G.  Con¬ 
struction  Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  acting  borough  superintendent)  under  sec¬ 
tion  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  for  an  additional  term  of 
five  years,  the  continuance  of  the  maintenance  of 
a  restaurant  on  the  first  story  of  an  existing  build¬ 
ing  ( previously  granted  by  the  Board  for  a  term 
of  five  years)). 

PREMISES  AFFECTED— 8502-8518  Fourth  ^  avenue, 

southwest  corner  of  85th  street  (Block  6034,  Lot 
41),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  L.  Malkind  and  Albert 
J.  Appell. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  April  4,  1944  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


541-32-BZ 

APPLICANT — Alfred  Ft.  Eccles,  for  Universal  Asbestos 
Corporation,  owner. 

SUBJECT — Application  reopened  November  30,  1943  (de¬ 
cision  of  the  acting  borough  superintendent)  under 
section  7e  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  conversion  of  occupancy 
of  an  existing  building  from  storage  use  to  a  fac¬ 
tory  (asbestos  pipe  insulation). 

PREMISES  AFFECTED— 87-41  130th  street,  east  side, 
374.5  ft.  south  of  Jamaica  avenue  (Block  9338, 
Lot  79),  Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  H.  Eccles,  Howard  S. 

Sparler  and  John  J.  Snarler. 

For  Opposition:  Fred  E.  Hertan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 
Negative  .  0 

THE  RESOLUTION  (541-32-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  change 
of  occupancy  of  an  existing  building  to  a  salesroom,  motor 
vehicle  repair  shop  and  service  station,  affecting  premises 
87-41  130th  street,  east  side.  374.5  ft.  south  of  Jamaica 
avenue  (Block  9338,  Lot  79),  Richmond  Hill,  Borough 
of  Queens,  was  granted  by  the  Board  on  March  3,  1933, 
on  certain  conditions ;  and 

Whereas,  the  present  applicant  Alfred  H.  Eccles,  for 
Universal  Asbestos  Corporation,  owner,  requested  a  varia¬ 
tion  under  section  7e  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district,  the  conversion  of  occupancy 
from  a  salesroom,  repair  shop  and  service  station  to  a 
factory ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  November  30,  1943,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 


meeting,  March  21,  1944,  after  due  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals  ;  and 
Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  130th  street  is  in  residence  and 
business  use  “C”  area  and  \l/2  times  height  districts;  131st 
street  is  in  residence  and  unrestricted  use,  C  area  and  \l/2 
times  height  districts  and  89th  avenue  is  in  residence  and 
business  use,  C  area  and  \l/2  times  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  17,  1944,  re  Alt.  Applic.  1027-43,  reads: 

“1.  The  change  in  use  from  storage  to  factory  in  a 
residence  district  is  contrary  to  Building  Zone  Resolu¬ 
tion.  Records  of  the  Department  indicate  that  the 
building  was  approved  to  be  occupied  as  a  storage 
building  under  application  N.  B.  6443/21  and  completed 
November  9,  1921.” 

and 

Whereas,  the  applicant  states  the  existing  building  is 
two  stories  in  height,  of  Class  3  construction,  having  a 
frontage  of  109  ft.  and  a  depth  of  79  ft.  and  107  ft., 
irregular  in  area ;  that  the  building  is  now  used  for  storage 
purposes,  pursuant  to  the  approval  of  the  Building  Depart¬ 
ment  on  N.  B.  Applic.  6443-1921  ;  that  it  is  proposed  to  alter 
it  as  shown  on  plans  filed  with  this  application,  including 
interior  partitions,  stairs  and  two  doors  in  the  street  wall 
and  that  it  is  proposed  to  use  the  building  as  a  factory 
for  the  manufacture  of  asbestos  pipe  covering :  that  the 
machinery  to  be  used  is  one  corrugating  roller  machine 
with  a  5  h.p.  motor,  3  asbestos  plaster  mixers  with  1  ten 
h.p.  and  two  5  h.p.  motors  and  one  asbestos  plaster  plastic 
mixer  with  a  5  h.p.  motor ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1921  under  N.  B.  6443-21,  permitting  the  use 
for  storage  of  trim ;  that  the  premises  were  zoned  as  un¬ 
restricted  when  the  building  was  erected  and  a  factory  use 
was  permissible  at  that  time  as  well  as  up  to  June  5,  1925, 
when  the  zone  was  changed  to  residence  use ;  that  it  is 
now  proposed  to  use  the  building  for  the  manufacture  of 
asbestos  pipe  covering ;  that  the  plot  backs  up  against  an 
unrestricted  use  district  occupied  bv  the  L.  I.  R.  R. ;  that 
opposite  the  side  (on  lot  23,  bl.  9337)  is  a  lumber  storage 
shed  which  was  acted  on  by  the  Board — Cal.  794-23-BZ 
and  upon  lot  19,  bl.  9337  is  a  two-story  building  used  as 
a  wood  working  plant ;  that  the  operation  of  the  plant  is 
prscticallv  noiseless  and  that  in  addition  to  installing  new 
exit  facilities,  it  is  proposed  to  improve  the  appearance  of  the 
building  by  adding  entrance  door  features  to  paint  the  front 
brick  wall  with  a  light  shade  paint ;  and 

Whereas,  the  premises  and  area  were  inspected  by  a 
committee  of  the  Board ;  and 

Whereas,  a  report  of  the  committee  of  the  Board  was 
read  at  this  hearing,  which  report  reads  as  follows : 

REPORT  OF  COMMITTEE. 

March  17,  1944. 

Re:  Cal.  541-32-BZ,  Premises  87-41  130th  street,  Rich¬ 
mond  Hill,  Queens. 

This  is  an  application  for  a  zoning  variance  as  to  a 
non-conforming  use  of  a  two-storv,  brick,  Class  III 
building,  originally  erected  in  1921,  when  the  district 
was  zoned  for  unrestricted  use.  When  erected,  it  was 
for  the  storage  of  lumber  and  trim  for  the  Tisdale 
Lumber  Co.  The  description  of  the  building  is  included 
in  a  report  of  Committee  at  the  time  a  zoning  variance 
was  granted  on  March  3,  1933,  to  permit  a  change  of 
use — a  motor  vehicle  salesroom  and  service  station. 
The  zoning  had  been  changed  in  1925  to  place  the 
building  in  a  residence  use  zone.  From  1933  to  about 
1938  the  building  was  occupied  by  R.  C.  Weissmantel 
&  Son  for  the  purpose  permitted  by  the  Board.  No 
Certificate  of  Occupancy  was  issued  as  the  conditions 
of  the  Board’s  resolution  of  March  3,  1933,  as  extended 
to  allow  more  time  to  complete  the  work  through  May, 
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1937,  when  the  Board  refused  to  permit  further  ex¬ 
tension  of  time  to  complete,  were  never  complied  with. 

The  current  application  is  for  another  non-conform¬ 
ing  use  as  a  factory  for  the  manufacture  of  asbestos 
pipe  covering. 

An  inspection  by  the  Committee  of  the  Board  was 
made  of  the  premises  and  surrounding  area.  While 
zoned  for  residential  use,  130th  street,  from  Jamaica 
avenue  south  to  89th  avenue,  as  existing  to  the  west 
and  as  proposed  to  be  extended  to  the  east,  a  distance 
of  about  750  feet,  is  vacant  on  the  east  side,  abutting 
the  railroad  embankment  in  an  unrestricted  zone,  except 
for  this  building  in  question.  On  the  west  side — 7 
dwellings,  a  woodworking  plant,  a  lumber  yard  and  the 
balance,  more  than  half  the  distance  vacant.  Six  of 
the  houses  are  about  150  feet  away  from  the  building 
under  consideration.  It  cannot  be  said  that  130th  street 
has  developed  for  residential  use  since  the  change  in 
zoning  in  1925.  There  has  been  no  change  since  the 
Board  granted  the  variance  to  Weissmantel  in  1933, 
except  the  coal  sheds  to  the  south,  that  were  formerly 
on  Lot  66  in  Block  9357,  have  been  removed. 

The  concern  who  purchased  these  premises  in  1943 
for  their  own  use  is  now  located  at  117th  street  and 
Sunrise  highway. 

The  basis  of  the  application  was  changed  to  Section 
7E  at  the  hearing  on  March  7th. 

In  the  opinion  of  the  Committee,  the  proposed  use 
should  not  prove  detrimental  to  the  neighborhood  and 
should  be  permitted  for  a  temporary  term  of  two  years 
under  such  conditions  as  the  Board  deems  necessary  to 
protect  the  area.  It  cannot  be  expected  that  there  will 
be  residential  development  for  some  time  owing  to 
present  conditions.  It  is  also  possible  that  the  owners 
of  the  east  side  of  130th  street  may  decide  to  petition 
the  Legislative  Authority  for  a  change  of  zone. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 

JOHN  E.  GUNN, 

Committee. 

l<  solved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  March 
3,  1933,  as  amended  through  December  15,  1936,  by  adding 
thereto : 

“that  the  building  may  be  occupied  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution, 
under  section  7e,  substantially  as  proposed  in  connection 
with  the  application  filed  June  2,  1943,  based  on  a  de¬ 
cision  of  the  borough  superintendent  acting  on  Alt. 
Applic.  1027-43,  Objection  1,  dated  February  17,  1944. 
on  condition  that'  the  building  shall  not  be  increased 
in  height  or  area;  that  the  construction  of  the  building 
shall  be  substantially  as  set  forth  and  for  the  use  as 
proposed  ;  that  a  fan  shall  be  installed  in  the  rear  wall 
to  exhaust  any  dust  caused  by  the  manufacturing  op¬ 
erations  ;  that  the  terra  cotta  wall  hereinbefore  required, 
shall  be  constructed  and  maintained  through  the  first 
story  up  to  the  second  tier  of  beams;  that  the  boiler 
room  shall  be  entered  only  from  the  proposed  stair- 
hall  ;  that  a  fireproof  self-closing  door  shall  be  main¬ 
tained  at  the  boiler  room  entrance ;  that  the  cellar  ceil¬ 
ing  in  the  boiler  room  shall  be  fire-retarded;  that  no 
signs  shall  be  erected  on  the  building  except  that  there 
may  be  a  sign  not  over  15  sq.  ft.  in  area  erected  and 
attached  to  the  building  near  the  entrance  advertising 
the  name  of  the  concern  and  the  product  manufactured ; 
that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto  other  than  as  modified  by  the  Board 
under  Cal.  148-44-A ;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from 
the  date  of  this  amended  resolution." 


100-44-BZ 

APPLICANT — Irving  M.  Fenichel,  for  Raybob  Realty 
Corporation,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district, 
the  alteration  and  conversion  of  occupancy  of  an  ex¬ 
isting  garage  for  more  than  five  motor  vehicles  to 
a  factory  where  drapes,  curtains  and  other  similar 
articles  are  laundered,  finished,  received,  stored  and 
shipped ;  where  furniture  fabrics  are  cleaned  with 
the  use  of  inflammable  liquids  and,  also,  a  storage 
garage  for  one  (1)  motor  vehicle  (truck). 
PREMISES  AFFECTED— 507-515  East  120th  street,  north- 
side,  98  ft.  east  of  Pleasant  avenue  (Block  1817, 
Lot  5),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel  and  Paul 
Sertner. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (100-44-BZ) 

Whereas,  Irving  M.  Fenichel,  for  Raybob  Realty  Cor¬ 
poration,  owner,  filed  February  11,  1944,  an  application 
under  sections  7c  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district,  the  alteration  and  conversion  of 
occupancy  of  an  existing  garage  for  more  than  five  motor 
vehicles,  to  a  factory  where  drapes,  curtains  and  other 
similar  articles  are  laundered,  finished,  received,  stored 
and  shipped ;  where  furniture  fabrics  are  cleaned  with  the 
use  of  inflammable  liquids  and,  also  for  a  storage  garage 
for  one  motor  vehicle  (truck)  :  premises  507-515  East  120th 
street,  north  side,  98  ft.  east  of  Pleasant  avenue  (Block 
1817,  Lot  5),  Borough  of  Manhattan;  and 
Whereas',  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  March  21,  1944,  after  due  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  East  120th  street  is  in  a  residence 
use,  “A”  area  and  1  times  height  district;  East  121st  street 
is  in  a  residence  use,  “A”  area  and  1  times  height  district. 
Fast  River  drive  is  in  a  residence  use,  “A”  area  and  1 
times  height  district  and  Pleasant  avenue  is  in  a  residence 
use,  “A”  area  and  1  times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  8,  1944,  on  Alt.  Applic.  112-44,  reads: 

“1.  In  a  residence  district,  proposed  change  of  use 
from  a  garage  to  a  factory  where  drapes,  curtains  and 
similar  articles  are  laundered,  finished,  received,  stored 
and  shipped,  and  where  cleaning  of  furniture  fabrics, 
show  use  of  inflammble  liquids  kept  in  approved  metal 
containers  of  5  gallons  maximum  capacity  when  not 
over  10  gallons  of  such  liquid  is  to  be  kept  at  the 
premises,  and  also  when  one  motor  vehicle  (truck)  is 
to  be  stored  in  a  storage  garage  is  contrary  to  Art.  II, 
Sect.  3  and  Sec.  6  zoning  resolution.” 

and 

Whereas,  the  applicant  contends  that  the  existing  build¬ 
ing  is  one  story  in  height,  of  Class  3  construction,  having 
a  frontage  of  128.5  ft.  and  a  depth  of  121.1  ft.;  that  from 
1924  to  1939,  the  building  was  occupied  throughout  as  a 
public  garage;  that  from  1939  to  date,  the  building  has 
been  occupied  as  follows ;  the  easterly  half  as  a  public 
garage  and  the  westerly  half  for  storing,  cutting  and  polish¬ 
ing  of  marble — pursuant  to  approval  under  alteration  appli¬ 
cation  3053-39 ;  that  there  are  existing  non-conforming 
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uses  in  the  vicinity;  the  applicant  contends  further  that 
the  owner  proposes  to  use  the  premises  in  question,  for 
the  following  specific  uses :  Receiving,  washing,  pressing, 
storing,  wrapping  and  shipping  of  such  household  articles 
as  curtains,  drapes,  lamp  shades,  furniture  slip  covers,  etc. ; 
that  these  articles  are  washed  with  water  by  hand,  in  typi¬ 
cal  wash  tubs  (approximate  size  of  each,  27  in.  x  27  in.  x 
27  in.)  ;  that  the  intention  is  to  have  approximately  six  of 
such  tubs ;  that  there  are  drapes,  furniture,  slip  covers, 
etc.,  which  require  dry  cleaning,  but  the  intention  is  to 
have  this  work  done  elsewhere  than  at  the  plant  in  ques¬ 
tion  ;  that  the  curtains,  drapes,  furniture  slip  covers,  etc., 
are  to  be  pressed  largely  by  hand ;  that  cleaning  of  furni¬ 
ture,  is  to  be  limited  to  cleaning  of  fabrics  used  as  cover¬ 
ing  for  furniture  and  shall  not  include  refinishing  of  wood¬ 
work  nor  upholstering ;  that  the  cleaning  process  shall  con¬ 
sist  of  the  application  of  volatile  inflammable  liquid,  applied 
by  hand,  to  the  fabric  which  is  not  to  be  removed  from 
the  furniture;  that  such  liquid  is  to  be  applied  where  neces¬ 
sary  and  then  hand  brushed;  that  the  liquid  is  to  be  kept 
in  small  containers  of  not  over  5-gallon  capacity  and  of 
a  type  approved  by  the  fire  department ;  that  there  is  to 
be  not  more  than  ten  gallons  of  such  liquid  at  the  premises 
at  any  time ;  that  there  is  not  to  be  any  power  driven  nor 
other  machinery  used  in  connection  with  this  cleaning 
process ;  that  a  one-car  garage,  completely  separated  from 
the  plant,  will  be  used  for  the  purpose  of  housing  one 
truck  belonging  to  and  used  in  connection  with  the  busi¬ 
ness  of  the  plant  and  also  for  housing  the  existing  approved 
gasoline  pump  installation,  the  use  of  which  is  to  be  limited 
to  the  supplying  of  gasoline  to  the  aforementioned  truck 
only  and,  receiving,  wrapping,  storing  and  shipping  of  car¬ 
pets  which  are  not  to  be  cleaned  at  the  premises,  but  are 
to  be  so  processed  elsewhere;  that  the  said  owner  has,  for 
many  months,  with  the  aid  of  real  estate  agents,  attempted 
without  success  to  find  a  location  suited  for  their  business, 
within  a  conforming  use  district ;  that  the  business  and 
investment  of  the  owner  of  the  premises  would  be  placed 
in  serious  jeopardy  and  the  owner  wou'd  thereby  sufifer 
great  hardship  unless  this  request  for  modification  of  the 
zoning  resolution  is  granted ;  that  this  request  is  for  per¬ 
mission  to  convert  from  a  legally  established  non-conform¬ 
ing  use,  which  is  hazardous,  disturbing  and  detrimental  to 
the  affected  neighborhood,  to  another  non-conforming  use 
which,  if  permitted,  would  serve  to  eliminate  the  hazards, 
noises  and  other  undesirable  elements  as  well  as  the  con¬ 
sequent  detrimental  effects,  characteristic  of  the  present  use, 
upon  the  surrounding  neighborhood  and  requests  that  the 
Board  modify  the  decision  of  the  superintendent  of  build¬ 
ings,  so  that  while  the  public  health,  safety  and  general 
welfare  of  the  affected  neighborhood  will  be  secured,  the 
business  and  investment  of  the  owner  will  be  safeguarded ; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  a  report  of  the  committee  of  the  Board  was 
read  at  this  hearing,  which  report  reads  as  follows : 

REPORT  OF  COMMITTEE 

March  17,  1944. 

Re:  Cal.  100-44-BZ. 

Premises  507-515  East  120th  street,  Manhattan. 

The  building  in  question  was  erected  as  a  one-story, 
non-fireproof  garage  in  1924,  when  the  plot  was  in  an 
unrestricted  use  district.  It  has  been  occupied  for  several 
years  as  a  garage  in  the  easterly  half  and  a  marble 
works  in  the  westerly  half.  The  new  owners,  who 
have  maintained  their  business  at  305  East  63rd  street 
since  1934  under  the  name  of  the  Renofab  Process 
Company,  propose  to  conduct  their  business  along  the 
same  lines  at  the  location  which  is  the  subject  of  this 
application  for  a  zoning  variance. 

The  zoning  of  the  district  was  changed  as  to  use 
only,  to  residence,  in  1938.  It  is  still  located  in  an  “A” 
area  district  and  a  two-times  height  district,  indicating 


that  the  change  of  use  only  was  for  the  purpose  of 
protecting  the  East  River  drive,  which  is  approximately 
275  ft.  to  the  east.  Whatever  use  is  permitted  in  this 
building  cannot  affect  the  East  River  drive  to  any 
great  extent,  particularly  as  East  120th  street  is  blocked 
off  so  that  no  vehicular  entrance  to  the  Drive  is  pos¬ 
sible.  It  is  quite  possible  and  even  likely  that  this  area 
will  develop  in  the  future  with  new  residential  build¬ 
ings,  but  the  war  conditions  certainly  make  no  such 
development  now  possible.  Furthermore,  it  could  not 
have  been  seriously  expected  by  the  Board  of  Estimate, 
when  the  zone  was  changed  as  to  use  only  in  1938,  that 
residential  development  would  immediately  take  place, 
else  the  area  and  height  restrictions  would  also  have 
been  corrected,  as  it  is  unthinkable  to  allow  residential 
buildings  to  occupy  100%  of  the  lot,  as  now  permitted, 
in  an  “A”  area  district,  and  with  no  rear  yards  re¬ 
quired,  and  twelve  stories  or  more  in  height  without 
setbacks. 

The  present  uses  are  objectionable  and,  in  the  opinion 
of  the  Committee,  the  proposed  use  is  much  less  objec¬ 
tionable.  In  fact,  after  inspecting  the  concern’s  present 
quarters  at  305  East  63rd  street,  on  the  12th  floor  of 
a  fireproof  loft  building,  not  far  from  the  East  River 
drive,  the  Committee  is  of  the  opinion  that  under  Sec¬ 
tion  7E  this  application  should  be  granted  for  a  tem¬ 
porary  term  of  two  years,  as  requested  at  the  hearing 
of  March  7,  1944,  under  such  conditions  as  the  Board 
deems  appropriate  to  protect  the  existing  residential 
occupancies  in  the  neighborhood. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 

JOHN  E.  GUNN, 

Committee. 

and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution;  and 

Whereas,  the  applicant  under  date  of  March  16th,  1944 
stated  that  he  desired  to  change  the  basis  of  the  appeal 
from  sections  21  and  7c  to  sections  21  and  7e,  and  at  the 
hearing  on  March  21,  1944,  revised  this  still  further  by 
omitting  reference  to  section  21,  leaving  the  basis  for  the 
application  as  7e  only,  and  also  stated  as  follows : 

“that  they  contemplate  installing  a  sprinkler  system, 
at  the  premises  in  question,  and  they  will  carry  out 
this  intention  after  the  duration  of  the  present  war 
emergency  and  when  the  necessary  materials  are  made 
available  to  them ;  that  they,  at  the  present  time,  sell 
a  Carbon  Tetrachloride  cleaning  fluid,  known  as  Reno¬ 
fab  Products,  for  home  use,  to  several  of  their  patrons 
for  whom  they  do  cleaning  work ;  that  the  practice 
has  been  to  keep  on  hand  a  maximum  of  75  gallons  of 
this  fluid  and  to  distribute  same  in  metal  containers ; 
that  they  have  been  selling  approximately  15  of  such 
containers  per  week  and  they  desire  to  continue  this 
practice,  at  the  new  location  in  question,  provided  the 
appeal  under  consideration  is  granted  and  there  is  no 
objection  on  your  part.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  two  (2)  years  from  the  date  of  this  resolu¬ 
tion,  to  permit  the  premises  to  be  occupied  substantially 
as  proposed,  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area ;  that  any  existing  signs  on  the 
building  shall  be  entirely  removed  and  no  signs  shall  be 
installed,  except  that  there  may  be  a  sign  attached  to  the 
building  on  the  front,  not  exceeding  15  sq.  ft.  in  area,  adver¬ 
tising  the  name  of  the  concern  and  the  general  purpose  of 
the  business  ;  that  no  portion  of  the  building  shall  be  occu- 
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pied  for  garage  purposes,  except  the  space  as  shown  on 
plans  filed  with  this  application,  marked  “Received  Feb¬ 
ruary  11,  1944”;  that  such  non-storage  garage  shall  be 
ventilated  in  accordance  with  the  Building  Code  require¬ 
ments  therefor;  that  revised  plans  shall  be  filed  and  sub¬ 
mitted  for  approval  by  the  Board  under  the  terms  of  this 
resolution,  showing  the  sign,  if  any,  to  be  constructed,  the 
ventilation  of  the  garage,  and  a  locker  and  toilet  room  to 
be  provided  for  the  men  employees ;  that  otherwise,  the 
arrangement  shall  be  substantially  as  indicated  on  such 
plans,  marked  “Received  February  11,  1944”;  that  all  win¬ 
dows  in  the  rear  wall  shall  be  bricked  up  and  no  new  open¬ 
ing  in  such  wall  constructed;  that  all  work  shall  comply 
with  the  requirements  of  the  administrative  code  as  to  the 
storage  of  inflammable  material,  but  the  occupancy  shall 
be  only  as  proposed  and  substantially  as  carried  on  in  the 
present  quarters  occupied  by  the  concern  at  305  East  63rd 
street;  that  such  plans  shall  be  submitted  for  approval  by 
the  Board  not  later  than  April  4,  1944;  that  upon  approval 
of  such  plans,  all  permits  shall  be  obtained  and  all  work 
completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


293-36-BZ 

APPLICANT— Howard  Nestlen,  for  Christiana  Hinden 
and  Ferdinand  Nestlen,  owners. 

SUBJECT — Application  for  consideration — Reopening  and 
extension  of  permit — re  Application  (decision  of 
commissioner  of  buildings)  previously  granted  on 
conditions,  under  sections  7 h  and  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  parking  of 
more  than  five  motor  vehicles  for  a  term  of  two 
years. 

PREMISES  AFFECTED— 344-346  Eldert  street,  south¬ 
east  corner  of  Irving  avenue  (Block  3419,  Lots  31 
and  37),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration:,  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (293-36-BZ) 

Whereas,  this  application  under  sections  7h  and  21  of 
the  zoning  resolution,  permitting  partly  in  a  business  use 
district  and  partly  in  a  residence  use  district,  the  parking 
of  more  than  five  motor  vehicles,  premises  344-346  Eldert 
street,  southeast  corner  of  Irving  avenue  (Block  3419,  Lots 
31  and  37),  Borough  of  Brooklyn,  was  granted  by  the  Board 
June  15,  1937,  on  certain  conditions,  permit  extended  April 
11,  1939  and  March  24,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  15,  1937,  as 
amended  through  March  24,  1942,  only  so  far  as '  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“that  the  application  be  and  it  hereby  is  granted  under 
section  7h  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution,  to  permit  the  plot  under 
appeal  to  be  occupied  for  the  parking  of  more  than  five 
(5)  motor  vehicles,  on  condition  .  . 


438-37-BZ 

APPLICANT — Anna  Bass,  for  Gralane  Realty  Company 
and  550  Park  Avenue  Corporation,  owner. 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  sections  7h  and  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  use  of  the 
plot  for  the  open  air  parking  and  storage  of  more 
than  five  motor  vehicles  for  a  temporary  period. 
PREMISES  AFFECTED— 41-15  to  41-45  Kissena  boule¬ 
vard,  138-01  to  138-19  Barclay  street,  northeast 
corner  and  136-14  to  136-22  41st  (Madison)  avenue 
(Block  5044,  Lots  1,  5,  7  and  11),  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hugh  Quinn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (438-37-BZ) 

Whereas,  this  application,  under  sections  7h  and  21  of 
the  zoning  resolution,  permitting  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district,  the  use  of  the  plot 
for  the  open  air  parking  of  more  than  five  motor  vehicles, 
premises  41-15  to  41-45  Kissena  boulevard,  138-01  to  138-19 
Barclay  street,  northeast  corner,  and  136-14  to  136-22  41st 
(Madison)  avenue  (Block  5044,  Lots  1,  5,  7  and  11),  Flush¬ 
ing,  Borough  of  Queens,  was  granted  by  the  Board  May 
17,  1938,  on  certain  conditions,  permit  extended  April  9, 
1940  and  April  7,  1942  and  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  1 7,  1938  as 
amended  through  April  7,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“granted  under  section  7h  thereof  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution.” 


566-38-BZ 

APPLICANT — Henry  Nordheim,  for  Pauline  Schechter, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — -re  Application  (decision  of 
the  borough  superintendent)  under  section  21  of 
the  zoning  resolution,  granted  on  condition,  per¬ 
mitting  partly  in  a  business  use  district  and  partly 
in  a  residence  use  district,  the  conversion  of  occu¬ 
pancy  of  an  existing  building  to  a  garage  for  more 
than  five  motor  vehicles  for  a  term  of  five  years. 
PREMISES  AFFECTED— 862  East  162nd  street,  south 
side,  125  ft.  east  of  Prospect  avenue  (Block  2690, 
Lot  28),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (566-38-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  conversion  of  occu¬ 
pancy  of  an  existing  building  to  a  garage  for  more  than- 
five  motor  vehicles  for  a  term  of  five  years,  affecting  prem- 
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ises  862  East  162nd  street,  south  side,  125  ft.  east  of  Pros¬ 
pect  avenue  (Block  2690,  Lot  28),  Borough  of  The  Bronx, 
was  granted  by  the  Board  on  March  7,  1939,  on  certain 
conditions,  resolution  amended  on  June  13,  1939  and  time 
extended  on  September  26,  1939  ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  7,  1939,  as  amended 
through  September  26,  1939,  only  in  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  and  the  section  under  which 
the  application  is  granted,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read  : 

“Granted  under  section  7f  of  the  zoning  resolution 
for  a  term  of  five  (5)  years  from  the  date  of  this 
amended  resolution,  to  permit  the  continuance  of  the 
existing  one-story  brick  garage  on  the  rear  of  premises 
and  the  occupancy  of  such  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles,  on  condition  that 
the  two  existing  frame  garages  shall  be  either  com¬ 
pletely  removed  or  reconstructed  with  masonry  zualls; 
that  there  shall  be  no  storage  of  gasoline  on  the  prem¬ 
ises  other  than  in  the  tanks  of  cars ;  that  no  repairing 
shall  be  carried  on ;  that  the  building  shall  not  be 
increased  in  height  or  area  ;  that  no  cars  shall  be  stored 
or  parked  on  the  premises,  other  than  in  the  garage 
as  herein  permitted ;  that  no  opening  shall  be  constructed 
in  enclosing  walls  on  the  lot  lines ;  that  all  openings 
in  the  building  not  now  used  or  proposed  to  be  used 
as  entrance  doors,  shall  be  bricked  up;  that  no  signs 
shall  be  erected,  advertising  the  garage  use ;  and  that 
all  permits  shall  be  obtained  and  all  work  shall  be 
completed  within  two  (2)  months  from  the  date  of 
this  amended  resolution.” 


1261-39-BZ 

APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  under  sec¬ 
tion  7c  of  the  zoning  resolution,  permitting  partly 
in  a  business  use  district  and  partly  in  a  residence 
use  district,  the  parking  and  storage  of  more  than 
five  motor  vehicles  upon  a  plot  occupied  as  a  gaso¬ 
line  service  station. 

PREMISES  AFFECTED— 2701-2711  Fort  Hamilton  park¬ 
way,  and  1358-1368  Prospect  avenue, .  northwest 
corner  (Block  5284,  Lot  64),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn* .  4 
Negative  .  0 

THE  RESOLUTION  (1261-39-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a  temporary  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles  in  conjunction  with  an  existing  gasoline  service 
station,  affecting  premises  2701-2711  Ft.  Hamilton  parkway 
and  1358-1368  Prospect  avenue,  northwest  corner  (Block 
5284,  Lot  64),  Borough  of  Brooklyn,  was  withdrawn  on 
September  10,  1940 ;  and 

Whereas,  the  applicant  requested  a  reopening  of  the  ap¬ 
plication  and  rehearing  under  section  7c  of  the  zoning  reso¬ 
lution  ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  May  26,  1942,  subject  to  usual  procedure;  and 


Whereas,  on  February  9,  1943,  this  application  was 
granted  by  the  Board,  on  certain  conditions  and  time  ex¬ 
tended  on  September  14,  1943;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  9,  1943,  as  amended 
September  14,  1943,  only  in  so  far  as  it  has  reference  to 
the  completion  of  the  work,  so  that  as  amended,  this  por¬ 
tion  of  the  resolution  shall  read  : 

“that  in  view  of  the  statement  by  the  applicant  that 
all  permits  have  been  obtained  and  part  of  the  work 
has  been  completed,  all  work  shall  be  completed  within 
one  (1)  year  from  the  date  of  this  amended  resolution.” 


423-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  Michael  Delia, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district  for  a  term  of  two 
years,  the  conversion  of  occupancy  of  an  existing 
building  to  a  junk  shop. 

PREMISES  AFFECTED— 297-299  Withers  street,  north 
side,  200  ft.  5j4  in.  west  of  Debevoise  avenue  (Block- 
2867,  Lots  34  and  55  and  part  of  41),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  A^OTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (423-41-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  conversion  of  an  existing  building  to  a  junk 
shop,  affecting  premises  297-299  Withers  street,  north  side, 
200  ft.  5J4  in.  west  of  Debevoise  avenue  (Block  2867,  Lots 
34  and  55  and  part  of  Lot  41),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  January  27,  1942,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  27,  1942,  only  in  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7e  thereof,  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution,  to 
permit  the  premises  to  be  occupied  as  proposed  as  a 
junkshop,  on  condition,  .  . 


463-41-BZ 

APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  under  section  7c  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles,  upon  a  plot  occupied 
as  a  gasoline  service  station. 

PREMISES  AFFECTED — 618-628  Jamaica  avenue  and  1 
Hale  avenue,  southeast  corner  (Block  3905,  Lots 
3  and  5),  Borough  of  Brooklyn. 
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A1TEA  RANGES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative  .  0 

THE  RESOLUTION  (463-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  upon  a  plot  occupied  as  a  gasoline 
service  station,  affecting  premises  618-628  Jamaica  avenue 
and  1  Hale  avenue,  southeast  corner  (Block  3905,  Lots  3 
and  5),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  May  19,  1942,  on  certain  conditions  and  the  applicant 
requested  an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  19,  1942,  only  in  so 
far  as  it  has  reference  to  the  completion  of  the  work,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

“that  in  view  of  the  statement  by  the  applicant  that  part 
of  the  work  has  been  completed,  all  permits  shall  be 
obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  amended  resolution.” 


772-41-BZ 

APPLICANT— Arnold  W.  Lederer,  for  Clara  Rothenberg, 
Becky  Farberman  and  Salvatore  De  Leo,  owners 
(Square  Deal  Laundry,  Incorporated,  lessee). 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  the  extension  of  an  existing 
laundry  building  from  a  local  retail  use  district  into 
a  residence  use  district. 

PREMISES  AFFECTED— 427  Ralph  avenue  and  1815-1817 
Bergen  street,  northeast  corner  (Block  1445,  Lots 
1,  67  and  68),  Borough  of  Brooklyn. 
APPEA'ANH^ 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dept  ®f  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (772-41-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zon¬ 
ing  resolution,  permitting  the  extension  of  an  existing 
laundry  building  from  a  local  retail  use  district  into  a 
residence  use  district,  affecting  premises  427  Ralph  ave¬ 
nue  and  1815-1817  Bergen  street,  northeast  corner  (Block 
1445,  Lots  1,  67  and  68),  Borough  of  Brooklyn,  was  granted 
by  the  Board  December  2,  1941,  on  certain  conditions,  reso¬ 
lution  amended  January  13,  1942  and  February  3,  1942,  and 
time  extended  on  March  10,  1943  and  the  applicant  requested 
a  further  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  2,  1941,  as 
amended  through  March  10,  1943,  only  in  so  far  as  it  has 
reference  to  obtaining  permit  and  completion  of  the  work, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read: 
“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


APPEAL  FROM  ADMINISTRATIVE  DECISION 

148-44-A 

APPLICANT— Alfred  H.  Eccles,  for  Universal  Asbestos 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 87-41  130th  street,  east  side, 
374.5  ft.  south  of  Jamaica  avenue  (Block  9338,  Lot 
79),  Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  H.  Eccles,  Howard  S.  Spar- 
ler  and  John  J.  Sparler. 

For  Opposition:  F.  E.  Hertan. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (148-44-A) 

Whereas,  Alfred  H.  Eccles,  for  Universal  Asbestos  Cor¬ 
poration,  owner,  filed  March  8,  1944,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent,  affecting  premises 
87-41  130th  street,  east  side,  374.5  ft.  south  of  Jamaica  ave¬ 
nue  (Block  9338,  Lot  79),  Richmond  Hill,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  dated 
February  17,  1944,  on  Alt.  Applic.  1027-43,  reads : 

“3.  Exit  facilities  not  in  compliance  with  Sec.  270, 
Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories, 
(25  ft.)  in  height ;  109  ft.  by  79  ft.,  irregular  in  area ;  of  Class 
3  construction ;  erected  in  1921  ;  located  in  a  residence  use, 
C  area  district  and  used  for  storage  and  proposed  to  be  used 
and  occupied  as  follows:  1st  floor,  office  and  manufacturing 
asbestos  pipe  covering,  15  persons;  2nd  floor,  manufacturing 
asbestos  pipe  covering,  6  persons;  that  the  building  is  pro¬ 
posed  to  be  equipped  with  a  3  ft.  8  in.  iron  stair  enclosed  in 
6  in.  terra  cotta  partitions,  equipped  with  fireproof  self¬ 
closing  doors  and  extending  from  2nd  story  to  street  at  the 
front  of  the  building  and  one  exterior  screen  stairs  at  rear 
leading  from  2nd  story  to  yard  with  fireproof  self-closing 
windows  and  doors  on  the  course  thereof,  with  egress  from 
the  termination  of  the  stairs  through  side  yard  directly  to  the 
street ;  and 

Whereas,  the  applicant  contends  that  the  maximum  occu¬ 
pancy  of  the  2nd  story  will  be  6  persons  and  the  materials 
manufactured  will  not  be  of  a  hazardous  nature,  and  it  is 
therefore  felt  that  the  proposed  means  of  egress  are  more 
than  adequate;  that  there  is  no  safe  egress  from  the  roof  and 
it  is  therefore  felt  that  there  is  no  necessity  to  carry  the 
stairs  or  the  fire  escape  to  the  ‘roof. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  dated 
February  7,  1944  acting  on  Alt.  Applic.  1027-43,  Objection 
3,  and  that  the  application  be  and  it  hereby  is  granted  on 
condition  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  requirements  other  than  as  modi¬ 
fied  by  the  Board  in  the  resolution  adopted  this  day  under 
Cal.  541-32-BZ ;  that  the  existing  stair  and  fire  escape  shall 
be  removed  and  a  new  stair  and  exterior  screened  fire  stair 
erected  as  proposed  ;  that  this  variance  shall  continue  for  a 
term  of  two  (2)  years  from  the  date  of  this  resolution. 


Adjourned:  11  :00  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  21,  1944 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

397-42- A 

APPLICANT — Ingelbret  Ingelbretsen,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 4352  Hylan  boulevard,  east  side, 
35  ft.  north  of  Armstrong  avenue  (Block  5312,  Lots 
3-5),  Eltingville,  Borough  of  Richmond. 
APPEAkANCES — 

For  Applicant:  Herman  Mettfessel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  4,  1944  at  2 
P.  M.,  for  further  consideration.  Applicant  to  file 
copies  of  additional  plan  by  April  1,  1944. 


126-44-A 

APPLICANT — Hobart  Realty  Corporation,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 160-178  Jay  street,  west  side, 
from  Sand  street  to  High  street,  84-92  Sand  street 
and  97-105  High  street  (Block  87,  Lot  9),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Julian  Lewis  Marko. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  April  4,  1944  at  2 
P.  M.,  for  further  consideration. 


138-44-A 

APPLICANT— B.  M.  Sylvan,  for  Robert  J.  Kilpatrick  and 
Junius  Pittman,  owners  (Rose  Feller,  sub-tenant). 

SUBJECT  Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 107-109  East  Burnside  avenue, 
north  side,  60.3  ft.  east  of  Morris  avenue  (Block- 
3169,  Lots  66  and  67),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Benjamin  M.  Sylvan. 

For  Administration  :  Fred”  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board.  No  further  discussion. 


73-44-A 

APPLICANT — Carl  H.  Weckers,  for  490  Greenwich  Street, 
Inc.,  owner  (Wallace,  Burton  and  Davis,  Inc.,  les¬ 
sees)  . 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 490-506  Greenwich  street,  west 
side,  81.3  ft.  south  of  Spring  street  (Block  595,  Lot 
77),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Carl  H.  Weckers. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  q 


95-44-A 

APPLICANT — Henry  Woermann,  for  The  Permutit  Com¬ 
pany,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 5401  1st  avenue,  southeast  cor¬ 
ner  of  54th  street  (Block  820,  Lot  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WT T H D RAW — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  q 


131-42-A 


APPLICANT — Sunrise  Oil  Company,  Inc.,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  fire  commissioner  re  Transportation  of  fuel  oil 
in  Tank  Trucks,  in  New  York  City  (capacity  of 
tanks  not  in  accordance  with  Fire  Department  speci¬ 
fications  covering  Tank  Trucks). 

PREMISES  AFFECTED — 119-02  23d  avenue,  southeast 
corner  of  119th  street  (Block  4222,  Lot  1  and  Block 
4223,  Lot  10),  College  Point,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  Charles  O.  Smith. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
N  egative  .  o 


67-44-A 

APPLICANT— Anthony  Plonski  and  Son,  lessee,  for  Estate 
of  Patrick  G.  Campbell,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 247-249  North  10th  street, 
northwest  corner  of  Union  avenue  (Block  2300  Lots 
18-20),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  Tp  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


865-42-A 

APPLICANT — Gulf  Oil  Corporation,  owner. 


SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit,— re  Appeal  from  a  decision  of 
the  fire  commissioner— re  packaging  of  inflammable 
mixture  known  as  Gulflex  Rubberlube  in  one-half 
gallon  glass  jugs  (capacity  of  glass  jugs  not  in 
conformity  with  Adm.  Code  specifications) 
APPEARANCES— 

For  Applicant:  T.  B.  Welsh. 


or  CUAKU- 


,  -/vppeai  reopened  and  restored  to 

calendar  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  n 
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128-43-A 

APPLICANT — Stanco,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  fire  commissioner  re  packaging  of  combustible 
mixture,  Flit,  in  one-gallon  glass  bottles. 
APPEARANCES— 

For  Applicant :  Alexander  Lazarus. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


348-43-A 

APPLICANT — Socony-Vacuum  Oil  Company,  Incorporated, 
owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit,  re  Appeal  from  an  order  of  the 
fire  commissioner  re  packaging  and  storing  of  com¬ 
bustible  mixtures  known  as  Mobilgloss,  Mobil  Pre¬ 
wax  Cleaner,  etc.,  in  one-gallon  glass  jugs,  etc. 
(capacity  of  glass  jugs  and  glass  jars  not  in  con¬ 
formity  with  Adm.  Code  specifications). 

APPEARANCES— 

For  Applicant:  Herbert  C.  Smythe,  Jr. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 


551-43-A 

APPLICANT — Emil  Koeppel,  for  Gussie  Freshwetter, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent,  (previously  with¬ 
drawn)  . 

PREMISES  AFFECTED — 3855  Nautilus  avenue,  north¬ 
east  corner  of  Highland  avenue  (Block  7002,  Lot 

.  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Emil  Koeppel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

,  ACTION  OF  BOARD- — Appeal  reopened  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  . . .  0 

635-43-A 

APPLICANT — William  H.  Meyer,  for  Oquossoc  Realty 
Corporation,  owner. 

L  SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent,  (previously  with¬ 
drawn)  . 

PREMISES  AFFECTED— 3859-3861  Tenth  avenue,  cast 
side,  99  ft.  11  in.  south  of  West  207th  street  (Block 
2203,  Lot  3),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  H.  Meyer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

■  ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.. 
Negative  . 


584-43-A 

APPLICANT — Francis  X.  Gina  for  Vincent  Astor,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  acting  borough  superintendent  (previously 
dismissed  for  lack  of  prosecution). 

PREMISES  AFFECTED— 39-01  Main  street,  southeast 
corner  of  39th  avenue  (Block  4980,  Lot  5),  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  J.  Stanley  Sharp. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  cal¬ 


endar  and  granted  on  condition. 

THE  VOTE  Tp  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


THE  RESOLUTION  (584-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent,  affecting  premises  39-01  Main  street, 
southeast  corner  of  39th  avenue  (Block  4980,  Lot  5),  Flush¬ 
ing,  Borough  of  Queens,  was  dismissed  for  lack  of  prosecu¬ 
tion  on  March  7,  1944;  and 

Whereas,  the  applicant  requested  a  reopening  and  restora¬ 
tion  to  the  calendar ;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent  dated  November  12,  1943,  on  Misc.  Applic.  2867-43, 
reads : 

“1.  Construction  of  sign  is  contrary  to  Sec.  B26-13.0, 
subd.  e  1,  Adm.  Code. 

2.  Extension  beyond  bldg,  line  for  non-illuminated 
signs  is  restricted  to  3  ft.  by  Section  B26-7.0  Adm.  Code. 
Note :  These  objections  based  on  replacement  of  an 
existing  sign  by  one  of  same  size  and  shape  permitted 
by  GR  375  Bd.  of  Stds.  &  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6  stories 
(60  ft.)  in  height,  69  ft.  125  ft.  in  area,  of  class  1  construc¬ 
tion,  erected  in  1930,  located  in  a  business  use,  C  area  dis¬ 
trict  and  used  and  occupied  as  follows :  cellar,  storage,  200 
persons ;  1st  floor,  stores,  200  persons ;  2nd  to  6th  floors 
inclusive,  offices,  200  persons  each  floor;  that  the  building  is 
equipped  with  an  interior  fire  alarm  system,  fire  drills  are 
maintained  and  there  are  two  4  ft.  fireproof  stairs  leading 
from  roof  bulkhead  directly  to  the  street;  that  Violation  2366 
was  issued  September  29,  1943,  for  erecting  a  parallel  sign 
without  approved  application  or  permit  and  for  changing 
right  angle  sign  from  metal  to  wood  without  approval  of 
the  Department  of  Housing  and  Buildings ;  and 

Whereas,  the  applicant  contends  that  the  metal  illumin¬ 
ated  sign  which  existed  was  faulty  and  corroded  and  was 
replaced  with  a  wood  non-illuminated  sign  of  the  same  size 
and  dimensions  as  metal  could  not  be  used  due  to  priorities ; 
that  it  is  requested  that  permission  be  granted  to  keep  the 
existing  sign  for  a  period  of  six  months  after  the  war,  at 
which  time  it  will  be  replaced  with  a  metal  sign  of  similar 
area ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved ,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Applic.  2867-43,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to 
objections  1  and  2,  on  condition  that  the  existing  wood  sign 
shall  not  be  continued  beyond  one  year  from  the  date  of  this 
resolution ;  that  such  sign  shall  be  constructed  of  hard  wood, 
shall  not  be  illuminated  and  shall  not  extend  beyond  the 
4  building  line  farther  than  the  former  sign,  which  it  has 
0  temporarily  replaced ;  that  within  a  year,  the  wood  sign  shall 
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be  removed  or  replaced  by  a  metal  sign  complying  with  the 
requirements  therefor  and  of  no  greater  area  or  extension 
beyond  the  building  line  than  the  previously  approved  sign. 


2 1-44- A 

APPLICANT — Joseph  Engineering  Corporation,  for  Union 
Square  Cafeteria,  Inc.,  and  Butcher  Workmen 
Building  Corp.,-  owners  (35  Union  Square  Corpora¬ 
tion,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 35  and  37  Union  Square,  west 
side,  63  ft.  north  of  East  16th  street  (Block  844, 
Lots  21  and  23),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  D.  Laitin. 

For  Administration  :  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (21-44-A) 

Whereas,  Joseph  Engineering  Company,  for  Union  Square 
Cafeteria  Incorporated,  and  Butcher  Workmen  Building  Cor¬ 
poration,  owners  (35  Union  Square  Corporation,  lessee), 
filed  January  5,  1944,  an  appeal  from  an  order  and  decision  of 
the  fire  commissioner,  affecting  35  and  37  Union  Square, 
west  side,  63  ft.  north  of  East  16th  street  (Block  844,  Lots  21 
and  23),  Borough  of  Manhattan;  and 
Whereas,  Order  35862-LC,  issued  by  the  fire  commis¬ 
sioner  September  13,  1943,  reads: 

“Before  a  permit  may  be  issued  for  your  refrigerating 
sytem,  the  following  must  be  done : 

1.  Discontinue  the  direct  method  of  refrigeration  now 
in  existence  on  your  premises  in  violation  of  Section 
C19-98.0-B  of  the  Administrative  Code  of  the  City  of 
New  York. 

NOTE: — One  (1)  45  lbs.  Freon  unit  and  one  (1)  190 
lbs.  unit  hooked  together  and  located  on  2nd  floor  and 
used  to  cool  floor  below  and  adjoining  first  story  dining 
annex  in  No.  37  Union  Square,  Manhattan. 

This  order  may  be  appealed  from  to  the  Board  of 
Standards  and  Appeals  within  30  days  from  date. 
NOTE: — If  the  Board  of  Standards  and  Appeals  ap¬ 
prove  the  present  system,  it  will  be  necessary  to  comply 
with  further  requirements  of  the  Administrative  Code  of 
the  City  of  New  York. 

It  is  unlawful  for  you  to  maintain  a  refrigerating  sys¬ 
tem  without  a  permit  from  the  Fire  Commissioner. 
Kindly  notify  this  department  promptly  when  this  order 
has  been  complied  with.” 

and 

Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  December  21,  1943;  and 

Whereas,  the  applicant  states  that  the  building  is  4  and 
5  stories  (78  ft.)’ in  height;  30  ft.  6  in.  front,  61  ft.  rear, 
150  ft.  in  depth;  of  Class  3  construction;  erected  1880; 
located  in  a  business  and  unrestricted  use,  B  area  district, 
and  occupied  since  1933  and  1940  as  follows:  No.  35  Union 
Square,  cellar,  boiler  room  and  storage;  1st  floor,  restaurant, 
200  persons ;  2nd,  3rd  and  4th  floor,  vacant ;  that  it  is  pro¬ 
posed  to  be  used  and  occupied:  Cellar,  same;  1st  floor,  same; 
2nd  floor,  vacant  and  air  conditioning  equipment  room ;  3rd 
and  4th  floors,  vacant.  No.  37  Union  Square,  present  use: 
cellar,  storage;  1st  floor,  stores,  10  persons;  2nd  floor,  offices 
and  manufacturing  rain  coats,  10  persons  ;  3rd  floor,  offices, 
30  persons ;  4th  floor,  manufacturing  infants  wear,  30  per¬ 
sons  ;  5th  floor,  offices  and  manufacturing  tablecloths,  30 
persons ;  that  No.  37  Union  square  is  equipped  with  one 
3  ft.  6  in.  iron  stairs  with  marble  treads  enclosed  in  parti¬ 
tions  of  metal  lath  and  plaster,  equipped  with  kalamein  self¬ 
closing  doors  and  extending  from  roof  to  street;  that  there 


is  a  fire  escape  at  rear  of  No.  37  Union  Square,  which 
extends  to  roof  by  stairs  and  to  yard  by  iron  ladder  with 
egress  to  street  through  side  alley;  that  the  windows  and 
doors  on  the  course  of  the  fire  escape  are  fireproof  self-clos¬ 
ing;  and 

Whereas,  the  applicant  contends  that  the  room  housing 
the  refrigerating  unit  is  approximately  25  ft.  by  35  ft.  in 
area,  completely  segregated  from  the  remainder  of  the  2nd 
floor  by  a  20  ft.  space  and  is  adequately  ventilated ;  that  the 
remainder  of  the  2nd  floor,  the  entire  3rd  and  4th  floors  of 
No.  35  Union  Square  are  vacant;  that  the  restaurant  annex 
extending  from  No.  35  into  No.  37  is  partially  a  one  story 
extension  and  has  its  own  exit  to  the  street ;  that  the  refrig¬ 
erating  machinery  room  is  accessible  through  a  60  degree 
iron  ladder  from  the  first  floor  of  No.  35,  enclosed  in  par¬ 
tition  of  metal  lath  and  plaster  with  wood  door  and  no  one 
can  enter  except  the  engineer  in  charge  of  the  machinery ; 
and 

Whereas,  Certificate  of  Occupancy  18859  was  issued 
March  8,  1933  for  No.  37  Union  Square,  permitting  its  use 
as  storage  in  the  cellar,  stores  on  the  1st  floor,  gymnasium 
for  private  school  on  the  2nd  story,  manufacturing  office 
and  show  room  from  3rd  to  5th  stories,  with  a  condition 
that  not  more  than  25%  of  the  total  floor  area  of  the  building 
will  be  used  for  manufacturing,  and  Certificate  of  Occupancy 
25994,  issued  April  12,  1940,  for  No.  35  Union  Square,  per¬ 
mits  the  use  of  the  cellar  for  boiler  room  and  storage;  1st 
floor  restaurant,  200  persons ;  2nd  to  4th  stories  to  remain 
vacant ;  and 

Wi-iereas,  the  applicant  has  stated  to  the  Board  that  a 
new  Certificate  of  Occupancy  will  be  obtained. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  35862-LC,  Objection  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  arrangement  shall  be  maintained  as  proposed  and 
to  the  satisfaction  of  the  fire  commissioner ;  that  stairs  lead¬ 
ing  from  the  first  floor  to  the  refrigerator  room  shall  be 
enclosed  with  a  reasonably  tight  fitting  door  at  the  foot,  as 
indicated  on  plans  filed  with  this  appeal  marked  “Received 
March  14,  1944”;  that  the  area  as  indicated  on  plan  marked 
“Received  February  24,  1944”  shall  not  be  extended  and  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  other 
than  as  modified  under  calendar  693-27-A. 


44-44-A 

APPLICANT — Hanscom  Baking  Corporation,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  new  proposal  re  Appeal  from  a  deci¬ 
sion  of  the  acting  borough  superintendent ;  previ¬ 
ously  denied. 

PREMISES  AFFECTED — 35-10  36th  avenue,  south  side, 
from  35th  to  36th  streets  (Block  635,  Lot  33), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  B.  C.  Cole. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  cal¬ 


endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative  .  0 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioner 

Savage  and  Deputy  Chief  Gunn .  3 

Negative:  Commissioner  Blum .  1 

THE  RESOLUTION  (44-44-A) 


Whereas,  this  appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent,  affecting  premises  35-10  36th  avenue, 
south  side,  from  35th  to  36th  streets  (Block  635,  Lot  33), 
Long  Island  City,  Borough  of  Queens,  was  denied  by  the 
Board  on  March  7,  1944;  and 
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Whereas,  the  applicant  requested  a  reopening  and  re¬ 
hearing  of  the  appeal,  based  on  a  new  proposal ;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  dated  December  20,  1943,  on  Misc.  Applic.  3403-43, 
reads : 

“1.  Proposed  use  of  panic  bolts  on  exits  is  contrary 
to  Sec.  272-3  of  the  New  York  State  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(27  ft.)  in  height,  200  ft.  by  92  ft.  in  area;  Class  1  con¬ 
struction;  erected  in  1921;  located  in  an  unrestricted  use, 
B  area  district;  used  since  1933  as  follows:  Cellar,  storage 
and  boiler  room,  no  persons;  1st  floor,  bakery,  70  persons; 
2nd  floor,  bakery,  90  persons ;  equipped  with  a  one-source 
sprinkler  system,  three  reinforced  concrete  stairs,  equipped 
with  kalamein,  self-closing  doors,  extending  to  street,  one 
of  which  is  4  ft.  1)4  in.  wide  on  the  36th  avenue  side  of 
the  building  and  leads  to  roof;  that  the  stairway  at  the 
36th  street  side  of  the  building  is  3  ft.  10)4  in.  in  width 
and  the  stairway  on  the  35th  street  side  is  4  ft.  3  in.  wide ; 
and 

Whereas,  the  applicant  contends  that  the  installation  of 
panic  bolts  on  the  doors  leading  to  35th  street,  36th  street  and 
36th  avenue  is  necessary,  as  material  of  considerable  value  has 
been  stolen  from  the  plant  by  persons  who  gain  ready  access 
through  the  doors  which  are  open  24  hours  a  day;  that 
it  is  desired  to  protect  the  health  of  the  public  from  possible 
danger  resulting  from  unauthorized  persons  entering  the 
premises  where  food  is  being  prepared ;  and 

Whereas,  on  March  8,  1944,  the  applicant  requested 
restoration  to  the  calendar  on  the  basis  of  omitting  panic 
bolts  at  the  35th  street  entrance  on  the  building  and  in  lieu 
thereof,  to  provide  a  watchman  at  such  entrance ;  and 
Whereas,  the  applicant  filed  on  March  15,  1944,  plans  of 
the  first  story  indicating  the  conditions  now  proposed  and 
all  exit  facilities  available  to  the  occupants  of  such  floor. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
on  Misc.  Applic.  3403-43,  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  objection  1,  on  condition  that  no 
panic  bolts  shall  be  installed,  except  on  the  door  leading 
from  stairway  to  street  on  36th  avenue  and  also  on  36th 
street,  as  indicated  on  revised  plans  marked  “Received  March 
15,  1944”;  that  such  panic  bolts  shall  be  of  approved  type; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  this  variance  shall  continue  only  so  long  as 
the  premises  are  maintained  substantially  as  proposed. 


48-44-A 

APPLICANT — Henry  George  Greene,  for  Sarpol  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 28-32  West  3rd  street,  south 
side,  22  ft.  2  in.  west  of  Greene  street  and  219 
Greene  street  (Block  534,  Lot  22),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative  .  0 

THE  RESOLUTION  (48-44-A) 

Whereas,  Henry  George  Greene,  for  Sarpol  Corpora¬ 
tion,  owner,  filed  January  18,  1944  an  appeal  from  a  decision 
of  the  borough  superintendent  affecting  premises  28-32 
West  3rd  street,  south  side,  22  ft.  2  in.  west  of  Greene 
street,  and  219  Greene  street  (Block  534,  Lot  22),  Borough 
of  Manhattan ;  and 


Whereas,  the  decision  of  the  borough  superintendent 
dated  January  14,  1944  on  B.  N.  Applic.  1743-43,  reads: 

“1.  Proposed  removal  of  stairway  is  in  violation  of 
Board  of  Standards  and  Appeals  Resolution  Cal.  No. 
276-17-S.  Application  should  be  referred  back  to  pres¬ 
ent  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories  (80  ft.)  in  height,  31  ft.  and  66  ft.  by  88  ft.  2  in. 
and  75  ft.  in  area,  of  Class  3  construction,  erected  in  1903, 
located  in  an  unrestricted  use,  B  area  district  and  used 
and  occupied  since  1917  as  follows:  cellar,  storage;  1st 
floor,  store,  10  persons  2nd  floor,  manufacturing  novelties, 
40  persons ;  3rd  floor,  manufacturing  armatures,  40  per¬ 
sons  ;  4th  floor,  manufacturing  novelties,  40  persons ;  5th 
floor,  manufacturing  artificial  flowers,  40  persons ;  6th  floor, 
manufacturing  slippers,  40  persons ;  that  the  building  is 
equipped  with  a  one-source  sprinkler  system,  interior  fire 
alarm  system  and  that  fire  drills  are  maintained;  that  there 
are  three  3  ft.  8  in.  wide  wood  stairs  enclosed  in  partitions 
fire-retarded  on  one  side  and  extending  from  roof  bulk¬ 
head  directly  to  the  street  and  two  fire  escapes,  one  of 
which  (rear)  extends  to  roof  by  stairs  and  has  egress  from 
its  termination  through  fire  passage  to  stair  on  the  Greene 
street  front  and  that  the  window's  on  the  course  of  the  rear 
fire  escape  are  equipped  with  shutters;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
remove  the  present  easterly  stairway  on  the  West  3rd  street 
side  of  the  building ;  that  at  present  the  building  is  equipped 
with  three  interior  stairs  leading  from  1st  story  to  roof; 
that  the  enclosures  around  these  stairs  have  been  fire-re¬ 
tarded  on  the  loft  sides  with  Portland  cement  mortar  on 
metal  lath  as  required  by  resolution  of  the  Board  under 
Cal.  276-17-S;  that  at  the  rear  corner  of  the  building,  there 
is  an  exterior  fire  escape  running  from  roof  to  2nd  story 
and  thence  through  fire  passage  to  the  front  stairway  at 
Greene  street ;  that  there  is  also  a  fire  escape  at  the  front 
equipped  with  a  counterbalanced  stair  from  2nd  floor  balcony 
to  street;  that  the  removal  of  the  easterly  stair  on  the  West 
3rd  street  side  of  the  building  would  leave  four  means  of 
egress  from  each  floor  and  would  not  in  any  w'ay  hamper 
the  effective  means  of  evacuating  the  building  in  the  event 
of  emergency ;  that  inasmuch  as  the  Labor  Law  requires 
only  two  means  of  egress  in  an  existing  factory  building 
of  this  type,  it  is  requested  that  the  Board  permit  the  re¬ 
moval  of  the  stairway  as  proposed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  B.  N.  Applic.  1743-43,  and  that  the  appeal  be 
and  it  hereby  is  granted,  as  to  objection  1,  on  condition  that 
all  required  exits,  consisting  of  two  interior  enclosed  stairs, 
shall  be  maintained  in  accordance  with  the  proposal 
therefor,  and  in  addition,  the  court  fire  escape  and  West 
3rd  street  fire  escape  shall  be  maintained  to  the  satisfaction 
of  the  borough  superintendent ;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto,  other  than  as  modi¬ 
fied  by  the  Board  under  Cals.  276-17-S  and  2069-17-S ;  that  a 
newr  certificate  of  occupancy  shall  be  obtained,  based  on  the 
exits  as  proposed  to  be  maintained. 


77-44-A 

APPLICANT— Joseph  W.  Degan.  for  The  Presbyterian 
Hospital,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 2-20  Haven  avenue  and  1 93- 
201  Ft.  Washington  avenue,  southwest  corner 
(Neurological  Institute,  1st  floor)  ;  (Block  2139, 
Lot  85),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  W.  Degan. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative  .  0 

THE  RESOLUTION  (77-44-A) 

Whereas,  Joseph  W.  Degan,  for  The  Presbyterian  Hos¬ 
pital,  owner,  filed  January  31,  1944,  an  appeal  from  an  order 
and  decision  of  the  fire  commissioner,  affecting  2-20  Haven 
avenue,  and  193-201  Ft.  Washington  avenue,  southwest  cor¬ 
ner  (Neurological  Institute,  1st  floor)  ;  (Block  2139,  Lot 
85),  Borough  of  Manhattan;  and 

Whereas,  Order  36676-LC,  issued  by  the  fire  commis¬ 
sioner  December  2,  1943,  and  repeated  in  a  decision  of  the 
fire  commissioner,  dated  January  27,  1944,  reads: 

“Before  a  permit  may  be  issued  for  you  to  operate 
or  maintain  a  refrigerating  plant,  the  following  must 
be  done : 

2.  Remove  the  Murphy  refrigerating  unit  from  hall¬ 
way  (nurses  pantry).” 

and 

Whereas,  the  applicant  states  the  building  is  14  stories 
(170  ft.)  in  height;  196  ft.  by  116  ft.  in  area;  of  Class  1 

construction ;  erected  1928 ;  located  in  a  residence  use,  B 

area  district  and  used  and  occupied  as  follows :  subcellar, 
mechanical  equipment  and  storeroom,  2  persons ;  cellar, 
kitchens,  locker  rooms  and  store  room,  60  persons  ;  1st  floor, 
offices,  dining  room,  nurses  living  quarters,  40  persons  ;  2nd 
floor,  laboratory,  offices  and  nurses  living  quarters,  31  per¬ 
sons  ;  3rd  floor,  wards,  45  persons ;  4th  floor,  wards,  43 

persons ;  5th  floor,  private  and  semi-private  rooms,  40  per¬ 
sons  ;  6th  floor,  same,  26  persons ;  7th  floor,  same,  26  per¬ 
sons  ;  8th  floor,  offices  and  examination  rooms,  25  persons  ; 
9th  floor,  wards,  29  persons ;  10th  floor,  X-ray,  operating 
rooms  and  offices,  20  persons;  11th  floor,  X-ray  room,  class 
rooms  and  offices,  25  persons ;  12th  floor,  living  quarters, 
15  persons;  13th  floor,  offices  and  laboratories,  15  persons; 
14th  floor,  offices,  library  and  laboratory,  15  persons;  that 
no  change  in  use  or  number  of  occupants  is  proposed ;  that 
the  building  is  equipped  with  a  standpipe  system,  interior 
fire  alarm  system  and  that  fire  drills  are  maintained;  that 
there  are  two  3  ft.  8  in.  fireproof  stairs  from  roof  bulkhead 
directly  to  the  street ;  that  Certificate  of  Occupancy  14945, 
issued  February  13,  1929  on  N.  B.  Applic.  495  of  1929, 
permits  the  use  of  the  building  throughout  as  a  hospital 
with  110  persons  in  the  basement;  110  persons  on  the  first 
story,  105  on  each  of  the  2nd  to  7th  stories,  75  persons  on 
each  of  the  8th  to  13th  stories,  and  50  persons  on  the  14th 
and  pent  house  story,  the  use  of  which  is  restricted  to  sun 
parlor  and  fan  room ;  and 

Whereas,  the  applicant  contends  that  the  unit  in  question 
is  a  Murphy  Cabrinette  and  comprises  a  storage  closet  for 
groceries,  an  electric  stove  with  two  plates,  a  kitchen  sink 
and  a  refrigerating  box  with  3  cu.  ft.  capacity,  using  a 
sealed  compressor  containing  one  and  one-quarter  lbs.  of 
F-12;  that  the  complete  unit  is  60  in.  wide  and  24  in.  deep 
and  is  located  in  a  niche  across  the  60  in.  width  of  the 
passage  at  the  corner ;  that  the  unit  is  used  to  store  food 
for  the  refreshment  of  nurses  who  go  on  or  off  duty  be¬ 
tween  the  periods  when  food  is  available  in  the  regular 
dining  rooms  ;  that  it  is  not  practical  to  relocate  this  unit 
in  any  available  space  within  these  nurses’  quarters  and 
accomplish  the  same  result;  that  the  refrigerating  unit  is 
an  integral  part  of  the  complete  unit,  so  that  it  cannot  be 
separated ;  that  the  location  of  the  unit  is  away  from  any 
public  corridor  or  passage;  that  there  is  easy  egress  in  two 
directions  in  the  event  of  emergency;  that  there  is  not  a 
large  enough  group  of  people  housed  in  the  suite  to  con¬ 
stitute  a  panic  hazard ;  that  the  charge  of  the  refrigerant 
is  small  and  should  it  leak,  would  be  by  reason  of  the  large 
surrounding  volume  of  air  reduced  to  a  point  below  any 
toxic  range;  that  there  is  no  open  flame  in  the  vicinity  of 
the  unit;  that  an  exhaust  grille  from  a  motor-driven  fan 
is  located  in  the  ceiling  almost  immediately  over,  the  unit ; 


that  if  the  Board  directs,  a  hood  could  be  installed  over 
the  unit  and  connected  to  this  exhaust  duct. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
January  27,  1944,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  only  so  long  as  the  con¬ 
ditions  as  proposed  are  maintained. 


87-44-A 

APPLICANT — Arthur  Wood,  for  Aurelie  Bush,  owner. 

SUBJECT— Appeal  from  decisions  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 36  Greenleaf  avenue,  west  side, 
255  ft.  north  of  Marion  street  (Block  236,  Lot  64), 
West  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Arthur  Wood. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (87-44-A) 

Whereas,  Arthur  Wood,  for  Aurelie  Bush,  owner,  filed 
February  5,  1944  an  appeal  from  decisions  of  the  borough 
superintendent,  affecting  premises  36  Greenleaf  avenue,  west 
side,  255  ft.  north  of  Marion  street  (Block  236,  Lot  64), 
West  Brigthon,  Borough  of  Richmond;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
December  9,  1943  on  Alt.  Applic.  12-43  and  Misc.  (P  and 
D)  Applic.  13-43,  reads: 

“This  is  to  inform  you  that  the  approval  of  alteration 
12/1943,  is  hereby  revoked  as  being  contrary  to  Section 
C26-250.0  of  the  Administrative  Code.  In  other  words, 
this  building  after  proposed  alterations  have  been  made, 
may  not  be  occupied  by  more  than  two  families.  It  ap- 
apears  from  the  plans  that  a  high  attic  story  is  being 
added  to  the  present  2  story  flat  roof  building  and  this 
attic  story  will  have  four  dormers — Thus  indicating 
future  occupancy  for  living  purposes  and  this  is  contrary 
to  Section  C26-100  of  the  Administrative  Code. 

“Your  attention  is  also  called  to  the  fact  that  any 
building  which  is  intended,  arranged,  or  designed,  to  be 
occupied  by  three  families  is  a  Multiple  Dwelling  and 
the  proposed  alteration  would  be  in  violation  of  the 
Multiple  Dwelling  Law.  Section  4,  Subd.  29  and  Sec¬ 
tion  56.” 
and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
January  11,  1944  on  Alt.  Applic.  12-43  and  Misc.  (P  and  D) 
Applic.  13-43,  reads : 

“In  reply  to  your  letter  of  January  6th,  1944,  you  are 
hereby  advised  that  the  revocation  of  the  approval  of 
Alteration  12/1943  still  stands  for  the  reasons  stated  in 
my  letter  of  December  9th,  1943.  However,  you  may 
appeal  from  my  decision  by  making  application  to  the 
Board  of  Standards  and  Appeals,  Municipal  Building, 
Manhattan. 

“As  you  were  aware,  the  premises  in  question  were 
subject  to  unsafe  building  Violation  No.  78/1942,  which 
unsafe  violation  was  removed  when  you  filed  plans— 
Alteration  12/1943,  to  remedy  the  unsafe  conditions. 
Since  nothing  has  been  done  in  a  period  of  more  than  one 
year  to  remedy  the  situation,  our  inspector  has  already 
reopened  the  case  for  prosecuting  of  the  unsafe  building 
violation.” 

and 

Whereas,  Unsafe  Building  Violation  115-43  issued  De¬ 
cember  28,  1943,  required  the  replacement  of  all  rotted  corner 
posts  and  sills,  loose  and  broken  plaster,  renailing  and  re¬ 
placing  clapboards,  rebuilding  front  porch  steps,  re-covering 
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roof  and  closing  up  all  openings  in  building  or  demolishing 
building  to  ground  ;  and 

Whereas,  the  applicant  states  that  the  building  is  2/i 
stories  (30  ft.)  in  height,  20  ft.  by  43  ft.  6  in.  in  area,  of 
class  4  construction,  erected  prior  to  1916,  located  in  a 
residence  use,  E  area  district  and  occupied  as  a  one  family 
dwelling;  proposed  to  be  occupied  as  a  two  family  dwelling 
with  cellar  used  for  heating  equipment  and  storage;  1st  floor, 
dwelling,  1  family;  2nd  floor,  dwelling,  1  family  and  attic 
to  be  unfinished  with  the  only  access  thereto  through  scuttle 
in  second  floor  ceiling ;  and 

Whereas,  the  applicant  contends  that  plans  were  sub¬ 
mitted  with  the  application  to  the  borough  superintendent 
showing  the  existing  and  proposed  condition  and  there  was 
no  false  statement  or  misrepresentation  made ;  that  plans 
and  applications  were  approved  in  compliance  with  Sections 
C26-248.0,  C26-249.0  and  C26-250.0 ;  that  the  borough  super¬ 
intendent  has  no  right  to  assume  that  by  approving  of  a  plan 
and  applications  that  the  owner  will  commit  a  crime  by  using 
the  premises  for  other  purposes  than  called  for  in  the  annli- 
cation ;  that  there  is  no  restriction  on  the  architect  which 
specifies  the  kind  of  roof  which  shall  be  placed  on  any  build¬ 
ing  he  may  be  designing  or  altering,  provided  it  does  not 
exceed  the  heights  and  area  limits  nor  is  there  any  limitation 
on  the  number  of  dormers  that  may  be  constructed  on  any 
roof;  that  a  dormer  indicates  nothing  but  light  and  ventila¬ 
tion,  not  occupancy ;  that  when  this  application  was  filed 
with  the  borough  superintendent,  there  was  no  third  floor 
plan  submitted  nor  any  means  of  entering  the  third  floor, 
except  through  a  scuttle  shown  in  the  second  floor  ceiling  : 
that  before  the  third  floor  could  be  used,  the  owner  would 
have  to  construct  partitions,  install  plumbing  fixtures  and  a 
stairs  leading  from  the  second  floor ;  that  the  building  was 
proposed  to  be  arranged  for  occupancy  by  two  families  upon 
completion  of  the  alteration;  that  it  is  proposed  to  remove 
the  Unsafe  Building  Violation  and  obtain  a  Certificate  of 
Occupancy  upon  completion  of  the  alteration  to  permit  the 
use  of  the  building  as  a  two  family  dwelling;  and( 

Whereas,  plan  filed  with  the  Board,  marked  ‘‘Received 
February  5,  1944,”  indicates  that  the  proposed  attic  will  be 
provided  with  4  dormers,  one  on  each  elevation,  each  equipped 
with  two  2  ft.  7  in.  by  3  ft.  6  in.  windows,  a  total  of  8 

windows.  . 

Resolved,  that  the  decision  of  borough  superintendent, 
acting  on  Alt.  Applic.  12-43,  dated  January  11,  1944,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  "permitting  the  third  or  attic  story  to  be  constructed 
as  proposed,  provided  no  stairs  shall  be  provided  for  same 
and  there  shall  be  no  occupancy  other  than  household  stor¬ 
age  ;  that  in  all  other  respects,  the  building  shall  comply 
with  all  requirements  for  the  proposed  occupancy  for  two 
families;  that  any  permits  issued  and  any  certificate  of 
occupancy  issued  after  the  completion  of  the  work,  shall 
state  that  the  third  floor  shall  remain  vacant  and  shall  not 
be  used  except  for  household  storage. 


135-44-A 

APPLICANT — Simmonds  Aerocessories,  Inc.,  lessee,  for 
Schulte  Real  Estate  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 21-10  49th  avenue,  southwest 
corner  of  21st  street  (5th,  6th  and  7th  floors)  , 
(Block  71,  Lot  1),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Charles  Path. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE—  ,  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.. 
Negative  . 
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THE  RESOLUTION  (135-44-A) 

Whereas,  Simmonds  Aerocessories,  Inc.,  lessee,  for 
Schulte  Real  Estate  Corporation,  owner,  filed  March  1, 
1944,  an  appeal  from  a  decision  of  the  acting  borough  super¬ 
intendent,  affecting  premises  21-10  49th  avenue,  southwest 
corner  21st  street  (5th,  6th  and  7th  floors)  ;  (Block  71,  Lot 
1 )  Long  Island  City,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  acting  borough  superinten¬ 
dent,  dated  February  28,  1944,  on  Alt.  Applic.  1623-43,  reads: 

“2.  Note  that  partitions  in  the  interior  of  a  fireproof 
building  are  to  be  of  incombustible  material,  Section  270 
of  Labor  Law  and  two  exits  from  each  floor  area  are 
to  be  maintained.” 

and 

Whereas,  the  applicant  states  the  building  is  7  stories 
(90  ft.)  in  height,  200  ft.  on  49th  avenue,  140  ft.  front  on 
21st  street,  triangular  in  shape;  of  Class  1  construction; 
erected  in  1915;  located  in  an  unrestricted  use,  A  area;  dis¬ 
trict;  used  and  occupied:  cellar,  storage;  1st  to  4th  floors 
inclusive,  manufacturing  radio  accessories,  92  persons  per 
story;  5th  floor,  office  and  laboratory,  125  persons;  6th  floor, 
offices,  125  persons ;  7th  floor,  offices  and  stationery  stock, 
45  persons ;  equipped  with  a  standpipe  system,  interior  fire 
alarm  system  and  that  fire  drills  are  maintained;  that  there 
are  two  3  ft.  8  in.  fireproof  stairs  leading  from  roof  to 
street ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  Certificate  of 
Occupancy  473  issued  December  28,  1917,  permitting  the  use 
of  the  building  as  a  loft  without  number  of  occupants  stated 
and  classified  as  of  brick  construction  ;  and 

Whereas,  Certificate  of  Occupancy  Q27656  issued  October 
6,  1942  (on  file  with  Cal.  469-43-S),  permits  the  use  of  the 
building  for  light  manufacturing  with  a  maximum  of  92 
persons  per  floor  for  the  1st  to  6th  floors,  inclusive  and  66 
persons  on  the  7th  floor ;  and 

Whereas,  Violation  2734-43  was  issued  November  15, 
1943,  for  the  following: 

“1.  a.  Erection  of  partitions  (wood,  metal  and  glass 
and  masonry)  on  2nd,  3rd,  4th,  5th,  6th  and  7th  floors — 
no  permit  obtained. 

b.  Some  doors  in  said  partitions  do  not  swing  in  direc¬ 
tion  of  required  egress. 

c.  Exit  signs  and  lights  not  provided  over  doors  on 
partitions  leading  to  existing  stair  tower. 

Sec.  2.1. 1.1  &  2. 1.2. 5  Bldg.  Code  &  C26-161.0  C26-178.0 
Ad.  Code. 

2.  Change  of  occupancy — 5th  and  6th  floors — number 
of  persons  increased  over  allowable  number  previous 
approved. 

Sec.  2. 1.3. 5  Bldg.  Code  and  C26-185.0  Admin.  Code. 

3.  Four  (4)  panic  bolts  on  exit  doors — 1st  floor.” 
and 

Whereas,  the  applicant  contends  that  it  operates  a  defense 
plant  on  the  5th,  6th  and  7th  floors  of  the  building;  that  it 
endeavored  to  have  metal  partitions  throughout;  that  the 
contractor  was  unable  to  supply  all  metal  partitions ;  that 
wood  partitions  were  erected  as  indicated  on  drawings  filed 
with  this  appeal ;  that  the  nature  of  the  work  conducted  on 
the  premises  requires  privacy  in  some  sections  as  the  appli¬ 
cant  is  a  prime  contractor  for  the  United  States  Army  and 
Navy;  that  it  is  therefore  requested  that  the  objection  of 
the  borough  superintendent  be  waived  for  the  duration  of 
the  present  emergency  and  for  six  months  thereafter. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1623-43,  and  that  the  application  be 
and  it  hereby  is  granted,  as  to  objection  2,  on  condition  that 
no  additional  non-fireproof  partitions  shall  be  constructed  on 
the  5th,-  6th  and  7th  floors  involved  in  this  appeal,  other  than 
those  indicated  on  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  March  1,  1944”;  that  such  partitions  shall  be  re¬ 
moved  or  replaced  with  partitions  of  lawful  construction 
within  two  years  from  the  date  of  this  resolution ;  that  in 
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all  other  respects,  the  building  and  occupancy  throughout 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto,  other  than  as  modified  by  the  Board  under  Cals. 
247-42-S,  115-43-S  and  469-43-S ;  that  the  standpipe  system, 
interior  fire  alarm  system  and  drills  shall  be  maintained  in 
accordance  with  the  requirements  and  to  the  satisfaction  of 
the  fire  commissioner. 


143-44-A 

APPLICANT — Alexander  D.  Crossett,  for  Defense  Plant 
Corporation,  owner  (Ranger  Aircraft  Engines, 
Agent. ) 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 184-02  Jamaica  avenue,  south 
side,  330.58  ft.  east  of  183rd  street  (Block  10352, 
Lots  66  and  70),  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  J.  A.  Kibler,  H.  G.  Hauck  and  Sol 
Schwarz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  . . .  0 

THE  RESOLUTION  (143-44-A) 

Whereas,  Alexander  D.  Crosett,  for  Defense  Plant  Cor¬ 
poration,  owner  (Ranger  Aircraft  Engines,  agent),  filed 
March  6,  1944,  an  appeal  from  decision  of  the  borough 
superintendent,  affecting  premises  184-02  Jamaica  avenue, 
south  side,  330.58  ft.  east  of  183rd  street  (Block  10352,  Lots 
66  and  70)  Hollis,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  March  1,  1944  on  Alt.  Applic.  205-44,  reads: 

“1.  The  erection  of  a  new  second  floor  within  the  one 
story  metal  building  is  contrary  to  Sec.  4.2.1  of  B.C. 

a.  Building  is  less  than  15  ft.  from  lot  lines. 

b.  Building  is  over  30  ft.  in  height  and  will  be  over 
one  story. 

c.  Original  building  was  approved  as  a  temporary 
structure. 

2.  Exits  required  to  comply  with  sect.  270  of  Labor 
Law. 

3.  Provide  standpipe  as  per  sect.  16.1.1  of  B.C.” 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  3,  1944  on  Alt.  Applic.  205-44,  reads : 

“4.  The  proposed  use  of  24000  lbs.  per  sq.  in.  unit 
stress  for  steel  is  contrary  to  sect.  7.4.3.4.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
(34  ft.)  in  height,  60  ft.  by  250  ft.  in  area,  of  class  5  con¬ 
struction,  erected  in  1927,  located  in  an  unrestricted  use,  C 
area  district,  equipped  with  a  sprinkler  system,  and  used  and 
occupied  as  follows  :  1st  story,  storage  of  hay  and  feed,  10 
persons  ;  and  proposed  to  be  altered  to  2  stories  in  height  and 
extended  in  area  on  the  1st  floor  and  used  and  occupied  as 
follows:  1st  floor,  manufacturing  airplane  parts,  150  persons; 
2nd  floor,  storage  of  airplane  parts,  10  persons  ;  and 
Whereas,  the  applicant  contends  as  to  Objections  1  and  4, 
that  the  existing  building  is  1  story,  approximately  28  ft. 
8  in.  from  floor  to  underside  of  roof  trusses  and  as  con¬ 
structed,  provides  crane  rails  running  its  entire  length  and 
supported  on  exterior  columns  to  accommodate  a  travelling 
crane  of  5  tons  capacity  which  has  been  removed ;  that  it  is 
requested  permission  be  granted  to  construct  a  new  rein¬ 
forced  flat  slab  concrete  second  floor  and  supporting  columns 
of  class  B  concrete  capable  of  sustaining  a  lievload  of  200 
lbs.  per  sq.  ft.  designed  on  the  basis  of  WPB  emergency 
specifications  for  the  design  of  reinforced  concrete  buildings 
using  unit  stresses  of  24,000  lbs.  per  sq.  in.  on  the  rein¬ 


forcing  steel  and  in  all  other  respects,  the  concrete  design 
including  stresses  will  be  in  compliance  with  the  Building- 
Code  ;  that  the  weight  of  the  portion  of  the  new  floor  sup¬ 
ported  on  existing  exterior  steel  columns  will  be  less  than 
imposed  by  the  travelling  crane  which  has  been  removed  ; 
that  the  new  second  floor  will  comply  with  the  code  require¬ 
ments  for  a  floor  designed  for  a  liveload  of  150  lbs.  per  sq. 
ft. ;  that  the  new  extension  will  be  1  story  in  height,  42  ft. 
by  21  ft.  in  area,  of  class  5  construction  with  asbestos  siding 
and  roof  and  located  on  the  easterly  side  of  the  building 
and  a  passageway  enclosure  of  wood  framing  and  asbestos 
siding  on  south  shipping  plaforms ;  that  the  building  was 
erected  under  N.  B.  Applic.  11653-27,  on  permission  granted 
by  the  Building  Department  for  a  frame  building  more  than 
5,000  sq.  ft.  in  area ;  that  the  building  is  on  the  westerly  lot 
line,  18  ft.  from  the  easterly  lot  line,  8  ft.  from  the  northerly 
lot  line  and  8  ft.  from  the  southerly  lot  line  which  adjoins 
the  railroad  right-of-way ;  and 
Whereas,  the  applicant  contends  as  to  Objection  2,  that 
the  building  will  be  equipped  with  two  remote  fireproof 
enclosed  stairs  and  no  point  on  the  floor  will  be  more  than 
150  ft.  from  one  of  these  exits;  that  the  distance  from  2nd 
floor  to  roof  will  be  approximately  20  ft. ;  that  it  is  re¬ 
quested  that  permission  be  granted  to  terminate  the  stair 
enclosure  10  ft.  above  the  2nd  floor  and  equip  same  with  a 
concrete  roof  with  one  stairway  terminating  inside  the 
building  at  first  floor,  Jamaica  avenue  front,  as  funds  pro¬ 
vided  to  the  Defense  Plant  Corporation  are  limited  and  in 
order  to  conserve  manpower ;  and 

Whereas,  the  applicant  contends  as  to  Objection  3,  that 
the  building  is  equipped  with  a  two  source  sprinkler  system 
which  will  be  extended  to  include  the  new  addition. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  205-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  Objec¬ 
tion  1,  on  condition  that  the  proposed  2nd  floor  shall  comply 
in  all  other  respects  with  all  laws,  rules  and  regulations 
applicable  thereto,  and  granted  for  a  temporary  use  only 
during  the  term  of  the  present  emergency  and  for  not  more 
than  six  (6)  months  thereafter;  as  to  Objection  2,  that  the 
exits  as  shown  on  plan  marked  “Received  March  6,  1944” 
may  be  accepted  as  in  compliance  with  the  requirements  of 
the  Labor  Law,  provided  there  is  also  maintained  an  addi¬ 
tional  exit  from  the  easterly  side  consisting  of  a  door  or 
other  opening  to  the  roof  of  the  proposed  new  shipping  room 
with  a  fixed  iron  ladder  therefrom  leading  into  the  side 
yard  to  Jamaica  avenue;  as  to  Objection  3,  that  the  require¬ 
ments  for  a  standpipe  may  be  waived  in  view  of  the  tem¬ 
porary  nature  of  the  building  and  the  proposed  temporary  use 
and  occupancy,  provided  such  portable  fire  fighting  appliances 
are  maintained  as  the  fire  commissioner  shall  direct ;  and 
withdrawn  as  to  Objection  4,  to  comply  with  requirements  of 
the  code  as  to  permitted  stress. 

145-44-A 

APPLICANT — International  Projector  Corporation,  owner. 
SUBJECT — Appeal  from  orders  and  decisions  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 1-3  Jacob  street,  west  side,  53 
ft.  6  in.  north  of  Ferry  street  (1st  floor)  ;  (Block 
104,  Lot  26)  ;  5-9  Jacob  street,  west  side,  93  ft.  6  in. 
north  of  Ferry  street  (1st  floor)  ;  (Block  104,  Lot 
23)  ;  11-17  Jacob  street,  west  side,  142  ft.  2  in. 
north  of  Ferry  street  (1st  floor)  ;  (Block  104,  Lot 
22)  and  15-19  Ferry  street,  northwest  corner  of 
Jacob  street  (1st  to  5th  floors)  ;  (Block  104,  Lot 
27),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  E.  L.  Worfolk,  Ed.  Lyle  and  A. 
Adelhandt. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 
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THE  RESOLUTION  (145-44-A) 

Whereas,  the  International  Projector  Corporation,  owner, 
filed  on  February  25,  1944,  an  appeal  from  orders  and  de¬ 
cisions  of  the  fire  commissioner,  affecting  premises  1-3 
Jacobs  street,  west  side,  53  ft.  6  in.  north  of  Ferry  street 
(1st  floor)  ;  (Block  104,  Lot  26)  ;  5-9  Jacobs  street,  west 
side,  93  ft.  6  in.  north  of  Ferry  street  (1st  floor)  ;  (Block 
104,  Lot  23)  ;  11-17  Jacobs  street,  west  side,  142  ft.  2  in. 
north  of  Ferry  street  (1st  floor)  ;  (Block  104,  Lot  22)  and 
15-19  Ferry  street,  northwest  corner  of  Jacobs  street  (1st  to 
5th  floor)  ;  (Block  104,  Lot  27),  Borough  of  Manhattan  ;  and 
Whereas,  Order  20449-LF  issued  by  the  fire  commissioner, 
dated  December  22,  1943,  to  Premises  1-3  Jacobs  street, 
reads : 

“1.  Remove  panic  bolts  from  entrance  doors  1st  story 
Section  271  of  the  Labor  Law.” 

and 

Whereas,  the  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  January  31,  1944;  and 
Whereas,  Order  20336-LF,  issued  by  the  fire  commis¬ 
sioner,  dated  December  16,  1943,  to  premises  5,  7  and  9 
Jacobs  street,  reads: 

“2.  Remove  panic  bolts  from  all  entrance  doors,  1st 
story,  Section  271  of  the  Labor  Law.” 

and 

Whereas,  the  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  January  31,  1944;  and 
Whereas,  Order  20335-LF  issued  by  the  fire  commissioner, 
to  premises  15-17  Jacobs  street,  dated  December  16,  1943, 

reads  * 

“1.  Remove  panic  bolts  from  all  entrance  doors  on 
1st  story.  Section  271  of  the  Labor  Law.” 

and 

Whereas,  the  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner  dated  January  31,  1944;  and 

Whereas,  Order  204'98-LF  issued  by  the  fire  commis¬ 
sioner,  dated  December  29,  1943,  to  premises  15-19  Ferry 
street,  reads : 

“2.  Remove  the  panic  bolts  from  the  doors  opening 
on  interior  stairs  all  stories.  Sec.  271  Labor  Law.” 

and 

Whereas,  the  said  order  was  referred  to  in  a  decision 
of  the  fire  commissioner  dated  March  6,  1944 ;  and 
Whereas,  the  applicant  states  the  building  known  as  1-3 
Jacobs  street  is  6  stories  (57  ft.  6  in.)  in  height,  approxi¬ 
mately  40  ft.  by  65  ft.  in  area ;  Class  3  construction ;  erected 
prior  to  1910;  used  and  occupied:  1st,  2nd  and  3rd  stories, 
dressing  rooms  for  employees,  40  persons  on  the  1st  floor, 
80  persons  on  the  2nd  floor  and  4  persons  on  the  3rd  floor ; 
4th,  5th  and  6th  stories,  storage  of  general  merchandise,  2 
persons  on  the  4th  floor,  2  persons  on  the  5th  floor  and  6 
persons  on  the  6th  floor ;  that  the  building  is  equipped  with 
a  one-source  sprinkler  system  in  stairway  only,  also  with  one 
3  ft.  7  in.  wide  stairway  of  wood  construction  enclosed  in 
partitions  of  wood  and  stucco,  equipped  with  kalamein  doors 
which  are  not  self-closing;  that  this  stairway  extends  from 
roof  bulkhead  directly  to  the  street;  and 
Whereas,  temporary  Certificate  of  Occupancy  29973  is¬ 
sued  September  16,  1943  to  premises  1-3  Jacobs  street,  per¬ 
mits  the  use  of  the  1st,  2nd  and  3rd  stories  as  dressing 
rooms ;  the  4th  story  for  dressing  room  and  storage ;  the  5th 
story  for  storage  and  the  6th  story  for  light  storage,  with 
occupancy  of  80  persons  on  the  1st  floor,  99  persons  on  the 
2nd  floor,  56  persons  on  the  3rd  floor,  2  persons  on  each  of 
the  4th,  5th  and  6th  floors  ;  and 

Whereas,  the  applicant  states  that  building  known  as 
5,  7  and  9  Jacobs  street  is  one  story  and  mezzanine  (approxi¬ 
mately  35  ft.)  in  height,  approximately  48  ft.  7  in.  by  70  ft. 
in  area;  of  Class  3  construction;  erected  in  1924;  used  and 
occupied  as  follows:  1st  floor,  nianufacturing  of  electrical 
instruments,  35  persons ;  mezzanine,  same,  10  persons ;  that 
this  building  is  equipped  with  a  one-source  sprinkler  system 
and  a  standpipe  system ;  that  no  certificate  of  occupancy  has 
been  issued ;  and 


Whereas,  the  applicant  states  the  building  known  as 
11-17  Jacobs  street  is  one  story  and  mezzanine  (approxi¬ 
mately  40  ft.)  in  height,  approximately  74  ft.  3  in.  by  100 
ft.  9  in.  in  area;  of  Class  3  construction;  erected  in  1883; 
used  and  occupied:  1st  floor,  manufacturing  machining  parts, 
40  persons ;  mezzanine  employees’  dressing  room,  1  person ; 
that  this  building  is  equipped  with  a  one-source  sprinkler 
system  and  a  standpipe  and  that  no  Certificate  of  Occupancy 
has  been  issued ;  and 

Whereas,  the  applicant  states  that  building  known  as 
15-19  Ferry  street  is  5  stories  (53  ft.)  in  height,  approxi¬ 
mately  49  ft.  7  in.  by  53  ft.  in  area;  Class  3  construction; 
erected  prior  to  1894,  used  and  occupied :  Cellar,  vacant, 
1st  floor,  shipping,  5  persons;  2nd  floor,  manufacturing  elec¬ 
trical  apparatus,  30  persons ;  3rd  floor,  same,  35  persons ; 
4th  floor,  storage  of  electrical  parts,  2  persons ;  5th  floor, 
same ;  that  the  building  is  equipped  with  one  3  ft.  8  in. 
wood  stairway,  enclosed  in  wood  and  metal  partitions,  equip¬ 
ped  with  kalamein  and  glass  self-closing  doors  and  extend¬ 
ing  from  roof  bulkhead  directly  to  the  street;  that  it  is 
also  equipped  with  a  fire  escape  on  the  easterly  side,  which 
does  not  extend  to  the  roof  but  does  extend  to  street  by 
ladder ;  that  the  windows  and  doors  on  the  course  of  same 
are  not  self-closing ;  and 

Whereas,  Certificate  of  Occupancy  29974  issued  Septem¬ 
ber  16,  1943,  to  17-19  Ferry  street,  permits  the  use  of  the 
building  as  follows:  basement  to  remain  vacant;  1st  floor, 
shipping,  5  persons,  120  lbs.  liveload ;  2nd  floor,  light  manu¬ 
facturing,  50  persons  ;  3rd  floor,  manufacturing,  40  persons ; 
4thjfloor,  storage,  2  persons;  5th  floor,  same;  liveload  on 
the  2nd  to  5th  stories  inclusive,  100  lbs.  per  story;  and 
Whereas,  the  applicant  contends  that  the  plant  is  engaged 
in  the  manufacture  of  essential  war  equipment;  that  the 
Second  Service  Command  of  the  U.  S.  Army  has  recom¬ 
mended  the  installation  of  the  panic  bolts  in  question ;  that 
the  panic  bolts  installed  are  of  the  approved  type;  that  such 
panic  bolts  have  been  provided  to  protect  the  plant  from 
interruption  or  delay  in  production  and  to  _  prevent  un¬ 
authorized  persons  gaining  access  to  the  premises  ;  that  the 
doors  in  question  are  either  wood  or  kalamein  with  plate 
or  wire  glass  panels  and  therefore  should  not  present  an 
obstacle  to  the  Fire  Department  should  they  wish  to  enter 
while  the  panic  bolts  are  locked ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  the  recom¬ 
mendation  of  the  Plant  Security  branch  of  the  Second  Serv¬ 
ice  Command,  U.  S.  Army,  requiring  the  owner  to: 

“1.  Provide  the  approved  type  panic  bolts  on  the 
following : 

a.  On  one  door  leading  to  street  at  1-3  Jacob  street. 

b.  On  one  door  leading  to  street  at  5-7-9  Jacob  street. 

c.  On  one  door  leading  to  street  at  11-17  Jacob  street. 

d.  On  five  doors  leading  to  street  at  15-19  Ferry 
street  as  well  as  doors  leading  from  5th,  4th,  3rd  and 
2nd  floors  into  stairway  leading  to  door  to  street.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  the  orders  of  the  fire  commissioner,  acting 
on  Order  20449-LF,  affecting  1-3  Jacobs  street;  Order 
20336-LF,  affecting  5,  7  and  9  Jacobs  street;  Order  20335- 
LF,  affecting  15  to  17  Jacobs  street;  and  Order  20498-LF, 
affecting  15  to  19  Ferry  street,  and  that  the  appeal  be  and 

it  hereby  is  granted  to  permit  the  panic  bolts  on  one  exit 

door  leading  to  street  at  each  building,  as  indicated  on 
plans  marked  “Received  February  25,  1944,  and  to  permit 
in  the  building  at  15  to  19  Ferry  street,  a  panic  bolt  on 
the  door  leading  to  stairway  at  2nd,  4th  and  5th  floors, 
(excluding  third  floor)  but  otherwise  as  indicated  on  plans 
marked  “Received  March  7,  1944,”  on  condition  that  such 
panic  bolts  shall  be  of  an  approved  type;  that  no  panic 
bolts  shall  be  installed  on  doors  other  than  as  herein  per¬ 
mitted;  that  this  variance  shall  continue  only  during  the 
term  of  the  present  emergency;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 
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146-44-A 

APPLICANT — Max  Horn,  for  Nameoke  Realty  Com¬ 
pany,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 114-02  to  114-18  Ocean  prome¬ 
nade,  north  side,  from  Beach  114th  street  to  Beach 
115th  street  (Block  659,  Lot  30),  Rockaway  Park, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Horn,  Alex  Jutkuvitz  and 
Robert  E.  Lonen. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (146-44-A) 

Whereas,  Max  Horn,  for  Nameoke  Realty  Company, 
owner,  filed  March  7,  1944,  an  appeal  from  a  decision  of 
the  acting  borough  superintendent,  affecting  premises  114-02 
to  114-18  Ocean  promenade,  north  side,  from  Beach  114th 
street  to  115th  street  (Block  659,  Lot  30),  Rockaway  Park, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  24,  1944,  reconsideration  denied  March  1, 
1944,  on  Alt.  Applic.  176-44,  reads: 

“1.  Provide  Fire  Department  access  panels  50  ft. 
centers  as  per  sec.  8.8.7  of  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories 
(36  ft.)  in  height,  200  ft.  by  182  ft.  6  in.  in  area;  Class  1 
construction;  erected  about  1912;  located  in  a  residence  use, 
C  area,  district ;  used  and  occupied  as  follows :  Cellar,  pump 
room,  1  person;  1st  floor,  dressing  lockers,  office  and  stores, 
467  persons ;  2nd  floor  to  roof  inclusive,  dressing  lockers, 
467  persons  per  floor ;  and 

Whereas,  Violation  3006-43  was  issued  March  21,  1944, 
for  removing  the  steel  sash  on  the  westerly  side  of  the 
building  and  closing  openings  with  glass  blocks  without 
permit ;  and 

Whereas,  the  applicant  contends  that  the  building  fronts 
on  three  streets  and  is  used  only  during  the  summer;  that 
there  is  a  watchman  on  premises  night  and  day  during  the 
season,  when  the  building  is  in  use ;  that  application  filed 
with  the  Dept,  of  Housing  and  Buildings  was  to  replace 
the  steel  sash,  which  is  badly  rusted,  with  glass  block  panels 
and  openable  transoms  over  same ;  that  the  openings  with 
few  exceptions  at  stair  landings  are  5  ft.  2  in.  in  height 
and  range  from  3  to  about  20  ft.  in  width ;  that  the  glass 
block,  which  it  is  proposed  to  use,  is  Owens  Illinois  8  in. 
by  8  in.  block,  5  blocks  or  40  in.  high  with  wood  framing 
for  the  transoms ;  that  the  work  on  the  openings  on  the 
115th  street  frontage  has  all  been  completed;  that  in  view 
of  the  fact  the  work  on  the  Beach  115th  street  front  is 
completed  and  in  view  of  the  fact  the  change  required  to 
provide  fire  department  access  panels  in  the  windows  on 
this  front,  all  of  which  are  20  ft.  wide  except  the  one  at 
the  extreme  north  and  two  at  the  extreme  south,  it  would 
be  necessary  to  demolish  the  entire  window  to  make  the 
change,  would  involve  considerable  expense  and  detract 
from  the  uniformity  of  the  115th  street  front;  that  in  lieu 
of  access  panels  on  Beach  115th  street,  it  is  proposed  to 
remove  on  the  2nd  and  3rd  floors,  glass  brick  already  in¬ 
stalled  on  windows  marked  a  and  b,  4  ft.  10  in.  wide  at 
the  rear  wall  on  each  side  of  the  stairhall ;  that  it  is  also 
proposed  to  rebuild  a  20  ft.  opening,  marked  C,  on  the 
easterly  wall  and  the  window  marked  “D”,  3  ft.  4  in.  wide 
on  the  easterly  wall,  modify  Window  E,  which  is  7  ft.  6 
in.  wide  on  Beach  114th  street  and  modify  windows  F  and 
G,  each  6  ft.  wide  on  Ocean  promenade,  giving  a  total  of 
7  windows  on  each  of  2nd  and  3rd  floors ;  that  five  of 
these  windows  on  each  of  these  floors  are  located  near 


stairways  ;  that  since  all  the  windows  are  uniform  in  height, 
the  glass  block  area  throughout  was  made  5  blocks  or 
40  in.  in  height,  this  would  preclude  making  the  access 
panels  48  in.  high  as  required  by  the  Code,  without  ruining 
the  uniformity ;  that  it  is  therefore  requested,  the  Board 
grant  a  variance  of  the  requirements  of  the  Code,  to  per¬ 
mit  the  openings  on  the  2nd  and  3rd  floors  as  proposed ; 
that  the  height  of  sheet  of  flat  glass  for  access  panels  to 
be  40  in.  and  the  width  of  same  to  be  increased  from  the 
required  32  in.  to  4  ft.  10  in.  for  windows  A  and  B,  40  in. 
for  windows  C,  E,  F  and  G,  and  3  ft.  4  in.  for  window  D, 
as  indicated  on  plans  filed  with  this  appeal ;  that  the  flat 
glass  panel  is  to  be  set  in  steel  frames  in  window  units 
C,  E,  F  and  G,  and  the  full  opening  in  wood  frame  for 
windows  A,  B  and  D ;  and 

Whereas,  the  applicant  further  contends  that  the  owner 
was  under  the  impression  that  no  plans  were  required  for 
the  substitution  of  glass  block  for  the  defective  steel  win¬ 
dows  in  the  same  openings ;  that  upon  receipt  of  the  viola¬ 
tion,  the  architect  was  engaged  to  file  plans  for  the  change ; 
that  in  the  meantime  the  windows  on  Beach  115th  street 
frontage  were  completed,  as  well  as  some  of  the  others ; 
that  the  .openings  could  have  been  bricked  up  solid  with 
masonry  without  the  requirement  for  access  panels. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  176-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  objec¬ 
tion  1,  on  condition  that  the  access  panels  as  proposed,  shall 
be  installed  as  described  herein  and  as  indicated  on  plans 
filed  with  this  appeal,  marked  “Received  March  7,  1944” ; 
that  the  glass  block  shall  otherwise  be  in  accordance  with 
the  requirements  of  the  Building  Code  therefor  and  as 
approved  by  the  Board  for  use  in  New  York  City  in  the 
application  filed  by  the  Owens  Illinois  Glass  Company  under 
Cal.  No.  169-38-SM ;  that  the  occupancy  as  permitted  under 
Certificate  of  Occupancy  6687  shall  not  be  exceeded;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  other  than 
as  modified  by  the  Board  under  Cal.  645-40-A. 


158-44- A 

APPLICANT — General  Aircraft  Corporation,  lessee,  for 
Citizen’s  Development  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 34-16  70th  street,  west  side, 
140  ft.  south  of  34th  avenue  (Block  1256,  Lot  1), 
Jackson  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  Maynard. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  o 

THE  RESOLUTION  (158-44-A) 

Whereas,  General  Aircraft  Corporation,  lessee,  for 
Citizen’s  Development  Inc.,  owner,  filed  on  March  15,  1944, 
an  appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises  34-16  70th  street,  west  side,  140  ft.  south 
of  34th  avenue  (Block  1256,  Lot  1),  Jackson  Heights,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  8,  1944  on  Misc.  Applic.  836-44  reads : 

“1.  The  use  of  a  tent  for  the  storage  of  material  is 
contrary  to  Sect.  8.7.2.7.1  of  Building  Code.” 

and 

Whereas,  the  applicant  states  that  the  proposed  tent  will 
be  1  story  (22  ft.)  in  height,  60  ft.  by  100  ft.  in  area,  located 
in  an  unrestricted  use,  B  area  district  and  used  for  the 
storage  of  aircraft  assemblies  and  parts ;  and 


252 


MINUTES 


Whereas,  the  applicant  contends  that  it  is  proposed  to 
erect  a  heavy  canvas  rectangular  tent,  60  ft.  by  100  ft.  in 
area  with  an  8  ft.  side  wall  and  measuring  22  ft.  to  the 
peak;  that  the  tent  will  be  supported  by  two  large  center 
poles  and  12  quarter  poles  and  the  entire  structure  will  be 
further  supported  by  guy-ropes  at  8  ft.  intervals  around 
the  tent,  extended  from  the  eaves  to  stakes  driven  into  the 
ground;  that  the  tent  will  be  used  to  protect  aircraft  parts 
and  assemblies  from  tbe  weather ;  that  these  parts  will  be 
stored  temporarily  awaiting  shipment ;  that  no  inflammable 
mixtures,  paint  or  lacquers  will  be  stored ;  that  a  suitable 
number  of  Co-  extinguishers  will  be  provided  and  adequate 
aisle  space  will  be  maintained  to  allow  free  access  to  all 
areas ;  that  a  24  hour  watchman  service  will  be  maintained ; 
that  the  use  of  the  tent  as  proposed,  will  save  a  considerable 
amount  of  trucking,  with  its  consequent  consumption  of  oil, 
tires  and  gasoline,  since  at  the  present  time  the  tent  is  located 
in  Hempstead  and  due  to  the  shortage  of  manpower  and 
equipment,  it  is  becoming  difficult  to  obtain  adequate  truck¬ 
ing  ;  that  the  erection  of  the  proposed  tent  will  be  required 
only  for  the  duration  of  the  present  emergency. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Misc.  Applic.  836-44,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
to  permit  the  erection  of  a  tent  as  proposed  for  a  temporary 
term  coincident  with  the  present  emergency,  provided  such 
tent  is  maintained  as  proposed  and  that  no  other  structures 
or  combustible  materials  shall  be  stored  thereon;  that  the 
tent  shall  be  used  and  maintained  only  as  proposed  to  the 
satisfaction  of  the  fire  commissioner. 


65-37-A 

APPLICANT — Preferred  Oil  Company,  Inc.,  owner. 
SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Appeal  from  an  order  of  the 
fire  commissioner  re  Transportation  of  Fuel  Oil  in 
Tank  Truck  in  New  York  City. 
APPEARANCES— 

For  Applicant:  William  E.  Goodman. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (65-37-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  the  transportation  of  fuel  oil  in  a  tank 
truck  within  the  limits  of  the  City  of  New  York,  was 
granted  by  the  Board  on  March  30,  1937,  on  certain  condi¬ 
tions,  permit  extended  on  April  14,  1942,  and  applicant  re¬ 
quested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals^  does 
hereby  amend  its  resolution  adopted  on  March  30,  1937,  as 
amended  by  resolution  adopted  April  14,  1942,  only  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“.  .  .  and  in  no  event  beyond  two  years  from  the 
date  of  this  amended  resolution." 


218-42-A 

APPLICANT — Arnold  W.  Lederer,  for  Ridge  Bay  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — appeal  from  a  decision  of 
the  borough  superintendent. 

PREMISES  AFFECTED— 5114  Fourth  avenue,  west  side, 
75  ft.  2  in.  north  of  52nd  avenue  (Block  798,  Lot 
40),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (218-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  5114  Fourth  avenue,  west 
side,  75  ft.  2  in.  north  of  52nd  avenue  (Block  798,  Lot  40), 
Borough  of  Brooklyn  was  granted  by  the  Board  on  March 
24,  1942,  on  certain  conditions,  resolution  amended  on  March 
23,  1943  and  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  March  24,  1942,  as 
amended  by  resolution  adopted  March  23,  1943,  by  adding 
thereto : 

“that  such  proposed  floor  referred  to  as  a  partial 
mezzanine,  may  be  continued  through  the  entire  area  of 
the  building  as  indicated  on  revised  plans  marked  “Re¬ 
ceived  March  14,  1944”,  on  condition  that  in  all  other 
respects,  the  requirements  of  this  resolution  and  the 
resolution  adopted  by  the  Board  under  Cal.  No.  218-42-A 
shall  be  complied  with ;  that  corrected  plans  shall  be 
filed  with  the  Borough  Superintendent,  showing  the 
changed  conditions  as  constructed,  differing  from  the 
proposal  as  originally  submitted,  which  showed  a  floor 
opening  the  full  width  of  the  building  between  the  un¬ 
enclosed  stair  and  the  rear  wall.” 


902-42-S 

APPLICANT — William  O.  Staber  for  Acme  Fur  Dressing 
Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  re  Variation  of  the  labor  law  as  cited  in 
a  decision  of  the  acting  borough  superintendent. 
PREMISES  AFFECTED — 57-09  59th  street,  east  side,  25 
ft.  south  of  Maspeth  avenue  (Block  2692,  Lots  6  and 
9),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  O.  Staber. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 
Negative .  0 

THE  RESOLUTION  (902-42-S) 


Whereas,  this  application  from  a  decision  of  the  acting 
borough  superintendent,  affecting  premises  57-09  59th  street, 
east  side,  25  ft.  south  of  Maspeth  avenue  (Block  2692,  Lots 
6  and  9),  Maspeth,  Borough  of  Queens,  was  granted  by  the 
Board  on  January  12,  1943,  on  certain  conditions  and  the 
applicant  requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  12,  1943,  so  that 
as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
Labor  Law,  as  cited  in  a  decision  of  the  borough  super¬ 
intendent  on  Alt.  Applic.  2014-42,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted,  as  to  objections  1  and 
2,  dated  February  29,  1944,  on  condition  that  the  two 
stairways  shall  be  constructed  and  maintained  from 
street  to  roof,  as  indicated  on  revised  plans,  marked 
“Received  March  14,  1944” ;  that  the  existing  fire  escape 
shall  be  maintained,  but  need  not  be  carried  to  the  roof; 
that  such  portable  fire-fighting  appliances  shall  be  main- 
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tained  as  the  fire  commissioner  shall  direct ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto.” 


110-44- A 

APPLICANT — Printers  Lithographing  Co.,  Inc.,  lessee,  for 
The  Rectors,  Church  Wardens  and  Vestrymen  of 
Trinity  Church  in  the  City  of  New  York,  owner. 
SUBJECT— Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 470-484  Canal  street.  205-211 
Hudson  street,  southeast  corner,  111-113  Watts 
street  and  2-10%  Desbrosses  street  (10th  floor)  ; 
(Block  225,  Lots  8-26  inclusive),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Meyer  Glickstein. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (110-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  470-484  Canal  street,  205-211  Hud¬ 
son  street,  southeast  corner,  111-113  Watts  street  and  2-10)4 
Desbrosses  street  (10th  floor);  (Block  225,  Lots  8-26  in¬ 
clusive),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  February  23,  1944,  on  certain  conditions  and  the  applicant 
requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  February  23,  1944,  so  that  the 
statement  by  the  applicant  in  the  preamble  to  the  resolution 
shall  omit  the  words  “interior  fire  alarm  system”,  in  view  of 
the  statement  by  the  Fire  Department  and  by  the  applicant 
that  upon  further  investigation  no  interior  fire  alarm  system 
was  found  to  be  installed  in  the  building. 


MATERIALS  SUBMITTED  FOR  APPROVAL 

132-39-SM 

APPLICANT — Pittsburgh  Steel  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Steeltex  Type  “A”  for 
Plaster — Approval  of. 

APPEARANCES— 

For  Applicant:  Charles  A.  Lutz. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  • 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative  .  0 

THE  RESOLUTION  (132-39-SM) 

Whereas,  Johns-Manville  Sales  Corporation,  for  Pitts¬ 
burgh  Steel  Company,  owner,  filed  February  2,  1939,  an 
application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  Steeltex,  Type  “A”,  as 
a  plaster  base ;  and 

Whereas,  this  material  was  approved  by  the  Board  June 
7,  1939  and  the  resolution  amended  October  3,  1939  and 
September  23,  1941 ;  and 

Whereas,  the  owner  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  3,  1939,  as 


amended  by  resolution  adopted  by  the  Board  September  23, 
1941.  by  adding  thereto: 

“that  after  the  date  of  amendment  adopted  this  day, 
the  applicant  shall  be  recorded  as  the  Pittsburgh  Steel 
Company,  superseding  the  Johns  Manville  Sales  Corpo¬ 
ration,  and  the  approval  as  rendered  June  7,  1939,  as 
amended  September  23,  1941,  shall  read  to  the  Pittsburgh 
Steel  Company  as  owner.” 


40-43-SM 

APPLICANT — Albi  Chemical  Corporation,  owner. 
SUBJECT— Albi-Firepel  “S”,  approval  of. 
APPEARANCES— 

For  Applicant :  Thomas  Hull  Prendergast. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (40-43-SM) 

Whereas,  the  Albi  Chemical  Corporation,  owner,  filed  on 
January  22,  1943,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Albi- 
Firepel  “S” ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  40-43-SM 

Subject — Albi  Firepel  “S” — approval  of 

The  Albi  Firepel  Corporation  of  New  York  filed  an 
application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  Albi  Firepel  “S”  (for  the  surface  treatment 
of  wood)  under  the  provision  of  C26-178.0b  and  09- 
161.1  of  the  Administrative  Code. 

DESCRIPTION 

Albi  Firepel  “S”  is  a  liquid  coating  material  for  appli¬ 
cation  on  interior  building  surfaces  of  combustible  ma¬ 
terial  to  which  it  will  bond  so  as  to  prevent  the  ready 
ignition  of  the  surface  in  the  event  of  a  fire.  The  coating 
material  as  manufactured  can  be  thinned  with  water  at 
room  temperatures,  and  is  applied  by  either  brush  or 
spray  in  the  proportion  of  four  parts  of  material  to  not 
to  exceed  one  part  of  water  by  volume.  The  material 
is  a  viscous  liquid  of  a  white  or  ivory  color  weighing 
approximately  12%  pounds  per  gallon.  It  is  composed 
of  a  mixture  of  sodium  silicate,  titanium  dioxide  and 
mica  with  oil  as  a  vehicle,  the  diluted  mixture  having 
a  pH  value  of  not  less  than  8.5. 

TESTS 

A  series  of  parallel  tests  were  made  of  the  material  for 
the  purpose  of  obtaining  an  actual  visual  demonstration 
of  how  the  material  reacts  under  exposure  to  fire,  and  to 
evaluate  the  protection  it  gives  to  wood  surfaces  under 
fire  conditions.  Tests  were  conducted  at  the  Factory 
Mutual  Laboratories  at  Norwood,  Mass.,  May  26th  and 
June  11th,  1943,  in  the  presence  of  the  Committee  on 
Tests  of  the  Board,  the  Commissioner  of  Buildings, 
Boston,  Mass.,  and  the  representatives  of  the  Manufac¬ 
turer. 

The  structures  used  were  designed  to  simulate  por¬ 
tions  of  an  attic  and  were  constructed  with  2  in.  x  4  in. 
studs  covered  with  %  in.  x  8  in.  T  &  G  pine  sheathing 
with  a  4  ft.  x  4  ft.  floor  panel  and  a  4  ft.  x  6  ft.  roof  panel 
set  at  45  deg.  to  the  floor  with  two  sides  closed  in. 
There  was  one  untreated  structure  and  one  treated 
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structure  for  each  parallel  test.  In  each  structure  was 
placed  one  or  two  pans  of  an  inflammable  mixture. 

The  details  and  results  of  this  parallel  test  were  as 
follows : 

Test  No.  1. 

One  untreated  structure  and  one  treated  structure 
treated  with  2  coats  of  4-1  Albi-Firepel  “S”.  The  pan 
in  the  center  of  the  floor  panel  of  each  structure  con- 
•  tained  2  lbs.  of  a  mixture  of  gasoline  and  No.  4  fuel 
oil  in  the  percentage  25  parts  gasoline  and  75  parts 
fuel  oil. 

Test  No.  2. 

One  untreated  and  one  treated  structure  treated  with 
2  coats  of  4-1  Albi-Firepel  “S”— 2  pans— one  on  each 
side  of  floor  panel  each  containing  2  lbs.  of  a  mixture 
of  gasoline  and  fuel  oil  in  the  percentage  of  25  parts 
gasoline  and  75  parts  fuel  oil. 

Test  No.  3. 

One  untreated  and  one  treated  structure  with  one  coat 
of  undiluted  Albi-Firepel  “S”  and  1  pan  in  center  of 
the  floor  panel  containing  3  pounds  of  a  mixture  of 
gasoline  and  fuel  oil  in  the  percentage  of  25  parts 
gasoline  and  75  parts  fuel  oil. 

Test  No.  4. 

One  untreated  and  one  treated  structure  with  two 
coats  undiluted  Albi-Firepel  “S”  and  2  pans  each  con¬ 
taining  3  pounds  of  a  mixture  of  gasoline^and  fuel  oil 
in  the  percentage  of  25  parts  gasoline  to  75  parts  fuel 
oil. 

RESULTS 

The  fuel  in  the  pans  lasted  from  8  to  10  minutes  and 
the  result  of  these  parallel  tests  indicated  that  while 
the  untreated  structures  burned  vigorously  and  were 
completely  consumed  in  approximately  two  hours  the 
treated  structures  were  only  slightly  damaged  and  the 
fires  were  out  in  two  hours.  Weather  conditions  were 
such  that  the  test  was  not  fully  conclusive,  there  being 
a  slight  drizzle  of  rain  throughout  the  test.  However, 
the  measure  of  difference  between  the  treated  and  un¬ 
treated  structures  indicated  that  the  ignition  of  the 
treated  structures  were  considerably  delayed. 

Further  parallel  tests  were  conducted  on  May  26, 
May  27,  and  June  11,  1943,  on  an  untreated  and  two 
treated  tunnel-like  structures  simulating  mill  type  con¬ 
struction.  Parallel  tunnels  6  ft.  high,  6  ft.  deep  and  30 
ft.  long  were  erected  in  a  large  brick  building.  These 
structures  were  erected  of  2  in.  x  4  in.  studs,  covered 
with  %  in.  x  8  in.  T  &  G  sheathing,  with  a  flat  roof 
supported  on  2  in.  x  8  in.  beams  over  a  4  in.  x  4  in. 
girder  resting  on  4  in.  x  4  in.  posts  at  ends  and  middle 
of  structure,  all  sheathing  horizontal  except  batten  doors 
which  had  vertical  sheathing.  A  flue  of  the  same  sheath¬ 
ing  lined  with  (4  in.  plaster  boards  was  erected  at  end 
of  structure  leading  up  and  out  a  window  at  front  of 
brick  buildings.  All  material  used  was  new  lumber. 

Four  ceiling  thermocouples  and  three  side  wall 
thermocouples  placed  in  the  same  locations  in  each 
structure  recorded  temperatures.  Exposure  Fire :  The 
exposure  consisted  of  a  mixture  of  gasoline  and  No.  2 
fuel  oil  (25%  and  75%  respectively).  This  mixture  of 
flammable  liquid  was  burned  in  a  steel  pan  2  ft.  4  in. 
square  providing  a  liquid  surface  area  of  about  5  sq. 
ft.  Flames  from  the  burning  liquid  extended  3.  ft  6 
in.  downstream  from  the  center  of  the  pan.  The  ex¬ 
posure  fire  was  snuffed  out  at  a  predetermined  time 
( 10  minutes  45  seconds  each  test)  by  dropping  a  hinged 
cover  over  the  top  of  the  pan.  The  vaporized  gases  escap¬ 
ing  through  the  crack  between  the  cover  and  the  top  edge 
of  the  pan  were  permitted  to  burn  and  preheat  the  cool 
air  which  was  being  drawn  into  the  structure  under 


the  existing  draft  condtions,  thus  offsetting  the  effect 
of  a  large  quantity  of  cold  air  rushing  into  the  struc¬ 
ture  and  lowering  the  temperature  quickly  after  the 
exposure  fire  was  extinguished. 

Draft :  Sufficient  air  for  combustion  of  the  flammable 
liquid  and  air  for  combustion  of  the  wood  was  permitted 
to  enter  the  structure  through  a  generous  draft  open¬ 
ing  at  the  fuel  pan  end.  Products  of  combustion  escaped 
through  a  flue  at  the  opposite  end  of  the  structure  from 
the  exposing  fire. 

DESCRIPTION  OF  TEST  STRUCTURES 

1.  Untreated  Structure:  This  structure  was  erected 
in  the  same  manner  as  structure  No.  2 — the  treated 
structure.  It  was  even  more  susceptible  to  heat  loss  as 
there  was  no  protection  at  all  on  the  tongue  and  grooves 
and  of  course  no  battening  of  joints  and  cracks. 

2.  Treated  Structure:  This  structure  was  erected  in 
sections,  that  is  the  two  roof  and  two  side  panels  were 
prefabricated  and  sprayed,  on  the  exposure  side,  with 
one  coat  of  Albi-Firepel  “S”,  before  they  were  put 
in  place.  After  erection,  the  structure  was  given  a 
second  coat  of  Albi-Firepel  “S”  on  the  inside.  While 
the  structure  was  relatively  tight  it  in  no  way  approxi¬ 
mated  the  special  treated  structure  as  no  attempt  was 
made  to  seal  the  butt  joints  and  there  were  numerous 
check  cracks  in  the  boards. 

3.  Special  Treated:  Each  board  and  piece  of  timber 
going  into  the  test  structure  was  coated  with  Albi-Fire¬ 
pel  “S”  before  it  was  put  in  place.  All  grooves  of  the 
tongued  and  grooved  boards  were  filled  with  Albi- 
Firepel  “S”  before  the  tongues  were  driven  home. 
After  the  structure  was  completed  an  examination  was 
made  and  all  openings  at  joints  were  caulked  with 
Albi-Firepel  “S”  concentrated,  and  then  battened  over. 
Following  the  caulking  and  battening  the  entire  struc¬ 
ture  inside  and  out  was  given  an  additional  coat  of 
Albi-Firepel  “S”. 


RESULTS  OF  FIRE  EXPOSURE  TESTS 


Structure 

Structure 

Treated 

Elapsed 

Structure 

T  reated  on 

Inside  and 

Time 

Untreated 

Inside 

Outside 

Minutes 

0.0  Start  of  fire  in  pan  of  oil  and  gasoline. 

2.00  Tongues  of 

flame  from 
peepholes. 
Heavy  smoke 
from  c  h  i  m- 
ney. 

2.15  Flames  outside. 

Brick  Test  House 
from  chimney  open¬ 
ing. 

2.17  Fire  broke  through 
sheathing  at  point 
up  from  and  near 
fuel  pan. 

3.03  Heavy  smoke  Smell  of 

and  flames  burningwood 
throughpeep-  in  Brick  Test 
holes  in  sides.  House. 

3.26  Flames  out 

of  knothole 
in  door. 
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Structure 

Structure 

Treated 

Elapsed 

»  Structure 

T  reated  on 

Inside  and 

Time 

Untreated 

Inside 

Outside 

Minutes 


5.15  Flames  out¬ 

side  Brick 
Test  House 
from  chim¬ 
ney  opening. 

5.35  Flames  appeared 
outside  structure 
between  top  and 
sidewall  sheathing. 

6.00  Fire  burning  vigor- 
ously.  Flames 
breaking  through 
joints  between  10th 
and  11th  courses  of 
sheathing  about  18 
ft.  from  flue. 

7.00  Blistering  of 

outside  coat¬ 
ing  near  fuel 
pan  end  of 
structure. 

8.00  Brisk  fire.  Flames 
breaking  through 
other  joints  rapid¬ 
ly.  Vertical  sheath¬ 
ing  of  batten  door 
burning. 

9.00  Persistent 

flaming  thru 
cracks. 


Structure 
Structure  Treated 


Elapsed 

Structure 

T  reated  on 

Inside  and 

Time 

Untreated 

Inside 

Outside 

Minutes 

30.00 

Burning  briskly. 

Structure 

Chimney 

Practically 

con- 

nearly  con- 

burning. 

sumed. 

sumed  due  to 

Glow  thru 

exterior  fire. 

joints  of  side 
sheathing. 

31.00 

Flames  and 
glow  inside 
structure  at 
flue  end.  Rate 
of  combus¬ 
tion  inside 

increasing. 

37.00 

Door  burned 
away. 

39.35 

Ceiling  joists 

cal- 

lapsed  over 
pan. 

fuel 

40.00 

No  further 

data 

Two  interior 

possible. 

single  joists 

at  Thermo¬ 
couple  No.  3 
collapsed. 


41.00  Fire  extinguished. 

43.00  Fire  extin-  Fire  extin¬ 

guished.  guished. 

Hose  steam  used  as  no  further  data  could  be  ob¬ 
tained. 

NOTES 


10.00  Flames  on 

outside  start¬ 
ed  by  fire 
coming  thru 
knothole  and 
igniting  door 
and  roof  on 
outside. 

10.45  Fire  in  pan 

extinguished. 

12.10  Structure  complete-  Flames  died  Glow  thru 

ly  on  fire.  Burning  down.  At  joints  in  side 

briskly  throughout  Thermocou-  sheathing 
structure.  pie  No.  4.  near  middle. 

Outside  roof 
burning  vig¬ 
orously. 

17.00  Structure  beginning  Lazy  flaming 

to  disintegrate.  at  flue  end. 

Very  active 
glow  inside. 

20.00  Flame  out  at 

fuel  pan  end. 

25.00  Door  fell  out. 

28.00  Door  fell  out.  Flame  about 

2  in.  long 
appeared  at 
weak  joint  in 
roof  panel  on 
outside  of 
structure  at 
midpoint. 


1.  Untreated  Structure:  Analysis  of  borings  from 
the  joists  and  top  sheathing,  taken  before  the  test,  indi¬ 
cated  that  the  lumber  contained  13%  moisture.  An  ex¬ 
amination  of  the  burned  material  disclosed  that  the  4  in. 
x  4  in.  posts  (actual  3)4  in.  x  3)4  in.)  were  consumed, 
leaving  a  wood  core  1/4  in.  in  diameter.  The  2  in.  x 
4  in.  studs  were  entirely  consumed  at  the  hottest  point 
and  the  burning  varied  to  the  thermocouple  at  point 
No.  4  where  the  charring  was  %  in.  deep.  If  the  fire 
was  permitted  to  continue,  combustion  would  have  been 
complete  leaving  no  unburned  material.  The  2  in.  x  8  in. 
beams  were  partly  consumed  leaving  a  core  1)4  in.  x 
24  in.  of  sound  wood.  The  24  in-  sheathing  varied  from 
complete  combustion  at  thermocouple  No.  2  to  a  char 
of  3/16  in.  deep  at  thermocouple  No.  4. 

2.  Structure  treated  inside :  Analysis  of  borings  from 
the  joists  and  the  top  sheathing,  taken  before  the  test, 
indicated  that  the  lumber  contained  11%  of  moisture. 
An  examination  of  the  burned  material  disclosed  that 
of  the  4  in.  x  4  in.  posts  (actually  3)4  in.  x  3)4  in.) 
there  remained  3  3/16  in.  x  2)4  in.  sound  wood,  of  the 
2  in.  x  8  in.  beams,  1  7/16  in.  x  7%  in.  sound  wood,  of 
the  2x4  studs,  1)4  in.  x  3)4  in.  sound  wood  and  of  the 
24  in.  siding  a  scant  )4  in.  sound  wood  remained.  Fur¬ 
ther  consumption  of  the  wood  would  be  had  were  the 
fire  continued. 

3.  Structure  treated  inside  and  outside.  At  the  time 
water  was  applied,  there  was  no  flaming  outside.  The 
roof  sheathing  was  noticeably  deflected  at  the  fire  end 
indicating  that  the  area  of  the  joists  had  been  seriously 
reduced.  Analysis  of  borings  from  the  joists  and  top 
sheathing  taken  before  the  test  indicated  that  the  lumber 
contained  11%  moisture.  Hose  applied  immediately  after 
test,  but  structure  was  still  standing  and  offered  con¬ 
siderable  resistance  against  collapsing. 

Further  exploratory  tests  of  “Albi-Firepel  S”  were 
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made  at  the  Underwriters’  Laboratories,  Retardant  Re¬ 
port  2791,  dated  March  8,  1943,  as  follows: 

PLAN  OF  INVESTIGATION 

The  purposes  of  the  investigation  were  to  ascertain 
the  extent  to  which  the  coating  material,  when  applied 
as  described  below,  is  successful  in  decreasing  the  com¬ 
bustibility  of  lumber.  With  this  object  in  view,  it  was 
planned  to  determine  by  examination  and  fire  tests,  the 
parallel  performance  of  coated  and  uncoated  red  oak 
and  white  pine  surfaces  when  subjected  to  fire  under 
test  conditions  which  are  favorable  ,  to  ignition  and  to 
observe  if  the  coating  material  is  capable  of  reducing 
spread  of  fire,  contribution  of  fuel  and  development  of 
smoke. 

The  investigation  was  also  to  afford  opportunity  to 
observe  the  general  appearance  and  workability  of  the 
coating  material  when  applied  to  wood  surfaces,  the 
tendency  to  corrode  nails  and  screws,  hygroscopic  prop¬ 
erties  and  the  nature  of  smoke  and  fumes  emitted  under 
fire  exposure. 

Preparation  of  Test  Samples: 

DESCRIPTION  OF  SAMPLES 

The  surfaces  to  which  Albi  Firepel-S  was  to  be  ap¬ 
plied  for  fire  test  purposes  consisted  of  tongue  and 
grooved  Red  Oak  and  White  Pine  lumber,  smooth  and 
planed  on  the  face  to  be  exposed  to  fire.  The  surfaces 
prepared  were  intended  to  be  representative  of  finished 
surfaces  on  interior  building  structures  and  were  con¬ 
ditioned  to  approximately  10  per  cent  moisture  content 
before  application  of  Albi  Firepel-S.  Eight  sample  sur¬ 
faces  were  prepared  for  the  fire  hazard  classification 
tests.  Each  sample  consists  of  two  sections,  12  ft.  4J4 
in.  long  by  20  in.  wide  and  12  ft.  6)4  in.  long  and  20  in. 
wide  forming,  when  assembled,  a  test  surface  24  ft. 
11  in.  long  and  20  in.  wide. 

Four  sample  surfaces  34  in.  by  34  in.  were  prepared 
for  fire  tests  conducted  as  prescribed  in  Fed.  Spec. 
SS-A-118.  Samples  40  in.  long,  ^  in.  wide  and  L6  in¬ 
thick  were  cut  from  each  of  the  oak  and  pine  and  pre¬ 
pared  for  the  Fire  Tube  Test. 

METHOD 

The  Albi  Firepel-S  was  applied  in  two  brush  coats 
with  approximately  24  hr.  drying  period  between  coats. 
Two  series  of  samples  were  prepared,  one  series,  re¬ 
ferred  to  hereafter  as  “9-1”,  was  coated  with  the  Albi 
Firepel-S  diluted  with  water  in  a  proportion  of  nine 
parts  Albi  Firepel-S  to  one  part  of  water  and  the  other 
series  “4-1”^  consisting  of  four  parts  of  Albi  Firepel-S 
to  one  part*  of  water  by  volume.  After  the  coatings 
were  applied  and  hardened,  the  samples  were  again  con¬ 
ditioned  to  approximately  10  per  cent,  moisture  content. 

RESULTS 

The  Albi  Firepel-S  applied  with  an  ordinary  paint 
brush  was  noted  to  react  somewhat  as  paint,  namely, 
when  more  thinner  (water)  was  added  the  “stiffness” 
decreased  which  also  varied  with  the  temperature  dur¬ 
ing  application,  becoming  more  fluid  and  easier  to  apply 
in  warmer  temperature.  The  coating  hardened  suffi¬ 
ciently  in  about  1  hr.  for  ready  handling  and  appeared 
to  form  a  continuous  covering  overall  irregularities  of 
the  surface  and  small  cracks  between  the  boards.  No 
development  of  shrinkage  or  cracks  were  noted  during  the 
drying  and  handling  of  the  samples  used  in  fire  tests. 

Samples  of  coated  surfaces  were  also  subjected  for 
26  days  to  temperature  changes  ranging  from  20  to  105 
F.  and,  as  a  result  of  this  exposure,  no  flaking  or  crack¬ 
ing  of  the  coating  was  noted  although  cracks  ranging 
from  hairlines  to  1/32  in.  were  noted  at  joints  between 
the  boards  forming  the  sample.  This  same  sample  was 
washed  lightly  with  cold  water  and  no  detrimental  effect 


was  noted,  but  the  coating  is  removable  by  washing 
with  hot  water  or  repeated  washing  with  cold  water. 

The  Albi  Firepel-S  coating  which  was  formed  by  the 
two  applications  appears  to  have  amalgamated  into  one 
thickness  of  approximately  0.0095  in.  for  “9-1”  and 
0.0085  in.  for  “4-1”  samples.  These  thicknesses  were 
determined  by  actual  measurement  from  samples  sub¬ 
jected  to  fire  tests. 

From  data  recorded  during  application  of  approxi¬ 
mately  140.5  sq.  ft.  of  coating,  it  was  noted  that  ap¬ 
proximately  1  gal.  per  100  sq.  ft.  was  used  for  the  two 
coats  of  “9-1”  application  and  0.75  gal.  per  100  sq.  ft. 
for  the  “4-1”  application. 

Fire  Tests : 

These  tests  were  conducted  to  develop  information 
bearing  on  the  respective  tendencies  of  the  two  types 
of  wood  coated  with  two  concentrations  of  Albi  Firepei-S 
to  contribute  fuel  to  an  attacking  fire  and  to  discourage 
its  spread,  also  to  record  the  density  and  kind  of  smoke 
developed. 

The  Fire  Hazard  Classification  tests  are  intended  to 
develop  a  per  cent  classification  showing  the  effect  of 
fire  exposure  on  lumber  coated  with  Albi  Firepel-S  as 
compared  with  the  performance  of  a  combustible  ma¬ 
terial  (Red  Oak)  considered  as  100  per  cent  and  non¬ 
combustible  material  (asbestos  cement)  considered  as 
0  per  cent. 

Fire  Hazard  Classification  Test: 

DESCRIPTION  OF  SAMPLE 

The  samples  previously  described  were  subjected  to 
the  fire  test  after  they  had  been  seasoned  from  one  to 
two  weeks  to  approximately  10  per  cent,  moisture  con¬ 
tent. 

METHOD 

The  equipment  was  employed  for  fire  tests  to  de¬ 
termine  the  extent  to  which  the  Albi  Firepel-S  coatings 
applied  to  Red  Oak  and  White  Pine  retarded  the  spread 
of  fire  and  contribution  of  fuel  to  the  exposing  fire; 
also  to  observe  the  character  of  smoke  developed. 

The  coated  surface  of  the  samples  (25  ft.  long  by 
20  in.  wide)  was  exposed  to  the  standardized  fire  test 
conditions  and  observations  were  made  throughout  the 
test  covering  the  distribution  and  general  character  of 
the  fire,  area  covered  and  progress  of  the  flame,  the 
temperatures  in  the  test  chamber,  and  the  density  of 
the  smoke  released.  Also,  samples  of  fumes  developed 
during  the  fire  exposure  were  taken. 

RESULTS 

Spread  of  Fire — The  spreading  of  flame  on  the  un¬ 
coated  wood  surface  commenced  with  little  delay  after 
application  of  the  gas  fire,  gradually  and  progressively 
extending  along  the  entire  length  of  the  sample  and 
filling  the  test  chamber  with  luminous  fire.  The  sample 
coated  with  Albi  Firepel-S  did  not  encourage  the  spread 
of  fire  to  the  extent  noted  on  the  uncoated  surface. 
Immediately  after  the  application  of  the  gas  fire,  the 
coated  surface  blistered.  The  formation  of  the  blisters 
increased  as  the  test  progressed,  first  in  number  and 
then  in  size.  In  the  area  nearest  the  gas  fire,  some  of 
the  blisters  were  approximately  from  16  to  17  in.  long, 
314  to  8  in.  wide,  and  V2  to  \l/2  in.  high.  These  large 
blisters  cracked  and  released  gases  which  ignited  inter¬ 
mittently  while  the  blisters  at  a  distance  L «  m  1  e  gas 
fire  were  generally  smaller  and  did  not  appear  to  crack, 
a  light-colored  gas  or  vapor  appeared  to  be  ve'e-s  d  in 
the  area  to  which  the  flames  did  not  spread,  and  these 
gases  did  not  ignite.  After  the  gas  fire  was  extinguished, 
the  samples  of  the  uncoated  lumber  continued  to  flame 
for  more  than  2  min.,  after  which  time  the  samples  were 
removed  from  the  furnace.  On  the  coated  samples,  the 
flames  from  the  samples  receded  more  rapidly  and  in 
2  mins.,  the  flames  were  all  out. 
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TEST  CONDUCTED  IN  ACCORDANCE  WITH 
FEDERAL  SPECIFICATIONS  SS-A-118 

The  test  sample  backed  with  an  incombustible  ma¬ 
terial  was  placed  in  a  horizontal  position  with  the  sur¬ 
face  to  be  exposed  to  the  fire  facing  downward.  It  was 
supported  on  the  fiat  surface  of  2  by  2  by  %  in.  steel 
angles  framed,  forming  a  clear  opening  of  30  by  30 
directed  against  the  center  of  the  lower  surface  of  the 
specimen,  and  was  confined  to  an  8  in.  circle  throughout 
the  test  period.  The  top  of  the  burner  tube  was  28)4 
in.  below  the  specimen.  Temperature  indicates  were 
obtained  with  a  chromelalumel  thermocouple  made  of 
No.  8  (B  &  S  gauge)  wire  placed  in  a  3  in.  horizontal 
coil  1  in.  below  the  center  of  the  specimen.  The  wire  was 
bare  for  a  distance  of  2  in.  from  the  junction.  Tempera- 


ture  readings  were  taken 

2  min. 

at  intervals  not 

exceeding 

Temperatures : 

Temperatures  during  test 

were  controlled 

in  accord- 

ance  with  the  “Standard”  curve.  The  recorded  tempera¬ 
tures  were  as  follows : 

Recorded  Temperatures 
on  Sample  Degrees 

Elapsed 

Fahrenheit 

Time  in  Minutes 

Actual 

Columbia 

0 

70 

70 

2 

400 

780 

4 

780 

1215 

6 

1100 

1320 

8 

1235 

1415 

10 

1300 

1460 

12 

1340 

1500 

14 

1380 

1535 

16 

1410 

1555 

18 

1435 

1505 

20 

1460 

1610 

30 

— 

1700 

40 

— 

1700 

*  Columbia  20  minute  Time  Curve  figures  used  in  the  test  to 
determine  combustibility  included  to  establish  a  basis  for  comparison. 

For  combustible  and  fire  retardant  materials,  the  test 
duration  shall  be  40  min.  and  the  flame  shall  be  regulated 
to  give  temperature  indications  according  to  the  “Colum¬ 
bia”  curve.  The  flame  shall  touch  the  specimens  during 
the  entire  test  period  except  during  the  first  5  min. 

For  slow-burning  and  combustible  materials,  the  test 
duration  shall  be  20  min.,  and  the  flame  shall  be  regu¬ 
lated  to  give  temperature  indications  according  to  the 
“Standard”  curve.  The  flames  shall  touch  the  specimens 
except  during  the  first  7  min. 

Classification  of  Underwriters’  Laboratory : 

Incombustible — No  flames  shall  issue  from  sample 
during  or  after  flame  application.  Glow  shall  not  pro¬ 
gress  beyond  the  fire  exposed  area. 

Fire  Retardant — No  sustained  flaming  shall  issue  from 
the  sample  during  or  after  flame  application.  Any 
flames  which  occur  shall  be  limited  to  intermittent  short 
flames  from  the  area'  directly  exposed  to  the  test  flame. 
No  flame  from  the  specimen  shall  reach  the  frame  at 
any  point.  No  flaming  shall  occur  more  than  2  min. 
after  test  flame  has  been  discontinued. 

Slow  Burning — No  flame  from  the  specimen  shall 
reach  the  frame  at  any  point  during  and  after  the  flame 
application  and  all  flaming  shall  cease  within  5  min. 
after  the  test  flame  is  discontinued. 

Combustible — -Material  not  conforming  with  any  of 
the  above  requirements,  shall  be  regarded  as  combustible. 

TEST  RESULTS 
Description  of  Samples : 

Four  sample  surfaces  consisting  of  tongue  and  grooved 
Red  Oak  and  White  Pine  lumber,  34  by  34  in.  square. 


were  prepared  for  fire  tests.  The  Albi  Firepel-S  was 
applied  to  the  surfaces  in  a  similar  manner  as  described 
in  the  accompanying  report. 

RESULTS 

The  results  of  exposure  to  flame  and  observations 
made  during  the  tests  were  as  follows : 

TEST  No.  1 

Red  Oak — Decks  covered  with  “4-1”  Albi  Firepel-S. 
Time 

Min.  Sec. 

2  15  Blisters  appearing  in  8-in.  circle. 

3  45  Blisters  increasing  in  size  and  number. 

6  0  Surface  discoloring.  Blisters  in  area  ap¬ 

proximately  20  in.  in  diameter. 

8  0  Large  blister  approximately  1  in.  deep 

developing  in  center,  almost  touches 
thermocouples. 

8  50  Small  jet  of  flame  from  blister  in  center, 

small  flames  increasing  in  number  from 
small  holes  in  large  blister. 

10  50  One  fairly  large  flame  from  blister  in 

center,  all  other  small  flames  out.  En¬ 
tire  surface  of  sample  covered  with 
blisters. 

12  50  Small  flame  from  blister  near  front  outer 

edge  of  8-in.  circle ;  several  other  flames 
developing  in  other  blisters. 

17  30  Flaming  in  joint  between  boards  on  left 

side  of  circle;  area  in  center  whitening. 
20  0  Surface  flaming  ceased  with  removal  of 

test  flame.  Voluminous  smoking  for  30 
sec.  decreasing  rapidly  thereafter. 

The  entire  surface  was  covered  with  a  mass  of  small 
blisters  and  several  fairly  large  blisters.  Blisters  varied 
in  size  from  \l/2  by  \l/2  by  y2  in.  deep  to  approximately 
%  in-  in  diameter  and  l/s  in.  deep.  Area  approximately 
10  in.  in  diameter  directly  exposed  to  test  flame  severely 
charred  and  checked,  having  a  maximum  depth  of  Y\  in. 
surface  charring  extended  out  to  approximately  a  16-in. 
diameter  circular  area.  In  the  unaffected  areas,  the 
blisters  apparently  consisted  of  the  material  comprising 
the  second  coat,  as  a  similar  white  covering  still  existed 
beneath  the  formed  blister.  On  the  basis  of  results  ob¬ 
tained,  the  “slow-burning”  classification  is  indicated. 

TEST  No.  2 

Red  Oak  deck  covered  with  “9-1”  Albi  Firepel-S. 
Time 

Min.  Sec. 

2  15  Surfaces  began  blistering. 

3  0  Entire  8-in.  circle  blistered. 

3  15  Blistering  extending  outward. 

4  0  Blisters  in  center  discoloring. 

7  15  Flaming  in  crack  formed  between  board 

joint. 

8  0  Flames  spurting  out  of  pin-hole,  burning 

along  crack  to  edge  of  8-in.  circle. 

9  0  Flaming  in  crack  between  board  joints 

spreading  further. 

12  0  Flaming  in  crack  extending  halfway  to 

angle  frame.  Blisters  over  entire  sur¬ 
face. 

14  0  Flaming  continued  in  cracks. 

15  30  Flaming  and  glow  developing  in  cracks 

which  have  opened  up. 

19  45  Flames  in  crack  extend  almost  to  rear 

angle  frame  and  touch  front  angle 
frame. 

20  0  Test  flame  removed.  Surface  flaming  con¬ 

tinued  for  3  min.,  45  sec. 
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The  entire  surface  of  the  sample  was  covered  with  a 
mass  of  blisters  varying  from  numerous  small  ^-in. 
diameter,  Ms-in.  deep  blisters  to  several  fairly  large  ones 
2  in.  long,  1  in.  wide,  in.  deep.  The  joint  between 
boards  in  center  of  sample  was  open  l/z  in.  in  center 
8-in.  circle  narrowing  down  progressively  outward.  This 
condition  probably  exposed  the  uncoated  surface  of  the 
wood  and  permitted  free  flame  travel.  The  center  of 
the  sample  was  consumed  in  an  area  of  approximately 
7  in.  diameter  and  the  charring  extended  out  to  an  area 
of  about  23  in.  diameter.  The  blisters  in  the  unaffected 
area  apparently  consisted  of  the  material  comprising  the 
second  coat  as  a  similar  white  covering  was  observed 
still  adhering  to  the  wood  surfaces.  On  the  basis  of 
the  results  obtained,  the  “combustible”  classification  is 
indicated.  It  should  be  noted  that  the  spread  of  flaming 
was  due  to  uncoated  wood  in  the  cracks  between  boards 
rather  than  the  coated  surface. 

TEST  No.  3 

White  Pine  deck  coated  with  “4-1”  Albi  Firepel-S. 

Time 


Min. 

Sec. 

1 

50 

Blisters  forming. 

2 

15 

Blisters  extend  beyond  8-in.  circle. 

4 

30 

Large  blisters  discoloring. 

9 

30 

Small  gas  flame  from  pin-hole  in  blister. 
Flashes  of  flames  developing. 

10 

0 

Flaming  from  four  pin-holes — one  of 
which  was  outside  of  8-in.  circle. 

11 

30 

Fairly  large  flame  from  center  board 
joint  well  beyond  8-in.  circle  extend¬ 
ing  to  front  angle  iron. 

16 

0 

Flash  flame  from  crack  east  of  center. 

18 

0 

No  indications  of  flame  spread  beyond 
12-15  in.  diameter.  One  spot  at  edge 
of  rear  angle  frame  dark  discoloration. 

20 

0 

Test  flame  removed,  surface  flaming  con- 
tined  for  55  sec. 

The  entire  surface  covered  with  a  mass  of  blisters 
varying  from  large  ones  4(4  in.  long,  2  to  IV z  in.  wide, 
in.  deep  to  numerous  smaller  ones,  1/16  by  Ys  by 
1/16  in.  deep.  Area  8  in.  in  diameter  severely  charred 
and  checked,  having  a  maximum  depth  of  char  of  %  in. 
Edges  of  boards  in  center  joints  consumed  throughout 
area  of  char  extended  to  approximately  a  21  in.  diameter. 
The  exposed  wood  surface  was  present  beneath  the 
blisters  developed.  On  the  basis  of  the  results  obtained, 
the  “slow-burning”  classification  is  indicated. 

TEST  No.  4 


White  Pine  deck  coated  with  “4-1”  Albi  Firepel-S. 
Time 


Min. 

Sec. 

1 

50 

Blisters  developing. 

2 

45 

Blisters  extend  beyond  8-in.  circle. 

5 

0 

Surface  discoloring. 

6 

25 

Surface  ignition,  gas  flame  blisters  over 
entire  surface. 

10 

0 

Discolored  area  extending  beyond  8-in. 
circle. 

11 

0 

Flash  flaming  in  crack,  12  in.  from  center 
on  left  side. 

12 

0 

Flash  flaming  on  right  side,  almost  con¬ 
tinuous  burning  on  left  side. 

15 

0 

Still  burning  in  cracks  in  right  and  left 
side  of  sample. 

17 

0 

Flame  on  left  side  just  up  to  angle  frame. 

18 

30 

Flame  receding  somewhat. 

20 

0 

Test  flame  removed — surface  flaming  con¬ 
tinued  for  1  min.,  30  sec. 

Surface  of  sample  a  mass  of  blisters  ranging  from 
several  large  ones,  3  to  3M>  in.  long.  2  to  2'/  in.  wide, 
and  Yi  in.  deep,  to  numerous  small  holes,  %  in.  in 


diameter.  Area  10  in.  diameter  in  center  severely  charred 
and  checked.  Boards  consumed  at  joint  edges  and  to 
a  depth  of  approximately  Y2  in.  in  center  portion.  Sev¬ 
eral  of  the  joints  between  boards  opened  up  and  per¬ 
mitted  the  flaming  of  the  exposed  uncoated  wood  sur¬ 
face.  Openings  in  joints  varied  from  1/13  to  %  in.  On 
the  basis  of  the  results  obtained,  the  “combustible”  classi¬ 
fication  is  in  order. 

These  results  indicate  that  where  the  joints  between 
the  boards  remained  intact  and  did  not  open  to  expose 
uncoated  surfaces  of  wood,  a  “slow-burning”  classifica¬ 
tion  was  in  order.  In  the  tests  where  the  joints  opened 
up  during  the  test  period  exposing  the  uncoated  wood, 
sufficient  flame  travel  developed  to  allow  contact  with 
the  angle  frames,  thereby  creating  a  “combustible” 
classification. 

THE  DUNLAP  FIRE  TUBE  MADE  IN  THE 
UNDERWRITERS’  LABORATORIES 

This  Dunlap  Fire  Tube,  developed  at  the  Forest  Prod¬ 
ucts  Laboratory  at  Madison,  Wisconsin,  is  an  apparatus 
which  indicates  directly  and  progressively,  during  opera¬ 
tion  the  loss  in  weight  and  the  temperatures  developed 
when  a  specimen  of  wood  is  exposed  to  a  standardized 
flame. 

Description : 

The  apparatus  is  essentially  a  horizontal  scale  beam 
mounted  on  sensitive  bearings  at  the  top  of  a  vertical 
rigid  supporting  column.  One  end  of  the  scale  beam 
is  provided  with  adjustable  counterweights,  and  the 
other  end,  the  test  specimen,  40  in.  long,  Y  in.  wide, 
and  Y  in.  thick,  is  suspended.  Surrounding  the  speci¬ 
men  to  protect  it  against  transverse  air  currents,  is  a 
sheet-metal  tube,  also  suspended  from  that  end  of  the 
scale  beam. 

Attached  at  the  center  of  the  scale  beam  is  a  pointer, 
the  lower  end  of  which  traverses  a  chart,  which  is  grad¬ 
uated  in  percentages. 

The  sheet-metal  tube  is  open  at  top  and  bottom,  and 
flared  at  its  lower  end  for  attachment  of  a  wire-mesh 
cage.  The  cage  is  slotted  vertically  for  insertion  of  a 
Bunsen  burner  of  the  Tirrell  type  with  horizontal  mix¬ 
ing  tube  and  upturned  nozzle.  The  bottom  of  the  cage 
is  a  sheet-metal  pan,  which  receives  and  retains  embers 
and  fragments  dropping  from  burning  test  specimens. 

Procedure : 

Before  placing  the  test  specimen  in  position,  the  sheet- 
metal  tube  is  suspended  from  the  end  of  the  scale  beam, 
and  the  beam  is  balanced  by  means  of  the  counterweights 
so  that  the  pointer  indicates  100  on  the  chart. 

The  burner  is  so  adjusted  as  to  deliver  a  flame  11  in. 
high  (plus  or  minus  Y  in.),  blue  in  color  with  a  tall 
indistinct  inner  cone ;  temperature  at  the  hottest  region 
in  this  flame  being  1000  C  (1532  F)  plus  or  minus 
25  C  (45F) .  .  .  ,  .  , 

A  thermocouple  is  mounted  with  tip  1  in.  above  and 
directly  over  the  center  of  the  tube.  When  the  burner 
is  correctly  adjusted  and  in  position  before  the  test 
specimen  is  suspended  in  position,  the  flame  yields  a 
temperature  of  180  C  (356  F)  1  in.  above  the  top  of 
the  empty  tube  as  indicated  by  the  thermocouple.  A  plus 
or  minus  tolerance  of  5  C  (9  F)  is  permissible  in  this 
temperature  in  normal  operation  of  the  apparatus. 

After  completion  of  these  adjustments,  the  burner  is 
withdrawn  from  the  cage.  The  test  specimen  is  sus¬ 
pended  in  position,  causing  the  tip  of  the  pointer  to 
swing  toward  the  zero  line  of  the  chart.  !  he  chai  t  is 
adjusted  vertically  until  the  tip  of  the  pointer  registers 
zero  on  the  chart. 

The  burner,  with  flame  ignited,  is  inserted  through 
the  slot  in  the  cage,  its  orifice  being  placed  directly  be¬ 
neath  and  1  in.  below  the  lower  end  of  the  test  speci¬ 
men,  the  burner  flame  thus  enveloping  the  lower  end 
of  the  specimen.  If  the  specimen  warps,  the  burner  is 
moved  correspondingly.  The  duration  of  flame  appli- 
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cation  is  4  min.  at  the  end  of  which  time  the  burner 
is  withdrawn  from  the  cage. 

Temperature  at  top  of  the  tube,  and  percentage  losses 
of  weight  as  indicated  by  the  pointer  on  the  chart,  are 
recorded  periodically  during  the  flame  exposure. 

Description  of  Samples : 

The  specimens  were  40  in.  long,  in.  wide,  and 
in.  thick,  cut  from  the  boards  to  size  within  a  plus  or 
minus  tolerance  of  about  1/32  in.  All  material  was 
dried  practically  to  constant  weight  under  normal  indoor 
atmospheric  conditions  before  the  specimens  were  cut 
from  the  boards. 

The  specimens  were  then  coated  with  Albi  Firepel-S 
in  the  same  manner  as  described  for  the  other  tests  in 
the  accompanying  report. 

All  of  the  specimens  were  oven-dried  at  about  110  F 
before  tests  were  conducted.  Approximate  moisture  con¬ 
tent  was  determined  from  remnants  detached  in  cutting 
of  the  specimens  and  conditioned  at  the  same  time  and 
in  the  same  manner  as  were  the  test  specimens.  The 
moisture  content  of  these  samples  was  recorded  as 
five  to  nine  per  cent. 

RESULTS 

In  all  of  the  tests  of  the  untreated  samples,  the  flame 
developed  were  luminous  and  burned  freely  at  the  top 
of  the  tube  as  the  specimens  were  gradually  reduced  to 
charcoal. 

In  most  of  the  tests  of  the  painted  samples,  the  flames 
did  not  progress  above  the  lower  regions  of  the  tube. 
The  flames  were  bright  orange  in  color  and  in  most 
cases  were  confined  to  jets  from  pin-holes  developed  in 
the  formed  blisters.  The  specimens  remained  practically 
intact  except  for  charring  in  the  lower  quarter  sections. 
In  general,  all  of  the  samples  contained  a  mass  of 
formed  blisters,  the  largest  being  located  in  areas  di¬ 
rectly  subjected  to  the  test  flames. 


RESULTS  OF  DUNLAP  TUBE  TESTS 


Maximum 

Temperature 

Weight 

Maximum  Loss  over  Top  of 

Before  Test, 

in  Weight,  Tube,  Degrees 

Sample  No. 

Grams 

Per  Cent  Fahrenheit 

RED  OAK—: 

NOT  COATED 

1 

119.0 

78 

1470 

2 

106.0 

83 

1585 

RED  OAK- 

“9-1”  COATED 

1 

127 

20 

480 

2 

141 

13 

410 

3 

127 

23 

515 

4 

122 

10 

320 

5 

121 

14 

335 

RED  OAK— 

“4-1”  COATED 

1 

125.5 

18 

500 

2 

118.0 

25 

410 

3 

129.5 

17 

360 

4 

125.5 

16 

465 

5 

152.0 

23 

475 

WHITE  PINE- 

-NOT  COATED 

1 

80.0 

83 

1345 

2 

74.5 

83 

1490 

WHITE  PINE 

—“9-1”  COATED 

1 

96.0 

15 

325 

2 

100.0 

21 

370 

3 

100.0 

24 

415 

4 

100.0 

38 

790 

5 

99.5 

15 

375 

WHITE  PINE 

-“4-1”  COATED 

1 

97.0 

68 

1395 

2 

94.5 

28 

505 

3 

92.0 

29 

385 

4 

88.8 

38 

505 

5 

100.5 

21 

445 

The  Fire  Council  of  the  Underwriters’  Laboratories 
approved  Albi  Firepel-S  as  a  coating  material  for  ap¬ 
plication  with  brush  or  spray  to  reduce  combustibility 
of  red  oak  and  white  pine  surfaces  on  interiors  of  build¬ 
ings  when  applied  in  two  coats  (material  as  received 
to  be  diluted  with  water  not  more  than  20  per  cent  by 
volume  and  to  be  applied  as  per  directions  on  con¬ 
tainer)  for  a  Fire  Hazard  Classification  as  follows: 


Flame  spread . 

...651 

In  comparison  with 

Fuel  contribution.... 

...40 

-  uncoated  red  oak 

Smoke  developed  .  . 

...  15  J 

as  100 

Further  exploratory  tests  were  made  at  the  Under¬ 
writers’  Laboratories  on  July  29,  1943  in  the  presence 
of  the  Committee  on  Tests  of  the  Board. 

Ten  samples  of  white  pine  were  prepared.  Five  were 
first  coated  with  three  coats  of  flat  oil  paint  and  when 
dry  two  coats  of  Albi  Firepel-S  were  applied.  Five 
additional  samples  were  coated  with  two  coats  of  Albi 
Pirepel-S.  The  results  are  summarized  as  follows  : 

FIRE  TUBE  TESTS  ON  WHITE  PINE  COATED 
WITH  ALBI  FIREPEL  “S” 

Samples  of  white  pine  before  paint  was  applied  had 
moisture  content  of  lumber  stored  indoors  under  normal 
atmospheric  conditions.  The  moisture  content  of  samples 
before  fire  test  varied  from  4.76  to  8.78  per  cent. 

3  Coats  of  Flat  White  Paint  and  2  Coats  of  Albi 
Firepel-S  simulating  the  application  of  this  material 
over  old  painted  surfaces. 


ample  No. 

Weight  before 
Test-Grams 

Max.  Loss  in 
Weight — % 

Max.  Temp, 
at  Tip  of  Tube 
—Deg.  F. 

1 

110.8 

25 

420 

2 

107.0 

19 

435 

3 

106.5 

26 

545 

4 

106.5 

25 

530 

5 

109.5 

24 

495 

2  Coats 

of  Albi  Firepel-S 

over  previously  unpainted 

surfaces. 

6 

98. 

53 

1195 

7 

99.0 

29 

565 

8 

98.0 

23 

540 

9 

100.5 

38 

635 

10 

100.0 

40 

750 

The  appearance  of  the  samples  after  test  did  not  vary 
as  a  result  of  the  variation  in  the  application  of  the 
coatings. 


GENERAL 

The  foregoing  data  provides  a  basis  for  the  general 
conclusion  that  on  wood  which  is  readily  combustible, 
treatment  with  two  coats  of  Albi-Firepel  “S”  will  for  a 
variable  time  slow  down  the  spread  of  fire  by  preventing 
the  addition  of  fuel  as  represented  by  the  component 
parts  of  a  treated  wood  structural  frame  to  the  action 
of  fire  as  well  as  reduce  the  amount  of  smoke  given  off. 
It  is  entirely  admissible  that  small  incipient  fires  may 
die  out  because  of  the  lack  of  fuel  such  as  would  obtain 
where  the  wood  framework  was  so  treated  and  pro¬ 
tected  from  the  flames.  In  the  case  of  a  vigorous  fire, 
the  treatment  delays  ignition  for  a  period  of  time  de¬ 
pending  on  the  thickness  and  nature  of  the  treated 
materials,  the  amount  of  surface  coverage,  the  intensity 
of  the  fire  and  the  proximity  of  the  treated  material  to 
the  actual  flames.  This  delay  in  ignition  is  beneficial  in 
that  it  permits  additional  time  for  emptying  the  building 
of  its  human  occupancy,  and  provides  additional  time 
for  the  fire  department  to  reach  the  scene  of  the  fire. 
The  best  results  were  obtained  when  the  wood  material 
was  fully  covered  on  all  surfaces  including  edges  with 
two  coats  of  4:1  Albi-Firepel  “S”.  Previously,  painted 
surfaces  covered  with  oil  based  paints  protected  with 
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Albi-Firepel  “S”  fared  as  well  as  the  surfaces  which  had 
only  the  Albi-Firepel  “S”  applied  in  the  usual  two  coats. 
In  order  to  insure  the  full  application  of  two  coats  of 
this  material,  it  is  suggested  that  the  first  coat  applied 
should  have  a  light  coloring  material  added  so  as  to 
make  possible  the  full  application  of  the  second  coat. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  Albi-Firepel  “S"  as  made  by  the 
Albi  Firepel  Corporation  of  New  York  be  approved 
under  C26-191.0,a  for  voluntary  use  as  a  tlame-retarding 
coating  for  use  under  Sub.  Art.  7  of  Article  9,  Adminis¬ 
trative  Building  Code.  Approval  is  also  recommended 
for  use  as  a  flameproofing  coating  when  used  over  wood 
as  provided  under  C26-161.1  of  the  Administrative  Code. 

The  Committee  further  recommends  that  the  material 
be  mixed  in  the  ratio  of  one  part  Albi-Firepel  “S”  to  4 
parts  of  water  by  volume  at  room  temperature  and 
applied  by  either  brush  or  spray,  precautions  shall  be 
taken  to  obtain  full  coverage  of  exposed  surfaces.  In 
order  to  provide  full  two  coat  protections,  inert  color 
matter  shall  be  added  to  the  base  coat.  It  is  also  recom¬ 
mended  that  each  container  bear  a  label  or  tag  incor¬ 
porating  these  precautions  in  addition  to  wording  read¬ 
ing  as  follows:  “Approved  for  use  in  New  York  City  by 


the  Board  of  Standards  and  Appeals  under  Cal.  40-43- 
SM.  CAUTION  :  Do  not  use  in  work  not  protected 
from  the  elements.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

JOHN  E.  GUNN, 

Deputy  Chief,  Fire  Dept. 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Albi-Firepel  “S”,  on 
condition  that  the  material  be  manufactured,  used  and 
labelled,  stamped  or  tagged  in  accordance  with  above  report. 


Adjourned:  -1:45  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


RULES 


RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  OF  PAINTS,  VAR¬ 
NISHES,  LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932 
AND  REVISED,  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937. 


[353-30-SR] 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  Neiv  York,  to  effectuate  the 
proidsions  of  C19-84.0,  C19-85.0  and  C19-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  SPRAY,  DIP 
or  IMMERSE  any  article  or  thing  within  the  City 
of  New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
Where  the  quantity  of  spraying  material  used  in 
a  day  does  not  exceed  two  (2)  quarts,  the  Fire 
Commissioner  may  modify  or  waive  these  rules. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  articles 
shall  be  made  to  the  Fire  Commissioner  on  forms 
prescribed  by  him  and  shall  contain  such  informa¬ 
tion  as  he  may  require.  When  a  spray,  dipping, 
immersing,  storage  or  mixing  room  is  to  be  in¬ 
stalled,  plans  shall  be  filed  with  the  Borough 
Superintendent  of  Buildings  before  a  permit  is 
issued. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 


1.3.1  Which  is  occupied  as  a  Class  A  or  B  Multiple 
Dwelling  or  a  dwelling  for  one  or  two  fam¬ 
ilies. 

1.3.2  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.3  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems. 

Rule  2.  Definitions. 

2.1  The  term  “SPRAY  or  SPRAYING  SPACE.” 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 
the  premises  used  for  the  actual  work  of  spraying, 
dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room  approved. 

2.2  The  term  “CABINET  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  with  a  back, 
top  and  two  sides  equipped  with  air  exhaust  facili¬ 
ties,  located  within  a  room  or  any  portion  of  any 
premises  where  spraying  with  any  flammable  paints, 
varnishes,  lacquers  or  any  other  flammable  sub¬ 
stances,  mixtures  or  compounds  commonly  used  for 
painting,  varnishing,  staining  or  similar  purposes  is 
carried  on. 

2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 
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2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fully  enclosed  room  approved 
for  such  use  in  which  any  article  or  thing  is  sprayed 
by  any  flammable  paints,  varnishes,  lacquers  or  any 
other  flammable  substances,  mixtures  or  compounds 
commonly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.6  The  term  ‘‘DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  room  approved 
for  such  use  in  which  any  article  or  thing  is  dipped, 
spread  or  immersed  in  any  flammable  paints,  var¬ 
nishes,  lacquers  or  any  other  flammable  substances, 
mixtures  or  compounds  commonly  used  for  paint¬ 
ing,  varnishing,  staining  or  similar  purposes  is 
carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
doors. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  room  used  for 
the  storage  and  mixing  of  any  inflammable  paints, 
varnishes,  lacquers  or  any  flammable  substances, 
mixtures  or  compounds  commonly  used  for  paint¬ 
ing,  varnishing,  staining  or  similar  purposes. 

2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in¬ 
dividual  to  supervise  and  handle  spraying,  dipping 
and  immersing  materials  and  equipment,  in  accord¬ 
ance  with  the  provisions  of  Section  C19-14.0  of 
the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 
to  store  and  use  materials  covered  by  Sections 
09-12. 0  and  C19-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors. 

3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the  capacity 
of  the  fan  or  fans  and  in  such  a  manner  as  to  avoid 
short-circuiting  the  path  of  air  in  the  working  zone 
of  such  spaces.  Exhaust  fans  shall  be  kept  running 
constantly  while  spraying  or  mixing  and  for  a  suf¬ 
ficient  length  of  time  thereafter  to  exhaust  all 
vapors,  fumes  or  residues  of  spraying  materials 
from  the  sprav  booth  or  spray  room. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths, 
Spray  Rooms  and  Dip  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  admini¬ 


strative  official  having  jurisdiction,  be  adequately 
ventilated  with  mechanical  ventilation ;  if  lighted  to 
be  in  conformity  with  these  rules.  The  necessary 
fire  protection  shall  be  maintained  at  all  times. 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be 
constructed  of  fireproof  or  fire-resisting  par¬ 
titions  with  waterproof  floors,  adequately 
ventilated  by  mechanical  means,  equipped 
with  the  necessary  fire  protection;  if  lighted 
and  heated  to  be  in  conformity  with  these 
rules.  Floor  drains  leading  to  the  house 
drainage  system  or  the  public  sewer,  shall  not 
be  permitted.  Where  more  than  sixty  (60) 
gallons  of  material  in  open  tanks  are  used,  a 
drain  to  an  approved  tank  located  outside  the 
building  shall  be  provided. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (%)  of  an  inch  thick,  not 
exceeding  seven  hundred  and  twenty  (720) 
square  inches  in  area  and  not  more  than 
forty -eight  (48")  inches  in  any  linear  dimen¬ 
sion  may  be  used  in  the  sides  of  a  spray 
booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  doors. 
Only  windows  opening  to  a  street  may  be 
permitted  or  a  window  not  on  a  lot  line  more 
than  20  ft.  distant  from  windows  of  adjacent 
buildings  not  in  same  plane  may  be  used  for 
ventilation. 

4.1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  a  reasonable 
length  longer  is  maintained  than  required  for 
the  article  or  thing  to  be  sprayed,  dipped  or 
immersed.  Ferrous  metals  shall  not  be  used 
for  such  floor  surface. 

4.1.7  At  least  three  (3)  feet  of  clear  working 
space  shall  always  be  maintained  for  each 
operator  spraying,  dipping  or  immersing  any 
article  or  thing. 

4.2  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4.2.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
metal  of  not  less  than  the  following  gauges 
of  metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36")  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.2.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.2.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  protected 
with  a  screen  of  copper  or  bronze  with  a 
mesh  not  larger  than  one-quarter  (14")  inch. 

4.2.4  Where  a  duct  passes  through  a  non-fireproof 
roof,  the  duct  shall  be  protected  at  such  point 
by  an  outer  pipe  or  sleeve  with  an  air  space 
of  at  least  one  (1")  inch  between  the  sleeve 
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and  duct.  The  outer  pipe  shall  be  not  less 
than  two  (2")  inches  from  any  woodwork 
and  such  woodwork  shall  be  covered  with 
metal. 

4.2.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or  of 
any  door  or  window  in  an  adjoining  building. 

4.2.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans. 

4.2.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to  any 
other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.2.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.3  Storage  rooms  shall  be  constructed  of  fireproof  or 
fire-resisting  partitions  with  waterproof  floors  and 
be  adequately  ventilated  by  either  natural  or  me¬ 
chanical  means. 

4.4  No  motors,  switches,  rheostats,  lamps  or  other  elec¬ 
trical  equipment  shall  be  located  in  spray,  dipping 
or  immersing  rooms  or  within  ten  (10')  feet  of  any 
spray  compartment,  spray  booth,  immersing  or  dip¬ 
ping  space  unless  such  electrical  equipment  be  of  a 
type  approved  for  use  in  explosive  atmospheres 
and  where  a  conduit  leads  from  a  hazardous  loca¬ 
tion  to  a  non-hazardous  location,  the  conduit  shall 
be  sealed  off  by  an  approved  sealing  compound. 
Except  that  alternating  current  induction  motors 
of  the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other  arcing 
or  sparking  parts  may  be  located  within  ten  (10') 
feet  of  a  spray  booth,  spray  compartment  or  dip¬ 
ping  space  when  approved  by  the  administrative 
official  having  jurisdiction. 

4.4.1  Artificial  lighting  shall  be  only  by  means  of 
electricity. 

4.5  LIGHTING  FIXTURES. 

4.5.1  When  lighting  fixtures  are  located  within  10 
feet  of  a  spray  booth,  spraying  compartment 
or  dipping  space,  they  shall  be  of  the  rigid 
stem  type,  enclosing  all  wiring  and  be  equip¬ 
ped  with  keyless  sockets  having  vaporproof 
globes,  protected  by  wire  guards. 

4.5.2  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  Administrative 
Code  covering  electrical  equipment  and  per¬ 
manently  connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4.5.3  No  pin  plug  receptacles  shall  be  used. 

4.5.4  All  electric  light  wiring  shall  be  enclosed  in 
metal  conduits  and  shall  conform  to  Rule  4.4. 

4.5.5  The  use  of  portable  cords  or  trailer  lights  are 
prohibited. 


Ruhs  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 


whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  rules  and  the  terms  of  the 
permit  are  not  violated.  No  other  duties  shall  inter¬ 
fere  with  the  enforcement  of  these  rules. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  cigar¬ 
ettes  or  pipes  in  spray,  dipping  or  immersing  space 
is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  dipping  or  immersing  spaces  and  its  sur¬ 
roundings  shall  be  kept  clean  at  all  times  and  shall 
be  kept  clear  of  all  materials,  equipment  and  uten¬ 
sils  not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  can  be  fastened  before 
any  operation  and  after  said  operation  be  removed 
from  the  premises  in  approved  waste  cans. 

5.5  Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition ;  lacquer 
spraying  booths  shall  be  wet  down  before  clean¬ 
ing. 

5.7  Implements  used  for  cleaning  shall  be  made  of 
non-ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or  de¬ 
posits  from  spray,  dip  or  immersing  space  is  pro¬ 
hibited.  All  such  waste  shall  be  placed  in  approved 
waste  cans  and  be  removed  from  the  premises  at 
the  close  of  work  each  day. 

5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

5.12  No  motor  vehicle  shall  be  taken  into  or  out  of  a 
spray  space  under  its  own  power.  Batteries  shall 
be  removed  before  the  process  of  spraying  is  begun. 

Rule  6.  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  materials  and  thin- 
ners  shall  be  kept  in  an  outside  storage  building, 
storage  rooms  or  in  vented  metal  cabinets  in  accord¬ 
ance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  20  gal¬ 
lons  may  be  stored  in  metal  cabinets  or  wood 
cabinets,  metal  covered  on  both  sides  includ¬ 
ing  the  door.  All  cabinets  to  be  ventilated  at 
top  and  bottom. 

6.1.2  Spraying  materials  in  excess  of  20  gallons 
and  not  exceeding  100  gallons  may  be  stored 
in  double-walled  metal  cabinets  vented  di¬ 
rectly  to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  100  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  material 
with  ventilated  plain  glass  skylight  or  in  a 
storage  room  constructed  fireproof  in  a  fire¬ 
proof  building  or  fire-resisting  in  a  non-fire- 
proof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be  de¬ 
termined  by  the  administrative  official  having 
jurisdiction.  Storage  rooms  shall  have  a  win- 
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dow  opening  to  the  outer  air  but  such  window 
shall  not  be  on  a  lot  line,  enclosed  court,  nor 
opposite  within  twenty  feet  of  windows  of 
adjacent  buildings  nor  part  of  the  same  prem¬ 
ises,  such  window  openings  to  be  fireproofed 
and  lower  half  provided  with  open  louvers  or 
ventilated  by  metal  duct  or  fan  at  least  8 
inches  in  diameter.  The  floors  of  all  storage 
rooms  shall  be  waterproofed  up  to  a  height  of 
at  least  6  inches  from  the  floor  and  be  prop¬ 
erly  pitched  for  drainage  purposes  to  a  low 
point  within  the  enclosure.  Any  drain  in  such 
storage  room  shall  not  be  connected  to  the 
house  drainage  system  or  street  sewer.  The 
sill  of  the  door  shall  be  at  least  6  inches 
above  the  finished  floor.  All  doors  to  be  tin- 
clad,  approved,  fireproof  and  self-closing. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  storage 
room,  except  that  containers  of  total  capacity 
not  exceeding  ten  gallons  may  be  opened  and 
their  contents  mixed  in  the  spray  room  or 
room  in  which  booths  are  located  while  the 
air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hundred 
gallons,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located ;  cov¬ 
ers  of  containers  must  be  kept  thereon  when 
such  containers  are  not  actually  in  use.  This 
amount  is  in  addition  to  the  amount  allowed 
in  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons  in 
capacity  and  shall  be  supported  by  wire 
cables  or  metal  brackets  having  a  factor  of 
safety  of  two  when  filled  with  the  heaviest 
spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of  not 
more  than  sixty  gallons,  individual  capacity, 
designed,  constructed  and  approved  for  this 
specific  purpose  by  the  Board  of  Standards 
and  Appeals.  Each  tank  shall  be  provided 
with  a  safety  valve  set  at  a  pressure  not 
exceeding  eighty  pounds.  All  gravity  feed 
containers  and  other  spraying  equipment 
shall  be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 

6.2  STORAGE  of  spraying,  dipping  and  immersing 
materials  shall  not  be  in  excess  of  two  hundred 
(200)  gallons  in  a  storage  room,  but  in  a  building 
in  which  nitro  cellulose  products  are  manufactured, 
stored  or  kept  the  amount  shall  be  not  over  twenty- 
five  (25)  gallons  as  per  Section  C19-113.0,  subdivi¬ 
sion  h  of  the  Administrative  Code. 

6.3  Sprinkler  heads  shall  be  provided  in  all  spray,  dip 
or  immersing  spaces  and  storage  rooms  and  shall 
be  installed  in  accordance  with  the  Sprinkler  Rules 
of  the  Board  of  Standards  and  Appeals,  except  in 
non-sprinklered  buildings  where  sprinkler  connec¬ 
tion  may  be  made  to  the  house  water  supply. 

6.4  Sprinkler  heads  in  spray,  dip  and  immersing  spaces 
shall  be  cleaned  at  least  once  a  week  under  the 
superivsion  of  the  person  holding  the  certificate  of 
fitness  and  a  coating  of  light  grease  or  vaseline 
shall  be  applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the  sprinkler 
useless  in  case  of  fire.  The  use  of  paper  bags  or 
other  materials  about  sprinkler  heads  is  prohibited. 


Rule  7.  General  Requirements. 

Notice — Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follows: 

Section  09-152.0  of  the  Administrative  Code,  “Any  per¬ 
son  who  shall  willfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  law  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by  both 
such  fine  and  imprisonment.” 

NOTE:— The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  in  all  spray  rooms  and 
paint  storage  rooms  or  building. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 

Rule  8.  Existing  Spray  Booths  and  In¬ 
stallations. 

These  rules  shall  be  retroactive  in  the  following  respects : 

Rule  1.3  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.1  Construction  of  Spray  Booths. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  Booths. 

4.2.2  Maintenance  of  Ducts. 

4.2.5  Electric  Lighting. 

4.2.6  Method  of  Induced  Draft. 

4.4  Separation  of  Booth  from  Flame. 

4.4  Location  of  Motors. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  mate¬ 

rials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

Rule  6.  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

NOTE: — Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied 
in  fireproof  buildings  equipped  with  an  ap¬ 
proved  existing  automatic  sprinkler  system 
where  the  general  conditions  of  cleanliness  are 
properly  maintained  at  all  times. 

Rule  9.  Approval  Forms  and  Plans. 

There  shall  be  filed  before  installation  with  the  adminis¬ 
trative  official  by  the  purchaser  (or  by  the  seller  thereof) 
an  application  form  on  sheet  8  inches  by  10  inches,  which 
form  shall  give  the  proper  name  and  address  of  booth  user 
and  also  the  floor  on  which  the  booth  or  booths  are  to  be 
installed.  An  ink  drawing  of  the  floor  upon  which  the 
booth  will  be  located  shall  be  submitted  on  the  form  sheet; 
such  drawing  shall  show  by  feet  and  inches  the  location 
of  exits,  chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plans 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  shall 
be  filed  with  the  administrative  official  for  examination 
and  approval.  Such  plan  shall  show  on  the  floor  plan  the 
location  of  all  booths,  storage  and  mixing  rooms  exits,  and 
all  chimneys  and  exterior  openings  within  15  feet  of  the 
storage  rooms  and  vent  ducts. 
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CONTENTS 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  March  28,  1944,  at  10  A.M., 
Affecting  Calendar  Numbers  569-37-BZ,  583-43-BZ, 
144-19-BZ,  92-36-BZ,  140-42-BZ,  400-43-BZ,  32-44-BZ, 
414-20-BZ,  212-36-BZ,  420-37-BZ,  150-38-BZ,  310-39- 
BZ,  1341-39-BZ,  342-40-BZ  and  284-42-BZ. 

Minutes  of  Regular  Meeting  March  28,  1944,  at  2  P.M., 
Affecting  Calendar  Numbers  620-42-S,  587-43-A,  93- 
44-A,  115-44-A,  103-44-A,  133-44-A,  635-43-A,  96-44-A, 
1 18-44-A,  132-44-A,  483-43-A,  547-43-SM,  552-43-SM 
and  136-44-SA. 

Correction  Affecting  Calendar  Numbers  413-37-BZ  and 
108-44-A. 

Smok'ng  in  Factories,  Rules  for. 

Notice  of  Public  Hearing  on  Proposed  Certificate  of 
Occupancy  Rules. 

General  Resolutions. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  March  28,  1944 

Cal.  No.  Dept.  Premises  Affected. 

173-44-BZ — H.B.B. — 127-129  Kingsland  avenue,  west  *ide, 
125  ft.  north  of  Herbert  street  (Block  2829,  Lot  27), 
Borough  of  Brooklyn,  Alt.  8-44. 


186-44-A — H.B.M. — 23-25  West  53rd  street,  north  side, 
460  ft.  west  of  5th  avenue  (Block  1269,  Lot  18),  Borough 
of  Manhattan,  Alt.  262-44. 


187-44-A — H.B.Q. — 112-06  71st  road,  southeast  corner 
of  112th  street  (Block  2248,  Lot  9),  Forest  Hills,  Bor¬ 
ough  of  Queens,  Decision. 


174-44-SA — Hydro-Whirl  Water  Washed  Spray  Booth, 
Appliance. 


175-44-BZ — H.B.M. — 420-424  West  51st  street,  south 
side,  491  ft.  6  in.  east  of  10th  avenue  (Block  1060,  Lots 
44,  44l/2  and  45),  Borough  of  Manhattan,  Alt.  128-44. 


176-44-A — H.B.B. — 414  Wilson  avenue,  southeast  corner 
of  Madison  street  (Block  3369,  Lot  33),  Borough  of 
Brooklyn,  Alt.  399-44. 


177-44-SM — Ball  Brothers  Company,  One  Gallon  Glass 
Jug  (overflow  capacity  136  oz.)  and  Ball  Brothers  Com¬ 
pany  One-half  Gallon  Glass  Jug  (overflow  capacity  66 
oz.),  manufactured  by  Ball  Brothers  Company,  Material. 


178-44-SM — Gayner  Glass  Works,  One  Gallon  Glass 
Jugs,  One-half  Gallon  Glass  Jugs,  16  oz.  and  32  oz. 
Boston  Round  Glass  Containers,  manufactured  by  Gay¬ 
ner  Glass  Works,  Material. 


179-44-SM — Balsam-Wool  (Insulation),  manufactured  by 
Wood  Conversion  Company,  Material. 


180-44-A — F.D. — West  side  of  85th  street,  1,550  ft.  north 
“A”,  La  Guardia  Field  (Block  926,  part  of  Lot  1),  Jack- 
son  Heights,  Borough  of  Queens,  36920-LC  and  De¬ 
cision. 


188-44-A — H.B.M.— 71-77  Walker  street  and  396-398 
Broadway,  southeast  corner  (Block  195,  Lot  7),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  939-43. 


Restored  to  Calendar. 

140-42-BZ — H.B.Bx. — 2851-2853  Bailey  avenue,  west 
side,  498  ft.  south  of  West  230th  street  (Block  3264,  Lot 
63),  Borough  of  The  Bronx,  Amendment  to  N.  B.  864-41. 


92-36-BZ — H.B.M. — 109-131  West  50th  street,  north  side, 
and  110-130  West  51st  street,  south  side,  105  ft.  west  of 
6th  avenue  (Block  1003,  Lot  40,  formerly  Lot  17),  Bor¬ 
ough  of  Manhattan,  Decision  re  Certificate  of  Occu¬ 
pancy. 


144-19-BZ — H.B.Q. — 23-69  to  23-71  38th  street  (9th  ave¬ 
nue),  east  side,  162  ft.  north  of  Triboro  Bridge  Plaza 
(Astoria  Boulevard  North),  (Block  803,  Lot  13),  Long 
Island  City,  Borough  of  Queens,  Alt.  168-44. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 
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181-44-A — F.D. — 532-540  West  19th  street,  south  side, 
20  ft.  east  of  11th  avenue,  531-535  West  18th  street  and 
80-90  11th  avenue  (Block  690,  Lot  12),  Borough  of 
Manhattan,  20977-LF. 


182-44-BZ — H.B.Q. — 70-01  to  70-07  71st  place,  southeast 
corner  of  70th  (Edsall)  avenue  (Block  3663,  Lots  1,  2 
and  4),  Glendale,  Borough  of  Queens,  N.  B.  7-44. 


183-44-A — H.B.Q. — 70-01  to  70-07  71st  place,  southeast 
corner  of  70th  (Edsall)  avenue  (Block  3663,  Lots  1,  2 
and  4),  Glendale,  Borough  of  Queens,  (Under  section 
35,  General  City  Law  re  bed  of  mapped  street — 70th 
(Edsall)  avenue),  N.  B.  7-44. 


184-44-BZ — H.B.M. — 23-25  West  53rd  street,  north  side, 
460  ft.  west  of  5th  avenue  (Block  1269,  Lot  18),  Borough 
of  Manhattan,  Alt.  262-44. 


185-44-A — H.B.B. — 101  8th  avenue  and  890  President 
street,  southeast  corner  (Block  1068,  Lot  8),  Borough 
of  Brooklyn,  Alt.  599-44. 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  . . .  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings . . . Dec. 

Exit  Rules  _  (Revolving  Doors)  ....  June 

Factory  Exit  Rules . _ . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Mar. 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules. . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Dec. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Mar. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 


28,  1943— Vol.  28,  No.  S2A 
28,  1943— Vol.  28,  No.  S2A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  S2A 
15,  1937— Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28,  1943— Vol.  28,  N*.  52A 

7,  1944— Vol;  29,  No.  10 

15.  1944— Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 

28,  1944 — Vol.  29,  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 
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CALENDAR 


Last  Publication  in  Bulletin 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C..  Feb. 

Smoking  in  Factories,  Rules  for - Apr. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. ..  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  SOS  of  Industrial  Code)  . .  Dec. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


APRIL  4,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  4,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Zoning  Applications 

271-43-BZ — Application,  June  2,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Schrier  Trading  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  maintenance  of 
more  than  five  individual  garages.  (The  Board  previously 
denied  an  application  for  a  garage  for  more  than  five 
motor  vehicles  on  these  premises);  premises  11-17  (7-17 
displayed)  Schenectady  avenue  and  617-627  Herkimer 
street,  northeast  corner  (Block  1701,  Lot  1),  Borough  of 
Brooklyn. 

46-44-BZ — Application,  January  18,  1944,  under  section 
7e  of  the  zoning  resolution,  of  Frank  B.  Carbone,  appli¬ 
cant,  on  behalf  of  Buhrman  Sand  and  Gravel  Corpora¬ 
tion,  owner  (Colonial  Sand  and  Stone  Co.,  Inc.,  lessee), 
to  permit,  for  a  term  of  two  (2)  years,  in  a  residence 
use,  F  area  and  one-half  times  height  district,  the  opera¬ 
tion  of  a  sand  and  gravel  pit;  premises  southeast  corner 
of  61st  avenue  and  Douglaston  parkway  (Block  8286, 
Lots  100  and  180),  Douglaston,  Borough  of  Queens. 

394-43-BZ — Application,  August  6,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Erasmus  Hall  Athletic  Field  Associa¬ 
tion,  Inc.,  owner,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  maintenance  of  an 
Athletic  Field  conducted  as  a  business;  premises  1407- 
1463  McDonald-avenue,  east  side,  65  ft.  south  of  Avenue 
L  (Block  6537,  part  of  Lot  1  and  Block  6538,  Lot  69), 
Borough  of  Brooklyn. 

74-44-BZ — Application,  January  31,  1944,  under  sections 
7i  and  21  of  the  zoning  resolution,  of  William  Shary,  ap¬ 
plicant,  on  behalf  of  Rose  Lubin,  owner,  to  permit  in  a 
business  use  district,  the  maintenance  of  a  motor  vehicle 
repair  shop — now  operating  without  a  certificate  of  occu¬ 
pancy;  premises  375  South  1st  street,  north  side,  63  ft. 
4  in.  east  of  Grand  street  extension  and  206  Grand  street 
extension  (Block  2399,  Lot  23),  Borough  of  Brooklyn. 

1481-22-BZ — Application  of  Samuel  L.  Malkind,  appli¬ 
cant,  for  Peter  Coufos,  lessee,  on  behalf  of  A.S.G.  Con¬ 
struction  Corporation,  owner,  reopened  March  21,  1944 
for  consideration  re  amendment  of  resolution — re  Appli¬ 
cation,  previously  granted  on  condition,  under  section 
21  of  the  zoning  resolution,  permitting  in  a  residence 
use  district,  for  an  additional  term  of  five  years,  the 
continuance  of  the  maintenance  of  a  restaurant  on  the 
first  story  of  an  existing  building  (previously  granted 
by  the  Board  for  a  term  of  five  years);  premises  8502- 
8518  Fourth  avenue,  southwest  corner  of  85th  street 
(Block  6034,  Lot  41),  Borough  of  Brooklyn. 


Appeal  from  Administrative  Decision 

557-43-A — 40-05  61st  street  and  40-06  62nd  street  and 
south  side  of  Woodside  avenue  from  61st  to  62nd  streets 
(Block  1336,  Lots  38,  41,  44  and  47  and  Block  1337,  Lot 
27),  Woodside,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  4,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  4,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions 

397-42-A — 4352  Hylan  boulevard,  east  side,  35  ft.  north 
of  Armstrong  avenue  Block  5312,  Lots  3-5),  Eltingville, 
Borough  of  Richmond. 

126-44-A — 160-178  Jay  street,  west  side,  from  Sand  to 
High  streets,  84-92  Sand  street  and  97-105  High  street 
(Block  87,  Lot  9),  Borough  of  Brooklyn. 

93-44-A — 33-11  to  33-15  57th  street,  east  side,  100  ft. 
south  of  Northern  boulevard  (Block  1181,  Lot  29), 
Woodside,  Borough  of  Queens. 

866-42-A — Re  packaging  of  inflammable  mixture  known 
as  “Gulflex  Rubberlube”  in  one-half  gallon  glass  jugs 
(capacity  of  glass  jugs  not  in  conformity  with  Admin¬ 
istrative  Code  specifications);  (reopened  March  21,  1944 
re  extension  of  permit;  previously  granted  on  condition 
for  a  term  of  six  months). 

128-43-A — Re  Packaging  of  combustible  mixture  known 
as  “Flit”  in  one-gallon  glass  bottles  (capacity  of  glass 
bottles  not  in  conformity  with  Administrative  Code  speci- 
fictions);  (reopened  March  21,  1944  re  extension  of 
permit;  previously  granted  on  condition  for  a  term  of 
six  months). 

348-43-A — Re  packaging  and  storing  of  combustible  mix¬ 
ture  known  as  “Mobilgloss,  Mobil  Prewax  Cleaner, 
Mobil  Penetrating  Oil,  Mobil  Dry  Cleaner,  Tavern  Dry 
Cleaner,  Sanilac  Liquid  Wax,  Sanilac  Penetrating  Fin¬ 
ish,  Sanilac  Super  Sealer  and  Sanilac  Floor  Dressing” 
in  one-gallon  glass  jugs,  “Tavern  Liquid  Wax”  in  one- 
gallon  and  one-half  gallon  glass  jugs  and  packaging 
and  storing  of  combustible  mixtures  known  as  “Tavern 
Floor  Wax,  Sanilac  Paste  Wax  and  Mobilwax”  (hard), 
in  three  (3)  lb.  glass  jars  (capacity  of  glass  jugs  and 
glass'  jars  not  in  conformity  with  Administrative  Code 
specifications);  (reopened  March  21,  1944  re  extension 
of  permit;  previously  granted  on  condition  for  a  term 
of  six  months). 

267-43-A — Re  packaging  of  combustible  mixture  known 
as  “Neptune  Waterproof  Belt  Cement”  in  one-quart  and 
one-pint  glass  bottles  (capacity  of  glass  bottles  not  in 
conformity  with  Administrative  Code  specifications); 
(reopened  March  14,  1944  re  extension  of  permit;  previ¬ 
ously  granted  on  condition  for  a  term  of  six  months). 

374.43. A — Re  packaging  of  inflammable  and  combustible 
mixtures  known  as  “E.  I.  du  Pont  de  Nemours  and 
Company’s”  No.  18  Cement,  etc.  in  glass  containers 
(capacity  of  glass  containers  not  in  conformity  with 
Administrative  Code  specifications);  (reopened  March  7, 
1944  re  extension  of  permit;  previously  granted  on  con¬ 
dition  for  a  term  of  six  months). 

HARRIS  H.  MURDOCK,  Chairman. 


14,  1944— Vol.  29,  No.  11 

7,  1937— Vol.  22,  No.  36 

8,  1944— Vol.  29,  No.  6 
4,  1944— Vol.  29,  No.  14 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 
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CALENDAR 


APRIL  11,  1944,  10  A.  M. 

NOTICE  IS  HEBEBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  11,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Zoning  Applications. 

569-37-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Bengal  Realty  Co.,  Inc.,  owner  (Flat- 
bush  Coal  and  Coke  Corporation,  lessee),  reopened  Feb¬ 
ruary  23,  1944,  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  upon  a  plot  located  partly  in  an 
unrestricted  use  and  partly  in  a  residence  use  district, 
the  use  of  that  part  of  the  lot,  which  is  located  in  the 
residence  use  district,  for  the  operation  of  coal  pockets, 
coal  storage,  truck  driveway  and  railroad  siding;  prem¬ 
ises  2030-2044  McDonald  avenue,  west  side,  339  ft.  6  in. 
north  of  Avenue  S  and  49-57  Lake  street  (Block  6680, 
Lots  23,  124  and  125),  Borough  of  Brooklyn. 

99-44-BZ — Application,  February  11,  1944,  under  section 
7c  of  the  zoning  resolution,  of  Koch  and  Wagner,  appli¬ 
cants,  on  behalf  of  Waldorf  Storage  Warehouse  & 
Garage,  Inc.,  owner,  to  permit  in  a  business  use  district, 
the  alteration  and  the  conversion  of  occupancy  of  a 
building  from  a  warehouse  to  a  factory;  the  space  to  be 
used  for  manufacturing  will  occupy  more  than  25  per 
cent  of  the  total  floor  space  of  the  building;  premises 
552-558  Van  Buren  street,  south  side,  65  ft.  4  in.  west 
of  Broadway  (Block  1618,  Lot  15),  Borough  of  Brook¬ 
lyn. 

76-44-BZ — Application,  January  31,  1944,  under  section 
7h  of  the  zoning  resolution,  of  William  I.  Elohauser, 
applicant,  on  behalf  of  18-20  Broome  Street  Corpora¬ 
tion,  owner  (Myer  Products,  Inc.,  lessee),  to  permit  in 
a  residence  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles 
(trucks  used  in  the  conduct  of  a  soda  water  business 
on  a  plot  abutting  to  the  west);  premises  19  Mangin 
street  and  18-20  Broome  street,  northwest  corner  (Block 
322,  Lots  26  and  27),  Borough  of  Manhattan. 

92-36-BZ — Application  of  Becker,  Ross  and  Stone,  at¬ 
torneys  and  applicants,  on  behalf  of  Consolidated  Biologi¬ 
cal  Products,  Inc.,  owner,  reopened  March  28,  1944  for 
consideration  as  to  extension  of  permit  (expired  Feb¬ 
ruary  3,  1944) — re  Application,  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district,  for  a  term  of  two  (2) 
3rears,  the  parking  and  storage  of  more  than  five  motor 
vehicles;  premises  109-131  West  50th  street,  north  side 
and  110-130  West  51st  street,  south  side,  105  ft.  west  of 
Sixth  avenue  (Block  1003,  Lot  40,  formerly  Lot  17), 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  11,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public,  hearing 
Tuesday  afternoon,  April  11,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

587-43-A — 165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 

551-43-A — 3855  Nautilus  avenue,  northeast  corner  of 
Highland  avenue  (Block  7002,  Lot  1),  Borough  of 
Brooklyn  (reopened  and  restored  to  calendar,  March 
21,  1944;  previously  withdrawn). 


159-44-A — 11-33  to  11-41  50th  avenue,  north  side,  92.5  ft. 
w'est  of  21st  street  (Block  62,  Lot  20),  Long  Island  City, 
Borough  of  Queens. 

180-44-A — West  side  of  85th  street,  1,550  ft.  north  of 
Grand  Central  parkway  extension  (Block  926,  part  of 
Lot  1);  (Seaplane  Hangar  “A”  (No.  1),  La  Guardia 
Field,  Jackson  Heights,  Borough  of  Queens. 

198-44-A — 541-547  Pearl  street,  south  side,  50  ft.  west 
of  Elk  street  (Block  156,  Lot  12),  Borough  of  Man¬ 
hattan. 

Materials  for  Approval 

156-44-SM— Ormax  Vacuum  Breakers,  Types  1  and  2. 

1224-39-SM — Amendment  to  resolution  approving  the 
Sloan-V-100-A  Vaccum  Breaker  constructed  of  similar 
design  in  plastic  known  as  VP-100A  (reopened  June 
8,  1943). 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  25,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision 

175-42-A — 403-415  Sixth  avenue  and  1-5  Greenwich  ave¬ 
nue,  southwest  corner  (Block  593,  Lot  13),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning.  May  2,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter: 

Zoning  Application, 

583-43-BZ — Application,  December  1,  1943,  under  section 
21  of  the  zoning  resolution,  of  Harry  A.  Yarish,  appli¬ 
cant,  on  behalf  of  Isidore  Epstein,  owner  (Ida  Levinson, 
lessee),  to  permit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  an  existing  building  to  the  stor¬ 
age  of  rags;  premises  496-500  (492  displayed)  Watkins 
street,  west  side,  100  ft.  north  of  Newport  street  (Block 
3605,  Lots  33  and  34),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  2,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter: 

Appeal  from  Administrative  Decision 

138-44-A — 107-109  East  Burnside  avenue,  north  side, 
60.3  ft.  east  of  Morris  avenue  (Block  3169,  Lots  66  and 
67),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  MARCH  28,  1944 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  March  21,  1944,  and  Tuesday  afternoon, 
March  21,  1944,  were  approved  as  printed  in  Bulletin  No.  12, 
Volume  29. 

ZONING  CASES 

569-37-BZ 

APPLICANT — Lama  and  Proskauer,  for  Bengal  Realty  Co., 
Inc.,  owner  (Flatbush  Coal  and  Coke  Corp.,  lessee). 
SUBJECT — Application  reopened  February  23,  1944  (de¬ 
cision  of  the  borough  superintendent)  under  sections 
7c  and  21  of  the  zoning  resolution,  to  permit  upon  a 
plot  located  partly  in  an  unrestricted  use  and  partly 
in  a  residence  use  district,  the  use  of  that  part  of 
the  lot,  which  is  located  in  the  residence  use  dis¬ 
trict,  for  the  operation  of  coal  pockets,  coal  storage, 
truck  driveway  and  railroad  siding. 

PREMISES  AFFECTED— 2030-2044  McDonald  avenue, 
west  side,  339  ft.  6  in.  north  of  Avenue  S  and  49-57 
Lake  street  (Block  6680,  Lots  23,  124  and  125), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  F.  N.  Field,  Roy  M.  Cohen  and 
others. 

For  Administration:  Fred  Dahlem,  Dep’t.  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1944  at  10 
A.  M.,  on  request  of  attorney  in  opposition. 


583-43-BZ 

APPLICANT — Harry  A.  Yarish,  for  Isidore  Epstein,  owner 
(Ida  Levinson,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superinten¬ 
dent)  under  section  21  of  the  zoning  resolution,  to 
permit  in  a  business  use  district,  the  conversion  of 
occupancy  of  an  existing  building  to  the  storage  of 
rags. 

PREMISES  AFFECTED— 496-500  (492  displayed)  Wat¬ 
kins  street,  west  side,  100  ft.  north  of  Newport  street 
(Block  3605,  Lots  33  and  34),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harry  A.  Yarish  and  Isidore  Ep¬ 
stein. 

For  Opposition:  Hyman  A.  Friedman,  Morris  Baum 
and  Salvatore  Todaro. 

For  Administration:  Fred  Dahlem,  Dep’t.  or  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1944  at  10 
A.  M.,  pending  an  inspection  by  a  committee  of  the 
Board.  No  further  discussion. 


144-19-BZ 

APPLICANT — Raymond  Irrera,  for  Guiseppi  Cilento, 
owner. 

SUBJECT — Application  for  consideration — Reopening  and 
amendment  re  new  use — re  Application  (decision  of 
the  superintendent  of  buildings)  previously  granted 
on  condition,  permitting  a  public  garage  in  a  resi¬ 
dence  use  district,  under  section  7g  of  the  zoning 
resolution. 

PREMISES  AFFECTED— 23-69  to  23-71  38th  street 
(Block  803,  Lot  13),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Raymond  Irrera. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . . .  0 


92-36-BZ 

APPLICANT — Becker,  Ross  and  Stone,  for  Consolidated 
Biological  Products,  Inc.,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
acting  borough  superintendent  of  buildings)  prev¬ 
iously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict,  for  a  term  of  two  years,  the  transient  parking 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 109-131  West  50th  street,  north 
side,  and  110-130  West  51st  street,  south  side,  105 
ft.  west  of  Sixth  avenue  (Block  1003,  Lot  40,  form¬ 
erly  Lot  17),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Daniel  G.  Ross,  Philip  Freshman 
and  W.  S.  Altman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  and 
set  for  hearing  April  11,  1944,  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 


140-42-BZ 

APPLICANT — Anthony  M.  De  Rose,  for  Anton  Escherich, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  under  section  7e  of  the  zoning  resolution — 
re  Application  (decision  of  the  borough  superintend¬ 
ent),  previously  denied  under  section  21  of  the  zon¬ 
ing  resolution,  to  permit,  in  a  business  use  district, 
the  erection  and  maintenance  of  a  six-car  garage  on 
same  plot  with  existing  five-car  garage. 

PREMISES  AFFECTED — 2851-2853  Bailey  avenue,  west 
side,  498  ft.  south  of  West  230th  street  (Block  3264, 
Lot  63),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Anthony  M.  De  Rose. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 


400-43-BZ 

APPLICANT — David  Weinberg,  for  2175  Grand  Concourse, 
Inc.,  owner  (Checker  Inn,  Inc.,  lessee). 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  main¬ 
tenance  of  an  illuminated  sign  at  the  roof  level  of  a 
building  occupied  as  a  restaurant  and  bar  (the  busi¬ 
ness  use  in  this  building  was  previously  acted  upon 
by  this  Board  under  Cal.  No.  277-35-BZ). 

PREMISES  AFFECTED — 2171  Grand  Concourse,  west 
side,  180  ft.  north  of  East  181st  street  (Block  3162, 
Lot  43),  Borough  of  The  Bronx. 
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APPEARANCES—  .  ^  .  r 

For  Applicant:  David  Weinberg  and  David  Chiefetz. 
For  Opposition :  William  L.  Herrlich  and  Harold 
Klorfein,  Dep’t.  of  Parks. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . -t .  0 

Negative:  Chairman  Murdock,  Commissioners  Sav¬ 
age  and  Blum  and  Deputy  Chief  Murphy ....  4 

THE  RESOLUTION  (400-43-BZ) 

Whereas,  David  Weinberg,  for  2175  Grand  Concourse, 
Inc.  owner  (Checker  Inn,  Inc.,  lessee),  filed  August  11,  1943, 
an  application  under  section  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  maintenance  of  an  illum¬ 
inated  business  sign  at  the  roof  level  of  a  building  occupied  as 
a  restaurant  and  bar  (the  business  use  of  this  building  having 
previously  been  acted  on  by  this  Board  under  Cal.  277-35- 
BZ)  ;  premises:  2171  Grand  Concourse,  west  side,  180  ft. 
north  of  East  181st  street  (Block  3162,  Lot  43),  Borough  of 


Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  permitted  no  illuminated  signs 
in  the  vicinity ;  that  if  there  are  illuminated  signs  nearby 
they  are  either  unlawful  or  on  occupancies  existing  prior  to 
1916,  such  as  the  funeral  parlor  and  gasoline  station  adjoin¬ 
ing  to  the  south  and  north ;  that  the  Court  in  reversing  the 
decision  of  the  Board  under  Calendar  277-35-BZ,  stipulated 
conditions  under  which  the  restaurant  use  could  continue, 
based  on  the  plans,  photographs  and  statements  that  were 
before  the  Board  and  the  Court ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  its  discretion  to 
grant  unler  section  21  of  the  zoning  resolution  on  the  grounds 
of  practical  difficulties  and  unnecessary  hardship  and  was 
therefore  not  entitled  to  relief. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Amendment  to  E.  S.  Applic.  49-43,  objections  1 
and  2,  be  and  it  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


The  Bronx;  and  _  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  28,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  the  Grand  Concourse  is  in  a  residence 
and  business  use,  B  area  and  1)4  times  height  district;  Cres- 
ton  avenue  is  in  a  residence  and  business  use,  B  area  and  1)4 
times  height  district  and  East  181st  street  is  in  a  residence 
and  business  use,  B  area  and  1)4  times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  15,  1943,  re  Amendment  to  E.  S.  Applic.  49-43, 
reads : 

“1.  The  erection  of  proposed  sign  in  a  residence  use 
district  is  contrary  to  Sec.  3  of  the  Zoning  Resolution 
and  Cal.  277-35-BZ. 

2.  The  erection  of  roof  sign  in  a  residence  district  is 
contrary  to  subdivision  49  of  Section  4  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  applicant  states  that  the  existing  building  is 
of  frame  construction,  two  stories  in  height,  with  a  frontage 
of  26  ft.  and  a  depth  of  51  ft.;  that  it  is  occupied  as  a  res¬ 
taurant  and  bar  (this  business  use  was  previously  acted  on 
by  the  Board  under  Cal.  277-35-BZ  carrying  out  instructions 
of  the  Court)  ;  that  there  are  two  illuminated  business 
signs  located  on  the  front  of  _  the  building,  which  were 
erected  without  permits ;  that  it  is  proposed  to  maintain 
the  illuminated  non-flashing  business  sign  located  at  the 
roof  level  and  to  remove  the  Neon  tube  sign  at  the  2nd 
story  level  which  applicant  stated  at  the  hearing  had  already 
been  removed ;  and 

Whereas,  the  applicant  contends  that  both  these  signs 
were  erected  without  a  permit  from  the  Dept,  of  Housing 
and  Buildings ;  that  no  application  was  filed  with  the  Building 
Dept,  for  the  Neon  Tube  Sign  over  the  1st  floor,  due  to  the 
fact  the  lessee  has  agreed  to  permit  the  Globe  Neon  Sign 
Co.  to  remove  this  sign,  which  is  therefore  not  a  part  of 
this  application  before  the  Board;  that  this  latter  sign  was 
the  subject  of  the  Court  action  disposed  of  in  March  1943; 
that  the  sign  in  question  has  been  erected  over  the  front 
parapet,  is  within  the  confines  of  the  high  point  of  the 
building,  does  not  project  beyond  the  building  line,  is  approxi¬ 
mately  2  ft.  6  im  by  25  ft.  or  62  sq.  ft.  in  area  as  compared 
to  approximately  455  sq.  ft.  or  approximately  13)4% .  of 
area  of  the  front  of  the  building  and  is  a  metal  non-flashing 
sign;  that  it  is  an  important  asset  in  the  conduct  of  this 
business  and  the  only  means  of  attracting  attention  to  the 
premises  and  that  the  premises  to  the  north  and  south  have 
illuminated  signs,  and  there  are  other  illuminated  signs  lo¬ 
cated  within  the  500  ft.  radius ;  and 


32-44-BZ 

APPLICANT— William  I.  Hohauser,  for  Chain  Building 
Corporation,  owner  (J.  C.  Penney  &  Co.,  lessee). 
SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  and  partly  in  a 
retail  use  district,  for  a  term  of  three  _  years,  the 
conversion  of  occupancy  of  an  existing  building  from 
a  public  garage  to  the  storage  of  merchandise  (wear¬ 
ing  apparel,  etc.)  and  the  reuse  thereafter  of  the 
building  as  a  public  garage.  The  public  garage  use 
was  granted  by  the  Board  under  Cal.  23-36-BZ. 
PREMISES  AFFECTED— 247-259  West  54th  street,  north 
side,  81  ft.  3  in.  east  of  Eighth  avenue  (Block  1026, 
Lot  8),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  William  I.  Hohauser,  Leo  Silver  and 
Mike  Schimenti. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (32-44-BZ) 

Whereas,  William  I.  Hohauser,  for  Chain  Building  Cor¬ 
poration,  owner  (J.  C.  Penney  &  Co.,  lessee),  filed  January 
12,  1944,  an  application  under  section  7e  of  the  zoning  reso¬ 
lution,  to  permit  partly  in  a  business  use  and  partly  in  a  re¬ 
tail  use  district,  the  conversion  of  occupancy  of  an  existing 
building,  for  a  term  of  three  years,  from  a  public  garage  to 
the  storage  of  merchandise  (wearing  apparel,  etc.)  and  the 
reuse  thereafter  of  the  building  as  a  public  garage,  which 
use  was  granted  by  the  Board  under  Cal.  23-36-BZ,  affecting 
premises :  247-259  West  54th  street,  north  side,  81  .ft.  3  in. 
east  of  Eighth  avenue  (Block  1026,  Lot  8),  Borough  of 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  March  28,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  54th  street  is  in  a  business,  retail 
and  residence  use,  B  area  and  2  times  height  district;  West 
55th  street  is  in  a  business,  retail  and  residence  use,  B  area 
and  2  times  height  district  and  Eighth  avenue  is  in  a  retail 
use,  B  area  and  2  times  height  district;  and 
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Whereas,  the  decision  of  the  borough  superintendent,  dated 
December  15,  1943  on  Alt.  Applic.  1137-43  reads: 

“1.  The  change  of  occupancy  of  a  building  located 
partly  in  a  business  and  partly  retail  district  is  contrary 
to  Sec.  4,  Art.  II,  of  the  Zoning  Resolution. 

Permission  of  the  use  of  building  for  3  years  for  the 
storage  of  merchandise  (wearing  apparels,  etc.)  and  the 
reuse  of  the  building  as  a  public  garage  after  present 
proposed  occupancy  is  hereby  denied  and  does  not  con¬ 
form  to  resolution  23-36-BZ,  previously  passed  by  Board 
of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  existing  building  is 
of  fireproof  construction,  8  stories  in  height,  having  a  front¬ 
age  of  131  ft.  3  in.  and  a  depth  of  approximately  100  ft. 
irregular ;  that  the  westerly  part  of  the  building  extends  into 
the  retail  use  district  for  a  distance  of  approximately  19  ft., 
the  remainder  of  the  building  is  in  a  business  use  district; 
that  the  legal  use  of  the  building  is  a  public  garage  in  accord¬ 
ance  with  Certificate  of  Occupancy  21900  dated  November 
30,  1936;  that  it  is  proposed  to  use  the  building,  for  a  term 
of  three  years,  for  the  storage  of  merchandise  (wearing 
apparel)  (now  so  used  without  a  Certificate  of  Occupancy) 
and  to  use  the  building,  thereafter  as  a  public  garage ;  and 

Whereas,  the  applicant  contends  that  due  to  war  con¬ 
ditions,  the  need  of  garage  space  in  this  neighborhood  is  not 
in  as  much  demand  as  that  for  storage  space ;  that  this 
building  has  been  temporarily  leased  for  a  period  of  three 
years  and  naturally  the  owner  cannot  afford  to  lose  the 
permission  to  reuse  the  building  after  the  proposed  occupancy 
as  a  public  garage;  that  this  building  must  produce  income 
in  order  that  taxes  can  be  paid  and  a  proper  return  of  the 
investment  made;  that  the  building  is  temporarily  used  for 
the  storage  of  ladies’  apparel ;  that  the  violation  was  issued 
because  the  north  freight  elevator  was  used  to  carry  pas¬ 
sengers  ;  that  the  building  was  leased  for  the  storage  of  mer¬ 
chandise  on  September  1,  1943 ;  and 

Whereas,  the  applicant  changed  the  basis  of  this  applica¬ 
tion  at  the  hearing  from  section  21  to  section  7  sub-division 
E ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted,  under  Section  7e  thereof,  for  a 
term  of  two  (2)  years  from  the  date  of  this  resolution,  to 
permit  the  building  to  be  occupied  substantially  as  proposed, 
on  condition  that  the  building  shall  not  be  increased  in 
height  or  area  and  that  the  construction  shall  remain  sub¬ 
stantially  as  at  present ;  and  to  permit  the  use  of  the  building 
to  be  restored  to  a  public  garage  as  permitted  by  the  Board 
under  Cal.  23-36-BZ  on  July  14,  1936,  after  the  termination 
of  this  temporary  variance. 


414-20-BZ 

APPLICANT — Ashley  and  Booth,  for  Rose  Ash,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  reso¬ 
lution,  permitting  on  a  plot  of  ground  in  a  resi¬ 
dence  use  district,  the  maintenance  for  a  temporary 
term  of  two  years  for  eighty  (80)  individual  ga¬ 
rages  to  be  rented  to  persons  not  residing  on  the 
premises. 

PREMISES  AFFECTED —  Southwest  corner  of  West 
186th  street  and  Laurel  Hill  terrace  (Block  2149, 
Lot  84),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (414-20-BZ) 

Whereas,  this  application,  affecting  premises  southwest 
corner  of  West  186th  street  and  Laurel  Hill  terrace  (Block 
2149,  Lot  84),  Borough  of  Manhattan,  was  granted  by  the 
Board  July  20,  1920,  for  a  temporary  term  of  two  years; 
period  extended  July  11,  1922,  July  15,  1924,  September  22, 
1925,  September  30,  1927,  October  2,  1928,  September  24, 
1929,  March  27,  1934,  April  21,  1936,  March  29,  1938,  March 
26,  1940  and  March  24,  1942,  and  the  applicant  requests  a 
further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  20,  1920  as 
amended  thereafter  through  resolution  adopted  on  March 
24,  1942,  only  so  far  as  it  has  reference  to  the  term  of  the 
permit,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

“granted  under  section  7f  for  a  temporary  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution, 
on  condition  ...” 


212-36-BZ 

APPLICANT — Daniel  F.  -Daly,  for  Estate  of  John  E. 

Miller,  owner.  (Joseph  Rossi,  lessee.) 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for 
a  temporary  term  of  two  years,  the  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 317-321  East  103rd  street,  north 
side,  287  ft.  6  in.  west  of  First  avenue  (Block 
1675,  Lot  13),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Daniel  F.  Daly. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  * 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (212-36-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  317-321  East 
103rd  street,  north  side,  287  ft.  6  in.  west  of  First  avenue 
(Block  1675,  Lot  13),  Borough  of  Manhattan,  was  granted 
by  the  Board  February  20,  1940,  on  certain  conditions,  time 
extended  September  23,  1941  and  January  12,  1943  and  the 
applicant  requested  a  further  extension  of  the  permit  and 
time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  February  20,  1940,  as 
amended  by  resolutions  through  January  12,  1943,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit  and  time 
to  complete  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“ granted ,  under  section  7h,  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit 
.  .  .  and  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  one  year  from  the  date 
date  of  this  amended  resolution.” 
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420-37-BZ 

APPLICANT— Richard  Regan,  for  Mainrose  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
temporary  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 136-30  Roosevelt  avenue,  south 
side,  205  ft.  east  of  Main  street  (Block  5019,  Lot 
16),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Richard  Regan. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 


extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (420-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business,  use  district  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  136-30  Roose¬ 
velt  avenue,  south  side,  295  ft.  east  of  Main  street  (Block 
5019,  Lot  16),  Flushing,  Borough  of  Queens,  was  granted 
by  the  Board  July  12,  1938,  on  certain  conditions,  permit 
extended  June  11,  1940  and  June  23,  1942.  and  the  applicant 
requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  12,  1938,  as 
amended  by  resolutions  through  June  23,  1942,  only  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“granted,  under  section  7h  thereof,  for  a  term  of  two 
years  from  June  23,  1944,  to  permit  ...” 


150-38-BZ 

APPLICANT— William  R.  Altman,  for  Estate  of  Patrick 
H.  McNulty,  owner. 

SUBJECT — Application  for  consideration — Reopening  and 
extension  of  permit — re  application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
under  section  7h  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 4275-4295  Broadway,  west  side, 
182  ft.  VA  in.  north  of  West  181st  street  (Block 
2180,  Lot  95),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  William  R.  Altman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative  .  0 

THE  RESOLUTION  (150-38-BZ) 

Whereas,  this  application,  under  section  7h.  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  affecting  premises  4275-4295  Broadway,  west 
side,  182  ft.  1)4  in.  north  of  West  181st  street  (Block  2180, 
Lot  95),  Borough  of  Manhattan,  was  granted  by  the  Board 
April  16,  1940,  on  certain  conditions,  permit  extended  on 


March  24,  1942,  and  the  applicant  requested  a  further  ex¬ 
tension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  16,  1940,  as 
amended  on  March  24,  1942,  only  so  far  as  it  refers  to  the 
term  of  the  permit,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“granted  under  section  7,  subdivision  h,  thereof  for  a 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  to  permit  ...” 


310-39-BZ 

APPLICANT— Harmon  and  Hamburger,  for  James  ICocho- 
vos,  lessee  (Michael  N.  Salmore,  Receiver  of  Rent). 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  retail  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 249-253  West  43rd  street,  north 
side,  200  ft.  east  of  Eighth  avenue  (Block  1015,  Lots 
10  and  11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  L.  Hoffman  and  Gustave  Berman. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (310-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  249-253  West  43d  street,  north 
side,  200  ft.  east  of  8th  avenue  (Block  1015,  Lots  10  and  11), 
Borough  of  Manhattan,  was  granted  by  the  Board  January 
9,  1940,  on  certain  conditions,  the  resolution  amended  Janu¬ 
ary  30,  1940  and  permit  extended  on  January  27,  1942  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  9,  1940,  as 
amended  by  resolutions  adopted  through  January  27,  1942, 
only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read : 
“*  *  *  granted  under  section  7h  thereof  for  a 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution  *  *  *”  . 


1341-39-BZ 

APPLICANT— The  Joseph  Wechsler  Estate,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the.  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  temporary 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 705-729  McDonald  avenue,  east 
side,  240  ft.  north  of  Ditmas  avenue  (Block  5385, 
Lot  66),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  Rossman  and  Samuel  Tom¬ 
aso. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (1341-39-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  period  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  705-729  McDon¬ 
ald  avenue,  east  side,  240  ft.  north  of  Ditmas  avenue  (Block 
5385,  Lot  66),  Borough  of  Brooklyn,  was  granted  by  the 
Board  April  9,  1940,  on  certain  conditions,  permit  extended 
on  April  7,  1942  and  the  applicant  requested  a  further  ex¬ 
tension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  9,  1940  as 
amended  on  April  7,  1942,  only  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“granted  under  section  7h  thereof,  to  permit  the  plot 
to  be  occupied  for  the  parking  and  storage  of  more 
than  five  motor  vehicles  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


342-40-BZ 

APPLICANT — Raymond  Irrera,  for  Selvin  Realty  Co.  and 
Mollie  Sprecher,  owners. 

SUBJECT — Application  for  consideration— reopening  and 
amendment — re  Application  (decision  of  the  acting 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  for  a  temporary  term  of  two 
years,  permitting  partly  in  a  residence  use  and  partly 
in  a  business  use  district,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 42-02  31st  avenue,  31-15  42nd 
street,  southeast  corner  and  east  side  of  42nd  street, 
97.5  ft.  south  of  31st  avenue  (Block  692,  Lots  36, 
37,  40  and  part  of  51),  Astoria,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Raymond  Irrera. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (342-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  district  and 
partly  in  a  business  use  district  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles,  affect¬ 
ing  premises  42-02  31st  avenue,  31-15  42nd  street,  southeast 
corner  and  east  side  of  42nd  street,  97.5  ft.  south  of  31st 
avenue  (Block  692,  Lots  36,  37,  40  and  part  of  51),  Astoria, 
Borough  of  Queens,  was  granted  by  the  Board  on  February 
9,  1943,  on  certain  conditions,  time  extended  on  February  29, 
1944  and  the  applicant  requested  an  amendment  of  the  reso¬ 
lution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  February  9,  1943,  as 
amended  by  resolution  adopted  February  29,  1944,  by  adding 
thereto : 

“that  the  general  arrangement  of  the  parking  lot  and 
exit  through  to  31st  avenue  and  the  structures  on  the 
front  portion  of  the  lot  shall  be  maintained  substantially 
as  indicated  on  revised  plan  marked  ‘Received  March 
20,  1944.”’ 


284-42-BZ 

APPLICANT — Lama  and  Proskauer,  for  North  American 
Oil  Corporation,  owner  (Matt  David,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for 
a  term  of  ten  (10)  years,  the  erection  and  mainte¬ 
nance  of  a  garage  for  more  than  five  motor  vehicles, 
lubritorium,  dressing  rooms  and  offices,  upon  a  plot 
occupied  as  a  gasoline  service  station  with  individual 
garages. 

PREMISES  AFFECTED — 1672-1680  86th  street,  southeast 
corner  of  Bay  14th  street  (Block  6365,  part  of  Lot 
33),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (284-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  ten  years,  the  erection  and  maintenance  of  a  garage  for 
more  than  five  motor  vehicles,  lubritorium,  dressing  rooms 
and  offices,  upon  a  plot  occupied  as  a  gasoline  service  station 
with  individual  garages,  affecting  premises  1672-1680  86th 
street,  southeast  corner  of  Bay  14th  street  (Block  6365,  part 
of  Lot  33),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  April  6,  1943,  on  certain  conditions  and  the  applicant  re¬ 
quested  an  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  6,  1943,  only  so 
far  as  it  has  reference  to  the  completion  of  the  work,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“that  in  view  of  statement  by  applicant  that  all  plans 
have  been  approved  by  the  Department  of  Housing  and 
Buildings  and  permits  obtained,  all  work  shall  be  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution.” 


Adjourned:  11:40  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MARCH  28,  1944 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

620-42-S 

APPLICANT — Herman  Kron,  for  Pitt  Holding  Co.,  Inc., 
owner  (Art  Blast  Co.,  lessee). 

SUBJECT — Application  reopened  and  restored  to  calendar 
March  7,  1944 — re  Appeal  from  a  decision  of  the 
borough  superintendent  (previously  withdrawn). 

PREMISES  AFFECTED — 123  Pitt  street,  west  side,  125 
ft.  north  of  Stanton  street  (Block  345,  Lot  65), 
Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  None.  j 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Removed  from  the  calendar  for 
further  examination. 


587-43-A 

APPLICANT— Jacob  Cohen,  for  Cohen  and  Fraiman, 
owners. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 165  Greene  street,  west  side, 
155  ft.  north  of  West  Houston  street  (2nd  and 
4th  floors);  (Block  524,  Lot  166),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Edward  Reiter. 

ACTION  OF  BOARD— Laid  over  to  April  11,  1944  at  2 
P.  M.  at  request  of  applicant’s  representative. 


93-44-A 

APPLICANT— Sidney  L.  Strauss,  for  Hattye  G.  Jeter, 
owner  (Suflex  Corporation,  lessee). 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 33-11  to  33-15  57th  street,  east 
side,  100  ft.  south  of  Northern  boulevard  (Block 
1181,  Lot  29),  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  April  4,  1944  at  2 
P.  M.  at  written  request  of  applicant. 


11 5-44- A 

APPLICANT— John  J.  Gilmartin,  for  Martha  E.  Manny, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 255-261  18th  street,  north  side, 
150  ft.  east  of  Fifth  avenue  (Block  873,  Lot  69), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Gilmartin. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD— Removed  from  the  calendar  for 
further  examination. 


103-44-A 

APPLICANT— 93-99  Nassau  Street,  Inc.,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 93-99  Nassau  street,  east  side, 
from  Fulton  to  Ann  streets  and  28-34  Ann  street 
(Block  89,  Lot  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  J.  Healy. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


133-44-A 

APPLICANT — World  Steel  Products  Corporation,  lessee, 
for  Muir-McDermott,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 512-526  Tiffany  street,  east 
side,  150  ft.  north  of  Oak  Point  avenue  (Block 
2768C,  Lot  179),  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD— Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  ® 


635-43-A  • 

APPLICANT— William  H.  Meyer,  for  Oquossoc  Realty 
Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 3859-3861  10th  avenue,  east 
side,  99  ft.  11  in.  south  of  West  207th  street  (Block 
2203,  Lot  3),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  H.  Meyer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative  . 


4 

0 


THE  RESOLUTION  (635-43-A) 


Whereas,  William  H.  Meyer,  for  Oquossoc  Realty  Cor¬ 
poration,  owner,  filed  December  30,  1943,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
3859-3861  10th  avenue,  east  side,  99  ft.  11  in.  south  of  West 
207th  street  (Block  2203,  Lot  3),  Borough  of  Manhattan; 

Whereas,  this  appeal  was  withdrawn  January  18,  1944; 
restored  to  the  calendar  March  21,  1944;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  20,  1943,  on  Alt.  Applic.  872-43,  reads: 

“3a.  Provide  two  fireproof  enclosed  stairs  3  ft.  8  in. 
wide  to  extend  to  roof  and  go  direct  to  street  as  per 
270  L.L.  Recommendation  denied. 

b.  Require  intermediate  landings  in  stairs  as  distance 
from  1st  to  2nd  floors  exceeds  12  ft.  6  in.,  270  L.L. 
Reconsideration  denied. 

d.  Primary  exit  inadequate  for  proposed  number  of 
occupants.  Recommendation  denied. 

f.  Provide  two  means  of  egress  from  enclosed  areas 
marked  A  and  B  in  cellar. 

5.  Construction  as  shown  inadequate  for  proposed  live 
loads.” 


and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (25  ft.  11  in.)  in  height,  53  ft.  8  in.  by  85  ft.  in 
area;  of  Class  3  construction;  erected  under  N.  B.  Applic. 
146-14;  located  in  a  business  use,  B  area  district  and  occu¬ 
pied  since  1931  as  follows :  cellar,  storage ;  first  floor,  stores, 
6  persons ;  second  floor,  dancing  school  and  ballroom,  100 
persons,  for  which  Certificate  of  Occupancy  17541  was  issued 
May  11,  1931;  that  the  building  is  equipped  with  one  3  ft. 
8  in.  wide  steel  and  concrete  stairs  enclosed  in  8  in.  and 
12  in.  brick  walls,  equipped  with  self-closing  metal  doors, 
extending  from  2nd  story  directly  to  the  street  and  one  fire 
escape  at  rear  extending  to  roof  by  stairs  and  tc  yard  by 
stationary  iron  stairs  with  egress  from  the  termination 
through  adjoining  yards;  that  windows  and  doors  on  the 
course  of  the  fire  escape  are  fireproof  self-closing;  and. 

Whereas,  the  applicant  states  that  the  building  will  be 
used  on  the  second  story  by  a  tenant  to  paint  designs  in 
water  colors  on  textiles,  employing  not  more  than  30  per¬ 
sons  ;  and 

Whereas,  the  applicant  contends  as  to  Objection  3a,  that 
the  building  is  equipped  with  a  3  ft.  8  in.  interior  fireproof 
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stairs  and  an  exterior  3  ft.  8  in.  iron  stairs  to  yard  and 
to  roof;  that  the  yard  is  of  the  same  level  as  the  adjoining 
yards  and  there  is  no  obstruction  in  the  way  of  access  to 
these  yards;  that  there  is  a  large  swimming  pool  adjoin¬ 
ing  to  the  rear,  accessible  to  the  rear  yard  of  the  premises 
in  question ;  that  the  building  is  only  2  stories  in  height 
and  was  erected  in  1914,  a  few  months  after  the  date  when 
the  Labor  Law  went  into  effect ;  and 

Whereas,  the  applicant  contends  as  to  Objection  3b,  that 
only  a  matter  of  3  or  4  inches  is  involved  and  it  is  requested 
that  the  Board  permit  the  approval  of  the  stairs  in  its  pres¬ 
ent  condition  and  the  applicant  contends  as  to  Objection  3d, 
that  the  occupancy  of  the  2nd  floor  be  approved  as  the  stair 
capacity  of  both  interior  and  exterior  stairs  will  be  adequate 
for  the  proposed  occupancy ;  and 

Whereas,  the  applicant  contends  as  to  Objection  3f,  that 
the  cellar  spaces  open  off  the  yard  and  have  a  door  to  same 
and  the  spaces  have  interior  stairs  leading  to  stores  on  the 
1st  floor;  and 

Whereas,  the  applicant  contends  as  to  Objection  5,  that 
the  existing  certificate  of  occupancy  allows  a  live  load  of 
100  lbs.  for  the  2nd  floor,  and  it  is  requested  that  this  load 
be  approved,  as  the  floors  will  never  be  loaded  beyond  that 
capacity ;  that  the  existing  design  floor  load  is  93  lbs.  per 
sq.  ft. ;  that  it  js  proposed  to  widen  the  front  entrance  door¬ 
way  to  3  ft.  8  in.,  which  is  the  width  of  the  present  stairs. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  872-43,  and  that  the  application  be 
and  it  hereby  is  granted,  as  to  objection  3,  on  condition  that 
the  existing  primary  means  of  exit,  consisting  of  an  en¬ 
closed  stair  leading  to  the  street  through  a  doorway  not 
less  than  3  ft.  6  in.  in  width,  and  the  secondary  means  of 
exit,  consisting  of  an  iron  stair  at  the  rear  as  shown  on 
plans  filed  with  this  appeal,  shall  be  maintained;  that  the 
primary  means  of  exit  shall  have  a  means  of  reaching  the 
roof,  consisting  of  scuttle  and  iron  rung  ladder  and  scuttle 
with  an  easy-opening  device;  that  the  rear  exterior  stair 
shall  lead  both  to  roof  and  to  yard  from  which  access  can 
be  obtained  across  adjoining  premises  to  West  206th  street; 
that  exits  from  the  cellar,  consisting  of  doors  opening  to 
the  depressed  rear  yard  and  trap  doors  within  the  stores 
and  trap  door  in  the  sidewalk  with  a  stairway  leading  to 
the  cellar  shall  be  maintained,  and  in  addition,  there  shall 
be  a  passageway  constructed  along  the  front  of  the  cellar, 
so  as  to  provide  access  from  the  sidewalk  stair  to  each 
cellar  division;  that  the  second  floor  may  be  occupied  for 
factory  purposes,  provided  the  number  of  persons  shall  not 
exceed  30  and  the  floor  load  shall  be  approved  for  not  less 
than  100  lbs.  per  sq.  ft.,  and  so  posted;  that  the  type  of 
manufacturing  shall  at  no  time  exceed  such  loading;  that 
the  boiler  room 'shall  be  separated  from  the  cellar  with  a 
partition  of  6  in.  terra  cotta  blocks  with  fireproof  self-closing 
door  and  the  ceiling  of  such  boiler  room  shall  be  fire  re¬ 
tarded  ;  that  the  windows  and  doors  on  the  course  of  the 
rear  fire  escape  shall  be  fireproof  and  self-closing;  that 
written  permission  of  the  adjoining  owner  shall  be  obtained, 
and  filed  with  the  Borough  Superintendent,  permitting  access 
across  such  property  as  an  exit  from  the  rear  fire  escape; 
that  such  portable  fire  fighting  appliances  shall  be  main¬ 
tained  on  the  second  floor  as  the  fire  commissioner  shall 
direct;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


96-44-A 

APPLICANT — Merchants  Refrigerating  Co.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 18-26  11th  avenue,  east  side, 
entire  block  from  10th  to  11th  avenues  and  West 
16th  to  West  17th  streets,  501-521  West  16th  street 
and  500-526  West  17th  street  (Block  688,  Lot  21), 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (96-44-A) 

Whereas,  the  Merchants  Refrigerating  Co.,  owner,  filed 
on  February  10,  1944,  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  18-26  11th  ave¬ 
nue,  east  side,  entire  block  from  10th  to  11th  avenues  and 
West  16th  to  West  17th  streets,  501-521  West  16th  street  and 
500-526  West  17th  street  (Block  688,  Lot  21),  Borough  of 
Manhattan ;  and 

Whereas,  when  this  case  was  called  for  hearing,  no  ap¬ 
pearance  was  made  on  behalf  of  the  applicant,  although  duly 
notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


118-44-A 

APPLICANT — Jeris-Herpicide  Manufacturing  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 797-805  East  140th  street,  north 
side,  150  ft.  east  of  Southern  boulevard  (2nd  floor)  ; 
(Block  2592,  Lot  72),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  George  W.  Swiller  and  David  Pas- 
tines. 

For  Administration:  Edward  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (118-44-A) 

Whereas,  Jeris-Herpicide  Manufacturing  Corp.,  owner, 
filed  February  21,  1944,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  797-805  East  140th 
street,  north  side,  150  ft.  east  of  Southern  boulevard  (2nd 
floor)  ;  (Block  2592,  Lot  72),  Borough  of  The  Bronx;  and 
Whereas,  order  35994-LC  issued  by  the  fire  commissioner 
September  23,  1943  and  quoted  in  a  decision  of  the  fire  com¬ 
missioner  dated  January  28,  1944,  reads: 

“2.  Arrange  with  this  department  for  hydrostatic 
pressure  of  such  tanks.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(28  ft.)  in  height,  75  ft.  by  100  ft.  in  area  at  1st  floor,  75  ft. 
by  90  ft.  in  area  at  2nd  floor,  of  class  1  construction,  erected 
in  1928,  located  in  an  unrestricted  use,  A  area  district  and 
used  and  occupied  as  follows :  cellar,  boiler  room ;  1st  floor, 
office  and  shipping  department,  12  persons ;  2nd  floor  manu¬ 
facturing  cosmetics,  22  persons,  for  which  no  certificate  of 
occupancy  has  been  issued ;  that  the  building  is  equipped  with 
an  approved  one  source  sprinkler  system  and  an  interior  fire 
alarm  system ;  that  fire  drills  are  not  maintained ;  that  there 
are  two  3  ft.  8  in.  fireproof  stairs,  equipped  with  kalamein 
self-closing  doors  and  leading  directly  to  the  street;  and 
Whereas,  the  applicant  contends  that  the  two  storage 
tanks  in  question,  each  with  a  capacity  of  1000  gallons  and 
located  within  a  fireproof  enclosure  were  recently  installed  in 
the  alcohol  store  room,  as  a  substitute  for  drums  previously 
used  to  store  alcohol ;  that  the  tanks  are  of  heavy  steel  con¬ 
struction,  glass  lined,  and  especially  constructed,  so  that 
alcohol  does  not  come  in  contact  with  the  steel  or  iron;  that 
the  owner  is  reluctant  to  undertake  a  test  for  hydrostatic 
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pressure,  for  fear  that  the  glass  lining  of  the  tanks  may  crack, 
thus  disqualifying  the  tanks  for  use  for  the  intended  purpose 
and  therefore  the  applicant  requests  that  the  Board  waive 
the  test  as  required  by  item  2  of  the  fire  commissioner’s 
order ;  and 

Whereas,  the  applicant  has  filed  a  communication  from 
the  Pfaudler  company,  manufacturers  of  the  tanks,  stating 
that  the  tanks  are  of  5/16  inch  steel  and  are  welded  and  so 
constructed  that  they  are  recommended  for  hydrostatic  heads 
in  excess  of  that  obtainable  by  filling  with  liquid  and  that 
the  shell  and  head  of  the  tanks  are  5/16  inch  boiler  plate 
and  conform  to  the  standards  of  the  A.S.M.E.  for  construc- 
tion. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
January  28,  1944,  acting  on  Order  35994-LC,  Objection  2, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  in  all  other  respects,  the 
tanks  shall  be  maintained  to  the  satisfaction  of  the  fire  com¬ 
missioner. 


132-44-A 

APPLICANT— Abraham  Farber,  for  Congregation  Arugath 
Habosen,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 559-561  Bedford  avenue  and 
125-131  Rodney  street,  northeast  corner  (Block  2187, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy .  4 
Negative  .  6 

THE  RESOLUTION  (132-44-A) 

Whereas,  Abraham  Farber,  for  Congregation  Arugath 
Habosen,  owner,  filed  February  29,  1944,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises: 
559-561  Bedford  avenue  and  125-131  Rodney  street,  northeast 
corner  (Block  2187,  Lot  1),  Borough  of  Brooklyn;  and 
Whereas,  when  this  case  was  called  for  hearing,  no  ap¬ 
pearance  was  made  on  behalf  of  the  applicant,  although  duly 
notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


483-43-A 

APPLICANT — Samuel  Rosenblum,  for  Fisher  Lewine  and 
Sons  Corporation,  owners. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution— re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 4446-4450  Broadway,  east  side, 
74  ft.  6  in.  south  of  Fairview  avenue  (Block  2170, 
Lot  59),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (483-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  4446-4450  Broadway,  east 
side,  74  ft.  6  in.  south  of  Fairview  avenue  (Block  2170, 
Lot  59),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  November  3,  1943,  on  certain  conditions  and  the  appli¬ 
cant  requested  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  3,  1943, 
so  that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  super¬ 
intendent,  acting  on  Alt.  Applic.  802-43,  Objection  2,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  primary 
means  of  exit,  as  shown  shall  be  enclosed  in  fire-re¬ 
tarded  partitions  with  fireproof  self-closing  doors;  that 
a  second  means  of  exit,  consisting  of  an  exterior  fire 
escape,  complying  with  the  requirements  of  the  Labor 
Law,  shall  be  provided ;  that  such  fire  escape  shall 
have  a  goose  neck  ladder  to  roof ;  that  within  the  en¬ 
closure  of  the  primary  means  of  exit,  there  shall  be  a 
double  rung  steel  ladder  leading  through  a  scuttle  to 
the  roof ;  that  such  scuttle  shall  have  an  easy-opening 
device;  as  to  Objection  3a,  that  the  number  of  persons 
occupying  the  second  floor  shall  not  exceed  the  number 
permitted  for  the  primary  means  of  exit ;  that  the  entire 
second  story  shall  be  occupied  by  one  tenant  only ;  as 
to  Objection  3c,  that  the  cellar  stairs  may  be  continued, 
provided  same  are  used  only  as  a  means  of  reaching  the 
cellar  space  under  the  individual  stores  and  for  the 
storage  of  the  merchandise  of  such  stores  only;  that  the 
cellar  ceiling  throughout  shall  be  fire  retarded ;  as  to 
Objection  4a,  that  the  second  floor  shall  be  capable  of 
sustaining  a  live  load  of  not  less  than  75  lbs.  per  super¬ 
ficial  foot  throughout,  and  shall  be  so  posted,  that  the 
occupancy  of  the  second  floor  shall  not  exceed  such 
loading  and  shall  be  of  the  light  type,  such  as  needle 
work  or  equivalent ;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulation  applicable  thereto. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  construct  a  second  interior  enclosed  stairway  lead¬ 
ing  to  the  street  toward  the  south,  as  indicated  on  re¬ 
vised  plans  filed  with  the  borough  superintendent, 
marked  ‘Received  March  17,  1944’  under  Alt.  No.  802- 
43,  such  stairway  may  be  approved  and  the  fire  escape 
on  the  front  of  the  building  as  formerly  proposed,  omit¬ 
ted  and  the  occupancy  may  be  figured  on  the  basis  of 
the  capacity  of  the  two  interior  stairs,  provided  such 
proposed  new  stair  on  the  southerly  side  shall  be  con¬ 
tinuous  from  cellar  to  second  floor  with  a  means  within 
the  enclosure  to  reach  the  roof  consisting  of  a  double 
rung  steel  ladder  and  a  2  ft.  by  3  ft.  scuttle  with  an 
easy-opening  device.” 


MATERIALS  AND  APPLIANCE  SUBMITTED 
FOR  APPROVAL 

547-43-SM 

APPLICANT — Albi  Firepel  Corporation,  for  Albi  Chemi¬ 
cal  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  to  resolution  as  to  additional  fabrics — 
Albi  Flameproof  Compound  K  and  Albi  Flameproof 
Compound  X,  previously  approved. 
APPEARANCES— 

For  Applicant:  Edward  P.  Pierce. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 
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THE  RESOLUTION  (547-43-SM) 

Whereas,  the  Albi  Firepel  Corporation,  for  the  Albi 
Chemical  Corporation,  owner,  filed  on  November  12,  1943, 
an  application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  Albi  Flameproof  Com¬ 
pound  K  and  Albi  Flameproof  Compound  X  ;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
December  14,  1943,  on  certain  conditions  and  the  applicant 
requested  an  amendment  of  the  resolution ;  and 
Whereas,  this  application  was  referred  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

February  21,  1944. 

Re:  Cal.  547-43-SM 

Subject:  Albi  Chemical  Co.  Flameproof  Compound  K — 
Amendment  to  resolution. 

The  Board  of  Standards  and  Appeals  approved  on 
December  14,  1943,  the  material  known  as  Albi  Flame¬ 
proof  Compound  K  and  Albi  Flameproof  Compound  X, 
for  flameproofing  cotton  lawn  and  cotton  airplane  fabric 
under  the  requirements  of  the  Rules  for  Test  of  Fire- 
Resistive  Flamproof  Materials,  such  as  Textiles,  Paper, 
Similar  Materials  and  Adhesives  used  for  Decorative 
Purposes  and  Treated  Acoustical  Draperies,  Carpets 
and  Similar  Materials,  for  use  in  places  of  Public  As¬ 
sembly  and  Special  Occupancy  Structures. 

Request  is  now  made  for  reopening  of  the  application 
and  an  amendment  to  the  resolution  to  include  additional 
materials  listed  herein  and  treated  with  a  12%  solution 
of  Albi  Compound  K,  and  to  correct  the  resolution  of 
December  14,  1943,  so  that  the  wording  of  the  first 
paragraph  of  the  description  shall  read: 

“Compound  K  is  a  complex  ammo  phosphate  borate 
whose  pH  is  approximately  7.8  in  a  13%  solution. 
Sp.6.  1092  at  20  deg.  C.  Compound  X  is  a  complex 
phosphate-borate  whose  pH  is  approximately  7.6  in 
a  13%  solution.  Sp.G.  1.095  at  20  deg.  C.  Both  the 
solutions  are  prepared  by  dissolving  1.14  lbs.  of  the 
compound  in  1  gallon  of  water.” 

Treating  by  immersing  and  testing  of  the  materials 
was  conducted  at  the  laboratories  of  the  United  States 
Testing  Company,  Inc.,  at  Hoboken,  N.  J.,  on  Feb- 
rurary  2,  1944,  in  the  presence  of  the  Committee  of  the 
Board. 

Compound  K  was  used  exclusively.  12%  by  weight 
solution  was  prepared,  corresponding  to  1.14  lbs.  per 
gallon. 

The  fabrics  used  in  the  test  were  as  follows : 

Rayon  Net  (curtain) 

Cotton  Netting  (curtain) 

Spun  Rayon 

Cotton  Corduroy  (Chenille) 

Cotton  Chintz 

Cotton  Rayon  Drapery  Fabric 

Silk  Cloth 

Seersucker 

Woolen  fabric  (light  weight) 

Woolen  fabric  (medium  weight) 

Mohair  Upholstery  Fabric  (pile) 

In  all  samples  tested  at  U.  S.  Testing  Laboratory, 
Report  dated  3-3-44,  Test  No.  50144,  the  results  were 
as  follows : 

There  was  no  flashing; 

No  duration  of  flame  and  no 
duration  of  glow. 

All  tests  made  comply  with  the  requirements  of  rules 
of  the  Board.  The  samples  were  immersed  in  the  solu¬ 
tion  for  approximately  15  minutes,  wrung  out  and  air 
dried. 


RECOMMENDATION 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  amendment  of  the  resolution 
adopted  by  the  Board  December  14,  1943,  to  include 
the  approval  of  the  12%  solution  of  Albi  Flameproof 
Compound  K,  for  use  with  the  materials  listed  herein, 
provided  that  the  resolution  adopted  by  the  Board  De¬ 
cember  14,  1943,  be  complied  with  in  all  other  respects, 
and  the  materials  to  be  used  in  accordance  with  the 
Rules  of  the  Board  as  adopted  under  Cal.  294-40-SR. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  14,  1943,  in  ac¬ 
cordance  with  the  above  report  of  the  Committee  on  Tests. 


552-43-SM 

APPLICANT— J.  E.  Came  Co.,  for  De-Oxo-Lin  Chemical 
Products,  Inc.,  owner. 

SUBJECT— Application  reopened  March  7,  1944  re  amend¬ 
ment  to  resolution  re  approval  as  to  additional 
fabrics — De-Oxo-Lin  Flameproofing  Compound, 
previously  approved. 

APPEARANCES— 

For  Applicant :  Bernard  A.  Cohen. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy .  4 
Negative  .  0 

THE  RESOLUTION  (552-43-SM) 

Whereas,  J.  E.  Came  Company,  owner,  filed  on  Novem¬ 
ber  15,  1943  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  De- 
Oxo-Lin  200  FF  Flameproofing  Compound ;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
January  25,  1944,  on  certain  conditions  and  the  applicant 
requested  an  amendment  of  the  resolution  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  March  7,  1944  and  referred  to  the  Committee  on  Tests 
of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests,  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

March  16,  1944. 

Re:  Cal.  552-43-SM 

Subject:  De-Oxo-Lin  200  FF  Flameproofing  Compound, 
amendment  as  to  additional  fabrics. 

The  Board  of  Standards  and  Appeals  approved  on 
January  25,  1944,  the  De-Oxo-Lin  200  FF  Flameproofing 
Compound  for  use  on  plain  woven  cotton  rep  and  cotton 
towelling.  Request  for  reopening  has  been  made  on 
March  3,  1944  for  amendment  to  the  approval  to  include 
rayon  plush,  rayon  drapery  satin,  rayon  cotton  damask 
and  white  duck  fabrics  in  the  solution  of  applicant’s  com¬ 
pound  as  described  in  original  approval. 

The  fabrics  submitted  for  test  purposes  were  treated 
at  the  Madison  Square  Garden  Bowling  Alleys  in  the 
presence  of  the  Committee  on  Tests  and  representatives 
of  the  manufacturer.  Sufficient  solution  was  provided  to 
saturate  samples  of  the  materials  (which  were  dipped 
to  saturation)  and  to  spray  other  samples.  The  operation 
took  approximately  10  minutes  for  spraying,  a  motor- 
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driven  sprayer  being  used.  The  fabrics  were  then  par¬ 
tially  dried  and  forwarded  to  Better  Fabrics  Testing 
Bureau  Inc.,  Report  dated  3/13/44  for  tests  in  accord¬ 
ance  with  the  rules  of  the  Board  with  results  as  follows : 

Duration  Duration 


of 

of 

Flashing 

Flame 

Glow 

Cotton  Rep  (sprayed)  . 

.  none 

none 

none 

Crestwood  Silk  Poplin  (spray- 

ed)  Rayon  and  Cotton  ... 
Drapery  Satin  (Rayon) 

.  none 

none 

none 

sprayed  . 

.  none 

none 

none 

Plush  (rayon)  dipped  . 

none 

none 

none 

Damask  (rayon  and  cotton)  — 

dipped  . 

.  none 

none 

8  sec. 

(Canvas  (cotton) 

1  White  Duck 

Dipped  . 

.  none 

none 

none 

Sprayed  . 

.  none 

none 

none 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  amendment  of  the  resolution  of 
the  Board  adopted  Jan.  25,  1944  to  include  the  approval 
of  De-Oxo-Lin  200  FF  Flameproofing  Compound  for 
the  additional  fabrics  listed  herein  provided  the  resolu¬ 
tion  of  the  Board  of  January  25,  1944  be  complied  with 
in  all  respects. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committe  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  25,  1944,  in  accord¬ 
ance  with  the  above  report  of  the  Committee  on  Tests  of  the 
Board. 


136-44-SA 

APPLICANT — Richards-Wilcox  Manufacturing  Co.,  owner. 

SUBJECT — R-W  No.  725  and  R-W  No.  755  Elevator  Door 
Interlocks,  approval  of. 

APPEARANCES— 

For  Applicant:  Albert  Wikander. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

TPIE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (136-44-SA) 

Whereas,  the  Richards-Wilcox  Manufacturing  Co.,  owner, 
filed  on  March  2,  1944,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  R-W  No.  725  and  R-W  No.  755  Elevator  Door  Inter¬ 
locks  ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

March  17,  1944. 

Re :  Cal.  136-44-SA 

Subject:  R-W  No.  725  and  R-W  No.  755  Elevator 
Door  Interlocks,  approval  of. 

The  Richards  Wilcox  Manufacturing  Company  of 
Aurora,  Illinois,  filed  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  their  Elevator 


Door  Interlocks,  Types  R-W  No.  725  and  R-W  No.  755, 
in  accordance  with  the  requirements  of  C26-178.0,b,  and 
as  meeting  the  requirements  of  C26-1 179.0  through 
C26-1 185.0  of  the  Administrative  Building  Code. 

OPERATION 

No.  725  Electro  Mechanical  Elevator  Interlock 

The  interlock  consists  primarily  of  a  vertical  bar 
lock  mounted  on  a  sliding  elevator  shaftway  door  and 
an  interlock  switch  mounted  above  the  doorway.  The 
bar  lock  is  normally  held  in  the  “up”  position  by  a 
spring  mounted  inside  of  the  handle  part.  Downward 
movement  of  the  bar  positively  breaks  the  electric  cir¬ 
cuit  and  movement  in  the  direction  of  opening  the  door, 
releases  the  bar  from  the  switch  which  also  serves  as 
a  keeper  for  the  bar  lock.  The  upper  end  of  the  bar 
is  hook  shaped,  engaging  the  contact  carrying  member, 
so  that  it  cannot  be  disengaged  from  the  switch  without 
breaking  the  electric  circuit.  The  switch  consists  of  a 
cast  iron  case  with  rubber  gasket  sealed  cover,  two 
terminal  contacts  with  upturned  lugs  mounted  on  a 
molded  plastic  block  and  a  contact  member  mounted  on 
a  vertically  movable  block  which  has  a  hook  shaped 
lower  end  to  engage  with  the  upper  end  of  the  bar 
lock.  The  lower  faces  of  the  case  are  beveled  to  depress 
the  bar  lock  as  it  comes  into  position  below  the  switch 
and  to  guide  it  into  position  for  engaging  with  the  mov¬ 
able  contact  carrying  member  (see  Fig.  1). 

No.  755  Electro  Mechanical  Elevator  Interlock 

This  interlock  is  substantially  the  same  as  No.  725 
except  that  the  upper  end  of  the  bar  lock  is  beveled 
where  it  contacts  the  switch  case,  to  make  it  adaptable 
to  swinging  doors  instead  of  sliding  doors.  (See  Fig. 
2). 

DESCRIPTION  AND  TESTS 

The  type  725  interlock,  Fig.  1,  is  a  bar  lock  for  hori¬ 
zontally-sliding  hoistway  doors.  It  consists  of  a  cast- 
iron  switch  box,  two  contact  surfaces  mounted  on  a 
bakelite  block  with  screws  properly  countersunk  and 
covered  with  listed  sealing  compound,  two  terminal  con¬ 
nections  with  upturned  lugs,  a  latch  which  carries  a 
properly  mounted  contact  bar,  and  an  operating  rod 
mounted  on  the  door. 

The  type  755  interlock,  Fig.  2,  is  a  bar  lock  for  swing¬ 
ing  doors.  In  general  the  construction  is  the  same  as 
that  of  the  type  725  interlock  with  the  exception  that 
the  upper  end  of  the  bar  is  provided  with  a  hook  to 
engage  the  switch  mechanism  by  the  swinging  motion 
of  the  door.  The  switch  construction  is  the  same  as  that 
of  the  type  725. 

These  devices  were  subjected  to  the  following  stand¬ 
ard  tests  : 

Endurance  Test — C26-1 180.0 
Current-Interrupting  T est — C26-1 181.0 
Test  in  Moist  Atmosphere — C26-1 182.0 
Test  without  Lubricant — C26-1 183.0 
Misalignment  Test- — C26- 1184.0 
Insulation  Test — C26-1 185.0 

The  two  interlocks  were  subjected  to  the  foregoing 
tests  at  the  Underwriters’  Laboratories,  Report  Safety 
Appliance  275,  dated  2/10/44,  copies  of  which  are  filed 
with  the  application. 

To  meet  the  requirements  of  C26-1 179.0,  the  applicant 
has  furnished  computations  of  coefficients  of  thermal 
expansion  between  25  deg.  to  140  deg.  F.  which  indicate 
that  the  device  will  function  properly  within  such  tem¬ 
perature  limitations. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  the  Elevator  Door 
Interlocks,  Types  R-W  No.  725  and  R-W  No.  755 
(Figs.  1  and  2)  manufactured  by  the  Richards  Wilcox 
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Manufacturing  Company  under  C26-191.0  as  meeting  the 
requirements  of  C26-1179.0  for  use  under  Article  14 
entitled  “Elevators”  Administrative  Building  Code,  pro¬ 
vided  the  interlocks  are  manufactured  as  described 
herein  and  that  each  device  shall  bear  a  tag,  or  label 
or  decalcomania  reading  as  follows :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  136-44-SA.” 


(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 


LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  R-W  No.  725 
and  R-W  No.  755  Elevator  Door  Interlocks,  on  condition 
that  the  appliance  be  manufactured,  installed,  and  labelled, 
stamped  or  tagged  in  accordance  with  the  above  report. 


Adjourned:  3:00  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  February  23,  1944,  as  they  appeared 
in  Bulletin  No.  9,  Vol.  29,  are  hereby  corrected  to  read  as 
follows : 

413-37-BZ 

APPLICANT— Leon  D.  Miller,  for  Joseph  Verzani  and 
Angelo  Caruso,  lessees;  Estate  of  Samuel  A.  Pot¬ 
ter,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit— re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
temporary  period  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 50-10  Roosevelt  avenue,  50-07 
Queens -boulevard,  44-20  51st  street  and  44-05  50th 
street  (Block  505,  Lots  6,  12  and  part  of  21),  Sunny- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leon  D.  Miller. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative  .  0 

THE  RESOLUTION  (413-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles,  affecting  premises  50-10  Roosevelt  ave¬ 
nue,  50-07  Queens  boulevard,  44-20  51st  street  and  44-05  50th 
street  (Block  505,  Lots  6,  12  and  part  of  21),  Sunnyside, 
Borough  of  Queens,  was  granted  by  the  Board  on  March  11, 
1938,  on  certain  conditions,  permit  extended  on  February  10, 
1940  and  February  10,  1942;  and 


Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  11,  1938,  as 
amended  through  February  10,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“ Granted  under  section  7h  therefor,  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution  .  .  .” 


♦Correction — The  name  “Edward  Berger”  deleted ;  the 
names  “Joseph  Verzani  and  Angelo  Caruso”  substituted 
therefor. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  February  23,  1944,  as  they  appeared 
in  Bulletin  No.  9,  Vol.  29,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION  (108-44-A) 

Whereas,  Francis  Keally,  for  Edward  L.  Bernays,  owner, 
filed  February  16,  1944  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  26  East  64th 
street,  south  side,  53  ft.  west  of  Madison  avenue  (Block 
1378,  Lot  58),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  11,  1944  on  Alt.  Applic.  124-44,  reads: 

“1.  The  change  of  occupancy  of  four  (4)  story  and 
basement  structure,  occupied  as  a  factory  in  basement, 
business  on  first  floor  and  dwelling  on  2nd,  3rd  and 
4th  floors,  of  class  3  construction,  to  a  basement  and 
four  stories  commercial  building,  exceeding  4  stories  or 
50  ft.  in  height,  is  contrary  to  Sec.  4.2.1.  Bldg.  Code. 

2.  The  enclosure  and  construction  of  the  existing  stair¬ 
way  is  contrary  to  Sec.  6.4.1.7.1  and  6. 4.1. 8.1  (b)  Bldg. 
Code. 

3.  The  sairway  shall  terminate  as  per  6.4.1.11  Bldg. 
Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories,  and  basement  (55  ft.)  in  height,  21  ft.  by  88  ft.  in 
area  at  1st  floor,  21  ft.  by  70  ft.  in  area  at  typical  floor,  of 
class  3  construction,  erected  in  1903,  located  in  a  retail  use, 
B  area  district  and  used  and  occupied  as  follows :  cellar, 
storage,  no  persons ;  basement,  office  and  factory,  6  persons ; 
1st  floor,  showroom  and  parlor,  6  persons;  2nd,  3rd  and 
4th  floors,  dwelling,  1  family ;  proposed  to  be  used  and 
occupied  as  follows:  cellar,  same;  basement,  offices,  10  per¬ 
sons;  1st  floor,  offices,  10  persons;  2nd  floor,  offices,  6  per¬ 
sons  ;  3rd  floor,  offices,  5  persons ;  4th  floor,  rest  room  and 
office,  5  persons ;  that  the  building  is  equipped  with  one  3 
ft.  wide  oak  stairs,  enclosed  in  wood  studs  and  leading 
directly  to  the  street,  proposed  to  be  fire-retarded  with  min¬ 
eral  wool  between  studs  and  equipped  with  one  hour  test 
self-closing  door ;  that  the  building  is  also  equipped  with 
one  fire  escape  at  the  rear  leading  to  roof  by  ladder  and 
proposed  to  be  extended  to  yard  by  ladder  with  egress  from 
its  termination  through  adjoining  property;  and 

Whereas,  Certificate  of  Occupancy  15436  was  issued 
July  16,  1929  permitting  the  use  of  the  building  as  follows  : 
cellar,  storage;  basement,  office  and  factory,  6  persons,  70 
lbs.  liveload;  1st  floor,  showroom  and  parlor,  6  persons,  70 
lbs.  liveload;  2nd,  3rd  and  4th  stories,  dwelling  of  owner’s 
family,  40  lbs.  livfload  on  each  floor ;  and 

Whereas,  the  applicant  contends,  as  to  objection  1,  that 
permission  is  requested  to  use  the  building  for  offices  Qn 
all  floors;  that  the  building  will  be  of  low  occupancy,  will 
be  used  by  the  owner  for  carrying  on  his  work  in  the  field 
of  public  relations;  that  there  will  be  no  boiler  room  in  the 
building  and  steam  will  be  supplied  by  the  New  York  Steam 
Company;  that  the  building  is  small  in  area  and  is  only  5 
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ft.  above  the  legal  height;  that  the  basement  ceiling  is  5 
ft.  6  in.  above  grade ;  that  the  present  Certificate  of  Oc¬ 
cupancy  permits  factory  in  basement  and  business  on  the 
1st  floor ;  and 

Whereas,  the  applicant  contends  as  to  Objection  2,  that 
all  enclosing  partitions  for  the  interior  stairs  will  be  fire- 
retarded  with  mineral  wool  blown  between  studs;  that  all 
doors  leading  into  stairhall  will  be  1  hour  fireproof  self¬ 
closing;  that  the  WPB  restrictions  prevent  the  owner  from 
complying  with  the  requirements  of  the  Code  as  to  the  con¬ 
struction  of  the  stairs ;  and 

_  Whereas,  the  applicant  contends  as  to  objection  3,  rela¬ 
tive  to  the  extension  of  the  stair  to  roof  by  bulkhead,  that 
access  will  be  provided  to  the  roof  from  top  floor  through 
an  existing  scuttle  and  the  existing  wooden  ladder  to  be 
replaced  by  an  approved  iron  ladder. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  124-44,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted,  as  to  objection  1, 
on  condition  that  the  building  shall  not  be  further  increased 
in  height  or  area ;  that  the  building  shall  be  occupied  only  as 
proposed  and  the  previous  factory  occupancy  shall  be  super¬ 
seded  by  the  proposed  occupancy;  that  as  to  objection  2,  the 


existing  stairway  may  be  maintained,  provided  the  en¬ 
closures  are  reconstructed  as  proposed,  as  shown  on  plans 
( four  sheets)  filed  with  the  Borough  Superintendent  Febru¬ 
ary  9,  1944,  except  that  mineral  wool  shall  be  hand-packed 
in  the  partitions  or  expanded  dry  mica  may  be  blown  in 
between  the.  studs ;  that  if  mica  is  used,  it  shall  be  mixed 
with,  a  sufficient  amount  of  gypsum  and  a  minimum  of  water 
to  bind  the  material;  as  to  objection  3,  that  the  stairway 
may  terminate  on  the  top  floor,  provided  there  is  a  scuttle 
and  double-rung  steel  ladder  for  access  to  the  roof  through 
a  scuttle  with  an  easy  opening  device,  and  provided  there 
shall  be  maintained  on  the  rear  of  the  building,  a  fire  escape 
from  the  top  story  to  yard  with  a  goose-neck  ladder  to  the 
roof  and  a  means  of  exit  from  the  rear  yard  provided  by 
means  of  a  gate  or  other  opening  to  an  adjoining  premises; 
and  that  the  consent  of  the  owner  of  the  adjoining  premises 
shall  be  filed  with  the  borough  superintendent ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


■^Correction — The  words  “as  shown  on  plans  ( four  sheets) 
filed  with  the  Borough  Superintendent  February  9,  1944” 
inserted  in  lines  76  and  77  of  resolution. 


RULES 


SMOKING  IN  FACTORIES 


Adopted  by  the  Board  of  Standards  and  Appeals, 
August  12,  1918. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance,  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 

period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 

(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

.  (a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

.  (2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting  ; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

,  (1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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J  PROPOSED  CERTIFICATE  OF  OCCUPANCY  RULES  COVERING  THE  REQUIREMENTS 
FOR  THE  USE,  OCCUPANCY  OR  CONSTRUCTION  OF  ANY  BUILDING  OR  PREM¬ 
ISES  IN  COMPLIANCE  WITH  EXISTING  LAWS,  RULES  AND  REGULATIONS. 

I 


NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  Held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  May  5,  1944  at  10  A.  M.,  Room  1013,  Municipal 
Building,  Manhattan,  on  the  Proposed  Certificate  of 
Occupancy  Rules  covering  the  Requirements  for  the 
Use,  Occupancy  or  Construction  of  any  Premises  in 
Compliance  with  Existing  Laws,  Rules  and  Regulations. 

(Cal.  40-32-SR) 

Note:  A  tentative  draft  of  these  proposed  rules  is  pub¬ 
lished  at  this  time,  to  permit  study  and  suggestions.  Later, 
a  public  hearing  zt nil  be  held,  notice  of  which  will  appear 
in  the  Bulletin.  Suggestions  will  be  welcomed. 

| 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Par.  2,  Section  646  of  the 
Charter  of  the  City  of  New  York  and  C26-189.0  and  C26- 
181.0  through  C26-188.0  of  the  Administrative  Building 
Code. 

Scope: 

A  Certificate  of  Occupancy  once  lawfully  issued  is 
a  certification  that  the  building  or  premises  and  their 
occupancy  and  use  comply  with  all  laws,  rules  and 
regulations  applicable  thereto.  The  issuance  of  such 
certificate  of  occupancy  puts  all  persons  on  notice  as  to 
the  legality  of  the  structure,  occupancy  and  use  as  of 
the  date  of  its  issuance.  When  issued  under  these  premises, 
persons  having  a  proprietary  interest,  may  rely  on  its 
integrity  and  finality  as  to  compliance  with  all  laws, 
rules  and  regulations  which  were  applicable  at  the  time 
of  its  issuance. 

It  is  therefore  important  that  these  certificates  be 
issued  only  after  a  complete  examination  has  been  made 
of  filed  data  as  to  the  structure,  occupancy,  and  use  of 
the  entire  premises  and  are  found  to  comply  with  the 
then  existing  laws,  rules  and  regulations  as  of  the  date 
of  such  issuance.  The  purpose  of  these  rules  is  to 
emphasize  the  basis  under  which  a  certificate  of  occu¬ 
pancy  may  be  properly  issued. 

Extracts  from  the  New  York  City  Charter,  the  Zoning 
Resolution,  the  Multiple  Dwelling  Law  and  the  Admin¬ 
istrative  Building  Code  contained  herein  have  been  as¬ 
signed  decimal  'rule  numbers  for  convenient  reference 
only  and  are  not  to  be  construed  as  rules. 

[ 

Rule  1.  Excerpts  from  Laws  Pertaining  to  Cer¬ 
tificates  of  Occupancy. 

1.1  New  York  City  Charter. 

§  645  a.  (3).  The  superintendent  shall  have  ex¬ 
clusive  power:  to  issue  certificates  of  occupancy 
for  any  building  or  structure  situated  in  his  bor¬ 
ough. 

§  646  a.  No  building  or  structure  hereafter  con¬ 
structed  may  be  occupied  or  used  in  whole  or  in 
part  for  any  purpose  until  a  certificate  of  occu¬ 
pancy  has  been  issued. 

b.  No  building  or  structure  or  part  thereof  for 
which  a  certificate  of  occupancy  has  not  be  pre¬ 
viously  issued  or  required  shall  be  occupied  or 
used  for  any  purpose  whatever  in  case  such  build¬ 
ing  shall  hereafter  be  altered  or  converted  so  as 
to  decrease  or  increase  the  number  of  living  rooms 


or  apartments,  until  a  certificate  of  occupancy 
has  been  issued. 

c.  No  building  hereafter  altered  or  converted 
from  one  class  to  another  class  shall  be  occu¬ 
pied  or  used  for  any  purpose  whatever  in  case 
such  building  was  vacant  during  the  progress  of 
the  work.  In  case  such  an  alteration  does  not 
necessitate  the  vacation  of  the  building  during  the 
progress  of  the  work,  the  occupancy  or  use  of  the 
building  shall  not  continue  more  than  thirty  days 
after  the  completion  of  such  alteration,  unless  a 
certificate  of  occupancy  has  been  issued. 

d.  A  certificate  of  occupancy  of  a  building  or 
structure  shall  certify  that  such  building  or  struc¬ 
ture  conforms  to  the  requirements  of  all  laws, 
rules,  regulations  and  orders  applicable  to  it  and 
shall  be  in  such  form  as  the  board  of  standards 
and  appeals  shall  authorize. 

e.  A  certificate  of  occupancy  shall  not  be  issued 
for  the  occupancy  of  a  building  as  a  multiple 
dwelling  not  previously  authorized  to  be  used 
or  occupied  as  a  multiple  dwelling  as  defined  in 
the  Multiple  Dwelling  Law,  unless  the  Division 
of  Housing  shall  have  certified  in  writing  after 
an  inspection  of  such  building  that  such  occu¬ 
pancy  is  lawful. 

f.  No  certificate  of  occupancy  shall  be  issued 
for  any  building,  structure,  enclosure,  place  or 
premises  wherein  containers  for  combustibles, 
chemicals,  explosives,  inflammables  and  other 
dangerous  substances,  articles,  compounds  or  mix¬ 
tures  are  stored,  or  wherein  automatic  or  other 
fire  alarm  systems  or  fire  extinguishing  equip¬ 
ment  are  required  by  law  to  be  or  are  installed, 
until  the  fire  commissioner  has  tested  and  in¬ 
spected  and  has  certified  his  approval  in  writing 
of  the  installation  of  such  containers,  systems  or 
equipment  to  the  superintendent  of  the  borough 
in  which  the  installation  has  been  made.  Such 
approval  shall  be  recorded  on  the  certificate  of 
occupancy. 

g.  Every  certificate  of  occupancy  shall,  unless 
and  until  set  aside  or  vacated  by  the  board  of 
standards  and  appeals  or  a  court  of  competent 
jurisdiction,  be  and  remain  binding  and  conclu¬ 
sive  upon  all  agencies  and  officers  of  the  city,  and 
shall  be  binding  and  conclusive  upon  the  depart¬ 
ment  of  labor  of  the  state  of  New  York,  as  to 
all  matters  therein  set  forth,  and  no  order,  di¬ 
rection  or  requirement  at  variance  therewith  shall 
be  made  or  issued  by  any  agency  or  officer  of  the 
city,  nor  by  the  department  of  labor  of  the  state 
of  New  York,  or  any  commissioner,  board,  officer 
or  member  thereof. 

h.  The  superintendent  of  the  borough  in  which 
a  building  or  structure  is  located  may,  on  request 
of  the  owner  or  his  authorized  representative, 
issue  a  temporary  certificate  of  occupancy  for  any 
part  of  such  building  or  structure,  provided  that 
such  temporary  occupancy  or  use  would  not  in 
any  way  jeopardize  life  or  property;  but  no  such 
temporary  certificate  shall  be  issued  in  the  case 
of  a  multiple  dwelling  unless  and  until  certificates 
are  issued  pursuant  to  subdivisions  e  and  f  of 
this  section. 

i.  The  term  “class”  as  used  in  this  chapter 
refers  to  the  classification  of  buildings  in  the 
building  code  or  local  law  regulating  building 
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as  it  may  be  amended  from  time  to  time  and  shall 
be  deemed  to  refer  also  to  the  terms  “class”  or 
“kind  as  used  in  the  multiple  dwelling  law  where 
such  law  is  affected. 

1.2  Extracts  from  Zoning  Resolution  of  New  York 
City. 

§  6.  Existing  Building  and  Premises,  (a)  Any 

use  existing  in  any  building  or  premises  on 
July  25,  1916,  and  not  conforming  to  the  regula¬ 
tions  of  the  use  district  in  which  it  is  maintained, 
may  be  continued  therein  except  as  provided  in 
§  21-A.  No  then  existing  building  designed,  ar¬ 
ranged,  intended  or  devoted  to  a  use  not  per¬ 
mitted  by  this  article  in  the  district  in  which  such 
use  is  located  shall  be  enlarged,  extended,  recon¬ 
structed  or  structurally  altered  unless  such  use 
is  changed  to  a  use  permitted  in  the  district  in 
which  such  building  is  located.  Such  building 
may,  however,  be  reconstructed  or  structurally 
altered  to  an  extent  not  greater  than  50  per  cent 
of  the  value  of  the  building,  exclusive  of  founda¬ 
tions,  provided  that  no  use  in  such  building  is 
changed  or  extended. 

(b)  Any  use  existing  in  any  building  or  premises 
lawfully  established  subsequent  to  July  25,  1916, 
and  not  conforming  to  the  regulations  of  the  use 
district  in  which  it  is  maintained,  may  be  con¬ 
tinued  therein  except  as  provided  in  21-A. 

§22.  Unlawful  Use;  Certificate  of  Occupancy. 

It  shall  be  unlawful  to  use  or  permit  the  use  of 
any  building  or  premises  or  part  thereof  here¬ 
after  created,  erected,  changed  or  converted 
wholly  or  partly  in  its  use  or  structure  until  a 
certificate  of  occupancy  to  the  effect  that  the 
building  or  premises  or  the  part  thereof  so 
created,  erected,  changed  or  converted  and  the 
proposed  use  thereof  conform  to  the  provisions 
of  this  resolution  shall  have  been  issued  by  the 
Department  of  Housing  and  Buildings.  In  the 
case  of  such  buildings  or  premises  it  shall  be  the 
duty  of  the  Department  of  Housing  and  Buildings 
to  issue  a  certificate  of  occupancy  within  ten 
days  after  a  request  for  the  same  shall  be  filed 
in  its  office  by  any  owner  of  a  building  or  premises 
affected  by  this  resolution,  provided  said  build¬ 
ing  or  premises  or  the  part  thereof  so  created, 
erected,  changed  or  converted  and  the  proposed 
use  thereof  conform  with  all  the  requirements 
herein  set  forth.  Under  rules  and  regulations  of 
the  Board  of  Standards  and  Appeals  a  temporary 
certificate  of  occupancy  for  a  part  of  a  building 
may  be  issued  by  the  Department  of  Housing  and 
Buildings.  Upon  written  request  from  the  owner, 
the  Department  of  Housing  and  Buildings  shall 
issue  a  certificate  of  occupancy  for  any  building 
or  premises  existing  at  the  time  of  the  passage  of 
this  resolution  certifying  after  inspection  the  use 
of  the  building  or  premises  and  whether  such  use 
conforms  to  the  provisions  of  this  resolution. 

1.3  Extracts  from  Administrative  Building  Code. 
Article  3,  Sub-article  1,  Group  3 — Certificate  of 
Occupancy. 

C26-181.0.  Certificates  of  occupancy  for  new 
structures. 

a.  It  shall  be  unlawful  to  occupy  or  use  any 
structure  erected  after  January  1st,  nineteen  hun¬ 
dred  thirty-eight,  in  violation  of  section  six  hun¬ 
dred  forty-six,  subdivision  a  of  the  charter.  The 
superintendent  shall  issue  a  certificate  of  occu¬ 
pancy,  in  such  form  as  may  be  authorized  by  the 
board,  certifying  that  *  such  structure  conforms 


substantially  to  the  approved  plans  and  specifi¬ 
cations  and  the  requirements  of  the  laws  govern¬ 
ing  building  construction  applicable  to  structures 
of  the  class  and  kind  of  such  structure. 

b.  A  certificate  of  occupancy  shall  be  issued 
only  in  conformity  with  section  six  hundred  forty- 
six,  subdivision  e  of  the  charter. 

c.  A  certificate  of  occupancy  shall  be  issued  in 
conformity  with  section  six  hundred  forty-six, 
subdivision  f  of  the  charter. 

C26-182.0.  Temporary  Certificate  of  Occupancy. 

— The  superintendent  may  issue  a  temporary  cer¬ 
tificate  of  occupancy  for  part  of  a  structure,  pur¬ 
suant  to  section  six  hundred  forty-six,  subdivi¬ 
sion  h  of  the  charter.  Original  temporary  certifi¬ 
cates  of  occupancy  may  be  granted  for  periods  of 
not  more  than  ninety  days  and  be  subject  to  re¬ 
newal  by  the  superintendent  for  similar  periods  of 
not  more  than  ninety  days  at  his  discretion. 

C26-183.0.  Occupancy  of  Altered  Structures. — 

a.  It  shall  be  unlawful  to  occupy  or  use  in  whole 
or  in  part,  for  any  purpose  whatever,  any  struc¬ 
ture  altered  after  January  first,  nineteen  hundred 
thirty-eight,  which  was  vacant  during  the  progress 
of  the  work  of  alteration  until  a  certificate  of  oc¬ 
cupancy  shall  have  been  issued  by  the  Superin¬ 
tendent,  certifying  that  the  work  for  which  the 
permit  was  issued  has  been  completed  substan¬ 
tially  in  accordance  with  the  approved  plans  and 
specifications  and  the  provisions  of  the  laws  gov¬ 
erning  building  construction  applying  to  such  an 
alteration. 

b.  In  case  such  structure  has  been  substantially 
altered  so  as  to  affect  any  existing  means  of 
egress  or  has  been  converted  or  altered  from  one 
class  to  another  class  or  has  been  converted 
or  altered  so  as  to  increase  the  number  of  living 
rooms  or  apartments  in  the  building  and  such  al¬ 
teration  does  not  necessitate  the  vacation  of  the 
building  during  the  progress  of  the  work,  the 
occupancy  or  use  of  the  building  shall  not  con¬ 
tinue  more  than  thirty  days  after  the  completion 
of  such  alteration,  unless  a  certificate  of  occu¬ 
pancy^  has  been  issued  by  the  superintendent.  The 
term  class  ’  as  used  herein  refers  to  the  classifi¬ 
cation  of  buildings  in  this  title  and  also  to  the 
terms^  class  and  kind  as  used  in  the  multiple 
dwelling  law  when  such  law  is  affected. 

C26-184.0.  Occupancy  of  Existing  Structures. — 

The  legal  occupancy  and  use  of  any  structure  ex¬ 
isting  on  January  first,  nineteen  hundred  thirtv- 
eight,  may  continue,  except  as  may  be  specifically 
prescribed  by  this  title  or  as  may  be  necessary 
for  the  safety  of  life,  health  or  property.  Upon 
written  request  from  the  owner,  the  superinten¬ 
dent  shall  issue  a  certificate  of  occupancy  for  any 
structure  existing  on  January  first,  nineteen  hun¬ 
dred  thirty-eight,  certifying,  after  verification  by 
inspection,  such  occupancy  or  use  of  such  struc¬ 
ture,  provided  that  at  the  time  of  issuing  such 
certificate  there  are  no  notices  of  violation,  or 
other  notices  or  orders,  pending  in  the  depart¬ 
ment. 

C26-185.0.  Change  of  Occupancy. — It  shall  be 
unlawful  to  make  any  changes  of  occupancy  or 
use  of  any  structure  if  such  change  is  inconsistent 
with  the  last  issued  certificate  of  occupancy.  It 
shall  be  unlawful  to  make  any  change  of  occu¬ 
pancy  in  a  structure,  existing  on  January  first, 
nineteen  hundred  thirty-eight,  which  would  bring 
it  under  some  special  provision  of  the  laws  gov- 
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erning  building  construction,  unless  a  certificate 
is  issued  by  the  superintendent  certifying  that 
such  structure  conforms  to  the  provisions  of  the 
laws  governing  building  construction  for  the  pro¬ 
posed  new  occupancy  and  use  and  that  the  pro¬ 
posed  use  will  not  be  in  conflict  with  any  provi¬ 
sions  of  the  labor  law,  multiple  dwelling  law  or 
the  building  zone  Resolution. 

C26-186.0.  Contents  of  certificates  of  occu¬ 
pancy. — In  addition  to  the  certification,  required 
by  this  article,  of  compliance  with  the  approved 
plans  and  application  and  with  the  provisions  of 
laws  governing  building  construction,  each  certi¬ 
ficate  of  occupancy  shall  state  the  purposes  for 
which  the  structure  may  be  used  in  its  several 
parts,  the  maximum  permissible  live  loads  on 
the  several  floors,  the  number  of  persons  which 
may  be  accommodated  in  the  several  stories  and 
any  special  stipulations  of  the  permit. 

C26- 187.0.  Affidavits  accompanying  applications 
for  certificates  of  occupancy. — a.  Applications  to 
the  superintendent  for  a  certificate  of  occupancy 
for  a  structure,  the  plans  for  which  were  accom¬ 
panied  by  an  affidavit  as  required  by  section 
C26-161.0,  may  be  accompanied  by  an  affidavit 
of  the  licensed  architect  or  licensed  professional 
engineer  who  filed  the  original  plans  or  of  the 
licensed  architect  or  licensed  professional  engi¬ 
neer  who  supervised  the  construction  of  the 
work. 

b.  In  case  the  application  for  the  certificate  of 
occupancy  is  not  accompanied  by  the  affidavit  of 
the  licensed  architect  or  licensed  professional  engi¬ 
neer  who  filed  the  original  plans  or  who  super¬ 
vised  the  construction  work,  it  shall  be  accom¬ 
panied  by  the  affidavit  of  a  superintendent  of  con¬ 
struction  who  supervised  the  construction  work 
and  who  has  had  at  least  ten  years’  experience 
in  supervising  building  construction  work. 

c.  The  affidavit  of  a  licensed  architect,  licensed 
professional  engineer  or  superintendent  of  con¬ 
struction  who  supervised  the  construction,  shall 
state  that  the  deponent  has  examined  the  approved 
plans  of  the  structure  for  which  a  certificate  of 
occupancy  is  sought,  and  that  to  the  best  of  his 
knowledge  and  belief  the  structure  has  been 
erected  in  accordance  with  the  approved  plans, 
and  as  erected  complies  with  the  laws  governing 
building  construction,  except  in  so  far  as  varia¬ 
tions  thefefrom  have  been  legally  authorized. 
Such  variations  shall  be  specified  in  the  affidavit. 

C26-188.0.  Issuance  and  filing  of  certificate  of 
occupancy. — a.  The  superintendent  shall  issue  cer¬ 
tificates  of  occupancy  for  a  structure  within  ten 
days  after  written  application  therefor,  if  at  the 
date  of  such  application  such  structure  shall  be 
entitled  thereto.  A  record  of  all  certificates  shall 
be  kept  in  the  department  and  copies  shall  be 
furnished,  on  request  and  on  the  payment  of  a 
fee  of  fifty  cents  per  copy,  to  any  person  having 
a  proprietary  interest  in  the  structure  affected. 

b.  Certificates  of  occupancy  for  structures 
erected  after  January  first,  nineteen  hundred 
thirty-eight,  shall  be  issued  only  after  the  floor 
load  signs,  required  by  Section  C26-343.0  have 
been  installed. 

C26-273.0c  4.  Prior  to  the  occupation  of  any 
structure  erected  or  altered  after  January  first, 
nineteen  hundred  thirty-eight,  the  authorized  oc¬ 
cupancy  for  each  floor  of  such  structure,  as  stated 
in  the  certificate  of  occupancy,  shall  be  perma¬ 


nently  posted  under  glass  and  maintained  in  the 
main  entrance  hall  of  such  structure. 

C26-718.0.  Certificate  of  occupancy  for  the  use 
of  roofs. — It  shall  be  unlawful  to  use  the  roof 
of  any  structure,  including  factories  and  multi¬ 
ple  dwellings,  for  witnessing  contests,  games,  ex¬ 
hibitions,  amusements  or  similar  spectacles,  or  as 
a  place  of  public  assembly  for  any  purpose,  un¬ 
less  such  structure  or  such  part  thereof  has  been 
designated  in  its  certificate  of  occupancy  as  a 
place  to  be  used  for  such  purposes. 

1.4  Extract  from  Multiple  Dwelling  Law. 

§  301.  Certificate  of  compliance  or  occupancy 

No  tenement  house  shall  hereafter  be  occupied 
in  whole  or  in  part  for  human  habitation  until  the 
issuance  of  a  certificate  by  the  department 
charged  with  the  enforcement  of  the  tenement 
house  law  or  of  this  chapter  that  said  building 
conforms  in  all  respects  to  the  requirements  of 
the  tenement  house  law  or  of  this  chapter.  No 
building  hereafter  constructed  as  or  altered  or 
converted  into  a  multiple  dwelling  shall  be  oc¬ 
cupied  in  whole  or  in  part  for  human  habitation 
until  the  issuance  of  a  certificate  by  the  depart¬ 
ment  charged  with  the  enforcement  of  this  chap¬ 
ter  that  said  building  conforms  in  all  respects  to 
the  requirements  of  this  chapter.  Such  certificate 
shall  be  issued  within  ten  days  after  written  ap¬ 
plication  therefor  if  said  building  at  the  date  of 
such  application  shall  be  entitled  thereto.  Such 
a  certificate,  or  the  record  in  the  department 
aforesaid  that  such  a  certificate  has  been  issued 
or  a  statement  signed  by  the  head  of  such  de¬ 
partment  that  such  a  certificate  has  been  issued, 
may  be  relied  upon  by  every  person  who  in  good 
faith  purchases  a  multiple  dwelling  or  who  in 
good  faith  lends  money  upon  the  security  of 
mortgage  covering  such  dwelling.  Whenever  any 
person  has  so  relied  upon  such  certificate,  no  claim 
that  such  dwelling  had  not,  prior  to  the  issuance 
of  such  certificate,  conformed  in  all  respects  to 
the  provisions  of  this  chapter  shall  be  made  against 
such  person  or  against  the  interest  of  such  person 
in  a  multiple  dwelling  to  which  such  a  certificate 
applies  or  concerning  which  such  a  statement  has 
been  issued. 

2.0  General. 

2.1  When  a  certificate  is  requested  for  any  use  of 
a  building  or  premises  existing  prior  to  March 
14,  1916,  and  which  has  been  duly  inspected 
and  found  to  have  been  so  used  and  occupied 
or  arranged  to  be  so  used  and  occupied  prior 
to  March  14,  1916,  and  since  that  date  there 
has  been  no  alteration  or  conversion  to  a  use 
or  occupancy  that  changed  its  classification  as 
defined  in  the  Administrative  Building  Code 
or  the  Zoning  Resolution,  and  so  long  as 
the  building  is  not  altered,  except  in  accord¬ 
ance  with  all  laws  applicable  thereto,  the 
existing  use  and  occupancy  may  be  continued 
and  a  certificate  therefor  may  be  issued. 
Irrespective  of  the  provisions  of  C26-184.0, 
any  use  or  occupancy  of  any  building  or  prem¬ 
ises  existing  prior  to  March  14,  1916  for 
which  no  certificate  of  occupancy  was  then 
required  or  any  building  or  premises  there- 
•  after  devoted  to  a  use  or  occupancy  which 
complied  with  all  laws,  rules  and  regulations 
at  the  time  such  occupancy  or  use  of  such 
building  or  premises  was  established,  is  en¬ 
titled,  upon  application  to  the  Department  of 
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Housing  and  Buildings,  to  receive  a  certifi¬ 
cate  of  occupancy  as  of  the  then  date  for  the 
then  lawful  use.  No  certificate  for  such 
building  or  premises  shall,  however,  be  is¬ 
sued  as  of  a  later  date  unless  the  use  has 
been  continued  and  no  violations  of  law  exist 
or  until  all  violations  of  law  have  been  cor¬ 
rected. 

2.2  When  a  certificate  of  occupancy  is  requested 
for  the  use  or  occupancy  of  a  building  or 
premises  erected  or  established  after  March 
14,  1916  and  for  which  no  certificate  of  occu¬ 
pancy  was  obtained,  a  certificate  of  occupancy 
may  be  issued  as  of  the  date  of  the  then  law¬ 
ful  use. 

2.3  Any  certificate  of  occupancy  heretofore  is¬ 
sued  which  does  not  definitely  state  the 
then  existing  use  and  occupancy  shall  be 
deemed  by  implication  to  mean  that  the  use 
and  occupancy  of  the  premises  at  the  time 
of  the  issuance  of  the  certificate  of  occupancy 
was  lawful  under  all  the  then  existing  laws. 

2.4  Not  more  than  one  certificate  of  occupancy 
shall  be  issued  for  any  one  building  or  group 
of  buildings  on  the  same  lot  or  for  the  use 
of  land  irrespective  of  the  existence  of  mixed 
occupancy. 

No  certificate  of  occupancy  shall  be  issued 
for  a  use  or  occupancy  lawfully  accessory  to 
the  basic  use  but  a  notation  of  same  may  be 
included  on  the  certificate. 

2.5  Whenever  the  occupancy  in  number  of  per¬ 
sons  is  given  on  the  certificate  of  occupancy 
floor  by  floor,  such  occupancy  as  given  there¬ 
in  shall  be  based  on  the  maximum  capacity 
of  the  floors,  including  the  legal  allowances 
for  exits,  fire  protection,  toilets,  ventilation 
and  equipment  of  the  structure. 

2.6  Unless  with  the  approval  of  the  Borough 
Superintendent,  the  superimposed,  uniformly 
distributed  loads,  or  concentrated  loads  pro¬ 
ducing  the  same  stresses  in  the  construction 
in  any  story  shall  not  exceed  the  live  loads 
specified  on  the  certificate  of  occupancy;  the 
number  of  persons  of  either  sex  in  any  story 
shall  not  exceed  that  specified  when  sex  is 
indicated,  nor  shall  the  aggregate  number  of 
persons  in  any  story  exceed  the  specified 
total;  and  the  use  to  which  any  story  may 
be  put  shall  be  restricted  to  that  fixed  by  this 
certificate  except  as  specifically  stated.  When 
such  changes  are  lawfully  made,  a  super¬ 
seding  certificate  of  occupancy  shall  be  ob¬ 
tained. 

2.7  Unless  an  approval  for  the  same  has  been 
obtained  from  the  Borough  Superintendent,  no 
change  or  rearrangement  in  the  structural 
parts  of  the  building,  or  affecting  the  light 
and  ventilation  of  any  part  thereof,  or  in  the 
exit  facilities,  shall  be  made;  no  enlargement, 
whether  by  extending  on  any  side  or  by  in¬ 
creasing  in  height  shall  be  made;  nor  shall 
the  building  be  moved  from  one  location  or 
position  to  another;  nor  shall  there  be  any 
reduction,  diminution  or  change  of  the  area 
of  the  lot  or  plot  on  which  the  building  is 
located.  Upon  completion,  a  superseding  cer¬ 
tificate  of  occupancy  shall  be  obtained. 

2.8  The  building  or  any  part  thereof  or  the 
premises  shall  not  be  used  or  occupied  for 


arjy  purpose  other  than  that  for  which  it  is 
specifically  certified. 

2.9  The  certificate  does  not  in  any  way  relieve 
the  owner  or  owners  or  any  other  person  or 
persons  in  possession  or  control  of  the 
building  or  any  part  thereof,  from  obtaining 
such  other  permits,  licenses  or  approvals  as 
may  be  prescribed  by  law  for  the  uses  or 
purposes  for  which  the  building  is  designed 
or  intended;  nor  from  obtaining  the  special 
certificates  required  for  the  use  and  opera¬ 
tion  of  elevators  nor  from  the  installation  of 
fire  alarm  systems  where  required  by  law; 
nor  from  complying  with  any  lawful  order 
for  additional  fire  extinguishing  appliances 
under  the  discretionary  powers  of  the  fire 
commissioner;  nor  from  complying  with  any 
lawful  order  issued  with  the  object  of  main¬ 
taining  the  building  in  a  safe  or  lawful  con¬ 
dition;  nor  from  complying  with  any  author¬ 
ized  direction  to  remove  encroachments  into 
a  public  highway  or  other  public  place, 
whether  attached  to  or  part  of  the  building 
or  not. 

2.10  If  the  certificate  is  marked  “Temporary,”  it 
is  applicable  only  to  those  parts  of  the  build¬ 
ing  indicated  on  its  face,  and  certifies  to  the 
lawful  use  and  occupancy  of  only  such  parts 
of  the  building  or  premises;  it  is  subject  to 
all  the  provisions  and  conditions  applying  to 
a  final  or  permanent  certificate;  it  is  not  ap¬ 
plicable  to  any  building  under  the  jurisdic¬ 
tion  of  the  Housing  Division  unless  it  is  also 
approved  and  endorsed  by  them,  and  it  must 
be  replaced  by  a  final  certificate  at  the  date 
of  expiration. 

2.11  Each  certificate  of  occupancy  when  issued  by 
the  Department  of  Housing  and  Buildings 
shall  contain  a  pertinent  answer  to  every  item 
listed  thereon  and  shall  include  an  answer  to 
every  question.  The  terminology  to  be  used 
in  answer  to  all  questions  appearing  on  the 
certificate  of  occupancy  shall  be  consistent 
with  that  used  in  the  Charter,  the  Administra¬ 
tive  Building  Code  and  the  Zoning  Resolution. 
Upon  the  issuance  of  a  superseding  certificate 
of  occupancy,  all  existing  certificates  of  oc¬ 
cupancy  shall  be  marked  “void”  in  the  records 
of  the  Department  of  Housing  and  Buildings 
and  the  superseding  certificate  number  re¬ 
corded  thereon. 

2.12  No  final  certificate  of  occupancy  shall  be  is¬ 
sued  until  all  the  work  has  been  completed 
under  permits  and  plans  and  all  subsequent 
amendments  thereto  have  been  fully  carried 
out  in  compliance  with  the  plans  and  specifi¬ 
cations  and  all  applicable  laws. 

2.13  Whenever  a  certificate  of  occupancy  is  issued 
by  the  Borough  Superintendent,  a  copy  shall 
be  immediately  sent  to  the  Fire  Commissioner. 

2.14  The  certificate  of  occupancy  shall  be  in  the 
form  as  contained  in  these  rules  and  as  ap¬ 
proved  by  the  Board.  When  the  word  “Exist¬ 
ing”  is  on  such  certificate,  it  refers  to  the 
lawful  occupancy  of  buildings  erected  prior 
to  March  14,  1916.  When  the  word  “Tem¬ 
porary”  is  on  a  certificate,  it  refers  to  the 
permission  to  occupy  any  part  of  any  build¬ 
ing  or  premises  under  the  provisions  of  Sec¬ 
tion  646h,  New  York  City  Charter,  and 
C26-182.0,  Administrative  Building  Code. 
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DEPARTMENT  OF  HOUSING  AND  BUILDINGS 
BOROUGH  OF  ,  CITY  OF  NEW  YORK 

No . . . . . . . 

Date . 

CERTIFICATE  OF  OCCUPANCY 

Standard  form  adopted  by  the  Board  of  Standards  and  Appeals  and  issued  pursuant  to  Section  646  of  the  New  York 
City  Charter,  and  Sections  C26-181.0  to  C26-188.0  inclusive,  Administrative  Building  Code  and  the  Rules  of  the 
Board. 

This  certificate  supersedes  C.O.  # 

To  the  owner  or  owners  of  the  building  or  premises: — 

THIS  CERTIFIES  that  the  new — altered — existing — building — premises  located  at 

Block  ,  Lot  conforms  substantially  to  the  approved 

plans  and  specifications,  and  to  the  requirements  of  the  building  code,  zoning  resolution  and  all  other  laws  and 
ordinances,  and  of  the  rules  and  regulations  of  the  Board  of  Standards  and  Appeals,  applicable  to  a  building  of 
its  class  and  kind  at  the  time  the  permit  was  issued;  and  CERTIFIES  FURTHER  that  when  the  provisions  of 
Section  646f  of  the  New  York  City  Charter  are  applicable  to  the  building  or  premises,  and  that  such  evidence  of 
a  report  of  the  Fire  Commissioner  to  the  Borough  Superintendent  that  the  requirements  have  been  complied 
with  is  recorded  hereon . Yes . No. 

N.B.  or  Alt.  No.  -  .  Construction  classification 

Occupancy  classification  .  Height  stories,  feet. 

Date  of  completion  .  Located  in  Use  District 

Area  .  Height  .  Zone  at  time  of  issuance  of  permit 

THIS  CERTIFICATE  IS  ISSUED  SUBJECT  TO  THE  LIMITATIONS  HEREINAFTER  SPECIFIED  AND  TO 
THE  FOLLOWING  RESOLUTIONS  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS: 


( Calendar  numbers  to  be  inserted  here ) 

PERMISSIBLE  USE  AND  OCCUPANCY 


STORY 

LIVE  LOADS 

LBS.  PER  SQ.  FT. 

PERSONS  ACCOMMODATED 

USE 

MALE 

FEMALE 

TOTAL 

Delivered  To: 
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Borough  Superintendent 


GENERAL  RESOLUTIONS 


AMONG  THE  GENERAL  RESOLUTIONS  ADOPTED  BY  THE  BOARD 

SINCE  1916,  ARE  THE  FOLLOWING: 


Adopted  September  18,  1934. 

Whereas,  under  the  provisions  of  section  242-A  of  the 
Charter  of  the  City  of  New  York,  the  Board  of  Standards 
and  Appeals  is  empowered  to  determine  and  vary  the 
application  of  the  Building  Zone  Resolution ;  and  * 

Whereas,  the  Board  deemed  that  a  determination  was 
required  as  to  dead  storage  of  automobiles  in  business 
use  districts,  the  former  provisions  of  the  Building  Zone 
Resolution  referring  to  this  use,  having  been  omitted  from 
the  amended  Building  Zone  Resolution  as  unnecessary,  a 
warehouse  being  a  conforming  use  in  a  business  district. 

Resolved,  that  it  be  and  it  hereby  is  determined  that 
warehousing  or  storage  of  automobiles,  the  gasoline  tanks 
of  which  are  empty,  and  where  such  automobiles  are  re¬ 
ceived  and  held  in  dead  storage  only,  is  a  conforming  use 
in  a  business  district  and  not  prohibited  under  Article  II, 
Section  4,  Subdivision  15,  of  the  Building  Zone  Resolution. 


Adopted  by  the  Board  of  Standards  and  Appeals,  July 

22,  1936  (see  Cal.  203-36-A). 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  interpret  for  application  generally,  the  provisions  of 
subdivision  4  of  section  238  of  the  Multiple  Dwelling  Law 
as  not  requiring  doors  to  be  fireproof  and  that  in  comply¬ 
ing  with  subdivision  4  of  section  238  of  the  Multiple  Dwell¬ 
ing  Law  the  approval  of  the  commissioner  of  buildings  is 
not  required,  unless  alterations  are  involved  affecting  the 
structural  conditions  of  the  building. 


Adopted  January  4,  1939 — Cal.  2-39-GR,  interpreting 
Article  I,  Section  4,  subdivision  16  of  the  Multiple 
Dwelling  Law,  as  amended  April  11,  1938. 

Resolved,  that  in  the  opinion  of  the  Board,  the  intent 
of  this  amendment  was  to  permit  an  owner  to  elect  any 
grade  existing  on  his  plot  where  the  coverage  of  the 
building  exclusive  of  the  garage  does  not  exceed  35% 
and  to  substitute  such  grade  for  the  curb  level. 


Certified  as  a  rule  of  the  Board  by  the  Corporation  Coun¬ 
sel  (Supplement  to  Bulletin  14,  April  5,  1917,  page  7) 
and  amended  by  the  Board  July  16,  1940 — Cal.  809- 
40-GR. 

Resolved,  that  a  fire  extinguisher  listed  as  approved  by  the 
National  Board  of  Fire  Underwriters  after  test  by  the 
Underwriters’  Laboratories,  Incorporated,  may  be  accepted 
by  the  administrative  officials  under  the  Oil  Burner  Rules 
and  the  Administrative  Code  for  the  class  or  classes  of  fires 


as  set  forth  in  such  approval.  All  such  fire  extinguishers  for 
use  in  New  York  City  shall  bear  the  label  of  the  Under¬ 
writers’  Laboratories,  Incorporated,  stating  the  class  or 
classes  of  fire  for  which  such  fire  extinguisher  was  so  ap¬ 
proved. 


Adopted  May  17,  1938,  amended  February  18,  1941 — Cal. 

375-38-GR. 

Resolved,  that  where  a  legal  non-conforming  use  has  signs 
upon  the  premises  that  legally  existed  prior  to  the  adoption 
of  the  Zoning  Resolution  as  amended  June  28,  1940,  or  prior 
to  more  restrictive  zoning,  a  sign  advertising  the  same  use 
and  replacing  such  existing  sign  may  be  erected  provided 
such  sign  is  erected  in  the  same  location  and  position  on  the 
premises  and  does  not  exceed  in  area  the  sign  which  it  is 
proposed  to  replace  and  does  not  project  beyond  the  building 
for  a  greater  distance;  this  shall  apply  to  signs  whether 
illuminated  or  non-illuminated  but  not  to  flashing  signs 
nor  to  signs  having  traffic  light  colors,  red  or  green;  that 
where,  in  connection  with  a  legally  permitted  garage  or 
gasoline  selling  station,  a  “brand  name  sign”  advertising 
solely  the  brand  of  gasoline  sold  on  the  premises  is  changed 
as  herein  permitted,  no  sign  erected  in  substitution  therefor 
shall  exceed  30  square  feet. 

Resolved  further,  that  where  under  section  6  subdivision 
b  of  the  Zoning  Resolution,  a  legally  erected  sign,  whether 
illuminated  or  non-illuminated,  and  advertising  a  conform¬ 
ing  use  on  the  premises,  may  be  continued,  a  business  sign, 
whether  illuminated  or  non-illuminated,  may  be  substituted 
therefor,  provided  such  sign  does  not  exceed  in  area  the 
sign  which  it  is  proposed  to  replace  and  does  not  project  for 
a  greater  distance  beyond  the  building  line  and  advertises 
the  use  on  the  same  premises,  but  no  flashing  sign  shall  be 
substituted  therefor  nor  illumination  having  traffic  light 
colors,  red  or  green; 

Resolved  further,  that  where  substitution  is  made  as 
herein  permitted,  the  brackets  or  structural  supports  shall  be 
retained  unless  required  to  be  replaced  by  the  borough 
superintendent  in  the  interest  of  safety  and  the  replacement 
of  the  sign  shall  be  within  a  reasonable  time,  otherwise  the 
borough  superintendent  may  deem  the  sign  abandoned  and 
refuse  to  permit  a  new  sign  except  in  compliance  with  law. 


Adopted  May  18,  1943— Cal.  232-43-GR. 

Resolved,  that  until  this  Board  adopts  rules  to  supplement 
Sections  260-265  inclusive  and  272  of  the  Labor  Law,  the 
pertinent  requirements  of  Article  11  of  the  Administrative 
Building  Code  of  New  York  City  shall  govern  in  lieu  of 
rules  as  to  the  fire  resistive  construction  in  such  buildings  as 
come  within  the  purview  of  the  State  Labor  Law. 


THE  BUILDING  LAWS 


Now  on  Sale 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  NOW  published  in  FOUR  SEP¬ 
ARATE  VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance,  alteration,  demolition 
or  removal  of  structures  and  buildings  in  the  City  of  New  York;  including  excerpts  from  the  STATE  LABOR  LAW, 
the  PLUMBING  CODE,  ELEVATOR  RULES,  THE  NEW  YORK  CITY  CHARTER,  the  complete  BUILDING 
CODE  OF  THE  CITY  OF  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW, 
various  local  laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  City  and  State  agencies. 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record,  ROOM  2213,  MUNICIPAL 
BUILDING,  MANHATTAN,  NEW  YORK  CITY.  The  price  for  the  complete  set  of  four  volumes  is  $4  ($4.10  by 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  legislation,  $1  (by  mail  $1.10). 
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All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  \vill  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  April  4,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

189- 44-SM — Republic  Fireproofing  Co.,  Inc.,  Wall  Slag- 
blok,  manufactured  by  Republic  Fireproofing  Co.,  Inc., 
Material. 

190- 44-A — H.B.Bx. — 3802  Park  avenue,  and  441-443  East 
171st  street,  northeast  corner  (Block  2903,  Lot  1),  Bor¬ 
ough  of  The  Bronx,  Alt.  87-44. 

191- 44-SA — American  Gas  Furnace  Co.  Forge  Furnace 
(Heavy  Duty  Forges),  Appliance. 

192- 44-SM — Steeltex  Floor  Lath,  manufactured  by  Pitts¬ 
burgh  Steel  Co.,  Material. 

193- 44-A — F.D. — 999  Willoughby  avenue,  north  side,  275 
ft.  east  of  Evergreen  avenue  (Block  3184,  Lot  56),  Bor¬ 
ough  of  Brooklyn,  10785-LF  and  Decision. 

194- 44-A — H.B.B. — 1  Hanson  place,  northeast  corner  of 
Ashland  place  (Block  2111,  Lot  1),  Borough  of  Brook¬ 
lyn,  B.N.  222-44. 


205-44-BZ — H.B.Q. — 198-20  Hollis  avenue,  south  side, 
from  198th  to  199th  streets  (Block  10938,  Lot  22),  Hollis, 
Borough  of  Queens,  Alt.  119-44. 


206-44-A — H.B.Q. — 198-20  Hollis  avenue,  south  side, 
from  198th  to  199th  streets  (Block  10938.  Lot  22),  Hollis, 
Borough  of  Queens,  Alt.  119-44. 


Restored  to  Calendar 

381-27-BZ — H.B.Q. — 88-01  to  88-15  Roosevelt  avenue, 
north  side,  from  88th  to  89th  streets  (Block  617,  Lot  38), 
Elmhurst,  Borough  of  Queens,  Alt.  324-44. 

132-44-A — H.B.B. — 559-561  Bedford  avenue  and  125-131 
Rodney  street,  northeast  corner  (Block  2187,  Lot  1), 
Borough  of  Brooklyn,  Alt.  365-44. 


DESIGNATIONS:  H.B.- — Department  of  Housing  and  Buildings: 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — F  ire  Department. 


195- 44-A — F.D. — 15-19  Ferry  street,  northwest  corner  of 
Jacob  street  (Block  104,  Lot  27),  Borough  of  Manhattan, 
20496-LF,  20497-LF  and  Decision. 

196- 44-A — F.D. — 455-463  East  147th  street,  north  side, 
90  ft.  west  of  Brook  avenue  (Block  2292,  Lot  52),  Bor¬ 
ough  of  The  Bronx,  20672-LF  and  Decision. 

197- 44-A — H.B.M. — 106  East  14th  street,  south  side,  154 
ft.  east  of  4th  avenue  (Block  559,  Lot  12),  Borough  of 
Manhattan,  Alt.  245-44. 

198- 44-A — H.B.M. — 541-547  Pearl  street,  south  side,  50 
ft.  west  of  Elk  street  (Block  156,  Lot  12),  Borough  of 
Manhattan,  B.N.  511-44. 

199- 44-A — F.D. — Re:  Packaging  of  combustible  mixture 
known  as  “Dri  Dux  Water  Resistant”  in  two  quart  and 
one  gallon  glass  containers  (capacity  of  glass  contain¬ 
ers  not  in  conformity  with  Administrative  Code  Speci¬ 
fications),  Decision. 


200-44-A — H.B.M. — 300  Central  Park  West  and  1-13 
West  90th  street,  northwest  corner  (Block  1204,  Lot 
29),  Borough  of  Manhattan,  B.N.  608-44. 


201-44-A — F.D. — 11-48  47th  road,  south  side,  90  ft.  west 
of  21st  street  (Block  59,  Lots  23  and  24),  Long  Island 
City,  Borough  of  Queens,  96696-LC. 


202-44-A — -F.D. — 247  East  53rd  street,  north  side,  100  ft. 
west  of  2nd  avenue  (Block  1327,  Lot  20),  Borough  of 
Manhattan,  Decision. 


203-44-SA — Maxon  Premix  Gas  Burner  (Multi-Ration 
Valve  Mixer  type),  Appliance. 


RULES 


Blended  Cements,  Rules  for  Testing 

and  Use  of  ..  ..  .  Dec.  28,  1943— Vol.  28,  No.  S2A 

Carbon  Dioxide  Liquefier,  Rules.  .  .  .  Dec.  28,  1943 — Vol.  28,  No.  52A 

Certificates  of  Occupancy,  approved 

r  H  V  W  u  ' '  b"i . 28’  1943— Vol.  28,  No.  52 A 

Concrete  Flat  Slabs,  Rules . July  13,  1937— Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

r  “'/pT'AT’V  V-  PeC‘  28,  1943— Vol.  28,  No.  52A 

Concrete  Rules  (Hydrated  Lime)  ...  Aug.  3,  1937 — Vol  22  No  31 

Elevator  Rules  . . Mar.  3,  1936— Vol.  21,’  No!  9 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  ........  .....  Dec.  28,  .1943— Vol.  28,  No.  52A 

Exit  Rules  (Revolving  Doors) - June  15,  1937 — Vol.  22  No  24 

Factory  Exit  Rules . Mar.  14,  1944 — Vol.  29,  No  11 

Fire  Alarm  Rules  (Interior) . Dec.  28,1943 — Vol  28  N»  S2A 

Fire  Drill  Rules  . Mar.  7,  1944-VoL  29,  No  10 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb.  15.  1944 — Vol.  29,  No.  7 

Fire  Retarding  Rules  for  Garages, 

v  “Su/'VV  Pec'  28,  1943— Vol.  28,  No.  52A 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22  No  15 

Frame  Garages,  Ruling  for . Jan.  21,  1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

r  . Pec-  28’  1943—' Vol.  28,  No.  52A 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No  14 

Hatchway  Protection  . June  5,  1928— Vol.  13,  No  23 

Insulating  Fibre  Board  Rules . Dec.  28,1943 — Vol  28  No  52A 

Oil  Burner  Rules. . Dec.  28,  1943— Vol.  28!  No!  52A 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr.  11,1944 — Vol.  29,  No.  15 

Paint,  Varnish  and  Lacquer  Spray- 

Jng  mUleS,  ’  V  •  •  --V  ••:••••••••  Mar.  28,  1944— Vol.  29,  No.  13 

Platform  Trucks,  Specifications  for.  .  Nov.  24,  1936 — Vol.  21  No  47 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,’  No!  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply). Mar.  14,1944 — Vol.  29  No  11 

Procedure,  Rules  of . Sept.  7,  1937— Vol.  p.2.  No!  36 

Refrigerating  Systems,  Extract  A.C..Feb.  8,  1944 — Vol.  29,  No.  6 

Smoking  in  Factories,  Rules  for _ Apr.  11,1944 — Vol.  29,’ No"  15 

Sprinkler  Rules  . '. . .  June  29,  1937 — Vol.  22!  No  26 

Standpipe  Fireline  Rules . June  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting ...  June  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . .  Dec.  28,  1943 — Vol.  28,  No.  52A 


204-44-A— H.B.M.— 224-232  West  26th  street,  south  side, 
302  ft.  7  in.  west  of  7th  avenue  (Block  775,  Lot  58), 
Borough  of  Manhattan,  B.N.  571-44. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol  28 
No.  23A. 
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NOTICE  IS  HEBEBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  11,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Zoning  Applications. 

569-37-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Bengal  Realty  Co.,  Inc.,  owner  (Flat- 
bush  Coal  and  Coke  Corporation,  lessee),  reopened  Feb¬ 
ruary  23,  1944,  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  upon  a  plot  located  partly  in  an 
unrestricted  use  and  partly  in  a  residence  use  district, 
the  use  of  that  part  of  the  lot,  which  is  located  in  the 
residence  use  district,  for  the  operation  of  coal  pockets, 
coal  storage,  truck  driveway  and  railroad  siding;  prem¬ 
ise*  2030-2044  McDonald  avenue,  west  side,  339  ft.  6  in. 
north  of  Avenue  S  and  49-57  Lake  street  (Block  6680, 
Lots  23,  124  and  125),  Borough  of  Brooklyn. 

99-44-BZ — Application,  February  11,  1944,  under  section 
7c  of  the  zoning  resolution,  of  Koch  and  Wagner,  appli¬ 
cants,  on  behalf  of  Waldorf  Storage  Warehouse  & 
Garage,  Inc.,  owner,  to  permit  in  a  business  use  district, 
the  alteration  and  the  conversion  of  occupancy  of  a 
building  from  a  warehouse  to  a  factory;  the  space  to  be 
used  for  manufacturing  will  occupy  more  than  25  per 
cent  of  the  total  floor  space  of  the  building;  premise* 
552-558  Van  Buren  street,  south  side,  65  ft.  4  in.  west 
of  Broadway  (Block  1618,  Lot  15),  Borough  of  Brook¬ 
lyn. 


551-43-A — 3855  Nautilus  avenue,  northeast  corner  of 
Highland  avenue  (Block  7002,  Lot  1),  Borough  of 
Brooklyn  (reopened  and  restored  to  calendar,  March 
21,  1944;  previously  withdrawn). 

159-44-A — 11-33  to  11-41  50th  avenue,  north  side,  92.5  ft. 
west  of  21st  street  (Block  62,  Lot  20),  Long  Island  City, 
Borough  of  Queens. 

180-44-A — West  side  of  85th  street,  1,550  ft.  north  of 
Grand  Central  parkway  extension  (Block  926,  part  of 
Lot  1);  (Seaplane  Hangar  “A”  (No.  1),  La  Guardia 
Field,  Jackson  Heights,  Borough  of  Queens. 

167- 44-A — 46-44  11th  street,  northwest  corner  of  47th 
avenue  (Block  47,  Lot  21),  Long  Island  City,  Borough 
of  Queens. 

199-44-A — -Re  packaging  of  combustible  mixture  known 
as  “Dri-Dux  Water  Resistant”  in  2  quart  and  one  gal¬ 
lon  glass  containers  (capacity  of  glass  containers  not 
in  conformity  with  Administrative  Code  specifications). 

202-44-A — 247  East  53rd  street,  north  side,  100  ft.  west 
of  Second  avenue  (Block  1327,  Lot  20),  Borough  of 
Manhattan. 

168- 44-A — 14-29  33r8  avenue,  north  side,  50.04  ft.  east 
of  14th  place  (Block  530,  Lot  24),  Long  Island  City, 
Borough  of  Queens. 

166-44-A — 368  Greenwich  street,  west  side,  25  ft.  north 
of  Franklin  street  (Block  185,  Lot  37),  Borough  of 
Manhattan. 


76-44-BZ — Application,  January  31,  1944,  under  section 
7h  of  the  zoning  resolution,  of  William  I.  Hohauser, 
applicant,  on  behalf  of  18-20  Broome  Street  Corpora¬ 
tion,  owner  (Myer  Products,  Inc.,  lessee),  to  permit  in 
a  residence  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles 
(trucks  used  in  the  conduct  of  a  soda  water  business 
on  a  plot  abutting  to  the  west);  premises  19  Mangin 
street  and  18-20  Broome  street,  northwest  corner  (Block 
322,  Lots  26  and  27),  Borough  of  Manhattan. 

92-36-BZ — Application  of  Becker,  Ross  and  Stone,  at¬ 
torneys  and  applicants,  on  behalf  of  Consolidated  Biologi¬ 
cal  Products,  Inc.,  owner,  reopened  March  28,  1944  for 
consideration  as  to  extension  of  permit  (expired  Feb¬ 
ruary  3,  1944) — re  Application,  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five  motor 
vehicles;  premises  109-131  West  50th  street,  north  side 
and  110-130  West  51st  street,  south  side,  105  ft.  west  of 
Sixth  avenue  (Block  1003,  Lot  40,  formerly  Lot  17), 
Borough  of  Manhattan. 


204-44-A — 224-232  West  26th  street,  south  side,  302  ft. 
7  in.  west  of  Seventh  avenue  (Block  775,  Lot  58),  Bor¬ 
ough  of  Manhattan. 

\ 

170-44-A— 1805  Church  avenue,  north  side,  25  ft.  6)4  in. 
east  of  East  18th  street  (Block  5079,  Lot  32),  Borough 
of  Brooklyn. 

198-44-A — 541-547  Pearl  street,  south  side,  50  ft.  we*t 
of  Elk  street  (Block  156,  Lot  12),  Borough  of  Man¬ 
hattan. 

Materials  for  Approval 

156-44-SM — Ormax  Vacuum  Breakers,  Types  1  and  2. 

1224-39-SM— Amendment  to  resolution  approving  the 
Sloan-V-100-A  Vaccum  Breaker  constructed  of  similar 
design  in  plastic  known  as  VP-100A  (reopened  June 
8,  1943). 

HARRIS  H.  MURDOCK,  Chairman. 


Appeal  from  Administrative  Decision 

104-44-A — 48  East  80th  street,  south  side,  100  ft.  6  in. 
east  of  Madison  avenue  (Block  1491,  Lot  48),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 

t 


APRIL  11,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  11,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions. 

587-43-A — 165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 


APRIL  25,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  25,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

46-44-BZ — Application,  January  18,  1944,  under  section 
7e  of  the  zoning  resolution,  of  Frank  B.  Carbone,  appli¬ 
cant,  on  behalf  of  Buhrman  Sand  and  Gravel  Corpora¬ 
tion,  owner  (Colonial  Sand  and  Stone  Co:,  Inc.,  lessee), 
to  permit,  for  a  term  of  two  (2)  years,  in  a  residence 
use,  F  area  and  one-half  times  height  district,  the  opera¬ 
tion  of  a  sand  and  gravel  pit;  premises  southeast  corner 
of  61st  avenue  and  Douglaston  parkway  (Block  8286, 
Lot6  100  and  180),  Douglaston,  Borough  of  Queens. 

381-27-BZ — Appication  of  The  Cord  Meyer  Company, 
applicant  and  owner,  reopened  April  4,  1944,  for  con¬ 
sideration  as  to  amendment  of  resolution,  to  permit  in 
a  business  use  district,  the  conversion  of  occupancy  of 


. 
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a  building  occupied  as  a  garage  for  more  than  five 
motor  vehicles  (previously  granted  by  the  Board  under 
Cal.  381-27-BZ)  to  a  commercial  storage  building,  for 
a  temporary  period  of  three  years  and  at  the  end  of  that 
time  to  revert  back  to  its  former  use;  premises  88-01 
to  88-15  Roosevelt  avenue,  north  side,  from  88th  to 
89th  streets  (Block  617,  Lot  38),  Elmhurst,  Borough 
of  Queens. 

1148-38-BZ — Application  of  Louis  Allen  Abramson,  ap¬ 
plicant,  on  behalf  of  James  P.  Kelly,  owner  (Neill  Sup¬ 
ply  Co.,  lessee),  reopened  February  15,  1944,  under 
sections  7h,  7e  and  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  use  district,  for  a  term  of  two  years, 
the  additional  use  of  storage  of  pipe  as  well  as  parking 
and  storage  of  more  than  five  motor  vehicles  on  a  plot 
granted  by  the  Board  for  a  term  of  two  years  from 
January  26,  1943,  for  parking  and  storage  of  more  than 
five  motor  vehicles;  premises  47-45  to  47-63  49th  street 
and  49-01  to  49-07  48th  avenue,  northeast  corner  (Block 
2287,  Lots  1,  2,  3,  5,  7  and  8),  Sunnyside,  Borough  of 
Queens. 

284-41-BZ— Application  of  Louis  Allen  Abramson,  ap¬ 
plicant,  on  behalf  of  Woodside  Associates,  Inc.,  owner 
(Neill  Supply  Co.,  lessee),  reopened  February  15,  1944, 
under  sections  7c  and  21  of  the  zfoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  conversion  of  occupancy  (for  a  term  of 
seven  years)  of  an  existing  building,  used  as  a  public 
garage,  to  the  storage  of  plumbing  and  heating  supplies 
and  also  in  part  as  a  public  garage;  at  the  expiration  of 
the  seven  year  period,  it  is  proposed  that  the  use  of  the 
building  is  to  revert  to  a  public  garage  throughout; 
premises  47-55  48th  street,  northeast  corned  of  48th 
avenue  and  47-56  49th  street  (Block  2286,  Lot  53),  Sun¬ 
nyside,  Borough  of  Queens. 

216-40-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Reconstruction  Building  Corpora¬ 
tion,  owner,  reopened  December  21,  1943,  under  section 
7h  of  the  zoning  resolution,  to  permit  in  a  business  use 
district,  the  extension  in  area  and  use  (for  a  term  of 
two  years)  of  a  plot  now  occupied  for  the  parking 
and  storage  of  more  than  five  motor  vehicles;  the  use 
of  the  original  plot  for  parking  and  storage  purposes 
was  granted,  on  May  18,  1943,  for  a  term  of  two  years; 
premises  304-316  East  107th  street,  south  side,  100  ft. 
east  of  Second  avenue  (Block  1678,  Lots  42,  43,  46  and 
48),  Borough  of  Manhattan. 

1071-40-BZ— Application  of  John  J.  McNamara,  appli¬ 
cant,  on  behalf  of  Philip  Ruxton,  Inc.,  owner  (Inter¬ 
chemical  Corporation,  lessee),  reopened  April  6,  1943, 
under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  for  a  temporary  pe¬ 
riod,  the  additional  use  of  a  one-story  building,  ap¬ 
proximately  13  ft.  by  22  ft.  in  area  (for  the  storage 
of  chemicals  used  in  an  abutting  factory)  as  well  as 
parking  of  more  than  five  motor  vehicles,  on  a  plot 
granted  by  the  Board  for  a  term  of  two  years  from 
February  8,  1944,  for  parking  of  more  than  five  motor 
vehicles  (pleasure  car  type);  premises  428  West  45th 
street,  south  side,  400  ft.  east  of  Tenth  avenue  (Block 
1054,  Lot  48),  Borough  of  Manhattan. 

184-44-BZ — Application,  March  27,  1944,  under  section 
21  of  the  zoning  resolution,  of  Joseph  Lau,  applicant, 
on  behalf  of  Robert  D.  Rothfeld  (one  of  the  trustees 
u/w  of  Bettie  Rothfeld),  owner,  (Theatre  Guild,  Inc., 
lessee),  to  permit  in  a  residence  use  and  B  area  district, 
the  alteration  and  conversion  of  occupancy  of  an  exist¬ 
ing  building  from  a  social  club  to  offices,  reading  of 
plays  and  (theatrical)  rehearsals;  also,  the  building  does 
not  comply  with  the  rear  yard  requirements  of  the  zon¬ 
ing  resolution;  premises  23-25  West  53rd  street,  north 
side,  460  ft.  west  of  Fifth  avenue  (Block  1269,  Lot  18), 
Borough  of  Manhattan. 


Appeals  from  Administrative  Decisions 

186-44-A — 23-25  West  53rd  street,  north  side,  460  ft. 
west  of  Fifth  avenue  (Block  1269,  Lot  18),  Borough  of 
Manhattan. 

175-42-A — 403-415  Sixth  avenue  and  1-5  Greenwich  ave¬ 
nue,  southwest  corner  (Block  593,  Lot  13),  Borough  of 
Manhattan. 

557-43-A — 40-05  61st  street  and  40-06  62nd  street  and 
south  side  of  Woodside  avenue  from  61st  to  62nd  streets 
(Block  1336,  Lots  38,  41,  44  and  47  and  Block  1337,  Lot 
27),  Woodside,  Borough  of  Queens. 

543-43-A — 48-01  Metropolitan  avenue,  northwest  corner 
of  Flushing  avenue  (Block  2625  (2318),  Lot  25),  Mas- 
peth,  Borough  of  Queens  (under  section  35,  General 
City  Law  re  bed  of  mapped  street — 51st  street);  (re¬ 
opened  March  14,  1944). 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  25,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision 

126-44-A — 160-178  Jay  street,  west  side,  from  Sand  to 
High  streets,  84-92  Sand  street  and  97-105  High  street 
(Block  87,  Lot  9),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  2,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications 

583-43-BZ — Application,  December  1,  1943,  under  section 
21  of  the  zoning  resolution,  of  Harry  A.  Yarish,  appli¬ 
cant,  on  behalf  of  Isidore  Epstein,  owner  (Ida  Levin¬ 
son,  lessee),  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to  the 
storage  of  rags;  premises  496-500  (492  displayed)  Wat¬ 
kins  street,  west  side,  100  ft.  north  of  Newport  street 
(Block  3605,  Lots  33  and  34),  Borough  of  Brooklyn. 

74-44-BZ — Application,  January  31,  1944,  under  sections 
7i  and  21  of  the  zoning  resolution,  of  William  Shary,  ap¬ 
plicant,  on  behalf  of  Rose  Lubin,  owner,  to  permit  in  a 
business  use  district,  the  maintenance  of  a  motor  vehicle 
repair  shop — now  operating  without  a  certificate  of  oc¬ 
cupancy;  premises  375  South  1st  street,  north  side,  63 
ft.  4  in.  east  of  Grand  street  extension  and  206  Grand 
street  extension  (Block  2399,  Lot  23),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  2,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions 

138-44-A — 107-109  East  Burnside  avenue,  north  side, 
60.3  ft.  east  of  Morris  avenue  (Block  3169,  Lots  66  and 
67),  Borough  of  The  Bronx. 
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157-44-A — 2001-2009  Boardwalk,  north  side,  162  ft.  8  in. 
east  of  West  21st  street  (Block  7072,  Lot  12),  Borough 
of  Brooklyn. 

132-44-A — 559-561  Bedford  avenue  and  125-131  Rodney 
street,  northeast  corner  (Block  2187,  Lot  1),  Borough 
of  Brooklyn  (reopened  and  restored  to  calendar,  April 
4,  1944;  previously  dismissed  for  lack  of  prosecution). 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  5,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  May  5,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

RULES 

40-32-SR — Proposed  Certificate  of  Occupancy  Rules 
covering  the  requirements  for  the  use,  occupancy  or 
construction  of  any  building  or  premises  in  compliance 
with  existing  laws,  rules  and  regulations'. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  9,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  9,  1944  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions 

866-42-A— Re  packaging  of  inflammable  mixture  known 
as  “Gulflex  Rubberlube”  in  one-half  gallon  glass  jugs 
(capacity  of  glass  jugs  not  in  conformity  with  Admin¬ 


istrative  Code  specifications);  (reopened  March  21,  1944 
re  extension  of  permit;  previously  granted  on  condition 
for  a  term  of  six  months). 

128-43-A — Re  Packaging  of  combustible  mixture  known 
as  “Flit”  in  one-gallon  glass  bottles  (capacity  of  glass 
bottles  not  in  conformity  with  Administrative  Code  speci- 
fictions);  (reopened  March  21,  1944  re  extension  of 
permit;  previously  granted  on  condition  for  a  term  of 
six  months). 

348-43-A — Re  packaging  and  storing  of  combustible  mix¬ 
ture  known  as  “Mobilgloss,  Mobil  Prewax  Cleaner, 
Mobil  Penetrating  Oil,  Mobil  Dry  Cleaner,  Tavern  Dry 
Cleaner,  Sanilac  Liquid  Wax,  Sanilac  Penetrating  Fin¬ 
ish,  Sanilac  Super  Sealer  and  Sanilac  Floor  Dressing” 
in  one-gallon  glass  jugs,  “Tavern  Liquid  Wax”  in  one- 
gallon  and  one-half  gallon  glass  jugs  and  packaging 
and  storing  of  combustible  mixtures  known  as  “Tavern 
Floor  Wax,  Sanilac  Paste  Wax  and  Mobilwax”  (hard), 
in  three  (3)  lb.  glass  jars  (capacity  of  glass  jugs  and 
glass  jars  not  in  conformity  with  Administrative  Code 
specifications);  (reopened  March  21,  1944  re  extension 
of  permit;  previously  granted  on  condition  for  a  term 
of  six  months). 

267-43-A— Re  packaging  of  combustible  mixture  known 
as  “Neptune  Waterproof  Belt  Cement”  in  one-quart  and 
one-pint  glass  bottles  (capacity  of  glass  bottles  not  in 
conformity  with  Administrative  Code  specifications); 
(reopened  March  14,  1944  re  extension  of  permit;  previ¬ 
ously  granted  on  condition  for  a  term  of  six  months). 

374-43-A — Re  packaging  of  inflammable  and  combustible 
mixtures  known  as  “E.  I.  du  Pont  de  Nemours  and 
Company’s”  No.  18  Cement,  etc.  in  glass  containers 
(capacity  of  glass  containers  not  in  conformity  with 
Administrative  Code  specifications);  (reopened  March  7, 
1944  re  extension  of  permit;  previously  granted  on  con¬ 
dition  for  a  term  of  six  months). 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  4,  1944,  10  A.M. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  March  28,  1944,  and  Tuesday  after¬ 
noon,  March  28,  1944,  were  approved  as  printed  in  Bulle¬ 
tin  No.  13,  Volume  29. 


APPEARANCES— 

For  Applicant:  Jacob  L.  Goodstein,  Frank  B.  Cas- 
bone  and  Isaac  Weiner. 

For  Opposition :  William  L.  Savacool,  John  S. 

Russell  and  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1944  at 
10  A.M.  for  decision  by  the  Board.  No  further 
argument. 


ZONING  CASES 

178-39-BZ 

APPLICANT — Jacob  I.  Goodstein,  for  Colonial  Sand  & 
Stone  Co.,  Inc.,  lessee;  Buhrman  Sand  and  Gravel 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  Borough  superintendent)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  reso¬ 
lution,  permitting  in  a  residence  use  district,  for  a 
term  of  two  (2)  years,  the  operation  of  a  sand 
and  gravel  pit. 

PREMISES  AFFECTED — East  side  of  Douglaston  park¬ 
way,  951.27  ft.  south  of  61st  avenue  (Block  8291, 
Lot  1),  Douglaston,  Borough  of  Queens. 


271-43-BZ 

APPLICANT — Lama  and  Proskauer,  for  Schrier  Trading 
Corporation,  owner. 

SUBJECT — Application  (re  decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district  the  main¬ 
tenance  of  more  than  five  individual  garages  (the 
Board  previously  denied  an  application  for  a 
garage  for  more  than  five  motor  vehicles  on  these 
premises.) 

PREMISES  AFFECTED— 11-17  (7-17  displayed)  Schen¬ 
ectady  avenue  and  617-627  Herkimer  street,  north¬ 
east  corner  (Block  1701,  Lot  1),  Borough  of  Brook¬ 
lyn. 
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APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Miss  A.  Messen¬ 
ger. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  placed  on  the  Reserve 
Calendar. 


394-43-BZ 

APPLICANT — Lama  and  Proskauer,  for  Erasmus  Hall 
Athletic  Field  Association,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  maintenance  of  an 
Athletic  Field  conducted  as  a  business. 

PREMISES  AFFECTED— 1407-1463  McDonald  avenue, 
east  side,  55  ft.  south  of  Avenue  L  (Block  6537, 
part  of  Lot  1  and  Block  6538,  Lot  69),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama,  B.  F.  Latham, 
Robert  Lafferander  and  William  Stratton. 
For  Opposition:  Joseph  B.  Cavallaro,  John  Peter¬ 
son,  Marius  Bigorgiari,  Emma  F.  Whalen, 
Elizabeth  G.  Peterson,  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  placed  on  the  Reserve 
Calendar,  pending  decision  of  the  Supreme  Court 
on  Cal.  248-43-A. 


46-44-BZ 

APPLICANT — Frank  B.  Carbone,  for  Buhrman  Sand 
and  Gravel  Corporation,  owner  (Colonial  Sand  and 
Stone  Co.,  Inc.,  lessee). 

SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  section  7e  of  the  zoning  reso¬ 
lution,  to  permit,  for  a  term  of  two  years,  in  a 
residence  use,  F  area  and  V2  times  height  district, 
the  operation  of  a  sand  and  gravel  pit. 

PREMISES  AFFECTED — Southeast  corner  of  61st  ave¬ 
nue  and  Douglaston  parkway  (Block  8286,  Lots 
100  and  180),  Douglaston,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jacob  I.  Goodstein,  Frank  B. 

Carbone,  Isaac  Weiner  and  J.  Edward  Meyer. 
For  Opposition :  William  L.  Savacool,  John  S. 

Russell  and  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1944  at 
10  A.M.,  for  decision  by  the  Board.  No  further 
argument. 

74-44-BZ 

APPLICANT — William  Shary,  for  Rose  Lubin,  owner. 
SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7i  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
maintenance  of  a  motor  vehicle  repair  shop — now 
operating  without  a  certificate  of  occupancy. 
PREMISES  AFFECTED — 375  South  First  street,  north 
side,  63  ft.  4  in.  east  of  Grand  street  extension  and 
206  Grand  street  extension  (Block  2399,  Lot  23), 
Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  William  Shary,  Max  Lubin,  Rose 
Lubin. 

For  Opposition  :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1944  at  10 
A.M.,  pending  an  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


381-27-BZ 

APPLICANT — The  Cord  Meyer  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  su¬ 
perintendent  of  buildings)  previously  granted  on 
condition  under  section  21  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 88-01  to  88-15  Roosevelt  ave¬ 
nue,  north  side,  from  88th  to  89th  street  (Block 
617,  Lot  38),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Walter  Adikes  and  J.  Edward 
Meyer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  April  25,  1944  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


389-28-BZ 

APPLICANT — Benjamin  Bishon,  for  Bishon  Service  Sta¬ 
tion,  lessee,  Max  Weffier,  owner. 

SUBJECT — Application  reopened  January  12,  1943  for 
consideration  as  to  amendment  of  resolution — re 
Application  (decision  of  the  borough  superinten¬ 
dent),  to  permit  in  a  business  use  district,  the  in¬ 
clusion  of  a  motor  vehicle  repair  shop  upon  an 
existing  gasoline  service  station ;  the  gasoline  serv¬ 
ice  station  was  previously  granted  by  the  Board. 

PREMISES  AFFECTED— 2385-2393  Utica  avenue,  east 
side,  348.9  ft.  south  of  Fillmore  avenue  (Block 
8511,  Lot  11),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Benjamin  Bishon. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


1481-22-BZ 

APPLICANT — Samuel  L.  Malkind,  for  Peter  Coufos, 
lessee,  for  A.  S.  G.  Construction  Corporation, 
owner. 

SUBJECT — Application  reopened  March  21,  1944  for  con¬ 
sideration  re  amendment  of  resolution  (decision  of 
the  borough  superintendent) — re  Application,  pre¬ 
viously  granted  on  condition,  under  section  21  of 
the  zoning  resolution,  permitting  in  a  residence 
use  district,  for  an  additional  term  of  five  years, 
the  continuance  of  the  maintenance  of  a  restaurant 
on  the  first  story  of  an  existing  building  (previ¬ 
ously  granted  by  the  Board  for  a  term  of  five 
years). 

PREMISES  AFFECTED— 8502-8518  Fourth  avenue, 
southwest  corner  of  85th  street  (Block -6034,  Lot 
41),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  Samuel  L.  Malkind. 

For  Opposition :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative  .  0 
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THE  RESOLUTION  (1481-22-BZ) 

Whereas,  this  application  affecting  premises  8502-8518 
Fourth  avenue,  southwest  corner  of  85th  street  (Block 
6034,  Lot  41),  Borough  of  Brooklyn,  was  granted  by  the 
board  February  20,  1923,  permitting  stores  in  the  first 
story  of  a  proposed  apartment  house,  said  stores  not  to 
extend  beyond  a  point  of  12  ft.  south  of  85th  street ;  and 

Whereas,  the  resolution  was  amended  January  6,  1925, 
permitting  a  bank  to  occupy  the  corner  for  a  frontage  of 
38  ft.  on  Fourth  avenue :  and 

Whereas,  the  resolution  was  further  amended  June  14, 
1938,  permitting  that  portion  of  the  premises  formerly  occu¬ 
pied  by  a  bank,  to  be  used  as  a  restaurant  for  a  term  of 
five  years ;  and 

Whereas,  on  July  13,  1943,  the  permit  was  extended  for 
a  term  of  five  years ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  March  21,  1944  and  set  for  hearing  April  4,  1944;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  April  4,  1944,  after  due  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  20,  1923, 
as  amended  through  July  13,  1943,  so  that  as  amended,  the 
resolution  shall  read : 

“Resolved  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution  and 
that  the  application  be  and  it  hereby  is  granted  on 
condition,  that  the  entire  use  of  the  corner  store,  an 
area  38  ft.  front  on  Fourth  avenue,  shall  be  restricted 
to  a  banking  business  conducted  under  the  authority 
of  the  Banking  Department  and  be  restricted  to  the 
ground  floor  on  the  Fourth  avenue  front. 

“Resolved  further,  that  in  the  event  the  owner  de¬ 
sires  to  lease  the  premises  hereinbefore  permitted  to 
be  occupied  by  a  bank  for  a  restaurant,  as  indicated  on 
plans  marked  ‘Received  June  6,  1938’,  such  occupancy 
of  the  store  floor  and  cellar  may  be  permitted  for  a 
period  of  five  (5)  years  from  July  13,  1943,  on  condi¬ 
tion  that  the  show  windows  along  Fourth  avenue  are 
not  altered  and  the  windows  along  85th  street,  open¬ 
ing  from  these  premises,  shall  not  be  altered  and  shall 
be  glazed  with  opaque  glass ;  that  there  shall  be  no 
connection  between  these  premises  and  any  other  por¬ 
tion  of  the  multiple  dwelling;  that  no  signs  shall  be 
erected  other  than  on  the  Fourth  avenue  front  with  no 
signs  above  the  belt  course  next  above  the  show  win¬ 
dows,  and  with  no  signs  extending  beyond  the  build¬ 
ing  line ;  that  in  all  other  respects,  all  laws,  rules  and 
regulations  applicable  to  this  building  and  occupancy 
shall  be  complied  with  and  that  the  resolution  of  the 
Board  shall  be  complied  with  in  all  other  respects. 

“Resolved  further,  that  for  the  purpose  of  complying 
with  the  requirements  of  local  law  29,  a  doorzvay  for 
exit  purposes  may  be  constructed  on  85th  street,  as 
indicated  on  plans  filed  with  this  Board  marked  ‘Re¬ 
ceived  March  13,  1944’;  that  such  door  shall  be  equip¬ 
ped  with  an  approved  panic  bolt  and  shall  be  properly 
marked  ztnth  an  exit  sign  and  light,  but  shall  not  be 
used  only  for  emergency  purposes  and  not  as  a  general 
exit.” 


401-31. BZ 

APPLICANT — Sidney  L.  Strauss,  for  Webster  Commit¬ 
tee.  Incorporated,  and  Wilson  and  Company,  own¬ 
ers ;  (Fifth  Atlantic  Corporation,  lessee;  Thomas 
Karas,  sub-lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  and  permit — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7 h  of  the  zon¬ 


ing  resolution,  permitting  in  a  business  use  dis¬ 
trict,  for  a  temporary  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 624-626  Atlantic  avenue  and 
9  Fifth  avenue,  northeast  corner  and  627  Pacific 
street  (Block  1119,  Lots  1  and  64),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  time  and 
permit  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME  AND 
PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (401-31-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  624-626  Atlantic 
avenue,  9  Fifth  avenue,  northeast  corner,  and  627  Pacific 
street  (Block  1119,  Lots  1  and  64),  Borough  of  Brooklyn, 
was  granted  by  the  Board  April  2,  1940,  on  certain  condi¬ 
tions,  time  to  obtain  permits  and  complete  work  extended 
February  4,  1941,  April  14,  1942  and  June  22,  1943,  and 
the  applicant  requested  a  further  extension  of  time  and 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  2,  1940,  as 
amended  April  14,  1942  and  June  22,  1943,  so  that  as 
amended,  it  shall  read  : 

“granted,  under  section  7,  subdivision  h,  for  a  tempo¬ 
rary  term  of  two  years  from  the  date  of  this  amended 
resolution,  to  permit  the  plot  under  appeal  to  be  oc¬ 
cupied  for  the  parking  and  storage  of  motor  vehicles, 
on  condition  that  only  motor  vehicles  of  the  pleasure- 
car  type  shall  be  so  stored  and  parked ;  that  the  prem¬ 
ises  shall  be  re-graded  substantially  to  the  general  grade 
of  Atlantic  avenue  and  Fifth  avenue,  and  shall  be  sur¬ 
faced  with  steam  cinders,  clean  gravel  or  other  suit¬ 
able  gravel,  properly  rolled  and  bound  to  prevent 
dusting;  that  there  shall  be  erected  on  the  street  build¬ 
ing  lines  a  substantial  woven  wire  fence  with  steel 
posts  not  less  than  6  ft.  in  height  continuously,  ex¬ 
cept  for  an  entrance  to  Pacific  street  and  an  entrance 
to  Atlantic  avenue,  and  except  that  such  fence  may  be 
omitted  in  front  and  to  the  side  of  the  diner,  provided 
closure  fences  are  constructed  between  the  building 
line  and  the  diner  walls  ;  that  the  entrances  to  Atlantic 
avenue  and  Pacific  street  shall  not  exceed  25  ft.  in 
width  each,  with  curb  cuts  of  similar  width  opposite; 
that  a  similar  woven  wire  fence  shall  be  constructed  on 
the  interior  lot  line  adjoining  the  railroad  yards;  that 
proper  bumpers  shall  be  erected  along  the  fence  at  all 
points  to  prevent  cars  damaging  the  fence;  that  proper 
aisles  shall  be  maintained  at  all  times  for  easy  en¬ 
trance  and  egress;  that  during  the  term  of  the  permit 
there  shall  be  no  other  use  than  herein  permitted  other 
than  the  diner ;  that  no  building  shall  be  erected  on 
the  premises  except  the  existing  diner  and  a  building 
not  over  150  sq.  ft.  in  area  and  not  over  one  (1)  story 
in  height,  which  may  be  of  frame  construction,  to  be 
used  solely  as  office  and  shelter  for  the  attendant ;  that 
such  portable  fire-fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct;  that  no 
signs  advertising  the  parking  and  storage  use  shall  be 
erected,  except  that  there  may  be  erected  at  the  en¬ 
trances  on  Pacific  street  and  Atlantic  avenue  a  sign 
advertising  the  permitted  use.  provided  such  sign  is 
attached  to  the  fence  and  does  not  extend  beyond  the 
building  line  and  does  not  exceed  15  sq.  ft.  in  area; 
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that  any  lights  for  general  illumination  shall  be  on 
pipe  standards,  so  located  and  equipped  with  metallic 
reflectors  as  to  reflect  toward  the  center  of  the  prem¬ 
ises  ;  that  the  limited  gasoline  selling  use  hereinbefore 
permitted  shall  be  entirely  discontinued,  and  that  the 
gasoline  storage  tanks  be  either  removed  or  sealed  to 
the  satisfaction  of  the  fire  commissioner ;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 

42-32-BZ 

APPLICANT — Samuel  L.  Schwartz,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  under  section  7f  of 
the  zoning  resolution,  permitting  in  a  residence 
use  district  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  for  a  temporary  period. 
PREMISES  AFFECTED — 2263-22 73  Linden  boulevard, 
northwest  corner  of  Elton  street  (Block  4336,  Lot 
21),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  L.  Schwartz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (42-32-BZ) 

Whereas,  this  application  affecting  premises  2263-2273 
Linden  boulevard,  northwest  corner  of  Elton  street  (Block 
4336,  Lot  21),  Borough  of  Brooklyn,  was  granted  by  the 
Board  May  6,  1932,  on  certain  conditions,  permit  extended 
January  28,  1936,  February  1,  1938,  February  6,  1940,  and 
May  5,  1942,  and  the  owner  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  6,  1932 
through  May  5,  1942,  only  so  far  as  it  has  reference  to  the 
term  of  the  permit,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

‘'Granted  under  section  7f  for  a  term  of  two  (2) 
years  from  May  5,  1944.” 


235-37-BZ 

APPLICANT — Irving  Kaplow,  for  3331  Fish  Avenue 
Corp.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 3311-3349  Eastchester  road, 
west  side,  100  ft.  north  of  Given  avenue  (Block 
4743,  Lot  20),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Irving  Kaplow. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (235-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district,  for  a 


temporary  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles,  affecting  premises  3311- 
3349  Eastchester  road,  west  side,  100  ft.  north  of  Given 
avenue  (Block  4743,  Lot  20),  Borough  of  The  Bronx,  was 
granted  by  the  Board  July  9,  1937,  on  certain  conditions, 
permit  extended  June  25,  1940,  and  March  17,  1942,  and  the 
applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  9,  1937,  as 
amended  by  resolutions  adopted  through  March  17,  1942, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read : 
“granted  under  section  7h  thereof  for  a  temporary 
term  of  two  years  from  the  date  of  this  amended  reso¬ 
lution.” 


1041-38-BZ 

APPLICANT — Herbert  H.  Pensig,  for  Midtown  Auto 
Storage  Corp.,  lessee,  City  of  New  York,  Board 
of  Transportation,  owner. 

SUBJECT — Application  for  consideration — Reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  under 
section  7h  of  the  zoning  resolution,  permitting  in 
a  business  use  district  for  a  temporary  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 335-365  Schermerhorn  street 
and  2-8  Third  avenue,  northwest  corner  (Block  167, 
Lot  36  and  part  of  28),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Herbert  H.  Pensig. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (1041-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a 
temporary  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles,  affecting  premises  335-365 
Schermerhorn  street  and  2-8  Third  avenue,  northwest 
corner  (Block  167,  Lot  36  and  part  of  28),  Bo-ough  of 
Brooklyn,  was  granted  by  the  Board  September  26,  1939, 
on  certain  conditions,  permit  extended  on  March  10,  1942 
and  the  applicant  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  26,  1939, 
as  amended  through  March  10,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“granted  under  section  7h  thereof  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to 
permit  *  *  *  ” 


1044-38-BZ 

APPLICANT — Herbert  H.  Pensig,  for  City  of  New  York, 
Board  of  Transportation,  owner,  Manpet  Realty 
Company,  Incorporated,  lessee. 

SUBJECT — Application  for  consideration — Reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted 
under  section  7h  of  the  zoning  resolution,  permit¬ 
ting  in  a  business  use  district,  for  a  temporary 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 252-304  Schermerhorn  street 
and  51-59  Bond  street,  southeast  corner  (Block 
172,  Lots  7,  10,  13  and  18),  Borough  of  Brooklyn. 


296 


MINUTES 


APPEARANCES— 

For  Applicant:  Herbert  H.  Pensig. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (1044-38-BZ) 

Whereas,  this  application,  under  section  7 h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a 
temporary  term  of  two  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  affecting  premises  252- 
304  Schermerhorn  street  and  51-59  Bond  street,  southeast 
corner  (Block  172,  Lots  7,  10,  13  and  18),  Borough  of 
Brooklyn,  was  granted  by  the  Board  September  26,  1939, 
on  certain  conditions,  permits  extended  on  March  10,  1942 
and  the  applicant  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  26,  1939 
as  amended  through  March  10,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  pbrtion  of  the  resolution  shall  read : 

" granted  under  section  7h  thereof  for  a  term  of  two 
two  years  from  the  date  of  this  amended  resolution, 
to  permit  *  *  *  ” 


1181-38-BZ 

APPLICANT— Jack  P.  Ganbarg,  for  B.  F.  Keith  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7e  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district  for  a 
temporary  term,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 203-207  West  95th  street,  north 
side,  86  ft.  west  of  Amsterdam  avenue  (Block  1243, 
Lots  129,  130  and  131),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  Schwartz  and  P.  M. 
Stern. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT — 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (1181-38-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  five  years,  the  parking  and  storage  j3f  more  than  five 
motor  vehicles,  affecting  premises  203-207  West  95th  street, 
north  side,  86  ft.  west  of  Amsterdam  avenue  (Block  1243, 
Lots  129,  130  and  131),  Borough  of  Manhattan,  was  granted 
by  the  Board  on  April  4,  1939,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  4,  1939,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

" granted ,  under  section  7f,  for  a  term  of  two  years 
from  the  date  of  this  amended  resolution,  to  per¬ 
mit  *  *  *  ” 


91-41-BZ 

APPLICANT — Metropolitan  Television,  Inc.,  for  Getty 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted 
on  condition,  under  section  7e  of  the  zoning  reso¬ 
lution,  permitting  on  the  top  story  and  roof  of  an 
existing  hotel  located  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  radio-television 
broadcast  transmitting  station  and  antenna. 
PREMISES  AFFECTED— 2-6  East  61st  street  and  795 
Fifth  avenue,  southeast  corner  (Block  1375,  Lot 
67),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  L.  L.  Thompson  and  A.  L.  Solodar. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (91-41-BZ) 

Whereas,  this  application,  under  section  7e  of  the  zoning 
resolution,  permitting  on  the  top  story  and  roof  of  an  exist¬ 
ing  hotel  located  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  radio-television  broadcast  transmit¬ 
ting  station  and  antenna,  affecting  premises  2-6  East  61st 
street  and  795  Fifth  avenue,  southeast  corner  (Block  1375, 
Lot  67),  Borough  of  Manhattan,  was  granted  by  the  Board 
June  24,  1941,  on  certain  conditions,  resolution  amended  and 
time  to  complete  work  extended  on  April  28,  1942  and  time 
further  extended  on  April  27,  1943,  and  the  applicant  re¬ 
quested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  24,  1941,  as 
amended  by  resolutions  adopted  through  April  27,  1943,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read  : 

“granted  for  a  term  of  two  (2)  years  from  April  28, 
1944,  to  permit  *  *  *  ” 


1015-41-BZ 

APPLICANT — Socony-Vacuum  Oil  Company,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  under  section  7c  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  extension  and  recon¬ 
struction  of  an  existing  gasoline  service  station. 
PREMISES  AFFECTED — 1200  Victory  boulevard  and 
1262  Clove  road,  southwest  corner  (Block  651, 
Lots  8  and  12),  West  Brighton,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  H.  B.  Whiting. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (1015-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  extension  and  reconstruc¬ 
tion  of  an  existing  gasoline  service  station,  affecting  prem¬ 
ises  1200  Victory  boulevard  and  1262  Clove  road,  southwest 


297 


MINUTES 


corner  (Block  651,  Lots  8  and  12),  West  Brighton,  Bor¬ 
ough  of  Richmond,  was  granted  by  the  Board  on  May  5, 
1942,  on  certain  conditions ;  and 

Whereas,  plans  were  filed  with  the  Board  by  the  appli¬ 
cant  under  the  terms  of  the  resolution  and  were  approved 
on  April  3,  1943;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  5,  1942,  only  so 
far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work,  so  that  as  amended,  this  portion  of  the  resolu¬ 
tion  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of  this 
amended  resolution.” 


890-42-BZ 

APPLICANT- — Socony-Vacuum  Oil  Co.,  Inc.,  owner. 
SUBJECT — Application  for  consideration — -reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  an  unrestricted  use  district,  the  altera¬ 
tion  and  extension  of  an  accessory  -building  (used 
as  office,  lubritory,  car  washing,  brakes  and  re¬ 
pairs)  located  upon  a  plot  occupied  as  a  gasoline 
service  station  and  also  upon  the  unrestricted  use 
part  of  the  plot  used  for  parking  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 378-394  Coney  Island  avenue, 
86-90  Kermit  place,  southwest  corner  and  843-849 
Caton  avenue,  northwest  corner  (Block  5322,  Lots 
80  and  84)  ;  (Lot  84  was  formerly  Lots  84  and  85), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  H.  B.  Whiting. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (890-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  the  alteration  and  extension 
of  an  accessory  building  (used  as  office,  lubritory,  car 
washing,  brakes  and  repairs)  located  upon  a  plot  occupied 
as  a  gasoline  service  station  and,  also,  upon  the  unrestricted 
use  portion  of  the  plot  used  for  parking  more  than  five 
(5)  motor  vehicles;  premises  378-394  Coney  Island  ave¬ 
nue,  86-90  Kermit  place,  southwest  corner  and  843-849 
Caton  avenue,  northwest  corner  (Block  5322,  Lots  80  and 
84)  ;  (Lot  84  was  formerly  Lots  84  and  85),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  April  27,  1943, 
on  certain  conditions  ;  and 

Whereas,  the  plans  required  to  be  filed  with  the  Board 
under  the  resolution  adopted  April  27,  1943,  were  duly 
aporoved  on  July  13,  1943;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  27,  1943,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pleting  work,  so  that  as  amended,  this  portion  of  the  reso¬ 
lution  shall  read  : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of  this 
amended  resolution.” 


82-43-BZ 

APPLICANT — Ferdinand  Savignano,  for  Louis  L.  Ahlers 
and  Mary  Fromer,  owners  (Celtic  Circle,  Inc., 
Sheepshead  Bay  Unit  No.  1,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
.extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  under  section  7c  of  the  zoning  resolution, 
permitting  partly  in  a  residence,  use  and  partly  in 
a  business  use  district,  the  erection  of  a  grand¬ 
stand  for  an  athletic  field,  the  use  of  which  is 
primarily  for  business  purposes. 

PREMISES  AFFECTED— 1232-1254  Avenue  Z  and  2602- 
2644  East  13th  street,  southwest  corner  and  2601- 
2649  Homecrest  avenue  (Block  7457,  Lots  1  and 
15),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant:  Peter  Siciliano. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . .  o 

THE  RESOLUTION  (82-43-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and  partly 
in  a  business  use  district,  the  erection  of  a  grandstand  for 
an  athletic  field,  the  use  of  which  is  primarily  for  business 
purposes,  affecting  premises  1232-1254  Avenue  Z  and  2602- 
2644  East  13th  street,  southwest  corner  and  2601-2649 
Homecrest  avenue  (Block  7457,  Lots  1  and  15),  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  October  5,  1943, 
on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  5,  1943,  only 
so  far  as  it  has  reference  to  the  time  within  which  to 
obtain  permits  and  complete  work,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“that  in  view  of  a  statement  by  the  applicant,  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within 
six  months  from  the  date  of  this  amended  resolu¬ 
tion.” 


APPEAL  FROM  ADMINISTRATIVE  DECISION 

557-43-A 

APPLICANT. — Anna  Bruno,  adjoining  property  owner. 

OWNER  OF  PREMISES:  Lawrenceville  Realty  Co., 
Inc.  (Bulova  Watch  Co.,  lessee). 

SUBJECT  Appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent  re  Revocation  of  Permit  re 
Alt.  958-43. 

PREMISES  AFFECTED— 40-05  61st  street,  40-06  62nd 
street  and  south  side  of  Woodside  avenue  from 
61st  to  62nd  street  (Block  1337,  Lot  27  and  Block 
1336,  Lots  38,  41,  44  and  47),  Woodside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Henry  S.  Salamon. 

For  Opposition :  George  Cohen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1944  at 
10  A.M.  on  request  of  applicant’s  attorney. 


Adjourned  :  12  :50  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  4,  1944 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

93 -44- A 

APPLICANT — Sidney  L.  Strauss,  for  Hattye  G.  Jeter, 
owner  (Suflex  Corporation,  lessee). 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 33-11  to  33-15  57th  street,  east 
side,  100  ft.  south  of  Northern  boulevard  (Block 
1181,  Lot  29),  Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (93-44-A) 

Whereas,  Sidney  L.  Strauss,  for  Hattye  C.  Jeter,  owner 
(Suflex  Corporation,  lessee),  filed  February  7,  1944,  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  33-11  to  33-15  57th  street,  east  side,  100  ft.  south  of 
Northern  boulevard  (Block  1181,  Lot  29),  Woodside, 
Borough  of  Queens;  and 

Whereas,  Order  91165-LC  issued  by  the  fire  commis¬ 
sioner  April  27,  1942  and  repeated  in  a  decision  of  the 
fire  commissioner  dated  January  6,  1944,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  Savasol,  varnish,  etc., 
shows  that  the  following  must  be  done  before  the 
permit  requested  by  you  can  be  issued : 

5.  Discontinue  the  maintenance  of  any  open  flames 
within  floor  area  where  spray  coating  is  carried  on, 
or  separate  said  open  flames  or  sparking  device  by 
partitions  constructed  of  fireproof  or  fire-resisting 
material.  Rule  6.1.8,  Spray  Rules. 

12.  Provide  sprinkler  heads,  installed  in  accord¬ 
ance  with  the  sprinkler  rules  of  Board  of  Standards 
and  Appeals,  in  all  spray,  dipping  or  immersing 
spaces  and  storage  rooms.  Rule  6.3,  Spray  Rules.” 

and 

Whereas,  that  applicant  states  that  the  building  is  1 
story  (12  ft.)  in  height,  50  ft.  by  100  ft.  in  area,  of  class  3 
construction,  erected  in  1930,  of  which  the  northerly  25  ft. 
by  100  ft.  is  subject  to  this  appeal,  located  in  an  unrestricted 
use  district  and  used  and  occupied  since  1941  for  the  finish¬ 
ing  of  metal  products — 22  persons ;  and 

Whereas,  the  applicant  contends  that  there  are  three 
varnish-dipping  tanks,  each  of  400  gallon  capacity,  in¬ 
stalled  as  indicated  on  plans  filed  with  this  appeal ;  that 
directly  over  these  tanks,  there  is  a  skylight  and  it  is  pro¬ 
posed  to  install  a  foam  type  extinguisher  over  eacli  o'  the 
tanks,  as  indicated  on  plans  filed  with  this  appeal  :  that 
there  is  no  open  flame  within  23  ft.  of  the  tanks  an  1  the 
building  contains  portable  fire-extinguishers ;  it  is  there¬ 
fore  requested  that  a  modification  be  granted,  to  permit 
continued  operation  of  the  plant. 

Resolved,  that  Order  91165-LC  issued  by  the  fire  'com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  app  al 
be  and  it  hereby  is  <7 ranted  as  to  Item  5,  on  condition  that 
no  open  flames  shall  be  maintained  on  the  premises,  except 
the  gas  flame  within  the  high  pressure  gas  fired  steam 
boiler,  indicated  at  the  rear  or  easterly  end  of  the  premises, 
as  shown  on  revised  plans  marked  “Received  March  25, 
1944”  and  the  Gehnrich  gas  fired  oven  indicated  toward  the 
front  of  the  building  on  such  plan;  as  to  Item  12,  that 
in  lieu  of  the  sprinkler  heads  required,  there  shall  be  in¬ 


stalled  over  each  varnish  dipping  tank,  a  foam  type  ex¬ 
tinguisher  hinged  and  controlled  by  a  fusible  link  over 
each  tank ;  that  such  tanks  shall  be  furnished  with  a  steel 
cover  also  controlled  by  a  fusible  link;  that  such  extin¬ 
guishers  and  tank  covers  shall  be  arranged  to  the  satisfac¬ 
tion  of  the  Fire  Commissioner ;  that  in  all  other  respects, 
the  building  and  premises  shall  be  maintained  substantially 
as  indicated  on  the  plan  marked  “Received  March  25,  1944” 
and  no  additional  wood  partitions  shall  be  installed  other 
than  the  existing  hardwood  partition  as  shown ;  that  such 
additional  portable  fire-fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  require  and  the  prem¬ 
ises  shall  be  maintained  to  his  satisfaction;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


188-44- A 

APPLICANT — Elias  K.  Herzog,  for  R.  and  R.  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 71-77  Walker  street  and  396- 
398  Broadway,  southeast  corner  (Block  195,  Lot 
7),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Elias  K.  Herzog  and  David  Rap- 
paport. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative  .  0 

THE  RESOLUTION  (188-44-A) 

Whereas,  Elias  K.  Herzog,  for  R.  and  R.  Realty  Cor¬ 
poration,  owner,  filed  on  March  28,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  71-77 
Walker  street  and  396-398  Broadway,  southeast  corner 
(Block  195,  Lot  7),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  24,  1944,  on  amendment  to  Alt.  Applic.  939-43, 
reads : 

“Reconsideration  denied. 

Objection  No.  20  repeated  as  follows: 

Exterior  screened  stairs  should  extend  from  street 
to  roof  and  conform  to  Section  268  of  the  Labor  Law ; 
the  width  should  be  3  ft.  8  in.,  as  required  by  Section 
6.4.1. 1  of  the  B.C.  Section  275  L.L.” 

and 

Whereas,  the  applicant  states  that  the  building  is  10  stor¬ 
ies  (125  ft.)  in  height;  28  ft.  by  175  ft.  in  area;  of  Class  1 
construction ;  erected  1901  ;  located  in  an  unrestricted  use, 
B  area  district  and  used  since  1938  as  follows :  subcellar, 
boiler  room  and  storage,  3  persons ;  cellar,  storage  and 
upper  part  of  boiler  room,  3  persons;  1st  floor,  stores,  25 
persons;  2nd  floor,  office  and  manufacturing  aprons,  50  per¬ 
sons  ;  3rd  floor,  office  and  manufacturing  quilt  covers,  50 
persons ;  4th,  5th  and  6th  floors,  office  and  show  rooms,  50 
persons  each  floor;  7th  and  8th  floors,  office  and  assembling 
radio  parts,  50  persons  each  floor ;  9th  floor,  office  and 
manufacturing  canvas  bags,  50  persons ;  10th  floor,  office 
and  assembling  radios,  50  persons  ;  that  it  is  proposed  to  be 
used  and  occupied :  sub-cellar,  1st,  2nd  and  3rd  stories 
without  change ;  4th  and  5th  stories,  offices  and  factory, 
50  persons  each  floor,  7th,  8th,  9th  and  10th  stories,  without 
change ;  that  the  building  is  equipped  with  a  standpipe  sys¬ 
tem  ;  that  it  is  proposed  to  be  equipped  with  an  interior 
fire  alarm  system  and  fire  drills  will  be  maintained;  that 
thefe  is  one  3  ft.  wide  stairs,  constructed  of  iron  with 
cement  and  marble  treads  enclosed  in  three  hour  construc¬ 
tion,  equipped  with  fireproof  self-closing  doors,  extending 
from  roof  bulkhead  directly  to  the  street  and  one  fire 
escape  at  the  rear  on  Cortlandt  Alley  extending  to  roof 
by  ladder  and  to  street  by  drop  ladder ;  that  the  windows 
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and  doors  on  the  course  of  the  fire  escape  are  fireproof 
self-closing;  that  it  is  proposed  to  replace  this  fire  escape 
with  an  exterior  screened  stairs  extending  from  roof  to 
the  second  story  with  egress  from  lowest  balcony  to  street 
by  counterbalanced  stairs ;  that  the  building  to  the  north  is 
6  stories,  75  ft.  in  height;  and 

Whereas,  Violation  9008  issued  October  21,  1943,  was 
for  changing  the  occupancy  to  a  factory,  contrary  to  the 
records  of  the  Department  which  call  for  store  and  office 
use  throughout ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  an  interior  unenclosed  fireproof  stairs  having 
a  clear  width  of  3  ft.  and  extending  from  street  to  roof, 
and  one  sub-standard  fire  escape ;  that  Alt.  Applic.  939-43 
was  filed  to  enclose  the  present  interior  stairs  in  three  hour 
partitions  and  equip  same  with  fireproof  self-closing  doors, 
to  install  a  fire  alarm  system  and  in  place  of  the  present 
fire  escape  to  install  an  exterior  screened  stairway  comply¬ 
ing  with  Section  268  of  the  Labor  Law,  except  that  a 
counter-balanced  stairs  will  be  provided  to  the  street,  in 
lieu  of  a  stationary  iron  stairs ;  that  the  Borough  Super¬ 
intendent  objected  to  the  installation  of  the  counter-bal¬ 
anced  stairs  leading  to  street  and  in  addition  thereto,  has 
requested  that  a  3  ft.  8  in.  wide  stairs  be  installed  instead 
of  the  22  in.  stairs,  as  proposed  for  the  exterior  screened 
stairway;  that  the  proposed  screened  iron  stairs  will  be 
located  on  a  street  front  and  as  the  entire  balcony  cannot 
be  extended  more  than  4  ft.  beyond  the  building  line,  it 
would  be  impossible  to  install  a  3  ft.  8  in.  wide  stairs  as 
requested  by  the  Borough  Superintendent’s  objection;  that 
to  be  required  to  install  a  stationary  stairs  from  lowest 
balcony  to  street,  would  be  a  hardship,  as  it  would  inter¬ 
fere  with  the  economic  use  of  the  1st  story,  as  such  stairs 
would  of  necessity  have  to  be  erected  within  the  building 
line ;  that  an  effort  was  made  to  design  an  interior  sec¬ 
ondary  means  of  egress,  but  it  was  found  that  the  altera¬ 
tion  could  not  be  consummated,  in  view  of  the  fact  that 
it  would  interfere  with  the  space  of  tenants  and  would 
also  be  in  violation  of  the  War  Production  Board’s  regula¬ 
tions  ;  that  it  is  therefore  requested,  in  view  of  the  fact  that 
the  building  will  be  equipped  with  a  standpipe  system,  a 
fireproof  stairway,  a  fire  alarm  signal  system,  and  in  view 
of  the  proposed  improvement  in  the  secondary  means  of 
egress,  that  the  Board  grant  a  variation  of  the  requirements 
of  the  Labor  Law,  to  permit  the  use  and  occupancy  of  the 
building  as  proposed,  on  condition  that  no  allowance  in 
computing  the  occupancy  be  made  for  the  proposed  ex¬ 
terior  secondary  means  of  egress ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  939-43,  Objection  20,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
the  exterior  screened  stairs,  to  replace  the  existing  fire 
escape,  shall  be  constructed  substantially  as  indicated  on 
plans  filed  with  this  appeal  marked  “Received  March  31, 
1944” ;  that  the  existing  interior  stairway  shall  be  enclosed 
in  accordance  with  the  requirements  from  sub-cellar  to 
roof,  including  the  exit  through  the  main  hallway  to 
Broadway,  and  the  elevator  shafts  shall  be  enclosed  as  re¬ 
quired  ;  that  the  existing  shutters  on  the  rear  windows 
along  the  Cortlandt  alley  shall  be  removed  and  all  win¬ 
dows  on  the  course  of  the  fire  escape  made  fireproof  and 
self-closing ;  that  any  windows  overlooking  the  roof  of  the 
building  adjoining  to  the  south,  shall  be  fireproof  and  self¬ 
closing  or  shall  be  protected  by  steel  shutters ;  that  the 
factory  occupancy  per  floor  shall  not  exceed  that  per¬ 
mitted  for  the  primary  means  of  exit ;  that  the  standpipe 
system  shall  be  maintained  to  the  satisfaction  of  the  'fire 
commissioner,  as  modified  by  the  Board  under  Cal.  453- 
29-A ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  the  requirements  of  the  Labor 
Law  and  all  other  laws,  rules  and  regulations  applicable 
thereto. 


271-42-A 

APPLICANT — The  Proctor  and  Gamble  Manufacturing 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  borough  superintendent. 

PREMISES  AFFECTED — West  side  of  Western  Avenue, 
southwest  corner  of  Western  avenue  and  Richmond 
terrace  (Block  1400,  Lot  1),  Port  Ivory,  Borough 
of  Richmond. 

APPEARANCES— 

For  Applicant  :  Sydney  W.  Blackett. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (271-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  southwest  corner  of  West¬ 
ern  avenue  and  Richmond  terrace  (Block  1400,  Lot  1), 
Port  Ivory,  Borough  of  Richmond,  was  granted  by  the 
Board  on  April  7,  1942,  on  certain  conditions,  permit  ex¬ 
tended  on  March  30,  1943  and  the  applicant  requested  a 
further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  7,  1942  as  amended 
March  30,  1943,  only  in  so  far  as  it  has  reference  to  the 
term  of  the  permit,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“Granted  for  a  temporary  term  of  one  (1)  year  from 
the  date  of  this  amended  resolution,  to  permit,  *  *  *  ” 


524-43-A 

APPLICANT — Ralph  L.  Evans  Associates,  lessee,  for 
Continental  Realty  Investing  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  (an  order  and  decision  of 
the  fire  commissioner). 

PREMISES  AFFECTED — 793-801  Second  avenue  and  250 
East  43rd  street,  southwest  corner  (10th  floor)  ; 
(Block  1316,  Lots  27,  28,  28^2,  29  and  30),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  Ewbank. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO ‘REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy  .  3 

Negative:  Commissioner  Savage .  1 

THE  RESOLUTION  (524-43-A) 


Whereas,  this  appeal  from  an  order  and  a  decision  of 
the  fire  commissioner,  affecting  premises  793-801  Second 
avenue  and  250  East  43rd  street,  southwest  corner  (10th 
floor)  ;  (Block  1316,  Lots  27,  28,  28^4,  29  and  30),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  Board  on  Decem¬ 
ber  21,  1943,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  21,  1943,  so  that 
as  amended,  the  resolution  shall  read: 

“Resolved,  that  the  order  of  the  fire  commissioner 
35763-LC,  as  to  Items  1  and  7,  be  and  it  hereby  is 
modified,  and  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  a  room  shall  be  constructed  of  solid 
masonry  material,  meeting  the  three-hour  fire-resistive 
requirements  with  a  fireproof  hollow  metal  opening  pro- 
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tective  assembly,  approved  for  \l/i  hour  fire  test,  and 
maintained  for  the  storage  of  main  supplies  of  inflam¬ 
mable  and  combustible  liquids ;  that  such  room  shall 
be  adequately  vented  by  fixed  ventilation  to  the  outer 
air,  near  both  floor  and  ceiling,  and  without  heating, 
but  with  sprinkler  protection ;  that  a  concrete  sill  at 
door  shall  be  provided,  not  less  than  six  inches  in 
height  and  the  floor  made  spark-proof ;  that  all  elec¬ 
trical  equipment  within  the  room  shall  comply  with  all 
requirements  for  explosive  atmospheres ;  that  a  plan 
shall  be  submitted  to  and  approved  by  the  Borough 
Superintendent  for  such  room ;  that  all  containers  shall 
be  on  suitable  racks  and  emptied  by  means  of  hand- 
operated  pumps,  of  a  type  approved  for  such  use  by 
the  Underwriters’  Laboratories,  Inc.,  or  Factory  Mu¬ 
tual  Laboratories ;  that  the  amount  of  combustible 
liquids  stored  in  such  room  shall  not  exceed  a  total  of 
165  gallons  and  the  total  amount  of  inflammable  liquids 
— 220  gallons ;  that  such  storage  and  handling  of  such 
materials  shall  be  under  the  direct  supervision  of  a 
graduate  chemist  or  chemical  engineer ;  that  through¬ 
out  the  laboratory,  only  reagent  amounts  of  inflammable 
and  combustible  liquids  shall  be  used  as  are  necessary 
for  the  conduct  of  the  work  immediately  in  hand ;  that 
the  amount  of  these  liquids  used  in  the  pilot  plant  shall 
be  limited  to  only  such  quantities  as  are  required  for 
proper  operation  only,  and  that  such  liquids  shall  be 
transferred  from  the  storage  room  to  the  apparatus  by 
means  of  approved  safety  cans ;  that  such  gases  as  are 
necessary  for  laboratory  use  shall  be  limited  to  not  over 
one  hundred  pounds  of  each  combustible  gas  and  not 
over  ten  pounds  of  each  irritant  or  toxic-type  gas,  ex¬ 
cept  that  such  gases,  as  are  deemed  by  the  fire  com¬ 
missioner  as  extra  hazardous,  shall  be  limited  to  one 
pound  each,  and  except  that  liquid  chlorine  may  be 
stored  in  a  quantity  not  exceeding  ten  pounds  total ; 
that  such  latter  type  of  gases  shall  be  stored  and  used 
in  laboratory  hoods,  such  as  are  usually  provided,  and 
mechanically  vented  to  the  outer  air ;  that  at  least  one 
person  directly  responsible  for  handling  gases  shall  hold 
a  Certificate  of  Fitness  therefor ;  that  suitable  gas 
masks  shall  be  provided  and  readily  available  in  each 
laboratory  where  irritant  or  toxic  gases  are  used; 
that  all  cylinders  for  gases  shall  be  of  the  type  as 
approved  for  such  use  by  the  I.  C.  C. ;  that  all  control 
devices  shall  be  of  approved  type  or  of  a  type  satisfac¬ 
tory  to  the  Fire  Commissioner ;  that  such  chemicals  as 
might  ignite  upon  contact  with  water,  shall  be  stored 
in  a  cabinet  or  container  as  will  prevent  contact  with 
water  and  with  a  sign  affixed,  reading:  “DANGER — 
DO  NOT  USE  WATER,”  in  red  lettering  on  white 
background,  with  size  of  letters  not  less  than  3  inches ; 
that  no  chemicals  as  would  be  prohibited  in  a  technical 
establishment  under  Section  C19-133.0  shall  be  stored 
or  used,  except  amides  and  amines  of  non-explosive 
type;  that  the  requirements  of  Section  C19-51.0,  sub¬ 
division  b,  3  and  b.  5  shall  be  deemed  not  to  apply,  pro¬ 
vided  the  requirements  of  this  resolution  are  complied 
with  ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancies  shall  comply  with  all  laws  and  rules  applicable 
thereto  and  that  the  standpipe,  sprinkler  and  fire  alarm 
systems  shall  be  maintained  to  the  satisfaction  of  the 
Fire  Commissioner  and  that  such  portable  fire-fighting 
appliances  shall  be  furnished  and  maintained  within  the 
laboratory  premises  as  the  Fire  Commissioner  shall  re¬ 
quire  ;  that  this  variance  shall  continue  only  so  long  as 
the  requirements  of  this  resolution  are  complied  with 
and  the  conditions  are  maintained  to  the  satisfaction  of 
the  Fire  Commissioner;  and  that  in  all  other  respects 
the  requirements  of  Order  35763-LC  shall  be  complied 
with. 

Resolved  further,  that  in  the  event  the  applicant  does 
not  store  any  combustible  or  inflammable  liquids  ex¬ 
cept  re-agent  amounts,  the  storage  room  hereinabove 
required  may  be  omitted,  provided  the  amounts  do  not 
exceed  re-agent  amounts  urith  the  exception  that  not 
more  than  ten  (10)  gallons  of  alcohol  may  be  stored 


397-42-A 

APPLICANT — Ingelbret  Ingelbretsen,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 4352  Hylan  boulevard,  east 
side,  35  ft.  north  of  Armstrong  avenue  (Block 
5312,  Lots  3-5),  Eltingville,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  Herman  Mettfessel. 

For  Administration:  Fred' Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Removed  from  the  calendar  for 
further  examination. 


866-42-A 

APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  reopened  March  21,  1944  re  ex¬ 
tension  of  permit — Appeal  from  decisions  of  the 
fire  commissioner  re  packaging  of  inflammable  mix¬ 
ture  known  as  “Gulflex  Rubberlube”  in  one-half 
gallon  glass  jugs  (capacity  of  glass  jugs  not  in 
conformity  with  Administrative  Code  specifica¬ 
tions)  ;  (previously  granted  on  condition  for  a 
term  of  six  (6)  months). 

APPEARANCES— 

For  Applicant:  Theodore  B.  Welsh. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944,  at  2 
P.M.,  for  further  consideration. 

128-43- A 

APPLICANT— Stanco,  Incorporated,  owner. 

SUBJECT — Application  reopened  March  21,  1944  re  ex¬ 
tension  of  permit — re  packaging  of  combustible 
mixture  known  as  “Flit”  in  one-gallon  glass  bot¬ 
tles  (capacity  of  glass  bottles  not  in  conformity 
with  Administrative  Code  specifications)  ;  (previ¬ 
ously  granted  on  condition  for  a  term  of  six  (6) 
months). 

APPEARANCES— 

For  Applicant :  Alexander  Lazarus. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  2 
P.M.,  for  further  consideration. 


267-43-A 

APPLICANT — Graton  and  Knight  Co.,  owner. 

SUBJECT — Application  reopened  March  14,  1944  re  ex¬ 
tension  of  permit — re  packaging  of  combustible 
mixture  known  as  “Neptune  Waterproof  Belt  Ce¬ 
ment”  in  one-quart  and  one-pint  glass  bottles  (ca¬ 
pacity  of  glass  bottles  not  in  conformity  with 
Administrative  Code  specifications)  ;  (previously 
granted  on  condition  for  a  term  of  six  (6)  months). 
APPEARANCES— 

For  Applicant;  Walter  C.  Menk. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  2 
P.M.,  for  further  consideration. 

348-43-A 

APPLICANT — Socony-Vacuum  Oil  Co.,  Inc.,  owner. 

SUBJECT — Application  reopened  March  21,  1944  re  exten¬ 
sion  of  permit — Appeal  from  an  order  of  the  fire 
commissioner — re  packaging  and  storage  of  com¬ 
bustible  mixtures  known  as  “Mobilgloss,  Mobil  Pre¬ 
wax  Cleaner,  Mobil  Penetrating  Oil,  Mobil  Dry 
Cleaner,  Tavern  Dry  Cleaner,  Sanilac  Liquid  Wax, 
Sanilac  Penetrating  Finish,  Sanilac  Super  Sealer 
and  Sanilac  Floor  Dressing”  in  one-gallon  glass 
jugs;  “Tavern  Liquid  Wax”  in  one-gallon  and  one- 
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half  gallon  glass  jugs  and  “Tavern  Floor  Wax, 
Sanilac  Paste  Wax  and  Mobilwax  (hard)”  in 
three  (3)  lb.  glass  jars  (capacity  of  glass  jugs  and 
glass  jars  not  in  conformity  wiljr  Administrative 
Code  specifications)  ;  (previously  granted  on  con¬ 
dition  for  a  term  of  six  (6)  months). 
APPEARANCES— 

For  Applicant:  Herbert  C.  Smith,  Jr.  and  C.  E. 
Smith. 

For  Administration  :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  2 
P.M.,  for  further  consideration. 


374-43-A 

APPLICANT — William  H.  Hickin,  for  E.  I.  Dupont  De 
Nemours  and  Company,  owner. 

SUBJECT — Application  reopened  March  7,  1944 — Re  Ap¬ 
peal  from  a  decision  of  the  fire  commissioner  re: 
Packaging  of  inflammable  and  combustible  mix¬ 
tures  known  as :  “E.  I.  Dupont  De  Nemours  and 
Company’s”  No.  18  Cement,  No.  21  Cement,  No. 
C-23  Cement,  No.  24  Cement,  No.  26  Cement,  No. 
28  Cement,  No.  32  Cement,  No.  C-35  Cement,  No. 
S-80-40  Stain,  No.  C-42  Cement,  No.  H-64  Stain — 
combustible,  No.  H-66  Cement,  No.  H-78  Cement, 
No.  231  Cement,  No.  H-79  Cement,  No.  83  solvent, 
No.  H-90  Black  Stain — combustible,  No.  K-88 
Solvent,  No.  89  Solvent,  No.  92  Black  Stain — 
combustible,  No.  C-95  Cement,  No.  C-96  Solvent, 
No.  97  Cement,  No.  98  Cement,  No.  99  Cement, 
No.  C-103  Cement,  No.  F-105  Solution,  No.  C- 
107  Cement,  No.  H-108  Black  Cement — combusti¬ 
ble,  and  No.  109  Cement,  in  one  pint,  one  quart, 
two  quarts  and  one-gallon  glass  bottles  (capacity 
of  glass  bottles  not  in  conformity  with  Adminis¬ 
trative  Code  specifications)  ;  (previously  granted 
for  a  term  of  six  (6)  months). 

APPEARANCES— 

For  Applicant:  William  H.  Hickin. 

For  Administration  :  Edwin  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  2 
P.M.,  for  further  consideration. 


126-44-A 

APPLICANT — Hobart  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 160-178  Jay  street,  west  side, 
from  Sand  street  to  High  street,  84-92  Sand  street 
and  97-105  High  street  (Block  87,  Lot  9),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  Joseph  Rose  and  Julius  Marko. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  April  25,  1944  at  2 
P.M.,  for  further  consideration. 


157-44-A 

APPLICANT — Lama  and  Proskauer,  for  Washington 
Baths,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 2001-2009  Boardwalk,  north 
side,  162  ft.  8  in.  each  of  West  21st  street  (Block 
7072,  Lot  12),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1944  at  2 
P.M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


132-44- A 

APPLICANT- — Abraham  Farber,  for  Congregation  Aru- 
gath  Habosen,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar ;  previously  dismissed  for 
lack  of  prosecution — re  Appeal  from  a  decision  of 
the  borough  superintendent. 

PREMISES  AFFECTED — 559-561  Bedford  avenue  and 
125-131  Rodney  street,  northeast  corner  (Block 
2187,  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Abraham  Farber. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  the 
calendar  and  set  for  hearing  May  2,  1944,  at  2 
P.M.,  pending  an  inspection  by  a  committee  of  the 
Board. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


Adjourned:  4:00  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Apepals  held  on  March  21,  1944,  as  they  appeared  in 
Bulletin  No.  13,  Vol.  29,  are  hereby  corrected  to  read  as 
follows : 

40-43-SM 

APPLICANT — Albi  Chemical  Corporation,  owner. 
SUBJECT — Albi-Firepel  “S”,  approval  of. 
APPEARANCES— 

For  Applicant:  Thomas  Hull  Prendergast. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (40-43-SM) 

Whereas,  the  Albi  Chemical  Corporation,  owner,  filed  on 
January  22,  1943,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Albi- 
Firepel  “S” ;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
March  21,  1944,  on  certain  conditions ;  and 

Whereas,  in  relation  to  the  last  paragraph  of  the  Report 
of  the  Committee  on  Tests  of  the  Board,  it  is  hereby  cor¬ 
rected  to  read  as  follows : 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  Albi-Firepel  “S”  as  made  by  the 
Albi  Firepel  Corporation  of  New  York  be  .approved 
under  C26-191.0,a  for  voluntary  use  as  a  flame-retarding 
coating  for  use  under  Sub.  Art.  7  of  Article  9,  Adminis¬ 
trative  Building  Code.  Approval  is  also  recommended 
for  use  as  a  flameproofing  coating  when  used  over  wood 
as  provided  under  C19-161.1  of  the  Administrative  Code. 

The  Committee  further  recommends  that  the  material 
be  mixed  in  the  ratio  of  four  parts  Albi-Firepel  “S”  to 
one  part  of  water  by  volume  at  room  temperature  and 
applied  by  either  brush  or  spray,  precautions  shall  be 
taken  to  obtain  full  coverage  of  exposed  surfaces.  In 
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order  to  provide  full  two  coat  protections,  inert  color 
matter  shall  be  added  to  the  base  coat.  It  is  also  recom¬ 
mended  that  each  container  bear  a  label  or  tag  incor¬ 
porating  these  precautions  in  addition  to  wording  read¬ 
ing  as  follows:  “Approved  for  use  in  New  York  City 
by  the  Board  of  Standards  and  Appeals  under  Cal. 


40-43-SM.  CAUTION  :  Do  not  use  in  work  not  pro¬ 
tected  from  the  elements.” 


^Correction — “one  part  Albi-Firepel  “S”  to  4  parts  of 
water”  changed  to  “four  parts  of  Albi-Firepel  “S”  to  one 
part  of  water,  as  indicated  above,  in  italics. 


RULES 


RULES  FOR  INSPECTION  OF  APPROVED  OPENING  PROTECTIVE  ASSEMBLIES 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  OCTOBER  20,  1939.  EFFEC¬ 
TIVE,  IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK 

CITY  CHARTER,  NOVEMBER  13,  1939. 


(1139-39-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2,  Charter  of 
the  City  of  New  York  and  C26-189.0  Administrative  Build¬ 
ing  Code  (2.2.1. 1)  and  C26-610.0  Administrative  Building 
Code  (10.1.18)  and  C26-660.0,  661.0  and  662.0  Adminis¬ 
trative  Building  Code  (108.1,  2  and  3). 

Note:  Where  reference  in  parenthesis  appears  after  the 
Administrative  Building  Code  section  it  refers  to  the  section 
of  the  New  Building  Code  as  formerly  numbered. 


Rule  1  Scope. 

1.1  Before  any  Opening  Protective  Assembly  is 
used  under  the  provisions  of  the  Administrative 
Building  Code,  it  shall  be  tested  as  required  in  Sec¬ 
tion  C26-610.0  (10.1.18)  and  its  Fire-Resistive  Rating 
shall  be  designated  as  “)4-Hour”,  “1-Hour”,  “1}4- 
Hour”,  or  “3-Hour”,  in  accordance  with  the  approval. 

1.2  Before  engaging  in  the  manufacture  of  ap¬ 
proved  opening  Protective  Assemblies,  the  manufac¬ 
turer  shall  have  an  established  plant  completely  equipped 
with  the  necessary  facilities,  machinery  and  tools  for 
the  manufacture  of  the  Opening  Protective  Assemblies. 

1.3  Before'applying  for  approval  of  plant  and  per¬ 
mission  to  manufacture  approved  Opening  Protective 
Assemblies,  the  manufacturer  shall  file  a  list  of  his 
equipment  and  facilities  with  the  Board  of  Standards 
and  Appeals,  together  with  a  statement  of  the  name, 
type,  specifications  and  details  of  the  approved  door, 
which  he  agrees  to  manufacture  in  accordance  with  the 
rules  and  regulations  of  the  Board  and  the  require¬ 
ments  of  the  Administrative  Building  Code. 

1.4  All  Opening  Protective  Assemblies  made  under 
any  approval  issued  by  the  Board  of  Standards  and 
Appeals  for  the  manufacture  of  approved  Opening 
Protective  Assemblies  of  “24-Hour”,  “1-Hour”,  “lk^- 
Hour”  or  “3-Hour”  rating  shall  be  rejected  on  evi¬ 
dence  that  such  Opening  Protective  Assemblies  are 
not  manufactured  or  labelled  in  accordance  with  the 
approved  specifications  of  the  Board. 


Rule  2 — Inspections. 

2.1  No  Opening  Protective  Assemblies  shall  be  in¬ 
stalled  in  any  building  until  such  Opening  Protective 
Assemblies  have  been  inspected  and  labelled  either  by 


the  Borough  Superintendent,  or  by  a  recognized  testing 
laboratory  or  other  qualified  person  or  agency  approved 
by  the  Board  as  having  proper  facilities. 

2.2  Before  issuing  any  label  for  the  use  of  an  ap¬ 
proved  Opening  Protective  Assembly,  the  authorized 
inspection  agency  shall  first  notify  the  Borough 
Superintendent  that  inspection  will  be  made  by  him 
of  the  materials  and  construction  entering  into  the 
assembly  of  the  Opening  Protective  Assemblies,  stating 
the  location  of  the  premises  where  the  Opening  Pro¬ 
tective  Assemblies  will  be  used,  the  Building  Permit 
number,  the  name  of  the  approved  Opening  Protective 
Assembly  and  the  manufacturer  and  the  number  of 
such  units  to  be  manufactured. 

Note:  Where  an  Opening  Protective  Assembly  is  of 
fire-proofed  wood,  such  wood  shall  be  submitted  to 
tests  for  fireproofed  wood,  as  prescribed  in  the  Admin¬ 
istrative  Building  Code,  Section  C26-331.9  ( 7.2.3. 1  to 
7.2.3. 9,  inclusive). 

2.3  After  the  materials  have  been  cut  and  inspected, 
the  authorized  inspection  agency  shall  inspect  the 
assembly  and  fabrication  of  the  parts  and  shall  issue 
an  approved  label  only  if  the  completed  Opening 
Protective  Assemblies  comply  in  all  respects  with  the 
approved  specifications  on  file  in  the  Board  of 
Standards  and  Appeals. 


Rule  3 — Labels. 

3.1  Every  approved  Opening  Protective  Assembly 
before  installation  in  a  building  under  the  provisions 
of  the  Administrative  Building  Code,  shall  have  se¬ 
curely  attached  to  it,  a  metal  label  of  a  design 
approved  by  the  Board,  giving  the  name  of  the 
Opening  Protective  Assembly,  the  calendar  number 
of  the  approval  of  the  device,  the  fire-resisting  rating, 
the  serial  number  of  the  specific  type  of  door  and 
buck,  or  window,  the  year  of  manufacture  and  the 
name  of  the  inspection  agency. 

3.2  After  attachment  of  the  Serial  Label  to  the 
Opening  Protective  Assembly,  the  inspection  agency 
shall  advise  the  Borough  Superintendent  the  serial 
numbers,  the  address  of  the  premises  and  the  Build¬ 
ing  _  Permit  numbers  of  the  approved  Opening  Pro¬ 
tective  Assembly. 

3.3  The  manufacturer  may  also  attach  to  the  Open¬ 
ing  Protective  Assembly,  a  metal  label  giving  the 
name  and  location  of  the  manufacturer.  He  shall 
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also  keep  an  office  record  showing  the  location  of 
each  Opening  Protective  Assembly  manufactured  by 
him,  its  serial  label  number  and  the  Building  Permit 
number;  and  this  record  shall  be  open  for  inspection 
by  any  authorized  representative  of  the  Board  of 
Standards  and  Appeals  and  the  Department  of  Housing 
and  Buildings. 


3.4  Every  labelled  Opening  Protective  Assembly 
shall  be  constructed  and  installed  in  all  essentials  as 
tested  and  approved  and  arranged  to  receive  hard¬ 
ware  of  an  eqiual  type,  quality  and  material  and 
requiring  no  greater  cutting  away  of  the  wood  or 
metal  than  on  the  approved  Opening  Protective  As¬ 
sembly,  as  tested. 


RULES  RELATING  TO  SMOKING  IN  PROTECTED  PORTIONS  OF  FACTORIES,  AND 

IN  SPECIAL  CLASSES  OF  OCCUPANCIES. 

Adopted  by  the  Board  of  Standards  and  Appeals  August  13,  1918,  effective  September  9,  1918,  under  the 
powers  conferred  upon  the  Board  by  Section  718-a,  Subsections  2  and  3  (Old  Charter)  to  supplement  Section  283 
of  the  Labor  Law  (Old  Section  83c). 

[Cal.  1262-18-SR] 


Labor  Law 

Section  283.  Smoking. 

1.  No  person  shall  smoke  in  a  factory.  A  notice  of  such 
prohibition  stating  the  penalty  for  violation  thereof  shall  be 
kept  posted  in  every  entrance  hall,  elevator,  stairhall  and 
room  of  a  factory  in  English,  and  in  such  other  languages  as 
the  fire  commissioner  of  the  city  of  New  York  in  such  city 
and  elsewhere  the  commissioner  shall  direct. 

2.  The  board  in  its  rules  may  permit  smoking  in  protected 
portions  of  a  factory,  or  in  such  classes  of  occupancies  where 
in  its  opinion  the  safety  of  the  employees  will  not  be  en¬ 
dangered  thereby.  The  fire  commissioner  of  the  city  of  New 
York  in  such  city  and  elsewhere  the  commissioner  may  issue 
such  permits  in  accordance  with  rules  adopted  by  the  board. 

3.  The  fire  commissioner  of  the  city  of  New  York  in  such 
city  and  elsewhere  the  commissioner  shall  enforce  this  section. 

Rule  1 .  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 

made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 

period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 


(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  Until  at  least  one  year  has  elapsed. 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops; 

Smelting ; 

Stone  or  monumental  works; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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31-BZ,  529-31-BZ,  366-37-BZ,  389-37-BZ,  302-41-BZ, 
1081-41-BZ,  1105-41-BZ,  100-44-BZ,  104-44-A  and 

154-44-A. 

Minutes  of  Regular  Meeting  April  11,  1944,  at  2  P.M., 
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44-A,  515-43-A,  439-43-A,  528-43-A,  622-43-A,  551-43-A, 
587-43-A  and  159-44-A. 


PRIORITIES  FOR  FIRE  PROTECTION 
MATERIALS 

The  National  Fire  Protection  Association  in  its  “News  Letter”  of 
April,  1944,  states,  in  part: 

“This  week  the  situation  on  priorities  for  automatic  sprinklers 
and  other  fire  protection  equipment  seems  more  favorable 
than  it  has  at  any  time  during  the  war  period.  There  has 
been  a  change  in  the  internal  set-up  in  WPB  whereby  the 
Fire  Protection  Committee  has  received  authority  to  proceed 
with  a  constructive  fire  protection  policy.  While  it  should  be 
recognized  that  the  supply  of  materials  available  for  automatic 
sprinklers  and  other  fire  protection  installations  is  still 
limited  and  applications  cannot  be  granted  indiscriminately, 
we  believe  that  favorable  consideration  is  likely  to  be  given 
to  all  reasonable  requests  for  installations  that  are  urgently 
needed  to  safeguard  essential  industry.  Under  the  present 
set-up,  applications  are  to  be  filed  with  the  regional  offices  of 
WPB.  The  regional  offices  are  authorized  to  approve  ap¬ 
plications  up  to  a  total  of  $25,000  value  on  any  individual 
job,  (this  may  be  increased  to  $100,000),  but  cannot  reject 
applications  for  fire  protection  equipment  without  referring 
them  to  Washington. 

There  may  be  some  delay  in  putting  the  new  policy  into 
effect  and  in  informing  all  the  local  WPB  representatives  about 
it.  Accordingly,  we  suggest  that  whenever  any  members  have 
difficulty  in  securing  approval  of  fire  protection  projects  which 
they  believe  to  be  essential  in  the  interest  of  the  war  effort, 
they  communicate  with  Mr.  John  A.  West  (member 
N.F.P.A.),  Chairman,  Fire  Protection  Committee,  War  Pro¬ 
duction  Board,  Room  2616,  Railroad  Retirement  Building, 
Washington,  D.  C. 

The  above  advice  applies  only  to  fire  protection  installations 
involving  construction  such  as  automatic  sprinklers.  Portable 
fire  equipment  covered  by  Limitation  Order  L-39  is  separately 
handled  ;  also  municipal  fire  apparatus,  hose,  etc.” 

NOTE— 

In  certain  cases,  a  letter  has  been  furnished  by  the  Board 
to  accompany  an  application  for  a  priority,  setting  forth  the 
necessity  for  the  material  in  question  for  the  safety  and  pro¬ 
tection  of  the  public.  In  these  cases,  the  application  has  been 
approved  by  the  New  York  Regional  Office  of  the  War  Pro¬ 
duction  Board  and  the  priority  has  been  issued.  The  usual 
filing  of  a  request  for  a  priority  has  been  unsuccessful,  largely 
because  the  need  for  it  has  not  been  presented  forcefully.  In 
cases  where  the  Board  has  upheld  or  modified  an  order  of  the 
Fire  Commissioner,  involving  critical  fire  protection  material, 
a  letter  will  be  furnished  upon  request,  to  be  made  part  of 
the  application  for  priority. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 
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DOCKET 

New  Cases  Filed  up  to  April  11,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

207-44-BZ — H.B.B. — 113  Kingsland  avenue,  west  side,  25 
ft.  south  of  Herbert  street  (Block  2833,  Lot  8),  Borough 
of  Brooklyn,  Alt.  656-44. 


50-41-BZ — H.B.B.— 310-320  Smith  street,  and  291-295 
President  street,  northwest  corner  (Block  435,  Lot  36 
and  part  of  Lot  31),  Borough  of  Brooklyn,  B.  N.  8-44. 

439-43-A — H.B.M. — 349  West  37th  street,  north  side,  150 
ft.  east  of  9th  avenue  (6th  floor);  (Block  761,  Lot  7), 
Borough  of  Manhattan,  Amendment  to  Alt.  646-43. 


208-44-BZ — H.B.B. — 659  Coney  Isand  avenue,  east  side, 
100  ft.  3)4  in.  south  of  Slocum  place  (Block  5141,  Lot 
154),  Borough  of  Brooklyn,  Alt.  431-44. 


209-44-A — H.B.Q. — -103-09  165th  street,  east  side,  from 
South  road  to  Liberty  avenue,  165-11  South  road  and 
165-06  Liberty  avenue  (Block  10158,  Lot  1),  Jamaica, 
Borough  of  Queens,  Alt.  1121-43. 


210-44-A — H.B.B. — 1704-1724  St.  Johns  place,  south  side, 
90.5  ft.  Avest  of  Howard  avenue  and  1429-1447  Eastern 
parkAA^ay  (Block  1473,  Lot  25),  Borough  of  Brooklyn, 
Alt.  354-44. 


211-44-A — F.D. — 36-08  Review  avenue,  west  side,  98.99 
ft.  south  of  Greenpoint  avenue  (Block  312,  Lot  35), 
Long  Island  City,  Borough  of  Queens,  96319-C  and 
Decision. 


212-44-A — F.D. — Re:  Packaging  of  combustible  mixture 
known  as  “Du  Barry  Dry  Cleaner”  in  one  gallon  and 
one-half  gallon  glass  bottles  (capacity  of  glass  bottles 
not  in  conformity  with  Administrative  Code  specifica¬ 
tions),  Decision. 


213-44-A — F.D. — ’671-679  Bergen  street,  north  side,  300 
ft.  east  of  Vanderbilt  avenue  (Block  1138,  Lot  66),  Bor¬ 
ough  of  Brooklyn,  96862-LC. 


214-44-SM— Metropolitan  Sand  and  Gravel  Corporation 
Sand  and  Gravel,  manufactured  by  Metropolitan  Sand 
and  Gravel  Corporation,  Material. 


215-44-BZ — H.B.B. — 2183  McDonald  avenue,  east  side, 
20.78  ft.  south  of  Avenue  T  (Block  7104,  Lots  325,  275 
and  237),  Borough  of  Brooklyn,  B.  N.  141-44. 


216-44-A — F.D. — 159-163  East  90th  street,  north  side, 
300  ft.  east  of  Lexington  avenue  (Block  1519,  Lots  25, 
26  and  27),  Borough  of  Manhattan,  37218-LC  and 
37706-LC. 


217-44-A— F.D. — 245-259  11th  aA^enue,  Avest  side,  entire 
block  bounded  by  11th  and  13th  avenues,  West  26th 
and  West  27th  streets,  200-214  13th  avenue,  601-649  West 
26th  street  and  600-652  West  27th  street  (9th  floor); 
(Block  672,  Lot  1),  Borough  of  Manhattan,  37922-LC. 


Restored  to  Calendar. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ...  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)  . . .  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . .  .  Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . .Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Mar. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .  Feb. 

Smoking  in  Factories,  Rules  for.... Apr. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. ..  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . .  Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28,  1943— Vol.  28,  N*.  52A 

7,  1944— Vol.  29,  No.  10 

15.  1944— Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

11,  1944— Vol.  29,  No.  15 

28,  1944— Vol.  29,  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


14,  1944— Vol.  29,  No.  11 

7,  1937— Vol.  22,  No.  36 

8,  1944 — Vol.  29,  No.  6 
11,  1944— Vol.  29,  No.  15 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


APRIL  25,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  25,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


185-31-BZ — H.B.B. — 1155-1161  Madison  street,  north 
side,  75  ft.  east  of  Central  avenue  (Block  3360,  Lots  52 
and  55),  Borough  of  Brooklyn,  Alt.  691-44. 


Zoning  Applications. 

46-44-BZ — Application,  January  18,  1944,  under  section 
7e  of  the  zoning  resolution,  of  Frank  B.  Carbone,  appli- 
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cant,  on  behalf  of  Buhrman  Sand  and  Gravel  Corpora¬ 
tion,  owner  (Colonial  Sand  and  Stone  Co.,  Inc.,  lessee), 
to  permit,  for  a  term  of  two  (2)  years,  in  a  residence 
use,  F  area  and  one-half  times  height  district,  the  opera¬ 
tion  of  a  sand  and  gravel  pit;  premises  southeast  corner 
of  61st  avenue  and  Douglaston  parkway  (Block  8286, 
Lots  100  and  180),  Douglaston,  Borough  of  Queens. 

381-27-BZ — Appication  of  The  Cord  Meyer  Company, 
applicant  and  owner,  reopened  April  4,  1944,  for  con¬ 
sideration  as  to  amendment  of  resolution,  to  permit  in 
a  business  use  district,  the  conversion  of  occupancy  of 
a  building  occupied  as  a  garage  for  more  than  five 
motor  vehicles  (previously  granted  by  the  Board  under 
Cal.  381-27-BZ)  to  a  commercial  storage  building,  for 
a  temporary  period  of  three  years  and  at  the  end  of  that 
time  to  revert  back  to  its  former  use;  premises  88-01 
to  88-15  Roosevelt  avenue,  north  side,  from  88th  to 
89th  streets  (Block  617,  Lot  38),  Elmhurst,  Borough 
of  Queens. 

1148-38-BZ— Application  of  Louis  Allen  Abramson,  ap¬ 
plicant,  on  behalf  of  James  P.  Kelly,  owner  (Neill  Sup¬ 
ply  Co.,  lessee),  reopened  February  15,  1944,  under 
sections  7h,  7e  and  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  use  district,  for  a  term  of  two  years, 
the  additional  use  of  storage  of  pipe  as  well  as  parking 
and  storage  of  more  than  five  motor  vehicles  on  a  plot 
granted  by  the  Board  for  a  term  of  two  years  from 
January  26,  1943,  for  parking  and  storage  of  more  than 
five  motor  vehicles;  premises  47-45  to  47-63  49th  street 
and  49-01  to  49-07  48th  avenue,  northeast  corner  (Block 
2287,  Lots  1,  2,  3,  5,  7  and  8),  Sunnyside,  Borough  of 
Queens. 

284-41-BZ — Application  of  Louis  Allen  Abramson,  ap¬ 
plicant,  on  behalf  of  Woodside  Associates,  Inc.,  owner 
(Neill  Supply  Co.,  lessee),  reopened  February  15,  1944, 
under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  conversion  of  occupancy  (for  a  term  of 
seven  years)  of  an  existing  building,  used  as  a  public 
garage,  to  the  storage  of  plumbing  and  heating  supplies 
and  also  in  part  as  a  public  garage;  at  the  expiration  of 
the  seven  year  period,  it  is  proposed  that  the  use  of  the 
building  is  to  revert  to  a  public  garage  throughout; 
premises  47-55  48th  street,  northeast  corned  of  48th 
avenue  and  47-56  49th  street  (Block  2286,  Lot  53),  Sun¬ 
nyside,  Borough  of  Queens. 

216-40-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Reconstruction  Building  Corpora¬ 
tion,  owner,  reopened  December  21,  1943,  under  section 
7h  of  the  zoning  resolution,  to  permit  in  a  business  use 
district,  the  extension  in  area  and  use  (for  a  term,  of 
two  years)  of  a  plot  now  occupied  for  the  parking 
and  storage  of  more  than  five  motor  vehicles;  the  use 
of  the  original  plot  for  parking  and  storage  purposes 
was  granted,  on  May  18,  1943,  for  a  term  of  two  years; 
premises  304-316  East  107th  street,  south  side,  100  ft. 
east  of  Second  avenue  (Block  1678,  Lots  42,  43,  46  and 
48),  Borough  of  Manhattan. 

1071-40-BZ — Application  of  John  J.  McNamara,  appli¬ 
cant,  on  behalf  of  Philip  Ruxton,  Inc.,  owner  (Inter¬ 
chemical  Corporation,  lessee),  reopened  April  6,  1943, 
under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  for  a  temporary  pe¬ 
riod,  the  additional  use  of  a  one-storv  building,  ap¬ 
proximately  13  ft.  by  22  ft.  in  area  (for  the  storage 
of  chemicals  used  in  an  abutting  factory)  as  well  as 
parking  of  more  than  five  motor  vehicles,  on  a  plot 
granted  bv  the  Board  for  a  term  of  two  years  from 
February  8,  1944,  for  parking  of  more  than  five  motor 
vehicles  (pleasure  car  type);  premises  428  West  45th 
street,  south  side,  400  ft.  east  of  Tenth  avenue  (Block 
1054,  Lot  48),  Borough  of  Manhattan. 


184-44-BZ — Application,  March  27,  1944,  under  section 
21  of  the  zoning  resolution,  of  Joseph  Lau,  applicant, 
on  behalf  of  Robert  D.  Rothfeld  (one  of  the  trustees 
u/w  of  Bettie  Rothfeld),  owner,  (Theatre  Guild,  Inc., 
lessee),  to  permit  in  a  residence  use  and  B  area  district, 
the  alteration  and  conversion  of  occupancy  of  an  exist¬ 
ing  building  from  a  social  club  to  offices,  reading  of 
plays  and  (theatrical)  rehearsals;  also,  the  building  does 
not  comply  with  the  rear  yard  requirements  of  the  zon¬ 
ing  resolution;  premises  23-25  West  53rd  street,  north 
side,  460  ft.  west  of  Fifth  avenue  (Block  1269,  Lot  18), 
Borough  of  Manhattan. 

Materials  for  Approval. 

131-44-SM — -PC  Foamglas  Insulation. 

192-44-SM — Steeltex  Floor  Lath. 

Appeals  from  Administrative  Decisions 

186-44-A — 23-25  West  53rd  street,  north  side,  460  ft. 
west  of  Fifth  avenue  (Block  1269,  Lot  18),  Borough  of 
Manhattan. 

175-42-A — 403-415  Sixth  avenue  and  1-5  Greenwich  ave¬ 
nue,  southwest  corner  (Block  593,  Lot  13),  Borough  of 
Manhattan. 

557-43-A — 40-05  61st  street  and  40-06  62nd  street  and 
south  side  of  Woodside  avenue  from  61st  to  62nd  streets 
(Block  1336,  Lots  38,  41,  44  and  47  and  Block  1337,  Lot 
27),  Woodside,  Borough  of  Queens. 

543-43-A — 18-01  Metropolitan  avenue,  northwest  corner 
of  Flushing  avenue  (Block  2625  (2318),  Lot  25),  Mas- 
peth,  Borough  of  Queens  (under  section  35,  General 
City  Law  re  bed  of  mapped  street — 51st  street);  (re¬ 
opened  March  14,  1944). 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  25,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision 

126-44-A — 160-178  Jav  street,  west  side,  from  Sand  to 
High  streets,  84-92  Sand  street  and  97-105  High  street 
(Block  87,  Lot  9),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  May  2.  1944  at  10  o’clock  in  Room  1013, 

Municipal  Building,  Manhattan,  on  the  following  matters : 
» 

Zoning  Applications 

583-43-BZ — Application,  December  1,  1943,  under  section 
21  of  the  zoning  resolution,  of  Harry  A.  Yarish,  appli¬ 
cant,  on  behalf  of  Isidore  Epstein,  owner  (Ida  Levin¬ 
son,  lessee),  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to  the 
storage  of  rags;  premises  496-500  (492  displayed)  Wat¬ 
kins  street,  west  side,  100  ft.  north  of  Newport  street 
(Block  3605,  Lots  33  and  34),  Borough  of  Brooklyn. 

74-44-BZ — Application,  January  31,  1944,  under  sections 
7i  and  21  of  the  zoning  resolution,  of  William  Shary,  ap- 
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plicant,  on  behalf  of  Rose  Lubin,  owner,  to  permit  in  a 
business  use  district,  the  maintenance  of  a  motor  vehicle 
repair  shop — now  operating  without  a  certificate  of  oc¬ 
cupancy;  premises  375  South  1st  street,  north  side,  63 
ft.  4  in.  east  of  Grand  street  extension  and  206  Grand 
street  extension  (Block  2399,  Lot  23),  Borough  of 
Brooklyn. 

1Q4-33-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Socony-Vacuum  Oil  Co.,  Inc., 
owner,  reopened  June  8,  1943,  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  business  use  district, 
the  decrease  in  area  of  a  gasoline  service  station;  the 
entire  plot  for  such  use,  as  approved  by  the  Board,  was 
located  partly  in  a  residence  use  and  partly  in  a  busi¬ 
ness  use  district;  premises  113-21  Merrick  road  and 
171-01  Linden  boulevard,  northeast  corner  (Block  10267, 
Lot  1),  St.  Albans,  Borough  of  Queens. 

144-19-BZ — Application  of  Raymond  Irrera,  applicant, 
on  behalf  of  Guiseppi  Cilento,  owner  (Delux  Venetian 
Blind  Corporation,  lessee),  reopened  March  28,  1944, 
under  sections  7e  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  and  also  C  area  district,  the 
erection  of  an  extension  (into  part  of  the  rear  yard 
required  in  a  C  area  district)  to  an  existing  building 
and  also  the  alteration  and  conversion  of  occupancy 
for  a  term  of  two  years  of  the  building  from  a  garage 
for  more  than  five  motor  vehicles  (the  garage  use  of 
the  building  was  previously  granted  by  the  Board)  to 
the  use  of  the  building,  as  extended,  as  a  factory  for 
the  manufacture  of  Venetian  blinds;  premises  23-69  to 
23-71  38th  street  (Ninth  avenue),  east  side,  162  ft.  north 
of  Triboro  Bridge  Plaza  (Astoria  Boulevard,  North); 
(Block  803,  Lot  13),  Long  Island  City,  Borough  of 
Queens. 

147-44-BZ — Application,  March  8,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Saul  Goldsmith, 
applicant,  on  behalf  of  The  Dime  Savings  Bank  of 
Brooklyn,  owner,  to  permit  in  a  business  use  district, 
the  conversion  of  occupancy  of  a  building  used  (under 
a  Certificate  of  Occupancy)  as  1st  story,  stores  and 
storage;  2nd,  3rd  and  4th  stories,  manufacturing  and 
storage,  to  a  proposed  occupancy  of  1st  story,  stores 
and  storage;  2nd,  3rd  and  4th  stories,  manufacturing  on 
a  floor  area  in  excess  of  the  permissible  25%  of  the 
area  of  the  plot  as  provided  in  the  zoning  resolution; 
premises  166-176  Livingston  street,  south  side,  79  ft.  6  in. 
east  of  Smith  street  and  149-155  Schermerhorn  street 
(Block  164,  Lot  13),  Borough  of  Brooklyn. 

140-44-BZ — Application,  March  12,  1944,  under  section 
7h  of  the  zoning  resolution,  of  Naphtali  A.  Weidberg, 
applicant,  on  behalf  of  Estate  of  Louis  Leavitt,  owner 
(Abe  Leibowitz,  lessee),  to  permit  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  of  more 
than  five  motor  vehicles;  premises  223-02  Hempstead 
turnpike,  south  side,  between  223rd  and  225th  streets 
(Block  11159,  Lot  28),  Queens  Village,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  2,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions 

138-44-A — 107-109  East  Burnside  avenue,  north  side, 
60.3  ft.  east  of  Morris  avenue  (Block  3169,  Lots  66  and 
67),  Borough  of  The  Bronx. 


157-44-A — 2001-2009  Boardwalk,  north  side,  162  ft.  8  in. 
east  of  West  21st  street  (Block  7072,  Lot  12),  Borough 
of  Brooklyn. 

132-44-A — -559-561  Bedford  avenue  and  125-131  Rodney 
street,  northeast  corner  (Block  2187,  Lot  1),  Borough 
of  Brooklyn  (reopened  and  restored  to  calendar,  April 
4,  1944;  previously  dismissed  for  lack  of  prosecution). 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  5,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  May  5,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter: 

RULES 

40-32-SR — Proposed  Certificate  of  Occupancy  Rules 
covering  the  requirements  for  the  use,  occupancy  or 
construction  of  any  building  or  premises  in  compliance 
with  existing  laws,  rules  and  regulations. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  9,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  9,  1944  at  10  o’clock  in  Room  1013, 
Muncipial  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

569-37-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Bengal  Realty  Co.,  Inc.,  owner  (Flat- 
bush  Coal  and  Coke  Corporation,  lessee),  reopened  Feb¬ 
ruary  23,  1944,  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  upon  a  plot  located  partly  in  an 
unrestricted  use  and  partly  in  a  residence  use  district, 
the  use  of  that  part  of  the  lot,  which  is  located  in  the 
residence  use  district,  for  the  operation  of  coal  pockets, 
coal  storage,  truck  driveway  and  railroad  siding;  prem¬ 
ises  2030-2044  McDonald  avenue,  west  side,  339  ft.  6  in. 
north  of  Avenue  S  and  49-57  Lake  street  (Block  6680, 
Lots  23,  124  and  125),  Borough  of  Brooklyn. 

99-44-BZ — -Application,  February  11,  1944,  under  section 
7c  of  the  zoning  resolution,  of  Koch  and  Wagner,  appli¬ 
cants,  on  behalf  of  Waldorf  Storage  Warehouse  & 
Garage,  Inc.,  owner,  to  permit  in  a  business  use  district, 
the  alteration  and  the  conversion  of  occupancy  of  a 
building  from  a  warehouse  to  a  factory;  the  space  to  be 
used  for  manufacturing  will  occupy  more  than  25  per 
cent  of  the  total  floor  space  of  the  building;  premises 
552-558  Van  Buren  street,  south  side,  65  ft.  4  in.  west 
of  Broadway  (Block  1618,  Lot  15),  Borough  of  Brook¬ 
lyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  9,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  9,  1944  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions 

866-42-A — Re  packaging  of  inflammable  mixture  known 
as  “Gulflex  Rubberlube”  in  one-half  gallon  glass  jugs 
(capacity  of  glass  jugs  not  in  conformity  with  Admin¬ 
istrative  Code  specifications);  (reopened  March  21,  1944 
re  extension  of  permit;  previously  granted  on  condition 
for  a  terrh  of  six  months). 
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128-43-A — Re  Packaging  of  combustible  mixture  known 
as  "Flit”  in  one-gallon  glass  bottles  (capacity  of  glass 
bottles  not  in  conformity  with  Administrative  Code  speci- 
fictions);  (reopened  March  21,  1944  re  extension  of 
permit;  previously  granted  on  condition  for  a  term  of 
six  months). 


587-43-A — 165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


f 


348-43-A — Re  packaging  and  storing  of  combustible  mix¬ 
ture  known  as  "Mobilgloss,  Mobil  Prewax  Cleaner, 
Mobil  Penetrating  Oil,  Mobil  Dry  Cleaner,  Tavern  Dry 
Cleaner,  Sanilac  Liquid  Wax,  Sanilac  Penetrating  Fin¬ 
ish,  Sanilac  Super  Sealer  and  Sanilac  Floor  Dressing” 
in  one-gallon  glass  jugs,  “Tavern  Liquid  Wax”  in  one- 
gallon  and  one-half  gallon  glass  jugs  and  packaging 
and  storing  of  combustible  mixtures  known  as  “Tavern 
Floor  Wax,  Sanilac  Paste  Wax  and  Mobilwax”  (hard), 
in  three  (3)  lb.  glass  jars  (capacity  of  glass  jugs  and 
glass  jars  not  in  conformity  with  Administrative  Code 
specifications);  (reopened  March  21,  1944  re  extension 
of  permit;  previously  granted  on  condition  for  a  term 
of  six  months). 


MAY  16,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  16,  1944  at  10  oclock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter: 

Appeal  from  Administrative  Decision 

159-44-A — 11-33  to  11-41  50th  avenue,  north  side,  92.5  ft. 
west  of  21st  street  (Block  62,  Lot  20),  Long  Island  City, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


267-43-A — Re  packaging  of  combustible  mixture  known 
as  "Neptune  Waterproof  Belt  Cement”  in  one-quart  and 
one-pint  glass  bottles  (capacity  of  glass  bottles  not  in 
conformity  with  Administrative  Code  specifications); 
(reopened  March  14,  1944  re  extension  of  permit;  previ¬ 
ously  granted  on  condition  for  a  term  of  six  months). 

374_43-A — Re  packaging  of  inflammable  and  combustible 
mixtures  known  as  “E.  I.  du  Pont  de  Nemours  and 
Company’s”  No.  18  Cement,  etc.  in  glass  containers 
(capacity  of  glass  containers  not  in  conformity  with 
Administrative  Code  specifications);  (reopened  March  7, 
1944  re  extension  of  permit;  previously  granted  on  con¬ 
dition  for  a  term  of  six  months). 


MAY  16,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  16,  1944  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

Appeal  from  Administrative  Decision 

551-43-A — 3855  Nautilus  avenue,  northeast  corner  of 
Highland  avenue  (Block  7002,  Lot  1),  Borough  of 
Brooklyn  (reopened  and  restored  to  calendar,  March 
21,  1944;  previously  withdrawn). 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  APRIL  11,  1944 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meeting  of  the  Board  held  on 
Tuesday  morning,  April  4,  1944,  and  Tuesday  afternoon, 
April  4,  1944,  were  approved  as  printed  in  Bulletin  No.  14, 
Volume  29. 


ZONING  CASES 

569-37-BZ 

APPLICANT — Lama  and  Proskauer,  for  Bengal  Realty 
Co.  Inc.,  owner  (Flatbush  Coal  and  Coke  Corp., 
lessee ^ 

SUBJECT— Application  reopened  February  23,  1944  (de¬ 
cision  of  the  borough  superintendent)  under  sections 
7c  and  21  of  the  zoning  resolution,  to  permit  upon 
a  plot  located  partly  in  an  unrestricted  use  and 
partly  in  a  residence  use  district,  the  use  of  that 
part  of  the  lot,  which  is  located  in  the  residence 
use  district,  for  the  operation  of  coal  pockets, 
coal  storage,  truck  driveway  and  railroad  siding. 

PREMISES  AFFECTED— 2030-2044  McDonald  avenue, 
west  side,  339  ft.  6  in.  north  of  Avenue  S  and  49-57 
Lake  street  (Block  6680,  Lots  23,  124  and  125), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lafna. 

For  Opposition :  Louis  N.  Field,  Roy  M.  Cohen, 


Rose  Croce,  Adelaide  Whitaker,  E.  Callaghan, 
Mary  Camputaro  and  others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1944  at  10 
A.  M.,  for  decision,  without  further  argument. 


99-44-BZ 

APPLICANT — Koch  and  Wagner,  for  Waldorf  Storage 
Warehouse  and  Garage,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  alteration 
and  the  conversion  of  a  building  from  a  warehouse 
to  a  factory;  the  space  to  be  used  for  manufactur¬ 
ing,  occupying  more  than  25  per  cent  of  the  total 
floor  space  of  the  building. 

PREMISES  AFFECTED— 552-558  Van  Buren  street,  south 
side,  55  ft.  4  in.  west  of  Broadway  (Block  1618,  Lot 
15),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arthur  R.  Koch  and  Harry  L. 
Yakel. 

For  Opposition:  Anna  Koenig,  T.  Lucca  and  Doro¬ 
thy  Hager. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1944  at  10 
A.  M.,  for  inspection  by  a  committee  of  the  Board. 
No  further  argument. 


MINUTES 


185-31-BZ 

APPLICANT — Lama  and  Proskauer,  for  Roster’s  Bakery 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  acting  borough  superintendent  of  buildings) 
granted  under  section  7 a  of  the  zoning  resolution, 
permitting  in  a  residence  use  and  C  area  district 
the  extension  of  an  existing  factory  building 
(bakery)  with  the  omission  of  the  required  rear 
yard. 

PREMISES  AFFECTED — 1157-1161  Madison  street,  north 
side,  100  ft.  east  of  Central  avenue  (Block  3360, 
Lot  52),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


50-41-BZ 

APPLICANT — John  C.  Wandell,  for  City  of  New  York, 
Board  of  Transportation,  owner;  Salvatore  Scala, 
lessee. 

SUBJECT — Application  for  consideration — rehearing  on  new 
proposal— re  Application  (decision  of  the  borough 
superintendent)  to  permit  partly  in  a  residence  use 
district  and  partly  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor 
vehicles ;  previously  denied  as  to  erection  and  main¬ 
tenance  of  a  business  building. 

PREMISES  AFFECTED— 310  to  320  Smith  street  and 
291-295  President  street,  northwest  corner  (Block 
435,  Lot  36  and  part  of  31),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  C.  Wandell. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


92-36-BZ 

APPLICANT — Becker,  Ross  and  Stone,  for  Consolidated 
Biological  Products,  Inc.,  owner. 

SUBJECT — Application  reopened  March  28,  1944  for  con¬ 
sideration  as  to  extension  of  permit  (expired  Febru¬ 
ary  3,  1944)  ;  (decision  of  the  borough  superin¬ 
tendent) — re  Application,  previously  on  condition, 
under  section  7h  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  for  a  term  of  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 109-131  West  50th  street,  north 
side  and  110-130  West  51st  street,  south  side,  105 
ft.  west  of  Sixth  avenue  (Block  1003,  Lot  40, 
formerly  Lot  17),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Philip  Freshman  and  Samuel 
Stalter. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 


THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (92-36-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tempo¬ 
rary  period  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  109-131  West  50th 
street,  north  side,  and  110-130  West  51st  street,  south  side, 
105  ft.  west  of  Sixth  avenue  (Block  1003,  Lot  40,  formerly 
Lot  17),  Borough  of  Manhattan,  was  granted  by  the  Board 
July  14,  1936,  on  certain  conditions;  the  resolution  amended 
February  20,  1940,  October  8,  1940,  September  23,  1941,  and 
permit  extended  on  February  3,  1942 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  March  28,  1944,  and  set  for  hearing  on  April  11,  1944; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  April  11,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  14,  1936,  as 
amended  through  February  3,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  under  Section  ?h,  for 
permission  to  park  or  store  more  than  five  motor  vehicles, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read : 

“  *  *  *  Granted  under  section  7h  for  a  temporary 
term  of  two  years  from  the  date  of  this  amended  reso¬ 
lution,  to  permit  the  premises  to  be  occupied  for  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  on 
condition  that  the  entire  plot  to  be  so  used,  known  as 
Lot  40  as  reapportioned,  and  as  indicated  on  revised 
plans  filed  at  the  hearing  of  February  20,  1940,  shall  be 
arranged  substantially  as  shown  thereon,  and  shall  be 
leveled  to  the  grade  of  West  51st  street,  and  surfaced 
with  steam  cinders,  clean  gravel  or  other  similar  ma¬ 
terial,  properly  rolled  and  bound ;  that  entrances  to  this 
plot  shall  be  restricted  to  one  to  West  51st  street 
toward  the  easterly  end,  not  exceeding  40  ft.  in  width, 
and  one  to  West  50th  street,  not  exceeding  30  ft.  in 
width  with  curb  cuts  opposite  of  similar  width ;  that 
any  other  curb  cuts  along  West  50th  and  West  51st 
streets  now  existing  shall  be  restored ;  that  there  shall 
be  erected  along  the  street  building  lines  of  West  51st 
street,  a  substantial  woven  wire  fence  not  less,  than  6 
ft.  in  height,  except  for  the  entrance  permitted ;  that 
along  the  interior  lot  lines  where  walls  of  existing 
buildings  do  not  occur,  there  shall  be  erected  a  similar 
woven  wire  fence ;  that  during  the  term  of  this  permit, 
the  plot  shall  be  occupied  for  no  other  use  than  that 
herein  permitted  and  no  buildings  shall  be  erected 
thereon  except  that  there  may  be  erected  a  building  as 
an  office  and  shelter  for  the  attendant,  provided  such 
building  does  not  exceed  150  sq.  ft.  in  area  and  one 
story  in  height ;  that  no  signs  shall  be  erected  on  the 
premises,  except  that  there  may  be  erected  at  each 
entrance  a  sign  advertising  the  parking  and  storage  use, 
such  sign  not  to  exceed  15  sq.  ft.  in  area,  and  not  to 
extend  beyond  the  building  line ;  that  any  lighting  in¬ 
stalled  shall  be  on  pipe  standards  with  metal  reflectors, 
so  arranged  as  to  reflect  toward  the  center  of  the 
premises ;  that  proper  aisles  shall  be  maintained  at  all 
times  for  easy  entrance  and  egress ;  that  such  portable 
fire-fighting  appliances  shall  be  installed  as,  the  fire 
commissioner  shall  direct.” 


76-44-BZ 

APPLICANT — William  I.  Hohauser,  for  18-20  Broome 
Street  Corporation,  owner  (Myer  Products,  Inc., 
lessee) . 
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SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7 h  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles  (trucks)  used  in  the  conduct  of 
a  soda  water  business  on  a  plot  abutting  to  the  west. 
PREMISES  AFFECTED— 19  Mangin  street  and  18-20 
Broome  street,  northwest  corner  (Block  322,  Lots 
26  and  27),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  William  I.  Hohauser  and  I.  Myer. 
For  Opposition:  Anna  Luhrsen  and  Charles  Wash- 
ton. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (76-44-BZ) 

Whereas,  William  I.  Hohauser,  for  18-20  Broome  Street 
Corporation,  owner  (Myer  Products,  Inc.,  lessee),  filed 
January  31,  1944,  an  application  under  section  7h  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles  (trucks  used  in  the  conduct  of  a  soda 
water  business  on  a  plot  abutting  to  the  west)  ;  premises : 
19  Mangin  street  and  18-20  Broome  street,  northwest  corner 
(Block  322,  Lots  26  and  27),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals ;  at  its  regular  meet¬ 
ing,  April  11,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  shpw  that  Broome  street  is  in  a  residence  and 
business  use,  D  area  and  1-times  height  district;  Delancey 
street  is  in  a  business  and  residence  use,  D  area  and  1-time 
height  district ;  and  Mangin  street  is  in  a  residence  and 
business  use,  D  area  and  1 -times  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent,  re 
Alt.  Applic.  30-44,  dated  January  17,  1944,  reads: 

“1.  The  storage  and  parking  of  motor  vehicles  as  a 
non-accessory  use  is  contrary  to  Section  3  of  the  Zon¬ 
ing  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  having  a  frontage  of  50  ft.  on  Broome  street  and 
80  ft.  on  Mangin  street  and  that  it  is  proposed  to  use  the 
plot  for  a  term  of  two  years  for  the  parking  and  storage 
of  more  than  five  motor  vehicles  (six  auto  trucks  used  in 
the  conduct  of  a  soda  water  business  located  on  a  plot 
abutting  to  the  west,  both  plots  being  leased  to  same  lessee)  ; 
and 

Whereas,  the  applicant  contends  that  due  to  the  building 
restrictions  of  the  War  Production  Board,  the  vacant  plot 
cannot  be  developed  now  and  it  will  help  towards  the 
carrying  charges  of  the  property,  if  same  may  be  used 
temporarily  for  the  storage  of  such  trucks ;  and 
Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ; 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof,  for  a 
term  of  two  (2)  years  from  the  date  of  this  resolution,  to 
permit  the  premises  to  be  occupied  for  the  parking  of  not 
more  than  six  (6)  motor  vehicles  as  proposed,  on  condition 
that  such  motor  vehicles  shall  be  in  the  ownership  of  the 
company  occupying  the  adjoining  buildings  and  none  others; 
that  the  premises  shall  be  levelled  substantially  to  the  grade 


of  the  surrounding  streets  and  a  fence,  as  indicated  on 
photographs  filed  with  this  application,  shall  be  maintained ; 
that  the  entrance  from  Mangin  street,  as  indicated,  may  be 
retained  for  entrance  and  exit  and  no  other  curb  cuts  or  en¬ 
trances  constructed;  that  the  curb  cut  from  Mangin  street 
shall  not  exceed  15  ft. ;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  one  (1)  month  from  the  date 
of  this  resolution;  that  during  the  term  of  this  permit,  the 
premises  shall  be  occupied  for  no  other  use  than  as  herein 
permitted. 


410-31-BZ 

APPLICANT — Michael  Levine,  for  Lakeville  Road  Service 
Stations,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  alteration  and  mainte¬ 
nance  of  a  gasoline  service  station  for  a  temporary 
period  of  time. 

PREMISES  AFFECTED— 175-14  Horace  Harding  boule¬ 
vard,  south  side,  117.71  ft.  west  of  Utopia  Parkway 
and  83.78  ft.  east  of  175th  street  (Block  2661,  Lot 
26),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Michael  Levine  and  Louise  E.  De 
Vito. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (410-31-BZ) 

Whereas,  this  application,  under  section  7f  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  affecting  premises 
175-14  Horace  Harding  boulevard,  south  side,  117.71  ft.  west 
of  Utopia  parkway  and  83.78  ft.  east  of  175th  street  (Block 
2661.  Lot  26),  Flushing,  Borough  of  Queens,  was  granted 
by  the  Board  April  29,  1932,  on  certain  conditions,  resolution 
amended  May  24,  1938,  April  11,  1939  and  June  25,  1940  and 
permit  extended  on  April  21,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  29,  1932,  as 
amended  through  April  21,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7f  for  a  temporary  term  of  2 
years  from  the  date  of  this  amended  resolution,  on  con¬ 
dition  *  *  *” 


499-31-BZ 

APPLICANT — Austin  W.  Magee,  for  Ernest  Reiss,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  maintenance 
of  a  gasoline  service  station  for  a  temporary  period. 

PREMISES  AFFECTED— 262-18  (formerly  262-10)  Hill¬ 
side  avenue,  southwest  corner  of  263rd  street 
(Block  4528,  Lots  31,  32  and  33),  Floral  Park, 
Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Austin  W.  Magee. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit  ; 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (499-31-BZ) 

Whereas,  this  application,  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempor¬ 
ary  period,  the  maintenance  of  a  gasoline  service  station, 
affecting  premises  262-18  (formerly  262-10)  Hillside  ave¬ 
nue,  southwest  corner  of  263rd  street  (Block  4528,  Lots 
31,  32  and  33),  Floral  Park,  Borough  of  Queens,  was 
granted  by  the  Board,  April  1,  1932,  resolution  amended 
January  14,  1936,  September  15,  1936  and  February  23,  1938, 
February  20,  1940,  and  February  10,  1942;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  1,  1932,  as 
amended  through  February  10,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7f  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  on  condi¬ 
tion  *  *  *” 


529-31-B  Z 

APPLICANT — Zager  and  Skodnick,  for  Benjamin  Reizen, 
owner  (Colonial  Beacon  Oil  Co.,  lessee). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  dis¬ 
trict  and  partly  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 126-14  Merrick  boulevard, 
northwest  corner  of  127th  avenue  (Block  3207,  Lot 
1),  Springfield,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch  and  Hyman  Stein. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  T9  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (529-31-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and  partly 
in  a  business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  affecting  premises  126-14  Merrick 
boulevard,  northwest  corner  of  127th  avenue  (Block  3207, 
Lot  1),  Springfield,  Borough  of  Queens,  was  granted  by  the 
Board  on  February  19,  1932,  on  certain  conditions,  plans 
approved  on  May  17,  1932,  the  resolution  amended  on 
September  16,  1932,  April  6,  1943  and  June  8,  1943;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  16,  1932, 
as  amended  through  June  8,  1943,  only  so  far  as  it  has 
reference  to  obtaining  permits  and  completion  of  the  work, 
so  that  as  amended,  this  portion  of  the  resolution  shall 
read : 


“In  view  of  statement  by  applicant  that  plans  have 
been  submitted  to  and  approved  by  the  Borough  Super¬ 
intendent,  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this 
amended  resolution.” 


366-37-BZ 

APPLICANT — Vincent  J.  Cuti,  for  The  Queensboro  Cor¬ 
poration,  owner ;  Andrew  Schroder,  lessee. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  for  a  temporary  period  of 
two  years,  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 37-05  75th  street, _  37-04  76th 
street  and  75-10  37th  avenue,  south  side,  between 
75th  and  76th  streets  (Block  465,  Lots  30,  31,  35, 
38,  40  and  42),  Jackson  Heights,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Vincent  J.  Cuti. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (366-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
affecting  premises  37-05  75th  street,  37-04  76th  street  and 
75-10  37th  avenue,  south  side,  between  75th  and  76th  streets 
(Block  465,  Lots  30,  31,  35,  38,  40  and  42),  Jackson 
Heights,  Borough  of  Queens,  was  granted  by  the  Board 
March  8,  1938,  on  certain  conditions,  permit  extended 
March  12,  1940,  and  April  7,  1942  and  the  applicant  re¬ 
quested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  8,  1938,  as 
amended  through  April  7,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per- 
mit  *  *  *” 


389-37-BZ 

APPLICANT — Goldenthal  Brothers,  for  William  Allan, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  for'  a  temporary 
period. 

PREMISES  AFFECTED— 31-08  to  31-12  45th  street, 
44-09  Newtown  road  and  44-16  31st  avenue,  south 
side,  5.4  ft.  west  of  45th  street  (Block  710,  Lots  5, 
20,  21  and  22),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Max  J.  Herman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (389-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles,  affecting  premises  31-08  to 
31-12  45th  street,  44-09  Newtown  road  and  44-16  31st  ave¬ 
nue,  south  side,  5.4  ft.  west  of  45th  street  (Block  710,  Lots 
5,  20,  21  and  22),  Long  Island  City,  Borough  of  Queens, 
was  granted  by  the  Board  April  5,  1938,  on  certain  condi¬ 
tions,  permit  extended  April  2,  1940  and  April  14,  1942  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  5,  1938,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 
“granted  on  condition  for  a  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution,  on  condition  *  *  *” 


302-41-BZ 

APPLICANT — L.  A.  Kiesewetter,  for  Frieda  Block,  owner 
(Staten  Island  Oil  Co.,  Inc.,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  acting  borough  superintendent)  under 
section  7c  of  the  zoning  resolution,  permitting  in  a 
retail  use  district,  the  relocation  of  an  accessory 
building  and  gasoline  dispensing  pumps  on  an  exist¬ 
ing  gasoline  service  station  (previously  acted  upon 
by  the  Board). 

PREMISES  AFFECTED— 2505  (2485  displayed)  Victory 
boulevard  and  538  Willowbrook  road,  northeast 
corner  (Block  486,  Lot  8),  Willowbrook,  Borough 
of  Richmond. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (302-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
of  a  new  accessory  building  on  an  existing  gasoline  service 
station,  affecting  premises  2505  Victory  boulevard  (2485 
displayed)  and  538  Willowbrook  road,  northeast  corner 
(Block  486,  Lot  8),  Willowbrook,  Borough  of  Richmond, 
was  granted  by  the  Board  on  June  10,  1941,  on  certain  con¬ 
ditions,  resolution  amended  and  time  extended  on  June  9, 
1942  and  resolution  further  amended  on  March  23,  1943  and 
the  applicant  requested  a  further  extension  of  time  to  com¬ 
plete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  10,  1941,  as 
amended  through  March  23,  1943,  only  so  far  as  it  has 
reference  to  the  completion  of  the  work,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“that  in  view  of  statement  by  applicant  that  all  permits 
have  been  obtained  and  work  partially  completed,  that 
all  work  shall  be  completed  within  one  (1)  year  from 
the  date  of  this  amended  resolution.” 


1081-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  Francis  H.  Luce, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  local  retail  use  district,  the  conver¬ 
sion  of  occupancy  of  the  cellar  story  of  a  building 
to  a  bowling  alley ;  the  said  bowling  alley  having 
a  proposed  entrance  located  more  than  twenty-five 
(25)  feet  from  the  business  street. 

PREMISES  AFFECTED— 102-43  to  102-55  Queens  boule¬ 
vard,  northeast  corner  of  68th  street  (Block  2137, 
Lot  1),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES—  • 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (1081-41-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  local  retail  use  district,  the  con¬ 
version  of  occupancy  of  the  cellar  story  of  a  building  to  a 
bowling  alley,  the  said  bowling  alley  having  a  proposed 
entrance  located  more  than  25  feet  from  the  business  street, 
affecting  premises  102-43  to  102-55  Queens  boulevard,  north¬ 
east  corner  of  68th  road  (Block  2137,  Lot  1),  Forest  Hills, 
Borough  of  Queens,  was  granted  by  the  Board  March  31, 
1942,  on  certain  conditions  and  resolution  amended  on  June 
16,  1942 ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  March  31,  1932,  as 
amended  June  16,  1942,  only  so  far  as  it  has  reference  to  the 
term  of  the  permit,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“Granted  under  section  7e  thereof,  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution,  to 
permit  the  cellar  of  the  premises  in  question  to  be 
occupied  for  bowling  alleys,  as  proposed,  on  condition 
that  no  additional  entrance  or  exits  shall  be  installed  on 
68th  road;  that  the  windows  opening  from  the  bowling 
alley  at  the  rear  to  the  east  and  along  68th  road.  to  the 
south,  shall  either  be  blocked  up  or  filled  in  with  ap¬ 
proved  glass  blocks  with  no  openings  therein;  that  the 
cellar  space  shall  be  ventilated  throughout  by  means  of 
a  mechanical  ventilating  system ;  that  no  signs  shall  be 
erected  on  the  premises  other  than  those  legally  per¬ 
mitted  and  no  roof  signs  shall  be  erected;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto ; 
that  in  the  event  the  borough  superintendent  finds  that 
the  exits  as  shown  on  plans  filed  with  this  appeal  are 
adequate  without  the  stairway  shown  leading  to  Queens 
boulevard  at  the  northerly  side,  such  stairway  may  be 
omitted  if  not  required  by  law.” 


1105-41-BZ 

APPLICANT— William  S.  Worrall,  Jr.,  for  Cord  Meyer 
Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  temporary  period 
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of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 91-12  to  92-18  and  93-12  to 
93-24  Roosevelt  avenue,  40-02  to  40-18  Aske  street, 
93-20  to  93-32  Whitney  avenue  and  40-09  to  41-11 
Benham  street  (Block  1550,  Lots  1,  6  and  8;  Block 
1562,  part  of  Lots  14  and  1  and  Block  1563,  Lot 
32  and  part  of  20),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  S.  Worrall,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (1105-41-BZ) 

Whereas,  this  application,  under  section  7 h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  temporary  period  of  two 
years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  91-12  to  92-18  and  93-12  to 
93-24  Roosevelt  avenue,  40-02  to  40-18  Aske  street,  93-20 
to  93-32  Whitney  avenue  and  40-09  to  41-11  Benham  street 
(Block  1550,  Lots  1,  6  and  8,  Block  1562,  part  of  Lots  14 
and  1  and  Block  1563,  Lot  32  and  part  of  Lot  20),  Elm¬ 
hurst,  Borough  of  Queens,  was  granted  by  the  Board  Feb¬ 
ruary  3,  1942,  on  certain  conditions,  and  resolution  amended 
on  April  7,  1942 ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  3,  1942, 
as  amended  through  April  7,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  Section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  *  *  *  ” 


100-44-BZ 

APPLICANT — Irving  M.  Fenichel,  for  Raybob  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — approval  of 
plans— re  Application  (decision  of  the  borough 
superintendent)  under  section  7e  of  the  zoning  reso¬ 
lution,  to  permit  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  of  an  exist¬ 
ing  garage  for  more  than  five  motor  vehicles  to 
a  factory  where  drapes,  curtains  and  other  similar 
articles  are  laundered,  finished,  received,  stored  and 
shipped;  where  furniture  fabrics  are  cleaned  with 
the  use  of  inflammable  liquids  and  also  as  a  storage 
garage  for  one  motor  vehicle  (truck). 

PREMISES  AFFECTED — 507-515  East  120th  street,  north 
side,  98  ft.  east  of  Pleasant  avenue  (Block  1817, 
Lot  5),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
and  Buildings. 

ACTION  OF  BOARD — Plans  approved. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  . '  0 

THE  RESOLUTION  (100-44-BZ) 

\\  hereas,  this  application  under  section  7e  of  the  zoning 

resolution,  permitting  in  a  residence  use  district,  the  altera¬ 


tion  and  conversion  of  occupancy  of  an  existing  garage  for 
more  than  five  motor  vehicles  to  a  factory  where  drapes, 
curtains  and  other  similar  articles  are  laundered,  finished, 
received,  stored  and  shipped;  where  furniture  fabrics  are 
cleaned  with  the  use  of  inflammable  liquids  and  also  as  a 
storage  garage  for  one  motor  vehicle  (truck),  affecting 
premises  505-515  East  120th  street,  north  side,  98  ft.  east 
of  Pleasant  avenue  (Block  1817,  Lot  5),  Borough  ®f  Man¬ 
hattan,  was  granted  by  the  Board  on  March  21,  1944,  on 
certain  conditions  ;  and 

W  hereas,  the  applicant  has  requested  the  approval  of 
plans,  in  accordance  with  the  resolution  of  March  21,  1944. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  plans  as  being  in  substantial  compliance 
with  the  requirements  of  the  resolution  adopted  by  the  Board 
on  March  21,  1944,  and  to  permit  the  continuation  of  the 
use  of  the  existing  gasoline  tank  and  gasoline  pump  as 
indicated  on  such  plans,  provided  the  gasoline  storage  sys¬ 
tem  shall  be  used  solely  for  servicing  the  truck  to  be  stored 
within  the  garage  compartment  as  indicated,  and  used  only 
in  the  owner’s  business. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

104-44- A 

APPLICANT — Manhattan  Church  of  Christ,  Inc.,  owner. 

SLBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 48  East  80th  street,  south  side, 
100  ft.  6  in.  east  of  Madison  avenue  (Block  1491, 
Lot  48),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Chester  May  and  Frank  Brown. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant,  without  prejudice  to  reinstatement  as 
soon  as  a  new  decision  is  obtained  from  the  Bor¬ 
ough  Superintendent. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  . _  q 


154-44- A 

APPLICANT  Morris  Whinston,  Mickey  Funeral  Service, 
Inc.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 226-228  Lenox  avenue,  east 
side,  61  ft.  10  in.  north  of  West  121st  street  (Block 
1720,  Lots  38-39),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Morris  Whinston. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  q 


Adjourned:  12:45  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  11,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


MATERIAL  SUBMITTED  FOR  APPROVAL 


1224-39-SM 


APPLICANT— Sloan  Valve  Company,  owner. 
SUBJECT— Application  reopened  June  8,  1943  for  amend- 
mend  of  resolution  approving  the  Sloan  V-100-A 
Vacuum  Breaker  constructed  of  similar  design  in 
plastic  material  known  as  VP-100-A. 
APPEARANCES— 

For  Applicant:  Philip  C.  Platt  and  Jerome  A. 
Edwards. 

ACTION  OF  BOARD— Resolution  mended  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  ® 

THE  RESOLUTION  (1224-39-SM) 


Whereas,  the  Sloan  Valve  Company,  owner,  filed  October 
6,  1939,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  the  Sloan 
V-100-A  Vacuum  Breaker;  and 

Whereas,  this  material  was  approved  by  vote  of  the 
Board  on  November  8,  1939,  in  accordance  with  the  report 
of  the  Committee  on  Tests;  and 

Whereas,  on  November  26,  1940,  the  resolution  was  amen¬ 
ded,  approving  the  Sloan  V-100-A  \  acuum  Breaker,  as  im¬ 
proved  ;  and 

Whereas,  the  owner  requested  a  further  amendment  ot 
the  resolution,  approving  the  Sloan  VP-100-A  Vacuum 
Breaker ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  June  8,  1943,  and  referred  to  the  Committee  on  Tests 
for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 
Cal.  1224-39-SM 

Subject:  Amendment  to  resolution  approving  the  Sloan 
V-100-A  Vacuum  Breaker  constructed  of 
similar  design  in  plastic  known  as  VP- 
100-A. 

Under  date  of  November  8,  1939,  the  Board  of  Stand¬ 
ards  and  Appeals  approved  the  Sloan  A  -100-A  vacuum 
breaker  and  under  date  of  November  26,  1940,  approved 
an  improved  form  of  the  same  model  vacuum  breaker. 
These  models  were  constructed  of  metal,  except  the 
flapper,  which  is  of  moulded  rubber  for  the  air  seat. 
Request  has  been  made  for  an  amendment  to  the  resolu¬ 
tion  to  permit  the  substitution  of  plastic  material  for  the 
valve  during  the  war  emergency.  The  application  was 
reopened  by  the  Board  on  June  8,  1943.  T  he  mechanical 
principle  of  the  unit  is  the  same  as  the  original  V-100-A 
except  that  instead  of  being  constructed  of  brass  it  is 
constructed  entirely  of  plastic  material  with  the  exception 
of  a  cadmium  plated  iron  screw  holding  the  hinge  plate 
in  place. 

WPB  will  not  release  materials  normally  used  in  the 
manufacture  of  Model  V-100-A  which  resulted  in  the 
substitution  of  plastics  in  the  valves.  Consideration  for 
the  use  of  the  plastic  type  valve  is  based  on  the  fact  that 
even  if  failure  were  to  occur  the  most  that  would 
happen  would  be  a  small  leakage  of  water  on  the  floor 
during  the  flushing  of  the  valve  but  such  failure  result¬ 
ing  from  physical  damage  is  unlikely  because  of  the 
location  of  the  valve  on  the  flushometer. 


DESCRIPTION  OF  MATERIAL 

The  plastics  used  in  the  manufacture  of  the  valve  are 
Polystyrene  made  by  the  Bakelite  Corporation  and 
Tenite  II  made  by  the  Tennessee-Eastman  Corp. 

TESTS 

Tests  were  conducted  at  Iowa  Institute  of  Hydraulic 
Research,  University  of  Iowa,  May  5,  1943,  who  report 
as  follows : 

All  parts  of  this  device  are  made  with  plastic  known 
chemically  as  acetobutyrate  and  referred  to  as  Tenite  II, 
except  the  flapper  and  weight  holder  which  are  made  of 
polystyrene  Tenite  II,  which  softens  at  temperatures 
above  140  deg.  F.  It  has  a  density  of  about  1.2  and  a  ten¬ 
sile  strength  of  between  2,500  and  7,000  lbs.  per  sq.  in. 
The  water  absorption  in  24  hours  is  about  1.2  to  2.0%. 
With  few  exceptions  organic  solvents  attack  Tenite  II; 
however,  the  majority  of  acids  and  alkalies  up  to  10% 
concentration  have  little  or  no  effect. 

The  other  plastic  used,  polystyrene,  is  very  resistant 
to  acids  and  alkalies,  but  is  soluble  in  certain  coal-tar 
hydro-carbons.  The  upper  temperature  limit  for  this 
material  is  about  170  deg.  F.  Its  principal  characteristic 
is  the  very  low  water  absorption  it  has;  0  to  0.3%  in  a 
24  hour  test. 

That  these  materials  will  stand  up  under  various  in¬ 
stallation  conditions  for  a  prolonged  period  can  only  be 
determined  from  examination  of  field  installations.  Of 
advantage  is  the  fact  that  the  body  of  the  device  is  trans¬ 
parent  and  permits  visual  observation  of  the  workings 
of  the  flapper. 

As  far  as  back-siphonage  prevention  is  concerned,  and 
operation  of  the  device  under  various  hydraulic  condi¬ 
tions,  it  is  identical  to  the  Sloan  V-100-A  vacuum  break¬ 
er  made  of  brass,  which  was  granted  provisional  ac¬ 
ceptance  and  now  this  device  has  been  recommended  full 
acceptance.  Reference  can  be  made  to  the  test  report 
on  the  V-100-A  device  for  information  on  the  operation 
of  the  present  plastic  device.  Tests  conclusively  show 
that  the  VP-100-A  vacuum-breaker  is  satisfactory  in  so 
far  as  all  laboratory  tests  are  concerned,  and  that  it 
conforms  to  the  specifications  for  testing. 

Further  tests  were  conducted  in  the  laboratory  of  the 
Sloan  Valve  Company  regarding  the  probable  effect  of 
hot  water  getting  into  the  line  due  to  cross  connections, 
and  after  an  exhaustive  series  of  tests,  it  was  found  that 
water  temperatures  between  130  deg.  and  145  deg.  F. 
could  be  withstood  indefinitely.  If  the  water  tempera¬ 
ture  was  allowed  to  reach  175  deg.  to  200  deg.  F.,  and 
was  passed  continuously  through  the  vacuum  breaker, 
there  would  be  a  softening  and  slight  distortion  of 
certain  of  the  parts.  ^However,  three  or  four_flushes  of 
the  valve  at  water  temperatures  between  175  deg.  to 
200  deg.  F.  had  no  effect  on  the  materials  of  construc¬ 
tion  of  the  vacuum  breaker. 

Rockwell  Tests  as  to  hardness  were  conducted  by  the 
Bakelite  Corporation.  An  examination  of  the  results 
indicate  that  the  Rockwell  hardness  value  is  practically 
the  same  from  40  deg.  F.  up  to  100  deg.  F.  At  tempera¬ 
tures  about  100  deg.  the  hardness  value  decreases  as 
shown  below:  (This  material  is  used  in  the  flapper  and 
weight  holder) 

Sample  No.  1  Sample  No.  2 
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The  Tennessee  Eastman  Corp.  submitted  figures  of 
Rockwell  Hardness  value  of  Tenite  II  201 A-M  in  10 
deg.  intervals  from  40  deg.  F.  (This  material  is  used  in 
the  entire  valve  except  for  the  flapper  and  weight  holder) 


40 
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60 
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48 
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46.5 

Inspection  and 

test  of  this  plastic  me 

#  t  14  v'  Lliiv^iJL  Ui  >  V  did  y  kJd5 

and  Electricity  in  the  presence  of  the  Committee  on  Tests 
of  the  Board  of  Standards  and  Appeals,  the  Chief  In¬ 
spector  of  the  Dept,  of  Water  Supply,  Gas  and  Elec¬ 
tricity  and  the  representative  of  the  manufacturers. 

In  consideration  of  the  fact  that  the  plastics  used 
might  gum  or  show  rapid  wear  under  use  conditions,  it 
was  arranged  to  leave  the  unit  tested  under  atmospheric 
conditions  for  a  period  of  time  and  to  install  two  other 
vacuum  breakers  in  the  buildings  of  the  24th  Street 
Department  of  Water  Supply  Yard  for  endurance  tests. 

One  such  unit  was  installed  in  the  Automobile  Engine- 
man’s  toilet  in  the  garage  on  June  3rd,  where  it  would 
be  subject  to  constant  use  throughout  the  day.  On  the 
same  day,  a  second  unit  was  installed  at  a  toilet  in  the 
Meter  Shop,  where  it  would  be  subjected  to  constant 
use,  in  addition  to  being  periodically  subjected  to  hot 
water  backing  up  from  the  hot  water  boiler  used  in  the 
testing  of  meters.  This  backing  up  of  hot  water  occurs 
approximately  three  times  weekly  and  the  water  is 
usually  between  160  and  200  deg.  F. 

The  two  units  installed  in  the  24th  Street  Yard  were 
removed  on  July  21,  1943  and  on  July  22,  1943  all  three 
units  were  retested  for  back  syphonage  and  integrity  on 
the  vacuum  test  bench  by  Chief  Insp.  O.  J.  Burke,  in  the 
presence  of  Messrs.  Platt  and  Edwards,  representing 
for  the  manufacturer,  and  Chief  Eng.  L.  V.  Huber, 
representing  the  Board  of  Standards  and  Appeals.  All 
three  units  successfully  withstood  the  vacuum  tests 
above-described  and  none  of  the  units  showed  any  warp¬ 
ing,  distortion,  gumming,  vulcanizing  or  appreciable 
wrear. 


The  cadmium  plated  iron  screw  in  the  unit,  which  w'as 
left  under  atmospheric  conditions  on  the  test  bench 
(reaching  94  deg.  during  the  hot  weather  period), 
showed  no  appreciable  effect.  However,  the  screw 
head  in  the  unit  subjected  to  endurance  test  in  the  Auto¬ 
mobile  Engineman’s  toilet  until  July  21st,  showed  that 
the  cadmium  plate  had  deteriorated  with  slight  corrosion 
on  the  iron  body  of  the  screw  head.  The  screw  head 
in  the  unit  tested  in  the  Meter  Repair  Shop  (subjected 
to  hot  water)  was  similarly  affected  with  appreciable 
corrosion  on  the  iron  body  of  the  screw. 

A  fourth  plastic  vacuum  breaker  was  connected  to  a 
flushometer  and  with  the  brass  coupling  attached  to  the 
lower  thread,  and  18"  wrench  was  employed  to  force  the 
unit  up  on  the  flush  valve  to  test  for  distortion  and 
breaking  points.  This  force  screwed  the  vacuum  breaker 
up  until  the  upper  face  locked  against  the  body  of 
the  flush  valve,  at  which  time  none  of  the  integral  work¬ 
ing  parts  or  the  casing  were  distorted  and  they  con¬ 
tinued  to  function  with  each  and  every  flow.’  The 
only  failure  recorded  under  this  test  was  that  the 
washer  shelf  in  the  upper  section  of  the  vacuum  breaker 
was  forced  downward  until  it  showed  four  splits  and  the 
washer  was  forced  downward  between  the  outer  casing 
and  the  inner  plastic  tubing,  thus  permitting  leakage  into 
this  section  and  overflowing  the  air  ports. 


The  above  tests  indicate  that  the  Sloan  Vacuum 
Breaker  V-100-A,  as  amended  under  S.  &  A.  Cal. 
No.  1224-39-SM,  warrants  approval  under  requirements 
of  Section  14A-2A  of  the  Building  Code,  with  the  pro¬ 
viso  that  the  screw  holding  the  hinge  plate  be  of  brass 
instead  of  iron  and  the  width  of  the  wrench  lip  on  the 
top  of  the  unit  should  also  be  at  least  %"  more  to 
permit  of  better  wrench  purchase  as  the  present  V\" 
width  is  insufficient  to  afford  proper  fit  for  a  standard 
square  wrench. 

RECOMMENDATIONS 

On  the  basis  of  the  foreging  tests,  it  is  recommended 
that  the  resolution  of  the  Board  of  November  26,  1940, 
be  amended  to  include  the  provisional  approval  of  Model 
VP-100-A  (plastic)  vacuum  breaker  for  the  period  of 
the  war  emergency,  when  manufactured  and  installed  in 
accordance  with  this  report  and  when  labelled  as  required 
for  Model  V-100-A. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM. 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolutions  of  November  8,  1939  and 
November  26,  1940,  in  accordance  with  the  above  report  of 
the  Committee  on  Tests  of  the  Board. 


156-44-SM 

APPLICANT — The  B-T  Company,  owner. 

SUBJECT — Ormax  Vacuum  Breaker,  Types  1  and  2,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  Ormond  J.  Burke  and  Max  Taishis. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  Tp  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative . .  ..  0 

THE  RESOLUTION  (156-44-SM) 

Whereas,  The  B-T  Company,  owmer,  filed  on  March  15, 
1944,  an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  material  known  as  the  Ormax  Vacuum 
Breaker,  Types  1  and  2;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

March  29,  1944. 

Re:  Cal.  156-44-SM 

Subject:  Ormax  Vacuum  Breaker,  Types  1  and  2,  Ap¬ 
proval  of. 

The  B-T  Company,  owner,  filed  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
Ormax  Vacuum  Breaker,  Types  1  and  2,  under  the  pro¬ 
visions  of  C26-1277.0h  and  C26-1 78.0b  of  the  Admin¬ 
istrative  Building  Code  and  the  Rules  Relative  to  Sub¬ 
merged  Inlets  and  Protective  Methods  to  be  Applied  to 
Prevent  Contamination  of  Water  Supply. 

The  vacuum  breaker  is  designed  for  purposes  of  pre¬ 
venting  siphonage  and  backflow  of  contaminated  water 
or  fluid  from  any  submerged  inlet  in  the  house  distribu¬ 
tion  piping,  and  intended  to  function  either  under  con- 
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stant  pressure,  as  installed  in  the  supply  piping  at  the 
inlet  side  of  the  valve  or  faucet  or  on  the  discharge  side. 

The  vacuum  breaker  is  made  in  two  types — one  (Type 
No.  1)  for  standard  thread  connection,  and  a  second 
(Type  2)  for  a  flexible  attachment  to  faucet  or  pipe  out¬ 
let  for  hose  connection,  such  as  is  used  in  washing- 
machine  connections,  beauty  parlor  basins,  body  bath 
sprays,  etc.  The  casings  of  the  units  are  provided  with 
three  seating  services  designed  on  radii,  to  afford  seating 
at  the  lowest  point  of  contact  on  the  first  introduction 
of  water  into  the  pipe  under  gravity  flow,  and  suc¬ 
cessively  seating  against  an  internal  annular  seat  in  the 
casing  between  the  lower  seat  and  the  airports,  and  then 
against  the  lower  end  of  the  inner  tube  just  below  the 
elevation  of  the  airports  as  the  internal  hydrostatic  pres¬ 
sure  increases. 

The  rubber  member  is  designed  with  decreasing  thick¬ 
ness  from  the  upper  section  to  the  lower  section  to 
afford  greater  flexibility  at  the  lower  section  for  quick 
seating,  and  to  afford  increased  tensile  strength  at  the 
point  where  it  seats  against  the  airway  passage  to  the 
airports.  The  lower  section  of  the  rubber  member  is 
spherical  with  reinforced  slits  which  open  downward  and 
outward  under  flow  conditions  and  return  to  normal  posi¬ 
tion  with  cessation  of  flow. 

When  negative  pressure  is  obtained  in  the  supply  pipe, 
creating  a  potential  hazard  of  siphonage  of  contaminated 
water  or  fluid,  the  siphonic  force  contracts  the  rubber 
member  inwardly  away  from  the  side  wall  of  the  casing, 
thus  opening  the  air  passageway  from  the  airports  to 
permit  instantaneous  drop  of  fluid  below  the  vacuum 
breaker.  Under  siphon  conditions  the  lower  section  of 
the  rubber  member,  being  in  a  closed  position  with  re¬ 
inforced  slits,  prevents  the  siphoning  of  any  fluid  below 
this  point,  and  the  air  passageway  created  in  the  unit  by 
the  contraction  of  the  rubber  member  affords  sufficient 
atmospheric  relief  to  relieve  any  slight  leakage  which 
may  occur  in  the  slitted  section  of  the  rubber  member. 

This  vacuum  breaker,  Types  1  and  2,  was  inspected 
and  tested  on  the  vacuum  bench  of  the  Department  of 
Water  Supply,  Gas  and  Electricity  at  32  Vandewater 
Street  on  March  22,  1944,  in  the  presence  of  the  Commit¬ 
tee  on  Tests  of  the  Board,  Chief  Inspector  Smith  of  the 
Department  of  Water  Supply,  Gas  and  Electricity  and 
the  representatives  of  the  manufacturer. 

Type  No.  1  Ormax  Vacuum  Breaker  was  subjected  to 
flow  conditions  from  a  gravity  flow  to  a  maximum  flow 
under  thirty  pounds  head  pressure  without  showing  any 
leakage  under  variation  of  flow.  1  his  unit  was  also  sub¬ 
jected  to  water  hammer  induced  by  shutting  of  quick¬ 
closing  valve  on  the  outlet  side  of  the  vacuum  breaker 
without  causing  any  leakage  from  the  airports  or  from 
the  unit.  The  unit  was  then  subjected  to  an  Hg  vacuum 
of  29 Yi  inches  and  to  critical  vacuum  of  IS  inches  and 
lYi  inches,  without  any  simulated  contaminated  water 
being  brought  back  into  the  riser. 

Type  No.  2  w’as  subjected  to  the  identical  and  parallel 
tests  applied  to  Type  No.  1  and  successfully  withstood 
such  test. 

RECOMMENDATION 

On  the  basis  of  the  above  tests  the  Committee  on  Tests 
recommends  the  approval  of  the  Ormax  Vacuum 
Breaker,  Types  1  and  2,  for  use  in  New’  V  ork  City,  as 
set  forth  in  this  report,  under  the  provisions  of  C26-1277.0 
Administrative  Building  Code  and  the  Rules  Relative  to 
Submerged  Inlets  of  the  Board  of  Standards  and  Ap¬ 
peals,  provided  that  each  vacuum  breaker  be  stamped, 
labeled  or  marked,  reading  as  follows : 

“Approved  by  the  Board  of  Standards  &  Appeals 
for  Use  in  New  York  City  under  Cal.  156-44-SM’’ 
or  in  lieu  thereof,  a  die  or  stamp  be  made  (and  stamped 
oil  each  vacuum  breaker)  the  following  inscription  with¬ 
in  a  circle,  around  the  periphery  at  the  top  the  word 
“APP’VD,” ;  along  the  bottom,  “B.S.  &  A.”;  in  the 


center  two  lines,  upper  line  reading  “N.Y.C.’\  lower 
line  reading,  “Cal.  156-44-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Ormax  Vacuum 
Breaker,  Types  1  and  2,  on  condition  that  the  material  be 
manufactured,  installed  and  labelled,  stamped  or  tagged  in  ac¬ 
cordance  with  above  report. 


ZONING  CASE 

694-41-BZ 

APPLICANT— Bernard  Masters,  for  Samuel  Ratner.  sub¬ 
lessee  (Frederick  Waldhauer,  owner). 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution— re  application  (decision  of 
the  borough  superintendent)  previously  granted,  on 
condition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  on  an  existing  gasoline  service 
station. 

PREMISES  AFFECTED— 1092-1102  Rogers  avenue  and 
2613-2623  Clarendon  road,  northwest  corner  (Block 
5170,  Lot  34)  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative .  0 

THE  RESOLUTION  (694-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  on  an  existing  gasoline  service  station,  affect¬ 
ing  premises  1092-1102  Rogers  avenue  and  2613-2623  Claren¬ 
don  road,  northwest  corner  (Block  5170,  Lot  34),  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  January  6,  1942, 
on  certain  conditions  and  the  permit  was  extended  on  January 
25,  1944 ;  and 

Whereas,  the  applicant  requested  an  amendment  ot  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
here  amend  the  resolution  adopted  by  the  Board  January  6, 
1942,  as  amended  January  25,  1944,  so  that  as  amended,  the 
resolution  shall  read : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7h  thereof,  for  a  term  of  two  (2)  years  from  January  25, 
1944,  to  permit  the  additional  occupancy  of  the  parking 
and  storage  of  more  than  five  motor  vehicles  in  connec¬ 
tion  with  the  existing  legally  established  gasoline  station 
occupying  the  plot  with  a  100  ft.  frontage  on  Clarendon 
road  and  100  ft.  on  Rogers  avenue,  on  condition  that 
only  cars  of  the  pleasure  car  type  shall  be  so  parked  or 
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stored;  and  not  over  15  cars  shall  be  parked  at  any  time 
in  the  open,  in  addition  to  five  (5)  cars  in  the  existing 
garages ;  that  the  existing  billboards  against  the  property 
lines  to  the  west  and  north  shall  be  entirely  removed 
upon  the  expiration  of  the  existing  leases  for  same  and  in 
no  event  later  than  one  (1)  year  from  January  6,  1942; 
that  when  removed,  the  ground  space  shall  be  properly 
concreted ;  that  the  existing  buildings  and  structures 
shall  not  be  increased  or  changed  unless  an  application 
is  duly  filed  with  and  a  variance  granted  by  this  Board ; 
that  such  portable  fire  fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct ;  that  no  signs 
advertising  the  parking  and  storage  use  shall  be  exhibited 
except  there  may  be  one  sign  not  over  15  sq.  ft.  in  area, 
advertising  the  parking  and  storage  use  and  the  rates 
charged,  provided  such  sign  is  not  illuminated  and  does 
not  extend  beyond  the  building  line ;  that  such  cars  as 
are  parked  shall  be  toward  the  westerly  portion  of  the 
lot  and  not  between  the  gasoline  pumps  and  accessory 
building  and  the  street  fronts ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  January  6,  1942. 

Resolved  further,  that  irrespective  of  the  hereinbefore 
requirements,  the  existing  billboard  to  the  north  may  be 
retained,  provided  the  billboard  to  the  west  is  promptly 
and  completely  removed  and  the  space  formerly  occupied 
shall  be  concreted  as  hereinbefore  required.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

166-44-A 

APPLICANT — Henry  George  Greene,  for  368  Greenwich 
Corporation,  owner  (Lippincott  Fine  Foods,  Inc., 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 368  Greenwich  street,  west 
side,  25  ft.  north  of  Franklin  street  (Block  185, 
Lot  37),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  George  Greene. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (166-44-A) 

Whereas,  Henry  George  Greene,  for  368  Greenwich  Cor¬ 
poration,  owner  (Lippincott  Fine  Foods,  Inc.,  lessee),  filed 
March  17,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  368  Greenwich  street, 
west  side,  25  ft.  north  of  Franklin  street  (Block  185,  Lot 
37 ) ,  Borough  of  Manhattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  14,  1944,  on  Amendment  to  Alt.  Applic  665-43, 
reads  : 

“24.  Termination  of  rear  fire  escape  which  is  at 
first  floor  of  adjoining  building  No.  370  Greenwich 
street  does  not  lead  directly  to  street  by  means  of  an 
open  court  or  through  a  firperoof  passageway  having 
an  unobstructed  width  of  at  least  3  feet  throughout.” 

and 

Whereas,  the  applicant  states  the  building  is  6  stories 
(71  ft.)  in  height,  25  ft.  6  in.  by  96  ft.  in  area  at  1st  floor; 

25  ft.  6  in.  by  90  ft.  in  area  at  typical  floor ;  Class  3  con¬ 
struction ;  erected  prior  to  1913;  located  in  unrestricted 
use  district  and  used  since  1943  as  follows  :  Cellar,  storage 
of  packed  foods,  2  persons;  1st  and  2nd  floors,  same;  3rd 
floors,  olive  packing,  2  persons ;  4th,  5th  and  6th  floors, 
storage  of  packed  foods,  2  persons  per  floor;  proposed  to 
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be  used  and  occupied  without  change,  except  that  the  3rd 
floor  will  be  used  for  olive  packing  with  an  occupancy  of 
24  persons ;  that  the  building  is  equipped  with  one  4  ft.  6  in. 
wide  wood  stairs  extending  from  top  story  directly  to  the 
street,  located  at  the  front  of  the  building,  enclosed  with 
partitions  of  wood  studs,  metal  lath  and  plaster,  equipped 
with  fireproof,  self-closing  doors  and  one  fire-escape  lo¬ 
cated  at  the  rear  leading  to  the  roof  by  stairs  with  egress 
from  lowest  balcony  to  adjoining  building  and  thence  through 
adjoining  building  to  street;  that  the  building  to  the  south 
is  6  stories,  75  ft.  in  height  and  to  the  north,  5  stories,  48 
ft.  in  height ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
originally  erected  as  a  storage  building  and  it  is  proposed  to 
change  the  use  of  the  3rd  story  to  factory;  that  egress 
from  the  1st  floor  balcony  of  the  fire  escape  is  by  means 
of  a  connecting  balcony  leading  to  door  and  window  open¬ 
ing  to  the  adjoining  building  under  the  same  ownership 
and  leased  to  the  same  lessees;  that  it  will  therefore  be 
possible  to  keep  the  first  floor  of  the  adjoining  building 
clear,  so  as  to  obtain  a  clear  and  unobstructed  passage  to 
the  street;  that  the  occupancy  of  the  building  will  be  limited 
to  not  more  than  two  persons  per  floor,  except  the  3rd 
floor,  which  will  have  an  occupancy  of  24  persons,  thus 
making  a  total  occupancy  of  36  persons  in  the  entire  build¬ 
ing  ;  that  the  stairway  and  the  fire  escape  as  exits  are  re¬ 
mote  and  provide  adequate  means  of  egress  from  the  build¬ 
ing;  that  the  last  record  of  this  building  in  the  Dept,  of 
Housing  and  Buildings  indicates  that  its  use  was  approved 
as  a  warehouse  with  200  lb.  per  sq.  ft.  floor  load,  Comp. 
No.  998-18. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  665-43,  objection  24,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  means  of  escape  from  the  rear  fire 
escape  shall  be  maintained  as  shown  on  plans  filed  with 
this  appeal  marked  “Received  April  6,  1944”  and  a  clear 
passage  maintained  at  all  times  through  the  first  story  of 
the  adjoining  building  to  the  street;  that  any  openings  be¬ 
tween  this  building  and  the  adjoining  one  at  370  Greenwich 
street  shall  be  protected  in  accordance  with  the  require¬ 
ments  ;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


167-44-A 

APPLICANT — Charles  M.  Spindler,  for  F.  Reinitz  and 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 46-44  11th  street  (East  ave¬ 
nue),  northwest  corner  of  47th  avenue  (8th  street)  ; 
(Block  47,  Lot  21),  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (167-44-A) 

W  hereas,  Charles  M.  Spindler,  for  F.  Reinitz  and  Com¬ 
pany,  Incorporated,  owner,  filed  March  18,  1944,  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  46-44  11th 
street  (East  avenue),  northwest  corner  of  47th  avenue  (8th 
street)  ;  (Block  47,  Lot  21),  Long  Island  City,  Borough 
of  Queens ;  and 

Whereas,  Order  96694-LC,  issued  by  the  fire  commis¬ 
sioner  March  8,  1944,  reads : 

“With  reference  to  your  application  dated  February 
25,  1944,  for  a  permit  to  store  and  use  tallow,  cdteoanut 
oil,  etc.,  in  the  manufacture  of  soap  at  46-44  11th  street, 
Long  Island  City,  please  be  advised  that  the  Fire  De- 
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partnient  is  without  power  to  issue  such  a  permit  for 
the  reason  that  a  recent  inspection  of  the  premises,  shows 
same  to  be  occupied  as  a  tenant  factory. 

The  manufacture  of  soap  in  a  tenant  factory  build¬ 
ing  is  a  violation  of  C19-130.3  of  the  Administrative 
Code  which  reads  as  follows : 

No  permit  shall  be  issued  for  the  storage  of  oils, 
fats,  greases  or  soap  stock  in  any  building  which  is 
occupied  as  a  work  shop  or  factory,  except  if  such 
work  shop  or  factory  is  incident  to  the  business  of 
the  applicant. 

1.  You  are,  therefore,  ordered  to  remove  all  soap 
stock,  tallow,  cocoanut  oil  from  premises  and  discon¬ 
tinue  the  manufacture  of  soap  on  said  premises.” 

and 

Whereas,  the  applicant  states  the  building  is  4  stories 
(51  ft.)  in  height;  50  ft.  by  100  ft.  in  area;  of  Class  1  con¬ 
struction,  erected  1920;  located  in  an  unrestricted  use  dis¬ 
trict  and  used  since  1920  as  follows :  cellar,  boiler  room ; 
1st  floor,  manufacturing  electrical  equipment,  25  persons ; 
2nd  floor,  manufacturing  electrical  equipment,  7  persons ; 
3rd  floor,  soap  factory,  20  persons;  4th  floor,  soap  factory, 
5  persons ;  that  the  building  is  equipped  with  an  interior 
fire  alarm  system ;  that  fire  drills  are  not  maintained ;  that 
there  are  two  3  ft.  9  in.  wide  fireproof  stairs  extending 
from  top  story  directly  to  the  street;  that  there  is  no  safe 
egress  from  the  roof;  and 

Whereas,  Certificate  of  Occupancy  50472,  issued  Novem¬ 
ber  14,  1933,  permits  the  use  of  the  building  as  a  factory 
and  classifies  it  as  of  brick  construction  and  that  the  number 
of  occupants  permitted  is  not  stated ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
store  5,000  gallons  of  soap  stock  (animal  tallow)  in  a  steel 
tank  to  be  installed  in  a  vault  of  fireproof  construction, 
vented  to  the  outer  air  and  located  on  the  cellar  level  as 
indicated  on  plans  filed  with  this  appeal,  the  tallow  to  be 
pumped  to  a  cooking  kettle  located  on  the  4th  floor,  as 
indicated  on  plans  filed  with  this  appeal ;  that  the  tallow 
is  used  in  the  manufacture  of  soap ;  that  the  flash  point  is 
above  400  degree  F,  so  that  no  fire  hazard  will  exist;  that 
the  only  reason  the  fire  commissioner  refuses  to  permit 
the  storage  of  tallow,  is  that  the  building  is  occupied  on 
the  1st  and  2nd  floors  for  other  than  a  soap  factory;  that 
the  building  is  reinforced  concrete,  fireproof  throughout  and 
complies  with  the  Labor  Law ;  that  although  there  is  no 
requirement  as  to  the  storage  containers  for  tallow,  it  is 
proposed  to  voluntarily  install  a  rectangular  steel  tank  in 
an  existing  room  in  the  cellar ;  that  the  tank  will  be  filled 
from  a  tank  truck  outside  the  building ;  that  a  2  in.  vent  pipe 
will  be  installed,  terminating  outside  of  the  building  within 
sight  of  the  fill  box;  that  the  tank  will  be  enclosed  by  the 
three  existing  concrete  walls  and  one  existing  terra  cotta 
block  wall;  that' the  existing  fireproof  door  with  6  in.  sill 
will  be  maintained ;  that  existing  metal  louvers  opening  to 
the  outer  air,  will  provide  ventilation  for  the  tank  enclosure 
room ;  that  the  proposed  installation  will  be  safer  than  the 
storage  of  tallow  in  drums,  which  would  be  permitted  in 
this  building  if  all  floors  were  occupied  as  a  soap  factory. 

Resolved,  that  order  96694-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  the  appeal  granted  on  con¬ 
dition  that  the  premises  shall  be  maintained  substantially 
as  proposed  and  to  the  satisfaction  of  the  fire  commissioner ; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


168-44-A 

APPLICANT — Sidney  L.  Strauss,  for  Ridge  Court  Realty 
Corporation,  owner  (Pneumatic  Tool  Sales  Repair 
Co.,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 14-29  33rd  avenue,  north  side, 
50.04  ft.  east  of  14th  place  (Block  530,  Lot  24), 
Long  Island  City,  Borough  of  Queens. 


A  P  P  E  A  R  A  N  C  E  S — 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (168-44-A) 

Whereas,  Sidney  L.  Strauss,  for  Ridge  Court  Realty 
Corporation,  owner  (Pneumatic  Tool  Sales  Repair  Company, 
Incorporated,  lessee),  filed  March  20,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  14-29 
33rd  avenue,  north  side,  50.04  ft.  east  of  14th  place  (Block 
530,  Lot  24),  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  10,  1944,  on  Alt.  Applic.  1221-43,  reads: 

“1.  Two  interior  stairways  enclosed  by  fireproof  par¬ 
titions  and  leading  directly  to  the  street,  are  required 
for  the  2nd  story  (Sec.  270  Labor  Law). 

2.  Two  exits  remote  from  each  other,  are  required 
in  the  1st  story  (Sec.  270  Labor  Law). 

3.  The  exit  doors  in  the  1st  story,  at  the  foot  of 
stairway,  must  swing  in  the  direction  of  the  exit 
(Sec.  275-5  Labor  Law). 

4.  The  minimum  required  width  of  all  exit  doors  is 
3  ft.  8  in.  (Sec.  270-5  Labor  Law).” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(26  ft.)  in  height;  25  ft.  by  100  ft.  in  area;  erected  1923; 
of  Class  3  construction ;  located  in  an  unrestricted  use,  B 
area  district  and  used  since  1940  as  follows  :  Cellar,  boiler 
room,  no  persons;  1st  floor,  factory,  tool  repairs,  10  per¬ 
sons  ;  2nd  floor,  office  and  factory,  tool  repairs,  7  persons ; 
that  the  building  is  equipped  with  one  4  ft.  wide  wood 
stairs  enclosed  in  fireproof  partitions  on  first  floor  and  fire 
retarded  partitions  on  2nd  floor  and  equipped  with  kalamein 
self-closing  doors;  that  this  stair  extends  from  2nd  story 
directly  to  the  street;  that  the  building  adjoining  to  the 
east  is  4  ft.  lower ;  that  the  premises  to  the  west  are  vacant ; 
and 

Whereas,  Certificate  of  Occupancy  7678,  issued  January 
5,  1924,  on  N.  B.  Applic.  10786-23,  permits  the  use  of  the 
first  floor  for  garage  and  the  second  floor  for  storage ;  and 

Whereas,  Violation  1876-43,  issued  July  19,  1943,  was 
for  changing  the  use  from  garage  on  1st  floor  and  storage 
on  the  2nd  floor  to  factory  without  securing  a  certificate 
of  occupancy;  and 

Whereas,  the  applicant  contends'  that  the  factory  work 
carried  on  is  machine  shop  work  with  no  combustible  occu¬ 
pancy  ;  that  the  occupant  of  the  premises  is  engaged  in  war 
work,  which  required  a  temporary  increase  in  the  number 
of  employees ;  that  the  present  stair  from  2nd  floor  to  street 
is  4  ft.  wide,  enclosed  in  fire  retarded  enclosure ;  that  there 
are  only  5  persons  above  the  first  floor  engaged  in  manu¬ 
facturing  and  two  persons  in  the  office;  that  the  entire  first 
floor  has  10  persons  engaged  in  manufacturing ;  that  in 
addition  to  the  fireproof  door  to  the  stair  enclosure  on  the 
1st  floor,  there  exists  an  overhead  counterbalanced  door  at 
the  building  line ;  that  it  is  therefore  requested,  a  variation 
of  the  requirements  be  granted,  to  permit  the  continued 
occupancy  of  these  premises  for  the  duration  only,  in  view 
of  the  low  occupancy  and  that  none  of  the  work  carried 
on  is  hazardous  and  that  the  building  is  occupied  by  one 
tenant. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
re  Alt.  Applic.  1221-43,  and  that  the  appeal  be  and  it  hereby 
is  granted,  as  to  objection  1,  on  condition  that  a  second 
stairway  shall  be  constructed  at  the  rear  of  the  building, 
enclosed  in  accordance  with  the  requirements,  to  provide  a 
second  means  of  exit  from  the  second  floor  to  the  rear  of 
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the  first  story  from  which  there  shall  be  maintained  an 
aisle  for  ready  exit  through  to  the  street ;  that  within  the 
stairway  enclosure,  there  shall  be  a  double  rung  steel  ladder 
leading  to  a  scuttle  in  the  roof ;  that  the  scuttle  shall  be 
of  required  size  and  shall  be  equipped  with  an  easy  opening 
device;  granted,  as  to  objection  2,  on  condition  that  the 
existing  exits  including  existing  scuttle  to  roof  at  front 
shall  be  maintained;  and  withdrawn  to  comply  as  to  objec¬ 
tion  3;  and  granted  as  to  Objection  4,  on  condition  that  the 
minimum  width  of  existing  exit  doors  shall  be  not  less 
than  3  feet  and  shall  swing  in  the  direction  of  exit;  that 
this  variance  shall  continue  only  so  long  as  the  premises 
are  maintained  substantially  as  proposed  and  the  number 
of  persons  on  the  second  floor  at  factory  work  shall  not 
exceed  six ;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct ;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


170-44- A 

APPLICANT — Lama  and  Proskauer,  for  Brooklyn,  Queens 
Investment  Corporation,  owner  (Bellrose  Frocks 
Company,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1805  Church  avenue,  north 
side,  25  ft.  6%  in.  east  of  East  18th  street  (Block 
5079,  Lot  32),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (170-44-A) 

Whereas,  Lama  and  Proskauer,  for  Brooklyn,  Queens 
Investment  Corporation,  owner  (Bellrose  Frocks  Company, 
lessee),  filed  March  21,  1944,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  1805  Church 
avenue,  north  side,  25  ft.  6%  in.  east  of  East  18th  street 
(Block  5079,  Lot  32),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  10,  1944,  re  Alt.  Applic.  506-44,  reads : 

“1.  Provide  means  of  egress  to  comply  with  Sec.  270 
of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (35  ft.)  in  height,  19  ft.  by  100  ft.  in  area;  Class 
3  construction;  erected  in  1914;  located  in  a  business  use, 
C  area  district  and  used  since  1930  as  follows :  Cellar,  ordi¬ 
nary;  1st  floor,  stores,  5  persons;  2nd  floor,  showroom,  1 
person;  3rd  floor,  work  shop  (sewing  machines)  8  per¬ 
sons;  proposed  to  be  used:  Cellar,  same;  1st  floor,  same; 
2nd  floor,  mfg.  frocks,  15  persons ;  3rd  floor,  offices,  5  per¬ 
sons  ;  that  the  building  is  equipped  with  two  stairways  of 
wood  construction  enclosed  in  partitions  of  wood  studs, 
wire  lath  and  J^-in.  Portland  cement  mortar ;  that  the 
westerly  stairs  are  equipped  with  fire  proof,  self-closing 
doors  and  extends  from  roof  to  street,  also  a  fire  escape 
on  the  west  side  extending  to  the  roof  by  stairs  and  to 
street  by  counterbalanced  ladder ;  and 
Whereas,  the  applicant  contends  that  Certificate  of  Oc¬ 
cupancy  59200  was  issued  January  8,  1930,  for  the  present 
use  and  occupancy ;  that  it  is  intended  to  change  the  use 
of  the  building  to  manufacturing  on  the  second  floor  and 
offices  on  the  3rd  floor;  that  the  use  as  proposed,  is  less 
hazardous  than  present  use  permitted  by  the  existing  cer¬ 
tificate  of  occupancy;  that  in  view  of  the  fact  there  are 
two  exits  leading  directly  to  the  street  and  a  new  fire 
escape,  it  is  requested  the  appeal  be  granted,  as  the  build¬ 


ing  complies  with  the  Labor  Law  and  Administrative  Code 
in  all  other  respects  and  has  a  specified  liveload  of  125  lbs. 
per  sq.  ft. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
re  Alt.  Applic.  506-44,  Objection  1,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  means  of 
egress  indicated  on  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  April  6,  1944”  shall  be  maintained ;  that  the  manu¬ 
facturing  proposed  shall  be  restricted  to  the  second  floor 
only ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


180-44-A 

APPLICANT — Pan  American  Airways,  Inc.  (lessee),  for 
Department  of  Marine  and  Aviation,  City  of  New 
York,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— West  side  of  85th  street,  1550 
ft.  north  of  Grand  Central  parkway  extension, 
Seaplane  Hangar  “A”  No.  1  (Block  926,  part  of 
Lot  1),  La  Guardia  Field,  Jackson  Heights,  Bor¬ 
ough  of  Queens. 

APPEARANCES-L 

For  Applicant:  Woodford  Bankson  and  James  C. 
Church. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (180-44-A) 

Whereas,  Pan  American  Airways,  Inc.,  lessee,  for  City 
of  New  York  Department  of  Marine  and  Aviation,  owner, 
filed  March  25,  1944  an  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises :  Seaplane 
Hangar  “A”  No.  1,  west  side  of  85th  street,  1550  ft.  north 
of  Grand  Central  Parkway  Extension  (Block  926,  part  of 
Lot  1),  LaGuardia  Field,  Jackson  Heights,  Borough  of 
Queens ;  and 

Whereas,  Order  36920-LC  issued  by  the  fire  commissioner 
December  30,  1943  and  referred  to  in  a  decision  of  the  fire 
commissioner  dated  March  8,  1944,  reads : 

“Before  a  permit  may  be  issued  for  your  refrigerat¬ 
ing  machine,  the  following  must  be  done : 

1.  Remove  the  refrigerating  system  or  systems 
from  the  stairway  or  hall  of  the  building.  (Applies 
to  1st,  2nd,  and  3rd  floors). 

Violation  of  Section  C19-96.0-4  of  the  Administra¬ 
tive  Code  of  the  City  of  New  York.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  and 
3  stories  (66  ft.)  in  height,  354  ft.  by  300  ft.  in  area,  of 
class  1  and  class  2  construction,  erected  in  1939,  located 
in  an  unrestricted  use,  A  area  district  and  used  and  occu¬ 
pied  as  follows:  1st  floor — offices  and  shops — 61  persons; 
2nd  floor — offices  and  storeroom — 74  persons ;  3rd  floor — 
offices  and  storerooms — 83  persons ;  that  the  building  is 
equipped  with  a  standpipe  system,  a  one  source- sprinkler 
system,  an  interior  fire  alarm  system  and  fire  drills  are 
maintained ;  that  the  building  is  equipped  with  five  3  ft. 
6  in.  steel  stairs  enclosed  in  masonry  partitions,  equipped 
with  self-closing  steel  doors;  and 

Whereas,  the  applicant  contends  that  the  refrigerators 
in  question  are  the  fountain  type  drinking  water  coolers 
using  F-12  refrigerant,  located  in  the  halls  of  Seaplane 
Hangar  “A”  as  indicated  on  plans  filed  with  this  appeal ; 
that  these  fountains  were  in  place  at  the  time  Pan  Amer¬ 
ican  Airways  occupied  the  hangar ;  that  the  amount  of 
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refrigerant  in  each  unit  is  1)4  lbs.;  that  the  size  of  the 
halls  is  sufficient  so  that  the  units  do  not  restrict  passage ; 
that  there  is  a  relatively  small  number  of  people  occupy¬ 
ing  the  offices  adjacent  to  the  halls  wherein  the  fountains 
are  located ;  that  the  original  plans  were  approved  by  the 
Department  of  Marine  and  Aviation;  that  during  four  years’ 
use,  no  damage  has  resulted  from  the  location  of  these 
refrigeration  units. 

Resolved,  that  Order  36920-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  Objection  1,  on  condition  that  in 
all  other  respects,  the  refrigerators  shall  comply  with  all 
requirements  therefor ;  and  granted,  only  so  long  as  condi¬ 
tions  are  maintained  substantially  as  proposed  and  to  the 
satisfaction  of  the  fire  commissioner. 


198-44-A 

APPLICANT — Oberly  and  Newell  Lithographing  Co.,  les¬ 
see,  for  Eberhard  Faber  Pencil  Co.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 541-547  Pearl  street,  south  side, 
50  ft.  west  of  Elk  street  (Block  156,  Lot  12),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  A.  Newell. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . * .  0 

THE  RESOLUTION  (198-44-A) 

Whereas,  Oberly  and  Newell  Lithographing  Corporation, 
lessee,  for  Eberhard  Faber  Pencil  Company,  owner,  filed 
March  31,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  541-547  Pearl  street,  south  side, 
50  ft.  west  of  Elk  street  (Block  156,  Lot  12),  Borough  of 
Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  8,  1944,  on  B.  N.  Applic.  511-44,  reads: 

“1.  Installation  of  panic  bolts  on  entrance  doors  is 
not  permitted,  being  contrary  to  Sec.  272  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  6  stories 
(85  ft.)  in  height;  98.5  ft.  by  80  ft.  in  area,  of  Class  3 
construction ;  erected  1899 ;  located  in  an  unrestricted  use 
district  and  used  since  1937  as  follows:  subcellar,  storage  of 
paper  and  boiler  room,  1  person;  cellar,  storage  of  paper; 
1st  floor,  office  and  receiving  department,  30  persons;  2nd 
floor,  storage  of  paper  and  shipping,  4  persons ;  3rd  floor, 
offset  press  room,  29  persons ;  4th  floor,  plate  manufac¬ 
turing  and  plant  office,  10  persons ;  5th  floor,  stock  handling 
and  storage  of  paper,  7  persons ;  6th  floor,  printing  depart¬ 
ment,  14  persons;  that  the  building  is  equipped  with  a  two 
source  sprinkler  system,  a  standpipe  system  and  interior 
fire  alarm  system;  that  fire  drills  are  not  maintained;  that 
there  are  two  4  ft.  wide  fireproof  stairs,  leading  from  top 
story  directly  to  the  street,  equipped  with  fireproof  self¬ 
closing  doors  and  one  fire  escape  at  front  of  building  ex¬ 
tending  from  top  story  with  egress  from  lowest  balcony  to 
street  by  means  of  counter-balanced  stairs  with  fireproof 
windows  and  doors  along  the  course  thereof ;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  panic  bolts  on  two  stair  tower  exit  doors  at  street 
level  as  indicated  on  plans  filed  with  this  appeal ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  the  recom¬ 
mendation  of  the  U.  S.  Army  Plant  Security  Officer,  recom¬ 
mending  the  installation  of  the  panic  bolts  in  question. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  B.  N.  Applic.  511-44  and  that  the  appeal  be  and 


it  hereby  is  granted,  as  to  objection  1,  on  condition  that  no 
panic  bolts  shall  be  installed  on  any  exit  door  except  the  two 
sets  of  doors  indicated  on  plans  filed  with  this  appeal  marked 
“Received  March  31,  1944,”  namely,  at  passenger  entrance 
and  freight  entrance ;  that  such  panic  bolts  shall  be  of  an 
approved  type;  that  this  variance  is  granted  only  during  the 
term  of  the  present  war  emergency ;  that  in  all  other  re¬ 
spects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


199-44-A 

APPLICANT — Dri  Dux  Company,  for  Roy  Burt,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  re  Packaging  of  combustible  mixture  known 
as  “Dri  Dux  Water  Resistant”  in  two  quart  and 
one  gallon  glass  containers  (capacity  of  glass  con¬ 
tainers  not  in  conformity  with  Administrative  Code 
specifications). 

APPEARANCES— 

For  Applicant:  Roy  Burt. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (199-44-A) 

Whereas,  Dri-Dux  Company,  for  Roy  Burt,  owner,  filed 
on  April  3,  1944,  an  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  relating  to  the  packaging  of  “Dri-Dux  Water  Re¬ 
sistant,”  a  combustible  mixture  in  glass  containers  exceeding 
32  ounce  capacity ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
March  29,  1944,  reads: 

“In  reply  to  your  letter  of  recent  date  requesting  per¬ 
mission  to  use  glass  containers  of  a  capacity  exceeding 
thirty-two  (32)  ounces  for  the  packaging  of  the  com¬ 
bustible  mixture  known  as  “Dri-Dux  Water  Resistant” 
please  be  advised  that  your  request  must  be  denied  for 
the  reason  that  it  is  contrary  to  Section  C19-62.0  of  the 
Administrative  Code  of  the  City  of  New  York.” 

and 

Whereas,  the  applicant  contends  that  it  is  unable  to  pur¬ 
chase  metal  containers,  due  to  War  Production  Board  re¬ 
strictions  and  it  is  therefore  requested  the  Board  grant 
permission  for  the  use  of  2  quart  and  one  gallon  capacity 
glass  containers  until  such  time  as  metal  containers  can  be 
obtained  for  the  purpose ;  that  from  a  sales  and  delivery 
point  of  view,  the  retail  trade  considers  it  essential  that 
Dry  Dux  Water  Resistant  Compound  be  packed  in  one 
quart,  2  quart  and  one  gallon  containers ;  that  Dry  Dux 
Water  Resistant  Compound  has  a  flash  point  of  110  deg.  F. 
that  the  bottles  which  it  is  proposed  to  use  are  the  Boston 
round  type,  manufactured  by  the  Ball  Co.  as  filed  with  the 
Board  under  Cal.  177-44-SM  and  Gayner  as  filed  with  the 
Board  under  Cal.  178-44-SM  for  general  approval. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
March  29,  1944,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted,  for  a  term  of  six  months, 
on  condition  that  the  glass  containers  shall  be  of  the  Boston 
round  type  of  the  two-quart  and  one-gallon  capacities,  sub¬ 
ject  to  review  by  the  Board  on  May  9,  1944,  or  thereafter. 


202-44-A 

APPLICANT — Althea  Bridges,  for  Church  of  the  Divine 
Paternity,  owner  (Prescott  Neighborhood  House, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 247  East  53rd  street,  north 
side,  100  ft.  west  of  2nd  avenue  (Block  1327,  Lot 
20),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Althea  Bridges. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy .  4 
Negative  . •' .  0 

THE  RESOLUTION  (202-44-A) 

Whereas,  Althea  Bridges,  for  the  Church  of  the  Divine 
Paternity,  owner  (Prescott  Neighborhood  House,  lessee), 
filed  April  3,  1944,  an  appeal  from  a  decision  of  the  fire 
commissioner,  affecting  247  East  53rd  street,  north  side, 
100  ft.  west  of  2nd  avenue  (Block  1327,  Lot  20),  Borough 
of  Manhattan  ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
April  3,  1944,  reads : 

“In  reply  to  your  request  to  omit  the  installation  of 
an  approved  interior  fire  alarm  system  in  that  portion 
of  the  above  premises  to  be  occupied  for  the  day  care 
of  more  than  30  children,  you  are  advised  that  the 
fire  commissioner  is  without  the  authority  to  waive  this 
requirement  and  your  request  must  be  denied.  _ 

An  appeal  from  this  decision  may  be  filed  with  the 
Board  of  Standards  and  Appeals  within  30  days.” 

and 

Whereas,  the  applicant  states  the  building  is  three  stories 
and  basement  (41  ft.)  in  height;  25  ft  by  96  ft.  8  in  in 
area;  of  Class  3  construction;  erected  prior  to  1918;  located 
in  a  business  use,  B  area  district  and  used  and  occupied 
as  follows :  cellar,  boiler  room  and  storage ,  basement, 
kitchen,  office  and  work  shop,  25  persons;  1st  floor,  audi¬ 
torium  and  clinic,  137  persons ;  2nd  floor,  nursery,  4o  pcr- 
sons;  3rd  floor,  apartment  one  family;  proposed  to  be  used 
and  occupied:  cellar,  same;  basement,  kitchen,  office  and 
workshop,  30  persons;  1st  floor,  day  sleeping  room,  dining 
room  and  clinic,  100  persons;  2nd  floor,  play  roof  and  play 
room,  50  persons;  3rd  floor,  apartment,  one.  family;  that 
the  building  is  equipped  with  one  4  ft.  8  in.  interior  stairs 
of  iron  construction  enclosed  with  terra  cotta  blocks  and 
cinder  concrete  equipped  with  fireproof  self-closing  doors 
and  leading  from  roof  bulkhead  directly  to  the  street,  and 
one  stairs  to  adjoining  building  from  play  roof  at  rear  with 
egress  from  its  termination  through  adjoining  buildings, 
and 

W hereas,  the  applicant  contends  that  the  fire  department 
requires  the  installation  of  a  certain  type  of  fire  alarm 
system;  that  it  is  proposed  to  comply  with  this  order,  but 
owing  to  the  question  of  priorities,  the  applicant  has  been 
unable  to  comply  with  same ;  that  in  the  meantime,  the  ap¬ 
plicant  has  installed  a  push  button  system  with  a  large 
gong  that  can  be  heard  throughout  the  building  and  tests 
have  shown  that  complete  evacuation  of  the  building  would 
require  about  two  (2)  minutes;  and 

Whereas,  Certificate  of  Occupancy  No.  11/9  issued  Jan¬ 
uary  22,  1919  upon  the  completion  of  Alt.  Applic.  451-18, 
describes  the  building  as  20%  ft.  front  and  permits  its  use 
as  follows :  cellar,  storage ;  basement,  40  lb.  live  load,  25 
persons,  mission  house ;  1st  floor,  40  and  100  lb.  live  load, 
137  persons,  mission  house;  2nd  floor,  40  lb.  live  load,  20 
persons,  care  of  not  more  than  15  infants  in  the  daytime 
only ;  3rd  floor,  40  lb.  live  load,  one  family  dwelling ;  and 

Whereas,  plans  filed  by  the  applicant  with  this  appeal 
indicate  the  use  of  the  building  as  follows  :  basement,  boys 
work  shop  (evening),  toilets,  kitchen  and  office;  first  floor, 
auditorium  used  as  sleeping  room  and  dining  room  and 
health  station  clinic;  2nd  floor,  play  room,  music  room  and 
play  room  and  an  enclosed  roof  space  used  for  play ;  and 

Whereas,  this  building  was  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
April  3,  1944,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
premises  shall  be  maintained  substantially  as  set  forth  ,  that 


in  lieu  of  a  fire  alarm  system,  a  6-in.  gong  in  the  stair  hall 
where  located  at  present,  shall  be  maintained  controlled  by 
a  push  button  located  in  the  office ;  that  the  push  button 
may  be  operated  by  dry  batteries ;  that  a  fire  drill  shall  be 
maintained  under  the  supervision  of  competent  persons  not 
less  than  once  every  two  weeks  and  to  the  satisfaction  of 
the  Fire  Commissioner. 


204-44-A 

APPLICANT — Henry  George  Greene,  for  Ten-Eleven  Cor¬ 
poration,  owner  (New  York  Auction  Co.,  lessee). 
SUBJECT — Appeal  from  a*  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 224-232  West  26th  street,  south 
side,  302  ft.  7  in.  west  of  7th  avenue  (2nd  floor)  ; 
(Block  775,  Lot  58),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Henry  Gerge  Greene. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  T9  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (204-44-A) 

Whereas,  Henry  George  Greene  for  Ten-Eleven  Cor¬ 
poration,  owner  (New  York  Auction  Company,  lessee)  filed 
April  3,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  224-232  West  26th  street, 
south  side,  302  ft.  7  in.  west  of  7th  avenue  (2nd  floor)  ; 
(Block  77 5,  Lot  58),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  22,  1944  on  B.N.  Applic.  571-44,  reads: 

“1.  Proposed  work  not  permitted  being  contrary  to 
Sec.  266  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  10 
stories  (150  ft.)  in  height,  90  ft.  9%  in.  by  98  ft.  9  in.  in 
area,  of  class  1  construction,  located  in  an  unrestricted  use, 
B  area  district,  erected  in  1928  under  N.B.  42-27,  and  oc¬ 
cupied  since  1938  as  follows :  sub-cellar — storage  and  boiler 
room;  cellar — storage;  1st  floor  and  mezzanine — stores  and 
offices — 60  persons;  2nd  floor — auction  room — 165  persons; 
3rd  to  10th  floors  inclusive — fur  factory — 90  persons  each 
floor ;  that  no  change  in  use  or  occupancy  is  proposed ;  that 
the  building  is  equipped  with  a  two  source  sprinkler  system, 
a  standpipe  system,  one  interior  stairs  and  one  fire  tower 
of  fireproof  construction  extending  from  roof  bulkhead  di¬ 
rectly  to  the  street ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
extend  the  present  ladies’  toilet  on  the  2nd  floor  into  a 
portion  of  the  fire  tower ;  that  there  has  been  a  great 
increase  in  the  number  of  women  in  place  of  men  em¬ 
ployed  on  the  2nd  floor  because  of  the  existing  labor 
shortage ;  that  this  has  caused  a  great  deal  of  inconvenience 
and  hardship,  since  the  present  women’s  toilet  facilities  are 
wholly  inadequate;  that  the  proposed  rearrangement  of  the 
present  exit  door  leading  to  the  fire  tower,  thence  to 
stair  so  that  it  leads  directly  to  stairs,  does  not  materially 
affect  the  exit  conditions,  inasmuch  as  the  change  occurs 
only  one  floor  above  the  street  level  and  provides  access  to 
the  street  in  a  much  simpler  form  than  is  provided  for  the 
floors  above ;  that  in  view  of  the  necessity  for  the  change, 
it  is  requested  that  the  Board  grant  permission  for  the 
alteration  as  proposed  and  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  April  8,  1944.” 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  March  22,  1944,  on  B.N.  Applic.  571-44,  Objection  1, 
be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 
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213-44-A 

APPLICANT — James  B.  Anderson,  Jr.,  for  671  Bergen 
Street  Corporation,  owner  (Kerby  Saunders,  Inc., 
lessee). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 671-679  Bergen  street,  north 
side,  300  ft.  east  of  Vanderbilt  avenue  (Block  1138, 
Lot  66),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  James  B.  Anderson,  Jr.,  A.  I. 

McFarland  and  Capt.  Drewry  Morris. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (213-44-A) 

Whereas,  James  B.  Anderson,  Jr.,  for  671  Bergen  Street 
Corporation,  owner  (Kerby  Saunders,  Incorporated,  lessee), 
filed  on  April  10,  1944,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  671-679  Bergen  street  north  side, 
300  ft.  east  of  Vanderbilt  avenue  (Block  1138,  Lot  66), 
Borough  of  Brooklyn ;  and 

Whereas,  Order  96862-LC,  issued  by  the  fire  commis¬ 
sioner  April  10,  1944,  reads : 

“With  reference  to  your  application  of  April  10th, 
1944,  to  operate  and  maintain  three  (3)  refrigeration 
units,  two  charged  with  Freon  and  the  other  charged 
with  nitrous  oxide  on  premises  671  Bergen  street, 
Brooklyn,  please  be  advised  that  this  department  is 
without  power  to  issue  such  a  permit,  for  the  reason 
that  the  Administrative  Code  of  the  City  of  New  York 
does  not  allow  the  use  of  nitrous  oxide  as  a  refrigerant. 

1.  You  are  therefore  ordered  to  discontinue  the  op¬ 
eration  and  maintenance  of  the  refrigeration  unit 
charged  with  nitrous  oxide.  C-19-11.0,  Administrative 
Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  2  and 
3  stories  (40  ft.)  in  height;  82  ft.  9  in.  by  180  ft.  in  area; 
of  Class  3  construction ;  located  in  a  business  use,  B  area 
district;  erected  prior  to  1903  and  used  and  occupied  as 
follows:  1st  floor,  manufacturing  sheet  metal,  35  persons; 
2nd  floor,  offices  and  stock  room,  35  persons ;  3rd  floor,  dead 
stock ;  proposed  to  be  used  and  occupied  as  follows :  1st 
floor,  manufacturing  sheet  metal  and  laboratory,  50  per¬ 
sons;  2nd  floor,  offices  and  stock  room,  50  persons.;  3rd 
floor,  dead  stock;  that  the  building  is  equipped  with  a  one 
source  sprinkler  system ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  a  low  temperature  refrigeration  system  using  50 
lbs.  of  nitrous  oxide  in  the  low  stage  system  and  180  lbs. 
of  Freon-12  in  the  compound  or  upper  stage  system;  that 
all  safety  features  required  by  the  Administrative  Code, 
such  as  valves,  cutouts,  auxiliary  switches,  ventilation,  etc., 
will  be  installed;  that  if  the  total  of  50  lbs.  charge  of 
Nitrous  Oxide  were  released  to  the  engine  room  which 
has  a  cubic  ft.  space  of  4500  ft.,  the  average  concentration 
would  be  9.6% ;  that  the  concentration  could  not  be  se¬ 
cured,  as  the  exhaust  system  will  be  arranged  to  operate 
at  all  times  and  that  nitrous  oxide  is  not  a  flammable  gas, 
but  does  support  combustion ;  that  in  concentrations  up  to 
40%,  the  only  effect  on  human  occupancy  would  be  a  slight 
depression  of  mental  processes ;  that  the  proposed  plant 
will  be  operated  for  a  period  of  60  to  90  days  at  the  con¬ 
clusion  of  which  it  will  be  dismantled  and  removed  from 
the  premises. 

Resolved,  that  Order  96862-LC  issued  by  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  to  permit  for  a  term  of  four  (4) 
months,  the  installation  substantially  as  proposed  and  con¬ 
fined  to  the  space  on  street  floor  as  indicated  on  plans  filed 
with  this  appeal,  on  condition  that  the  equipment  and  opera¬ 


tion  shall  be  maintained  to  the  satisfaction  of  the  fire  com¬ 
missioner  ;  that  an  electrically  driven  fan  shall  be  installed 
in  the  front  of  the  building  ventilating  the  space  and  ex¬ 
hausting  to  Bergen  street  at  least  6  ft.  above  the  side¬ 
walk  ;  that  all  existing  natural  ventilation  shall  be  main¬ 
tained  and  the  electrically-driven  ventilating  fan  shall  be 
maintained  for  24  hours  each  day  and  shall  be  interlocked 
with  the  equipment ;  that  the  heating  system  in  the  rear  of 
the  building  shall  be  discontinued  during  the  term  of  the 
permit ;  that  suitable  gas  masks  shall  be  maintained  on  the 
premises  as  the  fire  commissioner  shall  direct;  that  the 
sprinkler  system  shall  be  maintained;  that  in  all  other  re¬ 
spects,  the  equipment  and  operation  shall  comply  with  the 
requirements  of  the  refrigeration  code. 


515-43-A 

APPLICANT — Comet  Metal  Products  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 91-04  132nd  street,  southwest 
corner  of  91st  avenue  (Block  297,  Lots  230,  231  and 
232),  Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (515-43-A) 

Whereas,  the  Comet  Metal  Products  Co.,  Inc.,  owner, 
filed  on  October  27,  1943,  an  appeal  from  an  order  and  a 
decision  of  the  fire  commissioner,  affecting  premises  91-04 
132nd  street,  southwest  corner  of  91st  avenue  (Block  297, 
Lots  230,  231  and  232)  Richmond  Hill,  Borough  of  Queens; 
and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


439-43-A 

APPLICANT — Henry  George  Greene,  for  349  West  37th 
Street  Garage,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calender  re  appeal  from  decisions  of 
the  borough  superintendent  (previously  withdrawn). 

PREMISES  AFFECTED — 349  West  37th  street,  north 
side,  150  ft.  east  of  Ninth  avenue  (6th  floor)  ; 
(Block  761,  Lot  7),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  George  Greene. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


528-43-A 

APPLICANT — Bureau  of  Educational  Experiments,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 69  Bank  street,  north  side,  150 
ft.  east  of  Bleecker  street  (Block  624,  Lot  62), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Eleanor  Hogan. 
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ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . . .  0 


622-43-A 

APPLICANT — Jesse  S.  Sunshine,  for  Morris  Arbeit, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing — re  appeal  from  an  order  and  a  decision 
of  the  fire  commissioner  (previously  denied). 

PREMISES  AFFECTED — 1050  Broadway,  southwest  cor¬ 
ner  of  Hart  street  (Block  1596,  Lot  37),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Philip  Horowitz. 

ACTION  OF  BOARD — Request  to  reopen  to  rehear  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 


551-43-A 

APPLICANT — Emil  Koeppel,  for  Gussie  Freshwotter, 
owner. 

SUBJECT — Application  reopened  and  restored  to  calendar, 
March  21,  1944 — Appeal  from  a  decision  of  the 
borough  superintendent  (previously  withdrawn). 

PREMISES  AFFECTED — 3855  Nautilus  avenue,  north¬ 
east  corner  of  Highland  avenue  (Block  7002,  Lot 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Emil  Koeppel. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Laid  over  to  May  16,  1944  at  2 
P.  M.,  for  decision  without  further  argument. 


587-43-A 

APPLICANT — Jacob  Cohen,  for  Cohen  and  Fraiman, 
owners. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 165  Greene  street,  west  side, 
155  ft.  north  of  West  Houston  street  (2nd  and  4th 
floor)  ;  (Block  524,  Lot  166),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Edward  Reiter. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  2 
P.  M.  at  request  of  applicant’s  representative. 


159-44-A 

APPLICANT — United  Parcel  Service  of  New  York,  Inc., 
lessee  for  Tomaline  Realty  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 11-33  to  11-41  50th  avenue, 
north  side,  92.5  ft.  west  of  21st  street  (Block  62, 
Lot  20),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Harold  Abbott  and  Charles  Miller. 
For  Administration:  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  May  16,  1944  at  10 
A.  M.  at  request  of  applicant’s  representative. 


Adjourned:  4:40  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting,  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


NOTICE 


FORMS  FOR  NOTICE  TO  PROPERTY  OWNERS 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


Charles  M.  Blum 
Chief  John  E.  Gunn 


Joseph  J.  Doyle,  Chief  Clerk 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Office — Municipal  Building,  Rooms  1000  to  1018. 

Telephone — WOrth  2-5600. 

Office  Hours  for  Public — 9  a.  m.  to  4  p.  m. 

Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 

CONTENTS 

This  issue  of  the  Bulletin  contains  in  the  order  given — 
Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Notice  of  Public  Hearing  on  Proposed  Certificate  of 
Occupancy  Rules. 

Rules — Extracts  From  the  Administrative  Code  of  the 
City  of  New  York,  Relating  to  Refrigerating  systems. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

*  Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


I 


« 


DOCKET 


RULES 


New  Cases  Filed  up  to  April  18,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

218- 44-A — H.B.B. — 398-406  Fulton  street,  southwest  cor¬ 
ner  of  Gallatin  place  (Block  155,  Lot  14),  Borough  of 
Brooklyn,  Alt.  683-44. 

219- 44-A — H.B.B. — 366  Fulton  street,  south  side,  107  ft. 
west  of  Smith  street  (2nd  and  3rd  floors);  (Block  154, 
Lot  14),  Borough  of  Brooklyn,  P.  A.  132-44. 


220-44-BZ — H.B.M. — 89  Thompson  street,  west  side,  100 
ft.  1  in.  north  of  Spring  street  (Block  503,  Lot  35), 
Borough  of  Manhattan,  Alt.  88-44. 


221-44-SA — “White  Line”  High  Pressure  Dressing 
Sterilizer  Type  D,  Models  A420e,  A420s  and  “White 
Line”  High  Pressure  Water  Sterilizer,  Model  A410s, 
Appliance. 


222-44-A — F.D. — 1087-1099  Flushing  avenue,  2-16  Porter 
avenue,  northwest  corner  and  104-112  Thames  street 
(Block  3014,  Lot  14),  Borough  of  Brooklyn,  Decision 
re  96131-LC. 


223-44-A — F.D. — 147-151  West  49th  street,  north  side, 
187  ft.  6  in.  east  of  7th  avenue  and  148-152  West  50th 
street  (Block  1002,  Lot  8),  Borough  of  Manhattan, 
37679-LC. 


224-44-SM— Owens-Corning  Fiberglas  Corporation  Dust- 
Stop  Air  Filters,  manufactured  by  Owens-Corning  Fiber¬ 
glas  Corporation,  Material. 


225-44-A — H.B.Bx. — 437  Casanova  street,  west  side,  132 
ft.  south  of  Oak  Point  avenue  and  430  Tiffany  street 
(Block  2771A,  Lots  130  and  158),  Borough  of  The 
Bronx,  Alt.  124-44. 


226-44-A — FI. B.B.— 171-173  Wilson  avenue,  north  side, 
50  ft.  west  of  DeKalb  avenue  (Block  3235,  Lot  3),  Bor¬ 
ough  of  Brooklyn,  Alt.  748-44. 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 
Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . . . Mar. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C.  .April 
Smoking  in  Factories,  Rules  for.... Apr. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  .  .  Dec. 


28,  1943— -Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28,  1943— Vol.  28,  N*.  S2A 

7,  1944— Vol.  29,  No.  10 

15.  1944— Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

11,  1944— Vol.  29,  .No.  15 

28,  1944— Vol.  29,  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


14,  1944— Vol.  29,  No.  11 

7,  1937— Vol.  22,  No,  36 
25,  1944 — Vol.  29,  No.  17 
11,  1944— Vol.  29,  No.  15 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


APRIL  25,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  April  25,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters  : 

Zoning  Applications. 


227-44-A — -H.B.B. — 421-423-  Classon  avenue,  east  side, 
60  ft.  south  of  Lexington  avenue  (Block  1970,  Lot  7), 
Borough  of  Brooklyn,  Alt.  652-44. 


228-44-BZ — H.B.B. — 2816-2828  Atlantic  avenue  and  23 1  - 
241  Hendrix  street,  southeast  corner  (Block  3963,  Lots 
8,  9,  12,  13  and  105),  Borough  of  Brooklyn,  N.  B.  56-44. 


229-44-SA — MCK  Elevator  Interlocks,  Appliance. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — -De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


46-44-BZ — Application,  January  18,  1944,  under  section 
7e  of  the  zoning  resolution,  of  Frank  B.  Carbone,  appli¬ 
cant,  on  behalf  of  Buhrman  Sand  and  Gravel  Corpora¬ 
tion,  owner  (Colonial  Sand  and  Stone  Co.,  Inc.,  lessee), 
to  permit,  for  a  term  of  two  (2)  years,  in  a 'residence 
use,  F  area  and  one-half  times  height  district,  the  opera¬ 
tion  of  a  sand  and  gravel  pit;  premises  southeast  corner 
of  61st  avenue  and  Douglaston  parkway  (Block  8286, 
Lots  100  and  180),  Douglaston,  Borough  of  Queens. 

381-27-BZ — -Appication  of  The  Cord  Meyer  Company, 
applicant  and  owner,  reopened  April  4,  1944,  for  con¬ 
sideration  as  to  amendment  of  resolution,  to  permit  in 
a  business  use  district,  the  conversion  of  occupancy  of 
a  building  occupied  as  a  garage  for  more  than  five 
motor  vehicles  (previously  granted  by  the  Board  under 
Cal.  381-27-BZ)  to  a  commercial  storage  building,  for 
a  temporary  period  of  three  years  and  at  the  end  of  that 
time  to  revert  back  to  its  former  use;  premises  88-01 
to  88-15  Roosevelt  avenue,  north  side,  from  88th  to 
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89th  streets  (Block  617,  Lot  38),  Elmhurst,  Borough 
of  Queens. 


1148-38-BZ — Application  of  Louis  Allen  Abramson,  ap¬ 
plicant,  on  behalf  of  James  P.  Kelly,  owner  (Neill  Sup¬ 
ply  Co.,  lessee),  reopened  February  15,  1944,  under 
sections  7h,  7e  and  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  use  district,  for  a  term  of  two  years, 
the  additional  use  of  storage  of  pipe  as  well  as  parking 
and  storage  of  more  than  five  motor  vehicles  on  a  plot 
granted  by  the  Board  for  a  term  of  two  years  from 
January  26,  1943,  for  parking  and  storage  of  more  than 
five  motor  vehicles;  premises  47-45  to  47-63  49th  street 
and  49-01  to  49-07  48th  avenue,  northeast  corner  (Block 
2287,  Lots  1,  2,  3,  5,  7  and  8),  Sunnyside,  Borough  of 
Queens. 


284-41-BZ — Application  of  Louis  Allen  Abramson,  ap¬ 
plicant,  on  behalf  of  Woodside  Associates,  Inc.,  owner 
(Neill  Supply  Co.,  lessee),  reopened  February  15,  1944, 
under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  conversion  of  occupancy  (for  a  term  of 
seven  years)  of  an  existing  building,  used  as  a  public 
garage,  to  the  storage  of  plumbing  and  heating  supplies 
and  also  in  part  as  a  public  garage;  at  the  expiration  of 
the  seven  year  period,  it  is  proposed  that  the  use  of  the 
building  is  to  revert  to  a  public  garage  throughout; 
premises  47-55  48th  street,  northeast  corned  of  48th 
avenue  and  47-56  49th  street  (Block  2286,  Lot  53),  Sun¬ 
nyside,  Borough  of  Queens. 


216-40-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Reconstruction  Building  Corpora¬ 
tion,  owner,  reopened  December  21,  1943,  under  section 
7h  of  the  zoning  resolution,  to  permit  in  a  business  use 
district,  the  extension  in  area  and  use  (for  a  term  of 
two  years)  of  a  plot  now  occupied  for  the  parking 
and  storage  of  more  than  five  motor  vehicles;  the  use 
of  the  original  plot  for  parking  and  storage  purposes 
was  granted,  on  May  18,  1943,  for  a  term  of  two  years; 
premises  304-316  East  107th  street,  south  side,  100  ft. 
east  of  Second  avenue  (Block  1678,  Lots  42,  43,  46  and 
48),  Borough  of  Manhattan. 


1071-40-BZ — Application  of  John  J.  McNamara,  appli¬ 
cant,  on  behalf  of  Philip  Ruxton,  Inc.,  owner  (Inter¬ 
chemical  Corporation,  lessee),  reopened  April  6,  1943, 
under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  for  a  temporary  pe¬ 
riod,  the  additional  use  of  a  one-story  building,  ap¬ 
proximately  13  ft.  by  22  ft.  in  area  (for  the  storage 
of  chemicals  used  in  an  abutting  factory)  as  well  as 
parking  of  more  than  five  motor  vehicles,  on  a  plot 
granted  by  the  Board  for  a  term  of  two  years  from 
February  8,  1944,  for  parking  of  more  than  five  motor 
vehicles  (pleasure  car  type) ;  premises  428  West  45th 
street,  south  side,  400  ft.  east  of  Tenth  avenue  (Block 
1054,  Lot  48),  Borough  of  Manhattan. 

184-44-BZ — Application,  March  27,  1944,  under  section 
21  of  the  zoning  resolution,  of  Joseph  Lau,  applicant, 
on  behalf  of  Robert  D.  Rothfeld  (one  of  the  trustees 
u/w  of  Bettie  Rothfeld),  owner,  (Theatre  Guild,  Inc., 
lessee),  to  permit  in  a  residence  use  and  B  area  district, 
the  alteration  and  conversion  of  occupancy  of  an  exist¬ 
ing  building  from  a  social  club  to  offices,  reading  of 
plays  and  (theatrical)  rehearsals;  also,  the  building  does 
not  comply  with  the  rear  yard  requirements  of  the  zon¬ 
ing  resolution;  premises  23-25  West  53rd  street,  north 
side,  460  ft.  west  of  Fifth  avenue  (Block  1269,  Lot  18), 
Borough  of  Manhattan. 


Materials  for  Approval. 
131-44-SM — PC  Foamglas  Insulation. 
192-44-SM — Steeltex  Floor  Lath. 


Appeals  from  Administrative  Decisions 

186-44-A — 23-25  West  53rd  street,  north  side,  460  ft. 
west  of  Fifth  avenue  (Block  1269,  Lot  18),  Borough  of 
Manhattan. 

175-42-A — 403-415  Sixth  avenue  and  1-5  Greenwich  ave¬ 
nue,  southwest  corner  (Block  593,  Lot  13),  Borough  of 
Manhattan 

557-43-A — 40-05  61st  street  and  40-06  62nd  street  and 
south  side  of  Woodside  avenue  from  61st  to  62nd  streets 
(Block  1336,  Lots  38,  41,  44  and  47  and  Block  1337,  Lot 
27),  Woodside,  Borough  of  Queens. 

543-43-A — 48-01  Metropolitan  avenue,  northwest  corner 
of  Flushing  avenue  (Block  2625  (2318),  Lot  25),  Mas- 
peth,  Borough  of  Queens  (under  section  35,  General 
City  Law  re  bed  of  mapped  street — 51st  street);  (re¬ 
opened  March  14,  1944). 

200-44-A — 300  Central  Park  West  and  1-13  West  90th 
street,  northwest  corner  (Block  1204,  Lot  29),  Borough 
of  Manhattan. 

217-44-A— 245-259  11th  avenue,  west  side,  entire  block 
bounded  by  11th  avenue,  13th  avenue,  West  26th  and 
West  27th  streets,  200-214  13th  avenue,  601-649  West 
26th  street  and  600-652  West  27th  street  (9th  floor); 
(Block  672,  Lot  1),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


APRIL  25,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  April  25,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 


Appeals  from  Administrative  Decisions 

126- 44-A — -160-178  Jay  street,  west  side,  from  Sand  to 
High  streets,  84-92  Sand  street  and  97-105  High  street 
(Block  87,  Lot  9),  Borough  of  Brooklyn. 

115-44-A — 255-261  18th  street,  north  side,  150  ft.  east 
of  Fifth  avenue  (Bock  873,  Lot  69),  Borough  of  Brook¬ 
lyn. 

119-44-A — 686  Richmond  terrace,  south  side,  125  ft.  east 
of  Lafayette  avenue  (Block  67,  Lot  111),  New  Brighton, 
Borough  of  Richmond. 

121-44-A — 31  West  71st  street,  north  side,  350.6  ft.  west 
of  Central  Park  West  (Block  1124,  Lot  18),  Borough 
of  Manhattan. 

127- 44-A — 876-878  Broadway,  east  side,  24.1  ft.  north  of 
East  18th  street  (Block  847,  Lots  22  and  23),  Borough 
of  Manhattan. 

114-44-A — -109-111  Walworth  street,  east  side,  182  ft. 
9  in.  north  of  Myrtle  avenue  (Block  1736,  Lot  50), 
Borough  of  Brooklyn. 

27-44-A — North  side  of  Oceanside  avenue,  100  ft.  east 
of  Reid  avenue  (Block  900,  Lot  1),  Rockaway  Point, 
Borough  of  Queens. 

152-44-A— 112-22  New  York  boulevard,  west  side,  130 
ft.  north  of  112th  road  (Meyer  avenue);  (Block  12183 
(2949),  Lot  35),  Jamaica,  Borough  of  Queens. 

194_44-A — 1  Hanson  place,  northeast  corner  of  Ashland 
place  (Block  2111,  Lot  1),  Borough  of  Brooklyn. 
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197-44-A — 106  East  14th  street,  south  side,  154  ft.  east 
of  Fourth  avenue  (Block  559,  Lot  12),  Borough  of 
Manhattan. 

209-44-A — 165-11  South  road,  165-06  Liberty  avenue  and 
103-09  165th  street,  east  side,  from  South  road  to  Liberty 
avenue  (Block  10158,  Lot  1),  Jamaica,  Borough  of 
Queens. 

234-44-A — 620  West  179th  street,  south  side,  100  ft.  east 
of  Wadsworth  avenue  (Block  2162,  Lot  9),  Borough 
of  Manhattan. 

236-44- A — 432  West  29th  street,  south  side,  325  ft.  east 
of  10th  avenue  (Block  726,  Lot  60),  Borough  of  Man¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  2,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications 

583-43-BZ — Application,  December  1,  1943,  under  section 
21  of  the  zoning  resolution,  of  Harry  A.  Yarish,  appli¬ 
cant,  on  behalf  of  Isidore  Epstein,  owner  (Ida  Levin¬ 
son,  lessee),  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to  the 
storage  of  rags;  premises  496-500  (492  displayed)  Wat¬ 
kins  street,  west  side,  100  ft.  north  of  Newport  street 
(Block  3605,  Lots  33  and  34),  Borough  of  Brooklyn. 

74-44-BZ — Application,  January  31,  1944,  under  sections 
7i  and  21  of  the  zoning  resolution,  of  William  Shary,  ap¬ 
plicant,  on  behalf  of  Rose  Lubin,  owner,  to  permit  in  a 
business  use  district,  the  maintenance  of  a  motor  vehicle 
repair  shop — now  operating  without  a  certificate  of  oc¬ 
cupancy;  premises  375  South  1st  street,  north  side,  63 
ft.  4  in.  east  of  Grand  street  extension  and  206  Grand 
street  extension  (Block  2399,  Lot  23),  Borough  of 
Brooklyn. 

104-33-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Socony-Vacuum  Oil  Co.,  Inc., 
owner,  reopened  June  8,  1943,  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  business  use  district, 
the  decrease  in  area  of  a  gasoline  service  station;  the 
entire  plot  for  such  use,  as  approved  by  the  Board,  was 
located  partly  in  a  residence  use  and  partly  in  a  busi¬ 
ness  use  district;  premises  113-21  Merrick  road  and 
171-01  Linden  boulevard,  northeast  corner  (Block  10267, 
Lot  1),  St.  Albans,  Borough  of  Queens. 

144-19-BZ — Application  of  Raymond  Irrera,  applicant, 
on  behalf  of  Guiseppi  Cilento,  owner  (Delux  Venetian 
Blind  Corporation,  lessee),  reopened  March  28,  1944, 
under  sections  7e  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  and  also  C  area  district,  the 
erection  of  an  extension  (into  part  of  the  rear  yard 
required  in  a  C  area  district)  to  an  existing  building 
and  also  the  alteration  and  conversion  of  occupancy 
for  a  term  of  two  years  of  the  building  from  a  garage 
for  more  than  five  motor  vehicles  (the  garage  use  of 
the  building  was  previously  granted  by  the  Board)  to 
the  use  of  the  building,  as  extended,  as  a  factory  for 
the  manufacture  of  Venetian  blinds;  premises  23-69  to 
23-71  38th  street  (Ninth  avenue),  east  side,  162  ft.  north 
of  Triboro  Bridge  Plaza  (Astoria  Boulevard,  North); 
(Block  803,  Lot  13),  Long  Island  City*  Borough  of 
Queens. 


147-44-BZ — Application,  March  8,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Saul  Goldsmith, 
applicant,  on  behalf  of  The  Dime  Savings  Bank  of 
Brooklyn,  owner,  to  permit  in  a  business  use  district, 
the  conversion  of  occupancy  of  a  building  used  (under 
a  Certificate  of  Occupancy)  as  1st  story,  stores  and 
storage;  2nd,  3rd  and  4th  stories,  manufacturing  and 
storage,  to  a  proposed  occupancy  of  1st  story,  stores 
and  storage;  2nd,  3rd  and  4th  stories,  manufacturing  on 
a  floor  area  in  excess  of  the  permissible  25%  of  the 
area  of  the  plot  as  provided  in  the  zoning  resolution; 
premises  166-176  Livingston  street,  south  side,  79  ft.  6  in. 
east  of  Smith  street  and  149-155  Schermerhorn  street 
(Block  164,  Lot  13),  Borough  of  Brooklyn. 

140-44-BZ — Application,  March  12,  1944,  under  section 
7h  of  the  zoning  resolution,  of  Naphtali  A.  Weidberg, 
applicant,  on  behalf  of  Estate  of  Louis  Leavitt,  owner 
(Abe  Leibowitz,  lessee),  to  permit  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  of  more 
than  five  motor  vehicles;  premises  223-02  Hempstead 
turnpike,  south  side,  between  223rd  and  225th  streets 
(Block  11159,  Lot  28),  Queens  Village,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  2,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions 

138-44-A — 107-109  East  Burnside  avenue,  north  side, 
60.3  ft.  east  of  Morris  avenue  (Block  3169,  Lots  66  and 
67),  Borough  of  The  Bronx. 

• 

157-44-A — 2001-2009  Boardwalk,  north  side,  162  ft.  8  in. 
east  of  West  21st  street  (Block  7072,  Lot  12),  Borough 
of  Brooklyn. 

132-44-A — 559-561  Bedford  avenue  and  125-131  Rodney 
street,  northeast  corner  (Block  2187,  Lot  1),  Borough 
of  Brooklyn  (reopened  and  restored  to  calendar,  April 
4,  1944;  previously  dismissed  for  lack  of  prosecution). 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  5,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  May  5,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

RULES 

40-32-SR — Proposed  Certificate  of  Occupancy  Rules 
covering  the  requirements  for  the  use,  occupancy  or 
construction  of  any  building  or  premises  in  compliance 
with  existing  laws,  rules  and  regulations. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  9,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  9,  1944  at  10  o’clock  in  Room  1013, 
Muncipial  Building,  Manhattan,  on  the  following  matters : 
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Zoning  Applications. 

569-37-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Bengal  Realty  Co.,  Inc.,  owner  (Flat- 
bush  Coal  and  Coke  Corporation,  lessee),  reopened  Feb¬ 
ruary  23,  1944,  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  upon  a  plot  located  partly  in  an 
unrestricted  use  and  partly  in  a  residence  use  district, 
the  use  of  that  part  of  the  lot,  which  is  located  in  the 
residence  use  district,  for  the  operation  of  coal  pockets, 
coal  storage,  truck  driveway  and  railroad  siding;  prem¬ 
ises  2030-2044  McDonald  avenue,  west  side,  339  ft.  6  in. 
north  of  Avenue  S  and  49-57  Lake  street  (Block  6680, 
Lots  23,  124  and  125),  Borough  of  Brooklyn. 

99-44-BZ — Application,  February  11,  1944,  under  section 
7c  of  the  zoning  resqlution,  of  Koch  and  Wagner,  appli¬ 
cants,  on  behalf  of  Waldorf  Storage  Warehouse  & 
Garage,  Inc.,  owner,  to  permit  in  a  business  use  district, 
the  alteration  and  the  conversion  of  occupancy  of  a 
building  from  a  warehouse  to  a  factory;  the  space  to  he 
used  for  manufacturing  will  occupy  more  than  25  per 
cent  of  the  total  floor  space  of  the  building;  premises 
552-558  Van  Buren  street,  south  side,  65  ft.  -I  in.  west 
of  Broadway  (Block  1618,  Lot  15),  Borough  of  Brook¬ 
lyn. 

175-44-BZ — Application,  March  24,  1944,  under  section 
7c  of  the  zoning  resolution,  of  John  J.  Cromshow,  appli¬ 
cant,  on  behalf  of  John  J.  Barrett,  owner,  to  permit  in 
a  residence  use  district,  the  extension  of  an  existing 
business  use  (undertaking  establishment  arranged  for 
embalming  and  for  holding  funeral  services) — located 
in  part  of  424  West  51st  street — into  parts  of  two  build¬ 
ings  adjoining  to  the  east;  a  part  of  the  basement  of 
one  of  the  adjoining  buildings  (422  West  51st  street) 
was  used  as  a  restaurant;  the  remainder  of  the  adjoin¬ 
ing  buildings  (420  and  422  West  51st  street)  and  part 
of  424  West  51st  street  are  occupied  as  dwellings;  prem¬ 
ises  420-424  West  51st  street,  south  side,  491  ft.  6  in. 
east  of  Tenth  avenue  (Block  1060,  Lots  44,  44^2  and 
45),  Borough  of  Manhattan. 

79-44-BZ — Application,  February  1,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Lama  and  Pros¬ 
kauer,  applicants,  on  behalf  of  David  Sirkus,  owner, 
to  permit  in  a  residence  use  district,  the  alteration  and 
the  conversion  of  occupancy  of  an  existing  building 
from  a  garage  for  more  than  five  motor  vehicles  (under 
a  Certificate  of  Occupancy)  to  a  woodworking  factory 
(the  building  is  now  used  as  a  woodworking  factory 
without  a  certificate  of  occupancy);  premises  194-198 
Schenck  avenue,  west  side,  106  ft.  south  of  Atlantic 
avenue  (Block  3963,  Lot  18),  Borough  of  Brooklyn. 

634-43-BZ— Application,  December  29,  1943,  under  sec¬ 
tional  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Johnson  Realty  Corporation, 
owner  (Bob  Reichler,  lessee),  to  permit  partly  in  a 
residence  use  and  partly  in  a  business  use  district,  the 
maintenance  of  a  non-flashing  neon  business  sign 
(erected  without  a  permit);  premises  1751-1759  Uni¬ 
versity  avenue,  west  side,  101  ft.  south  of  West  Tre- 
mont  avenue  (Block  2878,  Lot  203),  Borough  of  The 
Bronx. 

HARRIS  H.  MURDOCK.  Chairman 


MAY  9,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  9,  1944  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions 

866-42-A — Re  packaging  of  inflammable  mixture  known 
as  “Gulflex  Rubberlube”  in  one-half  gallon  glass  jugs 


(capacity  of  glass  jugs  not  in  conformity  witli  Admin¬ 
istrative  Code  specifications);  (reopened  March  21,  1944 
re  extension  of  permit;  previously  granted  on  condition 
for  a  term  of  six  months!. 

128-43-A— Re  Packaging  of  combustible  mixture  known 
as  “Flit”  in  one-gallon  glass  bottles  (capacity  of  glass 
bottles  not  in  conformity  with  Administrative  Code  speci- 
fictions);  (reopened  March  21,  1944  re  extension  of 
permit;  previously  granted  on  condition  for  a  term  of 
six  months). 

348-43-A — Re  packaging  and  storing  of  combustible  mix¬ 
ture  known  as  “Mobilgloss,  Mobil  Prewax  Cleaner, 
Mobil  Penetrating  Oil,  Mobil  Dry  Cleaner,  Tavern  Dry 
Cleaner,  Sanilac  Liquid  Wax,  Sanilac  Penetrating  Fin¬ 
ish,  Sanilac  Super  Sealer  and  Sanilac  Floor  Dressing” 
in  one-gallon  glass  jugs,  “Tavern  Liquid  Wax”  in  one- 
gallon  and  one-half  gallon  glass  jugs  and  packaging 
and  storing  of  combustible  mixtures  known  as  “Tavern 
Floor  Wax,  Sanilac  Paste  Wax  and  Mobilwax”  (hard), 
in  three  (3)  lb.  glass  jars  ‘(capacity  of  glass  jugs  and 
glass  jars  not  in  conformity  with  Administrative  Code 
specifications);  (reopened  March  21,  1944  re  extension 
of  permit;  previously  granted  on  condition  for  a  term 
of  six  months). 

267-43-A — Re  packaging  of  combustible  mixture  known 
as  “Neptune  Waterproof  Belt  Cement”  in  one-quart  and 
one-pint  glass  bottles  (capacity  of  glass  bottles  not  in 
conformity  with  Administrative  Code  specifications); 
(reopened  March  14,  1944  re  extension  of  permit;  previ¬ 
ously  granted  on  condition  for  a  term  of  six  months). 

374-43-A — Re  packaging  of  inflammable  and  combustible 
mixtures  known  as  “E.  I.  du  Pont  de  Nemours  and 
Company’s”  No.  18  Cement,  etc.  in  glass  containers 
(capacity  of  glass  containers  not  in  conformity  with 
Administrative  Code  specifications);  (reopened  March  7, 
1944  re  extension  of  permit;  previously  granted  on  con¬ 
dition  for  a  term  of  six  months). 

587-43-A— 165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  16,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  16,  1944  at  10  oclock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter: 

Appeal  from  Administrative  Decision 

159-44-A — 11-33  to  11-41  50th  avenue,  north  side,  92.5  ft. 
west  of  21st  street  (Block  62,  Lot  20),  Long  Island  City, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  16,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon.  May  16,  1944  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

Appeal  from  Administrative  Decision 

551-43-A — 3855  Nautilus  avenue,  northeast  corner  of 
Highland  avenue  (Block  7002,  Lot  1),  Borough  of 
Brooklyn  (reopened  and  restored  to  calendar,  March 
21,  1944;  previously  withdrawn). 

HARRIS  H.  MURDOCK,  Chairman. 
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PROPOSED  CERTIFICATE  OF  OCCUPANCY  RULES  COVERING  THE  REQUIREMENTS 
FOR  THE  USE,  OCCUPANCY  OR  CONSTRUCTION  OF  ANY  BUILDING  OR  PREM¬ 
ISES  IN  COMPLIANCE  WITH  EXISTING  LAWS,  RULES  AND  REGULATIONS. 


NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  May  5,  1944  at  10  A.  M.,  Room  1013,  Municipal 
Building,  Manhattan,  on  the  Proposed  Certificate  of 
Occupancy  Rules  covering  the  Requirements  for  the 
Use,  Occupancy  or  Construction  of  any  Premises  in 
Compliance  with  Existing  Laws,  Rules  and  Regulations. 

(Cal.  40-32-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Par.  2,  Section  646  of  the 
Charter  of  the  City  of  New  York  and  C26-189.0  and  C26- 
181.0  through  C26-188.0  of  the  Administrative  Building 
Code. 

Scope: 

A  Certificate  of  Occupancy  once  lawfully  issued  is 
a  certification  that  the  building  or  premises  and  their 
occupancy  and  use  comply  with  all  laws,  rules  and 
regulations  applicable  thereto.  The  issuance  of  such 
certificate  of  occupancy  puts  all  persons  on  notice  as  to 
the  legality  of  the  structure,  occupancy  and  use  as  of 
the  date  of  its  issuance.  When  issued  under  these  premises, 
persons  having  a  proprietary  interest,  may  rely  on  its 
integrity  and  finality  as  to  compliance  with  all  laws, 
rules  and  regulations  which  were  applicable  at  the  time 
of  its  issuance. 

It  is  therefore  important  that  these  certificates  be 
issued  only  after  a  complete  examination  has  been  made 
of  filed  data  as  to  the  structure,  occupancy,  and  use  of 
the  entire  premises  and  are  found  to  comply  with  the 
then  existing  laws,  rules  and  regulations  as  of  the  date 
of  such  issuance.  The  purpose  of  these  rules  is  to 
emphasize  the  basis  under  which  a  certificate  of  occu¬ 
pancy  may  be  properly  issued. 

Extracts  from  the  New  York  City  Charter,  the  Zoning 
Resolution,  the  Multiple  Dwelling  Law  and  the  Admin¬ 
istrative  Building  Code  contained  herein  have  been  as¬ 
signed  decimal  rule  numbers  for  convenient  reference 
only  and  are  not  to  be  construed  as  rules. 

Rule  1.  Excerpts  from  Laws  Pertaining  to  Cer¬ 
tificates  of  Occupancy. 

1.1  New  York  City  Charter. 

§  645  a.  (3).  The  superintendent  shall  have  ex¬ 
clusive  power:  to  issue  certificates  of  occupancy 
for  any  building  or  structure  situated  in  his  bor¬ 
ough. 

§  646  a.  No  building  or  structure  hereafter  con¬ 
structed  may  be  occupied  or  used  in  whole  or  in 
part  for  any  purpose  until  a  certificate  of  occu¬ 
pancy  has  been  issued. 

b.  No  building  or  structure  or  part  thereof  for 
which  a  certificate  of  occupancy  has  not  be  pre¬ 
viously  issued  or  required  shall  be  occupied  or 
used  for  any  purpose  whatever  in  case  such  build¬ 
ing  shall  hereafter  be  altered  or  converted  so  as 
to  decrease  or  increase  the  number  of  living  rooms 
or  apartments,  until  a  certificate  of  occupancy 
has  been  issued. 


c.  No  building  hereafter  altered  or  converted 
from  one  class  to  another  class  shall  be  occu¬ 
pied  or  used  for  any  purpose  whatever  in  case 
such  building  was  vacant  during  the  progress  of 
the  work.  In  case  such  an  alteration  does  not 
necessitate  the  vacation  of  the  building  during  the 
progress  of  the  work,  the  occupancy  or  use  of  the 
building  shall  not  continue  more  than  thirty  days 
after  the  completion  of  suclj  alteration,  unless  a 
certificate  of  occupancy  has  been  issued. 

d.  A  certificate  of  occupancy  of  a  building  or 
structure  shall  certify  that  such  building  or  struc¬ 
ture  conforms  to  the  requirements  of  all  laws, 
rules,  regulations  and  orders  applicable  to  it  and 
shall  be  in  such  form  as  the  board  of  standards 
and  appeals  shall  authorize. 

e.  A  certificate  of  occupancy  shall  not  be  issued 
for  the  occupancy  of  a  building  as  a  multiple 
dwelling  not  previously  authorized  to  be  used 
or  occupied  as  a  multiple  dwelling  as  defined  in 
the  Multiple  Dwelling  Law,  unless  the  Division 
of  Housing  shall  have  certified  in  writing  after 
an  inspection  of  such  building  that  such  occu¬ 
pancy  is  lawful. 

f.  No  certificate  of  occupancy  shall  be  issued 
for  any  building,  structure,  enclosure,  place  or 
premises  wherein  containers  for  combustibles, 
chemicals,  explosives,  inflammables  and  other 
dangerous  substances,  articles,  compounds  or  mix¬ 
tures  are  stored,  or  wherein  automatic  or  other 
fire  alarm  systems  or  fire  extinguishing  equip¬ 
ment  are  required  by  law  to  be  or  are  installed, 
until  the  fire  commissioner  has  tested  and  in¬ 
spected  and  has  certified  his  approval  in  writing 
of  the  installation  of  such  containers,  systems  or 
equipment  to  the  superintendent  of  the  borough 
in  which  the  installation  has  been  made.  Such 
approval  shall  be  recorded  on  the  certificate  of 
occupancy. 

g.  Every  certificate  of  occupancy  shall,  unless 
and  until  set  aside  or  vacated  by  the  board  of 
standards  and  appeals  or  a  court  of  competent 
jurisdiction,  be  and  remain  binding  and  conclu¬ 
sive  upon  all  agencies  and  officers  of  the  city,  and 
shall  be  binding  and  conclusive  upon  the  depart¬ 
ment  of  labor  of  the  state  of  New  York,  as  to 
all  matters  therein  set  forth,  and  no  order,  di¬ 
rection  or  requirement  at  variance  therewith  shall 
be  made  or  issued  by  any  agency  or  officer  of  the 
city,  nor  by  the  department  of  labor  of  the  state 
of  New  York,  or  any  commissioner,  board,  officer 
or  member  thereof. 

h.  The  superintendent  of  the  borough  in  which 
a  building  or  structure  is  located  may,  on  request 
of  the  owner  or  his  authorized  representative, 
issue  a  temporary  certificate  of  occupancy  for  any 
part  of  such  building  or  structure,  provided  that 
such  temporary  occupancy  or  use  would  not  in 
any  way  jeopardize  life  or  property;  but  no  such 
temporary  certificate  shall  be  issued  in  the  case 
of  a  multiple  dwelling  unless  and  until  certificates 
are  issued  pursuant  to  subdivisions  e  and  f  of 
this  section. 

i.  The  term  “class”  as  used  in  this  chapter 
refers  to  the  classification  of  buildings  in  the 
building  code  or  local  law  regulating  building 
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as  it  may  be  amended  from  time  to  time  and  shall 
be  deemed  to  refer  also  to  the  terms  “class”  or 
“kind  as  used  in  the  multiple  dwelling  law  where 
such  law  is  affected. 

1.2  Extracts  from  Zoning  Resolution  of  New  York 
City. 

§  6.  Existing  Building  and  Premises,  (a)  Any 

use  existing  in  any  building  or  premises  on 
July  25,  1916,  and  not  conforming  to  the  regula¬ 
tions  of  the  use  district  in  which  it  is  maintained, 
may  be  continued  therein  except  as  provided  in 
§  2l-A.  No  then  existing  building  designed,  ar¬ 
ranged,  intended  or  devoted  to  a  use  not  per¬ 
mitted  by  this  article  in  th<4  district  in  which  such 
use  is  located  shall  be  enlarged,  extended,  recon¬ 
structed  or  structurally  altered  unless  such  use 
is  changed  to  a  use  permitted  in  the  district  in 
which  such  building  is  located.  Such  building 
may,  however,  be  reconstructed  or  structurally 
altered  to  an  extent  not  greater  than  50  per  cent 
of  the  value  of  the  building,  exclusive  of  founda¬ 
tions,  provided  that  no  use  in  such  building  is 
changed  or  extended. 

(b)  Any  use  existing  in  any  building  or  premises 
lawfully  established  subsequent  to  July  25,  1916, 
and  not  conforming  to  the  regulations  of  the  use 
district  in  which  it  is  maintained,  may  be  con¬ 
tinued  therein  except  as  provided  in  21-A. 

§22.  Unlawful  Use;  Certificate  of  Occupancy. 

It  shall  be  unlawful  to  use  or  permit  the  use  of 
any  building  or  premises  or  part  thereof  here¬ 
after  created,  erected,  changed  or  converted 
wholly  or  partly  in  its  use  or  structure  until  a 
certificate  of  occupancy  to  the  effect  that  the 
building  or  premises  or  the  part  thereof  so 
created,  erected,  changed  or  converted  and  the 
proposed  use  thereof  conform  to  the  provisions 
of  this  resolution  shall  have  been  issued  by  the 
Department  of  Housing  and  Buildings.  In  the 
case  of  such  buildings  or  premises  it  shall  be  the 
duty  of  the  Department  of  Housing  and  Buildings 
to  issue  a  certificate  of  occupancy  within  ten 
days  after  a  request  for  the  same  shall  be  filed 
in  its  office  by  any  owner  of  a  building  or  premises 
affected  by  this  resolution,  provided  said  build¬ 
ing  or  premises  or  the  part  thereof  so  created, 
erected,  changed  or  converted  and  the  proposed 
use  thereof  conform  with  all  the  requirements 
herein  set  forth.  Under  rules  and  regulations  of 
the  Board  of  Standards  and  Appeals  a  temporary 
certificate' of  occupancy  for  a  part  of  a  building 
may  be  issued  by  the  Department  of  Housing  and 
Buildings.  Upon  written  request  from  the  owner, 
the  Department  of  Housing  and  Buildings  shall 
issue  a  certificate  of  occupancy  for  any  building 
or  premises  existing  at  the  time  of  the  passage  of 
this  resolution  certifying  after  inspection  the  use 
of  the  building  or  premises  and  whether  such  use 
conforms  to  the  provisions  of  this  resolution. 

1.3  Extracts  from  Administrative  Building  Code. 
Article  3,  Sub-article  1,  Group  3 — Certificate  of 
Occupancy. 

C26-181.0.  Certificates  of  occupancy  for  new 
structures. 

a.  It  shall  be  unlawful  to  occupy  or  use  any 
structure  erected  after  January  1st,  nineteen  hun¬ 
dred  thirty-eight,  in  violation  of  section  six  hun¬ 
dred  forty-six,  subdivision  a  of  the  charter.  The 
superintendent  shall  issue  a  certificate  of  occu¬ 
pancy,  in  such  form  as  may  be  authorized  by  the 
board,  certifying  that  such  structure  conforms 


substantially  to  the  approved  plans  and  specifi¬ 
cations  and  the  requirements  of  the  laws  govern¬ 
ing  building  construction  applicable  to  structures 
of  the  class  and  kind  of  such  structure. 

b.  A  certificate  of  occupancy  shall  be  issued 
only  in  conformity  with  section  six  hundred  forty- 
six,  subdivision  e  of  the  charter. 

c.  A  certificate  of  occupancy  shall  be  issued  in 
conformity  with  section  six  hundred  forty-six, 
subdivision  f  of  the  charter. 

C26-182.0.  Temporary  Certificate  of  Occupancy. 

— The  superintendent  may  issue  a  temporary  cer¬ 
tificate  of  occupancy  for  part  of  a  structure,  pur¬ 
suant  to  section  six  hundred  forty-six,  subdivi¬ 
sion  h  of  the  charter.  Original  temporary  certifi¬ 
cates  of  occupancy  may  be  granted  for  periods  of 
not  more  than  ninety  days  and  be  subject  to  re¬ 
newal  by  the  superintendent  for  similar  periods  of 
not  more  than  ninety  days  at  his  discretion. 

C26-183.0.  Occupancy  of  Altered  Structures. — 

a.  It  shall  be  unlawful  to  occupy  or  use  in  whole 
or  in  part,  for  any  purpose  whatever,  any  struc¬ 
ture  altered  after  January  first,  nineteen  hundred 
thirty-eight,  which  was  vacant  during  the  progress 
of  the  work  of  alteration  until  a  certificate  of  oc¬ 
cupancy  shall  have  been  issued  by  the  Superin¬ 
tendent,  certifying  that  the  work  for  which  the 
permit  was  issued  has  been  completed  substan¬ 
tially  in  accordance  with  the  approved  plans  and 
specifications  and  the  provisions  of  the  laws  gov¬ 
erning  building  construction  applying  to  such  an 
alteration. 

b.  In  case  such  structure  has  been  substantially 
altered  so  as  to  affect  any  existing  means  of 
egress  or  has  been  converted  or  altered  from  one 
class  to  another  class  or  has  been  converted 
or  altered  so  as  to  increase  the  number  of  living 
rooms  or  apartments  in  the  building  and  such  al¬ 
teration  does  not  necessitate  the  vacation  of  the 
building  during  the  progress  of  the  work,  the 
occupancy  or  use  of  the  building  shall  not  con¬ 
tinue  more  than  thirty  days  after  the  completion 
of  such  alteration,  unless  a  certificate  of  occu¬ 
pancy  has  been  issued  by  the  superintendent.  The 
term  “class”  as  used  herein  refers  to  the  classifi¬ 
cation  of  buildings  in  this  title  and  also  to  the 
terms  “class  and  kind”  as  used  in  the  multiple 
dwelling  law  when  such  law  is  affected. 

C26- 184.0.  Occupancy  of  Existing  Structures. — 
The  legal  occupancy  and  use  of  any  structure  ex¬ 
isting  on  January  first,  nineteen  hundred  thirty- 
eight,  may  continue,  except  as  may  be  specifically 
prescribed  by  this  title  or  as  may  be  necessary 
for  the  safety  of  life,  health  or  property.  Upon 
written  request  from  the  owner,  the  superinten¬ 
dent  shall  issue  a  certificate  of  occupancy  for  any 
structure  existing  on  January  first,  nineteen  hun¬ 
dred  thirty-eight,  certifying,  after  verification  by 
inspection,  such  occupancy  or  use  of  such  struc¬ 
ture,  provided  that  at  the  time  of  issuing  such 
certificate  there  are  no  notices  of  violation,  or 
other  notices  or  orders,  pending  in  the  depart¬ 
ment. 

C26-185.0.  Change  of  Occupancy. — It  shall  be 
unlawful  to  make  any  changes  of  occupancy  or 
use  of  any  structure  if  such  change  is  inconsistent 
with  the  last  issued  certificate  of  occupancy.  It 
shall  be  unlawful  to  make  any  change  of  occu¬ 
pancy  in  a  structure,  existing  on  January  first, 
nineteen  hundred  thirty-eight,  which  would  bring 
it  under  some  special  provision  of  the  laws  gov- 
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erning  building  construction,  unless  a  certificate 
is  issued  by  the  superintendent  certifying  that 
such  structure  conforms  to  the  provisions  of  the 
laws  governing  building  construction  for  the  pro¬ 
posed  new  occupancy  and  use  and  that  the  pro¬ 
posed  use  will  not  be  in  conflict  with  any  provi¬ 
sions  of  the  labor  law,  multiple  dwelling  law  or 
the  building  zone  Resolution. 

C26-186.0.  Contents  of  certificates  of  occu¬ 
pancy. — In  addition  to  the  certification,  required 
by  this  article,  of  compliance  with  the  approved 
plans  and  application  and  with  the  provisions  of 
laws  governing  building  construction,  each  certi¬ 
ficate  of  occupancy  shall  state  the  purposes  for 
which  the  structure  may  be  used  in  its  several 
parts,  the  maximum  permissible  live  loads  on 
the  several  floors,  the  number  of  persons  which 
may  be  accommodated  in  the  several  stories  and 
any  special  stipulations  of  the  permit. 

C26-187.0.  Affidavits  accompanying  applications 
for  certificates  of  occupancy. — a.  Applications  to 
the  superintendent  for  a  certificate  of  occupancy 
for  a  structure,  the  plans  for  which  were  accom¬ 
panied  by  an  affidavit  as  required  by  section 
C26-161.0,  may  be  accompanied  by  an  affidavit 
of  the  licensed  architect  or  licensed  professional 
engineer  who  filed  the  original  plans  or  of  the 
licensed  architect  or  licensed  professional  engi¬ 
neer  who  supervised  the  construction  of  the 
work. 

b.  In  case  the  application  for  the  certificate  of 
occupancy  is  not  accompanied  by  the  affidavit  of 
the  licensed  architect  or  licensed  professional  engi¬ 
neer  who  filed  the  original  plans  or  who  super¬ 
vised  the  construction  work,  it  shall  be  accom¬ 
panied  by  the  affidavit  of  a  superintendent  of  con¬ 
struction  who  supervised  the  construction  work 
and  who  has  had  at  least  ten  years’  experience 
in  supervising  building  construction  work. 

c.  The  affidavit  of  a  licensed  architect,  licensed 
professional  engineer  or  superintendent  of  con¬ 
struction  who  supervised  the  construction,  shall 
state  that  the  deponent  has  examined  the  approved 
plans  of  the  structure  for  which  a  certificate  of 
occupancy  is  sought,  and  that  to  the  best  of  his 
knowledge  and  belief  the  structure  has  been 
erected  in  accordance  with  the  approved  plans, 
and  as  erected  complies  with  the  laws  governing 
building  construction,  except  in  so  far  as  varia¬ 
tions  therefrom  have  been  legally  authorized. 
Such  variations  shall  be  specified  in  the  affidavit. 

C26-188.0.  Issuance  and  filing  of  certificate  of 
occupancy^ — a.  The  superintendent  shall  issue  cer¬ 
tificates  of  occupancy  for  a  structure  within  ten 
days  after  written  application  therefor,  if  at  the 
date  of  such  application  such  structure  shall  be 
entitled  thereto.  A  record  of  all  certificates  shall 
be  kept  in  the  department  and  copies  shall  be 
furnished,  on  request  and  on  the  payment  of  a 
fee  of  fifty  cents  per  copy,  to  any  person  having 
a  proprietary  interest  in  the  structure  affected. 

b.  Certificates  of  occupancy  for  structures 
erected  after  January  first,  nineteen  hundred 
thirty-eight,  shall  be  issued  only  after  the  floor 
load  signs,  required  by  Section  C26-343.0  have 
been  installed. 

C26-273.0c  4.  Prior  to  the  occupation  of  any 
structure  erected  or  altered  after  January  first, 
nineteen  hundred  thirty-eight,  the  authorized  oc¬ 
cupancy  for  each  floor  of  such  structure,  as  stated 
in  the  certificate  of  occupancy,  shall  be  perma¬ 


nently  posted  under  glass  and  maintained  in  the 
main  entrance  hall  of  such  structure. 

C26-718.0.  Certificate  of  occupancy  for  the  use 
of  roofs. — It  shall  be  unlawful  to  use  the  roof 
of  any  structure,  including  factories  and  multi¬ 
ple  dwellings,  for  witnessing  contests,  games,  ex¬ 
hibitions,  amusements  or  similar  spectacles,  or  as 
a  place  of  public  assembly  for  any  purpose,  un¬ 
less  such  structure  or  such  part  thereof  has  been 
designated  in  its  certificate  of  occupancy  as  a 
place  to  be  used  for  such  purposes. 

1.4  Extract  from  Multiple  Dwelling  Law. 

§  301.  Certificate  of  compliance  or  occupancy 

No  tenement  house  shall  hereafter  be  occupied 
in  whole  or  in  part  for  human  habitation  until  the 
issuance  of  a  certificate  by  the  department 
charged  with  the  enforcement  of  the  tenement 
house  law  or  of  this  chapter  that  said  building 
conforms  in  all  respects  to  the  requirements  of 
the  tenement  house  law  or  of  this  chapter.  No 
building  hereafter  constructed  as  or  altered  or 
converted  into  a  multiple  dwelling  shall  be  oc¬ 
cupied  in  whole  or  in  part  for  human  habitation 
until  the  issuance  of  a  certificate  by  the  depart¬ 
ment  charged  with  the  enforcement  of  this  chap¬ 
ter  that  said  building  conforms  in  all  respects  to 
the  requirements  of  this  chapter.  Such  certificate 
shall  be  issued  within  ten  days  after  written  ap¬ 
plication  therefor  if  said  building  at  the  date  of 
such  ••application  shall  be  entitled  thereto.  Such 
a  certificate,  or  the  record  in  the  department 
aforesaid  that  such  a  certificate  has  been  issued 
or  a  statement  signed  by  the  head  of  such  de¬ 
partment  that  such  a  certificate  has  been  issued, 
may  be  relied  upon  by  every  person  who  in  good 
faith  purchases  a  multiple  dwelling  or  who  in 
good  faith  lends  money  upon  the  security  of 
mortgage  covering  such  dwelling.  Whenever  any 
person  has  so  relied  upon  such  certificate,  no  claim 
that  such  dwelling  had  not,  prior  to  the  issuance 
of  such  certificate,  conformed  in  all  respects  to 
the  provisions  of  this  chapter  shall  be  made  against 
such  person  or  against  the  interest  of  such  person 
in  a  multiple  dwelling  to  which  such  a  certificate 
applies  or  concerning  which  such  a  statement  has 
been  issued. 

2.0  General. 

2.1  When  a  certificate  is  requested  for  any  use  of 
a  building  or  premises  existing  prior  to  March 
14,  1916,  and  which  has  been  duly  inspected 
and  found  to  have  been  so  used  and. occupied 
or  arranged  to  be  so  used  and  occupied  prior 
to  March  14,  1916,  and  since  that  date  there 
has  been  no  alteration  or  conversion  to  a  use 
or  occupancy  that  changed  its  classification  as 
defined  in  the  Administrative  Building  Code 
or  the  Zoning  Resolution,  and  so  long  as 
the  building  is  not  altered,  except  in  accord¬ 
ance  with  all  laws  applicable  thereto,  the 
existing  use  and  occupancy  may  be  continued 
and  a  certificate  therefor  may  be  issued. 
Irrespective  of  the  provisions  of  C26-184.0, 
any  use  or  occupancy  of  any  building  or  prem¬ 
ises  existing  prior  to  March  14,  1916  for 
which  no  certificate  of  occupancy  was  then 
required  or  any  building  or  premises  there¬ 
after  devoted  to  a  use  or  occupancy  which 
complied  with  all  laws,  rules  and  regulations 
at  the  time  such  occupancy  or  use  of  such 
building  or  premises  was  established,  is  en¬ 
titled,  upon  application  to  the  Department  of 
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Housing  and  Buildings,  to  receive  a  certifi¬ 
cate  of  occupancy  as  of  the  then  date  for  the 
then  lawful  use.  No  certificate  for  such 
building  or  premises  shall,  however,  be  is¬ 
sued  as  of  a  later  date  unless  the  use  has 
been  continued  and  no  violations  of  law  exist 
or  until  all  violations  of  law  have  been  cor¬ 
rected. 

2.2  When  a  certificate  of  occupancy  is  requested 
for  the  use  or  occupancy  of  a  building  or 
premises  erected  or  established  after  March 
14,  1916  and  for  which  no  certificate  of  occu¬ 
pancy  was  obtained,  a  certificate  of  occupancy 
may  be  issued  as  of  the  date  of  the  then  law¬ 
ful  use. 

2.3  Any  certificate  of  occupancy  heretofore  is¬ 
sued  which  does  not  definitely  state  the 
then  existing  use  and  occupancy  shall  be 
deemed  by  implication  to  mean  that  the  use 
and  occupancy  of  the  premises  at  the  time 
of  the  issuance  of  the  certificate  of  occupancy 
was  lawful  under  all  the  then  existing  laws. 

2.4  Not  more  than  one  certificate  of  occupancy 
shall  be  issued  for  any  one  building  or  group 
of  buildings  on  the  same  lot  or  for  the  use 
of  land  irrespective  of  the  existence  of  mixed 
occupancy. 

No  certificate  of  occupancy  shall  be  issued 
for  a  use  or  occupancy  lawfully  accessory  to 
the  basic  use  but  a  notation  of  same  may  be 
included  on  the  certificate. 

2.5  Whenever  the  occupancy  in  number  of  per¬ 
sons  is  given  on  the  certificate  of  occupancy 
floor  by  floor,  such  occupancy  as  given  there¬ 
in  shall  be  based  on  the  maximum  capacity 
of  the  floors,  including  the  legal  allowances 
for  exits,  fire  protection,  toilets,  ventilation 
and  equipment  of  the  structure. 

2.6  Unless  with  the  approval  of  the  Borough 
Superintendent,  the  superimposed,  uniformly 
distributed  loads,  or  concentrated  loads  pro¬ 
ducing  the  same  stresses  in  the  construction 
in  any  story  shall  not  exceed  the  live  loads 
specified  on  the  certificate  of  occupancy;  the 
number  of  persons  of  either  sex  in  any  story 
shall  not  exceed  that  specified  when  sex  is 
indicated,  nor  shall  the  aggregate  number  of 
persons  in  any  story  exceed  the  specified 
total;- and  the  use  to  which  any  story  may 
be  put  shall  be  restricted  to  that  fixed  by  this 
certificate  except  as  specifically  stated.  When 
such  changes  are  lawfully  made,  a  super¬ 
seding  certificate  of  occupancy  shall  be  ob¬ 
tained. 

2.7  Unless  an  approval  for  the  same  has  been 
obtained  from  the  Borough  Superintendent,  no 
change  or  rearrangement  in  the  structural 
parts  of  the  building,  or  affecting  the  light 
and  ventilation  of  any  part  thereof,  or  in  the 
exit  facilities,  shall  be  made;  no  enlargement, 
whether  by  extending  on  any  side  or  by  in¬ 
creasing  in  height  shall  be  made;  nor  shall 
the  building  be  moved  from  one  location  or 
position  to  another;  nor  shall  there  be  any 
reduction,  diminution  or  change  of  the  area 
of  the  lot  or  plot  on  which  the  building  is 
located.  Upon  completion,  a  superseding  cer¬ 
tificate  of  occupancy  shall  be  obtained. 

2.8  The  building  or  any  part  thereof  or  the 
premises  shall  not  be  used  or  occupied  for 


any  purpose  other  than  that  for  which  it  is 
specifically  certified. 

2.9  The  certificate  does  not  in  any  way  relieve 
the  owner  or  owners  or  any  other  person  or 
persons  in  possession  or  control  of  the 
building  or  any  part  thereof,  from  obtaining 
such  other  permits,  licenses  or  approvals  as 
may  be  prescribed  by  law  for  the  uses  or 
purposes  for  which  the  building  is  designed 
or  intended;  nor  from  obtaining  the  special 
certificates  required  for  the  use  and  opera¬ 
tion  of  elevators  nor  from  the  installation  of 
fire  alarm  systems  where  required  by  law; 
nor  from  complying  with  any  lawful  order 
for  additional  fire  extinguishing  appliances 
under  the  discretionary  powers  of  the  fire 
commissioner;  nor  from  complying  with  any 
lawful  order  issued  with  the  object  of  main¬ 
taining  the  building  in  a  safe  or  lawful  con¬ 
dition;  nor  from  complying  with  any  author¬ 
ized  direction  to  remove  encroachments  into 
a  public  highway  or  other  public  place, 
whether  attached  to  or  part  of  the  building 
or  not. 

2.10  If  the  certificate  is  marked  “Temporary,”  it 
is  applicable  only  to  those  parts  of  the  build¬ 
ing  indicated  on  its  face,  and  certifies  to  the 
lawful  use  and  occupancy  of  only  such  parts 
of  the  building  or  premises;  it  is  subject  to 
all  the  provisions  and  conditions  applying  to 
a  final  or  permanent  certificate;  it  is  not  ap¬ 
plicable  to  any  building  under  the  jurisdic¬ 
tion  of  the  Housing  Division  unless  it  is  also 
approved  and  endorsed  by  them,  and  it  must 
be  replaced  by  a  final  certificate  at  the  date 
of  expiration. 

2.11  Each  certificate  of  occupancy  when  issued  by 
the  Department  of  Housing  and  Buildings 
shall  contain  a  pertinent  answer  to  every  item 
listed  thereon  and  shall  include  an  answer  to 
every  question.  The  terminology  to  be  used 
in  answer  to  all  questions  appearing  on  the 
certificate  of  occupancy  shall  be  consistent 
with  that  used  in  the  Charter,  the  Administra¬ 
tive  Building  Code  and  the  Zoning  Resolution. 
Upon  the  issuance  of  a  superseding  certificate 
of  occupancy,  all  existing  certificates  of  oc¬ 
cupancy  shall  be  marked  “void”  in  the  records 
of  the  Department  of  Housing  and  Buildings 
and  the  superseding  certificate  number  re¬ 
corded  thereon. 

2.12  No  final  certificate  of  occupancy  shall  be  is¬ 
sued  until  all  the  work  has  been  completed 
under  permits  and  plans  and  all  subsequent 
amendments  thereto  have  been  fully  carried 
out  in  compliance  with  the  plans  and  specifi¬ 
cations  and  all  applicable  laws. 

2.13  Whenever  a  certificate  of  occupancy  is  issued 
by  the  Borough  Superintendent,  a  copy  shall 
be  immediately  sent  to  the  Fire  Commissioner. 

2.14  The  certificate  of  occupancy  shall  be  in  the 
form  as  contained  in  these  rules  and  as  ap¬ 
proved  by  the  Board.  When  the  word  “Exist¬ 
ing”  is  on  such  certificate,  it  refers  to  the 
lawful  occupancy  of  buildings  erected  prior 
to  March  14,  1916.  When  the  word  “Tem¬ 
porary”  is  on  a  certificate,  it  refers  to  the 
permission  to  occupy  any  part  of  any  build¬ 
ing  or  premises  under  the  provisions  of  Sec¬ 
tion  646h,  New  York  City  Charter,  and 
C26-182.0,  Administrative  Building  Code. 
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DEPARTMENT  OF  HOUSING  AND  BUILDINGS 
BOROUGH  OF  ,  CITY  OF  NEW  YORK 

No . 

Date . 

CERTIFICATE  OF  OCCUPANCY 

Standard  form  adopted  by  the  Board  of  Standards  and  Appeals  and  issued  pursuant  to  Section  646  of  the  New  York 
City  Charter,  and  Sections  C26-181.0  to  C26-188.0  inclusive,  Administrative  Building  Code  and  the  Rules  of  the 
Board. 

This  certificate  supersedes  C.O.  # 

To  the  owner  or  owners  of  the  building  or  premises : — 

THIS  CERTIFIES  that  the  new — altered — existing — building — premises  located  at 

Block  ,  Lot  conforms  substantially  to  the  approved 

plans  and  specifications,  and  to  the  requirements  of  the  building  code,  zoning  resolution  and  all  other  laws  and 
ordinances,  and  of  the  rules  and  regulations  of  the  Board  of  Standards  and  Appeals,  applicable  to  a  building  of 
its  class  and  kind  at  the  time  the  permit  was  issued;  and  CERTIFIES  FURTHER  that  when  the  provisions  of 
Section  646f  of  the  New  York  City  Charter  are  applicable  to  the  building  or  premises,  and  that  such  evidence  of 
a  report  of  the  Fire  Commissioner  to  the  Borough  Superintendent  that  the  requirements  have  been  complied 
with  is  recorded  hereon . Yes . No. 

N.B.  or  Alt.  No.  .  Construction  classification 

Occupancy  classification  .  Height  stories,  feet. 

Date  of  completion  .  Located  in  Use  District 

Area  .  Height  .  Zone  at  time  of  issuance  of  permit 

THIS  CERTIFICATE  IS  ISSUED  SUBJECT  TO  THE  LIMITATIONS  HEREINAFTER  SPECIFIED  AND  TO 
TFIE  FOLLOWING  RESOLUTIONS  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS: 


( Calendar  numbers  to  be  inserted  here ) 

PERMISSIBLE  USE  AND  OCCUPANCY 


STORY 

LIVE  LOADS 

LBS.  PER  SO.  FT. 

PERSONS  ACCOMMODATED 

USE 

MALE 

FEMALE 

TOTAL 

• 

Delivered  To: 
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Borough  Superintendent 
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EXTRACTS  FROM  THE  ADMINISTRATIVE  CODE  OF  THE  CITY  OF  NEW  YORK, 

RELATING  TO  REFRIGERATING  SYSTEMS 


General  Provisions. 

§C19-2.0.  Definitions. 

Unless  otherwise  expressly  stated,  whenever  used  in  this 
chapter  the  following  terms  shall  respectively  be  deemed 
to  mean : 

34.  Refrigerating  system,  a  combination  of  apparatus  in 
which  a  refrigerant  is  circulated  for  the  purpose  of  ex¬ 
tracting  heat. 

(a)  The  parts  of  the  system  are  the  compressor,  gen¬ 
erator,  condenser,  absorber,  receiver,  shell  type  or  tube  type 
apparatus,  pipes,  vessels,  or  other  parts,  containing  refrig¬ 
erant. 

(b)  Direct  refrigeration,  a  system  in  which  the  refrig¬ 
erant  is  circulated  to  the  substance  or  space  refrigerated. 

(c)  Indirect  refrigeration,  a  system  in  which  brine 
cooled  by  the  refrigerant  is  circulated  to  the  substance  or 
space  refrigerated. 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine 
used  to  produce  refrigeration. 

(e)  Irritant  refrigerant,  any  refrigerant  which  when 
breathed,  attacks  the  throat  or  lungs. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the 
hydrocarbon  class. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will 
burn  or  explode  when  mixed  with  certain  proportions  of 
air. 

(h)  Refrigerating  machinery  room,  a  room  in  which 
is  located  a  refrigerating  system  containing  refrigerant,  but 
not  including  expansion  coils  when  located  in  cold  storage 
rooms  or  expansion  coils  when  located  in  refrigerator  boxes. 

(i)  Factor  of  safety,  the  multiple  three  and  one-third 
(3 l/z ),  the  product  of  which  and  the  test  pressure,  con¬ 
stitutes  the  probable  rupture  pressure. 

(j)  Pressure  imposing  element,  that  apparatus  which 
draws  the  refrigerant  from  the  low  pressure  or  low  tem¬ 
perature  side  of  the  system  and  discharges  it  into  the  high 
pressure  or  high  temperature  side  of  the  system. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature 
responsive  mechanism  for  automatically  stopping  the  oper¬ 
ation  of  the  pressure  imposing  element. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the 
refrigerating  system  is  used  for  the  transmission  of  heat. 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a 
rupture  member,  fusib'e  plug  or  other  approved  device  for 
relieving  the  pressure. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring 
or  other  means  to  automatically  relieve  pressure  in  excess 
of  its  setting. 

(o)  Rupture  member,  a  device  that  will  automatically 
rupture  at  a  pre-determined  pressure. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to 
a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid 
refrigerant.' 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig¬ 
erant  constructed  to  conform  to  the  regulations  of  the  Inter¬ 
state  Commerce  Commission. 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing 
the  ammonia  or  other  soluble  vapor  with  water. 

(s)  Stop  valve,  a  cut-off  valve  for  use  during  normal 
operation. 

(t)  Service  valve,  a  key-operated  shut-off  valve  used 
only  during  shipment,  installation  or  repairs. 

(u)  Fusible  plug,  a  device  having  a  predetermined- 
temperature  fusible  member  for  the  relief  of  pressure. 

§C26-235.0.  Definitions. 

(a)  Public  Buildings.  Public  buildings  are  structures 
or  parts  of  structures  in  which  persons  congregate  for 
civic,  political,  educational,  religious  or  recreational  pur¬ 
poses,  or  in  which  persons  are  harbored  to  receive  medical, 


charitable  or  other  care  or  treatment,  or  in  which  persons 
are  held  or  detained  by  reason  of  public  or  civic  duty,  or 
for  correctional  purposes,  including  among  others,  court 
houses,  schools,  colleges,  libraries,  museums,  exhibition 
buildings,  lecture  halls,  churches,  assembly  halls,  lodge 
rooms,  club  houses  with  more  than  five  sleeping  rooms, 
dance  halls,  theatres,  bath  houses,  hospitals,  asylums,  armo¬ 
ries,  fire  houses,  police  stations,  jails  and  passenger  depots. 

(b)  Residence  Buildings.  Residence  buildings  are 
structures  or  parts  of  structures  in  which  sleeping  accom¬ 
modations  are  provided,  except  such  as  may  for  other 
reasons  be  classed  as  public  buildings,  including  multiple 
dwellings  as  defined  in  the  Multiple  Dwelling  Law. 

(c)  Commercial  Buildings.  Commercial  buildings  are 
structures  or  parts  of  structures,  which  are  not  public 
buildings  or  residence  buildings,  including  among  others, 
office  buildings,  factory  buildings,  salesrooms  (stores), 
markets,  restaurants,  warehouses,  freight  depots,  car  barns, 
stables,  garages,  motor  vehicle  repair  shops,  factories, 
laboratories,  smoke  houses,  grain  elevators,  coal  pockets, 
central  station  power  plants  and  electric  sub-stations. 


Bonds  and  Fees. 

§C1 9-24.0.  Fees  for  Permits. 

Applicants  for  permits  under  the  provisions  of  this  chap¬ 


ter  shall  pay  annual  fees  as  follows : 

35.  Refrigerating  systems : 

Class  A  systems .  $20.00 

Class  B  systems .  10.00 

Class  C  systems  containing  over  six  pounds 

of  refrigerant  .  5.00 

Class  C  systems  containing  six  pounds  or 

less  of  refrigerant  .  L00 


C19-  96.0. 
C26-214.0. 
C19-  97.0. 
C19-  98.0. 
C19-  99.0. 
C19-100.0. 
09-101. 0. 
C19-102.0. 
C19-103.0. 
C19-104.0. 
09-105.0. 
09-106.0. 
09-107.0. 


Refrigerating  Systems. 

Permits. 

Supervision. 

Classification. 

Permissible  locations. 

Refrigerating  machinery  rooms  and  ventilation. 
Open  flames  and  electrical  equipment. 

Testing. 

Piping. 

Safety  devices. 

Size  of  safety  devices. 

Location  and  discharge  of  safety  devices. 
Operating  precautions. 

Equipment  diagrams. 


§C1 9-96.0.  Permits. 

(a)  Except  as  hereinafter  provided  in  this  article  it  shall 
be  unlawful  to  maintain  or  operate  a  refrigerating  system 
without  a  permit. 

(b)  A  permit  will  not  be  required  for  a  Class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house  or  a  business 
building. 

(c)  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article, 
as  are  deemed  by  the  fire  commissioner  necessary  in  the 
interest  of  public  safety. 

NOTE: — The  Fire  Chief  and  Commissioner  prescribed 
under  date  of  April  4,  1934,  the  following : 

1.  That  the  refrigerants  dichlorodifluoromethane,  known 
as  “Freon”  (“Kinetic  No.  12”  also  “F-12”)  CC12F2  also 
dichlorotetrafluoroethane  (“F-114”)  C2C12F4  and  mono- 

fluorotrichloromethane  (“F-ll”)  CFC3  are  non-flammable 
and  non-irritant,  unless  otherwise  hereinafter  provided,  and 
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shall  be  regulated  in  accordance  with  the  provisions  of 
Article  18  of  Chapter  19  of  the  Administrative  Code,  as 
such,  except,  when  used  in  a  room  or  rooms  in  which  there 
is  an  open  flame  or  apparatus  to  produce  an  open  flame, 
when  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply. 

2.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114  are  restricted  to  parts  of  a  building  so  specified  in 
Section  C19-98.0  (b)  for  refrigerants  other  than  non¬ 
irritant  and  non-flammable. 

3.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114  used  for  air  conditioning  are  restricted  to  the  indi¬ 
rect  method  except  that  the  direct  method  may  be  used  in 
parts  of  a  building  so  specified  in  Section  C19-98.0  (b) 
for  refrigerants  other  than  non-irritant  and  non-flammable. 

4.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114  shall  not  be  installed  or  maintained  in  or  on  the 
stairways,  halls,  lobbies,  entrances,  exits  or  auditoriums  of 
any  building. 

5.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114,  shall  not  be  installed  or  .maintained  in  a  hospital,  un¬ 
less  the  entire  system  is  confined  in  a  fireproof  machinery 
room,  used  for  no  other  purpose,  and  in  which  no  open 
flame  shall  be  employed,  except  that  the  Class  “C”  system 
containing  not  more  than  10  pounds  of  refrigerant  may  be 
used  in  a  diet  kitchen  which  shall  be  cut  off  from  the  rest 
of  the  building  by  a  tight  fitting  self-closing  door  or  doors 
and  provided  with  a  window  or  windows  to  the  outside 
air.  All  open  flames,  and/or  apparatus  for  producing  an 
open  flame,  in  diet  kitchens  where  these  refrigerants  are 
used  shall  be  vented  to  the  outside  air  as  hereinafter  re¬ 
quired  in  Paragraph  8. 

6.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114  may  be  installed  or  maintained  in  a  hospital  private 
room,  having  tight  partitions  and  tight  fitting  self-closing 
door  or  doors  and  where  not  more  than  two  persons  are 
helpless  and/or  given  medical  treatment,  provided  there  is 
no  open  flame  and/or  apparatus  for  producing  an  open  flame 
in  such  room  and  when  the  system  contains  not  more  than 
10  pounds  of  refrigerant. 

7.  That  a  refrigerating  system  employing  F-ll,  F-12  or 
F-114  shall  not  be  installed  or  maintained  in  a  theatre 
and/or  motion  picture  theatre  unless  the  entire  system  is 
confined  in  a  fireproof  machinery  room,  used  for  no  other 
purpose,  and  in  which  no  open  flame  and/or  apparatus  to 
produce  such  open  flame  shall  be  employed,  except  that 
Class  “C”  systems  containing  not  more  than  ten  pounds  of 
refrigerant  may  be  installed  in  a  rest  room,  smoking  room 
or  lounging  room  provided  in  such  rooms  no  open  flame  or 
apparatus  to  produce  such  open  flame  shall  be  employed. 

8.  That  a  refrigerating  system  employing  F-ll,  F-12  or 
F-114  when  used  in  a  room  or  rooms  in  which  there  is  an 
open  flame  or  apparatus  to  produce  such  open  flame,  such 
open  flame  and/or  apparatus  shall  be  provided  with  a  hood 
and  independent  mechanical  ventilation  so  arranged  as  to 
convey  all  the  products  of  combustion  to  the  outside  of  the 
building.  This  provision  shall  apply  only  to  diet  kitchens 
of  hospitals  and  to  Class  “C”  systems  in  schools,  churches, 
dance  halls,  court  rooms,  police  stations,  jails,  asylums, 
subways,  passenger  depots,  rooms  opening  into  passenger 
depots  and/or  subways  and  such  other  places  as  are  deemed 
by  the  Fire  Commissioner  necessary  in  the  interest  of  pub¬ 
lic  safety. 

9.  That,  except  for  Class  “C”  systems  located  in  rooms 
in  which  no  open  flame  or  apparatus  to  produce  such  flame 
shall  be  employed  containing  not  more  than  ten  pounds  of 
refrigerant,  each  refrigerating  machinery  room  in  any  build¬ 
ing  in  which  F-ll,  F-12  or  F-114  are  used,  shall  be  main¬ 
tained  vapor-tight  and  provided  with  tight  fitting,  self¬ 
closing  doors,  in  accordance  with  Section  C19-99.0  (a). 

10.  That  each  refrigerating  machinery  room  in  which 
F-ll,  F-12  or  F-114  is  used,  shall  be  adequately  ventilated 
directly  to  the  outside  air  in  accordance  with  Section 
C19-99.0  (b),  1,  2,  3  and  4. 

11.  Test  pressures  and  setting  of  safety  valves  for  sys¬ 
tems  employing  F-ll,  F-12  or  F-114,  shall  be  included  in 
Section  C19-101.0  as  follows: 


Refrigerant 

Column  No.  1 

Column  No.  2 

Column  No.  3 

F-ll 

25 

15 

15 

F-12 

180 

120 

135 

F-114 

60 

30 

30 

12.  That  the  size  of  pressure  relief  valves  for  systems 
in  which  F-ll,  F-12  or  F-114  is  employed,  shall  be  as 
follows : 


Capacity  of  System  Number  Required 

Up  to  30  tons  One  )4  inch 

30  to  60  “  One  54  “ 

60  to  100  “  One  1  “ 

100  to  175  “  One  1 l/^  inches 

175  to  250  “  One  1)4  “ 

250  to  450  “  One  2 

450  to  900  “  Two  2 

13.  That  the  storage  of  F-ll,  F-12  or  F-114  shall  con¬ 
form  with  Section  C19-106.0  (c)-5  for  other  refrigerants. 

14.  That  all  other  sections  or  parts  of  Article  18  of  the 
Administrative  Code  not  so  mentioned,  shall  be  complied 
with. 

15.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114,  installed  prior  to  May  19,  1932,  shall  be  inspected, 
and  if  found  to  comply  with  the  rules,  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 
hazardous  character,  a  permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 
places  of  public  assembly  shall  be  made  to  comply  strictly 
with  these  rules. 

(d)  A  permit,  where  required,  shall  be  applied  for  forty- 
eight  hours  after  installation  is  completed,  containing  the 
name  of  the  person  for  whom  the  system  is  installed  and 
the  place  or  location  of  the  system. 

(e) _  Only  the  refrigerant  specified  in  the  permit  shall  be 
used  in  the  system. 

(f)  Refrigerating  systems  to  which  these  provisions 
cannot  be  applied,  may  be  maintained  and  operated  subject 
to  such  conditions  as  are  deemed  necessary  by  the  fire 
commissioner. 

§C26-214.0.  Refrigeration  System  Op¬ 
erators;  Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in  any 
building  any  refrigerating  system  containing  more  *han 
fifty  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  duly 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  only 
one  qualified  operator  will  be  required. 

(b)  It  shall  be  unlawful  to  maintain  or  operate  in  a 
public  building  or  exhibition  hall  any  Class  C  system  per¬ 
mitted  for  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of  either 
a  duly  licensed  engineer  or  a  person  who  has  obtained  a 
certificate  of  qualification  from  the  superintendent  to  oper¬ 
ate  such  a  system. 

(c)  Upon  receipt  of  such  certificate  the  applicant  there¬ 
for  shall  pay  an  annual  license  fee  as  follows :  For  the 
initial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro¬ 
vided  application  for  such  renewal  be  made  within  thirty 
days  prior  to  the  expiration  of  such  certificate.  Any  such 
certificate  may  be  revoked  or  suspended  for  cause  at  any 
time  by  the  superintendent. 

§C1 9-97.0.  Classifications. 

(a)  The  total  amount  of  refrigerant  common  to  a  system 
operating  through  one  or  more  evaporators,  shall  be  consid¬ 
ered  the  capacity  of  the  system  and  determine  its  class. 

(b)  A  Class  A  system  is  a  system  containing  one  thou¬ 
sand  (1,000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 

(c)  A  Class  B  system  is  a  system  capable  of  less  than 
thirty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand  (1,000)  pounds  of  refrigerant  and  more  than  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 
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§C1 9-98.0.  Permissible  Locations. 

(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
B  systems  in  any  public  building  as  defined  by  subdivision  a 
of  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
with  and  approved  by  the  fire  commissioner,  and  no  re¬ 
frigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
for  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  for  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two  families,  or 
in  any  building  provided  a  non-irritant  and  non-flammable 
refrigerant  is  used.  The  provisions  of  this  subdivision  shall 
not  apply  to  a  building  in  which  installation  was  made  prior 
to  December  13,  1927. 

(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir- 

Iculating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 
a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
use  as  a  brine. 

(d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice  making 
or  refrigerating  purposes.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  December  13,  1927. 

(e)  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
(10)  pounds  of  refrigerant. 

(f)  It  shall  be  unlawful  to  install  or  maintain  a  re¬ 
frigerating  system  employing  an  irritant  or  inflammble 
refrigerant  in  or  on: 

1.  The  stairways,  halls,  lobbies,  entrances,  exits  or  audi¬ 
toriums  of  any  building ; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub¬ 
ways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger  depot 
or  rooms  opening  directly  therein; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre,  or  where  persons  are  detained 
or  confined ; 

5.  A  school,  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instructions  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  confined 
or  given  medical  treatment  or  helpless.  Unless  oflnerwise 
required  by  this  -section,  such  refrigerating  system  snail  be 
cut  off  from  the  building  by  unpierced  fireproof  construc¬ 
tion. 

The  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  system  containing  not  more  than  six  (6)  pounds 
of  refrigerant  when  located  in  dance  halls,  police  stations, 
diet  kitchens  of  hospitals,  schools,  or  laboratories,  and  when 
located  in  rooms  shut  off  from  the  rest  of  the  building  by 
tight  partitions  and  tight-fitting,  solid,  self-closing  doors  and 
located  in  a  room  having  a  window  to  the  outside  air. 

(g)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  of  machine  shall  be  permitted  in  a  Gass  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox¬ 
ide,  or  a  hydro-carbon  refrigerant  will  not  be  permitted  in 
Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 


unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
(8")  of  brick  or  six  inches  (6")  of  reinforced  concrete. 
Direct  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and  shall 
be  provided  with  vapor-tight,  self-closing,  fireproof  doors. 

§C1  9-99.0.  Refrigerating  Machinery 
Rooms  and  Ventilation. 

a.  Refrigerating  machinery  rooms. 

1.  All  refrigerating  machinery  rooms  in  which  an 
irritant  refrigerant  is  used  shall  be  maintained  vapor-tight 
except  that  all  doors  which  open  to  other  parts  of  the 
building  shall  only  be  required  to  be  self-closing  and  close 
fitting,  and  shall  be  kept  closed  at  all  times,  except  during 
entrance  or  exit.  All  other  openings  that  may  permit  the 
passage  of  vapor  to  other  parts  of  the  building  shall  be 
vapor-tight  and  kept  closed.  No  opening  from  elevator 
shafts  shall  be  permitted  in  the  refrigerating  machinery 
room.  This  provision,  however,  shall  not  apply  to  dumb¬ 
waiter  shafts  the  door  openings  of  which  are  protected 
with  self-closing  fire  doors  or  to  a  system  containing  less 
than  six  (6)  pounds  of  refrigerant.  Closets  solely  con¬ 
tained  within  and  opening  only  into  the  refrigerating  ma¬ 
chinery  room  shall  be  considered  as  part  of  the  room  in 
which  it  opens. 

2.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A,  B  and  C  refrigerating  machinery 
room  of  any  system  shall  be  independently  provided  with 
means  for  adequate  ventilation  to  the  outer  air.  The  ven¬ 
tilation  shall  consist  of  a  window  or  windows  opening 
directly  to  the  open  air,  or  mechanical  means  capable  of 
exhausting  the  foul  air  from  the  room. 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 
the  outer  air,  a  total  area  of  inlet  and  outlet,  respectively, 
of  not  less  than  that  specified  in  Column  D  of  the  table  in 
subdivision  4  shall  be  provided.  When  a  window  or  win¬ 
dows  are  placed  in  one  wall  a  total  area  shall  be  provided 
not  less  than  that  specified  in  Column  E  of  such  table. 

3.  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrig¬ 
erating  machinery  room  the  amount  of  air  specified  in  Col¬ 
umn  B  of  the  table  in  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  The  out¬ 
let  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairway  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
discharge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table.  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be  easily 
accessible  and  located  outside  of  the  refrigerating  machinery 
room. 
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* 

Pounds  of 
Refriger¬ 
ant  in 
System 

Mechan¬ 
ical  Cu. 

Ft.  per 
Minute 
Discharge 

Window  Area 
Meehan-  in  Sq.  Ft. 
ical  Sq.  for  each 
Ft.  Duct  Opposite 
Area  Side 

Window  Area 
in  Sq.  Ft.  for 
One  Side 
Only 

A 

B 

c 

D 

E 

Up  to. . . .  20 

150 

54 

1 

6 

50 

250 

54 

154 

12 

100 

400 

54 

2 

16 

150 

550 

54 

254 

19 

200 

680 

54 

3 

25 

250 

800 

1 

354 

29 

300 

900 

1 

4 

32 

400 

1,100 

154 

454 

38 

500 

1,275 

154 

5 

42 
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600 

1,450 

1)4 

6 

45 

700 

1,630 

1J4 

6)4 

48 

800 

1,800 

2 

7 

51 

900 

1,950 

2 

7)4 

55 

1,000 

2,050 

2 

8 

59 

1,250 

2,350 

2)4 

9 

68 

1,500 

2,800 

2)4 

11 

78 

1,750 

3,150 

3 

12)4 

87 

2,000 

3,500 

3)4 

14 

95 

2,500 

4,150 

4 

16 

113 

3,000 

4,500 

4)4 

18 

130 

4,000 

6,000 

6 

24 

167 

5,000 

7,500 

7)4 

30 

204 

6,000 

9,000 

9 

36 

241 

7,000 

10,500 

10)4 

42 

278 

8,000 

12,000 

12 

48 

315 

9,000 

13,000 

13 

52 

342 

10,000 

14,000 

14 

56 

360 

12,000 

17,000 

17 

68 

425 

14,000 

19,000 

19 

75 

470 

16,000 

22,000 

22 

86 

540 

18,000 

24,000 

24 

92 

580 

20,000 

26,500 

26 

100 

630 

25,000 

33,000 

33 

121 

760 

30,000 

39,000 

39 

142 

870 

35,000 

44,000 

44 

155 

940 

40,000 

51,000 

51 

176 

1,060 

45,000 

56,000 

56 

190 

1,120 

Note — Door  openings  leading  directly  to  the  open  air  shall 
be  considered  equivalent  to  windows  for  the  requirements 
specified  in  columns  “D”  and  “E”  of  this  table. 

5.  Where  a  non-irritant  or  non-flammable  refrigerant 
is  employed,  the  requirem'ents  as  given  in  the  table  in  sub¬ 
division  4  may  be  reduced  by  one-half.  When  air  or  water 
is  employed  as  the  refrigerant  no  ventilation  shall  be  re¬ 
quired. 

6.  In  lieu  of  mechanical  means  of  ventilation  in  re¬ 
frigerating  machinery  rooms  where  a  Class  _  A  system 
or  a  Class  B  system  using  ammonia  is  installed,  a 
water  deluge  may  be  provided  which  shall  consist  of  a 
sprinkler  system  having  open  heads  of  not  less  than  one- 
quarter  inch  (Y")  orifice  spaced  not  more  than  eight 
feet  apart  in  any  direction,  and  such  system  shall  be 
located  above  all  the  refrigerating  apparatus  and  piping 
in  the  refrigerating  machinery  room.  Not  more  than  one 
head  shall  be  installed  on  a  34-inch  pipe;  five  heads  on  a 
1-inch  pipe;  six  heads  on  a  l)4-inch  pipe.  The  deluge 
system  shall  be  permanently  connected  with  the  main  house 
supply  or  other  assured  source  from  which  a  constant  water 
pressure  of  not  less  than  twenty  pounds  per  square  inch 
can  be  maintained  on  the  inlet  side  of  the  main  control 
valve  or  valves  at  all  times.  The  control  valve  or  valves 
for  such  water  deluge  system  shall  be  manually  operated 
and  easily  accessible,  and  shall  be  labeled  and  located  out¬ 
side  of  the  refrigerating  machinery  room. 

§C19-100.0.  Open  Flames  and  Electrical 
Equipment. 

a.  Open  flames. 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  A 
or  B  refrigerating  machinery  room  in  which  a  flammable 
refrigerant  is  used. 

b.  Electrical  equipment. 

1.  All  Class  A  and  B  refrigerating  systems  containing 
more  than  fifty  (50)  pounds  of  refrigerant  shall  have  an 
emergency  switch  controlling  all  of  the  electrically-operated 
refrigerating  machinery  or  the  remote  control  of  such  a 
switch  located  outside  of  the  refrigerating  machinery  room 
where  it  can  be  quickly  reached  and  operated  in  case  of 
necessity. 

2.  Where  the  operating  mechanism  in  any  system  is 
dependent  upon  electrical  control,  such  control  in  a  pressure 
limiting  device  shall  be  on  a  closed  circuit.  Nothing  herein 
contained  shall  require  a  hand  reset  on  an  automatic  type 
of  refrigerating  machine. 


§C19-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  pressure 
gauges  and  control  mechanism  shall  be  tested  to  at  least 
the  following  pressures :  Class  A  and  B  systems  contain¬ 
ing  over  fifty  (50)  pounds  of  refrigerant  shall  be  tested 
after  installation  and  proved  tight  before  being  operated. 
A  dated  declaration  of  such  test,  signed  by  the  tester,  shall 
be  posted  in  the  machinery  room. 


Refrigerant 

Col.  1 

High 

Pressure 

Side 

Col.  2  Col.  3 

Low  Pressure  Side 

k 

With 

Safety- 

Valves 

Without 

Safety 

Valves 

Carbon  dioxide  . 

1,500 

750 

1,000 

Ethane  . 

1,050 

520 

760 

Ammonia  . 

300 

150 

225 

Propane  . 

250 

115 

175 

Methyl  chloride  .... 

155 

80 

120 

Sulphur  dioxide  . 

135 

100 

100 

Iso-butane  . 

90 

45 

70 

Butane  . 

75 

35 

50 

Ethyl  chloride  . 

30 

15 

25 

Dichloromethane  . 

12 

12 

12 

Dichloroethylene  . 

12 

12 

12 

Trichloroethylene  .... 

12 

12 

12 

§C19-1Q2.0.  Piping. 

a.  Piping. 

1.  All  piping,  liquid  receivers  or  vessels  containing  the 
refrigerant,  shall  be  supported  on  or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  in¬ 
stallations. 

2.  The  arrangement  of  stop  valves,  relief  devices,  and 
other  similar  devices,  when  used  shall  be  as  shown  on  the 
diagram  for  Class  A  and  B  systems  in  section  C19-107.0 
of  the  code. 

3.  Every  system  which  may  be  charged  after  installation 
shall  have  the  charging  connection  located  on  its  low  pres¬ 
sure  side. 

b.  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bull’s  eye 
type,  shall  have  automatic  closing  shut-off  valves  and  such 
glasses  shall  be  adequately  protected  against  injury  by 
slotted  metal  casings. 

§C19-103.0.  Safety  Devices. 

a.  Construction  and  setting. 

1.  Pressure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the 
device  #s  set  to  function  shall  be  indicated  thereon.  (See* 
section  C19-101.0  of  the  code,  columns  1  and  2  of  table.) 

2.  Fusible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1.  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 
pressure  relief  device-  or  pressure  limiting  device  and  the 
part  of  the  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used,  and  so  arranged 
that  only  one  pressure  relief  device  can  be  cut  off  for  re¬ 
pair  purposes  at  any  one  time. 

2.  A  Qass  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  oper¬ 
ation  may  be  protected  by  only  one  pressure  relief  devise 
located  on  the  high  pressure  side. 

c.  Ammonia  mixer. 

1.  The  low  pressure  side  of  a  Class  A  ammonia  sys¬ 
tem  shall  be  provided  with  a  hand-operated  valve  for  dis¬ 
charging  the  ammonia  into  water  through  a  mixer  to  the 
sewer  in  case  of  emergency. 

2.  The  ammonia  mixer  shall  be  constructed  of  steel  and 
shall  be  capable  of  withstanding  a  pressure  of  at  least  fifty 
(50)  pounds  per  square  inch. 
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3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
emergency  discharge  line,  except  for  the  manually-oper¬ 
ated  valve  discharging  into  the  water  and  ammonia  mixer, 
but  there  may  be  one  stop  valve  located  inside  the  building 
for  repair  purposes  only.  This  valve  shall  be  sealed  open 
and  labeled  “Keep  Open.” 

4.  The  manually  operated  pressure  relief  valve  shall  be 
located  in  a  locked  box  which  can  be  opened  by  members 
of  the  Fire  Department  by  means  of  a  Fire  Department  key. 
The  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (18)  inches  or  more  than  five  (5)  feet 
above  the  sidewalk  level.  The  box  shall  be  permanently 
labeled  with  letters  of  not  less  than  one  (1)  inch  reading 
“For  Fire  Department  Use  Only.”  The  relief  valve  shall 
be  labeled  “Ammonia.”  A  sign  shall  be  posted  within  the 
box  reading  “Do  Not  Open  Valve  Until  Water  Is  Flowing.” 

5.  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty-four  (24)  inches 
aboVe  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (1)  inch  high  reading  “To 
Ammonia  Mixer.”  A  check  valve  so  set  as  to  prevent  gases 
from  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer.  • 

6.  The  fire  department  shall  have  sole  use  of  the  mixer 
and  supply  the  necessary  water. 

7.  In  systems  using  over  twenty-seven  thousand  (27,000) 
pounds  of  ammonia  there  shall  be  provided  one  additional 
water  and  ammonia  mixer  for  each  twenty-seven  thousand 
(27,000)  pounds  of  ammonia  or  fraction  thereof  so  used 
in  excess. 

8.  The  ammonia  mixer  and  its  connection  for  a  Class  A 
system  shall  conform  to  the  diagram  in  section  C19-107.0 
of  the  code. 


§C19-104.0.  Size  of  Safety  Devices. 

(a)  The  size  of  pressure  relief  valves  shall  be  as  fol¬ 
lows  : 


Capacity 
of  System 

CO-2  and 
Ethane,  No. 
Req.,  Size 

Other 

Refrigerants, 
No.  Req.,  Size 

Up  to  30  tons . 

.  1-^" 

\~y2" 

30  to  60  tons . 

.  i-y2" 

i-H" 

60  to  100  tons . 

.  i-y2" 

l—i" 

100  to  175  tons . 

.  \-y2" 

1-154" 

175  to  250  tons . 

.  1  -54" 

l—iy2" 

250  to  450  tons . 

.  i—i" 

1—2" 

450  to  900  tons . 

2—2" 

(b)  Where  rupture  members  are  permitted  and  used,  the 
equivalent  area  of  the  relief  valve  specified  must  be  pro¬ 
vided. 


(c)  Fusible  plugs  may  be  used  on  all  Class  C  systems 
and  on  all  Class  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds 
of  refrigerant.  The  free  discharge  opening  shall  be  one- 
sixteenth  (1/16)  inch  in  diameter. 

§C19-105.0.  Location  and  Discharge  of 
Safety  Devices. 

a.  Location. 

A  pressure  limiting  device  shall  be  provided  on  the  high 
pressure  side  of  each  water-cooled  refrigerating  system 
containing  more  than  six  (6)  pounds  of  refrigerant.  A 
pressure  relief  valve  shall  be  provided  on  the  high  pres¬ 
sure  side  of  each  water-cooled  refrigerating  system  con¬ 
taining  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
shall  not  be  necessary  to  discharge  the  refrigerant  to  the 
outside  air  or  water  tank  from  any  such  refrigerating  sys¬ 
tem  containing  fifty  (50)  pounds  or  less  of  refrigerant,  any 
other  provision  of  part  1,  of  this  title,  to  the  contrary  not¬ 
withstanding. 


b.  Location  and  discharge  of  safety  devices. 

1.  Each  compressor  or  generator  of  a  Class  A  or  B 
system  containing  more  than  100  pounds  of  refrigerant 
shall  be  protected  by  a  pressure  relief  valve  connected  into 
the  high  pressure  side  between  the  main  stop  valve  and  the 
compressor  or  generator  to  relieve  excessive  pressure  as 
hereinafter  provided. 

2.  A  rupture  member  may  be  substituted  for  the  relief 
valve  in  CO2  systems  or  systems  operating  below  atmos¬ 
pheric  pressure. 

3.  Shell  type  apparatus  such  as  liquid  receivers,  con¬ 
densers,  evaporators,  liquid  separators  and  absorbers  of 
Class  A  and  Class  B  systems  containing  more  than  fifty 
(50)  pounds  of  refrigerant,  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  which  can  be  shut 
off  by  stop  valves,  shall  each  be  equipped  with  a  pressure 
relief  valve,  discharging  as  hereinafter  provided. 

4.  Class  C  systems  and  Class  B  systems  containing 
fifty  (50)  pounds  or  less  of  refrigerant  so  constructed 
that,  when  subjected  to  abnormal  outside  temperature  such 
as  that  generated  in  a  fire,  they  may  burst  due  to  the 
expansion  of  the  refrigerant,  shall  be  protected  by  a  pres¬ 
sure  relief  device. 

5.  A  pressure  relief  valve  shall  be  required  on  the  low 
pressure  side  of  a  Class  B  system  into  which  the  relief 
valve  or  valves  on  the  high  pressure  side  discharge,  as  so 
shown  on  equipment  diagram  of  section  09-107.0  of  the 
code. 

c.  Discharge  of  pressure  relief  valve. 

1.  Where  ammonia  is  used  in  Class  A  systems,  the 
discharge  from  relief  valves  must  be  conducted  to  the 
outside  atmosphere  or  into  that  part  of  the  low  pressure 
side  protected  by  the  mixer  as  specified  in  subdivision  C,  of 
section  C19-103.0  of  the  code.  If  it  is  discharged  to  the 
outside  atmosphere  it  must  be  piped  above  the  roof  or  not 
less  than  12  feet  above  the  grade.  The  discharge  pipe 
shall  be  not  less  than  the  size  of  the  relief  valve  outlet.  The 
discharge  from  more  than  one  relief  valve  may  be  run 
into  a  common  header,  the  area  of  which  shall  be  equal 
to  the  area  of  the  pipes  connected  thereto.  The  outlet 
orifice  shall  be  turned  downward. 

2.  Where  more  than  fifty  (50)  pounds  of  ammonia  is 
used  in  a  Class  B  system,  the  discharge  from  relief  valves 
shall  be  piped  to  the  outside  atmosphere  as  specified  for 
Class  A  systems,  or  to  the  low  pressure  side  as  shown  in 
diagrams  in  section  C19-107.0  of  the  code,  or  into  a  tank  of 
water  which  shall  be  used  for  no  purpose  except  ammonia 
discharge.  At  least  one  gallon  of  fresh  water  shall  be  pro¬ 
vided  for  every  pound  of  ammonia  contained  in  the  system. 
The  water  used  shall  be  prevented  from  freezing  without 
the  use  of  salt  or  chemicals.  The  tank  shall  be  substantially 
constructed  of  not  less  than  one-eighth  (%)  of  No.  11  U.  S. 
gauge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 
greater  than  one-half  ( l/2 )  the  height.  The  tank  shall 
have  a  hinged  cover  or,  if  of  the  enclosed  type,  shall  have  a 
vent  hole  at  the  top.  All  pipe  connections  shall  be  through 
the  top  of  the  tank  only.  The  discharge  pipe  from  the 
pressure  relief  valves  shall  discharge  the  ammonia  in  the 
center  of  the  tank  near  the  bottom.  The  tank  shall  be  as 
securely  supported  as  any  other  portion  of  the  system. 
There  shall  be  no  opening  in  the  tank  below  the  water  level. 

3.  Where  more  than  fifty  (50)  pounds  of  any  re¬ 
frigerant  other  than  ammonia  is  used,  the  discharge  from 
relief  valves  shall  be  to  the  atmosphere  as  specified  for 
Class  A  .  ammonia  systems.  Carbondioxide  may  be  dis¬ 
charged  into  the  room  if  the  same  contains  at  least  10 
cubic  feet  of  capacity  per  pound  of  refrigerant  used. 

4.  Arrangements  of  pressure  relief  devices  for  Class  A 
and  B  systems  shall  conform  to  the  diagrams  in  section 
09-107.0  of  the  code. 

§C19-106.0.  Operating  Precautions. 

a.  Masks  and  helmets. 

1.  In  a  Class  A  system  which  operates  above  atmos¬ 
pheric  pressure,  there  shall  be  provided  at  least  two  helmets 
or  masks. 

2.  In  a  Class  B  system  in  which  more  than  fifty  (50) 
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pounds  of  ammonia,  sulphur  dioxide  or  other  irritant  re¬ 
frigerant  is  used,  there  shall  be  provided  at  least  one  hel¬ 
met  or  mask. 

3.  Only  helmets  or  masks  that  have  been  approved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
in  operative  condition  in  an  easily  accessible  case  or  cabinet 
located  immediately  outside  the  refrigerating  machinery 
room. 

b.  Signs. 

1.  On  Class  A  and  Class  B  systems  containing  more 
than  fifty  (50)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches,  re¬ 
ceivers,  containers  and  shell  type  coolers,  signs  having  let¬ 
ters  not  less  than  one  and  one-half  inches  (1/4")  high, 
designating  the  part  and  refrigerant  contained  therein. 

2.  The  seller  of  every  Class  A  of  B  system  shall  fur¬ 
nish  the  purchaser  with  a  sign  bearing  his  name  at  least 
8 y2"  by  11"  in  size,  which  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system.  The  pur¬ 
chaser  shall  conspicuously  and  permanently  display  this  sign 
in  the  machinery  room.  The  quantity  and  name  .  of  the 
proper  refrigerant  content  and  the  rated  refrigeration  ca¬ 
pacity  shall  be  stamped  on  all  Class  C  systems  near  to  or 
on  the  name  plate. 

3.  The  following  information  shall  be  posted  in  Class  A 

and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used :  (a)  The  names  and  addresses  of  the 

engineers  or  operators  in  charge;  (b)  Location  of  nearest 
fire  alarm  box;  (c)  The  name,  address  and  telephone  num¬ 
ber  of  physician  to  be  called  in  case  of  emergency;  (d) 
Instructions  for  safely  shutting  down  the  plant  in  case  of 
emergency. 

c.  Storage  of  refrigerant. 

1.  Refrigerant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  of 
such  refrigerant. 

2.  Only  two  containers  holding  not  more  than  a  total 
of  three  hundred  (300)  pounds  of  inflammable  or  irritant 
refrigerant  shall  be  stored  in  a  refrigerating  machinery 
room  of  a  Class  A  system. 

3.  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (150)  pounds  of  inflammable  or  irritant  re¬ 
frigerant  shall  be  stored  in  a  refrigerating  machinery  room 
of  a  Class  B  system. 

4.  In  a  Class  C  system  no  refrigerant  other  than  that 
used  in  the  system  shall  be  stored  in  the  refrigerating 
machinery  room. 

5.  If  a  greater  amount  of  inflammable  or  irritant  re¬ 
frigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired,  it  shall  be  stored  in  a  fireproof  building 
or  enclosure  used  for  np  other  purpose. 

6.  When  the  refrigerant  is  withdrawn  from  a  system 
it  shall  be  discharged  only  into  a  suitable  obsorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re¬ 
frigerant.  It  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

7.  Containers  shall  be  connected  to  the  system  only 
during  period  of  charging  or  withdrawing  the  refrigerant. 

§C19-107.0.  Equipment  Diagrams. 

(See  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 

Penalties. 

§C1 9-1 52.0.  Violations. 

Any  person  who  shall  willfully  violate  or  neglect  or  refuse 
to  comply  with  any  provisions  of  part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  other 
penalties  prescribed  by  law,  shall,  upon  conviction,  be  pun¬ 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 


TO  OvT*Ot  ATf*OJ  ^ 


zzL — 1 


r 


CvAPO*ATO* 


TO  Ov<TM»«  AVOf.x’f* 
I 
I 
I 
I 


AMriONIA  MlX&fc 

Rettcr 

?  g 
IS* 
&  * 

In  iNcxt* 

*  M 

& 

i*  Ifi  st 

|| tags 
SeSlSg 

A 

B 

c 

D 

P 

P 

<3 

3oto  6o 

% 

A 

15 

2 

45 

130 

V 

6o  -  I0O 

\ 

5 

15 

2 

5o 

260 

1 

IOO  •  l?5 

\\ 

6 

20 

2 

to 

460 

IV 

175  -  750 

•4 

0 

Zb 

l 

75 

625 

IT 

250-450 

2 

1  '/i 

IO 

30 

2 !i 

90 

1000 

2' 

450- 900 

3 

Z 

12 

40 

3 

120 

ZZOC 

r1 


P- 

kit 


— %  AiNf  r~ 


iti 


c - 

LEAD  • 
PlUb- 


r\^ 

l 

I 

- 

I 

r 

p 

l. 

*■? 
T?  1 

I 

l 

1  1  1 

QDF 

1  1  i 

.•v 

^1 

,  L 

—  * 

CIBE  DEPT.  60* 

rjRg  DEPT.  CONfiECTlOH 


/r*  •  OUT^T  F *£>ri  M'CTV  VAW#* 


t$J  •  -*r6TV  V/XVCS 


rk 


7. 


WATCC  AMD  AMMONIA 


ARRAN4EMENT  OF  PRESSURE  RELIEF  DEVICES 
FPK. 

CLASS  W  EQUIPMENT 
SECTION  C19-107.0 


TO  OUTSIDE  ATMOSPHERt 


I 


VlSCHAeOEToeilxER 


ARRANGEMENT  OF  PRESSURE  RELIEF  DEVICES 

FQR. 

CLASS 'B'  EQUIPMENT 

SECTION  C19-107.0 


340 


4»5 


3S3.<?t> 

NEW 

BOARD 


BULLETIN 

OF  THE 

OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 


Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York. 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  Rooms  1000  to  1018,  Municipal  Building, 

New  York  City. 


Vol.  XXIX 


Subscription 
$2.50  a  year 


MAY  2,  1944 


Single  Copies,  5  cents 
By  Mail,  8  cents 


No.  18 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS 
HARRIS  H.  MURDOCK,  Chairman 
Bernard  A.  Savage 
Charles  M.  Blum 
Chief  John  E.  Gunn 


Joseph  J.  Doyle,  Chief  Clerk 


Office — Municipal  Building,  Rooms  1000  to  1018. 
Telephone — WOrth  2-5600. 

Office  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 


CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Petition  for  Certiorari  Order  served  on  the  Board  of 
Standards  and  Appeals. 

Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  April  25,  1944,  at  10  A.M., 
Affecting  Calendar  Numbers  1148-38-BZ,  284-41-BZ, 
46-44-BZ,  184-44-BZ,  381-27-BZ,  216-40-BZ,  1071-40- 
BZ,  131-44-SM,  192-44-SM,  175-42-A,  186-44-A,  557- 
43-A,  200-44-A,  217-44-A  and  543-43-A. 

Minutes  of  Regular  Meeting  April  25,  1944,  at  2  P.M., 
Affecting  Calendar  Numbers  1304-25-BZ,  460-26-BZ, 
641-30-BZ,  101-32-BZ,  34-35-BZ,  44-35-BZ,  261-36-BZ, 
150-37-BZ,  743-41-BZ,  1060-41-BZ,  90-42-BZ,  27-44-A, 
114-44-A,  194-44-A,  209-44-A,  234-44-A,  236-44-A,  864- 
42-A,  468-43-S,  485-43-A,  121-44-A,  115-44-A,  119-44-A, 
126-44-A,  127-44-A,  152-44-A,  197-44-A,  253-39-SA  and 
430-39-SA. 

Corrections  Affecting  Calendar  Numbers  91-41-BZ  and 
26-44-A. 

Smoking  in  Factories,  Rules  for 


PETITION  FOR 

CERTIORARI  ORDER  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS. 

On  April  21,  1944,  copy  of  petition  and  order  of  certiorari 
was  served  on  the  Board  by  Miller,  Bretzfelder  &  Boardman. 
attorneys  for  L.eira  Realty  Company,  owner,  in  re  decision  of 
the  Board  on  March  14,  1944,  affirming  the  decision  of  the 
Borough  Superintendent  and  denying  appeal  to  set  aside  a 
violation  issued  by  the  Borough  Superintendent,  requiring  the 
construction  of  a  retaining  wall  on  the  southerly  lot  line  of 
the  premises;  Cal.  606-43-A;  premises  859  Southern  Boulevard, 
west  side,  219.3  ft.  north  of  Intervale  Ave.,  Borough  of  The 
Bronx. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Borough  of  Manhattan. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  April  25,  1944 
Cal.  No.  Dept.  Premises  Affected. 

230- 44-A — H.B.M. — 297-303  Lexington  avenue  and  133- 
139  East  37th  street,  northeast  corner  (Block  893,  Lot 
25),  Borough  of  Manhattan,  Alt.  307-44. 

231- 44-A — F.D. — 1602  Troy  avenue,  west  side,  137  ft. 
north  of  Avenue  H  (Block  7727,  part  of  Lot  73),  Bor¬ 
ough  of  Brooklyn,  96479-LC  and  Decision. 

232- 44-A — H.B.M. — 89  Thompson  street,  west  side,  100 
ft.  1  in.  north  of  Spring  street  (Block  503,  Lot  35), 
Borough  of  Manhattan,  Alt.  88-44. 

233- 44-A — H.B.M. — 55  West  19th  street,  north  side,  152 
ft.  east  of  6th  avenue  (Block  821,  Lot  10),  Borough  of 
Manhattan,  Alt.  188-44. 


234-44-A — H.B.M. — 620  West  179th  street,  ■  south  side, 
100  ft.  east  of  Wadsworth  avenue  (Block  2162,  Lot  9), 
Borough  of  Manhattan,  Alt.  599-43. 


235- 44-A — H.B.Q. — 108-11  69th  road,  north  side,  100  ft. 
east  of  108th  street  (Block  2219,  Lot  59),  Forest  Hills, 
Borough  of  Queens,  Alt.  353-44. 

236- 44-A — H.B.M. — 432  West  29th  street,  south  side, 
325  ft.  east  of  10th  avenue  (Block  726,  Lot  60),  Bor¬ 
ough  of  Manhattan,  Alt.  387-44. 

237- 44-A — H.B.R. — 71  Central  avenue,  east  side,  75  ft. 
north  of  Slosson  terrace  (Block  5,  Lot  39),  St.  George, 
Borough  of  Richmond,  Alt.  37-44. 


238- 44-A — H.B.M. — 324  West  86th  street,  south  side,  325 
ft.  west  of  West  End  avenue  (Block  1247,  Lot  46), 
Borough  of  Manhattan,  Alt.  240-44. 

239- 44-A — H.B.M. — 125  East  65th  street,  north  side,  130 
ft.  west  of  Lexington  avenue  (Block  1400,  Lot  11), 
Borough  of  Manhattan,  Alt.  159-44. 

240- 44-A — H.B.B. — 1873-1885  Eastern  parkway,  west 
side,  57  ft.  north  of  Atlantic  avenue  (Block  1570,  Lots 
7,  8,  9  and  31),  Borough  of  Brooklyn,  Alt.  3504-43. 


241-44-A — H.B.M. — 39  East  69th  street,  northwest  cor¬ 
ner  of  Park  avenue  (Block  1384,  Lot  32),  Borough  of 
Manhattan,  Alt.  365-44. 


242- 44-A — H.B.Q. — 30-02  to  30-20  Thomson  avenue, 
south  side,  from  Thomson  to  47th  avenues  and  30th 
street  to  30th  place  (Block  274,  Lot  1),  Long  Island  City, 
Borough  of  Queens,  Alt.  1417-43. 

243- 44-A— F.D. — 1236-1286  Atlantic  avenue,  south  side, 
80  ft.  west  of  Nostrand  avenue  (Block  1200,  Lot  21), 
Borough  of  Brooklyn,  Decision  re  96463-LC 


245- 44-A — H.B.M. — 724-726  5th  avenue,  west  side,  50  ft. 
5  in.  north  of  West  56th  street  (Block  1272,  Lot  36), 
Borough  of  Manhattan,  Alt.  329-44. 

246- 44-BZ — H.B.R. — -46-62  Greenleaf  avenue  and  141-157 
Marion  street,  northwest  corner  (Block  236,  Lots  66,  69 
and  73),  West  Brighton,  Borough  of  Richmond,  Alt. 
31-44. 


247- 44-A — F.D. — 366-388  Butler  street,  south  side,  218 
ft.  4  in.  east  of  4th  avenue  (Block  943,  Lot  17),  Borough 
of  Brooklyn,  Decision  re  95676-LC. 

248- 44- A— H.B.B. — 159-185  North  3rd  street,  237-247 
Bedford  avenue,  northeast  corner,  247  Metropolitan  ave¬ 
nue,  632-638  Driggs  avenue,  and  158-166  North  4th 
street  (Block  2352,  Lots  1,  9  and  22),  Borough  of  Brook¬ 
lyn,  N.  B.  179-43  and  Alt.  3668-43. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q.— De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ...  Dec. 
Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . Dec. 

Concrete  Rules  (Hydrated  Lime) . . .  Aug. 

Elevator  Rules  . . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings . . . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . .....Mar. 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules. . ....Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . ...... . Mar. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C..Apxil 
Smoking  in  Factories,  Rules  for....  May 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules.  . . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  SOS  of  Industrial  Code)  ..  Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

15.  1944— Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  S2A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

11,  1944— Vol.  29,  No.  15 

28,  1944— Vol.  29,  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


14,  1944— Vol.  29,  No.  11 

7,  1937— Vol.  22,  No.  36 
25,  1944— Vol.  29,  No.  17 

2,  1944 — Vol.  29,  No.  18 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


244-44-A — F.D. — 36-48  Flatbush  avenue  extension,  west 
side,  from  Chapel  street  to  Concord  street  (Block  118, 
Lot  8),  Borough  of  Brooklyn,  8580-LF  and  Decision. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 
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MAY  2,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  2,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications 

583-43-BZ — Application,  December  1,  1943,  under  section 
21  of  the  zoning  resolution,  of  Harry  A.  Yarish,  appli¬ 
cant,  on  behalf  of  Isidore  Epstein,  owner  (Ida  Levin¬ 
son,  lessee),  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to  the 
storage  of  rags;  premises  496-500  (492  displayed)  Wat¬ 
kins  street,  west  side,  100  ft.  north  of  Newport  street 
(Block  3605,  Lots  33  and  34),  Borough  of  Brooklyn. 

74-44-BZ — Application,  January  31,  1944,  under  sections 
7i  and  21  of  the  zoning  resolution,  of  William  Shary,  ap¬ 
plicant,  on  behalf  of  Rose  Lubin,  owner,  to  permit  in  a 
business  use  district,  the  maintenance  of  a  motor  vehicle 
repair  shop — now  operating  without  a  certificate  of  oc¬ 
cupancy;  premises  375  South  1st  street,  north  side,  63 
ft.  4  in.  east  of  Grand  street  extension  and  206  Grand 
street  extension  (Block  2399,  Lot  23),  Borough  of 
Brooklyn. 

104-33-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Socony-Vacuum  Oil  Co.,  Inc., 
owner,  reopened  June  8,  1943,  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  business  use  district, 
the  decrease  in  area  of  a  gasoline  service  station;  the 
entire  plot  for  such  use,  as  approved  by  the  Board,  was 
located  partly  in  a  residence  use  and  partly  in  a  busi¬ 
ness  use  district;  premises  113-21  Merrick  road  and 
171-01  Linden  boulevard,  northeast  corner  (Block  10267, 
Lot  1),  St.  Albans,  Borough  of  Queens. 

144-19-BZ — Application  of  Raymond  Irrera,  applicant, 
on  behalf  of  Guiseppi  Cilento,  owner  (Delux  Venetian 
Blind  Corporation,  lessee),  reopened  March  28,  1944, 
under  sections  7e  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  and  also  C  area  district,  the 
erection  of  an  extension  (into  part  of  the  rear  yard 
required  in  a  C  area  district)  to  an  existing  building 
and  also  the  alteration  and  conversion  of  occupancy 
for  a  term  of  two  years  of  the  building  from  a  garage 
for  more  than  five  motor  vehicles  (the  garage  use  of 
the  building  was  previously  granted  by  the  Board)  to 
the  use  of  the  building,  as  extended,  as  a  factory  for 
the  manufacture  of  Venetian  blinds;  premises  23-69  to 
23-71  38th  street  (Ninth  avenue),  east  side,  162  ft.  north 
of  Triboro  Bridge  Plaza  (Astoria  Boulevard,  North); 
(Block  803,  Lot  13),  Long  Island  City,  Borough  of 
Queens. 

147-44-BZ — Application,  March  8,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Saul  Goldsmith, 
applicant,  on  behalf  of  The  Dime  Savings  Bank  of 
Brooklyn,  owner,  to  permit  in  a  business  use  district,, 
the  conversion  of  occupancy  of  a  building  used  (under 
a  Certificate  of  Occupancy)  as  1st  story,  stores  and 
storage;  2nd,  3rd  and  4th  stories,  manufacturing  and 
storage,  to  a  proposed  occupancy  of  1st  story,  stores 
and  storage:  2nd,  3rd  and  4th  stories,  manufacturing  on 
a  floor  area  in  excess  of  the  permissible  100%  of  the 
area  of  the  plot  as  provided  in  the  zoning  resolution; 
premises  166-176  Livingston  street,  south  side,  79  ft.  6  in. 
east  of  Smith  street  and  149-155  Schermerhorn  street 
(Block  164,  Lot  13),  Borough  of  Brooklyn. 

140-44-BZ— -Application,  March  12,  1944,  under  section 
7h  of  the  zoning  resolution,  of  Naphtali  A.  Weidberg, 
applicant,  on  behalf  of  Estate  of  Louis  Leavitt,  owner 
(Abe  Leibowitz,  lessee),  to  permit  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  of  more 
than  five  motor  vehicles;  premises  223-02  Hempstead 
turnpike,  south  side,  between  223rd  and  225th  streets 
(Block  11159,  Lot  28),  Queens  Village,  Borough  of 
Queens. 


Appeal  from  Administrative  Decision 

175-42-A — 403-415  Sixth  avenue  and  1-5  Greenwich  ave¬ 
nue,  southwest  corner  (Block  593,  Lot  13),  Borough  of 
Manhattan 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  2,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  2,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions 

138-44-A— 107-109  East  Burnside  avenue,  north  side, 
60.3  ft.  east  of  Morris  avenue  (Block  3169,  Lots  66  and 
67),  Borough  of  The  Bronx. 

157-44-A — 2001-2009  Boardwalk,  north  side,  162  ft.  8  in. 
cast  of  West  21st  street  (Block  7072,  Lot  12),  Borough 
of  Brooklyn. 

132-44-A — 559-561  Bedford  avenue  and  125-131  Rodney 
street,  northeast  corner  (Block  2187,  Lot  1),  Borough 
of  Brooklyn  (reopened  and  restored  to  calendar,  April 
4,  1944;  previously  dismissed  for  lack  of  prosecution). 

126-44-A — 160-178  Jay  street,  west  side,  from  Sand  to 
High  streets,  84-92  Sand  street  and  97-105  High  street 
(Block  87,  Lot  9),  Borough  of  Brooklyn. 

119-44-A — 686  Richmond  terrace,  south  side,  125  ft.  east 
of  Lafayette  avenue  (Block  67,  Lot  111),  New  Brighton, 
Borough  of  Richmond. 

244-44-A — 36-48  Flatbush  avenue  extension,  west  side, 
from  Concord  to  Chapel  streets  (Block  118,  Lot  8), 
Borough  of  Brooklyn. 

117-44-A — 244  (240-244  displayed)  East  152nd  street, 
south  side,  94.47  ft.  east  of  Park  avenue  (Block  2441, 
Lots  15  and  16),  Borough  of  The  Bronx. 

233-44-A— 55  West  19th  street,  north  side,  152  ft.  east 
of  Sixth  avenue  (Block  821,  Lot  10),  Borough  of  Man¬ 
hattan. 

239-44-A— 125  East  65th  street,  north  side,  130  ft.  west 
of  Lexington  avenue  (Block  1400,  Lot  11),  Borough 
of  Manhattan. 

241-44-A — 39  East  69th  street,  northwest  corner  of  Park- 
avenue  (Block  1384,  Lot  32),  Borough  of  Manhattan. 

248-44- A— 159-185  North  3rd  street,  237-247  Bedford 
avenue,  northeast  corner,  632-638  Driggs  avenue,  247 
Metropolitan  avenue  and  158-166  North  4th  street  (Block- 
2352,  Lots  1,  9  and  22),  Borough  of  Brooklyn. 

190-44-A — -3802  Park  avenue  and  441-443  East  171st  street, 
northeast  corner  (Block  2903,  Lot  1),  Borough  of  The 
Bronx. 

238-44-A — 324  West  86th  street,  sout  side,  325  ft.  west  of 
West  End  avenue  (Block  1247,  Lot  46),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  5,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  May  5,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building.  Manhattan,  on  the  following  matter: 

RULES 

40-32-SR — Proposed  Certificate  of  Occupancy  Rules 
covering  the  requirements  for  the  use,  occupancy  or 
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construction  of  any  building  or  premises  in  compliance 
with  existing  laws,  rules  and  regulations. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  9,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  9,  1944  at  10  o’clock  in  Room  1013, 
Muncipial  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

569-37-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Bengal  Realty  Co.,  Inc.,  owner  (Flat- 
bush  Coal  and  Coke  Corporation,  lessee),  reopened  Feb¬ 
ruary  23,  1944,  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  upon  a  plot  located  partly  in  an 
unrestricted  use  and  partly  in  a  residence  use  district, 
the  use  of  that  part  of  the  lot,  which  is  located  in  the 
residence  use  district,  for  the  operation  of  coal  pockets, 
coal  storage,  truck  driveway  and  railroad  siding;  prem¬ 
ises  2030-2044  McDonald  avenue,  west  side,  339  ft.  6  in. 
north  of  Avenue  S  and  49-57  Lake  street  (Block  6680, 
Lots  23,  124  and  125),  Borough  of  Brooklyn. 

99-44-BZ — Application,  February  11,  1944,  under  .section 
7c  of  the  zoning  resolution,  of  Koch  and  Wagner,  appli¬ 
cants,  on  behalf  of  Waldorf  Storage  Warehouse  & 
Garage,  Inc.,  owner,  to  permit  in  a  business  use  district, 
the  alteration  and  the  conversion  of  occupancy  of  a 
building  from  a  warehouse  to  a  factory;  the  space  to  be 
used  for  manufacturing  will  occupy  more  than  25  per 
cent  of  the  total  floor  space  of  the  building;  premises 
552-558  Van  Buren  street,  south  side,  65  ft.  4  in.  west 
of  Broadway  (Block  1618,  Lot  15),  Borough  of  Brook¬ 
lyn. 

1148-38-BZ — Application  of  Louis  Allen  Abramson,  ap¬ 
plicant,  on  behalf  of  James  P.  Kelly,  owner  (Neill  Sup¬ 
ply  Co.,  lessee),  reopened  February  15,  1944,  under 
sections  7h,  7e  and  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  use  district,  for  a  term  of  two  years, 
the  additional  use  of  storage  of  pipe  as  well  as  parking 
and  storage  of  more  than  five  motor  vehicles  on  a  plot 
granted  by  the  Board  for  a  term  of  two  years  from 
January  26,  1943,  for  parking  and  storage  of  more  than 
five  motor  vehicles;  premises  47-45  to  47-63  49th  street 
and  49-01  to  49-07  48th  avenue,  northeast  corner  (Block 
2287,  Lots  1,  2,  3,  5,  7  and  8),  Sunnyside,  Borough  of 
Queens. 

284-41-BZ — Application  of  Louis  Allen  Abramson,  ap¬ 
plicant,  on  behalf  of  Woodside  Associates,  Inc.,  owner 
(Neill  Supply  Co.,  lessee),  reopened  February  15,  1944, 
under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  conversion  of  occupancy  (for  a  term  of 
seven  years)  of  an  existing  building,  used  as  a  public 
garage,  to  the  storage  of  plumbing  and  heating  supplies 
and  also  in  part  as  a  public  garage;  at  the  expiration  of 
the  seven  year  period,  it  is  proposed  that  the  use  of  the 
building  is  to  revert  to  a  public  garage  throughout; 
premises  47-55  48th  street,  northeast  corned  of  48th 
avenue  and  47-56  49th  street  (Block  2286,  Lot  53),  Sun¬ 
nyside,  Borough  of  Queens. 

184-44-BZ — Application,  March  27,  1944,  under  section 
21  of  the  zoning  resolution,  of  Joseph  Lau,  applicant, 
on  behalf  of  Robert  D.  Rothfeld  (one  of  the  trustees 
u/w  of  Bettie  Rothfeld),  owner,  (Theatre  Guild,  Inc., 
lessee),  to  permit  in  a  residence  use  and  B  area  district, 
the  alteration  and  conversion  of  occupancy  of  an  exist¬ 
ing  building  from  a  social  club  to  offices,  reading  of 
plays  and  (theatrical)  rehearsals;  also,  the  building  does 
not  comply  with  the  rear  yard  requirements  of  the  zon¬ 
ing  resolution;  premises  23-25  West  53rd  street,  north 
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side,  460  ft.  west  of  Fifth  avenue  (Block  1269,  Lot  18), 
Borough  of  Manhattan. 

175-44-BZ — Application,  March  24,  1944,  under  section 
7c  of  the  zoning  resolution,  of  John  J.  Cromshow,  appli¬ 
cant,  on  behalf  of  John  J.  Barrett,  owner,  to  permit  in 
a  residence  use  district,  the  extension  of  an  existing 
business  use  (undertaking  establishment  arranged  for 
embalming  and  for  holding  funeral  services) — located 
in  part  of  424  West  51st  street— into  parts  of  two  build¬ 
ings  adjoining  to  the  east;  a  part  of  the  basement  of 
one  of  the  adjoining  buildings  (422  West  51st  street) 
was  used  as  a  restaurant;  the  remainder  of  the  adjoin¬ 
ing  buildings  (420  and  422  West  51st  street)  and  part 
of  424  West  51st  street  are  occupied  as  dwellings;  prem¬ 
ises  420-424  West  51st  street,  south  side,  491  ft.  6  in. 
east  of  Tenth  avenue  (Block  1060,  Lots  44,  44^2  and 
45),  Borough  of  Manhattan. 

79-44-BZ — Application,  February  1,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Lama  and  Pros¬ 
kauer,  applicants,  on  behalf  of  David  Sirkus,  owner, 
to  permit  in  a  residence  use  district,  the  alteration  and 
the  conversion  of  occupancy  of  an  existing  building 
from  a  garage  for  more  than  five  motor  vehicles  (under 
a  Certificate  of  Occupancy)  to  a  woodworking  factory 
(the  building  is  now  used  as  a  woodworking  factory 
without  a  certificate  of  occupancy);  premises  194-198 
Schenck  avenue,  west  side,  106  ft.  south  of  Atlantic 
avenue  (Block  3963,  Lot  18),  Borough  of  Brooklyn. 

634-43-BZ — Application,  December  29,  1943,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Johnson  Realty  Corporation, 
owner  (Bob  Reichler,  lessee),  to  permit  partly  in  a 
residence  use  and  partly  in  a  business  use  district,  the 
maintenance  of  a  non-flashing  neon  business  sign 
(erected  without  a  permit);  premises  1751-1759  Uni¬ 
versity  avenue,  west  side,  101  ft.  south  of  West  Tre- 
mont  avenue  (Block  2878,  Lot  203),  Borough  of  The 
Bronx. 

Appliance  and  Material  for  Approval 

408-43-SA — Rego  Economizer  (for  control  of  flow  of 
gases  to  Oxy-Acetylene  Blowpipes). 

172-44-SM — Ellison  Balanced  Door  Assemblies. 

Appeal  from  Administrative  Decision 

186-44-A — 23-25  West  53rd  street,  north  side,  460  ft. 
west  of  Fifth  avenue  (Block  1269,  Lot  18),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 


MAY  9,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  9,  1944  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions 

866-42-A — Re  packaging  of  inflammable  mixture  known 
as  “Gulflex  Rubberlube”  in  one-half  gallon  glass  jugs 
(capacity  of  glass  jugs  not  in  conformity  with  Admin¬ 
istrative  Code  specifications);  (reopened  March  21,  1944 
re  extension  of  permit;  previously  granted  on  condition 
for  a  tern,  of  six  months'). 

128-43-A — Re  Packaging  of  combustible  mixture  known 
as  “Flit”  in  one-gallon  glass  bottles  (capacity  of  glass 
bottles  not  in  conformity  with  Administrative  Code  speci- 
fictions);  (reopened  March  21,  1944  re  extension  of 
permit;  previously  granted  on  condition  for  a  term  of 
six  months). 
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348-43-A — Re  packaging  and  storing  of  combustible  mix¬ 
ture  known  as  “Mobilgloss,  Mobil  Prewax  Cleaner, 
Mobil  Penetrating  Oil,  Mobil  Dry  Cleaner,  Tavern  Dry 
Cleaner,  Sanilac  Liquid  Wax,  Sanilac  Penetrating  Fin¬ 
ish,  Sanilac  Super  Sealer  and  Sanilac  Floor  Dressing” 
in  one-gallon  glass  jugs,  “Tavern  Liquid  Wax”  in  one- 
gallon  and  one-half  gallon  glass  jugs  and  packaging 
and  storing  of  combustible  mixtures  known  as  “Tavern 
Floor  Wax.  Sanilac  Paste  Wax  and  Mobilwax”  (hard), 
in  three  (3)  lb.  glass  jars  (capacity  of  glass  jugs  and 
glass  jars  not  in  conformity  with  Administrative  Code 
specifications);  (reopened  March  21,  1944  re  extension 
of  permit;  previously  granted  on  condition  for  a  term 
of  six  months). 

267-43-A — Re  packaging  of  combustible  mixture  known 
as  “Neptune  Waterproof  Belt  Cement”  in  one-quart  and 
one-pint  glass  bottles  (capacity  of  glass  bottles  not  in 
conformity  with  Administrative  Code  specifications); 
(reopened  March  14,  1944  re  extension  of  permit;  previ¬ 
ously  granted  on  condition  for  a  term  of  six  months). 

374-43-A — Re  packaging  of  inflammable  and  combustible 
mixtures  known  as  “E.  I.  du  Pont  de  Nemours  and 
Company’s”  No.  18  Cement,  etc.  in  glass  containers 
(capacity  of  glass  containers  not  in  conformity  with 
Administrative  Code  specifications);  (reopened  March  7, 
1944  re  extension  of  permit;  previously  granted  on  con¬ 
dition  for  a  term  of  six  months). 

587-43-A — 165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 

115-44-A — 255-261  18th  street,  north  side,  150  ft.  east 
of  Fifth  avenue  (Bock  873,  Lot  69),  Borough  of  Brook¬ 
lyn. 

127-44-A — 876-878  Broadway,  east  side,  24.1  ft.  north  of 
East  18th  street  (Block  847,  Lots  22  and  23),  Borough 
of  Manhattan. 

152-44-A — 112-22  New  York  boulevard,  west  side,  130 
ft.  north  of  112th  road  (Meyer  avenue);  (Block  12183 
(2949),  Lot  35),  Jamaica,  Borough  of  Queens. 

197-44-A — 106  East  14th  street,  south  side,  154  ft.  east 
of  Fourth  avenue  (Block  559,  Lot  12),  Borough  of 
Manhattan. 

585-43-A — 1241  Sixth  avenue  and  101  West  49th  street, 
northwest  corner  (Block  1002,  Lot  29),  Borough  of 
Manhattan. 

139-44-A — 191  Southern  boulevard,  southwest  corner  of 
East  137th  street  (Block  2565,  Lot  12),  Borough  of  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  16,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  16,  1944  at  10  oclock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications 

83-44-BZ— Application,  February  5,  1944,  under  section 
21  of  the  zoning  resolution,  of  Frederick  W.  Scholem, 
applicant,  on  behalf  of  Willy  Paul  and  Anna  Paul,  own¬ 
ers,  to  permit  in  a  residence  use  district,  the  conversion 
of  occupancy  of  a  building  from  a  one-family  residence 
to  a  beauty  parlor  and  one-family  residence.  (The 
beauty  parlor  is  to  be  operated  by  the  owner  of  the 
premises.)  Premises  2176  East  4th  street,  west  side, 
140  ft.  south  of  Avenue  U  (Block  7130,  Lot  14),  Bor¬ 
ough  of  Brooklyn. 

626-43-BZ — Application,  December  27,  1943,  under  sec¬ 
tions  7a,  7c  and  21  of  the  zoning  resolution,  of  Martyn 
N.  Weinstein,  applicant,  on  behalf  of  Cardinal  Manu¬ 
facturing  Co.,  Inc.,  owner  (Joseph  Cardinal,  lessee,  d/b/a 
Cardinal  Engineering  Co.)  to  permit  in  a  residence  use 
and  also  D  area  district,  the  maintenance  of  a  machine 
shop  and  crane  shed;  the  crane  shed,  the  westerly  build¬ 
ing  and  the  one-story  shop  erected  without  permits  and 
the  plant  is  operating  without  a  Certificate  of  Occu¬ 
pancy,  also  the  area  of  the  structures  on  the  plot  exceeds 
the  area  permitted  by  the  zoning  resolution;  premises 
700-712  Hicks  street  and  23-45  Nelson  street,  northwest 
corner  (Block  520,  Lot  26),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision 

159-44-A — 11-33  to  11-41  50th  avenue,  north  side,  92.5  ft. 
west  of  21st  street  (Block  62,  Lot  20),  Long  Island  City, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  16,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  16,  1944  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

Appeal  from  Administrative  Decision 

551-43-A — -3855  Nautilus  avenue,  northeast  corner  of 
Highland  avenue  (Block  7002,  Lot  1),  Borough  of 
Brooklyn  (reopened  and  restored  ,to  calendar,  March 
21,  1944;  previously  withdrawn). 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING, 

TUESDAY  MORNING,  APRIL  25,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  April  11,  1944,  and  Tuesday  afternoon, 
April  11,  1944,  were  approved,  as  printed  in  Bulletin  No.  16, 
Volume  29. 


ZONING  CASES 

1 148-38-BZ 

APPLICANT — Louis  Allen  Abramson,  for  James  P.  Kelly, 
owner  (Neill  Supply  Co.,  lessee). 

SUBJECT — Application  reopened  February  15,  1944  (deci¬ 
sion  of  the  acting  borough  superintendent)  under 
sections  7h,  7e  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  for  a  term  of 
two  years,  the  additional  use  of  storage  of  pipe  as 
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well  as  parking  and  storage  of  more  than  five  motor 
vehicles  on  a  plot  granted  by  the  Board  for  a  term 
of  two  years  from  January  26,  1943,  for  parking 
and  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 47-45  to  47-63  49th  street  and 
49-01  to  49-07  48th  avenue,  northeast  corner  (Block 
2287,  Lots  1,  2,  3,  5,  7  and  8),  Sunnyside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch,  H.  Altberg, 
Charles  S.  Martin  and  L.  A.  Abramson. 

For  Opposition:  G.  Gwathney,  Catherine  Morrison, 
E.  Regal,  Mrs.  John  J.  Lincks  and  Annie 
O’Grady. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  10 
A.  M.,  for  decision,  pending  an  inspection  by  a 
committee  of  the  Board.  No  further  argument. 


284-4 1-BZ 

APPLICANT — Louis  Allen  Abramson,  for  Woodside  Asso¬ 
ciates,  Inc.,  owner  (Neill  Supply  Co.,  lessee). 

SUBJECT — Application  reopened  February  15,  1944  (deci¬ 
sion  of  the  acting  borough  superintendent)  under 
sections  7c  and  21  of  the  zoning  resolution,  to  per¬ 
mit  partly  in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district,  the  conversion  of  occupancy  (for 
a  term  of  seven  years)  of  an  existing  building,  used 
as  a  public  garage,  to  the  storage  of  plumbing  and 
heating  supplies  and  also  in  part  as  a  public  garage ; 
at  the  expiration  of  the  seven-year  period,  it  is 
proposed  that  the  use  of  the  building  is  to  revert 
to  a  public  garage  throughout. 

PREMISES  AFFECTED — 47-55  48th  street,  northeast  cor¬ 
ner  of  48th  avenue  and  47-56  49th  street  (Block 
2286,  Lot  53),  Sunnyside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch,  H.  Altberg, 
Charels  S.  Martin  and  L.  A.  Abramson. 

For  Opposition :  J.  Gwathney,  Catherine  Morrison, 
E.  Regal,  Mrs.  John  J.  Lincks  and  Annie 
O’ Grady. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1944  at  10 
A.  M.,  for  decision,  pending  an  inspection  by  a 
committee  of  the  Board.  No  further  argument. 


46-44- BZ 

APPLICANT — Frank  B.  Carbone,  for  Buhrman  Sand  and 
Gravel  Corporation,  owner  (Colonial  Sand  and 
Stone  Company,  Inc.,  lessee). 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7e  of  the  zoning  reso¬ 
lution,  to  permit  for  a  term  of  two  years,  in  a 
residence  use,  F  area  and  y2  times  height  district, 
the  operation  of  a  sand  and  gravel  pit. 

PREMISES  AFFECTED— Southeast  corner  of  61st  avenue 
and  Douglaston  parkway  (Block  8286,  Lots  100 
and  180),  Douglaston,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  B.  Carbone  and  Jacob  Good- 
stein. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks, 
and  James  Russell. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  for  decision  by  Board 
without  further  argument.  Date  to  be  set  and  prin¬ 
cipals  notified. 


184-44-BZ 

APPLICANT — Joseph  Lau,  for  Robert  D.  Rothfield  (one 
of  the  trustee  u/w  of  Bettie  Rothfeld),  owner. 
SUBJECT- — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  residence  use  and  B  area  district, 
the  alteration  and  conversion  of  occupancy  of  an 
existing  building  from  a  social  club  to  offices,  read¬ 
ing  of  plays  and  (theatrical)  rehearsals;  also,  the 
building  does  not  comply  with  the  rear  yard  require¬ 
ments  of  the  zoning  resolution. 

PREMISES  AFFECTED — 23-25  West  53rd  street,  north 
side,  460  ft.  west  of  Fifth  avenue  (Block  1269,  Lot 
18),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lau,  Lawrence  Langner 
and  Nathan  J.  Gottlieb. 

For  Opposition :  John  G.  Forbes,  Clarence  G.  Bern- 
heimer,  Elwood  Hughes,  Sumner  Gerard  and 
John  Dieckman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  10  . 
A.  M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


381-27-BZ 

APPLICANT — The  Cord  Meyer  Company,  owner. 
SUBJECT — Application  reopened  April  4,  1944,  for  con¬ 
sideration  as  to  amendment  of  resolution  (decision 
of  the  acting  borough  superintendent)  to  permit  in 
a  business  use  district,  the  conversion  of  occupancy 
of  a  building  occupied  as  a  garage  for  more  than 
five  motor  vehicles  (previously  granted  by  the  Board 
under  Cal.  381-27-BZ)  to  a  commercial  storage 
building  for  a  temporary  period  of  three  years  and 
at  the  end  of  that  time  to  revert  back  to  its  former 
.  use. 

PREMISES  AFFECTED — 88-01  to  88-15  Roosevelt  ave¬ 
nue,  north  side,  from  88th  to  89th  streets  (Block 
617,  Lot  38),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Walter  Adikes,  John  J.  Shevlin  and 
J.  Edward  Meyer. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (381-27-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  garage  for  more  than  five  motor 
vehicles,  affecting  premises  88-01  to  88-15  Roosevelt  avenue 
north  side,  from  88th  to  89th  streets  (Block  617,  Lot  38),’ 
Elmhurst,  Borough  of  Queens,  was  granted  by  the  Board 
on  November  29,  1927;  and 

Whereas,  on  November  16,  1937  the  resolution  was 
amended  and  the  applicant  requested  a  further  amendment 
of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  Aprd  4,  1944  and  set  for  hearing  on  April  25,  1944;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals ;  at  is  regular  meet- 
ip§i>  April  25,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  by  the  Board  November 
29,  1927,  as  amended  by  resolution  adopted  November  16 
1937,  by  adding  thereto  : 
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“that  in  the  event  the  owner  desires  to  occupy  the  por¬ 
tion  of  the  building  occupied  as  a  garage,  for  a  tem¬ 
porary  term  not  exceeding  three  (3)  years  for  the 
storage  of  materials  as  set  forth  in  applicant’s  state¬ 
ment  filed  with  the  Board  on  April  18,  1944,  and  also 
for  light  manufacturing,  provided  such  light  manufac¬ 
turing  is  limited  to  25  per  cent,  of  the  total  floor  space 
of  the  building,  such  use  may  be  permitted,  provided 
in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  the  building  shall  not  be  increased  in 
height  or  area,  and  permitting  the  garage  use  to  be 
restored  upon  the  expiration  of  this  temporary  variance ; 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  three  months  from  the  date  of  this 
amended,  resolution.” 


216-40-BZ 

APPLICANT — Lama  and  Proskauer,  for  Reconstruction 
Building  Corporation,  owner. 

SUBJECT — Application  reopened  December  21,  1943  (de¬ 
cision  of  the  borough  superintendent)  under  sec¬ 
tion  7h  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  extension  in  area  and  use 
(for  a  term  of  two  years)  of  a  plot  now  occupied 
for  the  parking  and  storage  of  more  than  five  motor 
vehicles ;  the  use  of  the  original  plot  for  parking 
and  storage  purposes  was  granted,  on  May  18,  1943, 
for  a  term  of  two  years. 

PREMISES  AFFECTED— 304-316  East  107th  street,  south 
side,  100  ft.  east  of  Second  avenue  (Block  1678, 
Lots  42,  43,  46  and  48),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  A.  J.  Marcus. 
For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (216-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  306-314  East  107th  street, 
south  side,  125  ft.  east  of  Second  avenue  (Block  1678,  Lots 
43  and  46),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  February  11,  1941,  on  certain  conditions  and 
permit  extended  on  May  18,  1943 ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  to  extend  in  area,  the  use  of  the  plot  for  the 
parking  and  storage  of  more  than  five  motor  vehicles,  affect¬ 
ing  premises  304-316  East  107th  street,  south  side,  100  ft. 
east  of  Second  avenue  (Block  1678,  Lots  42,  43  46  and  48), 
Borough  of  Manhattan ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  December  21,  1943,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  meeting  held 
on  April  25,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  disrict  maps  accompanying  the  zoning 
resolution  show  that  East  107th  street  is  in  a  business  use, 
“B”  area  and  l1/^  times  height  district;  East  106th  street 
is  in  a  business  use,  “B”  area  and  1  Yi  times  height  district 
and  Second  avenue  is  in  a  business  use,  “B”  area  and  1J4 
times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  December  2,  1943,  on  Alt.  Applic.  1130-43,  reads: 

“1.  The  use  or  occupancy  of  the  premises  located 
within  a  business  district  for  parking  and  storage  of 


more  than  five  motor  vehicles  is  contrary  to  Art.  II, 
Section  4,  Building  Zone  Resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  175  ft.  and  a  depth 
of  110  ft.  11  in.;  that  a  part  of  the  plot  having  a  frontage 
of  125  ft.  and  a  depth  of  100  ft.  11  in.  is  now  occupied  for 
parking  and  storage  of  more  than  five  motor  vehicles, 
under  a  variation  granted  by  the  Board  under  Cal.  216- 
40-BZ,  on  May  18,  1943,  for  a  term  of  two  years  and  that 
it  is  proposed  to  use  the  entire  plot,  for  a  term  of  two  (2) 
years,  for  parking  and  storage  of  more  than  five  motor 
vehicles ;  and 

Whereas,  the  applicant  contends  that  since  the  granting 
of  this  application,  Cal.  216-40-BZ,  the  owners  have  ac¬ 
quired  lots  42  and  48  adjoining  the  present  site  to  the 
east  and  to  the  west  and  request  permission  to  extend  the 
existing  parking  lot  for  a  distance  of  25  ft.  to  the  east  and 
25  ft.  to  the  west;  that  inasmuch  as  there  is  a  parking  lot 
on  the  premises,  this  extension  will  in  no  way  affect  the 
surrounding  property  owners ;  that  the  requirements  of  the 
prior  resolution  were  complied  with  and  all  permits  obtained. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  February  11,  1941,  so 
that  as  amended,  the  resolution  shall  read : 

“granted  under  section  7h  for  a  term  of  two  years  from 
the  date  of  this  amended  resolution,  to  permit  the 
parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  that  only  motor  vehicles  of  the  pleasure- 
car  type  shall  be  so  stored  or  parked ;  that  the  plot 
shall  not  exceed  the  area  with  a  frontage  of  175  ft. 
as  indicated  on  revised  plans  marked  ‘Received  Decem¬ 
ber  14,  1943’;  that  the  plot  shall  be  levelled  substantially 
to  the  grade  of  East  107th  street  and  surfaced  with 
steam  cinders,  clea.M  gravel  or  other  suitable  material, 
properly  rolled  and  bound  to  prevent  dusting  and  pro¬ 
vide  surface' drainage ;  that  on  the  interior  lot  lines 
where  walls  of  adjoining  buildings  do  not  occur,  there 
shall  be  erected  a  substantial  heavy  woven  wire  fence 
of  the  chain-link  type  with  anchored  steel  posts  not 
less  than  7  ft.  in  height ;  that  a  similar  fence  shall  be 
erected  on  the  street  building  line  continuously  except 
for  one  opening  not  exceeding  25  feet  in  width  for 
entrance  and  exit  with  curb  cut  opposite  not  exceeding 
12  feet;  that  proper  aisles  shall  be  maintained  at  all 
times  for  easy  entrance  and  exit;  that  there  shall  be 
a  space  of  not  less  than  18  inches  left  between  alternate 
rows  of  cars  for  easy  access ;  that  during  the  term  of 
this  variance,  the  premises  shall  be  occupied  for  no  other 
use  than  herein  permitted ;  that  no  building  shall  be 
erected  thereon,  except  that  there  may  be  erected  near 
the  entrance  a  building  used  solely  as  an  office  and 
shelter  of  the  attendant,  not  exceeding  one  story  in 
height  and  not  over  150  sq.  ft.  in  area,  which  building 
may  be  of  frame ;  that  such  building  shall  be  kept 
painted  and  in  good  repair ;  that  all  existing  signs  on 
the  premises  shall  be  removed,  except  a  sign  not  more 
than  15  sq.  ft.  in  area  attached  to  the  fence,  not  extend¬ 
ing  beyond  the  building  line  and  not  illuminated,  adver¬ 
tising  only  the  parking  and  storage  use  and  the  rates 
charged ;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct; 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  three  months  from  the  date  of  this 
amended  resolution.” 


1071-40-BZ 

APPLICANT — John  J.  McNamara,  for  Philip  Ruxton, 
Inc.,  owner  (Interchemical  Corporation,  lessee). 

SUBJECT — Application  reopened  February  8,  1944  (deci¬ 
sion  of  the  borough  superintendent)  under  section 
7e  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  for  a  temporary  period,  the  additional 
use  of  a  one-story  building,  approximately  13  ft.  by 
22  ft.  in  area  (for  the  storage  of  chemicals  used 
in  an  abutting  factory)  as  well  as  parking  of  more 
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than  five  motor  vehicles,  on  a  plot  granted  by  the 
Board  for  a  term  of  two  years  from  April  6,  1943, 
for  parking  of  more  than  five  motor  vehicles  (pleas¬ 
ure-car  type). 

PREMISES  AFFECTED — 428  West  45th  street,  south 
side,  400  ft.  east  of  Tenth  avenue  (Block  1054, 
Lot  48),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  J.  McNamara,  J.  H.  O’Connor 
and  P.  E.  Veraa. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (1071-40-BZ) 

Whereas,  his  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  of  more  than  five  motor  vehicles, 
affecting  premises  428  West  45th  street,  south  side,  400 
ft.  east  of  Tenth  avenue  (Block  1054,  Lot  48),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  April  15,  1941, 
on  certain  conditions  and  the  permit  extended  on  April  6, 
1943 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  under  section  7e  of  the  zoning  resolution,  to 
permit  the  additional  use  of  a  one-story  building,  for  the 
storage  of  chemicals  used  in  an  abutting  factory ;  and 

Whereas,  the  case  was  reopened  by  vote  of  the  Board 
on  February  8,  1944,  subject  to  the  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  meeting  held 
on  April  25,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals  ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  45th  street  is  in  a  residence, 
retail  and  business  use,  “A”  area  and  1  (4  times  height 
district;  West  44th  street  is  in  a  residence,  retail  and  busi¬ 
ness  use,  “A”  area  and  1(4  times  height  district  and  Ninth 
avenue  is  in  a  retail  use,  “A”  area  and  1(4  times  height 
area  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  3,  1944,  on  N.  B.  Applic.  4-44,  reads: 

“1.  This  proposed  structure  is  in  a  residence  district 
and  use  of  same  for  storage  of  chemicals  as  well  as  for 
parking  as  granted  under  Cal.  1071-40-BZ  is  contrary 
to  use  as  granted  and  also  contrary  to  Sec.  3,  Article  II, 
Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  'frontage  of  25  ft.  and  a  depth 
of  100  ft.,  occupied  in  accordance  with  Certificate  of  Occu¬ 
pancy  29809,  dated  May  12,  1943,  as  a  private  parking  space 
for  more  than  five  motor  vehicles  of  the  pleasure-car  type 
only,  and  limited  to  such  cars  owned  by  the  employees  or 
customers  of  the  Interchemical  Corporation  and  its  sub¬ 
sidiaries,  located  on  the  adjoining  premises  on  lots  49  and 
50,  to  the  west ;  that  the  variation  was  granted  for  a  term 
of  two  years  from  April  15,  1941,  and  on  April  6,  1943, 
granted  for  an  additional  term  of  two  years  ;  that  it  is  pro¬ 
posed  to  erect  upon  the  rear  of  the  plot,  a  one-story  build¬ 
ing  13  ft.  4  in.  by  21  ft.  8  in.  in  area;  to  be  used  for  the 
storage  of  Chemical  Solvents  used  by  the  Interchemical 
Corporation — -for  the  duration  of  the  war;  that  it  is  pro¬ 
posed  to  continue  the  maintenance  of  the  remainder  of  the 
plot  as  a  parking  space  as  stipulated  in  the  resolution  of 
Cal.  1071-40-BZ;  and 

Whereas,  the  applicant  contends  that  the  Interchemical 
Corporation  Research  Laboratories  are  now  doing  research 
of  a  secretive  nature  for  the  U.  S.  Government  agencies 
under  four  direct  contracts,  all  of  which  are  directly  con¬ 


nected  with  the  carrying  on  of  the  war ;  that  this  proposed 
one-story  building  would  be  used  to  store  drums  of  chemical 
solvents  required  in  the  company’s  work ;  that  because  of 
the  abnormally  large  amount  of  research  being  done  for 
the  Government,  it  is  necessary  to  have  on  hand  much 
larger  quantities  of  chemical  solvents  than  would  have  norm¬ 
ally  been  required  in  the  company’s  usual  business,  and  the 
quantities  required  on  hand  are  also  more  than  are  per¬ 
mitted  by  the  Division  of  Combustibles,  to  be  stored  inside 
the  company’s  building,  which  adjoins  the  vacant  property 
to  the  west ;  that  the  need  for  this  storage  building  is  most 
acute  and  brought  about  entirely  because  of  work  being 
carried  on  in  the  war  effort ;  that  the  use  of  the  building 
would  end  at  the  termination  of  the  war,  and  the  building 
would  therefore  be  demolished  and  removed  at  that  time; 
that  it  is  proposed  to  equip  the  building  with  an  approved 
type  of  COj  sprinkler  system ;  that  in  view  of  the  above 
circumstances  and  the  severe  hardships  occasioned  the 
Interchemical  Corporation  in  their  war  work,  the  applicant 
requests  a  variation  from  Section  3,  Article  II,  of  the  zon¬ 
ing  resolution,  to  permit  the  erection  of  the  above  building 
under  Artcle  II,  Section  7e ;  that  the  chemical  solvents  to 
be  stored  would  have  flash  points  from  56  F  to  130  F ;  that 
there  would  be  about  ten  (10)  drums  of  50-gallon  capacity 
stored  in  the  building. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  15,  1941,  as 
amended  by  resolution  adopted  by  the  Board  April  6,  1943, 
by  adding  thereto : 

“that  in  the  event  the  owner  desires  to  erect  a  build¬ 
ing  constructed  of  fireproof  materials  on  the  rear  of 
the  lot,  as  indicated  on  plan  filed  March  29,  1944,  for 
the  storage  of  chemical  solvents,  such  building  and 
use  may  be  permitted  under  section  7e  for  a  term  ex¬ 
piring  April  6,  1945,  provided  the  chemicals  so  stored 
shall  be  as  approved  by  the  fire  commissioner;  that  the 
building  shall  be  constructed  of  cement  blocks  with 
approved  fireproof  self-closing  door  and  the  roof  of 
concrete  or  gypsum  plank  on  fireproof  steel  beams  or 
concrete  joists;  that  such  ventilation  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct;  that  in  all 
other  respects,  the  resolution  adopted  by  the  Board  on 
April  15,  1941,  as  amended  on  April  6,  1943,  shall  be 
complied  with.” 


MATERIAL  SUBMITTED  FOR  APPROVAL 

131-44-SM 

APPLICANT — Pittsburgh  Corning  Corporation,  owner. 
SUBJECT — PC  Foamglas  Insulation,  approval  of. 
APPEARANCES— 

For  Applicant:  Paul  Japp. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (131-44-SM) 

Whereas,  the  Pittsburgh  Corning  Corporation,  owner, 
filed  on  February  29,  1944,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  PC  Foamglas  Insulation;  and 
Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  131-44-SM. 

Subject:  PC  Foamglas  Insulation 
The  Pittsburgh  Corning  Corporation  of  Pittsburgh, 
Pa.,  filed  an  application  with  the  Board  of  Standards  and 
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Appeals  for  approval  of  their  PC  Foamglas  Insulation 
under  the  requirements  of  C26- 178.0b  for  use  as  an  in¬ 
combustible  thermal  insulation  material  in  all  classes  of 
construction,  as  listed  in  the  Administrative  Building 
Code. 


{DESCRIPTION  AND  MANUFACTURE 

Foamglas  is  made  from  typical  soda-lime  glass  with 
only  one  other  ingredient,  consisting  of  a  small  percent¬ 
age  of  carbon  that  is  added  during  the  grinding  process. 
The  glass  in  the  molten  stage  flows  out  of  the  melting 
tank  into  a  tank  of  running  water  that  chills  it  quickly, 
thus  breaking  it  up  into  small  pieces  suitable  for  grind¬ 
ing.  This  broken  up  glass  is  called  cullet.  After  drying 
the  cullet  is  weighed  and  fed  at  regular  intervals  into 
a  continuous  pebble  mill.  The  required  carbon  is  weighed 
and  fed  into  the  mill  with  the  cullet.  The  degree  of 
grinding  is  controlled  by  the  rate  of  feeding  the  mill 
and  by  maintaining  the  pebble  charge  constant.  Prac¬ 
tically  all  of  the  material  in  the  batch  will  pass  a  200  mesh 
sieve.  From  this  stage  the  material  is  accurately  batched 
and  placed  in  steel  molds  which  are  rectangular  in  shape 
and  are  composed  of  two  similar  pans.  The  inside 
surfaces  of  these  pans  are  coated  with  clay  which  pre¬ 
vents  the  Foamglas  batch  from  sticking  to  the  metal. 
The  batch  is  automatically  weighed  and  placed  into  the 
bottom  pan  of  the  mold  and  levelled  out.  The  depth  of 
the  batch  in  the  mold  is  about  one-fifth  of  its  final 
cellulated  thickness.  The  top  pan  is  inverted  over  the 
bottom  pan  forming  the  closed  mold. 

The  molds  containing  the  powdered  batch  are  fed  into 
a  gas-fired  continuous  roller  hearth  furnace  in  which  the 
temperatures  are  maintained  at  the  desired  point  by 
automatic  controlling  devices.  As  the  glass  powder  be¬ 
comes  viscous,  gas  is  generated,  but  since  it  cannot 
escape,  it  forms  tiny  bubbles  or  cells,  thus  swelling  the 
glass  and  filling  the  moulds.  The  uniformity  in  size  of 
the  cells  is  maintained  within  reasonable  limits  by  regu¬ 
lating  the  time-temperature  curve  in  the  furnace,  result¬ 
ing  in  blocks  which  are  quite  homogeneous.  When  the 
blocks  cool  from  their  maximum  temperature  of  1600°F. 
to  the  point  where  the  glass  becomes  rigid,  they  tend  to 
shrink.  Some  will  shrink  more  than  others,  causing 
a  difference  in  the  density  of  the  finished  material,  but 
within  the  specified  limits  of  9.0  to  11.5  lbs.  per  cu.  ft. 
The  light  density  material  is  not  quite  as  strong  as  the 
heavier  density  but  is  slightly  more  efficient  thermally. 
The  molds  come  out  of  the  furnace  at  above  1200°  F. 
The  hot  blocks  of  Foamglas  are  quickly  removed  and 
placed,  for  annealing  and  cooling,  in  a  specially-built 
gas-fired  recirculating  lehr.  The  temperatures  in  the 
annealing  portion  are  controlled  automatically  and  in 
the  cooling  portion  by  constant  checking  of  the  many 
installed  thermocouples  and  adjustments  of  the  burners 
and  cold  air  intakes.  The  actual  annealing  stress  is  kept 
within  conservative  limits  and  is  checked  at  intervals  in 
the  laboratory.  The  blocks  remain  on  a  conveyor  in  the 
annealing  furnace  for  approximately  24  hours,  after 
which  they  are  ready  for  trimming  to  size  by  carbor¬ 
undum  wheels  and  steel  band  saws.  At  this  point  the 
blocks  are  selected  before  placing  in  corrugated  paper 
cartons  sufficiently  strong  to  protect  the  material  until 
it  gets  on  the  job. 

TESTS 

Samples  of  Foamglas  were  submitted  for  physical  test 
to  the  Pittsburgh  Testing  Laboratory  (Laboratory 
No.  350233,  File  20555.1)  which  report  is  filed  with  this 
application.  These  tests  were  made  in  accordance  with  a 
tentative  Federal  Specification  for  Cellular  Glass  for 
Thermal  Insulation.  In  addition,  a  test  for  incom¬ 
bustibility  of  Foamglas  was  made  in  accordance  with 
the  requirements  of  C26-88.0  of  the  Administrative 
Building  Code.  The  results  of  these  tests  were  as  fol¬ 
lows  : 


PHYSICAL  TESTS 
Test 

Density — Lbs./cu.  ft .  11.5 


Modulus  of  Rupture — PSI 
Average  of  3  specimens  6" 
wide,  2"  thick.  Tested  on 
a  10"  span.  Midpoint  load¬ 
ing  .  133.5 

Thermal  Conductivity  — 
Btu/Sq.  ft./Hr/°F./In. 

Guarded  Hot  Plate  Method 
at  75.2  deg.  F.  Mean  Tem¬ 
perature  .  0.47 

Water  Absorption  —  Lbs/ 

sq.  ft.  Surface  Area  _  0.015 

Compressive  Strength  — 

Lbs/Sq.  In.  Average  of  3 
Specimens — 2  inch  cubes..  187.7 


Spec. 

Requirements 
9  to  12 


75  min. 


0.52  Max. 
0.03  Max. 


75  min. 


INCOMBUSTIBILITY  TESTS 

The  exposure  to  furnace  temperature  was  conducted, 
not  as  an  attempt  to  obtain  a  fire  rating  for  the  ma¬ 
terial  as  employed  in  construction,  but  merely  to  inves¬ 
tigate  its  compliance  with  a  definition  of  “incombustible 
material’’  in  the  Administrative  Building  Code.  See 
C-26-88-0,  which  states : 

“The  term  ‘incombustible  material’  shall  mean 
any  material  which  will  not  ignite  nor  actively  sup¬ 
port  combustion  in  a  surrounding  temperature  of 
1200°F.  during  an  exposure  of  five  minutes.” 

A  specimen  was  placed  in  a  furnace  having  an  inside 
diameter  of  about  14  inches  and  a  depth  of  12  inches. 
This  furnace  was  heated  by  means  of  an  exposed  heater 
unit  of  resistance  wire  wound  on  hooks  imbedded  in  the 
inside  wall  of  the  refractory.  Temperature  was  meas¬ 
ured  by  two  Cromel-Alumel  thermocouples  placed  about 
one  inch  below  the  sample.  The  temperature  was  brought 
up  to  1200  deg.  F.  over  a  period  of  24  hours.  The 
sample  was  allowed  to  soak  at  this  temperature  for  30 
minutes,  when  the  furnace  was  slowly  cooled.  The 
sample  was  then  removed  and  photographed. 

At  no  time  during  the  exposure  was  there  any  evidence 
of  combustion  and  during  the  test  there  was  no  loss  in 
weight  of  the  specimens,  since  weight  before  and  after 
exposure  checked  within  less  than  0.3%. 

HEAT  CONDUCTIVITY  TESTS 

Tests  were  also  conducted  to  determine  the  conduc¬ 
tivity  of  Foamglas  with  a  pore  size  of  approximately  .08 
inches  and  a  density  of  .166  (compared  with  water  taken 
to  have  a  density  of  1)  with  results  as  follows: 

Conductivity  K 

Test  Spec.  Mean  Temp.  °F.  Btu/sq.ft./hr/°F/inch 


1  80  .496 

2  50  .470 

3  20  .455 

4*  50  .481 


Foregoing  data  from  Pittsburgh  Testing  Laboratory. 


*  All  specimens  tested  by  using  the  standard  hot  plate 
method  except  Spec.  No.  4  which  was  tested  in  the  same 
manner  after  having  been  immersed  in  water  for  24 
hours. 


Tests  for  conductivity  were  also  conducted  at  the 
Mellon  Institute  at  higher  temperatures  using  the  stand¬ 
ard  hot  plate  method  with  results  as  follows : 

Mean  Temp.  °F. 

204  (hot  side  283) 

299  (  “  “  433) 

396  (  “  “  582) 

481  (  “  “  710) 


Test  Spec. 
1 
2 

3 

4 


Conductiviey  K 
.622 
.704 
.812 
.903 
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Routine  test  data  taken  from  the  applicant’s  records  of 
the  conductance  of  Foamglas  at  extremely  low  tempera¬ 
tures  is  as  follows : 

Test  Spec.  MeanTemp.°F.  Conductivity  K 

1  — 97  (cold  side  —267)  .25 

2  —101  (  “  “  —272)  .29 

The  material  has  a  specific  heat  of  .16  to  .19  Btu/#/°F 
while  its  coefficient  of  expansion  is  .0000046° F. 

GENERAL 

Thermal  insulating  materials  depend  on  three  factors 
for  good  performance,  namely,  total  thickness,  moisture 
gain  and  durability.  The  heat  conductivity  of  a  material 
is  greatly  increased  by  the  amount  of  water  it  will 
absorb,  because  the  conductivity  of  water  is  relatively 
very  high.  This  fact  is  of  major  importance  in  all  types 
of  low  temperature,  or  high  humidity,  or  outdoor  insul¬ 
ating  work,  because  in  these  applications  water  is  always 
present  in  liquid  or  vapor  form. 

“Foamglas”  consists  of  an  assembly  of  minute  gas 
cells,  hermetically  sealed  in  a  tight,  rigid  framework  of 
matrix  of  glass,  and  therefore  is  a  complete  vapor  bar¬ 
rier  and  not  subject  to  water  absorption  by  capillarity 
or  otherwise.  Being  inorganic,  it  is  not  chemically  af¬ 
fected  by  weather  conditions,  moisture,  or  acid  atmos¬ 
phere  and  will  permanently  retain  its  size  and  shape 
without  volume  change.  It  will  not  deteriorate  with  age, 
regardless  of  exposure,  and  is  vermin-proof  and  incom¬ 
bustible. 

APPLICATIONS 

Foamglas  is  being  used  as  thermal  insulation  over  the 
range  — 75°F  to  plus  700°F.  It  is  being  incorporated  in 
various  types  of  structures  in  floors,  walls,  partitions, 
interior  ceilings,  on  exterior  roofs,  and  in  many  special 
building  elements  such  as  flues,  ducts  and  the  like.  It 
is  being  adapted  to  special  enclosures  within  the  manu¬ 
facturing  plants  of  the  textile,  chemical,  food,  and  process 
industries. 

When  used  in  low  temperature  applications,  such  as 
deep  freeze  and  cold  storage  spaces,  it  is  erected  with 
hot  asphalt  and  provided  with  a  surface  finish  of  a 
clay-filled  asphalt  emulsion  plaster. 

When  used  in  floors,  it  is  bedded  in  hot  asphalt  and 
then  top  mopped  with  the  same  material,  on  which  a 
layer  of  approved  15#  asphalted  felt  is  placed.  If  a 
concrete  wearing  floor  is  applied,  it  should  be  at  least 
3"  in  thickness  and  laid  with  suitable  precautions  to 
prevent  curling  or  warping  from  uneven  curing.  Tests 
made  by  the  applicant  show  that  concentrated  loads  of 
2000 #/sq.  ft.  do  not  impair  the  integrity  of  this  latter 
construction. 

When  used  in  walls  of  either  the  solid  or  cavity  type, 
slabs  of  the  required  thickness,  but  not  less  than  2",  are 
laid  with  hot  asphalt,  or  with  an  asphaltic  mortar  con¬ 
sisting  of  asphalt  emulsion,  portland  cement  and  sand ; 
or,  if  preferred,  with  an  asphalt  cut-back  plastic  as  the 
bedding  mortar ;  or  a  combination  of  these ;  any  of  these 
methods  with  or  without  voids  as  desired.  Adjacent 
masonry  wythes  may  be  parged  with  a  similar  asphalt 
mortar  on  such  surfaces  as  conditions  may  mandate. 

Partitions  of  Foamglas  slabs  may  be  laid  up  in  hot 
asphalt  or  asphalt  mortar.  This  type  of  construction 
should  be  supported  at  intervals  not  greater  than  30 
times  the  Foamglas  thickness.  Finishing  of  surfaces 
may  be  accomplished  with  a  plaster  made  by  mixing  a 
filled  asphalt  emulsion  with  portland  cement  in  proper 
proportions.  Suitable  paints  may  be  used  over  the 
surfacing. 

In  ceiling  work  on  wood  construction,  the  slabs  are 
mechanically  supported  by  “L”-shaped  wood  strips,  18" 
o.c.,  which  are  secured  to  the  ceiling  members.  The  leg 
of  the  “L”  strip  engages  a  slot  (factory  cut)  in  one  end 
of  the  slab,  while  the  other  end  is  held  by  wood  dowels 
pushed  into  the  Foamglas  through  snug  holes  provided  in 


the  vertical  leg  of  the  “L”  strip.  Joints  are  filled  with 
asphaltic  mortar.  For  concrete  ceilings,  either  mechani¬ 
cal  supports  or  a  hot  asphalt  bond  may  be  used. 

When  wood  roof  decks  are  to  be  insulated  with 
Foamglas,  the  deck  surface  is  covered  with  a  layer  of 
waterproof  insulating  paper,  tacked  down,  and  then  the 
slabs  are  set  in  a  mopping  of  hot  asphalt  or  pitch.  For 
concrete  roof  decks,  the  base  paper  may  be  omitted  and 
the  slabs  placed  directly  on  the  concrete  surface.  When 
so  used  for  roof  insulation,  Foamglas  shall  be  protected 
by  not  less  than  three  layers  of  standard  or  approved 
15#  saturated  felt  mopped  in  separate  layers  with  hot 
asphalt  or  pitch.  Where  the  roof  is  to  be  subjected  to 
foot  traffic,  the  felt  covering  shall  be  of  not  less  than  four 
plies,  separately  mopped  in  place  and  covered  with  an  ap¬ 
proved  wearing  surface. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  PC  Foamglas  In¬ 
sulation  for  use  as  an  incombustible  thermal  insula¬ 
tion  material  in  all  classes  of  construction  under 
C26-191.0a  provided  the  material  is  made  and  used  as 
described  herein.  It  is  further  recommended  that  each 
shipping  container  of  PC  Foamglas  Insulation  be 
stamped,  tagged,  labelled  or  marked  reading  as  follows: 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
Use  in  New  York  City  under  Cal.  131-44-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  PC  Foamglas  Insula¬ 
tion,  on  condition  that  the  material  be  manufactured,  installed 
and  labelled,  stamped  or  tagged  in  accordance  with  above 
report. 


192-44-SM 

APPLICANT — Pittsburgh  Steel  Company,  owner. 
SUBJECT — Steeltex  Floor  Lath,  approval  of. 

APPEARANCES— 

For  Applicant:  Charles  A.  Lutz. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 


Note:  The  resolution  relative  to  the  approval  of  Steeltex 
Floor  Lath  will  be  printed  in  the  Bulletin  of  May  9,  1944, 
Vol.  29,  No.  19. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

175-42-A 

APPLICANT — One  Christopher  Street,  Incorporated,  ad¬ 
joining  owner. 

OWNER  OF  PREMISES — T.  L.  and  L.  Corporation. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  revocation  of  Certificate  of  Occupancy 
28674-42. 
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PREMISES  AFFECTED — 403-415  Sixth  avenue  and  1-5 
Greenwich  avenue,  southwest  corner  (Block  593, 
Lot  13),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Charles  Kissell  and  G.  M.  Klop- 
stock. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  2,  1944  at  10 
A.  M.  at  request  of  owner’s  representative. 


186-44-A 

APPLICANT — Joseph  Lau,  for  Robert  B.  Rothfeld  (one 
of  the  trustees  u/w  of  Bettie  Rothfeld,  owner)  ; 
(The  Theatre  Guild,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 23-25  West  53rd  street,  north 
side,  460  ft.  west  of  5th  avenue  (Block  1269,  Lot 
18),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  Lau,  Lawrence  Langner  and 
Nathan  J.  Gottlieb. 

For  Opposition:  John  G.  Forbes,  Clarence  G.  Bern- 
heimer,  Ellwood  Hughes,  Sumner  Gerard  and 
John  Dieckman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1944  at  10 
A.  M.  in  conjunction  with  cal.  184-44-BZ,  for  further 
consideration. 


557-43- A 

APPLICANT — Anna  Bruno,  adjoining  property  owner. 

OWNER  OF  PREMISES — Lawrenceville  Realty  Co.,  Inc. 
(Bulova  Watch  Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent  re  Revocation  of  Permit  re  Alt. 
958-43. 

PREMISES  AFFECTED — 40-05  61st  street,  40-06  62nd 
street  and  south  side  of  Woodside  avenue  from  61st 
to  62nd  streets  (Block  1337,  Lot  27  and  Block  1336, 
Lots  38,  41,  44  and  47),  Woodside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  George  Cohen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (557-43-A) 

Whereas,  Anna  Bruno,  adjoining  property  owner,  filed  on 
November  8,  1943,  an  appeal  with  the  Board  of  Standards 
and  Appeals,  from  a  decision  of  the  acting  borough  super¬ 
intendent,  re  Revocation  of  Permit  re  Alt.  958-43,  affecting 
premises  40-05  61st  street,  40-06  62nd  street  and  south  side 
of  Woodside  avenue  from  61st  to  62nd  streets  (Block  1337, 
Lot  27  and  Block  1336,  Lots  38,  41,  44  and  47),  Woodside, 
Borough  of  Queens,  to  revoke  a  permit  issued  under  Altera¬ 
tion  Application  958-43  for  an  overhead  bridge  across  62nd 
street,  a  franchise  for  which  had  been  granted  by  the  Board 
of  Estimate ;  and 

Whereas,  the  Board  deemed  that  the  appeal  to  revoke  the 
permit  was  improperly  before  the  Board,  as  the  Board  was 
without  jurisdiction. 

Resolved,  that  the  appeal  be  and  hereby  is  dismissed. 


200-44-A  x 

APPLICANT — Henry  George  Greene,  for  Central  Park 
Plaza  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AhFECTED — 300  Central  Park  West  and 
1-13  West  90th  street,  northwest  corner  (Block 
1204,  Lot  29),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Henry  G.  Greene. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF'  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (200-44-A) 

Whereas,  Henry  George  Greene,  for  Central  Park  Plaza 
Corporation,  owner,  filed  April  3,  1944,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
300  Central  Park  West  and  1-13  West  90th  street,  north¬ 
west  corner  (Block  1204,  Lot  29),  Borough  of  Manhattan; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  27,  1944  on  B.  N.  Applic.  608-44,  reads: 

“1.  The  use  of  a  space  within  a  multiple  dwelling  as 
a  spray  room  is  contrary  to  Rule  1.3.1  of  Rules  of  B. 
of  S.  and  A.  re  Spray  rooms,  etc.” 

and 

Whereas,  the  applicant  states  that  the  building  is  28 
stories  (280  ft.)  in  height,  201  ft.  5  in.  by  190  ft.  in  area, 
of  class  1  construction,  erected  in  1930,  located  in  a  residence 
use,  B  area  district  and  used  and  occupied  as  a  class  A 
multiple  dwelling  from  1st  to  28th  stories,  with  storage, 
laundry  and  office — 5  persons  in  the  cellar ;  proposed  to  be 
used  without  change  except  that  the  cellar  will  be  used  for 
storage,  laundry,  office  and  spray  room — 7  persons,  not  more 
than  two  employees  in  the  spray  room ;  that  the  building  is 
equipped  with  five  3  ft.  8  in,  fireproof  stairs  from  roof 
bulkhead  to  grade  and  through  lobby  to  street;  and 

Whereas,  Certificate  of  Occupancy  16889  issued  Septem¬ 
ber  30,  1930  on  N.  B.  Applic.  665-29,  permits  the  use  of  the 
building  throughout  as  a  class  A  multiple  dwelling;  and 

W  hereas,  the  applicant  contends  that  the  proposed  spray 
room  to  be  located  in  the  cellar  of  the  premises,  will  be 
used  for  the  exclusive  purpose  of  spraying  Venetian  blinds 
used  on  these  premises ;  that  the  present  war  emergency  has 
made  it  difficult  to  replace  materials  and  parts  for  the  blinds 
and  outside  maintenance  companies  haven’t  the  facilities  to 
maintain  the  accustomed  pre-war  service;  that  the  building 
is  of  fireproof  construction  and  every  precaution  will  be 
taken  to  maintain  the  spray  room  in  accordance  with  the 
Spray  Rules  of  the  Board  of  Standards  and  Appeals ;  that 
the  amount  of  spray  material  used  will  not  exceed  two  quarts 
per  day ;  that  the  room  will  be  enclosed  in  4-inch  terra 
cotta  block  partitions  and  so  located  in  the  cellar  as  to  be 
readily  accessible  in  the  event  of  emergency. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  B.  N.  Applic.  608-44,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  space  shall  be  as  indicated  on  plans  filed 
with  the  Board  marked  “Received  April  3,  1944”  and  con¬ 
structed  as  proposed  and  used  only  for  renovation  purposes 
for  furnishings  actually  used  in  the  building ;  that  the  two 
means  of  exit  as  shown  from  such  room  shall  be  maintained, 
each  equipped  with  a  fireproof  self-closing  door;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct ;  that  all  of  the  requirements 
of  the  Spray  Rules  of  the  Board  shall  be  complied  with,  and 
all  other  laws,  rules  and  regulations  applicable  thereto ;  that 
a  certificate  of  fitness  for  the  operator  of  such  spraying  shall 
be  obtained. 
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21 7 -44- A 

APPLICANT — Todd  Shipyards  Corporation  (Combustion 
Equipment  Division),  lessee,  for  Pioneer  Real  Es¬ 
tate  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — -245-259  11th  avenue,  west  side, 
entire  block,  bounded  by  11th  and  13th  avenues, 
West  26th  and  West  27th  streets,  200-214  13th  ave¬ 
nue,  601-649  West  26th  street  and  600-652  West 
27th  street  (9th  floor)  ;  (Block  672,  Lot  1),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  A.  Flynn  and  J.  F.  Haynes. 

For  Administration:  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (217-44-A) 

Whereas,  Todd  Shipyards  Corporation,  lessee,  for  Pioneer 
Real  Estate  Company,  owner,  filed  April  10,  1944  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises 
601-649  West  26th  street,  600-652  West  27th  street,  200-214 
13th  avenue  and  245-259  11th  avenue,  entire  block  bounded 
by  11th  avenue,  13th  avenue,  West  26th  and  West  27th 
streets  (9th  floor);  (Block  672,  Lot  1),  Starrett  Lehigh 
Building,  Borough  of  Manhattan ;  and 
Whereas,  order  37922-LC  issued  by  the  fire  commissioner 
April  4,  1944,  reads : 

“With  reference  to  your  application  dated  April  4th, 
1944  for  a  permit  to  store  gasoline  above  the  1st  story 
at  the  above  location,  I  regret  to  inform  you  that  this 
department  is  without  power  to  grant  such  a  permit 
for  the  reason  : 

Section  C19-51-B-5  New  York  City  Administrative 
Code  prohibits  such  storage  upon  any  floor  above  the 
ground  floor  of  a  building,  except  in,  an  approved  safety 
can  in  quantities  of  five  gallons  or  less. 

YOU  ARE  THEREFORE,  HEREBY,  ADVISED 
TO 

(1)  Refrain  from  storing  gasoline  on  these  premises 
in  the  quantity  set  forth  in  your  application  of  April 
4th,  1944.” 

and 

Whereas,  the  applicant  states  that  the  building  is  19 
stories  and  penthouse  (260  ft.)  in  height,  607  ft.  by  197  ft. 
6  in.  irregular  in  area,  of  class  1  construction,  erected  in 
1931,  located  in  an  unrestricted  use,  A  area  district  and  used 
and  occupied  as  follows:  cellar,  boiler  room,  15  persons; 
1st  floor,  railroad  yard  and  stores,  105  persons;  2nd  floor, 
public  garage,  110  persons;  2nd  mezzanine,  motor  and  meter 
repair,  storage  of  food  and  supplies,  100  persons;  3rd  floor, 
winery  and  carton  manufacturing,  220  persons ;  4th,  5th  and 
6th  floors,  bonded  warehouse,  220  persons  each  floor ;  7th 
floor,  auto  accessory  and  envelope  manufacturing,  350  per¬ 
sons  ;  8th  floor,  rotogravure  printing,  450  persons ;  9th 
floor,  liquor  storage,  combustion  equipment,  baker  supplies, 
200  persons;  10th  floor,  baker  supplies,  200  persons;  11th 
floor,  fruit  packers,  100  persons ;  12th  floor,  book  warehouse, 
50  persons;  13th  floor,  textile  distributors,  50  persons;  14th 
floor,  paper  bag  manufacturing,  200  persons;  15th  floor, 
perfume,  essential  oil  manufacturing,  75  persons ;  16th  floor, 
book  bindery,  100  persons  ;  17th  floor,  mirror  and  powdered 
egg  manufacturing,  50  persons;  18th  floor,  floor  wax  dis¬ 
tributors,  75  persons  ;  19th  floor,  textile  laboratory,  25  per¬ 
sons  ;  penthouse,  elevator  machinery,  6  persons ;  that  the 
building  is  equipped  with  a  two  source  sprinkler  system,  a 
standpipe  system,  an  interior  fire  alarm  system  and  fire  drills 
are  maintained  and  that  there  are  five  interior  fireproof 
stairways  from  roof  to  street ;  and 
Whereas,  Certificate  of  Occupancy  17871  issued  October 
1,  1931,  permits  the  following  use  and  occupancy:  cellar, 
boiler  and  engine  room,  truck  driveway,  5  persons;  1st  floor, 


freight  yard,  driveway,  cafeteria,  105  persons;  1st  mezzanine, 
offices  and  cafeteria,  135  persons;  2nd  floor,  garage,  110  per¬ 
sons  ;  2nd  mezzanine  to  19th  story,  factory  and  warehouse, 
315  persons  on  the  2nd  mezzanine,  220  on  each  of  the  3rd 
to  6th  floors  and  on  the  8th  to  17th  stories  inclusive;  300 
persons  on  the  7th,  190  on  the  18th  and  30  persons  on  the 
19th  story;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  erect 
a  fireproof  room  equipped  with  mechanical  and  natural  ven¬ 
tilation  on  the  9th  floor  for  testing  machines  manufactured 
on  the  premises  for  the  U.  S.  Navy  and  in  addition  it  is 
proposed  to  provide  a  fireproof  enclosure  equipped  with 
mechanical  and  natural  ventilation  and  to  store  therein  one 
50  gallon  approved  portable  gasoline  tank  for  use  in  such 
testing ;  that  the  portable  tank  will  be  filled  from  the  ap¬ 
proved  buried  system  on  the  1st  floor  and  transported  to  the 
9th  floor  on  the  freight  elevator ;  that  two  5  gallon  approved 
safety  cans  will  be  used  to  transfer  the  gasoline  from  the 
portable  tank  to  the  gasoline  tanks  on  each  machine  to 
be  tested ;  that  the  gasoline  will  be  under  the  control  of  a 
person  holding  a  Certificate  of  Fitness ;  that  all  electric  fix¬ 
tures  in  the  testing  room  will  be  of  the  explosion-proof  type 
and  the  portable  gasoline  tank  will  be  equipped  with  a  fire 
extinguisher ;  that  portable  fire-fighting  appliances  will  be 
provided  in  the  testing  room  as  the  fire  commissioner  may 
require;  that  any  floor  drains  existing  in  the  testing  room 
will  be  removed ;  and 

Whereas,  the  applicant  further  contends  that  the  equip¬ 
ment  to  be  tested  consists  of  machinery  of  a  confidential 
nature  manufactured  and  assembled  for  the  U.  S.  Navy ; 
that  each  machine  must  be  tested  in  the  presence  of  a  U.  S. 
Navy  inspector,  after  assembly  and  four  machines  will  be 
tested  at  one  time  and  each  will  use  approximately  one 
gallon  of  gasoline  during  the  10  minute  test. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  37922-LC,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
not  more  than  1  approved  type  portable  gasoline  tank  with 
a  capacity  of  50  gallons  shall  be  used  on  the  premises,  main¬ 
tained  as  proposed  and  to  the  satisfaction  of  the  fire  commis¬ 
sioner,  and  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  April  10,  1944”;  that  in  all  other  respects, 
the  premises  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto ;  that  this  variance  shall  continue 
during  the  duration  of  the  present  emergency  only. 


543-43-A 

APPLICANT— David  J.  Beck,  for  H.  C.  Bohack  Co.,  Inc., 
owner. 

SUBJECT — Application  reopened  March  14,  1944 — re  Ap¬ 
peal  from  a  decision  of  the  acting  borough  superin¬ 
tendent  (Under  section  35  General  City  Law  re  bed 
of  mapped  street — 51st  street). 

PREMISES  AFFECTED — 48-01  Metropolitan  avenue, 
northwest  corner  of  Flushing  avenue  (Block  2625 
(2318),  Lot  25),  Maspeth,  Borough  of  Queens, 
( under  section  35,  General  City  Law — re  bed  of 
mapped  street — 51st  street). 

APPEARANCES— 

For  Applicant:  David  J.  Beck. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (543-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent,  affecting  premises  48-01  Metropolitan 

avenue,  northwest  corner  of  Flushing  avenue  (2625  (2318), 

Lot  25),  Maspeth,  Borough  of  Queens,  was  granted  by  the 

Board  on  November  30,  1943,  on  certain  conditions;  and 


352 


MINUTES 


Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  March  14,  1944  and  restored  to  the  calendar ;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent  on  Alt.  Applic.  1445-43,  dated  February  15,  1944, 
reads : 

“1.  Proposed  extension  of  a  building,  partly  in  the 
bed  of  a  mapped  street,  beyond  that  already  approved 
by  the  Board  of  Standards  and  Appeals  under  Cal. 
543-43-A  is  contrary  to  the  General  City  Law,  Sec.  35 
and  the  Resolution  of  the  Board  of  Standards  and  Ap¬ 
peals.” 

and 

Whereas,  the  applicant  now  proposes  to  erect  a  new 
addition  61  ft.  4  in.  by  16  ft.  in  area  as  indicated  on  plans 
filed  with  this  appeal  marked  “Received  March  8,  1944,”  such 
new  addition  to  be  adjacent  to  the  61  ft.  9  in.  by  16  ft.  addi¬ 
tion  granted  by  the  Board  November  30,  1943;  and 

Whereas,  the  applicant  contends  that  the  proposed  addi¬ 
tion  is  necessary  to  the  conduct  of  its  business  and  that  as 
instructed  by  the  Board  in  its  resolution  dated  November 
30,  1943,  the  owner  has  petitioned  the  City  Planning  Com¬ 
mission  for  the  removal  of  51st  street  from  the  City  Map. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  30,  1943, 
by  adding  thereto : 

*  *  *  that  in  the  event  the  owner  desires  to  extend  the 
shipping  platform  into  the  bed  of  the  proposed  street 
as  proposed  and  as  shown  on  plans  marked  “Received 
March  8,  1944,”  such  further  extension  may  be  per¬ 
mitted,  on  condition  that  in  all  other  respects,  the  resolu¬ 
tion  adopted  by  the  Board  on  November  30,  1943,  shall 
be  complied  with  *  *  *  .” 


Adjourned:  12:50  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  APRIL  25,  1944 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES 

1304-25-BZ 

APPLICANT — Ida  Herman,  for  Samuel  Berman,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  21  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  change  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  repair  shop  and, 
also,  a  garage  for  more  than  five  (5)  motor  vehicles 
for  a  temporary  period. 

PREMISES  AFFECTED — 2447  Coney  Island  avenue,  east 
side,  301  ft.  north  of  Avenue  V  (Block  7343,  Lot 
61),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Irving  Berman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (1304-25-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  change  of  occupancy  of  an  exist¬ 
ing  building  to  a  motor  vehicle  repair  shop  and  also  a  garage 
for  more  than  five  motor  vehicles,  for  a  temporary  period, 
affecting  premises  2447  Coney  Island  avenue,  east  side,  301 
ft.  north  of  Avenue  V  (Block  7343,  Lot  61),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  June  12,  1928,  on 
certain  conditions,  and  the  permit  extended  from  time  to 
time  and  last  extended  April  14,  1942  and  the  applicant  re¬ 
quested  a  further  extenstion  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
.hereby  amend  the  resolution  adopted  on  May  15,  1934,  as 
amended  through  April  14,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permits,  so  as  amended,  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7i  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
on  condition  *  *  *  ” 


460-26-BZ 

APPLICANT — J.  Henry  Walters,  for  Brooklyn  Ridgewood 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  sections  7c  and  21  of 
the  zoning  resolution,  permitting  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  building  to  be  used  as  a 
theatre. 

PREMISES  AFFECTED— 4921-4923  Fifth  avenue,  514-534 
49th  street  and  513-533  50th  street  (Block  784,  Lot 
2),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  J.  Henry  Walters. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (460-26-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  erection  and  mainte¬ 
nance  of  a  building  to  be  used  as  a  theatre,  affecting  premises 
4921-4923  Fifth  avenue,  514-534  49th  street  and  513-533  50th 
street  (Block  784,  Lot  2),  Borough  of  Brooklyn,  was  granted 
by  the  Board  February  19,  1935,  on  certain  conditions,  the 
time  to  file  plans  and  complete  work  extended  May  5,  1936, 
February  16,  1937,  May  10,  1938,  June  7,  1939,  February  6, 
1940,  May  20,  1941,  May  12,  1942  and  the  applicant  requested 
a  further  extension  of  time. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  19,  1935, 
as  amended  through  May  12,  1942,  only  so  far  as  it  has 
reference  to  filing  of  plans,  obtaining  permits  and  comple¬ 
tion  of  work,  so  that  as  amended,  this  portion  of  the  resolu¬ 
tion  shall  read : 

“  *  *  *  that  all  plans  shall  be  filed,  all  permits  ob¬ 
tained  and  all  work  involved  completed  within  two  (2) 
years  from  the  date  of  this  amended  resolution  *  *  *  ” 


641-30-BZ 

APPLICANT — Joseph  B.  Lynch,  for  Colonial  Beacon  Oil 
Company,  for  Henry  Merkel  and  Albert  Merkel, 
owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
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commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  maintenance  of  a  gasoline 
service  station  for  a  temporary  period.  x 
PREMISES  AFFECTED— 207-06  Hillside  avenue,  south 
side,  41  ft.  east  of  207th  street  (Block  10582,  Lot  3), 
Queens  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (641-30-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  maintenance  of  a  gasoline  service 
station  for  a  temporary  period,  affecting  premises  207-06 
Hillside  avenue,  south  side,  41  ft.  east  of  207th  street  (Block 
10582,  Lot  3),  Queens  Village,  Borough  of  Queens,  was 
granted  by  the  Board  on  May  5,  1931,  on  certain  conditions, 
permit  extended  on  May  2,  1933,  May  28,  1940  and  April 
28,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  5,  1931,  as 
amended  through  April  28,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  as  amended,  this  portion 
of  the  resolution  shall  read  : 

“  *  *  *  Granted  under  section  7f  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution 
*  *  *  that  the  existing  hydraulic  lift  at  the  rear  of  the 
offiice  accessory  building  may  remain  without  enclosure.” 


101-32-BZ 

APPLICANT — Philip  Rosen,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
commissioner  of  buildings),  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 2871  Bailey  avenue,  west  side, 
107.59  ft.  south  of  West  230th  street  (Block  3264, 
Lot  79  and  part  of  Lot  70),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Philip  Rosen. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (101-32-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  2871  Bailey  avenue,  west 
side,  107.59  ft.  south  of  West  230th  street  (Block  3264,  Lot 
79  and  part  of  Lot  70),  Borough  of  The  Bronx,  was  granted 
by  the  Board  on  May  19,  1936,  on  certain  conditions,  reso¬ 
lution  amended  on  October  20,  1936  and  permit  extended  on 
May  3,  1938,  April  9,  1940  and  March  31,  1942;  and 


Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  19,  1936,  as 
amended  through  March  31,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  per- 
mit  *  *  *  ” 


34-35-BZ 

APPLICANT — Irving  M.  Fenichel,  for  Ken-Isle,  Inc., 
owner. 

SUBJECT— Application  for  consideration — reopening  and 
amendment  to  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7 a  of  the  zoning  resolu¬ 
tion,  permitting  on  a  plot  located  in  business  and 
residence  use  districts,  on  which  is  located  a  dry 
cleaning  and  dyeing  establishment,  the  erection  of 
an  extension  to  the  dry  cleaning  and  dyeing  build¬ 
ings,  a  garage  for  more  than  five  motor  vehicles 
and  the  erection  of  an  additional  dyeing  and  dry 
cleaning  building  and  accessory  tanks,  etc. 

PREMISES  AFFECTED— 17-45  to  18-05  Clintonville 
street  (formerly  18-05  11th  avenue),  east  side,  800 
ft.  south  of  Locke  avenue  (Block  4729,  Lot  46, 
Block  4732,  Lot  9  and  Blocks  4746  and  4747,  Lots 
1),  Whitestone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Irving  M.  Fenichel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative:  Commissioner  Savage  .  1 

THE  RESOLUTION  (34-35-BZ) 


Whereas,  this  application  under  section  7 a  of  the  zoning 
resoluton,  permitting  on  a  plot  located  in  a  business  and 
residence  use  district,  on  which  is  located  a  dry  cleaning 
and  dyeing  establishment,  the  erection  of  an  extension  to 
the  dry  cleaning  and  dyeing  buildings,  a  garage  for  more 
than  five  motor  vehicles  and  the  erection  of  an  additional 
dyeing  and  dry  cleaning  building  and  accessory  tanks,  etc., 
affecting  premises  17-45  to  18-05  Clintonville  street  (formerly 
18-05  11th  avenue),  east  side,  800  ft.  south  of  Locke  avenue 
(Block  4729,  Lot  46,  Block  4732,  Lot  9  and  Blocks  4746  and 
4747,  Lots  1),  Whitestone,  Borough  of  Queens,  was  granted 
by  the  Board  on  June  11,  1935,  on  certain  conditions,  time 
extended  on  June  30,  1936,  resolution  amended  on  January 
30,  1940,  February  9,  1943  and  July  13,  1943;  and 
Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution ;  and 

Whereas,  in  a  communication  dated  April  10,  1944,  the 
applicant  proposed  as  follows  : 

“To  extend  the  existing  Deterging  room,  so  as  to 
include  the  area  which  has  been  used  as  a  Tumbler 
Room  in  accordance  with  resolution  adopted  under  date 
of  June  11,  1935,  and  amended  under  date  of  January 
30,  1940;  to  convert  to  a  Tumbler  Room,  that  section 
of  the  building  which  has  been  used  as  a  Receiving 
Department  in  compliance  with  the  amended  resolution 
of  January  30,  1940;  to  fire  retard  the  ceiling  of  the 
new  Tumbler  Room  with  approved  plaster  boards  hav¬ 
ing  a  total  thickness  of  one  inch ;  to  equip  the  proposed 
Tumbler  Room  with  a  steam  extinguishing  system  in 
addition  to  the  existing  sprinkler  system.  The  said 
steam  extinguishing  system  to  be  installed  in  a  manner 
satisfactory  to  the  Fire  Department ;  not  to  store  or 


354 


MINUTES 


use  any  cleaning  solvent,  nor  any  inflammable  or  com¬ 
bustible  liquids  or  mixtures  within  the  proposed  Tumbler 
Room ;  not  to  increase  the  building,  in  question,  (Unit 
A)  in  area  or  height.  Advanced  cleaning  methods  em¬ 
ployed  in  the  industry,  essential  improvements  in 
efficiency  of  operation ;  increased  volume  of  business 
and  similar  conditions,  make  the  contemplated  changes 
indispensable  to  the  business  of  the  owner.  The  small 
tumblers,  indicated  on  the  plans,  are  a  rather  recent 
adaptation  in  the  industry  and  the  intention  is  to  use 
them  to  replace  several  of  the  large  tumblers.  While 
the  small  tumblers  do  require,  comparatively  greater 
floor  space  and  are  limited  to  greatly  reduced  load 
capacities,  they  are  more  efficient  and  the  change,  there¬ 
fore,  is  essential  for  the  purpose  of  economy  and  quality 
production.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  11,  1935, 
as  amended  through  July  13,  1943,  by  adding  thereto: 

“  *  *  *  that  in  the  event  the  owner  desires  to  rear¬ 
range  Unit  A,  known  as  Deterging  and  Tumbler  Build¬ 
ing,  as  set  forth  in  letter  of  April  10,  1944,  such  re¬ 
arrangement  may  be  permitted,  provided  the  building  is 
not  increased  in  height  or  area,  and  the  resolution  is 
complied  with  in  all  other  respects,  and  the  safeguards 
therein  proposed  are  maintained.” 


44-35-BZ 

APPLICANT — William  E.  Kennedy,  for  Henry  A.  Bonori, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7 f  of  the  zoning 
resolution,  for  a  term  of  five  years,  permitting  partly 
in  a  business  use  and  partly  in  a  residence  use  dis¬ 
trict,  the  relocation  of  an  accessory  building  to  a 
gasoline  service  station  (previously  granted  by  the 
Board). 

PREMISES  AFFECTED— 46-03  Laurel  Hill  boulevard, 
northeast  corner  of  46th  street  (Block  2296,  Lot  1), 
Woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Walter  Adikes,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (44-35-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  affecting  premises 
46-03  Laurel  Hill  boulevard,  northeast  corner  of  46th  street 
(Block  2296,  Lot  1),  Woodside,  Borough  of  Queens,  was 
granted  on  certain  conditions,  by  the  Board  May  21,  1935, 
the  resolution  amended  June  18,  1935  and  May  9,  1939,  the 
permit  extended  under  section  7f  for  a  term  of  five  (5)  years 
and  time  to  obtain  permits  and  complete  work  extended, 
May  20,  1941,  April  28,  1942,  April  27,  1943  and  the  appli¬ 
cant  requested  a  further  extension  of  time  to  obtain  permits 
and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  21,  1935,  as 
amended  through  April  27,  1943,  only  so  far  as  it  has  refer¬ 
ence  to  obtaining  permits  and  completion  of  the  work,  so  as 
amended,  this  portion  of  the  resolution  shall  read  : 

“  *  *  *  that  all  permits  shall  be  obtained  and  all  work- 
completed  within  one  year  from  the  date  of  this  amended 
resolution  *  *  *  ” 


261-36-BZ 

APPLICANT — Philip  Rosen,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  use  of  a  plot  as  a  parking  space  for 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 2891-2895  Bailey  avenue,  west 
side,  57  ft.  south  of  West  230th  street  and  60-64 
West  230th  street  (Block  3264,  Lots  82  and  88), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Philip  Rosen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (261-36-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term  of 
two  (2)  years,  the  use  of  a  plot  of  ground  as  a  parking  space 
for  more  than  five  (5)  motor  vehicles,  affecting  premises 
2891-2895  Bailey  avenue,  west  side,  57  ft.  south  of  West 
230th  street,  and  60-64  West  230th  street  (Block  3264,  Lots 
82  and  88),  Borough  of  The  Bronx,  was  granted  by  the 
Board  January  5,  1937,  on  certain  conditions,  the  permit  ex¬ 
tended  November  1,  1938,  October  15,  1940  and  October  20, 
1 942 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  5,  1937,  as 
amended  through  October  20,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  *  *  *  ” 


150-37-BZ 

APPLICANT — Abraham  H.  Brodsky,  for  James  Ellison, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  temporary 
term  of  two  years  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 255-263  Ralph  avenue,  north¬ 
east  corner  of  Marion  street  (Block  1513,  Lots  1, 
3  and  4),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant :  Abraham  H.  Brodsky. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (150-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 

resolution,  permitting  in  a  business  use  district  for  a  tempor¬ 
ary  term  of  two  years,  the  parking  and  storage  of  more  than 

five  motor  vehicles,  affecting  premises  255-263  Ralph  avenue, 
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northeast  corner  of  Marion  street  (Block  1513,  Lots  1,  3  and 
4),  Borough  of  Brooklyn,  was  granted  by  the  Board  April 
26,  1938,  on  certain  conditions,  permit  extended  April  9, 
1940,  April  14,  1942,  and  the  applicant  requested  a  further 
extension  of  the  permit.  . 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  26,  1938,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  as 
amended,  this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7h  of  the  zoning  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  for  a  temporary  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution  on  condi¬ 
tion  *  *  *  ” 


743-41-BZ 

APPLICANT — Clayton  G.  Shirkey,  for  Seaside  Improve¬ 
ment  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 138  Beach  101st  street,  north 
east  corner  of  Shore  Front  Parkway  (Block  639, 
part  of  Lot  11),  Rockaway  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Clayton  G.  Shirkey. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (743-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  138  Beach  101st 
street,  northeast  corner  of  Shore  Front  parkway  (Block  639. 
part  of  Lot  11),  Rockaway  Beach,  Borough  of  Queens,  was 
granted  by  the  Board  April  14,  1942,  on  certain  conditions, 
resolution  amended  on  June  23,  1942  and  time  extended  on 
April  6,  1943  and  the  applicant  requested  an  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  14,  1942,  as 
amended  through  April  6,  1943,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  as  amended,  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  plot  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  motor  vehicles,  on  condition  *  *  *  ” 


1060-41-BZ 

APPLICANT— Wessell,  Nichols  and  Gross,  Incorporated, 
owner. 

SUBJECT- — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 451-453  West  45th  street,  north 
side,  125  ft.  east  of  Tenth  avenue  (Block  1055,  Lots 
6  and  7),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Fernando  A.  Wessell,  Jr. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (1060-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  451-453  West  45th  street, 
north  side,  125  ft.  east  of  Tenth  avenue  (Block  1055,  Lots 
6  and  7),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  May  12,  1942,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  as 
amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  on  condition  *  *  *  ” 


90-42-BZ 

APPLICANT — Frances  Glicker,  for  Henry  Winters,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 1253-1263  Boscobel  avenue, 
west  side,  345.85  ft.  north  of  Jerome  avenue  (Block 
2506,  Lots  46  and  48),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Frances  Glicker. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (90-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  1253-1263  Boscobel  ave¬ 
nue,  west  side,  345.85  ft.  north  of  Jerome  avenue  (Block 
2506,  Lots  46  and  48),  Borough  of  The  Bronx,  was  granted 
by  the  Board  on  May  19,  1942,  on  certain  conditions  and  the 
time  to  complete  the  work,  extended  on  November  23,  1943; 
and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  19,  1942,  as 
amended  November  23,  1943,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit ;  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“  *  *  *  Granted  under  section  7h  for  a  term  of  2 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  on  condition  *  *  *  ” 
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APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

27-44-A 

APPLICANT — Joseph  H.  Cornell,  for  Rockaway  Operat¬ 
ing  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  Ah  FECTED — North  side  of  Oceanside  ave¬ 
nue,  100  ft.  east  of  Reid  avenue  (Block  900,  Lot  1), 
Rockaway  Point,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  H.  Cornell  and  F.  P. 
McCarthy. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (27-44-A) 

Whereas,  Joseph  H.  Cornell,  for  Rockaway  Operating 
Company,  owner,  filed  January  8,  1944,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  north  side 
of  Oceanside  avenue  100  ft.  east  of  Reid  avenue  (Block  900, 
Lot  1),  Rockaway  Point,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  31,  1944,  on  Alt.  Applic.  1410-43,  reads: 

“2.  Because  of  the  following,  proposed  construction  is 
contrary  to  the  B.  C. 

a.  Frame  construction  in  the  fire  limits. 

b.  Frame  construction  used  for  commercial  purposes. 

c.  Continuous  masonry  foundation  not  provided.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story, 
(12  ft.)  in  height;  223  ft.  4  in.  by  160  ft.,  irregular  in  area; 
of  Class  4  construction;  erected  in  1929;  located  in  a  busi¬ 
ness  use,  A  area  district,  and  used  as  a  bath  house,  950 
persons;  that  it  is  proposed  to  legalize  the  frame  locker 
rooms,  112  ft.  by  13  ft.  in  area  at  the  rear  and  2  frame 
shower  rooms,  each  10  ft.  by  10  ft.  in  area  at  the  front 
of  the  building  which  were  erected  in  1929,  during  the 
erection  of  the  original  building,  but  for  which  no  amended 
plans  were  filed  with  the  Building  Department  in  1929 ; 
that  these  storage  rooms  and  showers  are  constructed  at 
grade,  on  locust  posts,  wood  girders  and  provided  with 
2  in.  thick  plank  floors  ;  that  side  walls  are  of  wood  siding 
and  roof  is  sheathed  with  ■  rubberoid  roofing ;  that  the  store 
rooms  are  for  storage  of  beach  chairs  and  umbrellas,  that 
the  bathing  establishment  is  not  used  at  night;  that  the 
Rockway  Operating  Company,  Inc.,  owns  these  premises 
and  all  of  the, premises  adjacent  thereto,  and  maintain 
watchmens  clock  service  with  two  tours  nightly  throughout 
the  year ;  that  there  is  a  fire  hydrant  within  50  ft.  of  the 
premises  in  question  ;  that  Fire  protection  is  afforded  by 
the  New  York  City  Fire  Department  and  a  local  volunteer 
fire  department ;  that  the  soil  condition  makes  any  masonry 
building  impractical,  thus  necessitating  frame  construction ; 
that  the  original  construction  was  approved  under  N.  B. 
Applic.  2101-29;  that  the  existing  wood  posts  as  foundations, 
meet  all  the  requirements  of  the  load  imposed  and  it  is 
requested  that  they  be  accepted  in  lieu  of  a  continuous  wall, 
as  they  have  served  well  in  the  past. 

Resolved,  that  the  decision  of  the  borough  superintendent 
as  to  Alt.  Applic.  1410-43,  Objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  buildings  subject  to  this  appeal  shall 
comply  with  all  requirements  for  similar  buildings  when 
erected  outside  the  fire  limits,  except  for  the  masonry  foun¬ 
dation  ;  that  the  proposed  construction  of  locust  posts  and 
wood  girders  and  2"  plank  floors  may  be  accepted,  provided 
the  construction  is  substantial  and  without  settlement,  to  the 
satisfaction  of  the  borough  superintendent ;  that  such  port¬ 
able  fire  fighting  appliances  shall  be  installed  as  the  fire 
commissioner  shall  direct;  that  all  other  objections  made  by 


the  borough  superintendent  under  date  of  March  31,  1944, 
Nos.  1,  3,  4  and  5  shall  be  complied  with. 


1 14-44-A 

APPLICANT — Dominick  Salvati.  for  Dandy-Dun  Holding 
Corp.,  owner  (Oil  Specialties  and  Refining  Co., 
lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner  and  a  decision  of  the  borough 
superintendent. 

PREMISES  AFFECTED — 109-111  Walworth  street,  east 
side,  182  ft.  9  in.  north  of  Myrtle  avenue  (Block 
1736,  Lot  50),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (1 14-44-A) 

Whereas,  Dominick  Salvati,  for  Oil  Specialties  and  Re¬ 
fining  Company,  lessee;  Dandy-Dun  Holding  Corporation, 
owner,  filed  February  18,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent  and  an  order  and  decision  of 
the  fire  commissioner,  affecting  premises  109-111  Walworth 
street,  east  side,  182  ft.  9  in.  north  of  Myrtle  avenue  (Block 
1736,  Lot  50),  Borough  of  Brooklyn;  and 
Whereas,  Order  11904-LF  issued  by  the  fire  commis¬ 
sioner  January  14,  1944,  reads: 

”1.  Arrange  stationary  bars  on  all  windows  on  1st 
and  2nd  stories,  so  as  to  be  readily  movable  or  re¬ 
movable  from  both  sides  in  such  a  manner  as  to  afford 
the  free  and  unobstructed  use  of  such  windows  for  the 
purpose  of  egress  as  per  Section  272  of  the  Labor  Law.” 

and 

W'hereas,  the  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner,  dated  March  20,  1944;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  8,  1944,  on  Alt.  Applic.  2-44,  reads : 

“3.  Provide  two  means  of  egress  from  2d  floor  in 
accordance  with  Rule  8  of  factory  exit  rules  adopted 
Feb.  22,  1927  by  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories, 
(24  ft.)  in  height,  50  ft.  by  100  ft.  in  area  at  first  floor,  50  ft. 
by  25  ft.  at  typical  floor ;  Class  3  construction ;  erected  in 
1914;  located  in  an  unrestricted  use,  B  area,  district;  and 
occupied  since  1940  as  follows:  Cellar,  boilerroom,  no 
persons;  1st  floor,  manufacturing  soap,  waxes  and  polishes, 

3  persons ;  2nd  floor,  offices,  3  persons  ;  that  the  building  is 
provided  with  one  3  ft.  7  in.  wood  stairs  enclosed  in  fire- 
retarded  partitions,  equipped  with  fireproof,  self-closing 
doors,  and  extending  from  2nd  story  to  street ;  that  there  are 
fifteen  (15)  windows  affected,  six  on  the  rear  of  first  floor, 

2  at  the  front  of  first  floor  and  seven  at  rear  of  second  floor ; 
and 

Whereas,  Violation  7141  issued  December  2,  1943,  was 
for  occupying  the  building  by  more  employees  than  called 
for  in  Certificate  of  Occupancy  104937 ;  and 
Whereas,  Certificate  of  Occupancy  104937  issued  March 
27,  1942,  on  Alt.  Applic.  5069-41,  reads :  Cellar,  ordinary 
use;  1st  floor,  manufacturing  of  soap,  waxes  and  polish,  3 
persons  ;  2nd  floor,  offices,  3  persons ;  and 

Whereas,  the  occupancy  of  the  first  floor  has  been  in¬ 
creased  to  12  persons;  and 

Whereas,  the  applicant  contends  that  the  manufacturing 
use  is  limited  to  the  first  floor ;  that  the  second  story  is  used 
for  offices  and  storage  only  and  is  very  small  in  area ;  that 
the  main  stairhall  is  fire-retarded  on  the  factory  side ;  that 
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the  ceiling  of  the  extension  is  covered  with  in.  plaster 
board,  joints  plastered;  that  no  alterations  are  proposed, 
except  to  provide  a  new  door  from  2nd  floor  to  the  exten¬ 
sion  and  a  gooseneck  from  the  extension  roof  to  main  roof ; 
that  six  windows  on  the  rear  of  first  floor  are  barred ; 
that  these  windows  are  five  feet  above  the  floor ;  that  two 
windows  at  front  are  barred,  one  leads  to  toilet  and  one  to 
factory ;  that  exit  doors  will  be  provided,  as  shown  on 
plans  filed  with  this  appeal;  that  the  rear  windows  on  the 
2nd  floor  are  barred,  but  it  is  proposed  to  create  a  door 
with  movable  gate,  as  indicated  on  plans  filed  with  this 
appeal ;  that  the  southerly  window  in  the  ladies’,  dressing 
room  on  2nd  floor  is  openable  but  has  a  lock  with  a  key 
adjacent  thereto  for  ready  access ;  that  it  is  requested  to 
permit  the  windows  at  rear  of  first  floor  to  remain  barred, 
as  the  sill  levels  are  too  high  for  exit  use;  that  the  front 
windows  on  the  first  floor  be  permitted  to  remain  barred, 
due  to  their  close  proximity  to  the  proposed  exits  ;  that  the 
2nd  story  windows  be  permitted  to  remain  barred,  except 
that  the  windows  in  ladies’  dressing  room  shall  be  movable, 
but  may  be  locked  in  a  manner  to  be  readily  openable  and 
that  the  proposed  exit  door  to  the  roof  be  equipped  with  a 
movable  gate,  so  as  to  be  readily  openable ;  that  in  view  of 
the  fact  that  manufacturing  is  limited  to.  the  first  floor,  it  is 
requested  the  Board  act  favorably  on  this  application. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner  and  that 
the  appeal  be  and  it  hereby  is  granted  as  to  Order  11904-LF, 
Item  1,  on  condition  that  one  window  in  the  rear  wall  shall 
be  arranged  so  as  to  be  readily  openable  from  the  interior 
and  a  steel  rung  ladder  shall.be  constructed  from  the  floor 
for  access  thereto;  that  the  windows  as  proposed  on  the  first 
floor  front  and  the  second  floor  rear,  may  be  barred,  as 
proposed  the  existing  exits  are  maintained  and  provided 
the  two  means  of  access  to  the  first  story  extension  roof 
are  provided  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  February  18,  1944’’  and  a  gooseneck 
ladder  is  constructed  from  said  roof  to  the  second,  story 
roof  from  which  access  can  be  had  to  the  roofs  of  adjoining 
buildings;  that  the  decision  of  the  borough  superintendent 
dated  February  8,  1944  on  Alt.  Applic.  2-44  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  as  to  Objection  3,  on  condition  that  no  manufactur¬ 
ing  shall  be  maintained  or  carried  on  within  the  building 
except  on  the  first  floor;  that  the  second  floor  shall  be 
maintained  for  office  and  storage  work  as  proposed;  that 
in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


194-44-A 

APPLICANT — The  Williamsburgh  Savings  Bank,  owner 
(Bendix  Aviation  Corporation,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1  Hanson  place,  northeast  cor¬ 
ner  of  Ashland  place  (Block  2111,  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Falls. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (194-44- A) 

Whereas,  The  Williamsburgh  Savings  Bank,  owner, 
(Bendix  Aviation  Corporation,  lessee),  filed  March  30, 
1944,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  1  Hanson  place,  northeast  corner 
of  Ashland  place  (Block  2111,  Lot  1),  Borough  of  Brook¬ 
lyn  ;  and 


Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  27,  1944  on  B.  N.  Applic.  222-44,  reads : 

“1.  Doors  to  fire  tower  should  be  capable  of  being 
opened  from  both  sides  without  the  use  of  a  key  as 
per  sec.  6.5.2,  par.  ‘c’  of  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  34 
stories  (512  ft.)  in  height,  1.00  ft.  by  200  ft.  in  area,  of 
Class  1  construction,  erected  in  1929,  located  in  a  business 
use,  B  area  district  and  used  throughout  as  an  office  building 
above  the  1st  story  with  a  maximum  occupancy  of  133 
persons  per  floor ;  and 

Whereas,  the  applicant  contends  that  the  Plant  Security 
Branch,  Second  Service  Command  of  the  U.  S.  Army,  has 
requested  the  installation  of  panic  bolts  on  the  7th  floor  fire 
tower  door,  northwest  corner  of  the  building  and  the  15th 
floor  fire  tower  door,  northwest  corner  of  the  building;  that 
the  lessee  is  engaged  in  production  of  articles  essential  to 
the  war  effort  and  it  is  necessary  to  maintain  material  of 
a  confidential,  secret  and  restricted  nature  on  the  premises 
in  its  files  and  safe;  that  it  is  essential  to  protect  this 
material  and  it  is  therefore  necessary  that  the  Army  in¬ 
structions  be  complied  with;  that  the  installation  and  use 
of  the  panic  bolts  as  requested,  will  not  create  any  hazard ; 
that  adequate  guard  service  will  be  maintained  at  all  times 
on  a  24-hour  a  day  basis ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  the  recom¬ 
mendation  of  the  U.  S.  Army  Plant  Security  Branch  recom¬ 
mending  the  installation  of  the  panic  bolts  in  question. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  B.  N.  Applic.  222-44,  Objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and.  it  hereby  is 
granted  on  condition  that  panic  bolts  shall  be  installed  only 
on  the  door  from  the  corridor  to  the  fire  tower  as  indicated 
on  plans  filed  with  this  appeal  marked  “Received  March 
30,  1944”  on  the  7th  and  15th  floors;. that  such  panic  bolts 
shall  be  of  an  approved  type;  that  this  variance  shall  con¬ 
tinue  only  during  the  term  of  the  present  emergency  and 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto,  other 
than  as  modified  by  the  Board  under  Cal.  101-27-BZ. 


209-44-A 

APPLICANT — Raymond  Irrera,  for  S.H.L.  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 103-09  165t’n  street,  east  side, 
from  South  road  to  Liberty  avenue,  165-11  South 
road  and  165-06  Liberty  avenue  (Block  10158,  Lot 
1),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Raymond  Irrera,  Benjamin  Braun- 
stein,  Leslie  H.  Tullman  and  Sol  Kokul. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (209-44-A) 

Whereas,  Raymond  Irrera,  for  S.H.L.  Realty  Corpora¬ 
tion,  owner,  filed  April  6,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  165-11 
South  road,  165-06  Liberty  avenue  and  103-09  165th  street, 
east  side,  between  Liberty  avenue  and  South  road  (Block 
10158,  Lot  1),  Jamaica,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  29,  1944,  on  Alteration  Applic.  1 121-43,  reads: 
“Al.  The  proposed  use  of  existing  gasoline  tank  and 
pump  is  contrary  to  Section  C19-65.0  of  the  City  Ad¬ 
ministrative  Code.” 

and 
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\\  ii ureas,  the  applicant  states  the  building  is  3  stories 
(38  ft.)  in  height;  212  ft.  by  92  ft.  in  area;  of  Class  1  con¬ 
struction  ;  erected  1927 ;  located  in  an  unrestricted  use  dis¬ 
trict,  and  used  and  occupied  throughout  as  a  service  station 
with  52  persons  on  each  of  the  1st,  2nd  and  3rd  stories,  and 
proposed  to  be  used  as  follows:  cellar,  boiler  room,  2  per¬ 
sons;  1st  and  2nd  stories,  service  station,  52  persons  each; 
3rd  story,  manufacture  of  rayon  fabric,  30  persons;  that 
the  building  is  equipped  with  a  two-source  sprinkler  system, 
a  standpipe  system,  two  4  ft.  fireproof  stairs  leading  directly 
to  the  street,  one  of  which  leads  to  roof ;  and 
Whereas,  the  applicant  contends  that  the  proposed  occu¬ 
pant  of  the  third  floor  will  be  engaged  in  the  manufacture  of 
rolls  of  rayon  fabric ;  that  the  greater  portion  of  the  3rd 
floor  will  be  used  for  the  knitting  machines  with  one  man 
operating  12  to  14  machines;  that  a  total  of  77  machines 
will  be  installed;  that  the  total  occupancy  of  the  third  floor 
will  not  exceed  30  persons;  that  the  owner  of  the  building 
will  continue  to  occupy  the  1st  and  2nd  floors  as  a  service 
station;  that  there  is  a  550-gallon  gasoline  tank  located 
under  the  ramp  on  the  1st  floor  and  a  gasoline  pump  ad¬ 
jacent  thereto;  that  this  pump  and  tank  will  be  used  solely 
by  the  owner  in  connection  *with  his  business ;  that  in  view 
of  the  fire  protection  equipment  throughout  the  building, 
the  fireproof  construction  of  the  building  and  that  the  fabric 
manufactured  will  be  moist  in  the  process  of  manufacturing, 
and  that  the  possibility  of  a  fire  hazard  is  practically  nill,  it  is 
requested  that  the  Board  vary  the  requirements  of  Section 
C19-65.0  to  permit  the  gasoline  tank  and  pump  to  remain. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1121-43,  Objection  Al,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  factory  occupancy  shall  be 
restricted  to  the  third  floor  as  proposed;  that  the  building 
shall  not  be  increased  in  height  or  area;  that  the  sprinkler 
system,  standpipe  system  and  such  other  portable  fire-fight¬ 
ing  appliances  shall  be  maintained  as  the  fire  commissioner 
shall  direct ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


and 


3.  Provide  two  means  of  egress  from  every  floor  as 
per  Sec.  6.1.2.2.3  Bldg.  Code. 

4.  Provide  an  interior  fire  alarm  system  as  per 
Rules  of  Bd.  of  Stds.  and  Appeals.” 


234-44-A 

APPLICANT — Horace  Ginsbern,  for  The  Port  of  New 
York  Authority,  owner  (The  Nursery  School  of 
Washington  Heights,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 620  West  179th  street,  south 
side,  100  ft.  east  of  Wadsworth  avenue  (Block  2162, 
Lot  9),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Horace  Ginsbern,  Samuel  Roman 
and  David  R.  MinkofF. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (234-44-A) 

Whereas,  Horace  Ginsbern,  for  The  Port  of  New  York 
Authority,  owner  (The  Nursery  School  of  Washington 
Heights,  lessee),  filed  April  20,  1944,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  620  West 
179th  street,  south  side,  100  ft.  east  of  Wadsworth  avenue 
(Block  2162,  Lot  9),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  11,  1944,  on  Alt.  Applic.  599-43,  reads: 

‘‘2.  Proposed  alteration  will  classify  building  as  public 
and  should  be  of  fireproof  construction  as  per  Sec. 
4.2.1  Bldg.  Code. 


Whereas,  the  applicant  states  the  building  is  3  stories 
and  basement  (38  ft.)  in  height;  17  ft.  by  50  ft.  in  area; 
of  Llass  3  construction;  erected  1900;  located  in  a  residence 
use,  B  area  district  and  used  since  December,  1943,  as 
follows:  cellar,  boiler  room  and  storage;  basement,  day 
nursery,  9  persons;  1st  floor,  day  nursery,  20  persons;  2nd 
floor,  office  and  isolation  room,  3  persons  ;  3rd  floor,  care¬ 
taker,  3  persons,  and  proposed  to  be  used  and  occupied: 
cellar,  same;  basement,  same;  first  floor,  same;  2nd  floor, 
day  nursery,  25  persons  ;  3rd  floor,  office  and  isolation  room, 
3  persons;  that  the  building  is  equipped  with  a  one-source 
sprinkler  system  in  the  stair  hall  and  one  2  ft.  9  in.  wide 
hardwood  stairs  enclosed  in  partitions  of  wood  studs  and 
plaster  equipped  with  self-closing  hardwood  doors  and  lead¬ 
ing  from  top  story  to  street,  and  will  be  provided  with  one 
fire  escape  at  rear  leading  from  top  story  to  yard  by  sta¬ 
tionary  iron  stairs  with  egress  from  its  termination  through 
adjoining  yard  and  fire  passage;  and 

Whereas,  the  applicant  contends  that  permisison  is  re¬ 
quested  to  use  the  2nd  floor  as  a  day  nursery  for  25  children 
in  addition  to  the  previously  approved  use  of  the  basement 
and  1st  floor  as  a  day  nursery  for  29  children,  making  a 
total  of  54  children  to  be  accommodated ;  and 

Whereas,  the  applicant  contends  as  to  Objection  2,  that 
since  the  proposed  use  as  day  nursery  is  limited  to  the  2nd 
floor  and  the  ceiling  of  the  2nd  floor  is  less  than  30  ft. 
above  curb  level,  it  complies  for  all  practical  intents  and 
purposes  with  the  Code  requirement,  which  limits  public 
buildings  to  30  ft.  in  height  and  not  exceeding  2  stories;  and 
Whereas,  the  applicant  contends  as  to  Objection  3,  that 
the  building  is  now  provided  with  an  enclosed  interior 
stairway  extending  from  street  to  top  floor  and  thence  by 
ladder  and  scuttle  to  roof ;  that  all  doors  on  said  stairway 
are  hardwood  and  arranged  to  open  outwardly  and  made 
self-closing ;  that  the  stairway  and  connecting  halls  are  now 
equipped  with  approved  type  sprinkler  system  throughout 
all  floors ;  that  the  stairs  from  cellar  to  basement  are  en¬ 
closed  with  gypsum  block  partition  and  one-hour  test  door; 
that  at  the  rear  of  the  first  story,  there  is  an  iron  platform 
with  fixed  iron  stairs  to  the  yard;  that  it  is  proposed  to 
install  at  the  rear  of  the  two  upper  floors,  a  multiple  dwell¬ 
ing  law  regulation  fire  escape  to  terminate  on  the  first  floor 
rear  platform ;  that  egress  from  yard  to  street  is  through 
building  to  the  east,  which  is  under  the  same  ownership, 
and  through  a  gate  in  the  fence  at  the  west  leading  to  yard 
and  fire  passage  of  adjoining  multiple  dwelling;  and 

Whereas,  the  applicant  contends  as  to  Objection  4,  that 
the  high  cost  of  the  fire  alarm  installation  would  be  a  hard¬ 
ship  and  the  materials  are  difficult  to  obtain  without  a  high 
priority;  that  it  is  proposed  to  install  a  low  voltage  alarm 
system  with  push  button  controls  in  the  office  and  on  each 
floor ;  that  the  nursery  is  a  non-profit  organization  and 
owing  to  the  great  demand  made  upon  it,  it  is  imperative 
that  provision  be  made  for  the  proposed  increased  occu¬ 
pancy  ;  that  the  nursery  will  be  staffed  with  competent  adult 
teachers  and  counsellors  at  all  times  and  that  no  children 
will  be  harbored  in  the  building  overnight. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  599-43,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  Ob¬ 
jection  2,  on  condition  that  dhe  building  shall  not  be  in¬ 
creased  in  height  or  area;  that  the  structural  conditions 
shall  be  maintained  as  proposed  and  the  existing  sprinkler 
system  shall  be  maintained  to  the  satisfaction  of  the  bor¬ 
ough  superintendent;  as  to  Objection  3,  that  the  existing 
and  proposed  means  of  egress  from  each  floor  shall  be 
maintained;  as  to  Objection  4,  that  a  substitute  interior  fire 
alarm  system  as  proposed,  shall  be  maintained  with  a  push 
button  on  each  floor  and  one  control  push  button  at  the 
first  floor  office  for  control  of  gong;  that  drills  shall  be 
carried  on  at  least  twice  monthly  under  the  supervision  of 
qualified  attendants;  that  sufficient  attendants  shall  be  on 
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hand  at  all  times  while  the  nursery  school  is  in  session ; 
that  any  children  under  five  years  of  age  shall  be  on  the 
first  floor  only. 


236-44-A 

APPLICANT— William  J.  Ziltzer  and  Morris  Simon,  for 
432  West  29th  Street  Realty  Corp.,  owner. 
SUBJECT— Appeal  from  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 432  West  29th  street,  south 
side,  325  ft.  east  of  10th  avenue  (Block  726,  Lot 
60),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Ralph  Gurfield,  Morris  S.  Simon, 
L.  N.  Andrea  and  Joseph  P.  Fiori. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (236-44-A) 

Whereas,  William  J.  Ziltzer  and  Morris  Simon,  for  432 
West  29th  Street  Realty  Corporation,  owner,  filed  on  April 
20,  1944,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  432  West  29th  street,  south  side,  325  ft. 
east  of  10th  avenue  (Block  726,  Lot  60),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  20,  1944,  on  Alt.  Applic.  387-44,  reads : 

“1.  Building  was  extended  in  the  1st  floor  in  1927 
and  proposal  to  use  bldg,  for  manufacturing.  The  exits 
should  comply  with  Sec.  270  Labor  Law. 

2.  All  stairways  should  be  of  incombustible  material 
and  enclosed  in  fireproof  partitions. 

3.  Stairways  should  lead  in  continuous  enclosures  to 
the  street. 

4.  All  doors  opening  on  stairways  should  be  44  in. 
wide,  one  hour,  f.p.s.c.  and  open  outwardly. 

7.  Third  floor  should  be  good  for  120  lbs.  per  sq.  ft. 
live  load.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
(31  ft.)  in  height;  25  ft.  b>^98  ft.  9  in.  in  area  at  1st  floor; 
25  ft.  by  40  ft.  in  area  at  typical  floor;  of  Class  3  con¬ 
struction;  erected  prior  to  1913;  located  in  an  unrestricted 
use,  B  area  district,  and  used  and  occupied  as  follows  :  cellar, 
storage;  1st  floor,  storage,  garage  and  laboratory;  second 
floor,  storage ;  3rd  floor,  storage ;  entire  building  now  vacant, 
that  the  building  is  proposed  to  be  used  and  occupied  as 
follows :  cellar,  manufacturing  violin  cases  and  storage  of 
materials,  4  persons;  1st  floor,  same,  11  persons;  2nd  floor, 
same,  4  persons ;  3rd  floor,  same,  4  persons ;  that  the  build¬ 
ing  will  be  equipped  with  a  one-source  sprinkler  system, 
and  it  is  now  provided  with  a  3  ft.  8  in.  wood  stair  at  center 
of  building,  which  will  be  enclosed  at  cellar  in  4  in.  terra 
cotta  blocks  and  above  with  partitions  of  wood  studs,  wire 
lath  and  cement  plaster,  equipped  with  one-hour  fireproof 
self-closing  doors  and  extending  to  street  with  access  to 
roof  from  stairhall  at  top  story  by  ladder  to  a  scuttle  in 
the  roof ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
fire  retard  the  existing  stairway  throughout  its  entire  length 
and  install  a  scuttle  exiting  to  the  roof ;  that  an  approved 
one-source  sprinkler  system  will  also  be  installed ;  that  a 
second  means  of  egress  will  be  provided  by  means  of  a  new 
60  degree  fire  escape  to  be  constructed  at  the  front  of  the 
building  with  drop  ladder  to  street  from  lowest  balcony 
as  indicated  on  plans  filed  with  this  appeal ;  that  due  to  the 
extreme  narrow  width  of  the  building,  it  is  impossible  to 
obtain  a  slighter  pitch  for  the  fire  escape  stairs  ;  and 

Whereas,  the  applicant  contends  as  to  Objection  7,  that 
Certificate  of  Occupancy  14117,  issued  June  27,  1928  on  Alt. 


Applic.  2554-27,  indicates  that  the  2nd  and  3rd  floors  are 
designed  to  sustain  a  superficial  live  load  of  40  lbs.  per 
sq.  ft.  and  were  approved  for  such  loads  for  use  as  storage ; 
that  plans  filed  with  the  Borough  Superintendent  under  Alt. 
Applic.  387-44,  indicates  that  it  is  proposed  to  reinforce 
the  2nd  story  so  as  to  enable  it  to  sustain  a  live  load  of  120 
lbs.  per  sq.  ft.  and  to  reinforce  the  3rd  story  so  as  to  enable 
it  to  sustain  a  live  load  of  75  lbs.  per  sq.  ft;  that  it  is 
requested  that  the  Board  vary  the  requirements  of  the 
Administrative  Code,  so  as  to  permit  the  use  of  the  3rd 
story  for  manufacturing  of  a  light  nature  on  condition  that 
the  machinery  and  equipment  and  the  nature  of  the  occu¬ 
pancy  be  such  that  at  no  time  will  the  posted  75  lb.  load 
be  exceeded;  that  the  occupancy  of  the  3rd  story  will  con¬ 
sist  of  sewing  on  machines  of  the  Singer  type ;  that  no  more 
than  four  (4)  of  these  machines  will  be  used  on  the  floor 
occupancy  and  will  not  exceed  4  persons  ;•  that  a  portion  of 
this  floor  will  be  occupied  by  a  cutting  machine  and  cutting 
table,  which  will  impose  a  very  light  load  and  by  reason 
of  the  arrangement  of  machines  and  the  necessary  aisle 
space,  the  low  loading  of  the  floor  will  be  automatically 
controlled. 

Resolved,  that  the  Board  of ‘Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
re  Alt.  Applic.  387-44,  and  that  the  appeal  be  and  it  hereby 
is  granted,  as  to  Objections  1,  2,  3,  4  and  7,  on  condition 
that  the  building  shall  be  reconstructed  and  arranged  sub¬ 
stantially  as  herein  described  and  as  indicated  on  plans  filed 
with  this  appeal  marked  “Received  April  20,  1944” ;  that 
the  building  shall  not  be  increased  in  height  or  area ;  that 
this  variance  shall  be  continued  only  so  long  as  the  building 
is  occupied  substantially  as  proposed ;  that  the  sprinkler 
system  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner ;  that  all  floors  shall  be  posted  in  accordance 
with  the  requirements  ;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


864-42-A 

APPLICANT — T.  W.  Lamb  Associates,  Inc.,  for  Seventh 
and  Fiftieth  Realty  Corporation,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  previously 
granted  on  condition. 

PREMISES  AFFECTED— 753-759  7th  avenue  and  154-166 
West  50th  street,  southeast  corner  (cellar,  2nd  and 
3rd  floors)  ;  (Block  1002,  Lot  61),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Reginald  L.  Hoidge. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (864-42-A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  753-759  7th  avenue 
and  154-166  West  50th  street,  southeast  corner  (cellar,  2nd 
and  3rd  floors);  (Block  1002,  Lot  61),  Borough  of  Man¬ 
hattan,  was  granted  by  the  Board  on  January  25,  1944,  on 
certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  25,  1944,  so 
that  as  amended,  the  resolution  shall  read : 

“ Resolved ,  that  the  decision  of  the  fire  commissioner 
dated  October  6,  1943,  repeating  Order  13677-LF,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  here¬ 
by  is  granted  on  condition  that  the  sprinkler  system  shall 
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be  maintained  in  the  spaces  as  proposed  and  as  re¬ 
quired  by  such  order ;  that  such  sprinkler  system  may 
be  a  one  source  system  fed  from  the  4-inch  street  supply, 
as  indicated  on  revised  plans  marked  “Received  January 
25,  1944’’;  that  a  Siamese  shall  be  installed  both  on 
West  50th  street  and  on  Seventh  avenue;  that  in  all 
other  respects,  the  sprinkler  system  shall  comply  with 
the  requirements  therefor,  except  that  the  existing  2-inch 
supply  may  be  taken  from  such  4-inch  supply  for  do¬ 
mestic  purposes  in  connection  with  the  refrigeration 
system  and  basement  toilets. 

Resolved  further,  that  as  an  alternate  to  the  zvater 
supply  hereinbefore  required,  the  ozmer  may  install  a 
6  in.  supply  from  West  50 th  street,  complying  zvith  all 
requireynents  for  a  one  source  sprmkler  system 


468-43-S 

APPLICANT — Christian  J.  Wolfe,  for  Rockwood  and  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Variation  of  the  labor 
law  as  cited  in  decision  of  the  borough  superin¬ 
tendent,  previously  granted  by  the  Board. 
PREMISES  AFFECTED — 39-41  Waverly  avenue,  east 
side,  133  ft.  2  in.  north  of  Park  avenue  (Block  1874, 
part  of  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Christian  J.  Wolfe. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (468-43-S) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  39-41  Waverly  avenue, 
east  side,  133  ft.  2  in.  north  of  Park  avenue  (Block  1874, 
part  of  Lot  1),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  November  16,  1943,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  as  contained  in  a  letter  to  the  Board,  dated  April 
6,  1944,  which  reads  as  follows : 

“In  filing  the  application  forms  with  the  Board,  Item 
N  was  incorrectly  answered.  The  interior  fire  alarm 
system  now  installed  in  the  building  is  not  an  approved 
type  and  therefore  should  not  have  been  submitted  to 
the  Board  for  consideration.  The  Fire  Department  under 
date  of  March  28,  1944  issued  a  decision  requiring  that 
the  interior  fire  alarm  system  be  maintained  in  accord¬ 
ance  with  the  requirements  of  the  Board's  resolution. 

I  have  this  day  amended  my  appeal  form  now  on  file 
with  the  Board  to  indicate  that  there  is  no  interior  fire 
alarm  system  installed  in  the  building.  It  is  therefore 
requested,  in  view  of  the  fact  that  there  is  no  requirement 
for  installation  of  a  fire  alarm  system  in  this  building 
since  the  building  is  fully  sprinklered  with  a  two  source 
system  and  does  not  otherwise  require  the  installation 
of  a  fire  alarm  or  drill,  that  the  Board  amend  the  resolu¬ 
tion  so  as  to  correct  the  applicant’s  statement  that  there 
is  an  interior  fire  alarm  in  the  building.’’ 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  November  16,  1943,  so 
that  the  third  “Whereas”  clause  in  the  preamble  shall  read : 

“Whereas,  the  applicant  states  that  the  building  is 
7  stories  (92  ft.  9  in.)  in  height,  44  ft.  by  103  ft.  in  area, 
of  Class  1  construction,  erected  in  1919,  located  in  an 
unrestricted  use  district  and  used  throughout  for  storage 
and  manufacturing — 4  persons  in  the  cellar,  8  on  the 
1st  floor,  7  on  the  2nd  floor,  2  on  the  3rd  floor,  4  on  the 
4th  floor,  1  on  the  5th  floor,  6  on  the  6th  floor  and  2 


on  the  7th  floor ;  that  the  building  is  equipped  with  a 
two  source  automatic  sprinkler  system ;  and” 

Resolved  further,  that  the  resolution  of  November  16, 
1943,  be  and  it  hereby  is  further  amended,  so  that  as 
amended,  it  shall  read : 

"Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
Labor  Law  as  cited  in  a  decision  of  the  borough  super¬ 
intendent,  acting  on  Alt.  Applic.  1582-43,  and  that  the 
application  be  and  it  hereby  is  granted  as  to  Objection  1, 
on  condition  that  stairways  Nos.  1,  2  and  3  shall  be 
maintained  as  proposed  and  as  showm  on  plans  filed  with 
this  appeal  marked  ‘Received  September  30,  1943’ ;  that 
the  occupancy  of  buildings  Nos.  5  and  8  above  the  third 
story,  shall  not  exceed  the  lawful  capacity  of  stairway 
No.  1  ;  that  the  sprinkler  system  shall  be  maintained  in 
accordance  with  the  requirements  therefor  and  to  the 
satisfaction  of  the  fire  commissioner ;  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto;  that 
this  variance  shall  continue  only  so  long  as  the  occu¬ 
pancy  above  the  4th  floor  does  not  exceed  the  number 
of  persons  as  stated.” 


485-43-A 

APPLICANT — Robert  Teichman,  for  City  Bank  Farmers 
Trust  Co.,  trustee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Appeal  from  an  order  and  a  de¬ 
cision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 289-291  Eighth  avenue,  west 
side,  82  ft.  2  in.  north  of  West  24th  street  (Block 
748,  Lots  41  and  42),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Robert  Teichman  and  L.  Lough- 
mann. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (485-43-A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  289-291  Eighth  avenue, 
west  side,  82  ft.  2  in.  north  of  West  24th  street  (Block  748, 
Lots  41  and  42),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  December  7,  1943,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  7,  1943, 
so  that  as  amended,  the  resolution  shall  read : 

“ Resolved ,  that  Order  17117-LF  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  ynodified  and  that  the 
appeal  be  and  it  hereby  is  grayited  on  conditioyi  that  the 
sprinkler  system  as  required,  shall  be  installed  as  soon 
as  material  ther'efor  is  available  upon  release  for  such 
use  by  the  federal  authorities ;  that  meanwhile  there  shall 
be  constructed  and  maintained  a  means  of  access  to  the 
cellar  through  the  adjoining  building  constructed  and 
maintained  as  indicated  on  plans  marked  ‘Received  Oc¬ 
tober  13,  1943’  and  access  holes  for  fire  hose  shall  be 
constructed  and  maintained  in  the  first  floor  construc¬ 
tion,  as  indicated  on  such  plan ;  that  the  rear  cellar 
stair  shall  be  enclosed  in  3-inch  gypsum  block  with  fire¬ 
proof  self-closing  door,  as  indicated  on  such  plan ;  that 
the  material  stored  within  the  basement  shall  be  stored 
not  nearer  than  18  inches  to  the  ceiling;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 

Resolved  further  that  as  an  alternate  to  variance  here¬ 
inbefore  granted,  the  owner  may  install  a  non-automatic 
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sprinkler  system  throughout  the  cellar  complying  with 
the  requirements  of  the  Building  Code  therefor,  except 
that  the  Fire  Department  hose  connections  at  the  front 
of  the  building  may  be  single  inlet.” 


121-44-A 

APPLICANT — Alge  Holding  Corporation,  lessee,  for  Alt- 
water  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 31  West  71st  street,  north  side. 
350.6  ft.  west  of  Central  Park  West  (Block  1124, 
Lot  18),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Allan  Clark. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


11 5-44- A 

APPLICANT — John  J.  Gilmartin,  for  Martha  E.  Manny, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 255-261  18th  street,  north  side, 
150  ft.  east  of  Fifth  avenue  (Block  873,  Lot  69), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Gilmartin. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  oyer  to  May  9,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


119-44- A 

APPLICANT — Irving  Selznick,  for  Ethel  Selznick,  owner. 

SUBJECT — -Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 686  Richmond  terrace,  south 
side,  125  ft.  east  of  Lafayette  avenue  (Block  67, 
Lot  111),  New  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Rahme  Luloff. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  over  to  May  2,  1944  at  2 
P.  M.,  for  further  consideration. 


126-44-A 

APPLICANT— Hobart  Realty  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 160-178  Jay  street,  west  side, 
from  Sand  street  to  High  street,  84-92  Sand  street 
and  97-105  High  street  (Block  87,  Lot  9),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep't. 

ACTION  OF  BOARD— Laid  over  to  May  2,  1944  at  2 
P.  M.,  on  written  request  of  applicant. 


127-44-A 

APPLICANT — Leon  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 


PREMISES  AFFECTED— 876-878  Broadway,  east  side, 
24.1  ft.  north  of  East  18th  street  (Block  847,  Lots 
22  and  23),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Benjamin  Cole. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  oyer  to  May  9,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


152-44-A 

APPLICANT — Frank  C.  Keller,  for  Frederick  F.  Johns 
and  Martin  L.  White,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 112-22  New  York  boulevard, 
west  side,  130  ft.  north  of  112th  road  (Block  12183, 
Lot  35),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  C.  Keller. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  oyer  to  May  9,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


197-44-A 

APPLICANT — S.  J.  Kessler  &  Sons,  for  Natmus  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 106  East  14th  street,  south  side, 
154  ft.  east  of  Fourth  avenue,  (Block  559,  Lot  12), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kessler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  oyer  to  May  9,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 
253-39-SA 

APPLICANT — Effervescent  Products  Ltd.,  owner. 
SUBJECT — E-Z  Out  Fire  Extinguisher. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (253-39-SA) 

Whereas,  the  Effervescent  Products  Ltd.,  owner,  filed  on 
February  28,  1939,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals,  for  the  approval  of  the  appliance  known 
as  E-Z  Out  Fire  Extinguisher ;  and 
Whereas,  the  applicant  failed  to  arrange  for  an  inspection 
and  test  of  this  appliance,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


430-39-SA 

APPLICANT — Herman  Rodstein,  for  Vac-O-Vent  Com¬ 
pany,  owner. 

SUBJECT — Vac-O-Vent  Vacuum  Breaker  for  Plumbing 
Fixtures,  apprpval  of. 
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APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (430-39-SA) 

Whereas,  Herman  Rodstein,  for  Vac-O-Vent  Company, 
owner,  filed  on  April  5,  1939,  an  application  with  the  Board 
of  Standards  and  Appeals,  for  the  approval  of  the  appliance 
known  as  the  Vac-O-Vent  Vacuum  Breaker  for  Plumbing 
Fixtures ;  and 

Whereas,  the  applicant  failed  to  arrange  for  a  proper  test 
of  this  appliance,  although  duly  notified  to  do  so. 

Resolved  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


Adjourned:  4:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  April  4,  1944,  as  they  appeared  in 
Bulletin  No.  15,  Vol.  29,  are  hereby  corrected  to  read  as 
follows : 

91-41-BZ 

APPLICANT — Metropolitan  Television,  Inc.,  for  Getty 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted 
on  condition,  under  section  7e  of  the  zoning  reso¬ 
lution,  permitting  on  the  top  story  and  roof  of  an 
existing  hotel  located  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  radio-television 
broadcast  transmitting  station  and  antenna. 
PREMISES  AFFECTED— 2-6  East  61st  street  and  795 
Fifth  avenue,  southeast  corner  (Block  1375,  Lot 
67),  Borough  of  Manhattan. 

APPEARANCES — 

For  Applicant :  L.  L.  Thompson  and  A.  L.  Solodar. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (91-41-BZ) 

Whereas,  this  application,  under  section  7e  of  the  zoning 
resolution,  permitting  on  the  top  story  and  roof  of  an  exist¬ 
ing  hotel  located  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  radio-television  broadcast  transmit¬ 
ting  station  and  antenna,  affecting  premises  2-6  East  61st 
street  and  795  Fifth  avenue,  southeast  corner  (Block  1375, 
Lot  67),  Borough  of  Manhattan,  was  granted  by  the  Board 
June  24,  1941,  on  certain  conditions,  resolution  amended  and 
time  to  complete  work  extended  on  April  28,  1942  and  time 
further  extended  on  April  27,  1943,  and  the  applicant  re¬ 
quested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  24,  1941,  as 
amended  by  resolution  adopted  through  April  27,  1943,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 


“granted  for  a  term  of  two  (2)  years  from  April  28, 
1944,  to  permit  *  *  *  that  all  permits  shall  be  obtained 
and  all  ivork  completed  within  one  year  from  the  date 
of  this  amended  resolution.” 


♦Correction — The  words  “that  all  permits  shall  be  obtained 
and  all  work  completed  within  one  year  from  the  date  of 
this  amended  resolution”  added  to  the  end  of  the  resolution. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  March  7,  1944,  as  they  appeared  in 
Bulletin  No.  11,  Vol.  29,  are  hereby  corrected  to  read  as 
follows : 

26-44-A 

APPLICANT — Julius  Bleich,  for  Trustees  of  Bronx  Cer¬ 
tificated  Mortgages,  owner,  (William  P.  Thomas 
and  Benjamin  Antin,  trustees)  ;  (Bronx  Palace, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 31-43  West  Mt.  Eden  avenue, 
northwest  corner  of  Inwood  avenue  (Block  2865, 
Lot  121),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Julius  Bleich,  William  P.  Thomas 
and  Erwin  A.  Warm. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (26-44-A) 

Whereas,  Julius  Bleich,  for  Trustees  of  Bronx  Certifi¬ 
cated  Mortgages,  Second  Group,  owner  (Bronx  Palace, 
lessee),  filed  January  10,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  31-43  West  Mt. 
Eden  avenue,  northwest  corner  Inwood  avenue  (Block  2865, 
Lot  121),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  27,  1943,  on  Alt.  Applic.  480-43,  reads : 

2.  Exits  from  2nd  floor  are  inadequate.  Provide 
two  legal  enclosed  stairways  as  per  Sections  3.2.3, 
6.1.22.3  and  6.4.1.11  of  the  Building  Code.  Describe 
enclosure  of  existing  stairway.  Give  width  of  all  exit 
doors.” 
and 

Whereas,  the  applicant  states  the  building  is  two  stories, 
(28  ft.)  in  height;  100  ft.  by  37  ft.  in  area;  of  Class  3  con¬ 
struction;  erected  1923,  located  in  an  unrestricted  use,  B 
area  district,  upon  a  plot  100  ft.  by  135.88  ft.  average  in 
area  and  used :  cellar,  storage  and  boiler  room ;  1st  floor, 
stores ;  second  floor,  vacant  loft,  proposed  to  be  used  and 
occupied  as  follows:  cellar,  storage  and  boiler  room;  1st 
floor,  stores ;  second  floor,  weddings,  confirmations  and 
catering,  150  persons;  and 

Whereas,  Certificate  of  Occupancy  273  issued  November 
19,  1926,  permits  the  use  of  the  building  as  stores  and  lofts 
with  120  lb.  live  load  on  all  floors ;  and 
Whereas,  the  applicant  contends  that  the  building  has  an 
existing  iron  stairs  leading  from  2nd  floor  to  street  at 
Mt.  Eden  avenue  front ;  this  stair  is  4  ft.  wide,  enclosed 
in  gypsum  block  partition  and  extends  to  roof ;  that  in 
addition  thereto,  there  is  a  3  ft.  8  in.  wide  door  leading  to 
existing  fire  escape  balcony  at  2nd  story  level  which  is  4  ft. 
wide  with  agress  to  street  by  2  ft.  wide  counterbalanced 
stairs,  as  indicated  on  photograph  filed  with  this  appeal ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 
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Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  480-43,  Objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  primary  means  of  exit  shall  comply 
with  the  requirements  therefor;  that  the  secondary  means  of 
exit  may  be  an  exterior  fire  escape  with  a  counterbalanced 
ladder  to  street ;  that  such  fire  escape  and  ladder  shall 
comply  with  all  the  requirements  therefor ;  that  the  occu¬ 
pancy  of  the  second  floor  shall  not  exceed  150  persons;  that 
the  exit  doors  to  primary  means  of  exit  and  to  street  shall 
be  each  not  less  than  four  feet  in  width  and  may  be  either 


double  doors  or  single  doors;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 

^Correction. — The  words  “and  in  no  event  more  than  as 
may  be  permitted  by  the  borough  superintendent  based  on 
the  capacity  of  the  primary  means  of  exit”  omitted  from 
lines  45  to  47  in  the  resolution  and  the  words ;  "that  the 
exit  doors  to  primary  means  of  exit  and  to  street  shall  each 
be  not  less  than  four  feet  in  width  and  ynay  be  either  double 
doors  or  single  doors"  substituted  therefor. 


RULES  RELATING  TO  SMOKING  IN  PROTECTED  PORTIONS  OF  FACTORIES,  AND 

IN  SPECIAL  CLASSES  OF  OCCUPANCIES. 


Adopted  by  the  Board  of  Standards  and  Appeals  August  13,  1918,  effective  September  9,  1918,  under  the 
powers  conferred  upon  the  Board  by  Section  718-a,  Subsections  2  and  3  (Old  Charter)  to  supplement  Section  283 
of  the  Labor  Law  (Old  Section  83c). 

[Cal.  1262-18-SR] 


Labor  Law 

Section  283.  Smoking. 

1.  No  person  shall  smoke  in  a  factory.  A  notice  of  such 
prohibition  stating  the  penalty  for  violation  thereof  shall  be 
kept  posted  in  every  entrance  hall,  elevator,  stairhall  and 
room  of  a  factory  in  English,  and  in  such  other  languages  as 
the  fire  commissioner  of  the  city  of  New  York  in  such  city 
and  elsewhere  the  commissioner  shall  direct. 

2.  The  board  in  its  rules  may  permit  smoking  in  protected 
portions  of  a  factory,  or  in  such  classes  of  occupancies  where 
in  its  opinion  the  safety  of  the  employees  will  not  be  en¬ 
dangered  thereby.  The  fire  commissioner  of  the  city  of  New 
York  in  such  city  and  elsewhere  the  commissioner  may  issue 
such  permits  in  accordance  with  rules  adopted  by  the  board. 

3.  The  fire  commissioner  of  the  city  of  New  York  in  such 
city  and  elsewhere  the  commissioner  shall  enforce  this  section. 

Rule  1 .  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 

period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 


(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  self  closing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing ; 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works ; 

Machine  shops; 

Smelting ; 

Stone  or  monumental  works ; 
provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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Rules  Directory. 


The  Court  of  Appeals,  in  the  Matter  of  Acorn  Employment  Serv¬ 
ice,  Inc.  vs.  Paul  Moss,  as  Commissioner  of  Licenses,  in  reversing  the 
decisions  in  the  Courts  below,  declared  that  certain  rules  promulgated 
by  the  Commissioner  were  legislative  in  character  and  that  exercise 
of  undefined  general  power  (to  adopt  rules  that  are  legislative  in 
character)  must  be  denied  to  administrative  officers.  The  Court  said 
further : 

“We  have  not  forgotten  section  885  of  the  Charter  of  the 
City  of  New  York.  Each  head  of  an  agency  of  the  city  is 
thereby  permitted  within  limits  to  make  ‘rules  and  regulations 
for  the  conduct  of  his  office  or  department,  and  to  carry  out 
its  powers  and  duties.’  The  authority  so  conferred  is  admin¬ 
istrative,  not  legislative,  and  does  not  justify  the  above-stated 
commands  of  the  commissioner.”  (N.  Y.  Law  Journal,  March 
30,  1944,  page  1235.) 

Section  885  of  the  New  York  Charter  reads  as  follows: 

“a.  Each  head  of  an  agency  may,  except  as  otherwise  pro¬ 
vided  by  law,  make  rules  and  regulations  for  the  conduct  of 
his  office  or  department  and  to  carry  out  its  powers  and  duties. 

b.  No  rule  or  regulation  made  by  any  officer  of  the  city 
except  such  as  relate  to  the  organization  or  internal  manage¬ 
ment  of  a  department  shall  be  effective  until  it  is  filed  in 
the  office  of  the  city  clerk.  It  shall  be  the  duty  of  the  cor¬ 
poration  counsel  to  compile  all  rules  and  regulations  filed  in 
the  office  of  the  city  clerk  and  publish  them  in  the  City  Record 
each  month  and  annually  to  revise  and  print  them  in  a  volume 
or  volumes.” 

The  Charter  provides  specifically  for  the  adoption  of  rules  by  the 
Board  of  Standards  and  Appeals  in  Section  666,  sub-sections  2  and  3, 
which  read: 

“The  board  shall  have  power: 

2.  To  make,  amend  and  repeal  rules  and  regulations  for 
carrying  into  effect  the  provisions  of  the  laws,  resolutions, 
rules  and  regulations  in  respect  to  any  subject-matter,  juris¬ 
diction  whereof  is  conferred  by  law  upon  the  board,  and  to 
include  in  such  rules  and  regulations  provisions  applying  to 
specific  conditions  and  prescribing  means  and  methods  of 
practice  to  effectuate  such  provisions  and  for  carrying  into 
effect  the  powers  of  the  board. 

3.  To  make,  amend  and  repeal  rules  and  regulations  for  the 
enforcement  of  those  provisions  of  the  labor  law  and  other 
laws  which  relate  to  the  construction,  alteration,  structural 
changes  in,  plumbing  and  drainage  of,  elevators  in,  fire-escapes 
on,  adequacy  and  means  of  exit  from  and  fire  protection  in 
all  buildings  within  the  city,  which  shall  take  the  place  of  the 
industrial  code  and  of  any  rules  and  regulations  of  the  de¬ 
partment  of  labor  of  the  state  of  New  York  relating  to  the 
same  subject-matter.” 


The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  May  2,  1944,  at  10  A.M., 
Affecting  Calendar  Numbers  144-19-BZ,  104-33-BZ, 
583-43-BZ,  74-44-BZ,  147-44-BZ,  140-44-BZ,  175-42-A 
and  104-44- A. 

Minutes  of  Regular  Meeting  May  2,  1944,  at  2  P.M., 
Affecting  Calendar  Numbers  479-37-BZ,  1098-24-BZ, 
293-31-BZ,  308-33-BZ,  208-37-BZ,  288-38-BZ,  27-40-BZ, 
742-41-BZ,  112-42-BZ,  190-44-A,  233-44-A,  238-44-A, 
244-44-A  and  633-43-A. 

(Remaining  minutes  of  the  regular  meeting  of  May  2, 
1944  will  be  printed  in  the  Bulletin  of  May  16,  1944). 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  May  2,  1944 
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Cal.  No.  Dept.  Premises  Affected. 

249-44-A — H.B.M. — 144-146  East  86th  street,  south  side, 
47  ft.  east  of  Lexington  avenue  (Block  1514,  Lot  49), 
Borough  of  Manhattan,  Alt.  132-44. 


250- 44-SA — Richards-Wilcox  Elevator  Door  Interlock, 

No.  748-W,  Appliance. 

- - —  v 

251- 44-A — E.D. — 1115  Webster  avenue,  west  side,  100  ft. 
north  of  East  166th  street  (Block  2426,  Lot  25),  Borough 
of  The  Bronx,  37791-LC. 

252- 44-A — F.D. — 64-84  Van  Dam  street  and  59-67  Bridge- 
water  street,  southeast  corner  (Block  2663,  Lot  17),  Bor¬ 
ough  of  Brooklyn,  Decision  re  95685-C. 


253-44-A — H.B.B. — 5115-5117  2nd  avenue,  east  side,  46  ft. 
8  in.  north  of  52nd  street  (Block  797,  Lot  3),  Borough  of 
Brooklyn,  Alt.  1387-43. 


254-44-SM — -“White  Line”  Bedpan  Washer  and  Sterilizer, 
Pedestal  Type,  Model  A458  and  “White  Line”  Bedpan 
Washer  and  Sterilizer,  Recessed  Type,  Model  A  457, 
manufactured  by  Scanlan-Morris  Co.,  Material. 


255- 44-A — F.D. — 413-415  Bedford  avenue,  east  side,  90 
ft.  6  in.  south  of  South  8th  street  (Block  2138,  Lot  7), 
Borough  of  Brooklyn,  10006-LF  and  Decision. 

256- 44-A — H.B.B. — 516  Schenck  avenue  (512  displayed), 
west  side,  175  ft.  north  of  Dumont  avenue  (Block  4059, 
Lot  31),  Borough  of  Brooklyn,  Alt.  988-44. 


257-44-A — F.D. — 440-442  12th  street  (444  displayed), 
south  side,  385  ft.  east  of  7th  avenue  (Building  G); 
(Block  1098,  Lot  1),  Borough  of  Brooklyn,  12413-LF. 


258- 44-SM — Felt  Cote  (Asbestos  Protected  Metal)  for 
Roofs  and  Siding,  manufactured  by  American  Steel  Band 
Co.,  Material. 

259- 44-A — F.D. — 29-31  West  47th  street,  north  side,  455 
ft.  west  of  5th  avenue  (8th  floor);  (Block  1263,  Lot  18), 
Borough  of  Manhattan,  37877-LC. 


260-44-A — F.D. — 79-10  Albion  avenue,  south  side,  101.42 
ft.  east  of  Queens  boulevard  (2nd  floor);  (Block  1537, 
Lots  19  and  12),  Elmhurst,  Borough  of  Queens,  De¬ 
cision. 


261-44-A — F.D. — Re:  Transportation  of  “High  Pressure” 
Propane  and  Butane  in  Tractor  Semi-Trailers  in  New 
York  City  (capacity  of  tanks  not  in  conformity  with 
Administrative  Code  specifications  covering  Tank 
Trucks),  Decision. 


262-44-A — H.B.B. — 557-575  Marcy  avenue  (553-563  dis¬ 
played),  and  86-102  Stockton  street,  southeast  corner 
(Block  1747,  Lots  1-7  inclusive  and  Lots  60-69  inclusive), 
Borough  of  Brooklyn,  Misc.  102-44. 


Restored  to  Calendar. 

104-44-A — H.B.M. — 48  East  80th  street,  south  side,  100 

ft.  6  in.  east  of  Madison  avenue,  (Block  1491,  Lot  48), 

Borough  of  Manhattan,  Alt.  1164-43,  Amendment. 

— 

479-37-BZ — H.B.Q. — 89-58  163rd  street,  (Hardenbrook 
avenue),  west  side,  247  ft.  north  of  Jamaica  avenue 
(Block  836,  Lot  76),  Jamaica,  Borough  of  Queens,  De¬ 
cision  re  Certificate  of  Occupancy. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 
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RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 
Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . . . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . ....Mar. 

Fire-resistive.  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules. . ....Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Mar. 

Platform  Trucks,  Specifications  for.  .  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .April 
Smoking  in  Factories,  Rules  for....  May 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  .  .  Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

15.  1944— Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  S2A 
28,  1943— Vol.  28,  No.  52A 

11,  1944— Vol.  29,  .No.  15 

28,  1944— Vol.  29,  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


14,  1944— Vol.  29,  No.  11 

7,  1937— Vol.  22,  No.  36 
25,  1944— Vol.  29,  No.  17 

2,  1944 — Vol.  29,  No.  18 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


MAY  9,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  9,  1944  at  10  o’clock  in  Room  1013, 
Muncipial  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

569-37-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Bengal  Realty  Co.,  Inc.,  owner  (Flat- 
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bush  Coal  and  Coke  Corporation,  lessee),  reopened  Feb¬ 
ruary  23,  1944,  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  upon  a  plot  located  partly  in  an 
unrestricted  use  and  partly  in  a  residence  use  district, 
the  use  of  that  part  of  the  lot,  which  is  located  in  the 
residence  use  district,  for  the  operation  of  coal  pockets, 
coal  storage,  truck  driveway  and  railroad  siding;  prem¬ 
ises  2030-2044  McDonald  avenue,  west  side,  339  ft.  6  in. 
north  of  Avenue  S  and  49-57  Lake  street  (Block  6680, 
Lots  23,  124  and  125),  Borough  of  Brooklyn. 

99-44-BZ — Application,  February  11,  1944,  under  .section 
7c  of  the  zoning  resolution,  of  Koch  and  Wagner,  appli¬ 
cants,  on  behalf  of  Waldorf  Storage  Warehouse  & 
Garage,  Inc.',  owner,  to  permit  in  a  business  use  district, 
the  alteration  and  the  conversion  of  occupancy  of  a 
building  from  a  warehouse  to  a  factory;  the  space  to  be 
used  for  manufacturing  will  occupy  more  than  25  per 
cent  of  the  total  floor  space  of  the  building;  premises 
552-558  Van  Buren  street,  south  side,  65  ft.  4  in.  west 
of  Broadway  (Block  1618,  Lot  15),  Borough  of  Brook¬ 
lyn. 

1148-38-BZ — Application  of  Louis  Allen  Abramson,  ap¬ 
plicant,  on  behalf  of  James  P.  Kelly,  owner  (Neill  Sup¬ 
ply  Co.,  lessee),  reopened  February  15,  1944,  under 
sections  7h,  7e  and  21  of  the  zoning  resolution,  to  per¬ 
mit  in  a  residence  use  district,  for  a  term  of  two  years, 
the  additional  use  of  storage  of  pipe  as  well  as  parking 
and  storage  of  more  than  five  motor  vehicles  on  a  plot 
granted  by  the  Board  for  a  term  of  two  years  from 
January  26,  1943,  for  parking  and  storage  of  more  than 
five  motor  vehicles;  premises  47-45  to  47-63  49th  street 
and  49-01  to  49-07  48th  avenue,  northeast  corner  (Block 
2287,  Lots  1,  2,  3,  5,  7  and  8),  Sunnyside,  Borough  of 
Queens. 

284-41-BZ — Application  of  Louis  Allen  Abramson,  ap¬ 
plicant,  on  behalf  of  Woodside  Associates,  Inc.,  owner 
(Neill  Supply  Co.,  lessee),  reopened  February  15,  1944, 
under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a  residence 
use  district,  the  conversion  of  occupancy  (for  a  term  of 
seven  years)  of  an  existing  building,  used  as  a  public 
garage,  to  the  storage  of  plumbing  and  heating  supplies 
and  also  in  part  as/ a  public  garage;  at  the  expiration  of 
the  seven  year  period,  it  is  proposed  that  the  use  of  the 
building  is  to  revert  to  a  public  garage  throughout; 
premises  47-55  48th  street,  northeast  corned  of  48th 
avenue  and  47-56  49th  street  (Block  2286,  Lot  53),  Sun¬ 
nyside,  Borough  of  Queens. 

184-'44-BZ — Application,  March  27,  1944,  under  section 
21  of  the  zoning  resolution,  of  Joseph  Lau,  applicant, 
on  behalf  of  Robert  D.  Rothfeld  (one  of  the  trustees 
u/w  of  Bettie  Rothfeld),  owner,  (Theatre  Guild,  Inc., 
lessee),  to  permit  in  a  residence  use  and  B  area  district, 
the  alteration  and  conversion  of  occupancy  of  an  exist¬ 
ing  building  from  a  social  club  to  offices,  reading  of 
plays  and  (theatrical)  rehearsals;  also,  the  building  does 
not  comply  with  the  rear  yard  requirements  of  the  zon¬ 
ing  resolution;  premises  23-25  West  53rd  street,  north 
side,  460  ft.  west  of  Fifth  avenue  (Block  1269,  Lot  18), 
Borough  of  Manhattan. 

583-43-BZ — Application,  December  1,  1943,  under  section 
21  of  the  zoning  resolution,  of  Harry  A.  Yarish,  appli¬ 
cant,  on  behalf  of  Isidore  Epstein,  owner  (Ida  Levin¬ 
son,  lessee),  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building  to  the 
storage  of  rags;  premises  496-500  (492  displayed)  Wat¬ 
kins  street,  west  side,  100  ft.  north  of  Newport  street 
(Block  3605,  Lots  33  and  34),  Borough  of  Brooklyn. 

74-44-BZ — Application,  January  31,  1944,  under  sections 
7i  and  21  of  the  zoning  resolution,  of  William  Shary,  ap¬ 
plicant,  on  behalf  of  Rose  Lubin,  owner,  to  permit  in  a 
business  use  district,  the  maintenance  of  a  motor  vehicle 


repair  shop — now  operating  without  a  certificate  of  oc¬ 
cupancy;  premises  375  South  1st  street,  north  side,  63 
ft.  4  in.  east  of  Grand  street  extension  and  206  Grand 
street  extension  (Block  2399,  Lot  23),  Borough  of 
Brooklyn. 

104-33-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Socony-Vacuum  Oil  Co.,  Inc., 
owner,  reopened  June  8,  1943,  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  business  use  district, 
the  decrease  in  area  of  a  gasoline  service  station;  the 
entire  plot  for  such  use,  as  approved  by  the  Board,  was 
located  partly  in  a  residence  use  and  partly  in  a  busi¬ 
ness  use  district;  premises  113-21  Merrick  road  and 
171-01  Linden  boulevard,  northeast  corner  (Block  10267, 
Lot  1),  St.  Albans,  Borough  of  Queens. 

144-19-BZ — Application  of  Raymond  Irrera,  applicant, 
on  behalf  of  Guiseppi  Cilento,  owner  (Delux  Venetian 
Blind  Corporation,  lessee),  reopened  March  28,  1944, 
under  sections  7e  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  and  also  C  area  district,  the 
erection  of  an  extension  (into  part  of  the  rear  yard 
required  in  a  C  area  district)  to  an  existing  building 
and  also  the  alteration  and  conversion  of  occupancy 
for  a  term  of  two  years  of  the  building  from  a  garage 
for  more  than  five  motor  vehicles  (the  garage  use  of 
the  building  was  previously  granted  by  the  Board)  to 
the  use  of  the  building,  as  extended,  as  a  factory  for 
the  manufacture  of  Venetian  blinds;  premises  23-69  to 
23-71  38th  street  (Ninth  avenue),  east  side,  162  ft.  north 
of  Triboro  Bridge  Plaza  (Astoria  Boulevard,  North); 
(Block  803,  Lot  13),  Long  Island  City,  Borough  of 
Queens. 

147-44-BZ — Application,  March  8,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Saul  Goldsmith, 
applicant,  on  behalf  of  The  Dime  Savings  Bank  of 
Brooklyn,  owner,  to  permit  in  a  business  use  district, 
the  conversion  of  occupancy  of  a  building  used  (under 
a  Certificate  of  Occupancy)  as  1st  story,  stores  and 
storage;  2nd,  3rd  and  4th  stories,  manufacturing  and 
storage,  to  a  proposed  occupancy  of  1st  story,  stores 
and  storage;  2nd,  3rd  and  4th  stories,  manufacturing  on 
a  floor  area  in  excess  of  the  permissible  100%  of  the 
area  of  the  plot  as  provided  in  the  zoning  resolution; 
premises  166-176  Livingston  street,  south  side,  79  ft.  6  in. 
east  of  Smith  street  and  149-155  Schermerhorn  street 
(Block  164,  Lot  13),  Borough  of  Brooklyn. 

175-44-BZ — Application,  March  24,  1944,  under  section 
7c  of  the  zoning  resolution,  of  John  J.  Cromshow,  appli¬ 
cant,  on  behalf  of  John  J.  Barrett,  owner,  to  permit  in 
a  residence  use  district,  the  extension  of  an  existing 
business  use  (undertaking  establishment  arranged  for 
embalming  and  for  holding  funeral  services) — located 
in  part  of  424  West  51st  street — into  parts  of  two  build¬ 
ings  adjoining  to  the  east;  a  part  of  the  basement  of 
one  of  the  adjoining  buildings  (422  West  51st  street) 
was  used  as  a  restaurant;  the  remainder  of  the  adjoin¬ 
ing  buildings  (420  and  422  West  51st  street)  and  part 
of  424  West  51st  street  are  occupied  as  dwellings;  prem¬ 
ises  420-424  West  51st  street,  south  side,  491  ft.  6  in. 
east  of  Tenth  avenue  (Block  1060,  Lots  44,  44)4  and 
45),  Borough  of  Manhattan. 

79-44-BZ — Application,  February  1,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Lama  and  Pros¬ 
kauer,  applicants,  on  behalf  of  David  Sirkus,  owner, 
to  permit  in  a  residence  use  district,  the  alteration  and 
the  conversion  of  occupancy  of  an  existing  building 
from  a  garage  for  more  than  five  motor  vehicles  (under 
a  Certificate  of  Occupancy)  to  a  woodworking  factory 
(the  building  is  now  used  as  a  woodworking  factory 
without  a  certificate  of  occupancy);  premises  194-198 
Schenck  avenue,  west  side,  106  ft.  south  of  Atlantic 
avenue  (Block  3963,  Lot  18),  Borough  of  Brooklyn. 
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634-43-BZ — Application,  December  29,  1943,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Henry  Nordheim, 
applicant,  on  behalf  of  Johnson  Realty  Corporation, 
owner  (Bob  Reichler,  lessee),  to  permit  partly  in  a 
residence  use  and  partly  in  a  business  use  district,  the 
maintenance  of  a  non-flashing  neon  business  sign 
(erected  without  a  permit);  premises  1751-1759  Uni¬ 
versity  avenue,  west  side,  101  ft.  south  of  West  Tre- 
mont  avenue  (Block  2878,  Lot  203),  Borough  of  The 
Bronx. 

Appliance  and  Material  for  Approval 

408-43-SA — Rego  Economizer  (for  control  of  flow  of 
gases  to  Oxy-Acetylene  Blowpipes). 

172-44-SM — Ellison  Balanced  Door  Assemblies. 

Appeals  from  Administrative  Decisions 

186-44-A — 23-25  West  53rd  street,  north  side,  460  ft. 
west  of  Fifth  avenue  (Block  1269,  Lot  18),  Borough  of 
Manhattan. 

566-43-A— Foot  of  50th  street,  280.83  ft.  west  of  1st  ave¬ 
nue,  193.17  ft.  north  of  51st  street  (Bush  Bldg.  58); 
(Block  725,  part  of  Lot  1),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman 


MAY  9,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  9,  1944  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions 

866-42-A — Re  packaging  of  inflammable  mixture  known 
as  “Gulflex  Rubberlube”  in  one-half  gallon  glass  jugs 
(capacity  of  glass  jugs  not  in  conformity  with  Admin¬ 
istrative  Code  specifications);  (reopened  March  21,  1944 
re  extension  of  permit;  previously  granted  on  condition 
for  a  term  of  six  months!. 

128-43-A — Re  Packaging  of  combustible  mixture  known 
as  “Flit”  in  one-gallon  glass  bottles  (capacity  of  glass 
bottles  not  in  conformity  with  Administrative  Code  speci- 
fictions);  (reopened  March  21,  1944  re  extension  of 
permit;  previously  granted  on  condition  for  a  term  of 
six  months). 

348-43-A — Re  packaging  and  storing  of  combustible  mix¬ 
ture  known  as  “Mobilgloss,  Mobil  Prewax  Cleaner, 
Mobil  Penetrating  Oil,  Mobil  Dry  Cleaner,  Tavern  Dry 
Cleaner,  Sanilac  Liquid  Wax,  Sanilac  Penetrating  Fin¬ 
ish,  Sanilac  Super  Sealer  and  Sanilac  Floor  Dressing” 
in  one-gallon  glass  jugs,  “Tavern  Liquid  Wax”  in  one- 
gallon  and  one-half  gallon  glass  jugs  and  packaging 
and  storing  of  combustible  mixtures  known  as  “Tavern 
Floor  Wax,  Sanilac  Paste  Wax  and  Mobilwax”  (hard), 
in  three  (3)  lb.  glass  jars  (capacity  of  glass  jugs  and 
glass  jars  not  in  conformity  with  Administrative  Code 
specifications);  (reopened  March  21,  1944  re  extension 
of  permit;  previously  granted  on  condition  for  a  term 
of  six  months). 

267-43-A — Re  packaging  of  combustible  mixture  known 
as  “Neptune  Waterproof  Belt  Cement”  in  one-quart  and 
one-pint,  glass  bottles  (capacity  of  glass  bottles  not  in 
conformity  with  Administrative  Code  specifications); 
(reopened  March  14,  1944  re  extension  of  permit;  previ¬ 
ously  granted  on  condition  for  a  term  of  six  months). 

374-43-A — Re  packaging  of  inflammable  and  combustible 
mixtures  known  as  “E.  I.  du  Pont  de  Nemours  and 
Company’s”  No.  18  Cement,  etc.  in  glass  containers 


(capacity  of  glass  containers  not  in  conformity  with 
Administrative  Code  specifications);  (reopened  March  7, 
1944  re  extension  of  permit;  previously  granted  on  con¬ 
dition  for  a  term  of  six  months). 

587-43-A — 165  Greene  street,  west  side,  155  ft.  north  of 
West  Houston  street  (2nd  and  4th  floors);  (Block  524, 
Lot  156),  Borough  of  Manhattan. 

115-44-A — 255-261  18th  street,  north  side,  150  ft.  east 
of  Fifth  avenue  (Bock  873,  Lot  69),  Borough  of  Brook¬ 
lyn. 

127-44-A — 876-878  Broadway,  east  side,  24.1  ft.  north  of 
East  18th  street  (Block  847,  Lots  22  and  23),  Borough 
of  Manhattan. 

152-44-A — 112-22  New  York  boulevard,  west  side,  130 
ft.  north  of  112th  road  (Meyer  avenue);  (Block  12183 
(2949),  Lot  35),  Jamaica,  Borough  of  Queens. 

197-44-A — 106  East  14th  street,  south  side,  154  ft.  east 
of  Fourth  avenue  (Block  559,  Lot  12),  Borough  of 
Manhattan. 

138- 44-A — 107-109  East  Burnside  avenue,  north  side, 
60.3  ft.  east  of  Morris  avenue  (Block  3169,  Lots  66  and 
67),  Borough  of  The  Bronx. 

157-44-A — 2001-2009  Boardwalk,  north  side,  162  ft.  8  in. 
east  of  West  21st  street  (Block  7072,  Lot  12),  Borough 
of  Brooklyn. 

132-44-A— -559-561  Bedford  avenue  and  125-131  Rodney 
street,  northeast  corner  (Block  2187,  Lot  1),  Borough 
of  Brooklyn  (reopened  and  restored  to  calendar,  April 
4,  1944;  previously  dismissed  for  lack  of  prosecution). 

117-44-A — 244  (240-244  displayed)  East  152nd  street, 
south  side,  94.47  ft.  east  of  Park  avenife  (Block  2441, 
Lots  15  and  16),  Borough  of  The  Bronx. 

239-44-A — 125  East  65th  street,  north  side,  130  ft.  west 
of  Lexington  avenue  (Block  1400,  Lot  11),  Borough 
of  Manhattan. 

241-44-A — 39  East  69th  street,  northwest  corner  of  Park 
avenue  (Block  1384,  Lot  32),  Borough  of  Manhattan. 

248-44-A — 159-185  North  3rd  street,  237-247  Bedford 
avenue,  northeast  corner,  632-638  Driggs  avenue,  247 
Metropolitan  avenue  and  158-166  North  4th  street  (Block 
2352,  Lots  1,  9  and  22),  Borough  of  Brooklyn. 

585-43-A — 1241  Sixth  avenue  and  101  West  49th  street, 
northwest  corner  (Block  1002,  Lot  29),  Borough  of 
Manhattan. 

260-44-A — 79-10  Albion  avenue,  south  side,  101.42  ft. 
east  of  Queens  boulevard  (2nd  floor);  (Block  1537,  Lots 
12  and  19),  Elmhurst,  Borough  of  Queens. 

263-44-A — 34-31  70th  street,  east  side,  215  ft.  south  of 
34th  avenue  (Block  1257,  Lot  52),  Jackson  Heights,  Bor¬ 
ough  of  Queens. 

218-44-A — 398-406  Fulton  street,  southwest  corner  of  Gal¬ 
latin  place  (Block  155,  Lot  14),  Borough  of  Brooklyn. 

227-44-A — 421-423  Classon  avenue,  east  side,  60  ft.  south 
of  Lexington  avenue  (Block  1970,  Lot  7),  Borough  of 
Brooklyn. 

230-44-A — 297-303  Lexington  avenue  and  133-139  East 
37th  street,  northeast  corner  (Block  893,  Lot  25),  Bor¬ 
ough  of  Manhattan. 

139- 44-A — 191  Southern  boulevard,  southwest  corner  of 
East  137th  street  (Block  2565,  Lot  12),  Borough  of  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


MAY  16,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning.  May  16,  1944  at  10  oclock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications 

83-44-BZ — Application,  February  5,  1944,  under  section 
21  of  the  zoning  resolution,  of  Frederick  W.  Scholem, 
applicant,  on  behalf  of  Willy  Paul  and  Anna  Paul,  own¬ 
ers,  to  permit  in  a  residence  use  district,  the  conversion 
of  occupancy  of  a  building  from  a  one-family  residence 
to  a  beauty  parlor  and  one-family  residence.  (The 
beauty  parlor  is  to  be  operated  by  the  owner  of  the 
premises.)  Premises  2176  East  4th  street,  west  side, 
140  ft.  south  of  Avenue  U  (Block  7130,  Lot  14),  Bor¬ 
ough  of  Brooklyn. 

626-43-BZ— Application,  December  27,  1943,  under  sec¬ 
tions  7a,  7c  and  21  of  the  zoning  resolution,  of  Martyn 
N.  Weinstein,  applicant,  on  behalf  of  Cardinal  Manu¬ 
facturing  Co.,  Inc.,  owner  (Joseph  Cardinal,  lessee,  d/b/a 
Cardinal  Engineering  Co.)  to  permit  in  a  residence  use 
and  also  D  area  district,  the  maintenance  of  a  machine 
shop  and  crane  shed;  the  crane  shed,  the  westerly  build¬ 
ing  and  the  one-story  shop  erected  without  permits  and 
the  plant  is  operating  without  a  Certificate  of  Occu¬ 
pancy,  also  the  area  of  the  structures  on  the  plot  exceeds 
the  area  permitted  by  the  zoning  resolution;  premises 
700-712  Hicks  street  and  23-45  Nelson  street,  northwest 
corner  (Block  520,  Lot  26),  Borough  of  Brooklyn. 

Appliance  for  Approval 

153-44-SA — Monogram  Oil  Fire  Heaters  (Circulating), 
Models  E30,  G30,  H30,  K30,  L30,  R30,  S30,  38A  130, 
38B  130,  37C  130,  38B  240,  37C  240,  38B  340,  37C  340, 
E50,  G50,  H50,  K50,  L50,  R50,  S50,  38A  150,  38B  150, 
37C  150,  38B  250,  37C  250,  38B  350  and  37C  350. 

Appeal  from  Administrative  Decision 

159-44-A — 11-33  to  11-41  50th  avenue,  north  side,  92.5  ft. 
w-est  of  21st  street  (Block  62,  Lot  20),  Long  Island  City, 
Borough  of  Queens. 


HARRIS  H.  MURDOCK,  Chairman. 


MAY  16,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  16,  1944  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

Appeal  from  Administrative  Decision 

551-43-A — 3855  Nautilus  avenue,  northeast  corner  of 
Highland  avenue  (Block  7002,  Lot  1),  Borough  of 
Brooklyn  (reopened  and  restored  to  calendar,  March 
21,  1944;  previously  withdrawn). 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  23,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  23,  1944  at  10  o  clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications 

479-37-BZ — Application  of  William  A.  Eckert,  applicant, 
on  behalf  of  Milness  Realty  Corporation,  present  owner, 


reopened  May  2,  1944,  for  consideration  as  to  extension 
of  permit  (expired  by  limitation) — re  Application, 
previously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  business  use  district, 
for  a  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles;  premises  89-58  163rd  street 
(Hardenbrook  avenue),  west  side,  247  ft.  north  of  Ja¬ 
maica  avenue  (Block  836,  Lot  76),  Jamaica,  Borough  of 
Queens. 

620-43-BZ — Application,  December  21,  1943,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Anthony  M.  De  Rose, 
applicant,  on  behalf  of  Mary  Bucek,  owner,  to  permit  in  a 
residence  use  and  also  E  area  district,  the  maintenance  of  a 
two  family  dwelling  (now  in  the  course  of  construction) 
which  is  located  8  ft.  9l/z  in.  from  the  street  line  instead 
of  being  set  back  10  ft.  from  the  street  line  as  required 
by  the  zoning  resolution;  premises  1615  Kennellworth 
place,  west  side,  282.13  ft.  south  of  Middletown  road 
(Block  5413,  Lot  23),  Borough  of  The  Bronx. 

55-44-BZ — Application,  January  21,  1944,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  McCurrach  Organization,  owner, 
to  permit  partly  in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district,  the  extension  in  height  (by  the  erec¬ 
tion  of  an  additional  story)  on  the  southerly  Eastern 
parkway  unit  of  a  group  of  factory  buildings;  it  is  pro¬ 
posed,  also  to  extend  the  factory  use  in  this  unit  from 
25%  to  more  than  25%  of  the  total  floor  space  of  the 
building.  The  group  of  buildings  was  previously  acted 
upon  by  the  Board  under  Cal.  No.  396-37-BZ;  premises 
1873-1885  Eastern  parkway,  west  side,  57  ft.  north  of 
Atlantic  avenue  and  19  Olive  place  (Block  1570,  Lots 
Lots  7,  8,  9  and  31),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision 

240-44-A — 1873-1885  Eastern  parkway,  west  side,  57  ft. 
north  of  Atlantic  avenue  and  19  Olive  place  (Block  1570, 
Lots  7,  8,  9  and  31),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  23,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  23,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision 

119-44-A — 686  Richmond  terrace,  south  side,  125  ft.  east 
of  Lafayette  avenue  (Block  67,  Lot  111),  New  Brighton, 
Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  6,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  6,  1944  at  2  o  clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

Appeal  from  Administrative  Decision 

126-44-A — 160-178  Jay  street,  west  side,  from  Sands  to 
High  streets,  84-92  Sands  street  and  97-105  High  street 
(Block  87,  Lot  9),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  MAY  2,  1944,  10  A.  M. 

Present :  Chairman  Murdock,  Commissioner  Savage  and 
Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  April  25,  1944,  and  Tuesday  afternoon, 
April  25,  1944,  were  approved  as  printed  in  Bulletin  No.  18, 
Volume  29. 


ZONING  CASES 

144-19-BZ 

APPLICANT — Raymond  Irrera,  for  Guiseppi  Cilento, 
owner  (Deluxe  Venetian  Blind  Corporation,  lessee). 

SUBJECT — Application  reopened  March  28,  1944  (decision 
of  the  acting  borough  superintendent)  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  use  and  also  C  area  district,  the 
erection  of  an  extension  (into  part  of  the  rear  yard 
required  in  a  C  area  district)  to  an  existing  building 
and  also  the  alteration  and  conversion  of  occupancy 
for  a  term  of  two  years  of  the  building  from  a 
garage  for  more  than  five  motor  vehicles  (the 
garage  use  of  the  building  was  previously  granted 
by  the  Board)  to  the  use  of  the  building,  as  ex¬ 
tended,  as  a  factory  for  the  manufacture  of  Venetian 
blinds. 

PREMISES  AFFECTED— 23-69  to  23-71  38th  street 
(Ninth  avenue),  east  side,  162  ft.  north  of  Triboro 
Bridge  Plaza  (Astoria  boulevard,  north)  ;  (Block 
803,  Lot  13),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Raymond  Irrera,  Guiseppi  Cilento, 
Harry  M.  Silverberg  and  Joseph  Lewis. 

For  Opposition:  Henry  Stein,  Mrs.  Guse,  Nellie 
Nowicki,  Helen  Czernick  and  B.  Rydzyniki. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1944  at  10 
A.  M.,  pending  an  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


104-33-BZ 

APPLICANT — Lama  and  Proskauer,  for  Socony-Vacuum 
Oil  Co.,  Inc.,  owner. 

SUBJECT — Application  reopened  June  8,  1943  (decision 
of  the  acting  borough  superintendent)  under  section 
7f  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  decrease  in  area  of  a  gasoline  service 
station;  the  entire  plot  for  such  use,  as  approved 
by  the  Board,  was  located  partly  in  a  residence 
use  and  partly  in  a  business  use  district. 

PREMISES  AFFECTED— 113-21  Merrick  road  and  171-01 
Linden  boulevard,  northeast  corner  (Block  10267, 
Lot  1),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Harold  Klorfein,  Dep’t 
of  Parks. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1944  at  10 
A.  M.  for  further  consideration. 


583-43-BZ 

APPLICANT — Harry  A.  Yarish,  for  Isidore  Epstein, 
owner  (Ida  Levinson,  lessee). 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  conversion 
of  occupancy  of  an  existing  building  to  the  storage 
of  rags. 


PREMISES  AFFECTED— 496-500  (492  displayed)  Wat¬ 
kins  street,  west  side,  100  ft.  north  of  Newport 
street  (Block  3605,  Lots  33  and  34),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  10 
A.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


74-44-BZ 

APPLICANT — William  Shary,  for  Rose  Lubin,  owner. 

SUBJECT — Application,  decision  of  the  borough  super¬ 
intendent)  under  sections  7i  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
maintenance  of  a  motor  vehicle  repair  shop — now 
operating  without  a  certificate  of  occupancy. 

PREMISES  AFFECTED — 375  South  First  street,  north 
side,  63  ft.  4  in.  east  of  Grand  street  extension  and 
206  Grand  street  extension  (Block  2399,  Lot  23), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  10 
A.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


147-44-BZ 

APPLICANT — Saul  Goldsmith,  for  The  Dime  Savings 
Bank  of  Brooklyn,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  building  used  (under 
a  Certificate  of  Occupancy)  as  1st  story,  stores  and 
storage ;  2nd,  3rd  and  4th  stories,  manufacturing 
and  storage,  to  a  proposed  occupancy  of  1st  story, 
stores  and  storage;  2nd,  3rd  and  4th  stories,  manu¬ 
facturing  on  a  floor  area  in  excess  of  the  permis¬ 
sible  100%  of  the  area  of  the  plot  as  provided  in 
the  zoning  resolution. 

PREMISES  AFFECTED — 166-176  Livingston  street,  south 
side,  79  ft.  6  in.  east  of  Smith  street  and  149-155 
Schermerhorn  street  (Block  164,  Lot  13),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Saul  Goldsmith,  Emil  Leepson  and 
Herbert  White. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  10 
A.  M.,  pending  an  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


140-44-BZ 

APPLICANT — Naphtali  A.  Weidberg,  for  Estate  of  Louis 
Leavitt,  owner  (Abe  Leibowitz,  lessee). 

SUBJECT — -Application  (decision  of  the  acting  borough 
superintendent)  under  section  7h  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 223-02  Hempstead  turnpike, 
south  side,  between  223rd  and  225th  streets  (Block 
11159,  Lot  28),  Queens  Village,  Borough  of  Queens. 
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MINUTES 


APPEARANCES— 

For  Applicant:  Naphtali  A.  Weidberg  and  David 
J.  Lewis. 

For  Opposition:  Frederick  Muriz,  Albert  Nyman, 
Adrian  Richner,  Emil  Ries,  Carl  Hagenkotter, 
Harold  Klorfein,  Dep’t  of  Parks  and  others. 
For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  T9  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioner 

Savage  and  Deputy  Chief  Murphy . . .  3 

Absent :  Commissioner  Blum  .  1 


THE  RESOLUTION  (140-44-BZ) 

Whereas,  Naphtali  A.  Weidberg,  for  Estate  of  Louis 
Leavitt,  owner  (Abe  Leibowitz,  lessee),  filed  March  2, 
1944,  an  application  under  section  7h  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a  term  of  two 
years,  the  parking  of  more  than  five  motor  vehicles  ;  prem¬ 
ises  :  223-02  Hempstead  turnpike,  south  side,  between  223rd 
and  225th  streets  (Block  11159,  Lot  28),  Queens  Village, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  May  2,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Hempstead  turnpike  is  in  business 
use,  C  area  and  1-times  height  district;  103rd  avenue  is 
in  residence  use,  C  area  and  1 -times  hight  district;  223rd 
street  is  in  residence  and  business  use,  C  area  and  1 -times 
height  district ;  Cross  Island  parkway  is  in  residence  and 
business  use,  C  area  and  1 -times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
re  Misc.  Applic.  368-44,  dated  February  10,  1944,  reads : 

“1.  Proposed  use  of  premises  for  the  parking  of 
more  than  five  cars  is  contrary  to  Sec.  4-15  of  the 
Building  Zone  resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  having  a  frontage  of  460  ft.  on  Hempstead  turn¬ 
pike,  92  ft.  on  223rd  street  and  81  ft.  on  Cross  Island  park¬ 
way  and  that  it  is  proposed  to  use  the  plot  for  a  term  of 
two  years  for  the  parking  of  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  the  applicant  contends  that  the  plot  cannot 
reasonably  be  used  at  present  for  any  other  purpose ;  that 
it  produces  no  income  to  defray  carrying  charges  such  as 
interest  on  the  first  mortgage  and  taxes,  which  have  been 
accumulating  for.  a  number  of  years ;  that  the  period  of 
the  year  when  this  space  would  be  used  for  parking  would 
only  be  during  the  season  when  the  races  are  held  at  Belmont 
(it  being  almost  diagonally  to  south  of  entrance  to  Belmont 
Track)  and  the  hours  of  the  day  during  which  such  use 
would  be  made  for  parking  purposes  would  be  from  about 
noon  to  5:00  or  5:30  P.  M.,  when  the  races  are  over;  that 
such  parking  place  with  the  facilities  for  several  hundred 
cars  would  go  a  long  way  in  easing  the  congestion  created 
by  the  crowds  trying  to  reach  Belmont  Track  by  automo¬ 
bile  ;  that  this  proposed  parking  field  would  be  used  only 
for  parking  and  not  the  storage  of  cars,  and  for  parking 
only  twenty  or  thirty  afternoons  during  the  year;  and  the 
income  from  such  parking  would  go  a  long  way  in  defraying 
the  carrying  charges  of  the  property  concerned ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  h,  of  the  building 
zone  resolution. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  368-44  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

175-42-A 

APPLICANT — One  Christopher  Street,  Incorporated,  ad¬ 
joining  owner. 

OWNER  OF  PREMISES:  T.  L.  and  L.  Corporation. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  revocation  of  Certificate  of  Occupancy 
28674-42. 

PREMISES  AFFECTED— 403-415  Sixth  avenue  and  1-5 
Greenwich  avenue,  southwest  corner  (Block  593, 
Lot  13),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Charles  Kissel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted,  Certificate  of 
Occupancy  28674-42  revoked. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Blum  .  1 

THE  RESOLUTION  (175-42-A) 


Whereas,  One  Christopher  Street,  Inc.,  adjoining  owner, 
filed  on  March  4,  1942,  an  appeal  from  a  decision  of  the 
borough  superintendent,  refusing  to  revoke  Certificate  of 
Occupancy  28674,  affecting  premises  403-415  Sixth  avenue 
and  1-5  Greenwich  avenue,  southwest  corner  (Block  593, 
Lot  13),  Borough  of  Manhattan;  and 

W hereas,  the  decision  of  the  borough  superintendent, 
dated  February  27,  1942,  reads : 

“This  will  reply  to  your  letter  of  February  26th, 
1942  in  which  you  request  that  this  department  take 
action  to  revoke  Certificate  of  Occupancy  No.  28674 
for  premises  403-15  6th  avenue,  1-5  Greenwich  avenue 
issued  February  17,  1942. 

The  application  for  certificate  of  occupancy  dated 
January  7th,  1942  requested  approval  for  the  above 
mentioned  premises  as  a  lunch  wagon  and  the  parking 
of  more  than  five  (5)  motor  vehicles. 

After  the  department  had  given  the  application  con¬ 
sideration,  it  was  decided  that,  in  view  of  a  recent 
court  decision,  the  applicant  was  entitled  to  an  ap¬ 
proval. 

Your  request  for  the  revocation  of  the  certificate  of 
occupancy  is,  therefore,  denied.” 

and 

Whereas,  the  said  decision  of  the  borough  superintendent 
was  issued  upon  the  following  application  made  by  the 
applicant  herein  under  date  of  February  26,  1942 : 

“It  has  just  come  to  my  attention  that  your  Depart¬ 
ment  has  issued  a  Certificate  of  Occupancy  for  use  as 
a  parking  lot  of  the  premises  at  the  southwest  corner 
of  6th  avenue  and  Christopher  street. 

My  property  at  No.  1  Christopher  street  is  located 
directly  across  from  said  premises,  and  such  a  use  will 
be  extremely  detrimental  to  my  property.  Sixty  of  the 
apartments  in  my  building  face  directly  over  the  pro¬ 
posed  parking  lot,  and  past  experience  with  a  similar 
lot  proved  most  harmful  to  me  and  caused  me  the  loss 
of  very  many  tenants,  due  to  noise  and  nuisance  created 
thereby. 

In  the  previous  instance  the  Board  of  Standards  and 
Appeals  refused  a  variation  in  the  zoning  for  the  con¬ 
tinued  use  of  said  parking  lot,  and  was  upheld  in  this 
refusal  by  the  Courts.  I  am  at  a  complete  loss  to 
understand  how  such  a  Certificate  of  Occupancy  could 
now  be  issued  without  any  notice  whatsoever  to  the 
surrounding  property  owners  who  are  so  seriously  af¬ 
fected  by  the  variation. 

May  I  respectfully  request  that  your  Department  im- 


371 


MINUTES 


mediately  revoke  the  Certificate  of  Occupancy  before 
work  on  the  lot  progresses  any  further.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  85  ft.  by  108  ft.  by  77  ft.,  irregular,  in  area; 
located  in  a  business  use,  B  area,  district  and  used  as  a 
lunchwagon  and  for  parking  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
located  wholly  within  a  business  use  district  and  their  use 
as  a  parking  lot  is  forbidden  under  Art.  2,  Sec.  4a  of  the 
zoning  resolution,  effective  June  28th,  1940;  that  the  reason 
given  by  the  Borough  Superintendent  for  granting  a  cer¬ 
tificate  of  occupancy  for  said  use  is  based  on  a  Court  of 
Appeals’  decision  which  is  not  applicable  here ;  that  the 
premises  in  question  are  not  such  as  are  referred  to  under 
section  6b  of  the  building  zone  resolution  as  amended  on 
December  18th,  1940,  since  the  use  to  which  these  premises 
was  formerly  put  was  not  “lawfully  established”  prior  to 
1935.  The  premises  were  not  used  merely  for  the  parking 
of  automobiles,  but  were  used  for  both  parking  and  storage. 
This  state  of  facts  was  testified  to  at  the  hearing  before 
the  Board  of  Standards  and  Appeals  on  May  9th,  1939 ;  that 
the  former  tenant  on  January  9,  1939,  made  application  to 
the  Borough  Superintendent  for  a  certificate  of  occupancy 
which  was  denied  by  said  Borough  Superintendent  on  Jan¬ 
uary  19th,  1939;  that  said  tenant  subsequently  appealed  to 
this  Board  for  a  variation  in  the  use  of  said  premises, 
which  application  was  denied  on  May  9th,  1939;  that  said 
tenant  subsequently  appealed  to  the  Supreme  Court  from 
the  decision  of  this  Board  and  that  the  Supreme  Court 
upheld  said  decision  and  denied  certiorari  on  October  5, 
1939;  that. said  tenant  meantime,  on  July  21st,  1939,  had,  in 
the  Municipal  Term,  pleaded  guilty  to  the  violation  of  City 
zoning  ordinance  and  was  fined  $50.00  for  said  violations ; 
that  subsequent  to  the  decision  of  the  Supreme  Court  of 
October  5th,  1939,  the  former  tenant  abandoned  said  prem¬ 
ises  and  that  the  use  thereof  as  a  parking  lot  was  at  an 
end  ;  that  the  then  owner  of  said  premises  abandoned  com¬ 
pletely  any  use  of  said  premises  for  parking  purposes  and 
made  subsequent  short  term  leases  for  various  other  uses  ; 
that  the  premises  in  question  differ  in  size  considerably 
from  the  premises  on  which  parking  was  permitted  prior 
to  1935,  since  on  or  about  June  25th,  1940,  the  Board  of 
Transportation  ceded  approximately  3,100  sq.  ft.  of  its 
former  lot  to  the  City  of  New  York  to  be  cut  back  for  street 
purposes  thus  changing  the  entire  character  of  said  plot; 
that  subsequent  to  said  cession  and  for  some  time  there¬ 
after,  these  premises  were  used  by  the  Board  of  Trans¬ 
portation  and  the  Borough  President’s  Office  as  a  storage 
space  for  the  materials  necessary  for  the  transformation  of 
a  portion  of  the  lot  to  street  purposes  and  for  the  building 
of  a  safety  island  on  the  street  in  front  of  said  premises; 
that  subsequent  to  the  diminution  in  size  of  the  former 
premises,  the  Board  of  Transportation  advertised  the  prem¬ 
ises  in  the  present  size  for  sale  at  public  auction  and 
that  the  T.  L.  &  L.  Corporation,  present  owner,  bid  the 
premises  in  at  said  sale.  Title  passed  September  2nd,  1941  ; 
that  the  terms  of  sale  under  which  the  present  owner  took 
title  read,  in  part,  as  follows  ; 

“The  premises  are  conveyed  subject  to  building  re¬ 
strictions  and  regulations  in  the  resolution  or  ordinance 
adopted  by  the  Board  of  Estimate  and  Apportionment 
of  the  City  of  New  York,  July  25th,  1916,  and  amend¬ 
ments  and  additions  thereto  in  force” ;  and  that  the 
present  owner,  therefore,  knew  at  the  time  of  taking 
title  that  said  premises  could  not  be  used  as  a  parking 
lot,  for  the  reason  that  such  use  is  prohibited  by  the 
zoning  resolution  of  June  28,  1940,  which  was  adopted 
fully  fourteen  months  prior  to  their  taking  of  title  ; 
that  the  present  owner  did  not  contemplate  the  use  of 
the  premises  as  a  parking  lot,  but  did  as  a  matter  of 
fact  file  plans  for  the  erection  of  a  building  on  said 
premises.  The  present  owner  now  wishes  to  take  ad¬ 
vantage  of  existing  conditions  and  use  said  premises 
as  a  parking  lot  contrary  to  the  permissive  existing  use 
in  the  district  and  greatly  to  the  detriment  of  the 


property  of  your  petitioner  and  to  all  other  surrounding 
properties  similarly  situated.  The  granting  of  this 
variation  in  the  district  will  have  a  lasting  detrimental 
effect  on  the  entire  section  and  result  in  undoing  much 
of  the  good  work  that  has  been  done  in  the  past  three 
or  four  years  toward  rehabilitation  of  the  area  after 
removal  of  the  former  Sixth  avenue  Elevated.  Much 
time  and  effort  has  been  spent  by  property  owners 
in  the  district  and  by  the  City  departments  themselves 
in  planning  for  improvements  in  this  district,  and  it  is 
hoped  that  no  obstacle,  other  than  those  now  existing 
by  virtue  of  war  time  efforts,  will  be  placed  in  the 
path  of  said  improvements ;  and 

Whereas,  the  applicant  further  contends  that  it  is  their 
feeling  that  the  Borough  Superintendent,  in  granting  the  cer¬ 
tificate  of  occupancy  in  question  went  beyond  the  ruling 
as  laid  down  by  the'  Court  of  Appeals  in  the  Boardwalk 
and  Seashore  case,  in  that  the  premises  in  ‘question  were 
use  for  parking  and  storage  prior  to  1935,  whereas  the  law¬ 
fully  permitted  use  as  expressed  in  the  Boardwalk  and 
Seashore  case  was  parking  only.  This  fact  is  shown  by : 

1.  The  affidavits  upon  which  the  Borough  Super¬ 
intendent  acted  did  not  establish  that  the  premises  were 
used  for  parking  only,  but  rather  for  the  non-conform- 

•  ing  use  of  parking  and  storage,  which  would  take  it 
outside  of  the  purview  of  the  Zoning  Resolution  as  it 
existed  in  1935. 

2.  The  report  of  Inspector  N.  O.  Gorman  of  the 
Department  of  Housing  and  Buildings  shows  that  the 
lot  was  used  for  storage  of  material  by  the  WPA  after 
November  8th,  1939  for  about  one  year.  His  report 
goes  on  to  state  that  therefore  the  use  for  parking 
and  storage  of  motor  vehicles  was  not  a  continuous  one 
(again  taking  it  out  of  the  decision  in  the  Boardwalk 
case)  and  recommends  that  the  certificate  of  occupancy 
should  therefore  be  denied ; 

3.  That  the  curb  cut  permit  granted  the  T.  L.  &  L. 
Corporation  should  also  be  revoked,  since  the  terms 
of  the  use  for  which  it  was  issued  have  been  violated 
by  its  terms,  it  calls  for  a  use  by  “lunchwagon  and 
vacant.”  It  is  respectfully  submitted  that  neither  a 
lunch-wagon  or  a  vacant  lot  require  a  curb  cut  and 
further  that  the  lot  is  not  vacant,  but  is  being  used  for 
parking  and  storage  of  more  than  five  cars; 

4.  That  the  lack  of  the  curb  cut  constitutes  a  hazard 
to  pedestrian  and  motor  traffic  in  its  present  location. 
That  the  Board  will  undoubtedly  recall  a  considerable 
portion  of  this  lot  was  ceded  to  the  city  for  the  purpose 
of  establishing  a  safety  island  in  the  street,  because  it 
was.  felt  that  this  was  one  of  the  most  dangerous  inter¬ 
sections  in  the  City.  The  curb  cut  and  the  use  of  the 
lot  for  parking  has  re-established  and  intensified  a 
danger  which  had  been  very  considerably  ameliorated.” 

and 

Whereas,  a  report  of  a  committee  of  the  Board  was  read 
at  this  hearing,  which  report  reads  as  follows  : 

REPORT  OF  COMMITTEE. 

March  18,  1944. 

Re:  Cal.  175-42- A 

Premises  403-415  Sixth  avenue,  1-5  Greenwich  ave¬ 
nue,  southeast  corner  Christopher  street,  Block  593, 
Lot  13,  Manhattan. 

This  is  an  appeal  from  a  decision  of  the  Borough 
Superintendent,  refusing  to  revoke  Certificate  of  Occu¬ 
pancy  28,674,  issued  February  17,  1942,  approving  occu¬ 
pancy  of  the  premises  as  a  lunch  wagon  and  “parking 
more  than  five  motor  vehicles.”  It  does  not  include  a 
Certificate  of  Occupancy  (No.  30166)  later  issued  on 
February  3,  1944,  for  a  fruit  market  on  the  same  plot, 
and  this  later  Certificate  of  Occupancy  does  not  super¬ 
sede  Certificate  of  Occupancy  28674,  but  it  is  in  addi¬ 
tion  thereto.  The  appeal  is  concerned,  however,  with 
only  that  portion  of  Certificate  of  Occupancy  No.  28674 
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as  issued  February  17,  1942,  which  permits  “parking 
more  than  five  motor  vehicles.” 

The  description  of  the  premises  and  the  circumstances 
are  set  forth  at  length  in  the  applicant’s  statement  filed 
with  this  appeal  for  revocation  and  published  herewith. 

This  appeal  was  filed  on  March  4,  1942  and  hearing 
was  held  on  April  14,  1942,  at  which  time  the  appeal 
was  placed  on  the  Reserve  Calendar  as  court  decisions 
on  other  similar  cases  were  expected  which  the  Board 
anticipated  would  further  clarify  the  distinction  between 
storage  and  parking  as  defined  by  the  Court  of  Ap¬ 
peals  in  Monument  Garage  vs.  Levy.  These  cases,  how¬ 
ever,  are  still  pending  and  decisions  are  not  expected 
for  some  time. 

Since  this  appeal  was  heard  on  April  14,  1942,  numer¬ 
ous  changes  on  the  plot  have  taken  place.  A  new  en¬ 
trance  was  permitted  from  Greenwich  avenue;  a  new 
fruit  market  has  been  constructed,  facing  Greenwich 
avenue  and  blocking  the  new  entrance  permitted.  A 
new  entrance  was  permitted  from  Christopher  street. 
In  addition,  without  permit,  a  frame  vegetable  stand 
has  been  constructed,  and,  also,  without  permit,  there 
has  been  erected  a  post  standard  with  a  large  painted 
sign  near  the  corner  of  Greenwich  avenue  and  Christo¬ 
pher  street ;  three  other  painted  signs  also  exist  on  the 
lot,  all  advertising  parking.  A  violation,  No.  818  of 
1944,  is  on  record  for  not  filing  plans  and  obtaining 
a  permit  for  a  “temporary  frame  structure.”  This  refers 
to  frame  vegetable  stand.  These  additional  uses  have 
reduced  the  area  on  which  “parking”  is  carried  on. 

On  December  23,  1927,  Frank  Billed,  a  tenant,  upon 
authorization  of  the  Board  of  Transportation  of  the 
City  of  New  \  ork,  as  owner,  filed  an  application  (614- 
37-BZ)  with  the  Board  for  a  zoning  variance  to  permit 
storage  and  parking  of  more  than  five  motor  vehicles, 
which  use  had  been  denied  by  the  Commissioner  of 
Buildings  on  November  23,  1937.  This  application  was 
dismissed  for  lack  of  prosection  on  October  25,  1938. 
It  was  restored  to  the  Calendar  upon  request  of  a  new 
representative  of  the  applicant  on  January  31,  1939, 
based  on  a  new  decision  of  the  Borough  Superintendent, 
dated  January  19,  1939,  repeating  the  former  denial. 
At  the  hearing  there  were  presented  many  objections 
to  the  use,  including  those  from  the  applicant  in  this 
appeal,  the  Sixth  Avenue  Association,  the  Washington 
Square  Association  and  many  owners  in  the  area.  The 
Board  took  all  these  objections  into  account,  as  well 
as  the  claim  of  the  applicant — that  the  use  of  the  lot  for 
storage  of  motor  vehicles  for  hire  had  been  going  on 
for  eight  years  without  a  violation  having  been  issued. 
That  it  was  storage  of  motor  vehicles  that  had  been 
carried  on  was  evidenced  by  the  applicant’s  statements 
of  the  rates  charged.  There  was  no  evidence  that  free 
parking  was  permitted,  even  though  a  sign  had  been 
displayed,  reading:  “Free  Parking  for  Patrons  of 
Village  Barn,”  as  the  applicant  stated  “the  Village  Barn 
does  pay  for  the  parking  of  cars  for  its  patrons;  other 
night  clubs  also  use  it  but  they  have  no  such  arrange¬ 
ment — their  customers  pay  35c.” 

The  Board  found  from  the  facts  presented:  (1)  that 
motor  vehicles  had  been  and  were  being  stored  for 
safekeeping  for  hire;  (2)  that  the  storage  use  com¬ 
menced  in  1931 ;  (3)  that  inasmuch  as  the  amendment 
to  the  Zoning  Resolution,  precluding  the  “storage  of 
more  than  five  cars”  was  added  to  sub-section  15  of 
Section  4a  on  March  1,  1928,  in  a  business  use  district, 
there  was  no  basis  for  determining  that  the  storing  of 
more  than  five  motor  vehicles  should  be  permitted  as  a 
matter  of  right. 

The  Board  denied  the  application  on  May  9,  1939, 
and  thereafter  the  Board’s  action  was  affirmed  at  Special 
Term,  Supreme  Court,  on  October  6,  1939,  by  Mr. 
Justice  Schmuck,  in  the  Matter  of  Billed  vs.  Murdock, 
et  al.  Mr.  Justice  Benvenga  had  on  August  4,  1939, 
refused  to  grant  a  stay,  stating:  “There  is  no  merit  in 
petitioner’s  application.”  This  established  the  law  in 


the  case.  If  new  facts  were  found  to  exist,  an  applica¬ 
tion  for  a  rehearing  could  have  been  requested.  Instead, 
the  new  owners  filed  in  1942  affidavits  with  the  Bor¬ 
ough  Superintendent  that  the  plot  had  been  used  for 
“parking”  since  September,  1931,  or,  as  Billeci  said  in 
his  affidavit,  dated  January  6,  1942,  “during  the  early 

part  of  1932  I  leased  the  property  .  .  .  (and)  I 

maintained  ...  a  public  parking  lot  .  .  .”  Wilh 

these  affidavits  was  filed  an  application  for  a  Certificate 
of  Occupancy,  which  was  approved  by  the  Borough 

Superintendent  and  the  Deputy  Commissioner  on  Jan¬ 
uary  30,  1942,  without  consulting  the  available  ver¬ 
batim  minutes  of  the  hearing  before  the  Board.  Cer¬ 
tificate  of  Occupancy  was  thereafter  issued  to  include 
“Parking  more  than  five  motor  vehicles”  on  February 
17,  1942,  superseding  Certificate  of  Occupancy  24,064, 
covering  the  lunch  wagon  only,  which  was  issued  De¬ 
cember  22,  1941. 

The  action  of  the  Borough  Superintendent  was  predi¬ 
cated  on  a  mistaken  interpretation  of  the  decision  in 
the  case  of  Boardzvalk  and  Seashore  Corporation  vs. 
Murdock,  et  al.  In  that  case,  the  Board  upon  appeal 
upheld  the  decision  of  the  Borough  Superintendent,  who 
refused  a  permit  for  “parking”  of  more  than  five  cars 
in  a  residence  district.  The  district  had  been  changed 
from  business  to  residence  use  in  1938.  The  applicant’s 
contention,  unsupported  by  witnesses,  was  that  the  lot 
had  been  used  for  parking  but  not  storage  for  fifteen 
years,  namely,  since  1925,  but  that  no  permit  or  Cer¬ 
tificate  of  Occupancy  had  been  obtained.  The  Board 
denied  the  appeal  for  the  reason  that  the  applicant  had 
not  obtained  a  permit  nor  Certificate  of  Occupancy, 
as  he  was  required  to  do  under  Section  22  of  the  Zon¬ 
ing  Resolution,  at  the  time  the  use  was  established,  at 
which  time  it  would  have  been  permitted,  i.e.,  prior  to 
March  1,  1928,  for  “storage”  or  June  28,  1935,  for 
“storage  or  parking.” 

The  Corporation  Counsel  questioned  in  its  brief  in 
behalf  of  the  Board,  filed  with  the  Court  of  Appeals, 
“whether  the  Courts  below  did  not  err  in  treating 
Certificates  of  Occupancy  (which  are  mere  evidences 
of  right)  as  though  the  rights  of  petitioner  to  maintain 
a  parking  lot  in  a  restricted  zone  could  be  based  thereon 
instead  of  on  a  variance  or  a  pre-1916  non-conforming 
use,  from  which  such  fundamental  right  (if  any  exists) 
must  emanate.” 

The  Board  was  reversed  by  the  Court  of  Appeals  on 
the  strength  of  Section  6,  sub-section  b  of  the  Zoning 
Resolution,  which  had  been  recently  adopted  and  not 
called  to  the  attention  of  any  court  until  after  the  oral 
argument  in  the  Court  of  Appeals.  Otherwise,  the  court 
indicated,  the  Board’s  decision  would  have  been  affirmed. 
The  court  merely  overlooked  the  failure  to  procure  the 
Certificate  of  Occupancy  prior  to  the  zone  change  and 
decided  that  one  should  be  issued  since  the  use  was 
lawful  under  Section  6b,  except  for  the  absence  of  a 
Certificate  of  Occupancy. 

On  the  strength  of  the  court’s  decision  in  the  Board - 
zvalk'  Seashore  case,  there  was  no  basis  whatever  for 
the  issuance  of  the  Certificate  of  Occupancy  in  the 
present  case.  The  use  of  the  premises  did  not  antedate 
1928.  It  commenced  in  1932.  At  that  time,  storage  was 
not  lawful.  Storage  was  being  carried  on,  inasmuch 
as  cars  were  being  stored  for  safekeeping  for  hire.  In 
the  Boardwalk  Seashore  case  the  use  was  parking,  not 
storage,  as  there  were  no  fees  charged.  But  in  that 
case  the  distinction  was  not  a  controlling  factor,  as  the 
use  was  established  in  1925  and,  accordingly,  before  the 
prohibition  against  “storage”  in  1928  or  “storage  or 
parking”  in  1935. 

The  Committee  recommends  that  the  Certificate  of 
Occupancy  28674,  in  so  far  as  it  permits  the  storage 
or  parking  of  more  than  five  motor  vehicles,  be  re¬ 
voked.  The  Committee  points  out  that  the  owner  may 
submit  to  the  Board  a  new  application  for  a  zoning 
variance  upon  a  showing  of  new  substantial  facts,  not 
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present  when  the  application  for  a  zoning  variance  was 
denied  under  Cal.  No.  614-37-BZ. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 

CHARLES  M.  BLUM, 

FRANK  MURPHY, 

Committee. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  February  27,  1942,  be  and  it  hereby  is  reversed  and 
the  appeal  be  and  it  hereby  is  granted  revoking  Certificate 
of  Occupancy  28674,  in  so  far  as  it  has  reference  to  per¬ 
mitting  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 


104-44-A 

APPLICANT— Manhattan  Church  of  Christ,  Inc.,  owner. 
SUB  TECT— Application  for  consideration— reopening  .  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED— 48  East  80th  street,  south  side, 
100  ft.  6  in.  east  of  Madison  avenue  (Block  1491, 
Lot  48),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Chester  May  and  Frank  Brown. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  cal¬ 
endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN—  .  / 

Affirmative :  Chairman  Murdock,  Commissioner 

Savage  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent :  Commissioner  Blum .  1 

THE  VOTE  TO  GRANT  ON  CONDITION—  _ 

Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Blum .  1 


THE  RESOLUTION  (104-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  48  East  80th  street,  south 
side,  100  ft.  6  in.  east  of  Madison  avenue  (Block  1 49 1 ,  Lot 
48),  Borough  of  Manhattan,  was  withdrawn  on  April  11, 
1944 ;  and 

Whereas,  the  applicant  requested  a  reopening  and  res¬ 
toration  to  the  calendar ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  11,  1944,  on  amendment  to  Alt.  Applic. 
1164-43,  reads: 

“4.  Repeat.  Building  should  be  of  fireproof  con¬ 
struction  as  height  exceeds  35  ft.  or  two  stories ;  sec. 
4.2.1,  B.  C.” 

and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  14,  1944,  on  amendment  to  Alt.  Applic.  1164-43, 
reads : 

“4.  Repeat.  Occupancy  changed  to  church,  building 
should  be  of  fireproof  construction,  as  height  exceeds 
35  ft.  or  two  stories.  Sec.  4.2.1.,  B.  C. 

“13.  Egress  should  comply  with  Article  6  of  B.  C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5  stories 
(54  ft.)  in  height,  23.5  ft.  by  102  ft.  in  area,  of  Class  3 
construction,  erected  in  1910,  located  in  a  residence  use,  B 
area  district  and  used  and  occupied  since  1941  as  follows: 
cellar,  storage  and  boiler  room;  1st  floor,  foyer,  study  and 
files ;  2nd  floor,  library,  study  and  church ;  3rd,  4th  and  5th 
floors,  1  family ;  proposed  to  be  used  and  occupied  as  follows  : 
cellar,  same;  1st  floor,  foyer,  lounge  and  study;  2nd  floor, 
library,  study  and  church,  157  persons ;  3rd,  4th  and  5th 


floors,  dwelling,  1  family,  arranged  as  follows :  3rd  story, 
two  chambers,  two  baths ;  4th  story,  living  room,  kitchen, 
baths  and  three  bedrooms ;  5th  story,  two  bath,  7  chambers ; 
that  the  building  is  equipped  with  two  4  ft.  wide  wood 
staii  s,  enclosed  in  one  hour  partitions,  one  of  which  leads 
to  roof  and  to  street  through  passage ;  and  _ 

Whereas,  Certificate  of  Occupancy  505  issued  September 
20,  1917,  permitted  the  use  of  the  building  as  a  private 
dwelling,  90  lbs.  liveload;  and 

Whereas,  the  applicant  contends  that  even  though  the 
building  exceeds  35  ft.  in  height,  only  the  first  and  second 
floors  which  are  less  than  35  ft.  in  height,  will  be  used  as 
a  public  occupancy  ;  that  two  means  of  egress  from  all  floors 
will  be  provided  via  the  front  stairway  and  the  rear  stair¬ 
way,  as  indicated  on  plans  filed  with  this  appeal ;  that  the 
building  is  completely  controlled  by  ushers  during  church 
meetings  held  weekly;  that  reconstruction  of  the  existing 
stairs  of  incombustible  materials  would  be  difficult,  due  to 
the  existing  construction  and  architecture  of  the  building; 
that  windows  above  the  paved  yard  and  at  rear  are  more 
than  30  ft.  from  any  openings  in  adjoining  buildings;  that 
risers  comply  with  Section  6. 4. 1.4  of  the  Building  Code  and 
are  on  an  existing  stairway  between  the  second  and  third 
floors,  which  will  not  be  used  by  the  public  occupancy. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  February  11,  1944  as  to  objection  4.  and  the  decision 
of  the  borough  superintendent  dated  April  14,  1944  as  to 
objections  4  and  13  be  and  hereby  are  modified,  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  not  be  increased  in  height  or  area ;  that  the 
occupancy  shall  be  only  as  proposed ;  that  the  building  shall 
be  altered  substantially  as  indicated  on  revised  plans  marked 
“Received  April  8,  1944’’ ;  that  the  exits  and  liveload  shown 
thereon  shall  be  maintained ;  that  no  signs  shall  be  erected 
on  the  premises,  except  a  neat  sign  attached  to  the  exterior 
facade  not  exceeding  3  sq.  ft.  in  area ;  that  no  portion  of 
the  premises  above  the  2nd  floor  shall  be  used  for  public 
occupancy ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  other  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


Adjourned:  12:05  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  2,  1944,  2  P.  M. 

Present :  Chairman  Murdock,  Commissioner  Savage  and 
Deputy  Chief  Murphy. 


ZONING  CASES 

479-37-BZ 

APPLICANT— William  A.  Eckert,  for  Miless  Realty 
Corp.,  owner  (Jamaica  Parking  &  Realty  Co.,  Inc., 

lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings),  previously  granted 
on  condition  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
temporary  term  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 89-58  163rd  street  (Harden- 
brook  avenue),  west  side,  247  ft.  north  of  Jamaica 
avenue  (Block  836,  Lot  76),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  William  A.  Eckert. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  May  23,  1944  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Blum .  1 


1098-24-BZ 

APPLICANT — Frank  V.  Laspia,  for  Harry  Schwartzberg, 
owner. 

SUBJECT — Application  reopened  February  3,  1943,  re  (de¬ 
cision  of  the  borough  superintendent)  amendment 
of  resolution,  to  permit  in  a  business  use  district, 
the  inclusion  of  an  ornamental  iron  work  and  weld¬ 
ing  shop  in  an  existing  motor  vehicle  repair  shop 
(previously  granted  by  the  Board). 

PREMISES  AFFECTED— 458-466  Leonard  street  and  499- 
511  Manhattan  avenue,  southwest  corner  (Block 
2712,  Lot  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Blum .  1 

THE  RESOLUTION  (1098-24-BZ) 


Whereas,  this  application,  permitting  in  a  business  use 
district,  the  change  of-  occupancy  of  a  building  to  a  garage 
for  more  than  five  motor  vehicles,  affecting  premises  458-466 
Leonard  street  and  499-511  Manhattan  avenue,  southwest 
corner  (Block  2712,  Lot  10),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  March  31,  1925,  on  certain  con¬ 
ditions  ;  and 

Whereas,  on  March  17,  1942,  the  resolution  was  amended 
to  convert  the  garage  use  to  a  motor  vehicle  repair  shop 
for  a  term  of  five  years ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution,  to  permit  the  additional  use  of  ornamental 
iron  works  and  welding  shop ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  3,  1943,  subject  to  usual  procedure ;  and 
Whereas,  the  applicant  has  failed  to  complete  the  papers 
in  this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution.. 


293-31-BZ 

APPLICANT — J.  &  V.  Beach  Holding  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  superintendent  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  for  a  temporary  period. 

PREMISES  AFFECTED — Southeast  corner  of  Layton 
avenue  and  Shore  drive  (Block  5467,  Lot  1),  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  D.  Van  Dever. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy . 3 

Negative  .  0 

Absent:  Commissioner  Blum .  1 

THE  RESOLUTION  (293-31-BZ) 


Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  erection  and  maintenance  of  a  gasoline 
service  station,  affecting  premises  southeast  corner  of  Lay- 
ton  avenue  and  Shore  drive  (Block  5467,  Lot  1),  Borough 
of  The  Bronx,  was  granted  by  the  Board  on  April  15,  1932, 
on  certain  conditions ;  and 

Whereas,  the  permit  was  extended  from  time  to  time,  the 
last  extension  having  been  granted  on  May  5,  1942 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  15,  1932,  as 
amended  through  May  5,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  Section  7f  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  on  con¬ 
dition  .  . 


308-33-BZ 

APPLICANT — Paul  Friedman,  for  Margaret  Hassen, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
the  alteration  and  change  of  occupancy  of  part  of 
the  first  story  of  an  existing  apartment  house  from 
dwelling  to  business  use. 

PREMISES  AFFECTED— 195  Prospect  Park  West, 
northwest  corner  of  15th  street  (Block  1103,  Lot 
48),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Teichner. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Blum .  1 

THE  RESOLUTION  (308-33-BZ) 


V  hereas,  this  application,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  altera¬ 
tion  and  change  of  occupancy  of  part  of  the  first  story  of 
an  existing  apartment  house,  from  dwelling  to  business  use, 
affecting  premises:  195  Prospect  Park  West,  northwest 
corner  of  15th  street  (Block  1103,  Lot  48),  Borough  of 
Brooklyn,  was  denied  by  the  Board  April  3,  1934 ;  and 

\\  hereas,  this  application  was  granted  by  the  Board 
May  23,  1939  on  certain  conditions  and  the  resolution 
amended  on  November  8,  1939;  and 

V  hereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  May  23,  1939,  as 
amended  through  November  8,  1939,  only  so  far  as  it  has 
reference  to  the  terms  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“Granted  for  a  temporary  term  of  five  (5)  years 
from  the  date  of  this  amended  resolution,  to  permit 
the  front  portion  of  the  apartment  on  the  ground  floor 
to  be  occupied  as  proposed,  as  a  beauty  parlor,  on  con¬ 
dition  ...” 
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208-37-BZ 

APPLICANT— William  A.  Wessner,  for  Edbro  Realty 
Company,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
period  of  two  (2)  years,  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 22-65  31st  street,  east  side, 
182.6  ft.  north  of  23rd  avenue  (Block  833,  Lot  12), 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  A.  Wessner  and  Charles 
Misin. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent :  Commissioner  Blum  .  1 

THE  RESOLUTION  (208-37-BZ) 


Whereas,  this  application,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles,  affecting  premises  22-65  31st  street,  east 
side,  182.6  ft.  north  of  23rd  avenue  (Block  833,  Lot  12), 
Astoria,  Borough  of  Queens,  was  granted  by  the  Board 
October  26,  1937,  on  certain  conditions  ;  and 
Whereas,  the  permit  was  extended  on  April  28,  1942 
and  the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  26,  1937, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit ; 
so  that  as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  Section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution, _  to  per- 
'  mit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  condi¬ 
tion  *  *  *  and  that  a  certificate  of  occupancy  shall  be 
obtained.” 


288-38-BZ 

APPLICANT — Paul  Friedman,  for  Brooklyn  Trust  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district, 
for  a  period  of  two  (2)  years,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 602-622  Brightwater  court, 
601-643  Riegelman  boardwalk,  3153-3173  Brighton 
6th  street  and  3288-3310  Coney  Island  avenue 
(Block  7284-10,  Lots  2271  and  2275),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Teichner. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent :  Commissioner  Blum  .  1 


THE  RESOLUTION  (288-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  602-622  Bright¬ 
water  court,  601-643  Riegelman  boardwalk,  3153-3173 
Brighton  6th  street  and  3288-3310  Coney  Island  avenue 
(Block  7284-10,  Lots  2271  and  2275),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  July  8,  1938,  on  certain  con¬ 
ditions,  permit  extended  May  7,  1940,  May  12,  1942  and  the 
applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  8,  1938,  as 
amended  through  May  12,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  Section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  vacant  portion  of  the  plot  under  appeal  to  be 
occupied  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles,  restricted  to  automobiles  of  the 
pleasure-car  type,  on  condition,  etc.  *  *  *  ” 


27-40-BZ 

APPLICANT — Paul  Friedman,  for  Frank  Derasmo,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the 
zoning  resolution,  permitting  in  a  residence  use  dis¬ 
trict,  the  erection  of  an  accessory  building  on  an 
existing  gasoline  service  station. 

PREMISES  AFFECTED— 144-25  North  Conduit  avenue, 
north  side,  215  ft.  west  of  135th  avenue  and  144-40 
135th  avenue  (Block  2873,  Lot  18),  South  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  Teichner. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent :  Commissioner  Blum  .  1 

THE  RESOLUTION  (27-40-BZ) 


Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erection 
of  an  accessory  building  on  an  existing  gasoline  service  sta¬ 
tion,  affecting  premises  144-25  North  Conduit  avenue,  north 
side,  215  ft.  west  of  135th  avenue  and  144-40  135th  avenue 
(Block  2873,  Lot  18),  South  Ozone  Park,  Borough  of 
Queens,  was  granted  by  the  Board  on  May  5,  1942,  on  cer¬ 
tain  conditions,  time  to  obtain  permits  and  complete  the 
work  extended  on  May  4,  1943  and  the  applicant  requested 
a  further  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  5,  1942,  as 
amended  through  May  4,  1943,  only  so  far  as  it  has  refer¬ 
ence  to  obtaining  permits  and  completing  the  work,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“  *  *  *  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  one  (1)  year  from  the 
date  of  this  amended  resolution.” 


742-41-BZ 

APPLICANT — Clayton  G.  Shirkey,  for  Simyron  Realty 
Company,  owner. 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  granted  on  condition  under 
section  7 h  of  the  zoning  resolution,  permitting  ,in  a 
residence  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 115-123  Beach  29th  street,  west 
side,  140  ft.  south  of  Lewmay  road  (Block  301,  Lots 
38  and  42),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Clayton  G.  Shirkey. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 
Savage  and  Deputy  Chief  Murphy .  3 


Negative  . .  0 

Absent:  Commissioner  Blum  .  1 


THE  RESOLUTION  (742-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  115-123  Beach  29th  street, 
west  side,  140  ft.  south  of  Lewmay  road  (Block  301,  Lots 
38  and  42),  Edgemere,  Borough  of  Queens,  was  granted  by 
the  Board  on  June  30,  1942,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the  per¬ 
mit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  30,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted  under  Section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  on  condi¬ 
tion  *  *  *  ” 


112-42-BZ 

APPLICANT — Paul  Friedman,  for  Sophie  Ledwitz,  owner; 
(Central  Concrete  Incorporated,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7i  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district,  the  inclusion  of  a 
motor  vehicle  repair  shop  (including  welding)  in  an 
existing  garage  for  more  than  five  (5)  motor  ve- 
hides. 

PREMISES  AFFECTED — 54-42  to  54-46  Flushing  avenue 
and  60-02  to  60-08  55th  street,  southwest  corner 
(Block  2636,  Lot  7),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Harry  Teichner. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy  .  3 

Negative  . 0 

Absent:  Commissioner  Blum  .  1 

THE  RESOLUTION  (112-42-BZ) 


Whereas,  this  application  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  inclusion  of  a  motor  vehicle  repair  shop 
(including  welding)  in  an  existing  garage  for  more  than  five 
motor  vehicles,  affecting  premises  54-42  to  54-46  Flushing 


avenue  and  60-02  to  60-08  55th  street,  southwest  corner 
(Block  2636,  Lot  7),  Maspeth,  Borough  of  Queens,  was 
granted  by  the  Board  on  May  12,  1942,  on  certain  conditions; 
and 

Whereas,  the  applicant  requested  an  extension  of  the  per¬ 
mit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  12,  1-942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

*  *  *  Granted  under  Section  7,  subdivision  i  thereof, 
for  a  term  of  two  (2)  years  from  the  date  of  this 
amended  resolution,  to  permit  the  premises  to  be  oc¬ 
cupied,  in  addition  to  the  garage,  for  more  than  five  (5) 
motor  vehicles  for  motor  vehicle  repairing,  on  condi¬ 
tion  *  *  *  ” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

190-44-A 

APPLICANT — Moore  and  Landsiedel,  for  Ike  Greenspan, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 3802  Park  avenue  and  441-443 
East  171st  street,  northeast  corner  (Block  2903,  Lot 
1),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Louis  B.  Santangelo. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy  .  3 

Negative  . • .  0 

Absent :  Commissioner  Blum  .  1 

THE  RESOLUTION  (190-44-A) 


Whereas,  Moore  and  Landsiedel,  for  Ike  Greenspan, 
owner,  filed  March  29,  1944  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  3802  Park 
avenue  and  441-443  East  171st  street,  northeast  corner  (Block 
2903,  Lot  1),  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
March  13,  1944  on  Alt.  Applic.  87-44,  reads : 

“1.  As  this  building  was  erected  after  October  1st, 
1913,  two  stairways  must  be  provided  from  second  floor 
in  compliance  with  Section  270  of  the  Labor  Law.” 
and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (26  ft.)  in  height,  50  ft.  by  50.42  ft.  in  area,  of  class 
3  construction,  erected  in  1915,  located  in  an  unrestricted  use, 
B  area  district  and  used  as  follows:  cellar,  storage;  1st 
fl°Pr>  bake  shop  and  stores;  2nd  floor,  two  families;  entire 
building  now  vacant ;  proposed  to  be  used  and  occupied  as 
follows:  cellar,  storage,  no  persons;  1st  floor,  bake  shop  and 
manufacturing  leather  goods,  60  persons;  2nd  floor,  manu¬ 
facturing  leather  goods,  23  persons ;  that  the  building  is 
equipped  with  one  36-inch  wood  stairs  enclosed  in  parti¬ 
tions  of  wood  studs,  metal  lath  and  cement  plaster,  to  be 
equipped,  with  fireproof  self-closing  doors  and  proposed  to 
be  equipped  with  one  fire  escape  on  the  171st  street  front 
with  counterbalanced  stair  leading  to  street;  that  windows  on 
the  course  of  the  fire  escape  are  to  be  made  fireproof,  self¬ 
closing;  and 

Whereas,  the  applicant  contends  that  the  building  was 
built  for  stores  and  bake  shop  on  the  1st  floor  and  two 
families  on  the  2nd  floor ;  that  the  building  is  now  vacant ; 
that  the  means  of  egress  consist  of  a  3  ft.  wooden  stairway 
from  second  floor  leading  to  the  entrance  to  Park  avenue 
enclosed  in  wood  studs,  lath  and  plaster  partitions;  that  it 
is  proposed  to  erect  a  fire  escape  on  the  171st  street  front 
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of  the  building  with  a  45  degree  counterbalanced  stair 
to  the  sidewalk  on  171st  street  as  a  secondary  means  of 
egress;  that  it  is  also  proposed  to  fire-retard  the  enclosure 
of  the  present  stairway  with  metal  lath  and  two  coats  of 
Portland  cement  mortar  on  both  sides  of  all  enclosing 
partitions  and  on  the  exposed  soffits  and  ceilings  and  to 
make  all  doors  leading  into  the  stairway  fireproof,  self¬ 
closing  ;  that  the  entire  building,  with  the  exception  of  the 
bake  shop,  which  will  be  rented  out,  will  be  occupied  by  the 
owner  for  the  manufacture  of  leather  goods ;  that  the  occu¬ 
pancy  of  the  2nd  floor  will  not  exceed  23  persons  and  the 
1st  floor  will  not  exceed  60  persons  including  the  bake  shop; 
that  to  fully  comply  with  section  270,  would  be  a  hardship, 
in  view  of  the  small  area  of  the  building  and  the  small  num¬ 
ber  of  occupants  proposed  for  the  2nd  floor ;  that  in  view  of 
these  facts,  it  is  requested  that  the  owner  be  permitted  to 
install  the  fire  escape  and  to  enclose  the  stairway  as  pro¬ 
posed,  in  lieu  of  the  exit  requirements  for  this  building;  and 

Whereas,  the  application  filed  with  the  borough  superin¬ 
tendent  indicates  that  it  is  proposed  to  reinforce  the  floors 
to  sustain  120  lb.  live  load  throughout. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  87-44,  objection  1,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  not  be  increased  in  height  or  area  and  shall  be  altered 
substantially  as  proposed;  that  this  variance  shall  continue 
only  so  long  as  the  building  is  maintained  substantially  as 
proposed;  that  the  proposed  fire  escape  shall  also  have  a 
gooseneck  ladder  to  roof ;  that  the  steel  ladder  and  scuttle  in 
roof  within  the  stairway  enclosure  shall  be  maintained ;  and 
that  in  all  other  respects,  the  building  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


233-44-A 

APPLICANT — Irving  S.  Hannes,  for  55  West  19th  Street, 
Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 55  West  19th  street,  north  side, 
152  ft.  east  of  6th  avenue  (.Block  821,  Lot  10), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irving  S.  Hannes  and  Louis  B. 
Santangelo. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Blum  .  1 

THE  RESOLUTION  (233-44-A) 


Whereas,  Irving  S.  Hannes,  for  55  West  19th  Street, 
Incorporated,  owner,  filed  April  10,  1944,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises  55 
West  19th  street,  north  side,  152  ft.  east  of  6th  avenue 
(Block  821,  Lot  10),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  April  10,  1944  on  Alt.  Applic.  188-44,  reads : 

“1.  Floor  construction  to  sustain  120  lbs.  per  sq.  ft. 
to  be  provided  for  factory  occupancy,  Sec.  7.3. 2.3  Par.  2. 

2.  Stairs  to  extend  to  roof.  Sec.  271,  Labor  Law  and 
Rule  11,  Factory  Exit  Rules. 

3.  Fire  escape  erected  after  1913  to  have  45  degree 
slope.  Sec.  273  Labor  Law.  Rule  2,  Factory  Exit  Rules. 
Note:  Objections  2  and  3  have  been  added  in  view  of 
previous  action  by  Board  of  Standards  and  Appeals 
under  Cal.  1154-22-S  and  subsequent  constructions. 
Changes  in  building  to  be  reviewed  by  Board.” 

and 


Whereas,  the  applicant  states  the  building  is  5  stories 
(55  ft.)  in  height,.  28  ft.  by  92  ft.  in  area  at  1st  floor;  28  ft. 
by  50  ft.  in  area  at  typical  floor ;  of  Class  3  construction ; 
erected  prior  to  1896;  located  in  an  unrestricted  use,  B  area 
district  and  used  and  occupied  as  follows :  cellar,  boiler  room, 
one  person;  1st  floor,  store,  2  persons;  2nd  floor,  manufac¬ 
turing,  leather  novelties,  10  persons  ;  3rd  floor,  manufacturing 
and  storage  of  clothing,  1  person ;  4th  floor,  manufacturing 
coats,  3  persons ;  5th  floor,  factory  (art  studio)  1  person, 
and  proposed  to  be  used  without  change  and  its  occupancy 
increased  to  the  following:  cellar,  one  person;  first  floor, 
2  persons;  second  floor,  15  persons;  third  floor,  4  persons; 
4th  floor,  2  persons ;  5th  floor,  2  persons ;  that  the  building 
is  equipped  with  one  3  ft.  wide  wood  stairs  leading  from  top 
story  directly  to  the  street,  enclosed  with  partitions  of  wood 
lath  and  plaster,  equipped  with  wood  self-closing  doors  and 
two  fire  escapes,  one  at  the  front,  leading  from  top  story 
and  from  3rd  story  and  from  2nd  story  to  street  by  counter¬ 
balanced  ladder  in  guides  and  at  the  rear,  from  top  story  to 
second  story  balcony  with  egress  from  lowest  balcony  through 
the  building  at  3rd  story ;  and 

Whereas,  the  applicant  contends  as  to  Objection  1,  that 
this  matter  is  covered  by  the  decision  of  the  Board  under 
Cal.  1154-22-S;  as  to  Objection  2,  this  matter  is  covered  by 
the  decision  of  the  Board  under  Cal.  1154-22-S;  as  to  Objec¬ 
tion  3,  when  this  appeal  was  previously  before  the  Board, 
the  present  second  floor  was  vacant  and  has  since  been  used 
for  light  manufacturing  of  leather  novelties;  that  it  is_  pro¬ 
posed  to  legalize  this  second  floor  factory  use  by  erecting  a 
front  fire  escape  with  counter  balanced  drop  ladder  in  guides 
as  shown  on  plans  filed  with  this  appeal ;  that  the  occupancy 
above  the  first  floor  will  be  the  same  as  permitted  by  the 
Board  under  Cal.  1154-22-S,  which  will  not  exceed  25  persons 
above  the  first  floor  and  limiting  the  top  floor  occupancy  to 
not  more  than  2  persons. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent,  re 
Alt.  Applic.  188-44,  and  that  the  appeal  be  and  it  hereby  is 
granted,  to  permit  the  occupancy  of  the  second  floor  formerly 
known  as  mezzanine  for  manufacturing  as  proposed,  and  to 
reaffirm  the  resolution  as  to  the  other  floors,  adopted  by  the 
Board  on  December  29,  1922,  under  Cal.  1154-22-S,  on  con¬ 
dition  that  the  stairs  and  front  and  rear  fire  escapes  shall 
be  maintained  substantially  as  proposed,  except  that  the  front 
fire  escape  shall  have  a  fire  escape  stair  from  the  third  floor 
balcony  to  the  second  floor  balcony,  with  a  pitch  not  less 
than  60  degrees,  and  may  have  a  vertical  counterbalanced 
drop  ladder  from  the  second  floor  balcony  to  the  street; 
and  that  a  gooseneck  ladder  shall  be  installed  from  both 
the  front  and  rear  fire  escapes  to  the  roof ;  that  the  floor 
loads  as  approved  by  the  borough  superintendent  shall  be 
posted  on  each  floor ;  and  that  the  occupancy  shall  at  no 
time  exceed  the  permitted  loading  per  superficial  foot;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto ;  that 
the  building  shall  not  be  increased  in  height  or  area  and 
that  the  variance  herein  granted  shall  continue  only  so  long 
as  the  conditions  as  herein  proposed  and  permitted  are  main¬ 
tained. 


238-44-A 

APPLICANT — William  J.  Minogue,  for  Young  Men’s 
Philanthropic  League,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 324  West  86th  street,  south 
side,  325  ft.  west  of  West  End  avenue  (Block  1247, 
Lot  46),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  J.  Minogue. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent :  Commissioner  Blum  .  1 

THE  RESOLUTION  (238-44-A) 


Whereas,  William  J.  Minogue,  for  Young  Men’s  Philan¬ 
thropic  League,  owner,  filed  April  24,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
324  West  86th  street,  south  side,  325  ft.  west  of  West  End 
avenue  (Block  1247,  Lot  46),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  April  24,  1944,  re  Alt.  Applic.  240-44,  reads : 

“1.  Repeat.  Occupancy  in  records  show  this  building 
to  be  dwelling.  Proposed  occupancy  for  a  philanthropic 
club,  a  public  use  as  defined  by  Section  3.1.1,  Par. 
C26-235  of  Code.  Present  non-fireproof  structure  for 
proposed  occupancy  is  contrary  to  section  4.2.1,  Par 
C26-254  of  Code.  Reconsideration  denied. 

3a.  Provide  two  means  of  egress  remote  from  each 
other  as  per  section  6.1. 2.2.2,  Par.  C26-273.0  of  Code. 
Number  of  persons  exceed  75,  based  on  section  6.1.2.3a, 
Par.  C26-273.0  of  Code. 

b.  Stairs  to  be  of  incombustible  material  section 
1.4.1. 7.1,  Par.  C26-292  of  Code. 

c.  Enclosure  of  stairs  to  be  3-hour  rating.  Section 
6.4. 1.8,  Par.  C26-292  of  Code. 

d.  Stairs  to  lead  to  roof.  Section  6.4.1.11,  Par.  C26- 
292  of  Code. 

4.  Provide  handrails  both  sides  of  stairs.  Section 
6.4.1.12,  Par.  C26-292  of  Code.  Reconsideration  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4  stories 
and  basement  (48  ft.)  in  height,  25  ft.  by  102  ft.  2  in.  in 
area  at  1st  floor,  25  ft.  by  56  ft.  in  area  at  typical  floor; 
Class  3  construction ;  erected  approximately  1900 ;  located 
in  a  residence  use,  B  area  district;  used  since  1932  as  fol¬ 
lows:  cellar,  boiler  room  and  storage;  basement,  check 
room,  lounge  and  apartment,  15  persons;  1st  floor,  library 
and  lecture  room,  50  persons ;  2nd  floor,  3rd  floor  and  4th 
floor,  offices,  12,  12  and  10  persons,  respectively  per  floor; 
proposed  to  be  used  and  occupied :  cellar,  same ;  basement, 
storage,  apartment,  lounge  and  dressing  room,  10  persons ; 
1st  floor,  library  and  lecture  room,  50  persons';  2nd  floor, 
social  room  office,  12  persons;  3rd  floor,  board  room  offices, 
12  persons;  4th  floor,  offices,  10  persons;  and 
Whereas,  the  applicant  states  that  the  proposed  altera¬ 
tions  consist  of  slight  rearrangement  of  partitions  and  in¬ 
stallation  of  new  toilet  and  bath  rooms  and  change  of  occu¬ 
pancy  from  an  unapproved  use  as  a  school  to  that  of  a 
philanthropic  club,  the  sole  purpose  of  which  is  the  distri¬ 
bution  of  its  funds  to  charity;  and 

Whereas,  the  applicant  contends  as  to  objection  1,  that 
the  Code  classifies  a  Clubhouse  of  more  than  five  sleeping 
rooms  as  a  public  building;  that  the  proposed  use  of  this 
building  is  not  a  public  building,  as  there  is  only  one  sleep¬ 
ing  room  therein  for  caretaker’s  apartment ;  that  the  great¬ 
est  portion  of  the  building  will  be  used  for  offices  and  it  is 
therefore  felt  the  building  could  be  designated  as  a 
commercial  building;  that  Section  C26-254.0  of  the  Admin. 
Code  allows  a  commercial  building  on  one  street  to  be  7,500 
sq.  ft.  in  area  and  4  stories  or  50  ft.  in  height,  whereas  the 
building  in  question  is  2,000  sq.  ft.  and  4  stories  and  base¬ 
ment  and  55  feet  in  height  above  curb ;  that  as  the  entrance 
floor  is  the  first  floor  and  the  building  is  not  over  50  ft. 
above  the  first  floor;  and  as  the  basement  has  a  separate 
exit  to  the  street,  it  is  believed  the  building  comes  within  the 
category  of  existing  buildings  which  may  be  taken  in  under 
a  liberal  interpretation  of  the  Code ;  and 
Whereas,  the  applicant  contends  as  to  objection  3,  the 
first  floor  will  not  be  used  by  more  than  50  persons  and  the 
room  in  front  used  as  a  lecture  room  and  lounge  to  accom¬ 
modate  this  number ;  that  this  room  has  three  exits ;  that 
the  condition  as  to  exits  for  the  building  with  the  existing 


stair  and  fire  escape  which  terminates  in  the  yard  of  the 
adjoining  new  law  tenement,  provides  egress  comparable  to 
the  Code  requirements,  as  two  substandard  exits  are  pro¬ 
vided  in  lieu  of  the  one  required  and  these  exits  can  be 
accepted  under  Sec.  6.1.7  of  the  Administrative  Code;  and 
_  Whereas,  the  Board  deemed  that  a  variation  of  the  pro¬ 
visions  of  section  C26-254.0  was  justified  and  that  the  ap¬ 
proval  should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  240-44,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building,  as  proposed  for  public  use, 
shall  be  altered  and  maintained  substantially  as  indicated 
on  plans  filed  with  the  Bo'ard  marked  “Received  April  28, 
1944,”  and  amended  plans  marked  “Received  May  1,  1944”; 
as  to  Objection  3a,  that  the  means  of  egress,  as  indicated 
on  such  plans,  shall  be  maintained ;  that  on  the  first  floor,  the 
northerly  window  in  the  library  shall  be  arranged  as  an 
outwardly  swinging  casement  and  a  balcony  with  a  ladder 
to  library  roof  from  whence  exit  may  be  obtained  by  means 
of  an'  exterior  fire  escape,  as  shown  on  the  westerly  side, 
with  direct  exit  through  to  West  86th  street  by  means  of 
the  fireproof  passage  of  the  adjoining  multiple  dwelling; 
that  the  second  floor  window  in  the  Financial  Secretary’s 
Office  shall  be  an  outwardly  opening  casement  to  provide 
exit  to  roof  and  the  above  mentioned  exterior  fire  escape 
and  passage  through  to  West  86th  street;  that  the  building 
shall  not  be  increased  in  height  or  area;  that  this  modi¬ 
fication  shall  continue  only  so  long  as  the  building  is  occu¬ 
pied  substantially  as  proposed  and  as  shown  on  the  plans 
above  referred  to  and  as  herein  required,  with  no  public 
occupancy  above  the  second  floor. 


244-44-A 

APPLICANT — A.  Rollin  Caughey,  for  Sperry  Gyroscope 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 36-48  Flatbush  avenue  exten¬ 
sion,  west  side,  from  Concord  to  Chapel  streets 
(Block  118,  Lot  8),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  A.  Rollin  Caughey  and  J.  A. 
Higgins. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent :  Commissioner  Blum  .  1 

THE  RESOLUTION  (244-44-A) 


Whereas,  A.  Rollin  Caughey,  for  Sperry  Gyroscope  Com¬ 
pany,  Incorporated,  owner,  filed  April  21,  1944,  an  appeal 
from  an  order  and  decision  of  the  fire  commissioner,  affect¬ 
ing  36-48  Flatbush  avenue  extension,  west  side,  between 
Concord  and  Chapel  streets  (Block  118,  Lot  8),  Borough 
of  Brooklyn;  and 

Whereas,  Order  8580-LF,  issued  by  the  fire  commissioner 
April  18,  1944,  reads: 

“1.  Extend  the  sprinkler  system  to  12th  story 
or 

Provide  an  interior  fire  alarm  and  institute  a  fire 
drill.  C19-161.0  Administrative  Code  and  Sprinkler 
Rules,  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
April  18,  1944,  reads: 

“This  will  acknowledge  receipt  of  your  communication 
of  April  17th  with  respect  to  violations  affecting  the 
above  mentioned  premises.  A  note  has  been  made  on 
the  records  in  connection  with  your  proposal  to  im¬ 
mediately  install  a  sprinkler  system  in  the  12th  story. 
If  upon  completion  of  the  work  it  is  found  that  the 
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....  occupancy  does  not  exceed  more  than  50%  the  capacity 
.  of  the-  exits,  the  requirements  for  the  alarm  and  drill 
will  be  waived. 

We  regret  that  we  cannot  comply  with  your  request 
for  the  permission  to  maintain  panic  bolts  on  your  exit 
doors.  These  bolts  are  prohibited  by  the  provisions  _  of 

-  the  Labor  Law  which  are  mandatory  _  and  over  which 
the  Fire  Commissioner  has  no  discretionary  power.” 

and 

Whereas,  the  applicant  states  that  the  building  is  12 
stories  (160  ft.  5  in.)  in  height,  108  ft.  10JA  in.  by  284  ft. 
11  in.  irregular  in  area;  of  Class  1  construction ;  erected 
1915;  located  in  a  unrestricted,  use,  B  area  district  and 
used  and  occupied  as  follows  :  cellar,  boiler  room  and  stor¬ 
age,  5  persons;  1st  to  9th  stories,  inclusive,  factory  and 
offices,  350  persons  on  the  1st  story,  350  persons  on  the 
2nd  story,  325  persons  on  each  of  the  3rd  to  9th  stories ; 
10th  and  11th  floors,  offices,  325  person  each  floor,  .  12th 
floor,  offices,  230  persons ;  that  the  building  is  equipped 
with  a  two-source  sprinkler  system,  a  standpipe  system,  five 
44  in.  stairs  of  concrete  construction,  fireproof  enclosed, 
equipped  with  two-hour  test  self-closing  doors  and  extend¬ 
ing  from  roof  to  street ;  and 

Whereas,  the  applicant  contends  as  to  Item  1  of  Order 
8580-LF,  that  contract  has  been  issued  for  the  installation 
of  an  extension  to  the  sprinkler  system  to  cover  the  12th 
or  pent  house  story  throughout,  except  for  that  portion  as 
indicated  on  plans  filed  with  this  appeal  by  blue  hatched 
lines  is  now  protected  with  an  automatic  CCL  system ;  that 
it  is  felt  that  the  Board  could  reasonably  consider  that  the 
spirit  of  the  Labor  Law  will  be  complied  with  and  permit 
the  12th  or  pent  house  story  to  be  considered  as  fully 
sprinklered  and  thus  the  building  considered  as  one  hundred 
per  cent,  sprinklered,  so  that  the  fire  alarm  and  drill  would 
not  be  required  and  the  allowable  occupancy  could  be  cal¬ 
culated  on  the  basis  of  the  building  as  being  fully  sprin¬ 
klered  ;  and 

Whereas,  the  applicant  contends  as  to  Paragraph  2  of 
the  fire  commissioner’s  decision  dated  April  18,  1944,  that 
panic  bolts  have  been  installed  at  points  marked  1,  2  and  3 
on  plans  filed  with  this  appeal  fronting  on  Chapel  street 
first  floor  and  point  4  fronting  on  Concord  street  first  floor; 
that  these  bolts  were  installed  at  the  request  of  the  Army 
and  Navy  to  prevent  uncontrolled  ingress  to  the  building; 
that  these  panic  bolts  accomplished  this  purpose  without 
preventing  free  exit.  It  is  therefore  requested  that  a  varia¬ 
tion  be  granted  to  permit  the  bolts  to  remain  for  the  dura¬ 
tion  of  the  present  emergency;  that  the  plant  is  engaged 
100%  in  the  manufacture  of  confidential  apparatus  for  the 
Army,  Navy  and  Maritime  Commission ;  and 

Whereas,  the  applicant  has  filed  a  communication  dated 
April  25,  1944,  signed  by  the  Area  Intelligence  Officer  of 
the  Army  Air  Forces,  stating  that  it  is  imperative  that  all 
protective  measures  be  taken  so  that  unauthorized  ingress 
will  be  avoided  to  the  building  in  question. 

Resolved,  that  order  8580-LF  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  objection  1,  on  condition  that  the 
sprinkler  system  shall  be  continued  throughout  the  build¬ 
ing  in  accordance  with  the  requirement  therefor,  including 
the  12th  floor,  except  that  spaces  on  the  twelfth  or  pent¬ 
house  story  indicated  on  plans  filed  with  this  appeal  marked 
“Received  April  21,  1944”  and  designated  thereon  as  rooms 
for  vault  and  files,  telephone  terminal  control  room,  switch¬ 
board  and  switchboard  operators,  may  be  protected  by  an 
automatic  CCb  system  of  such  capacity  and  coverage  to 
the  satisfaction  of  the  fire  commissioner;  that  upon  such 
completion  of  the  above  requirements,  the  system  may  be 
accepted  as  meeting  the  requirements  of  the  Labor  Law  for 
the  purpose  of  computing  the  occupancy ;  and  that  no  alarm 
or  drill  need  be  maintained,  provided  the  occupancy  does 
not  exceed  the  requirements ;  and,  granted,  as  to  the  decision 
of  the  fire  commissioner  dated  April  18,  1944,  on  condition 
that  no  panic  bolts  shall  be  installed,  except  at  the  entrances 
to  the  street  at  the  first  story  at  the  points  marked  on 
plans  marked  “Received  April  21,  1944”  and  indicated  there¬ 


on  as  doors  leading  to  Chapel  street,  Doors  1,  2  and  3  and 
to  Concord  street,  in  the  addition  to  the  building,  as  Door  4 ; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  ;  that  a  certificate  of  occupancy  shall  be  obtained,  show¬ 
ing  the  maximum  number  of  persons  permitted  on  each 
floor  of  the  building,  based  on  the  exits,  sprinkler  system, 
as  hereinbefore  provided,  apd  that  such  occupancy  as  may 
be  thereunder  determined  shall  not  be  exceeded  unless  the 
fire  alarm  is  installed  and  a  fire  drill  maintained. 


633-43-A 

APPLICANT— Eastman  Kodak  Company,  for  Agnes  E. 
Daly,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 133-35  Roosevelt  avenue,  north 
side,  225  ft.  east  of  Lawrence  street  and  133-30 
39th  avenue  (Block  4973,  Lot  19),  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Herbert  S.  Murphy. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent :  Commissioner  Blum  .  1 

THE  RESOLUTION  (633-43-A) 


Whereas,  this  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  133-35  Roosevelt  avenue,  north 
side,  225  ft.  east  of  Lawrence  street  and  133-30  39th  avenue 
(Block  4973,  Lot  19),  Flushing,  Borough  of  Queens,  was 
granted  by  the  Board  on  January  4,  1944,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  4,  1944, 
by  omitting  from  the  applicant’s  statements  the  words  “in¬ 
terior  fire  alarm  system  and  that  fire  drills,”  so  that  as 
amended,  the  resolution  shall  read : 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
requirements  of  the  labor  law  and  the  Smoking  in 
Factories,  rules  of  the  Board,  as  cited  in  the  decision 
of  the  fire  commissioner,  dated  December  9,  1943,  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that,  no  smoking  shall  be  carried  on  within  the  factory, 
except  in  the  space  as  indicated  on  the  first  floor  as 
shown  on  plans  filed  with  this  appeal  marked  ‘Received 
December  29,  1943’ ;  that  signs  such  as  approved  by 
the  fire  commissioner,  shall  be  posted  throughout  the 
building,  indicating  that  smoking  shall  be  permitted 
only  in  such  space ;  that  proper  receptacles  shall  be 
maintained  and  such  portable  fire-fighting  appliances 
within  such  space,  as  the  fire  commissioner  shall  direct ; 
that  the  sprinkler  system  and  the  standpipe  system 
shall  be  maintained  in  accordance  with  the  requirements 
therefor ;  that  this  variance  shall  continue  only  during 
the  term  of  the  present  emergency ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  and 
that  a  certificate  of  occupancy  shall  be  obtained  setting 
forth  the  maximum  occupancy  permitted  per  floor.” 


Remaining  minutes  of  the  regular  meeting  of  May  2, 
1944  will  be  printed  in  the  Bulletin  of  May  16,  1944). 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  May  9,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

263- 44-A— F.D.— 34-31  70th  street,  east  side,  215  ft.  south 
of  34th  avenue  (Block  1257,  Lot  52),  Jackson  Heights, 
Borough  of  Queens,  Decision. 

264- 44-A—F.D.— 466-470  17th  street,  south  side,  93  ft. 
2  in.  east  of  7th  avenue  and  471  18th  street  (Block  873, 
Lot  30),  Borough  of  Brooklyn,  7117-LF  and  Decision. 

265- 44-A — H.B.M — 874  Broadway  and  27-29  East  18th 
street,  northeast  corner  (Block  847,  Lot  24),  Borough 
of  Manhattan,  Amendment  to  Alt.  265-44. 


38-39),  Borough  of  Manhattan,  Alt.  116-44  and  Alt. 
117-44. 


480-43-A — F.D. — 2085  5th  avenue,  east  side,  84  ft.  11  in. 
north  of  East  128th  street  (Block  1753,  Lot  4),  Borough 
of  Manhattan,  19347-LF. 

690-40-BZ — H.B.Q.— 91-06  Northern  boulevard,  south 
side,  between  91st  and  92nd  streets  (Block  1439,  part  of 
Lot  1),  Jackson  Heights,  Borough  of  Queens,  Misc. 
3773-40. 

18-38-A — H.B.M. — 2081-2089  Broadway,  and  201  West 
72nd  street,  northwest  corner  (Block  1164,  Lot  26),  Bor¬ 
ough  of  Manhattan,  N.  B.  243-37. 


266-44-BZ — H.B.B. — 857-865  60th  street  (859  displayed),  368-19-BZ— H.B.B.— 1935-1937  Coney  Island  avenue,  east 
north  side,  140  ft.  west  of  9th  avenue  (Block  5707,  Lots  side,  20  ft.  north  of  Avenue  P  (Block  6758,  Lot  52), 
53-56,  inclusive),  Borough  of  Brooklyn,  Alt.  3127-43.  Borough  of  Brooklyn,  Alt.  517-44. 


267- 44-SM — Flamort  (Flameproofing  Compound),  manu¬ 
factured  by  Flamort  Chemical  Co.,  Material. 

268- 44-BZ — H.B.B. — 334-344  Cleveland  street,  west  side, 
100  ft.  north  of  Liberty  avenue  (Block  3968,  Lot  29), 
Borough  of  Brooklyn,  Alt.  3703-43. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


269- 44- A — -F.D. — 444  East  68th  street,  block  bounded  by 
East  68th  street,  East  67th  street,  1st  and  York  avenues 
(Block  1462,  Lot  1),  Borough  of  Manhattan,  17532-LF 
and  Decision. 

270- 44-A— H.B.B. — 11-17  Gerry  street,  north  side,  87  ft. 
east  of  Union  avenue  (Building  22);  (Block  2265,  Lots 
13-14),  Borough  of  Brooklyn,  B.  N.  421-44. 

271- 44-A — H.B.B. — 400-412  Marcy  avenue,  southwest 
corner  of  Lorimer  street  (Building  30);  (Block  2244, 
Lots  25  and  33),  Borough  of  Brooklyn,  B.  N.  420-44. 

272- 44-A — H.B.M. — 785  Washington  street,  east  side,  25 
ft.  north  of  Jane  street  (Block  642,  Lot  39),  Borough  of 
Manhattan,  Amendment  to  Alt.  1126-43. 

273- 44-BZ — H.B.B. — 1260  85th  street,  south  side,  180  ft. 
west  of  13th  avenue  (Block  6338,  Lots  30  and  32),  Bor¬ 
ough  of  Brooklyn,  Alt.  125-44. 

Restored  to  Calendar. 

800-39-SM — U.  S.  Gypsum  Company  Sabinite  “M” 
Acoustical  Plaster,  manufactured  by  U.  S.  Gypsum  Com¬ 
pany,  Material. 

842-42-SM — Corbin  Automatic  Exit  Fixtures  in  Bronze 
Metal  and  Brass  Metal,  Types  2552j4>  2552,  2557  and 
2557^,  manufactured  by  P.  and  F.  Corbin  Division  of 
American  Hardware  Corporation,  Material. 

1020-38-SM — Atlas.  Duraplaster  Air-Entraining  Portland 
Cement  and  Atlas  Dark  Portland  Cement  (Northampton 
plant)  manufactured  by  Universal  Atlas  Cement  Com¬ 
pany,  Material. 


154-44-A— H.B.M. — 226-228  Lenox  avenue,  east  side,  61 
ft.  10  in.  north  of  West  121st  street  (Block  1720,  Lots 


RULES, 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules - Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . ..July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . ....Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules. . ....Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . .••••; . Mar. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .April 
Smoking  in  Factories,  Rules  for....  May 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. ..  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 


Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  . .  Dec. 


28,  1943 — Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28,  1943— Vol.  28,  No.  S2A 

7,  1944— Vol.  29,  No.  10 

15.  1944— Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

11,  1944— Vol.  29,  No.  15 

28,  1944— Vol.  29,  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


14,  1944— Vol.  29,  No.  11 

7,  1937— Vol.  22,  No.  36 
25,  1944— Vol.  29,  No.  17 

2,  1944 — Vol.  29,  No.  18 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 
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MAY  16,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  16,  1944  at  10  oclock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications 

83-44-BZ — Application,  February  5,  1944,  under  section 
21  of  the  zoning  resolution,  of  Frederick  W.  Scholem, 
applicant,  on  behalf  of  Willy  Paul  and  Anna  Paul,  own¬ 
ers,  to  permit  in  a  residence  use  district,  the  conversion 
of  occupancy  of  a  building  from  a  one-family  residence 
to  a  beauty  parlor  and  one-family  residence.  (The 
beauty  parlor  is  to  be  operated  by  the  owner  of  the 
premises.)  Premises  2176  East  4th  street,  west  side, 
140  ft.  south  of  Avenue  U  (Block  7130,  Lot  14),  Bor¬ 
ough  of  Brooklyn. 

626-43-BZ — Application,  December  27,  1943,  under  sec¬ 
tions  7a,  7c  and  21  of  the  zoning  resolution,  of  Martyn 
N.  Weinstein,  applicant,  on  behalf  of  Cardinal  Manu¬ 
facturing  Co.,  Inc.,  owner  (Joseph  Cardinal,  lessee,  d/b/a 
Cardinal  Engineering  Co.)  to  permit  in  a  residence  use 
and  also  D  area  district,  the  maintenance  of  a  machine 
shop  and  crane  shed;  the  crane  shed,  the  westerly  build¬ 
ing  and  the  one-story  shop  erected  without  permits  and 
the  plant  is  operating  without  a  Certificate  of  Occu¬ 
pancy,  also  the  area  of  the  structures  on  the  plot  exceeds 
the  area  permitted  by  the  zoning  resolution;  premises 
700-712  Hicks  street  and  23-45  Nelson  street,  northwest 
corner  (Block  520,  Lot  26),  Borough  of  Brooklyn. 

Appliance  for  Approval 

153-44-SA — Monogram  Oil  Fire  Heaters  (Circulating), 
Models  E30,  G30,  H30,  K30,  L30,  R30,  S30,  38A  130, 
38B  130,  37C  130,  38B  240,  37C  240,  38B  340,  37C  340, 
E50,  G50,  H50,  K50,  L50,  R50,  S50,  38A  150,  38B  150, 
37C  150,  38B  250,  37C  250,  38B  350  and  37C  350. 

Appeal  from  Administrative  Decision 

159-44-A — 11-33  to  11-41  50th  avenue,  north  side,  92.5  ft. 
west  of  21st  street  (Block  62,  Lot  20),  Long  Island  City, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  16,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  16,  1944  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions. 

621-43-A — 261-285  Alabama  avenue,  272-284  Georgia  ave¬ 
nue  and  314-330  Belmont  avenue,  south  side,  from  Ala¬ 
bama  avenue  to  Georgia  avenue  (1st  and  2nd  floors); 
(Block  3752,  Lots  3,  6,  9,  11,  13,  15,  20,  21,  22  and  25), 
Borough  of  Brooklyn. 

117-44-A — 244  (240-244  displayed)  East  152nd  street, 
south  side,  94.47  ft.  east  of  Park  avenue  (Block  2441, 
Lots  15  and  16),  Borough  of  The  Bronx. 

279-44-A — West  side  of  Amsterdam  avenue,  from  West 
190th  to  West  191st  streets  and  from  Amsterdam  avenue 
to  Audubon  avenue  (Block  2160,  Lot  1),  Borough  of 
Manhattan. 


272-42-A — 785  Washington  street,  east  side,  25  ft.  north 
Jane  street  (Block  642,  Lot  39),  Borough  of  Manhattan. 

185-44-A — 101  Eighth  avenue  and  890  President  street, 
southeast  corner  (Block  1068,  Lot  8),  Borough  of  Brook¬ 
lyn. 

245-44-A — 724-726  Fifth  avenue,  west  side,  50  ft.  5  in. 
north  of  West  56th  street  (Block  1272,  Lot  36),  Borough 
of  Manhattan. 

282-44-A — 1037-1045  Prospect  avenue,  west  side,  150  ft. 
north  of  East  165th  street  and  1032-1054  Union  avenue, 
east  side,  127.61  ft.  north  of  East  165th  street  (Block 
2679,  Lots  6,  40  and  41),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  23,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  23,  1944  at  10  o  clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications 

479-37-BZ — Application  of  William  A.  Eckert,  applicant, 
on  behalf  of  Milness  Realty  Corporation,  present  owner, 
reopened  May  2,  1944,  for  consideration  as  to  extension 
of  permit  (expired  by  limitation) — re  Application, 
previously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  business  use  district, 
for  a  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles;  premises  89-58  163rd  street 
(Hardenbrook  avenue),  west  side,  247  ft.  north  of  Ja¬ 
maica  avenue  (Block  836,  Lot  76),  Jamaica,  Borough  of 
Queens. 

620-43-BZ — Application,  December  21,  1943,  under  sec¬ 
tional  of  the  zoning  resolution,  of  Anthony  M.  De  Rose, 
applicant,  on  behalf  of  Mary  Bucek,  owner,  to  permit  in  a 
residence  use  and  also  E  area  district,  the  maintenance  of  a 
two  family  dwelling  (now  in  the  course  of  construction) 
which  is  located  8  ft.  954  in.  from  the  street  line  instead 
of  being  set  back  10  ft.  from  the  street  line  as  required 
by  the  zoning  resolution;  premises  1615  Kennellworth 
place,  west  side,  282.13  ft.  south  of  Middletown  road 
(Block  5413,  Lot  23),  Borough  of  The  Bronx. 

55-44-BZ — Application,  January  21,  1944,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  McCurrach  Organization,  owner, 
to  permit  partly  in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district,  the  extension  in  height  (by  the  erec¬ 
tion  of  an  additional  story)  on  the  southerly  Eastern 
parkway  unit  of  a  group  of  factory  buildings;  it  is  pro¬ 
posed,  also  to  extend  the  factory  use  in  this  unit  from 
25%  to  more  than  25%  of  the  total  floor  space  of  the 
building.  The  group  of  buildings  was  previously  acted 
upon  by  the  Board  under  Cal.  No.  396-37-BZ;  premises 
1873-1885  Eastern  parkway,  west  side,  57  ft.  north  of 
Atlantic  avenue  and  19  Olive  place  (Block  1570,  Lots 
Lots  7,  8,  9  and  31),  Borough  of  Brooklyn. 

Appliance  and  Material  for  Approval. 

229-44-SA— The  Kaylor  Company’s  M-C-K  Type  B 
Regular  All-Mechanical  Interlock,  M-C-K  Type  C  All- 
Mechanical  Interlock,  M-C-K  Eicon  All-Mechanical  In¬ 
terlock,  M-C-K  Master  Switch  Type  Electro-Mechanical 
Interlock  and  M-C-K  Car  Gate  Interlocks. 

800-39-SM — Reopened  by  the  Board,  May  9,  1944  for 
amendment  to  include  U.  S.  Gypsum  Company’s  Acousti¬ 
cal  Plaster  Sabinite  “M”. 
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Appeal  from  Administrative  Decision 

240-44-A — 1873-1885  Eastern  parkway,  west  side,  57  ft. 
north  of  Atlantic  avenue  and  19  Olive  place  (Block  1570, 
Lots  7,  8,  9  and  31),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  23,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  May  23,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

119-44-A — 686  Richmond  terrace,  south  side,  125  ft.  east 
of  Lafayette  avenue  (Block  67,  Lot  111),  New  Brighton, 
Borough  of  Richmond. 

115-44-A — 255-261  18th  street,  north  side,  150  ft.  east 
of  Fifth  avenue  (Bock  873,  Lot  69),  Borough  of  Brook¬ 
lyn. 

585-43- A— -1241  Sixth  avenue  and  101  West  49th  street, 
northwest  corner  (Block  1002,  Lot  29),  Borough  of 
Manhattan. 

187-44-A— 112-06  71st  road,  southeast  corner  of  112th 
street  (Block  2248,  Lot  9),  Forest  Hills,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  31,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  >  public  hearing 

W cdnesday  morning,  May  31,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

300-43-BZ— Application,  June  18,  1943,  under  section  21 
of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant, 
on  behalf  of  Jack  Farino,  owner,  to  permit  in  a  residence 
use  district,  the  maintenance  of  a  building  for  the  stor¬ 
age  of  contractor’s  equipment  and  trucks  and,  also,  the 
use  of  part  of  the  vacant  portion  of  the  premises  for  the 
open  storage  of  contractor’s  equipment  and  trucks; 
premises  107-33  154th  street,  east  side,  251.47  ft.  north 
of  108th  avenue  (Block  10133,  Lot  12),  Jamaica,  Borough 
of  Queens. 

436-43-BZ — Application,  September  10,  1943,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Sidney  H.  Kitzler, 
applicant,  on  behalf  of  Alfonso  Lizzi  and  Napoleone 
Sicoli,  owners,  to  permit  in  a  residence  use  ^district,  the 
sawing  (with  motor-driven  saws),  chopping,  bagging, 
storage  and  sale  of  wood;  premises  820-834  Euclid  ave¬ 
nue  and  1130-1138  Loring  avenue,  southwest  corner 
(Block  4505,  Lots  1,  7  and  52),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

438-43-A — 820-834  Euclid  avenue  and  1136-1138  Loring 
avenue,  southwest  corner  (Block  4505,  Lots  1,  7  and 
52),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  6,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning ,  June  6,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

104-33-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Socony-Vacuum  Oil  Co.,  Inc., 
owner,  reopened  June  8,  1943,  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  business  use  district, 
•the  decrease  in  area  of  a  gasoline  service  station;  the 
entire  plot  for  such  use,  as  approved  by  the  Board,  was 
located  partly  in  a  residence  use  and  partly  in  a  busi¬ 
ness  use  district;  premises  113-21  Merrick  road  and 
171-01  Linden  boulevard,  northeast  corner  (Block  10267, 
Lot  1),  St.  Albans,  Borough  of  Queens. 

368-19-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  Douglaston  Sales  and  Service,  Inc.,  owner 
(R.  Primavera  &  Co.,  lessee),  reopened  May  9,  1944  for 
consideration  as  to  amendment  of  resolution  to  permit 
in  a  business  use  district,  the  change  of  occupancy  from 
garage  for  more  than  five  motor  vehicles  (previously 
granted  by  the  Board)  to  a  temporary  occupancy  as 
manufacturing  for  a  temporary  period  (duration  of  War) 
and  garage  occupancy  to  be  restored  after  this  period; 
premises  1935-1937  Coney  Island  avenue,  east  side,  20 
ft.  north  of  Avenue  P  (Block  6758,  Lot  52),  Borough  of 
Brooklyn. 

690-40-BZ — Application  of  John  McBride,  applicant  and 
lessee,  on  behalf  of  Fordbrad  Realty  Co.,  Inc.,  owner, 
reopened  May  9,  1944,  for  consideration  as  to  extension 
of  term  of  permit  (expired  by  limitation) — Application, 
previously  granted  on  condition,  under  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles;  premises  91-06  Northern  boulevard, 
south  side,  between  91st  and  92nd  streets  (Block  1439, 
part  of  Lot  1),  Jackson  Heights,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  6,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  6,  1944  at  2  o  clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

126- 44-A — 160-178  Jay  street,  west  side,  from  Sands  to 
High  streets,  84-92  Sands  street  and  97-105  High  street 
(Block  87,  Lot  9),  Borough  of  Brooklyn. 

127- 44-A — 876-878  Broadway,  east  side,  24.1  ft.  north  of 
East  18th  street  (Block  847,  Lots  22  and  23),  Borough 
of  Manhattan. 

280-44-A — 211-213  Alexander  avenue,  southwest  corner 
of  East  137th  street  (Block  2312,  Lots  25  and  26),  Bor¬ 
ough  of  The  Bronx. 

197-44-A — 106  East  14th  street,  south  side,  154  ft.  east 
of  Fourth  avenue  (Block  559,  Lot  12),  Borough  of 
Manhattan. 

230-44-A — 297-303  Lexington  avenue  and  133-139  East 
37th  street,  northeast  corner  (Block  893,  Lot  25),  Bor¬ 
ough  of  Manhattan. 

249-44-A — 144-146  East  86th  street,  south  side,  47  ft. 
east  of  Lexington  avenue  (Block  1514,  Lot  49),  Borough 
of  Manhattan. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  regular  meeting 

of  May  2,  1944  at  2  P.  M.) 

11 7-44- A 

APPLICANT — M.  W.  Del  Gaudio,  for  Orello  Holding 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 244  East  152nd  street  (240-244 
displayed),  south  side,  94.7  ft.  east  of  Park  avenue 
(Block  2441,  Lots  15  and  16),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  2 
P.  M.  at  written  request  of  applicant. 

11 9-44- A 

APPLICANT — Irving  Selznick,  for  Ethel  Selznick,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 686  Richmond  terrace,  south 
side,  125  ft.  east  of  Lafayette  avenue  (Block  67, 
Lot  111),  New  Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Zalme  Luboff. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1944  at  2 
P.  M.  for  further  consideration. 


126-44-A 

APPLICANT — Hobart  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 160-178  Jay  street,  west  side, 
from  Sands  street  to  High  street,  84-92  Sands  street 
and  97-105  High  street  (Block  87,  Lot  9),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  I.  Joseph  Rose  and  Horace  Ginsbern. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1-944  at  2 
P.  M.  for  further  consideration. 

132-44-A 

APPLICANT — Abraham  Farber,  for  Congregation  Arugath 
Habosen,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent  (previously  dismissed  for  lack  of  prosecu¬ 
tion;  reopened  April  4,  1944). 

PREMISES  AFFECTED— 559-561  Bedford  avenue  and 
125-131  Rodney  street,  northeast  corner  (Block  2187, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Building. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


138-44-A 

APPLICANT — B.  M.  Sylvan,  for  Robert  J.  Kilpatrick  and 
Junius  Pittman,  owners  (Rose  Feller,  sub-tenant). 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 


PREMISES  AFFECTED — 107-109  East  Burnside  avenue, 
north  side,  60.3  ft.  east  of  Morris  avenue  (Block 
3169,  Lots  66  and  67),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


15 7-44- A 

APPLICANT — Lama  and  Proskauer,  for  Washington 
Baths,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2001-2009  Boardwalk,  north 
side,  162  ft.  8  in.  east  of  West  21st  street  (Block 
7072,  Lot  12),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Building. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


239-44-A 

APPLICANT — China  Institute  in  America,  Inc.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 125  East  65th  street,  north  side, 
130  ft.  west  of  Lexington  avenue  (Block  1400,  Lot 
11),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  Chadburn,  Gerald  B.  O’Neil, 
Edwin  Kerth,  Chili  Meng  and  C.  J.  Kenny. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Building. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  2 
P.  M.,  for  further  consideration. 


241-44-A 

APPLICANT — Travis  H.  Whitney,  for  James  Foundation 
of  New  York,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 39  East  69th  street,  northwest 
corner  of  Park  avenue  (Block  1384,  Lot  32),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Travis  H.  Whitney  and  Archibald 
H.  Cashion. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1944  at  2 
P.  M.,  for  further  consideration. 


248-44-A 

APPLICANT — Saul  Goldsmith,  for  Greenpoint  Trading 
Corporation,  owner  (S.  &  S.  Corrugated  Paper 
Machine  Co.,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of' the  borough  superin¬ 
tendent. 

PREMISES  AFFECETD— 159-185  North  3rd  street,  237- 
247  Bedford  avenue,  northeast  corner,  632-638 
Driggs  avenue,  247  Metropolitan  avenue  and  158-166 
North  4th  street  (Block  2352,  Lots  1,  9  and  22), 
Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  9,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

525-39-SA 

APPLICANT — Aqua  Systems  Incorporated,  owner. 
SUBJECT — Aqua  Systems  Gasoline  Dispensing  Pump, 
Model  855,  approval  of. 

APPEARANCES— 

For  Applicant:  Walter  H.  Siegen. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 


Savage  and  Deputy  Chief  Murphy  .  3 

Negative  .  0 

Absent :  Commissioner  Blum  .  1 


Adjourned:  4:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


SPECIAL  MEETING 

FRIDAY  MORNING,  MAY  5,  1944,  10  A.  M. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


40-32-SR 


RULES 


SUBJECT — Proposed  Certificate  of  Occupancy  Rules  cover¬ 
ing  the  requirements  for  the  use,  occupancy  or  con¬ 
struction  of  any  building  or  premises  in  compliance 
with  existing  laws,  rules  and  regulations. 

APPEARANCES — Charles  C.  Platt,  Arthur  Jovis,  Erwin 
Rebafka,  Henry  M.  Prince,  George  H.  Cohn,  David 
Weinberg,  G.  V.  Leddy,  H.  R.  Ford,  P.  W.  Mitchell, 
John  E.  Gannon,  Henry  G.  Fargel,  Harry  S.  Haney, 
F.  A.  Burdett,  L.  E.  Ordwein,  Joseph  R.  Shaw, 
William  G.  Kretch,  Arnold  Lederer,  Arthur  H. 
Haaren,  Joseph  Sterling,  Frank  A.  Barrera,  O. 
Grant  Keck,  Sidney  L.  Strauss,  John  R.  Hugo,  C. 
M.  Gallagher,  Arthur  Lutz,  W.  J.  Lennon,  Arthur 
J.  McCann,  Frank  Gaertner,  Harold  E.  Erb,  L.  A. 
Abramson,  J.  E.  Herman,  Walter  B.  Olive,  Adie 
Boehm,  George  Comfort,  Peter  Maher  and  others. 

ACTION  OF  BOARD — Laid  over  for  further  considera¬ 
tion  by  the  Board.  No  date  set. 


Adjourned:  12:30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  MORNING,  MAY  9,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  May  2,  1944,  and  Tuesday  afternoon, 
May  2,  1944,  were  approved  as  printed  in  Bulletin  No.  19, 
Volume  29. 


ZONING  CASES 

104-33-B  Z 

APPLICANT — Lama  and  Proskauer,  for  Socony-Vacuum 
Oil  Company,  Incorporated,  owner. 

SUBJECT — Application  reopened  June  8,  1943  (decision  of 
the  acting  borough  superintendent)  under  section 
7f  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  decrease  in  area  of  a  gasoline  serv¬ 
ice  station;  the  entire  plot  for  such  use,  as  approved 
by  the  Board,  was  located  partly  in  a  residence  use 
and  partly  in  a  business  use  district. 

PREMISES  AFFECTED— 113-21  Merrick  road  and  171- 
01  Linden  boulevard,  northeast  corner  (Block  10267, 
Lot  1),  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  6,  1944  at  10 
A.  M.  Applicant  to  file  additional  plans. 


99-44-BZ 

APPLICANT — Koch  and  Wagner,  for  Waldorf  Storage 
Warehouse  and  Garage,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  altera¬ 
tion  and  conversion  of  a  building  from  warehouse 
to  factory ;  the  space  to  be  used  for  manufacturing 
occupying  more  than  25  per  cent,  of  the  total  floor 
space  of  the  building. 

PREMISES  AFFECTED — 552-558  Van  Buren  street, 
south  side,  55  ft.  4  in.  west  of  Broadway  (Block 
1618,  Lot  15),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 


144-19-BZ 

APPLICANT — Raymond  Irrera,  for  Guiseppi  Cilento, 
owner  (Deluxe  Venetian  Blind  Corporation,  lessee). 
SUBJECT — Application  reopened  March  28,  1944  (decision 
of  the  acting  borough  superintendent)  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  use  and  also  C  area  district,  the 
erection  of  an  extension  (into  part  of  the  rear  yard 
required  in  a  C  area  district)  to  an  existing  building 
and  also  the  alteration  and  conversion  of  occupancy 
for  a  term  of  two  years  of  the  building  from  a 
garage  for  more  than  five  motor  vehicles  (the 
garage  use  of  the  building  was  previously  grknted 
by  the  Board)  to  the  use  of  the  building,  as  ex¬ 
tended,  as  a  factory  for  the  manufacture  of  Venetian 
blinds. 

PREMISES  AFFECTED— 23-69  to  23-71  38th  street 
(Ninth  avenue),  east  side,  162  ft.  north  of  Triboro 
Bridge  Plaza  (Astoria  boulevard,  north)  ;  (Block 
803,  Lot  13),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Raymond  Irrera  and  Joseph  A. 
Lewis. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 
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THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Alurphy  4 
Negative  .  0 

THE  RESOLUTION  (144-19-BZ) 

Whereas,  this  application,  permitting  in  a  residence  dis¬ 
trict  the  erection  of  a  public  garage,  affecting  premises 
690-692  Ninth  avenue,  Astoria,  Borough  of  Queens,  was 
granted  by  the  Board  on  April  1,  1919;  and 

Whereas,  the  present  applicant,  Raymond  Irrera,  for 
Guiseppi  Cilento,  (DeLuxe  Venetian  Blind  Company,  lessee), 
requested  reopening  of  the  case  and  rehearing  under  sec¬ 
tions  7e  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use  and  also  “C”  area  district,  the  erection  of 
an  extension  (into  part  of  the  rear  yard  required  in  a  “C” 
area  district)  to  an  existing  building  and  also  the  alteration 
and  conversion  of  occupancy  for  a  term  of  two  (2)  years 
of  the  building  from  a  garage  for  more  than  five  (5)  motor 
vehicles  (the  garage  use  of  the  building  was  previously 
granted  by  the  Board)  to  the  use  of  the  building,  as  ex¬ 
tended,  as  a  factory  for  the  manufacture  of  Venetian  blinds, 
affecting  premises  23-69  to  23-71  38th  street  (Ninth  avenue) , 
east  side,  162  ft.  north  of  Triboro  Bridge  Plaza  (Astoria 
1  boulevard,  north)  ;  (Block  803,  Lot  13),  Long  Island  City, 
Borough  of  Queens ;  and 

Whereas,  the  case  was  reopened  by  vote  of  the  Board 
on  March  28,  1944,  subject  to  the  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  meeting  held 
on  May  9,  1944,  after  due  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  38th  street  is  in  a  residence  and  busi¬ 
ness  use,  “C”  area  and  \lA  times  height  district;  Steinway 
street  is  in  a  business  use,  “C”  area  and  1  y2  times  height 
district;  Tri-Borough  Bridge  plaza  north  is  in  a  business 
and  unrestricted  use,  “C”  area  and  \]/2  times  height  district 
and  Tri-Borough  Bridge  plaza  south  is  in  a  business  use, 
“C”  area  and  \y2  times  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  Alarch  20,  1944,  on  Alt.  Applic.  168-44,  reads : 

“1.  Change  of  use  from  public  garage  to  factory  for 
manufacturing  of  Venetian  blinds  in  a  building  located 
within  a  residence  district  is  contrary  to  Art.  2,  Sec¬ 
tions  3  and  6  of  the  Bldg.  Zone  resolution. 

Proper  rear  yard  not  shown  provided  as  required  by 
Art.  4,  Section  13  of  the  Bldg.  Zone  resolution.  Not 
further  considered.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  having  a  frontage  of  50  ft.  and  a  depth  of  100  ft. ; 
that  upon  the  plot,there  is  located  a  one-story  building,  50  ft. 
by  90  ft.  in  area;  that  on  April  1,  1919,  the  Board  under 
Cal.  144-19-BZ  granted  a  variation,  affecting  the  premises 
in  question,  permitting  the  erection  of  a  two  (2)  story 
building  50  ft.  by  90  ft.  in  area,  to  be  used  as  a  public 
garage;  that  it  is  proposed  to  erect  at  the  rear  of  the 
existing  building,  and,  also  extending  into  part  of  the  re- 
i  quired  rear  yard,  a  one-story  extension,  6  ft.  by  10  ft.  in 
area,  to  be  used  for  paint  storage ;  that  it  is  proposed  to 
use  the  entire  structure  for  the  manufacture  of  Venetian 
blinds;  and 

Whereas,  the  applicant  contends  that  the  usefulness  of 
the  building  as  a  public  garage  has  terminated  since  1937 
or  1938,  when  38th  street  became  a  one-way  street,  running 
south  and  by  the  completion  of  the  Triborough  parkway  at 
the  same  time;  that  the  parkway  having  eliminated  through 
traffic  south,  has  made  this  street  an  undesirable  traffic  street, 
as  all  traffic  must  turn  at  the  south  end  of  38th  street  to 
Astoria  boulevard  north,  which  is  a  one-way  street  Tun¬ 
ing  west;  that  the  neighborhood  is  an  old  one,  having  a 
majority  of  old  frame  dwellings  and  converted  dwellings, 
and  old  frame  multiple  dwellings  with  no  recent  improve¬ 
ments ;  that  it  is  quite  evident  that  this  street  has  been  on 
the  down  grade  since  the  parkway  was  erected;  that  the 
New  York  connecting  railroad  bridge,  to  the  north  of  the 


subject  property,  has  not  enhanced  the  value  of  the  street 
as  a  residential  street  since  its  erection;  that  it  is  proposed 
to  use  this  building  for  a  factory  for  the  manufacture  of 
Venetian  blinds,  having  a  peak  occupancy  of  15  males  and 
10  females ;  that  the  rear  portion  to  be  used  for  spraying 
and  dipping,  shall  be  done  in  compliance  with  all  rules  and 
regulations  of  city  departments  having  jurisdiction;  that  the 
spraying  will  be  done  in  a  regulation  spray  booth,  properly 
vented  to  the  outer  air  and  the  dipping  in  two  tanks  6  ft. 
long,  1  ft.  wide  and  6  in.  deep ;  that  this  work  is  to  be  done 
in  a  separately  enclosed  room  where  indicated  on  plans 
filed  with  this  application ;  that  the  balance  of  the  floor  shall 
be  an  open  area  undivided  by  partitions,  with  the  exception 
of  the  dressing  room  enclosures  and  offices  as  indicated  on 
plans;  that  the  applicant  contends  that  the  permissible  use 
of  this  building  as  a  factory  in  this  residence  street  will 
be  no  less  desirable  than  a  public  garage,  which  when  oper¬ 
ated  was  used  night  and  day ;  that  the  machinery  consists 
of  a  10  in.  diameter  circular  saw,  a  router  and  2  drill  presses, 
all  electrically  operated,  and  in  use  about  50%  of  the  actual 
working  time ;  that  these  machines  are  small  type  machines, 
operated  by  l/  to  1  H.P.  motors ;  that  the  compressors  for 
the  spray  booth  will  be  located  at  the  rear  of  the  building 
in  the  space  indicated,  of  sizes  not  exceeding  the  air  com¬ 
pressor  used  for  the  garage ;  that  the  commercial  vehicle 
used  for  delivery  purposes  in  connection  with  the  business, 
will  leave  the  premises  once  during  the  day,  and  no  other 
commercial  vehicles  other  than  those  for  delivery  of  ma¬ 
terials  to  the  factory  once  a  month,  will  be  used  in  con¬ 
nection  with  the  operation  of  the  proposed  factory;  that 
there  will  be  no  storage  of  motor  vehicles ;  that  the  paint 
storage  room,  having  overall  dimensions  of  6  ft.  wide  by 
10  ft.  long  by  8  ft.  high,  is  to  be  located  in  a  new  extension, 
completely  outside  of  the  building  with  an  unpierced  wall 
between  the  factory  and  paint  storage  room;  that  the  ex¬ 
tension  of  the  paint  storage  room  will  be  constructed  of 
masonry  walls,  concrete  block,  with  a  fire-retarded  ceiling 
and  ventilated  by  a  window  to  the  outer  air,  that  the 
quantity  of  paint  and  lacquer  to  be  stored  will  not  exceed 
one  hundred  gallons  at  any  one  time;  that  the  paint  stor¬ 
age  room  at  the  rear  of  the  building  is  contrary  to  Art. 
4,  Sec.  13,  of  the  zoning  resolution,  in  that  the  rear 
yard  does  not  extend  for  the  full  width  of  the  lot;  that 
the  storage  of  paint  outside  of  the  factory  will  minimize 
any  possible  hazard  and  be  more  desirable;  that  however, 
the  paint  storage  room  may  be  located  on  the  inside  of  the 
building  at  the  discretion  of  the  Board;  that  the  applicant 
respectfully  requests  that  a  variation  of  the  zoning  law 
within  the  power  of  the  Board  under  Section  21  as  to  re¬ 
quired  rear  yard  slightly  covered  by  paint  shop  extension, 
and  Section  7e,  for  a  term  of  two  years,  be  given  favorable 
consideration,  and  contends  further  that  the  premises  are 
now  occupied  by  the  lessee  as  a  Venetian  blind  factory  since 
April  1,  1944;  that  on  or  about  March  1,  1944,  the  lessee 
was  informed  that  his  lease  on  premises  33-16  57th  street, 
Woodside,  which  expired  April  1,  1944,  would  not  be  re¬ 
newed  by  the  owner  of  the  above  premises ;  that  the  lessee 
was  obliged,  in  order  to  continue  operation  of  his  business, 
to  occupy  these  premises  now  in  question,  which  was  the 
only  suitable  building  to  be  located  in  the  short  time  avail¬ 
able  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  two  (2)  years  from  the  date  of  this  resolu¬ 
tion,  to  permit  the  use  of  the  building  substantially  as  pro¬ 
posed,  except  that  the  proposed  paint  storage  room  shall 
be  constructed  within  the  building  instead  of  within  the 
rear  yard  as  indicated  on  plans  marked  “Received  April  11, 
1944” ;  that  the  building  shall  not  be  increased  in  height  or 
area;  that  all  signs  advertising  the  previous  garage  use 
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shall  be  removed  and  no  signs  shall  be  displayed  except 
that  there  may  be  a  neat  non-illuminated  sign  attached  to 
the  front  of  the  building  flat  against  the  front  wall,  adver¬ 
tising  the  occupant’s  business,  provided  such  sign  does  not 
exceed  15  sq.  ft.  in  area;  that  no  other  signs  on  any  wall 
or  roof  shall  be  constructed;  that  in  all  other  respects,  the 
building  and  use  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto ;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  two  (2)  months 
from  the  date  of  this  resolution. 


569-37-BZ 

APPLICANT— Lama  and  Proskauer,  for  Bengal  Realty 
Co.,  Inc.,  owner  (Flatbush  Coal  and  Coke  Corp., 
lessee). 

SUBJECT — Application  reopened  February  23,  1944  (de¬ 
cision  of  the  borough  superintendent)  under  sections 
7c  and  21  of  the  zoning  resolution,  to  permit  upon 
a  plot  located  partly  in  an  unrestricted  use  and 
partly  in  a  residence  use  district,  the  use  of  that  part 
of  the  lot  which  is  located  in  the  residence  use  dis¬ 
trict  for  the  operation  of  coal  pockets,  coal  storage, 
truck  driveway  and  railroad  siding  (previously 
acted  upon  by  the  Board). 

PREMISES  AFFECTED— 2030-2044  McDonald  avenue, 
west  side,  339  ft.  6  in.  north  of  Avenue  S  and  49-57 
Lake  street  (Block  6680,  Lots  23,  124  and  125), 
Borough  of  Brooklyn. 

APPEARANCES—  ^  . 

For  Applicant:  Alfred  A.  Lama  and  Bennie  L. 
Galumbeck. 

For  Opposition:  Robert  C.  Nathan,  Mrs.  R.  Croce, 
Mrs.  G.  C.  Regan,  Mrs.  F.  Palmer,  E.  Cal¬ 
laghan,  A.  Morreale,  Mrs.  Maskreg,  Mrs.  C. 

La  Sala,  Mary  Computaro,  Angelina  Fiorini, 
Susie  Mila,  Mrs.  N.  Botterio,  Mrs.  C.  Marsch- 
hana,  Laura  Sommer  and  Mr.  E.  Whitaker. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (569-37-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  operation 
of  coal  pockets,  coal  storage,  truck  driveway  and  railroad  sid¬ 
ing,  affecting  premises  2030-2044  McDonald  avenue,  west 
side,  339  ft.  6  in.  north  of  Avenue  S,  and  49-57  Lake  street 
(Block  6680,  Lots  23,  124,  and  125),  Borough  of  Brooklyn, 
was  granted  by  the  Board  on  February  15,  1939,  on  certain 
conditions ;  and 

Whereas,  the  applicant  did  not  comply  with  the  terms  of 
the  Board’s  resolution  as  to  obtaining  permits  and  comple¬ 
tion  of  work ;  and 

Whereas,  Lama  and  Proskauer  for  Bengal  Realty  Com¬ 
pany,  Incorporated,  owner,  (Flatbush  Coal  and  Coke  Cor¬ 
poration,  lessee),  filed  an  application  under  Sections  7c  and 
21  of  the  zoning  resolution,  to  permit  upon  a  plot  located 
partly  in  an  unrestricted  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  use  of  that  part  of  the  lot,  which  is 
located  in  the  residence  use  district,  for  the  operation  of 
coal  pockets,  coal  storage,  truck  driveway  and  railroad  sid¬ 
ing  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  23,  1944,  subject  to  usual  procedure;  and. 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  May  9,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  McDonald  avenue  is  in  an  unrestricted 
and  business  use.  “C”  area  and  1  times  height  district ;  Lake 
street  is  in  a  residence  use,  “C”  area  and  1  times  height  dis- 
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trict  and  Kings  Highway  is  in  a  business  use  “C”  area  and 
1  times  height  area  district;  and 
Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregularly  shaped  plot,  having  a  frontage  of  123  ft- 
6  in.  on  McDonald  avenue,  85  ft.  8  in.  on  Lake  street  and  a 
distance  of  150  ft.  along  the  southerly  lot  line;  that  the 
westerly  portion  of  the  plot  extends  into  a  residence  use 
district  for  a  distance  of  50  feet;  the  remainder  is  in  an 
unrestricted  use  district;  that  the  entire  plot  is  now  used, 
without  a  certificate  of  occupancy, .  as  coal  yard,  consisting 
generally  of  one  and  two  story  brick  office  building,  26  ft. 
by  63  ft.  in  area,  a  one-story  brick  shop,  35  ft.  by  approxi¬ 
mately  50  ft.,  irregular,  in  area;  two  brick  sheds,  40  ft.  by 
46  ft.  in  area;  four  coal  pockets  (silo  type  and  56  ft.  high)  ; 
coal  storage  bins,  a  gasoline  pump,  a  truck  driveway  and 
also  a  railroad  spur;  that  it  is  proposed  to  roof  over  the 
westerly  portion  of  the  premises,  as  shown  on  plans  filed 
with  this  application  and  to  maintain  the  entire  premises  as 
a  coal  yard;  that  a  similar  application  was  granted  by  the 
Board  on  February  15,  1939;  the  required  work  was  not 
completed  within  the  designated  time,  as  stipulated;  that 
the  time  to  complete  the  work  was  extended  for  one  year 
on  September  15,  1942,  and  on  January  4,  1944,  the  Board 
denied  an  application  for  a  further  extension  of  time  to 
obtain  permits  and  complete  the  work;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to 
permit  the  premises  under  appeal  within  the  residential  use 
area,  to  be  continued  as  occupied  for  coal  pockets,  on  condi¬ 
tion  that  there  shall  be  erected  on  the  street  line  of  Lake 
street  and  along  the  lot  lines  of  such  lots  facing  Lake,  street, 
as  both  are  in  the  residential  and  unrestricted  use  districts, 
a  continuous  brick  wall  for  a.  full,  story  in  height;  that  the 
entire  area,  within  the  residential  district  shall  be  covered  by  a 
roof  extending  into  the  unrestricted,  area,  constructed  of  fire¬ 
proof  materials  substantially  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  February  7,  1944”  ;  except  that 
some  other  approved  fireproof  material  shall  be  used  for  the 
roof  construction  complying  with  the  Code  therefor,  other 
than  the  gypsum  planks  indicated  (because  of.  exposure)  ; 
that  there  shall  be  no  openings  in  the  lot  line  brick  walls,  to 
Lake  street  or  to  any  other  lots  adjoining  this  area,  whether 
under  the  ownership  of  this  owner  or  not;  that  the  resi¬ 
dential  use  area  shall  not  be  used  for  other  purposes  than 
the  storage  of  coal  in  the  coal  pockets  as.  proposed,  (and 
no  other  construction  or  signs  shall  be  within  the  residence 
area)  ;  that  this  variance  shall  continue  only  ,  so  long  as  the 
entire  plot  both  in  the  unrestricted  and  residence  use  dis¬ 
tricts  is  occupied  for  the  sale  and  storage  of  coal ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  resolution;  that  dur¬ 
ing  such  time,  the  existing  site  shall  not  be  increased  in 
area ;  that  in  all  other  respects,  the  building  and  use  through¬ 
out  shall  comply  with  all  laws,  rules  and  regulations  applic¬ 
able  thereto. 


1148-38-BZ 

APPLICANT— Louis  Allen  Abramson,  for  James  P.  Kelly, 
owner,  (Neill  Supply  Co.,  lessee). 

SUBJECT— Application  reopened  February  15,  1944  (de¬ 
cision  of  the  acting  borough  superintendent) .  under 
sections  7h,  7e  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  for  a  term  of 
two  years,  the  additional  use  of  storage  of  pipe  as 
well  as  parking  and  storage  of  more  than  five 
motor  vehicles  on  a  plot  granted  by  the  Board  for 
a  term  of  two  years  from  January  26,  1943,  for 
parking  and  storage  of  more  than  five  motor 
vehicles. 
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PREMISES  AFFECTED — 47-45  to  47-63  49th  street  and 
49-01  to  49-07  48th  avenue,  northeast  corner  (Block 
2287,  Lots  1,  2,  3,  5,  7  and  8),  Sunnyside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch,  Charles  G.  Martin 
and  H.  Z.  Altberg. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (1148-38-BZ) 

V  hereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  49-01  48th  avenue,  northeast  corner  49th  street 
(Block  2287,  Lots  1,  2,  3,  5,  7  and  8),  Long  Island  City, 
Borough  of  Queens;  was  granted  by  the  Board  on  February 
21,  1939,  on  certain  conditions  and  permit  extended  on 
January  26,  1943;  and 

Whereas,  Louis  Allen  Abramson,  for  James  P.  Kelly, 
owner  (Neill  Supply  Company,  lessee),  requested  reopening 
and  rehearing  under  Sections  7h,  7e  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  for  a  term 
of  two  years,  the  additional  use  of  storage  of  pipe  as  well 
as  parking  and  storage  of  more  than  five  motor  vehicles 
on  a  plot  granted  by  the  Board  for  a  term  of  two  years  from 
January  26,  1943,  for  parking  and  storage  of  more  than 
five  motor  vehicles,  affecting  premises  47-45  to  47-63  49th 
street  and  49-01  to  49-07  48th  avenue,  northeast  corner 
(Block  2287,  Lots  1,  2,  3,  5,  7  and  8),  Sunnyside,  Borough 
of  Queens ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  February  15,  1944,  subject  to  the  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  meeting  held 
on  May  9,  1944,  after  due  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  49th  street  is  in  a  residence  and  un¬ 
restricted  use ;  “B”  area  and  \l/2  times  height  district;  48th 
street  is  in  a  residence  and  business  use;  “B”  area  and  V/2 
times  height  district  and  48th  avenue  is  in  a  business,  resi¬ 
dence  and  unrestricted  use,  “B”  area  and  \l/2  times  height 
district;  and 

W hereas,  the  decision  of  the  borough  superintendent, 
dated  January  26,  1944,  on  Misc.  Applic.  342-44,  reads: 

“1.  Proposed  use  of  premises  located  in  a  residence 
district  for  parking  of  motor  vehicles  and  storage  of 
pipe  is  contrary  to  Section  3  of  the  Zoning  Resolution.” 
and 

Whereas,  the  applicant  states  the  premises  consist  of  an 
irregular  shaped  plot  of  ground  having  a  frontage  of  62  ft. 
on  48th  avenue,  195  ft.  on  49th  street  and  a  distance  of  83 
ft.  along  the  northerly  lot  line  (granted  by  the  Board' for  a 
term  of  2  years  from  January  26,  1943,  for  parking  and 

[storage  of  more  than  five  motor  vehicles,  pleasure  car 
type)  ;  that  it  is  proposed  to  use  the  plot  for  a  term  of  two 
years,  for  the  storage  of  pipe,  in  addition  to  the  parking  and 
storage  of  more  than  five  motor  vehicles ;  and 
\\7  hereas,  the  applicant  contends  that  it  is  the  purpose 
of  this  application  to  establish  upon  part  of  the  plot  in 
question  an  additional  use  (pipe  storage)  under  Section  7e 
of  the  zoning  resolution  for  a  temporary  period ;  that  if  per¬ 
mitted,  it  is  proposed  to  extend  the  parking  lot  permit  so 
that  both  parking  lot  under  Section  7h  and  the  pipe  storage 
under  Section  7e,  expire  at  the  same  time;  that  the  Neill 
Supply  Company  have  leased  the  entire  premises  for  a 
period  of  seven  years ;  that  the  need  for  this  temporary 
storage  is  due  to  the  fact  that  the  U.  S.  Navy  have  taken 
over  the  former  building  located  at  1819  Flushing  avenue, 


Brooklyn,  and  no  other  building  or  plot  is  available  at  the 
present  time ;  that  this  company  has  numerous  committments 
for  shipyards  and  defense  plants  and  it  is  necessary  the 
orders  be  filled;  that  New  Calvary  Cemetery  adjoins  the 
plot  in  its  entirety  along  the  easterly  line  and  the  property 
could  not  very  well  be  used  for  a  conforming  use  at  the 
present  time. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  21,  1939  as  amended 
through  January  26,  1943  so  that  as  amended  the  resolu¬ 
tion  shall  read : 

“Granted  under  section  7e  for  a  term  of  two  (2)  years 
from  the  date  of  this  ame>ided  resolution,  to  permit  the 
plot  to  be  occupied  for  the  storage  of  pipe,  on  condition 
that  no  manufacturing  shall  be  permitted  on  the  premises 
in  connection  with  such  pipe  or  any  other  material ; 
that  the  plot  shall  be  leveled  substantially  to  the.  grade 
of  49th  street,  as  required  under  the  resolution  adopted 
by  the  Board  February  21,  1939  and  the  fence  therein 
required  shall  be  maintained;  that  no  buildings  shall  be 
erected  on  the  premises  and  no  sign  displayed;  that  the 
entrance  to  the  lot  for  the  storage  of  pipes  shall  be 
solely  through  the  gate  in  the  fence  on  48th  avenue ;  that 
arrangements  shall  be  made  and  complied  with,  SO'  that 
the  pipe  can  be  handled  and  placed  on  the  lot  with  the 
least  possible  noise  and  disturbance  to  the  adjoining 
properties ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  thirty  (30)  days  from  the  date 
of  this  amended  resolution;  that  this  resolution  is  in 
complete  substitution  for  the  parking  and  storage  use 
as  previously  permitted  by  the  amended  resolution 
adopted  by  the  Board  on  January  26,  1943;  that  a 
Certificate  of  Occupancy  shall  be  obtained.” 


284-41-BZ 

APPLICANT — Louis  Allen  Abramson,  for  Woodside  As¬ 
sociates,  Inc.,  owner.  (Neill  Supply  Co.,  lessee). 
SUBJECT — Application  reopened  February  15,  1944  (de¬ 
cision  of  the  acting  borough  superintendent)  under 
sections  7c  and  21  of  the  zoning  resolution,  to  per¬ 
mit  partly  in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district,  the  conversion  of  occupancy  (for 
a  term  of  seven  years)  of  an  existing  building,  used 
as  a  public  garage,  to  the  storage  of  plumbing  and 
heating  supplies  and  also  in  part  as  a  public  garage ; 
at  the  expiration  of  the  seven  year  period,  it  is 
proposed  that  the  use  of  the  building  is  to  revert 
to  a  public  garage  throughout. 

PREMISES  AFFECTED — 47-55  48th  street,  northeast 
corner  of  48th  avenue  and  47-56  49th  street  (Block 
2286,  Lot  53),  Sunnyside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch,  Charles  G.  Martin 
and  H.  Z.  Altberg. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (284-41-BZ) 

Wr hereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  the  alteration  of  and  the  in¬ 
clusion  of  a  gasoline  service  station  in  an  existing  public 
garage  located  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  affecting  premises  47-55  48th  street, 
northeast  corner  of  48th  avenue  and  47-56  49th  street 
(Block  2286,  Lot  53),  Sunnyside,  Borough  of  Queens,  was 
denied  by  the  Board  on  June  3,  1941 ;  and 
Whereas,  Louis  Allen  Abramson,  for  Woodside  As¬ 
sociates  Inc.,  owner  (Neill  Supply  Company,  lessee),  re¬ 
quested  reopening  and  rehearing  under  sections  7c  and  21 
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of  the  zoning  resolution,  to  permit,  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  conversion  of 
occupancy  (for  a  term  of  seven  years)  of  an  existing  build¬ 
ing,  used  as  a  public  garage,  to  the  storage  of  plumbing  and 
heating  supplies  and  also  in  part  as  a  public  garage ;  that 
at  the  expiration  of  the  seven  year  period,  it  is  proposed 
that  the  use  of  the  building  is  to  revert  to  a  public  garage 
throughout,  affecting  premises  47-55  48th  street,  northeast 
corner  of  48th  avenue  and  47-56  49th  street  (Block  2286, 
Lot  53),  Sunnyside,  Borough  of  Queens;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
February  15,  1944,  subject  to  the  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  meeting  held 
on  May  9,  1944,  after  due  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  48th  (Anable)  avenue  is  in  a  business, 
residence  and  unrestricted  use,  “B”  area  and  1)4  times 
height  district;  48th  (Gosman)  street  is  in  a  business  and 
residence  use,  “B”  area  and  1J4  times  height  district  and 
49th  street  is  in  a  residence  and  unrestricted  use,  “B’’  area 
and  \l/2  times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  February  7,  1944  reads : 

“2.  Premises  is  located  partly  in  a  business  district 
and  partly  in  a  residence  district;  any  change  in  use 
from  that  of  public  garage  to  public  garage  and  storage 
of  plumbing  and  heating  supplies  must  show  compliance 
with  requirements  of  Sec.  3  and  4  of  the  building  zone 
resolution.  See  requirements  of  Sec.  6  of  building  zone 
resolution. 

3.  This  department  is  without  power  to  grant  a  tem¬ 
porary  Certificate  of  Occupancy  for  the  above  use  and 
grant  permission  to  revert  back  to  the  original  use  of 
public  garage.” 

and 

Whereas,  the  applicant  states  that  the  existing  building 
is  1  story  in  height,  of  class  3  construction,  having  a  frontage 
of  190  ft.  on  48th  avenue,  100  ft.  on  48th  street  and  100  ft. 
on  49th  street;  that  the  westerly  portion  of  the  building 
(having  a  frontage  of  100  ft.  on  49th  avenue),  is  in  a  business 
use  district ;  the  remainder  is  in  a  residence  use  district ; 
that  the  building  is  used,  according  to  Certificate  of  Occu¬ 
pancy  19961  dated  September  30,  1925  as  a  public  garage; 
that  it  is  proposed  to  use  the  easterly  portion  of  the  building 
(for  a  term  of  7  years)  for  the  storage  of  plumbing  and 
heating  supplies  and  to  use  the  westerly  portion  of  the 
building  as  a  public  garage  and  at  the  expiration  of  the 
seven  year  term,  it  is  proposed  that  the  use  of  the  entire 
building  revert  to  a  public  garage ;  and 

Whereas,  the  applicant  contends  that  it  seeks  permission 
to  use  the  premises  as  now  existing,  with  no  extension  in 
area,  for  a  temporary  period  of  seven  (7)  years,  expiring 
in  1951,  for  a  public  garage  which  now  legally  exists,  and 
an  additional  use  for  the  storage  of  pipe  fittings  for  the 
plumbing  and  steam  fitting  trade ;  that  the  requested  permit 
for  pipe  fitting  storage  is  now  covered  by  lease  to  the  Neill 
Supply  Company  and  the  terms  therein  require  the  garage 
permit  in  its  entirety  is  to  be  in  force  at  the  termination 
of  the  temporary  permit ;  that  in  substantiation  of  section 
21,  the  Neill  Supply  Company,  successors  to  M.  O’Neill 
Supply  Company,  located  at  1819  Flushing  avenue,  Brooklyn, 
and  at  which  premises  the  business  was  conducted,  were 
ordered  to  vacate  said  premises,  on  a  court  order  of  the 
U.  S.  District  Court,  Eastern  District  of  New  York,  inas¬ 
much  as  the  building  was  taken  over  by  the  U.  S.  Navy, 
a  copy  of  this  order  is  filed  with  this  application;  that  at 
the  present  time  no  other  premises  are  available  for  the 
conduct  of  the  business  and  in  view  of  the  fact  that  the 
Neill  Supply  Company  have  numerous  committments  with 
shipyards  and  defense  plants,  it  is  requested  that  the  Board 
grant  a  temporary  variance  in  the  residence  district  and  the 
temporary  change  of  use  in  the  business  area  until  1951 ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 


Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  occupancy  of  the  easterly  portion  of 
the  existing  garage  building  facing  on  49th  street  to  be 
occupied  as  proposed  for  the  storage  of  pipe  and  pipe 
fittings,  on  condition  that  the  entrance  to  such  garage  for 
such  purposes  shall  be  solely  from  49th  street;  that  no 
manufacturing  or  threading  or  other  operations  on  pipe 
and  pipe  fittings  shall  be  carried  on  during  the  term  of  this 
use ;  that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  month  from  the  date  of  this  resolu¬ 
tion;  that  a  Certificate  of  Occupancy  shall  be  obtained; 
that  upon  the  termination  of  the  use  herein  permitted,  the 
former  garage  use  as  lawfully  established,  may  be  restored. 


583-43-BZ 

APPLICANT — Harry  A.  Yarish,  for  Isidore  Epstein, 
owner  (Ida  Levinson,  lessee). 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  Section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  conversion 
of  occupancy  of  an  existing  building  to  the  storage 
of  rags. 

PREMISES  AFFECTED— 496-500  (492  displayed)  Wat¬ 
kins  street,  west  side,  100  ft.  north  of  Newport 
street  (Block  3605,  Lots  33  and  34)  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  A.  Yarish  and  Isidore  Ep¬ 
stein. 

For  Opposition:  Rabbi  H.  J.  Hirsch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative  . 


4 

0 


THE  RESOLUTION  (583-43-BZ) 

Whereas,  Harry  A.  Yarish,  for  Isidore  Epstein,  owner 
(Ida  Levinson,  lessee),  filed  December  1,  1943,  an  applica¬ 
tion  under  section  7e  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  conversion  of  occupancy  of  _  an 
existing  building  to  the  storage  of  rags,  affecting  premises 
496-500  (492  displayed)  Watkins  street,  west  side,  100  ft. 
north  of  Newport  street  (Block  3605,  Lots  33  and  34), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  9,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Watkins  street  is  in  a  business  and 
unrestricted  use,  “C”  area  and  1  times  height  district;  Os¬ 
born  street  is  in  a  business  and  unrestricted  use,  “C”  area 
and  1  times  height  district;  Newport  street  is  in  an  un¬ 
restricted  use,  “C”  area  and  1  times  height  district  and 
Riverdale  avenue  is  in  a  business  use,  “C”  area  and  1  times 
height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  4,  1943,  on  B.  N.  Applic.  1322-41,  reads: 

“1.  Proposed  occupancy  of  present  two-story  brick 
building  for  the  storage  of  rags  in  contrary  to  Art.  II, 
Section  4(a)  subd.  20  of  the  zoning  resolution,  as  the 
plot  is  located  on  a  business  use  district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  having  a  frontage  of  50  ft.  and  a  depth  of  100  ft.; 
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that  upon  the  southerly  and  the  rear  portions  of  the  plot 
are  located  vacant  frame  sheds ;  that  upon  the  northerly 
street  front  of  the  plot  is  a  two  story,  class  3  building,  25 
ft.  by  50  ft.  in  area ;  occupied  as  a  rag  shop  without  a 
certificate  of  occupancy  and  that  it  is  proposed  to  continue 
the  use  of  the  building  as  a  rag  shop ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  zviriation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7e 
thereof,  for  a  term  of  two  (2)  years  from  the  date  of  this 
resolution,  to  permit  the  building  to  be  used  for  the  sorting 
and  storage  of  wiping  rags,  on  condition  that  no  other  junk 
materials  shall  be  stored  or  dealt  in;  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  all  loading  or  un¬ 
loading  of  rags  in  bales  or  otherwise  shall  be  done  within 
the  building ;  that  no  sign  shall  be  constructed  on  the  build¬ 
ing  either  on  the  roof  or  exterior  walls,  except  that  a  small 
sign  not  over  15  sq.  ft.  may  be  maintained  attached  directly 
to  the  front  wall ;  that  no  material  at  any  time  shall  be 
stored  or  left  on  the  public  street  or  sidewalk  and  no  such 
material  shall  be  kept  in  any  other  portion  of  the  premises 
except  within  the  building  as  herein  permitted ;  that  such 
portable  fire-fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct ;  that  in  all  other  respects,  the 
building  and  use  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto ;  that  all  permits  shall  be  obtained 
within  one  (1)  month  from  the  date  of  this  resolution. 


634-43-BZ 

APPLICANT — Henry  Nordheim,  for  Johnson  Realty  Cor¬ 
poration,  owner  (Bob  Reichler,  lessee). 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning 
resolution,  to  permit  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the  maintenance 
of  a  non.-flashing  neon  business  sign  (erected  with¬ 
out  a  permit). 

PREMISES  AFFECTED — 1751-1759  University  avenue, 
west  side,  101  ft.  south  of  West  Tremont  avenue 
(Block  2878,  Lot  203),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Opposition :  I.  R.  Cohen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (634-43-BZ) 

Whereas,  Henry  Nordheim,  for  Johnson  Realty  Cor¬ 
poration,  owner  (Bob  Reichler,  lessee),  filed  on  December 
29,  1943,  an  application  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  partly  in  a  residence  use  and  partly  in  a 
business  use  district,  the  maintenance  of  a  non-flashing 
neon  business  sign  (erected  without  a  permit)  affecting 
premises  1751-1759  University  avenue,  west  side,  101  ft. 
south  of  West  Tremont  avenue  (Block  2878,  Lot  203), 
Borough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  May  9,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  University  avenue  is  in  a  business  and 


residence  use,  “B”  area  and  1  )4  times  height  district ;  West 
Tremont  avenue  is  in  a  residence  and  business  use,  “B” 
area  and  1  )4  times  height  district ;  Andrews  avenue  is  in 
a  residence  use,  "B  area  and  1)4  times  height  district  and 
Macombs  road  is  in  a  residence  and  business  use,  “B”  area 
and  1)4  times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  23,  1943,  on  Elec.  Sign  Applic.  187-41, 
reads  : 

“1.  The  erection  of  proposed  sign  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  district 
is  contrary  to  Sec.  3  of  the  zoning  resolution. 

2.  In  a  business  use  district  signs  are  not  permitted 
to  cover  more  than  15%  of  the  front  surface  of  the 
building  occupied  by  the  applicant.  Subdivision  49-“a” 
of  Sec.  4  of  the  zoning  resolution.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  having  a  frontage  of  75  ft.  and  a  depth  of  100  ft., 
an  irregular  shaped  area  at  the  northerly  part  of  the  plot 
extends  into  a  residence  use  district — the  remainder  is  in 
a  business  use  district ;  that  upon  these  premises  there  is 
a  Class  3,  one-story  building  containing  five  (5)  stores; 
that  the  sign  in  question  is  located  on  the  facade  of  the 
northerly  store  (1759  University  avenue)  ;  that  the  sign 
extends  for  a  distance  of  approximately  8  ft.  into  a  residence 
use  district — the  remainder  is  in  a  business  use  district ; 
that  it  is  a  non-flashing  neon  business  sign,  4  ft.  8  in.  by 
10  ft.  in  area  (erected  without  a  permit)  ;  that  it  is  pro¬ 
posed  to  continue  the  maintenance  of  this  sign ;  that  ex¬ 
clusive  of  the  sign  in  question,  the  business  signs  on  the 
face  of  the  building  represent  a  coverage  of  approximately 
25%  of  the  area  of  wall  surface  of  the  building  or  an  excess 
of  10%  of  the  coverage  permitted  by  the  zone  resolution; 
that  the  inclusion  of  the  sign  in  question  represents  a  total 
coverage  of  30%  of  the  area  of  the  wall  surface;  and 

Whereas,  the  applicant  contends  that  to  the  north  of 
this  sign,  there  are  more  signs  within  the  residential  dis¬ 
trict  which  continue  clear  around  the  southerly  line  of 
T remont  avenue  to  about  90  ft.  west  of  University  avenue, 
all  of  which  is  within  a  residential  district,  so  that  this 
sign  is  not  a  single  or  isolated  proposition  to  become  ob¬ 
jectionable;  that  the  lessee  of  the  store  in  question  contracted 
for  this  sign  on  September  8,  1938,  and  it  was  erected  six 
months  later  or  about  February,  1939  and  has  existed  to 
this  date  and  granting  another  month  it  will  be  five  years 
on  its  location ;  that  this  sign  is  a  non-flashing  neon  type ; 
that  it  is  an  asset  to  the  lessee’s  business  and  as  his  store 
has  only  an  11  ft.  frontage  on  the  avenue,  it  would  hardly 
be  noticed  at  night  without  an  illuminated  sign  and  as 
previously  said  there  are  signs  in  both  directions  on  either 
side  of  his  place,  most  of  which  are  illuminated ;  that  the 
Board  granted  a  variance  for  many  of  these  signs ;  that 
the  lessee  paid  $285.00  for  this  sign  and  it  would  work  a 
hardship  on  him  to  do  business  without  it ;  that  it  is  there¬ 
fore  requested  that  the  Board  give  this  application  due 
consideration  under  Section  7c  of  the  zoning  resolution,  and 
grant  the  variance  sought;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  thp  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  section  7c  thereof, 
to  permit  the  continuation  of  the  existing  sign  as  indicated 
on  plans  filed  with  this  application  and  as  described,  on 
condition  that  no  additional  signs,  other  than  those  now 
existing  on  such  portion  of  the  building  as  is  located  within 
the  residential  district,  shall  be  erected;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  two  (2) 
months  from  the  date  of  this  resolution  ;  that  this  variance 
shall  continue  only  so  long  as^the  present  tenant  or  his 
successors  in  the  same  line  of  business  occupy  the  premises. 
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74-44-BZ 

APPLICANT — William  Shary,  for  Rose  Lubin,  owner. 
SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7i  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
maintenance  of  a  motor  vehicle  repair  shop,  now 
operating  without  a  certificate  of  occupancy. 
PREMISES  AFFECTED— 375  South  First  street,  north 
side,  63  ft.  4  in.  east  of  Grand  street  extension  and 
206  Grand  street  extension  (Block  2399,  Lot  23), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Shary,  Max  Lubin,  Rose 
Lubin  and  Sol  Abelow. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative  . 


4 

0 


THE  RESOLUTION  (74-44-BZ) 

Whereas,  William  Shary,  for  Rose  Lubin,  owner,  filed 
January  31,  1944,  an  application  under  sections  7i  and  21.  of 
the  zoning  resolution,  to  permit  in  a  business  use  district, 
the  maintenance  of  a  motor  vehicle  repair  shop — now  oper¬ 
ating  without  a  certificate  of  occupancy;  affecting  premises 
375  South  First  street,  north  side,  63  ft.  4  in.  east  of  Grand 
street  extension,  and  206  Grand  street  extension  (Block 
2399,  Lot  23),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  May  9,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Grand  street  extension  is  in  a  business 
use,  “B”  area  and  1 J4  times  height  district;  South  First 
street  is  in  a  business  use,  “B”  area  and  \y>  times  height 
district  and  Hooper  street  is  in  a  business  use,  “B”  area 
and  1  y2  times  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  January  26,  1944,  on  Amendment  to  Alt.  Applic. 
2573-39,  reads : 

“1.  Proposed  additional  use  as  motor  vehicle  repair 
shop  is  contrary  to  Art.  II,  Sec.  4(a)  29  of  the  zoning 
resolution,  as  premises  are  located  in  a  business  use 
district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  shaped  plot  of  ground  having  a  frontage  of 
25  ft.  on  South  First  street,  29  ft.  9  in.  on  Grand  street 
extension  and  a  distance  of  57  ft.  4  in.  along  the  easterly 
lot  line;  that  upon  the  South  First  street  frontage  of  the 
plot  there  is  located  a  3-story,  Class  3  building,  25  ft.  by 
41  ft.  1  in.  in  area,  occupied  upon  the  1st  story  as  a  motor 
vehicle  repair  shop  (operating  without  a  certificate  of  occu¬ 
pancy)  and  on  the  upper  stories  as  dwellings;  that  it  is 
proposed  to  maintain  the  dwelling  use  and  also  the  use  of 
the  1st  story  of  the  building  as  a  motor  vehicle  repair  shop, 
auto  laundry  and  lubritorium  with  ingress  and  egress  to 
the  Grand  street  extension;  and 

Whereas,  the  applicant  contends  that  the  building  was 
purchased  in  1939;  that  the  business  is  conducted  solely  by 
the  owner;  that  to  the  west,  the  floor  in  question  is  small 
in  area;  that  the  site  abuts,  to  the  west,  a  gasoline  station; 
that  there  is  a  gasoline  station  opposite  the  site  on  Grand 
street  extension  and  that  hardship  would  result  if  not  per¬ 
mitted  to  use  the  first  story  of  the  building  as  proposed; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  i,  of  the  zoning  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7i 
thereof,  for  a  term  of  two  (2)  years  from  the  date  of  this 
resolution,  to  permit  the  premises  to  be  used  for  motor 
vehicle  repairing,  auto  laundry  and  greasing  of  motor  vehi¬ 
cles  as  proposed,  on  condition  that  such  use  shall  be  re¬ 
stricted  to  the  street  floor ;  that  the.  entrance  shall  be  only 
from  the  Grand  street  extension ;  that  the  first  floor  ceiling 
throughout  shall  be  fire-retarded,  including  the  soffit  of  the 
stairs  leading  to  the  other  stories,,  all.  substantially  as  indi¬ 
cated  on  plans  filed  with  this  application  marked  “Received 
January  31,  1944”;  that  all  existing  signs  shall  be  removed, 
except  a  flat  sign  attached  to  the  facade  of  the  building 
facing  Grand  street  extension  below  the  sill  level  of  the 
second  story  windows  excluding  any  signs  extending  over 
the  building  line;  that  the  motor  vehicle  repairing  shall  be 
restricted  to  work  that  can  be  done  by  hand  tools  except 
that  a  drill,  grinder  or  other  machine  tool  may  be  main¬ 
tained,  provided  the  motor  power  does  not  exceed  y2  h.p. 
per  machine,  except  the  motor  for  an  air  compressor;  that 
if  any  painting  of  motor  vehicles  is  carried  on  on  the  prem¬ 
ises,  all  requirements  therefor  shall  be  complied  with ;  that 
there  shall  be  no  forge  or  anvil  maintained  on  the  premises ; 
that  the  door  from  the  first  floor  to  the  hallway  leading  to 
South  First  street  shall  be  fireproof  and  self-closing,  as 
indicated  on  plans  filed  with  this  application ;  that  there 
shall  be  no  storage  of  combustible  materials  maintained 
under  such  stairs ;  that  any  motor  vehicle  repairing  shall 
be  carried  on  within  the  building  and  not  on  the  public  street 
or  sidewalk  or  paved  space  in  front  of  the  building ;  that 
such  portable  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct;  that  in  all  other 
respects,  the  building  and  use  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto ;  that  all  permits 
shall  be  obtained  within  one  (1)  month  from  the  date  of 
this  resolution. 


79-44-BZ 

APPLICANT — Lama  and  Proskauer,  for  David  Sirkus, 
owner. 

SUBJECT — Application  (decision  of  the.  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolu¬ 
tion.  to  permit  in  a  residence  use  district, .  the 
alteration  and  the  conversion  of  occupancy  of  an 
existing  building  from  a  garage  for  more  than  five 
motor  vehicles  (under  a  Certificate  of  Occupancy) 
to  a  woodworking  factory  (the  building  is  now 
used  as  a  woodworking  factory  without  a  certificate 
of  occupancy). 

PREMISES  AFFECTED— 194-198  Schenck  avenue,  west 
side,  106  ft.  south  of  Atlantic  avenue  (Block  3963, 
Lot  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Esther  Sirkus. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (79-44-BZ) 

Whereas,  Lama  and  Proskauer,  for  David  Sirkus,  owner, 
filed  February  1,  1944,  an  application  under  section  7e  of 
the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  alteration  and  the  conversion  of  occupancy  of  an  exist¬ 
ing  building  from  a  garage  for  more  than  five  motor  vehicles 
(under  a  certificate  of  occupancy)  to  a  woodworking  fac¬ 
tory,  now  used  as  such  without  a  certificate  of  occupancy; 
affecting  premises :  194-198  Schenck  avenue,  west  side,  106 
ft.  south  of  Atlantic  avenue  (Block  3963,  Lot  18),  Borough 
of  Brooklyn;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting.  May  9,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Schenck  avenue  is  in  residence,  busi¬ 
ness  and  unrestricted  use,  C  area,  \y2  times  height  district; 
Hendrix  street  is  in  residence,  business  and  unrestricted 
use,  C  area  and  1 l/2  times  height  district ;  Atlantic  avenue 
is  in  business  use,  C  area  and  1  y2  times  height  district;  and 
Liberty  avenue  is  in  business  use,  C  area  and  1  y2  times 
height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  27,  1944,  re  Alt.  Applic.  171-44,  reads: 

“1.  Proposed  occupancy  as  a  woodworking  factory 
within  a  residential  use  district  is  contrary  to  Art.  2, 
Sect.  3  of  the  zoning  resolution.” 

and 

Whereas,  the  applicant  states  the  existing  building  is  one 
story  in  height,  Class  3  construction,  50  ft.  front  by  100  ft. 
deep;  that  according  to  Certificate  of  Occupancy  106115, 
dated  July  8,  1942,  the  legal  use  is  “storage  garage  for 
more  than  five  (5)  cars”;  that  according  to  Building  De¬ 
partment  records,  the  premises  have  been  converted  from  a 
garage  to  a  woodworking  shop  and  is  being  occupied  as 
such  without  a  certificate  of  occupancy ;  that  a  gypsum  block 
partition  has  been  erected  and  a  paint  spraying  device  in¬ 
stalled  without  plans  or  a  permit  from  the  Building  De¬ 
partment  and  that  it  is  proposed  to  continue  the  present 
occupancy ;  and 

Whereas,  the  applicant  contends  that  the  present  owner 
I  desires  to  change  the  garage  use  to  a  woodworking  shop ; 
that  directly  across  the  street  (Block  3964,  Lot  8),  is  located 
the  Borden’s  Barns  and  Milk  Station;  that  Block  3964,  Lots 
4,  5  and  6,  is  an  open  area  used  for  automobile  parking  by 
the  Borden  Milk  Company;  that  Block  3963,  Lot  9,  is  a 
gasoline  service  station  and  Block  3963,  Lot  12,  is  a  junk 
shop ;  that  therefore,  in  view  of  the  fact  the  present  use 
is  nonconforming  and  there  are  numerous  other  nonconform¬ 
ing  uses  in  the  immediate  area,  it  is  requested  the  applica¬ 
tion  be  granted ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  two  (2)  years  from  the  date  of  this  resolu¬ 
tion,  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area,  and  shall  be  used  and  occupied  substan¬ 
tially  as  proposed ;  that  such  portable  fire-fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct ; 
that  the  gasoline  storage  tank  shall  be  filled  and  sealed  to 
the  satisfaction  of  the  fire  commissioner;  that  no  signs  shall 
be  erected  on  the  premises  or  any  walls  or  roof  thereof, 
except  that  there  may  be  maintained  a  sign  advertising  the 
name  of  the  concern,  provided  such  sign  is  attached  directly 
to  the  front  wall  of  the  building  as  now  installed  and  is 
not  illuminated  and  no  other  signs  are  displayed ;  that  in  all 
other  respects,  the  building  and  use  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  two 
(2)  months  from  the  date  of  this  resolution. 


147-44-BZ 

APPLICANT — Saul  Goldsmith,  for  The  Dime  Savings 
Bank  of  Brooklyn,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  building  used  (under 
a  Certificate  of  Occupancy)  as  1st  story,  stores  and 
storage ;  2nd,  3rd  and  4th  stories,  manufacturing 


and  storage,  to  a  proposed  occupancy  of  1st  story, 
stores  and  storage;  2nd,  3rd  and  4th  stories,  manu¬ 
facturing  on  a  floor  area  in  excess  of  the  permissible 
100%  of  the  area  of  the  plot  as  provided  in  the 
zoning  resolution. 

PREMISES  AFFECTED— 166-176  Livingston  street,  south 
side,  79  ft.  6  in.  east  of  Smith  street  and  149-153 
Schermerhorn  street  (Block  164,  Lot  13),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Saul  Goldsmith,  H.  E.  White  and 
Mr.  Leepson. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (147-44-BZ) 

Whereas,  Saul  Goldsmith,  for  The  Dime  Savings  Bank 
of  Brooklyn,  owner,  filed  March  8,  1944,  an  application 
under  sections  7c  and  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  conversion  of  occupancy  of 
a  building  used  (under  a  Certificate  of  Occupancy)  as  1st 
story,  stores  and  storage;  2nd,  3rd  and  4th  stories,  manu¬ 
facturing  and  storage,  to  a  proposed  occupancy  of  1st  story, 
stores  and  storage ;  2nd,  3rd  and  4th  stories,  manufacturing 
on  a  floor  area  in  excess  of  the  permissible  100%  of  the 
area  of  the  plot  as  provided  in  the  zoning  resolution ;  affect¬ 
ing  premises  166-176  Livingston  street,  south  side,  79  ft. 
6  in.  east  of  Smith  street  and  149-153  Schermerhorn  street 
(Block  164,  Lot  13),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  May  9,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Livingston  street  is  in  a  business  use, 
“B”  area  and  2  times  height  district ;  Schermerhorn  street 
is  in  a  business  use,  “B”  area  and  2  times  height  district 
and  Smith  street  is  in  a  business  use,  “B”  area  and  2  times 
height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  24,  1944,  on  Alt.  Applic.  407-44,  reads : 

“1.  Proposed  factory  used  in  premises  located  in  a 
business  zone  and  occupying  more  than  25%  of  the 
combined  floor  area  of  building  is  contrary  to  Article 
II,  Section  4(c)  of  the  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  shaped  plot  with  a  frontage  of  115  ft.  on 
Schermerhorn  street,  125  ft.  6  in.  on  Livingston  street  and 
a  depth  of  171  ft.  6  in.;  that  upon  the  easterly  Schermerhorn 
street  front  of  the  plot  there  is  a  3-story,  non-fireproof 
building,  22  ft.  by  39  ft.  in  area — now  used  for  storage ;  that 
it  is  proposed  to  continue  this  use,  that  upon  part 
of  the  remainder  of  the  plot  there  is  a  1 -story  and  also  4- 
story  fireproof  building,  having  a  frontage  of  71  ft.  on 
Schermerhorn  street,  124  ft.  6  in.  on  Livingston  street  and 
a  depth  of  171  ft.  6  in. — occupied  in  accordance  with  Cer¬ 
tificate  of  Occupancy  4778,  dated  September  24,  1919,  as: 
1st  floor,  stores  and  storage;  2nd,  3rd  and  4th  stories, 
manufacturing  and  storage;  that  it  is  proposed  to  use  this 
building  as:  1st  story,  stores  and  storage;  2nd,  3rd  and 
4th  stories,  manufacturing ;  that  the  proposed  area  of  the 
building  to  be  used  for  manufacturing  is  42,285  sq.  ft;  that 
the  permissible  area  usuable  for  manufacturing  (space  equal 
to  the  area  of  the  lot)  is  20,449  sq.  ft  and  that  the  manu¬ 
facturing  use  will  be  limited  to  the  manufacture  of  cloth¬ 
ing  ;  and 

Whereas,  the  applicant  contends  that  the  occupancy  of 
the  building  as  erected  in  1919  was:  cellar,  storage;  1st 


393 


MINUTES 


floor,  stores  and  storage ;  2nd,  3rd  and  4th  floors,  manu¬ 
facturing  and  storage;  that  it  is  now  proposed  to  change 
the  occupancy  of  the  upper  floors  from  manufacturing  and 
storage  to  factory,  as  follows :  cellar,  storage ;  1st  floor, 
stores  and  storage ;  2nd,  3rd  and  4th  floor,  factory ;  that 
the  factory  and  manufacturing  uses  for  the  2nd,  3rd  and 
4th  floors  shall  be  limited  to  uses  only  not  prohibited  under 
Sec.  4a  of  the  zoning  resolution ;  that  the  ownership  of  the 
building  was  taken  by  the  present  owners  in  1937 ;  and 
Whereas,  on  May  5,  1944,  the  applicant  filed  with  the 
Board,  a  communication  reading  as  follows  : 

“I  respectfully  request  an  amendment  to  the  principal 
points  as  submitted. 

We  desire  to  occupy  the  2nd,  3rd  and  4th  floors  to 
a  maximum  of  75%  for  manufacturing  clothing.  This 
means  75%  of  each  of  the  2nd,  3rd  or  4th  floor  areas 
respectively  or  75%  of  the  combined  floor  areas  of  the 
2nd,  3rd  and  4th  floors.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standard  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  building  to  be  occupied  substantially 
as  proposed  and  as  indicated  on  plans  filed  with  this  appli¬ 
cation  marked  “Received  March  8,  1944,”  on  condition  that 
manufacturing  shall  be  restricted  to  the  three  upper  floors 
of  the  building ;  that  manufacturing  on  such  floors  shall 
occupy  not  more  than  75%  of  the  combined  area  of  such 
floors  and  not  more  than  75%  of  the  area  on  any  of  such 
floors ;  that  no  manufacturing  shall  be  permitted  on  the 
street  floor  or  cellar;  that  the  sprinkler  system  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner  ; 
that  in  all  other  respects,  the  building  and  use  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto ;  that 
this  variation  shall  continue  only  so  long  as  the  building  is 
occupied  as  proposed,  by  the  prospective  purchaser  or  its 
successors  or  assigns  in  the  same  line  of  business ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within  two 
(2)  months  from  the  date  of  this  resolution. 


175-44-BZ 

APPLICANT — John  J.  Cromshow,  for  John  J.  Barrett, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  extension 
of  an  existing  business  use  (undertaking  establish¬ 
ment  arranged  for  embalming  and  for  holding  fun¬ 
eral  services) — located  in  part  of  424  West  51st 
street — into  parts  of  two  buildings  adjoining  to  the 
east;  a  part  of  the  basement  of  one  of  the  adjoining 
buildings  (422  West  51st  street)  was  used  as  a 
restaurant;  the  remainder  of  the  adjoining  buildings 
(420  and  422  West  51st  street)  and  part  of  424 
West  51st  street  are  occupied  as  dwellings. 
PREMISES  AFFECTED — 420-424  West  51st  street,  south 
side,  491  ft.  6  in.  east  of  Tenth  avenue  (Block  1060, 
Lots  44,  44)4  and  45),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  J.  Cromshow  and  Andrew 
Taggard. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem  and  Henry 
Pheney,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (175-44-BZ) 

Whereas,  John  T.  Cromshow  for  John  J.  Barrett,  owner, 
filed  March  24,  1944,  an  application  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
extension  of  an  existing  business  use  (undertaking  estab¬ 
lishment  arranged  for  embalming  and  for  holding  funeral 
services),  located  in  part  of  424  West  51st  street — into  parts 
of  two  buildings  adjoining  to  the  east;  a  part  of  the  base¬ 
ment  of  one  of  the  adjoining  buildings  (422  West  51st 
street)  was  used  as  a  restaurant,  the  remainder  of  the  ad¬ 
joining  buildings  (420-422  West  51st  street)  and  part  ,  of 
424  West  51st  street  are  occupied  as  dwellings;  affecting 
premises  420-424  West  51st  street,  south  side,  491  ft.  6  in. 
east  of  Tenth  avenue  (Block  1060,  Lots  44,  44%  and  45), 
Borough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  May  9,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  51st  street  is  in  a  residence, 
retail  and  business  use,  “B”  area  and  1)4  times  height  dis¬ 
trict;  West  50th  street  is  in  a  residence,  retail  and  business 
use,  “B”  area  and  1)4  times  height  district  and  Ninth  ave¬ 
nue  is  in  a  retail  use,  “B”  area  and  1)4  times  height  district; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  29,  1944,  and  amended  April  3,  1944,  on  Alt. 
Application  128-44,  reads : 

“The  only  objection  upon  which  a  ‘reconsideration’ 
has  been  denied  is  as  follows  : 

A-l :  These  buildings  are  in  a  residence  district.  The 
records  of  this  department  do  not  indicate  that  any  part 
of  the  premises  of  420  West  51st  street  is  used  for  busi¬ 
ness  purposes.  However,  the  records  do  indicate  that 
a  portion  of  the  basement  in  the  premises  of  422  West 
51st  street  was  formerly  used  for  restaurant  purposes. 
This  portion  of  the  building  is  now  vacant  and  unused. 

The  records  also  indicate  that  the  basement  and  first 
floor  of  the  premises  of  424  West  51st  street  are  pres¬ 
ently  occupied  by  a  funeral  director. 

Under  this  application  it  is  proposed  to  extend  the 
use  of  the  portion  of  the  building  now  occupied  by  the 
funeral  director  in  the  premises  of  424  West  51st  street 
to  the  premises  of  422  and  420  West  51st  street.  Under 
the  provisions  of  the  zoning  resolution  this  extension 
and  change  in  use  are  not  permitted  by  Art.  II,  Sec.  3 
and  Sec.  6.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  having  a  frontage  of  49  ft.  10  in.  and  a  depth  of 
100.5  ft. ;  that  upon  this  plot  are  located  three  buildings, 
four  stories  and  basement  in  height,  of  class  3  construction, 
Nos.  420,  422  and  424  West  51st  street;  that  No.  420  is 
16  ft.  4  in.  by  70  ft.  in  area  and  occupied — basement,  business 
office  and  work  shop  (without  permit)  upper  stories, 
dwellings;  that  No.  422  is  17  ft.  by  54  ft.  in  area  and 
occupied — basement,  restaurant  (vacant  at  present)  ;  upper 
stories,  dwellings;  that  No.  424  is  16  ft.  6  in.  by  54  ft.  in 
area  and  occupied  basement  and  1st  story,  undertaking 
establishment  arranged  for  embalming  and  for  holding 
funeral  services ;  upper  stories,  dwellings ;  that  it  is  pro¬ 
posed  to  alter  these  buildings,  as  shown  upon  the  plans  filed 
with  application  and  to  use  the  basement  store  of  the  three 
buildings  as  a  undertaking  establishment ;  to  continue  the  use 
of  the  1st  story  of  424  West  51st  street  as  a  funeral  parlor 
and  to  use  the  remaining  area  of  the  building  as  dwellings ; 
and 

Whereas,  the  applicant  contends  as  to  420  West  51st 
street,  that  the  cellar  is  occupied  as  a  boiler  room  and  stor¬ 
age  and  proposed  to  be  occupied  as  storage ;  that  the  base¬ 
ment  is  occupied  as  office,  workshop  and  kitchen  and  pro¬ 
posed  to  be  occupied  in  front  portion  as  apartment  for 
janitor  and  rear  portion  as  show  room  and  embalmers  work 
room,  with  exit  to  yard  as  shown  on  plan ;  that  the  first 
floor  is  occupied  as  an  apartment  and  proposes  to  con- 
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tinue  this  occupancy;  that  the  stairs  on  the  first  floor  will 
be  altered,  stoop  removed  and  a  new  front  window  in¬ 
stalled  as  shown  on  plans;  that  the  2nd,  3rd  and  4th  floors 
will  remain  unchanged;  that  as  to  premises  422  West  51st 
street,  the  cellar  is  occupied  as  boiler  room  and  storage 
and  proposed  to  be  occupied  as  boiler  room  and  storage ; 
that  new  concrete  stairs  will  be  installed  to  the  yard  for 
exit  and  arch  openings  cut  in  brick  wall  to  connect  with 
the  three  buildings;  that  the  basement  is  vacant  (formerly 
occupied  as  restaurant)  ;  that  it  is  proposed  to  be  occupied 
as  offices  in  the  front  portion  and  the  rear  portion  will  be 
occupied  as  mortuary  connected  with  a  corridor  and  with 
additional  exit  to  the  yard;  that  the  first  floor  is  occupied 
as  an  apartment  and  will  remain  as  such,  with  the  exception 
of  altering  the  stairs  and  removing  some  partitions ;  that 
the  2nd,  3rd  and  4th  floors  will  remain  unchanged;  that  as 
to  premises  424  West  51st  street,  the  cellar  is  occupied  as 
boiler  room,  storage  and  embalmers  work  room  and  pro¬ 
posed  to  be  occupied  as  boiler  room,  men’s  toilet  rooms  and 
smoking  room,  ventilated  by  mechanical  ventilation  and 
arch  openings  cut  in  brick  wall  to  connect  the  three  build¬ 
ings ;  that  the  basement  is  occupied  as  waiting  room,  office 
and  toilets  and  proposed  to  be  occupied  as  waiting  room 
and  mortuary  and  connected  with  corridor  to  buildings 
420-422-424,  that  new  interior  stairs  will  be  installed  from 
basement  to  first  floor  funeral  parlor;  that  the  stoop  will 
be  removed  and  new  door  and  windows  installed  where 
the  stoop  is  removed  in  the  front  wall ;  that  the  first  floor 
is  occupied  as  a  funeral  parlor  which  is  entered  from  public 
stair  hall  and  stoops,  and  proposed  to  be  occupied  as  funeral 
parlor  connected  by  a  new  interior  stair  to  the  basement; 
that  new  exit  door  will  be  cut,  opening  in  1st  floor  hall 
and  front  extension ;  high  stoop  and  front  door  removed 
and  new  window  installed;  that  stairs  from  1st  to  2nd 
floors  will  be  altered  and  some  new  partition  installed  as 
shown  on  plans ;  that  the  proposed  undertaking  establishment 
will  be  occupied  by  a  maximum  at  any  one  time  of  less 
than  75  persons;  that  Item  No.  2  to  No.  9  of  objection  of 
the  borough  superintendent  dated  February  29,  1944,  will 
be  complied  with ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  buildings  in  part  and  substantially  as 
indicated  on  plans  filed  with  this  application  marked  “Re¬ 
ceived  March  24,  1944”  to  be  used  for  a  public  building 
occupancy  as  proposed,  on  condition  that  such  public  build¬ 
ing  occupancy  shall  not  be  extended  beyond  the  basement 
of  the  three  buildings  and  the  first  floor  of  the  building  at 
No.  424  West  51st  street  as  indicated  on  such  plans;  that 
all  openings  in  the  walls  between  the  buildings,  as  indi¬ 
cated  both  in  the  cellar  and  in  the  basement,  shall  be  pro¬ 
tected  with  fire  doors  complying  with  the  requirements  of 
the  Code  for  openings  in  fire  walls ;  that  the  cellar  ceiling 
shall  be  fire-retarded  throughout;  that  all  stairs  to  cellar 
shall  be  enclosed  in  accordance  with  the  requirements ;  that 
the  existing  extension  of  No.  422  to  the  building  line  shall 
be  removed ;  that  the  facades  of  all  three  buildings  shall 
be  renovated  as  proposed ;  that  all  signs  existing  on  the 
building  shall  be  removed,  except  one  advertising  the 
undertaker’s  business  and  funeral  parlor ;  that  the  existing 
sign  attached  to  the  front  wall  of  No.  424,  may  be  moved 
and  reinstalled  on  the  front  wall  at  Building  No.  422;  that 
all  existing  violations  and  all  requirements  of  the  Multiple 
Dwelling  Law  shall  be  complied  with  as  to  the  occupancy 
of  the  upper  stories ;  that  the  buildings  shall  not  be  increased 
in  height  or  area ;  that  in  all  other  respects,  the  buildings 
and  use  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of 
this  resolution. 


184-44-BZ 

APPLICANT — Joseph  Lau,  for  Robert  L.  Rothfeld  (one 
of  the  trustees  u/w  of  Bettie  Rothfeld),  owner. 
SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  and  B  area  district,  the 
alteration  and  conversion  of  occupancy  of  an  exist¬ 
ing  building  from  a  social  club  to  offices,  reading  of 
plays  and  (theatrical)  rehearsals;  also,  the  building 
does  not  comply  with  the  rear  yard  requirements 
of  the  zoning  resolution. 

PREMISES  AFFECTED — 23-25  West  53rd  street,  north 
side,  460  ft.  west  of  Fifth  avenue  (Block  1269,  Lot 
18),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  Lau,  Nathan  J.  Gottlieb, 
Theresa  Helbern  and  Armina  Marshall. 

For  Opposition:  John  Dieckman,  Elwood  Hughes 
and  John  G.  Forbes. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (184-44-BZ) 

Whereas,  Joseph  Lau,  for  Robert  D.  Rothfeld  (one  of 
the  trustees  u/w  of  Bettie  Rothfeld),  owner;  Theatre  Guild. 
Inc.,  lessee,  filed  March  27,  1944,  an  application  under  sec¬ 
tion  7e  of  the  zoning  resolution  to  permit,  in  a  residence 
use  and  B  area  district,  the  alteration  and  conversion  of 
occupancy  of  an  existing  building  from  a  social  club  to 
offices,  reading  of  plays  and  (theatrical)  rehearsals ;  also, 
the  building  does  not  comply  with  the  rear  yard  requirements 
of  the  zoning  resolution,  affecting  premises  23-25  West 
53d  street,  north  side,  460  ft.  west  of  Fifth  avenue  (Block 
1269,  Lot  18),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  May  9,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  53rd  street  is  in  residence  and 
retail  use,  B  area,  and  \y2  times  height  districts;  West 
54th  street  is  in  residence  and  retail  use,  B  area  and  \l/2 
times  height  districts ;  and  Fifth  avenue  is  in  restricted 
retail,  B  area,  and  \l/2  times  height  districts;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1944,  re  Alt.  Applic.  262-44,  reads: 

“1A.  Proposed  use  of  bldg,  for  offices,  reading  of 
plays  and  rehearsals  is  not  permitted  in  a  Residence 
district,  being  contrary  to  Sec.  3,  Art.  II  Zoning  Reso¬ 
lution. 

IB.  Rear  yard  does  not  comply  with  bldgs,  in  a  “B” 
area  District  as  it  is  less  and  lO'-O"  deep.” 
and 

V  hereas,  the  applicant  states  that  the  existing  building 
is  fireproof,  four  stories  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  85  ft.  4  in.  on  the  1st,  3rd  and  4th  stories, 
and  100  ft.  5  in.  on  2nd  story;  that  according  to  Certificate 
of  Occupancy  13372-27,  dated  December  2,  1927,  the  building 
is  occupied  as  a  social  club;  1st  story,  10  persons;  2nd 
story,  30  persons ;  3rd  story,  40  persons ;  4th  story,  25  per¬ 
sons  ;  that  it  is  proposed  to  alter  the  building  and  convert 
the  occupancy  to  offices,  reading  of  plays  and  (theatrical) 
rehearsals;  1st  story,  10  persons;  2nd  story,  30  persons; 
3rd  story,  10  persons;  4th  story,  10  persons;  that  also,  the 
building  does  not  comply  with  the  B  area  rear  yard  require¬ 
ments  of  the  zoning  resolution ;  and 

Whereas,  the  applicant  contends  that  the  building  has 
one  interior  fireproof  stair  containing  winders  leading  from 
street  to  roof  and  also  goes  to  cellar;  that  the  main  stair, 
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5  ft.  wide,  leads  from  street  to  4th  floor ;  that  the  two 
stairways  are  located  at  the  center  of  the  building  adjacent 
to  each  other,  but  with  no  distance  greater  than  40  ft.  to 
any  part  of  the  floor;  that  the  main  stairs  is  double  flight, 

5  ft.  wide  each,  entirely  fireproof  from  1st  to  2nd  floors, 
enclosed  in  fireproof  partitions  and  from  2nd  to  4th  floors 
is  5  ft.  wide  of  wood  construction,  all  doors  being  of  heavy 
wood  which  will  be  made  self-closing;  there  is  an  inside 
stair  leading  to  the  cellar  from  the  interior  of  building, 
and  since  no  occupants  will  be  in  the  cellar,  this  one  stair 
seems  adequate  in  a  fireproof  building ;  that  there  are  double 
steel  doors  at  the  curb  opening  into  present  area,  used  for 
ash  removel,  which  provide  an  excellent  additional  means 
of  access ;  that  the  present  yard  is  9  ft.  1  in.  deep  with  an 
extension  on  the  2nd  floor  which  is  24  ft.  4  in.  wide,  extend¬ 
ing  out  to  lot  line  on  2nd  floor  only;  that  there  are  two 
side  yards,  21  ft.  1  in.  deep  by  12  ft.  10  in.  wide  with  a  total 
clear  opening  of  540  sq.  ft.,  while  the  rear  yard  as  required 
by  law  would  have  an  area  of  50  ft.  by  10  ft.  or  aOO 
sq.  ft. ;  that  the  present  open  area  is  40  sq.  ft.  greater 
than  that  required ;  that  this  building  was  occupied  as  a 
social  club  and  is  now  vacant  and  has  been  for  some  time, 
since  there  is  no  demand  for  club  occupancy ,  that  the 
best  possible  use  to  which  it  may  be  put  is  that  requested , 
that  the  taxes  are  very  high  and  in  order  to  have  the 
building  self-sustaining,  the  owner  must  find  use  for  it 
other  than  that  permitted  exclusively  in  a  residential 
zone;  that  if  owner  is  compelled  to  comply  with  Sec.  3 
of  Zoning  Resolution,  a  grave  hardship  will  be  endured; 
that  the  Theatre  Guild,  Inc.  the  tenant  wishing  to  occupy 
the  premises  is  of  a  very  high  grade  tenancy ;  that  inas¬ 
much  as  an  office  use  is  restricted  in  this  district,  recon¬ 
sideration  is  respectfully  requested  for  a  variation  of  Sec¬ 
tion  3  of  the  Zoning  Resolution  under  the  authority  vested 
in  the  Board  by  Section  21  thereof  and  to  grant  permission 
to  utilize  the  premises,  for  the  use  stated;  that  the  Theatre 
Guild,  Inc.  (proposed  lessee)  is  organized  as  a  corporation 
under’  the  laws  of  the  State  of  New  York;  that  the  building 
will  be  used  for  its  executive  offices,  wherein  authors  will 
be  interviewed  and  their  plays  discussed  with  them ;  that 
most  of  the  rooms  will  be  furnished  like  a  private  house 
rather  than  an  office ;  there  will  be  no  signs  or  indications 
from  the  outside  to  distinguish  it  from  the  other  houses 
on  the  street;  that  the  clerical  force  of  the  Theatre  Guild 
will  work  in  the  building  and  they  consist  at  present  of 
less  than  25  employees;  that  the  occupancy  on  each  floor 
and  maximum  number  of  employees  are :  Cellar,  storage, 
no  persons j  1st  floor,  offices,  6  persons;  2nd  floor,  offices 
and  rehearsal  room,'  5  persons,  except  during  4  weeks  when 
rehearsals  take  place  when  there  might  be  25  more  persons ; 
3rd  floor,  offices,  6  persons;  4th  floor,  offices,  5  to  10  per¬ 
sons  ;  that  the  rehearsal  room  on  the  2nd  floor  will  be  used 
only  about  4  weeks  out  of  each  year;  that  generally  speak¬ 
ing,  the  plays  are  rehearsed  in  the  theatre  and  it  is  only 
at  the  very  beginning  of  production  that  this  room  on  the 
2nd  floor  will  be  used  for  rehearsal  purposes ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  an  application  is  now  pending  before  the  City 
Planning  Commission  for  hearing  on  May  31,  1944,  to 
consider  the  change  of  zone  in  this  street  from  residence  to 
restricted  retail ;  and 

Whereas,  The  Theatre  Guild,  Inc.  has  caused  to  be 
included  in  the  proposed  lease  and  agrees  to  abide  by  a 
provision  designed  to  render  the  proposed  occupancy  unob¬ 
jectionable  to  the  owners  in  the  block  as  well  as  the 
nearby  owners  on  West  54th  street  and  which  reads  as 
follows : 

“The  Tenant  agrees  for  itself,  its  successors  and 
assigns,  subtenants  and  any  other  occupants  of  the 
demised  premises,  that  no  activities  shall  be  conducted 
on  said  premises  involving  dancing  rehearsals  or  musical 
rehearsals,  other  than  dramatic  rehearsals, _  and  that 
there  will  be  played  on  said  premises  no  music  resulting 
in  annoyance  to  residents  of  other  property  on  the  block 
where  said  premises  are  located,  but  nothing  in  this 


paragraph  shall  be  deemed  to  prevent  the  quiet  and 
orderly  playing  of  a  piano  in  the  said  premises  from 
time  to  time.” 

and 

Whereas,  the  applicant  has  changed  the  basis  of  his 
application  from  section  21  to  section  7e;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7e 
thereof,  for  a  term  of  two  (2)  years  to  permit  the  building 
to  be  occupied  substantially  as  proposed,  on  condition  that 
the  building  shall  not  be  increased  in  height  or  area  and 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto  other  than  as  modified  by  the  Board  under  Cal. 
186-44-A ;  that  the  existing  rear  yard  as  established  when 
the  building  was  erected  in  1902,  shall  not  be  diminished  or 
built  over  other  than  as  existing;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  three  (3)  months 
from  the  date  of  this  resolution;  that  this  variance  may 
commence  as  of  August  1,  1944. 


MATERIALS  AND  APPLIANCE  SUBMITTED 
FOR  APPROVAL 

1020-38-SM 

APPLICANT — Universal  Atlas  Cement  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  re  Atlas  Duraplastic  Air-Entraining 
Portland  cement  and  Atlas  Dark  Portland  cement, 
Approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  referred  to  the  Committee  on  Tests. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


800-39-SM 

APPLICANT — U.  S.  Gypsum  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  ^and 
approval  of  additional  material — Sabinite  “M” 
Acoustical  Plaster — re  Application  for  Approval  of 
Gypsum  Plaster  Red  Top  and  Samson  Brands 
(previously  approved). 

APPEARANCES— 

For  Applicant:  R.  R.  Heiges. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  referred  to  the  Committee  on  Tests. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . '•  0 


842-42-SM 

APPLICANT — P.  &  F.  Corbin  Division  of  American 
Hardware  Corporation  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Corbin  Automatic  Exit 
Fixtures  or  Panic  Bolts,  Approval  of. 

APPEARANCES— 

For  Applicant :  H.  Helmus. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  referred  to  the  Committee  on  Tests. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 
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830-39-SM 

APPLICANT — Metal  Door  Associates,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  temporary  approval — re  NYK-A  and 
NYK-B  1-hour  Metal  Covered  Fire  Doors,  ap¬ 
proval  of  (approved  for  temporary  period). 
APPEARANCES— 

For  Applicant:  B.  K.  Weingrad. 

ACTION  OF  BOARD — Application  reopened  and  tempo¬ 
rary  approval  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TEMPO¬ 
RARY  APPROVAL— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (830-39-SM) 

Whereas,  this  material  known  as  the  NYK-A  Fire  Door 
and  NYK-B  Fire  Door  (One-Hour  Door),  was  approved 
by  the  Board  on  January  21,  1941,  for  a  temporary  period 
of  six  months  and  the  temporary  approval  was  extended  on 
July  23,  1941  for  a  period  of  four  months;  and 

Whereas,  the  resolution  was  amended  on  September  23, 
1941,  November  3,  1943,  and  February  1,  1944;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  temporary  approval ;  and 

Whereas,  an  application  has  been  filed  under  Cal.  518- 
43-SM  for  test  and  approval  of  one  and  one-half  (1^2  hour 
kalamein  door  which  it  is  proposed  to  manufacture  in  sub¬ 
stitution  of  the  NYK-A  and  NYK-B  doors;  and 
Whereas,  in  view  of  the  filing  of  such  new  application, 
a  request  has  been  made  for  a  further  term  of  the  temporary 
approval  under  Calendar  830-39-SM. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  by  the  Board  July  23, 
1941,  as  amended  by  resolutions  adopted  through  February 
1,  1944,  only  as  to  the  term  of  the  temporary  approval,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  in  view  of  the  progress  of  tests  about  to  be 
made  by  the  Underwriters  Laboratories  in  Chicago, 
such  temporary  approval  may  be  considered  to  have 
been  extended  for  four  (4)  months  from  the  date  of 
this  amended  resolution ;  that  this  extension  shall  be 
deemed  to  apply  to  all  manufacturers  who  have  joined 
in  the  application  under  Cal.  830-39-SM.” 

408-43-SA 

APPLICANT — The  Bastian-Blessing  Co.,  owner. 
SUBJECT — Rego  Economizer  (for  control  of  flow  of  gases 
to  Oxy-acetylene  blowpipes),  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (408-43-SA) 

Whereas,  The  Bastian-Blessing  Company,  owner,  filed 
on  August  18,  1943,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as 
the  Rego  Economizer  (for  control  of  flow  of  gases  to  Oxy- 
acetylene  blowpipes)  ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

April  12,  1944. 

Re :  Cal.  408-43-SA 

Subject:  Rego  Economizer  (for  control  of  flow  of  gases 
to  Oxy-acetylene  Blowpipes). 

The  Bastian-Blessing  Company  filed  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval 


of  the  Rego  Economizer  (for  control  of  flow  of  gases 
to  Oxy- Acetylene  Blowpipes)  under  the  provisions  of 
C19-93.0  Adiministrative  Code. 

DESCRIPTION 

This  is  a  device  for  controlling  the  flow  of  gases  to 
an  oxy-acetylene  blowpipe.  It  is  designed  to  obviate 
the  waste  of  gas  and  time  necessitated  by  the  closing 
of  the  blowpipe  valves  and  relighting  the  blowpipe  be¬ 
tween  operations.  The  devise  has  a  shut-off  valve  for 
each  gas. 

Assembly : 

The  device  consists  essentially  of  a  body,  diaphragm, 
plunger  pins,  and  lever  arrangement.  The  body  is 
so  constructed  that  standard  hose  connections  can  be 
attached.  The  diaphragms  are  held  in  place  by  plates 
which  thread  into  the  body.  The  lever  mechanism 
is  hinged  at  one  end  and  supported  near  its  center  by 
a  spring  which  tends  to  keep  it  in  a  raised  position. 
The  lever  is  equipped  with  two  plunger  screws  which 
transmit  any  pressure  from  the  lever  through  the 
plunger  pin  to  the  diaphragm.  There  are  four  openings 
in  the  body,  two  for  acetylene  inlet  and  outlet  and  two 
for  oxygen  inlet  and  outlet. 

The  oxygen  and  acetylene  parts  of  the  device  are 
entirely  separate  from  each  other  but  they  are  both 
operated  by  the  same  movement  of  the  lever. 

Normally  the  spring  keeps  the  lever  in  a  raised 
position  and  there  is  no  force  applied  to  the  diaphragm. 
Consequently,  the  gas  is  allowed  to  flow  through  the 
valve  and  to  the  blowpipe.  When  a  weight  is  applied 
to  the  hook  such  as  hanging  a  blowpipe  on  it,  the  lever 
operates  on  its  hinge  and  transmits  pressure  through  the 
plunger  pin  to  the  diaphragm  and  closes  the  opening, 
stopping  the  flow  of  gases.  A  pilot  is  provided  as  an 
integral  part  of  the  body  with  an  opening  into  the  acetyl¬ 
ene  side.  The  amount  of  acetylene  which  flows  in  the 
pilot  burner  is  regulated  by  a  small  valve. 

Construction  Details : 

Body — The  Body  is  a  brass  forging  approximately 
4  in.  long,  1  V\  in.  high,  and  varying  from  1  to  1J4  in. 
in  width.  Two  bosses  are  provided  for  mounting  the 
device,  also  they  serve  as  a  means  of  securing  the  lever. 
Four  threaded  openings  are  provided  for  mounting  the 
device,  also  they  serve  as  a  means  of  securing  the  lever. 
Four  threaded  openings  are  provided  at  the  bottom  for 
connecting  brass  bosses.  These  bosses  are  provided  as 
a  part  of  the  device.  The  bosses  on  the  acetylene  side 
are  equipped  with  standard  left  hand  threads.  The  upper 
portion  of  the  boss  is  machined  to  form  a  valve  seat 
and  bearing  for  the  diaphragm.  These  openings  are 
threaded  to  accommodate  the  diaphragm  plate. 

Diaphragm — The  diaphragm  plates  are  brass  forgings 
1  3/16  in.  in  diameter  and  3/16  in.  thick.  A  hexagonal 
shaped  boss  extends  in.  above  the  plate.  A  hole  is 
provided  through  the  plate  to  permit  sliding  of  the 
plunger  pin.  The  steel  plunger  pin  is  54  in.  long,  the 
lower  */8  in.  being  in.  in  diameter  and  the  remainder 
3/16  in.  in  diameter. 

Lever — The  lever  is  a  brass  forging  approximately  five 
inches  long  with  a  hook  at  one  end  and  drilled  at  the 
other  to  accommodate  the  pin  which  secures  it  to  the 
body.  A  set  screw  is  provided  to  secure  the  lever  to 
the  lever  pin.  The  plunger  pins  which  open  the  valve 
are  of  steel  and  are  threaded  through  a  portion  of  the 
lever  at  a  distance  of  approximately  J4  in.  from  the 
hinge.  They  are  spaced  1  5/16  in.  apart  and  are  secured 
by  a  lock  nut.  The  under  side  of  the  lever  is  provided 
with  an  opening  9/32  in.  in  diameter  and  54  in.  deep 
to  accommodate  the  lever  spring.  The  other  end  of  the 
spring  rests  on  the  valve  body. 

Pilot — The  body  of  the  pilot  is  integral  with  the  body 
of  the  device.  The  pilot  is  of  the  conventional  type  hav¬ 
ing  a  small  manually-operated  valve  to  regulate  the  flow 
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of  gas.  The  valve  is  packed  and  so  constructed  that  the 
valve  stem  cannot  be  removed  from  the  packing. 

The  device  has  been  tested  and  approved  by  the 
Underwriters  Laboratories,  Inc.,  Safety  Appliance  No. 
585,  Application  No.  30C418.  The  tests  were  as  follows: 

TESTS 

Method — The  device  was  mounted  on  a  test  table  so 
arranged  that  a  weight  of  3  Y-z  lb.  was  operated  by  a 
cam  and  allowed  to  drop  on  and  be  raised  from  the 
hook  end  of  the  lever.  _  This  test  consisted  of  100,000 
repeated  operations  to  similate  placing  and  removing  a 
blowpipe  on  the  hook.  The  weight  of  3^2  lb..  was 
arbitrarily  taken  as  the  weight  of  a  heavy  blowpipe. 

During  the  test  oxygen  was  passed  through  the  valves 
at  3-lb.  pressure  to  determine  if  any  leak  developed. 

RESULTS 

Maintenance — The  device  operated  throughout  the  test 
without  any  changes  or  adjustments. 

Wear  and  Tear— When  dismantled  after  the  test  the 
valve  seats  were  in  good  condition  and  there  were  only 
slight  indication  of  wear. 

Reliability  of  Operation— The  device  operated  through¬ 
out  the  test  as  intended,  closing  both  the  oxygen  and 
acetylene  valves  when  the  lever  was  depressed  and 
opening  both  valves  when  the  lever  was  released. 

Strength — There  was  no  indication  of  weakness  of 
any  part  of  the  device  either  during  the  test  or  upon 
subsequent  examination  of  dismantled  parts. 

Fire  and  Accident  Hazard — There  were  no  indications 
of  leakage  around  the  valve  or  connections  during  this 
test. 

Uniformity — The  design  and  construction  of  the  de¬ 
vice  are  such  that  it  can  be  produced  with  the  requisite 
degree  of  uniformity. 

OPERATION  TESTS 

As  a  further  test,  the  device  was  mounted  on  a  panel 
and  connected  to  oxygen  and  acetylene  cylinders  and 
to  a  cutting  blowpipe.  The  pilot  was  lighted  and  the 
device  was  required  to  operate  as  in  service  for  a  num¬ 
ber  of  operations.  This  test  was  conducted  both  before 
and  after  the  Repeated  Operation  Test. 

RESULTS 

The  device  operated  as  intended  to  open  and  close  the 
gas  supply  lines  with  no  leakage  of  gas.  This  test 
revealed  that  the  device  had  not  been  subjected  to  undue 
wear  and  that  it  still  operated  in  an  acceptable  manner 
after  having  been  subjected  to  the  Repeated  Operation 
Test. 

RECOMMENDATION 

On  the  basis  of  this  report  and  an  examination  of 
the  device  the  Committee  on  Tests  recommends  that 
the  Rego  Economizer  for  control  of  flow  of  gases  to 
Oxy-Acetylene  blowpipes  be  approved  for  use  in  New 
York  City,  under  the  provisions  of  Section  C19.93.0 
of  the  Administrative  Code,  when  installed  and  operated 
in  accordance  with  this  report,  provided  the  device  has 
a  label  permanently  affixed  reading,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  Use  in  New  York 
City  under  Cal.  408-43-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Rego  Economizer 
(for  control  of  flow  of  gases  to  Oxy-acetylene  blowpipes), 
on  condition  that  the  appliance  be  manufactured,  used,  and 
labelled,  stamped  or  tagged  in  accordance  with  the  above 
report. 


172-44-SM 

APPLICANT — Ellison  Bronze  Co.,  Inc.,  owner. 
SUBJECT— Ellison  Balanced  Door  Assemblies,  approval  of. 

APPEARANCES— 

For  Applicant:  Charles  I.  Brandin. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (172-44-SM) 

Whereas,  the  Ellison  Bronze  Company,  Inc.,  owner,  filed 
on  March  21,  1944,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  material  known  as 
the  Ellison  Balanced  Door  Assemblies;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

April  21,  1944. 

Re:  Cal.  172-44-SM. 

Subject:  Ellison  Balanced  Door  Assemblies,  approval  of. 

The  Ellison  Bronze  Company,  Inc.  of  Jamestown, 
New  York,  filed  an  application  with  the  Board  of 
Standards  and  Appeals  for  the  approval  of  the  door 
assemblies  known  as  “Ellison  Balanced  Door  Assem¬ 
blies,”  Fig.  1,  under  the  mandatory  provisions  of  C-26- 
178.0  ob  for  use  in  exterior  openings  of  buildings  under 
the  provisions  of  C26-283.0  through  C26-286.0,  Ad¬ 
ministrative  Building  Code. 

DESCRIPTION  OF  OPERATION 

The  Ellison  Balanced  Doors  are  pivoted  at  the  top 
and  bottom  so  that  when  operated  the  pull  handle  edge 
swings  outward  against  the  wind  and  the  pivoted  edge 
swings  inward  with  the  wind  moving  to  one  side  of 
door  opening.  The  door  can  be  opened  and  readily 
closed  under  normal  conditions  of  operation  in  any  wind 
and  weather  condition.  Because  of  counter-balancing 
of  operating  mechanism  of  the  door,  it  requires  only 
a  slight  spring  action  and  when  it  is  released  it  closes 
under  the  control  of  speed  regulators  which  can  be 
adjusted  to  close  the  door  at  predetermined  speeds  and 
keep  doors  in  a  closed  condition.  The  operating  hard¬ 
ware  consists  of  top  and  bottom  bronze  arms  connected 
by  a  substantial  vertical  steel  shaft  inside  the  jamb. 
Both  ends  of  shaft  are  mounted  on  ball  bearings.  The 
lower  arm  carries  the  weight  of  the  door  and  is  con¬ 
nected  with  the  bottom  pivot  which  contains  a  spring 
buprper  to  prevent  door  from  striking  jamb  when 
opened.  The  upper  arm  acts  as  a  guide  and  is  directly 
connected  with  the  door  check.  The  door  check  is  of 
the  oil  type  actuated  by  a  rack  and  pinion  mechanism 
with  easy  adjustments  for  desired  speeds.  The  door 
check  is  completely  made  of  bronze  material  and  in¬ 
cludes  a  ball  bearing  guide  roller.  A  closer  spring  is 
located  inside  the  vertical  shaft  connecting  top  and 
bottom  arms.  Provisions  are  made  for  adjusting  tension 
by  tightening  or  loosening  a  small  gear  concealed  in 
the  threshold.  The  assembly  includes  a  threshold  which 
rests  on  top  of  the  finished  floor.  This  threshold  is 
factory  prefabricated  and  requires  no  field  cutting  and 
is  fastened  by  means  of  bolts  to  the  floor.  Thresholds 
are  usually  furnished  in  extruded  bronze,  or  when  re¬ 
quired,  non-slip  material  is  added  to  the  bronze  to 
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prevent  slipping.  The  doors  can  be  held  in  the  open 
position  by  a  door  holder  located  in  the  head  jamb 
and  can  be  manually  set  so  as  to  keep  the  door  opened 
when  desired  and  operates  by  gravity  when  door  is  to  be 
closed.  With  the  assembly  are  included  standard  locks, 
flush  bolts,  handles  and  push  plates  as  required  by  job 
conditions. 

MATERIALS 

Bronze — Doors,  No.  16  ga.  sheet  bronze,  frames  and 
moulding  extruded  bronze,  satin  finish,  natural  color, 
oil  rubbed  (or  statuary  lacquered). 

Aluminum — Doors,  No.  11  ga.,  No.  3-S  alloy  alumi¬ 
num  sheets,  frames  and  mouldings  extruded  No.  53-S 
alloy  aluminum,  satin  finish,  waxed,  (or  bonded  prime 
coat  for  painted  finish). 

Stainless  Steel — Doors,  frames  and  mouldings  No.  16 
ga.  18-8  Chrome-nickel  steel,  satin  finish,  oil  rubbed. 

Nickel-Silver — Doors  No.  14  ga.,  15%  nickel-silver 
sheet,  frames  and  mouldings  extruded  13%  nickel-silver, 
satin  finish,  waxed. 

Steel — Doors,  frames  and  mouldings  No.  16  ga.  fur¬ 
niture  steel  or  ingot  iron,  baked  prime  finish,  ready  for 
paint  by  others,  or  baked  enamel  finish — plain  color, 
grained  or  stippled. 

Glass— with  regular  stiles  and  rails  doors  are  glazed 
with  polished  plate  glass,  minimum  thickness  Jj  in.  and 
in  special  cases,  the  size  of  the  glass  may  be  increased 
up  to  in.  The  rabbet  for  the  %  in.  glass  is  minimum 
34  in.  and  increased  as  required  for  the  thicker  glass. 

CONSTRUCTION  AND  ASSEMBLY 

Doors  are  made  of  sheet  metal,  formed  to  sizes  and 
shapes  indicated  for  the  various  stiles  and  rails.  All 
arrises  are  made  straight  and  true.  Joints  where  rails 
meet  stiles  are  accurately  fitted,  welded  and  finished 
to  an  invisible  joint  without  discoloration  or  pitted 
surface.  All  plain  mouldings  are  of  contours  as  re¬ 
quired,  and  arrises  straight  and  true,  miters  accurately 
cut  and  neatly  fitted.  Removable  mouldings  for  glass 
are  provided  with  neat  oval  head  screws  of  same  ma¬ 
terial  as  the  mouldings,  other  fastenings  are  concealed. 
The  frames,  consisting  of  side  jambs  (and  mullions 
where  required),  are  made  with  contours  to  provide 
strike  for  doors  and  housing  for  shaft  and  arms  operat¬ 
ing  the  balanced  doors.  Inner  half  of  jambs  (and  mul¬ 
lions)  are  removable  to  provide  access  to  operating 
devices.  Head  jambs  are  reinforced  for  mortised  guide 
box  and  securely  attached  to  frames  and  mullions.  Ex¬ 
truded  bronze  threshods  are  provided  under  each  door, 
fastened  to  jambs  and  mullions  by  cast  bronze  floor 
plates,  housing  spring  tension  mechanism.  Thresholds 
are  placed  on  top  of  finished  floor  line,  no  cutouts  re¬ 
quired  in  the  floor  or  sills  except  for  5/16  in.  expansion 
bolts  15  in.  on  center.  Felt  weatherstrips  or  other  equiv¬ 
alent  weatherstripping  materials  are  provided  at  meet¬ 
ing  stiles,  top,  bottom  and  back  edge  of  all  doors  with 
neat  oval  head  screws  through  metal  binding. 

ASSEMBLY 

An  Ellison  Balanced  Door  is  a  complete  and  self- 
contained  factory-made  unit  consisting  of  door,  frame, 
threshold,  weatherstrip,  operating  mechanism,  and  all 
finish  hardware — door  checks,  pivots,  door  holder,  lock, 
bolts,  pull,  push  plates.  The  operating  mechanism  can 
not  be  applied  to  existing  work  or  to  doors  and  frames 
made  by  others.  The  door  assembly  includes  all  operat¬ 
ing  mechanism  such  as  ball  bearing  pivots,  liquid  door 
checks,  concealed  in  upper  stile  of  door,  and  hold-open 
device,  concealed  in  head  jambs.  Adjustment  of  spring 
tension  and  checking  speed  is  readily  accessible.  Two 
needle  speed  regulator  valves  controlling  flow  of  liquid 
through  door  check  are  placed  on  top  edge  of  door  and 
can  be  adjusted  with  fingers.  Included  also  are  cylinder 
locks  or  latch  on  each  single  door  and  on  one  leaf  of 
double  doors.  The  remaining  leaf  to  have  flush  bolts  top 
and  bottom.  Each  door  is  equipped  with  one  pull  handle 


on  outside  and  a  push  bar  on  both  sides.  All  hardware  is 
of  solid  bronze  and  exposed  portions  finished  as  required. 

USE 

The  doors  are  available  in  units  of  single  doors,  doors 
in  pairs,  or  multiple  batteries  separated  by  mullions  de¬ 
signed  especially  for  building  entrances,  vestibules,  lobby 
openings  and  other  exits  not  required  to  have  a  fire 
resistive  rating.  The  total  weight  of  the  doors,  including 
glass  and  hardware,  is  limited  to  250  lbs.  as  maximum, 
while  the  standard  30"  door  weighs  approximately  125 
lbs.,  but  slightly  less  weights  for  aluminum  with  no 
change  in  the  standard  operating  mechanism  as  herein¬ 
before  described.  The  height  of  doors  is  not  less  than 
7  feet  nor  more  than  8  feet. 

DOOR  CHECK  OIL 

A  special  oil  has  been  developed  for  the  use  in  the 
door  checks  which  consists  basically  of  a  _  mineral  oil  of 
high  viscosity  so  as  to  prevent  congealing  of  the  oil 
under  winter  temperature  conditions. 

SURVEY  OF  EXISTING  INSTALLATIONS 

The  applicant  has  filed  a  report  of  a  survey  by  a 
Casualty  Company  on  installations  of  the  subject  doors. 
The  survey  indicates  that  there  have  been  no  accidents 
and  that  the  doors  are  approved  by  their  engineering 
department. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data  and  investigation 
of  the  assembly  details  of  the  subject  opening  assemblies, 
and  an  inspection  of  an  installation  at  50  Broad  Street, 
New  York  City,  consisting  of  15  such  door  assemblies  in¬ 
stalled  in  1933  which  have  been  functioning  satisfactorily 
although  subjected  daily  to  severe  pedestrian  traffic,  the 
Committee  on  Tests  recommends  the  approval  of  Ellison 
Balanced  Door  Assemblies,  (Fig.  1),  as  made  by  the 
Ellison  Bronze  Company,  Inc.  at  Jamestown,  New  York 
under  C26-191  or  for  use  as  an  opening  assembly  where 
a  fire  resistive  rating  is  not  required  for  use  under  the 
requirements  of  C26-283.0  through  286.0  and  C26-1446.0 
provided  that  the  opening  assembly  is  made  of  materials 
and  fabricated  as  described  herein  including  all  operating 
mechanism  and  hardware  as  listed.  In  other  than  Class  1 
or  Class  2  construction  wood  may  be  substituted  for  the 
doors  only,  but  not  for  the  frames  and  not  for  any  of 
the  operating  mechanism  or  hardware.  It  is  further 
recommended  that  each  assembly  bear  an  impression  or 
label  with  raised  letters  reading  as  follows :  “Approved 
for  use  in.  New  York  City  by  the  Board  of  Standards 
and  Appeals  under  cal.  172-44-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner. 

CHARLES  M.  BLUM, 

Commissioner. 

LESLIE  V.  HUBER, 

Chief  Engineer. 

COMMITTE  ON  TESTS 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Ellison  Balanced 
Door  Assemblies,  on  condition  that  the  material  be  manu¬ 
factured,  installed  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  above  report. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

566-43-A 

APPLICANT — Irving  Fein,  for  Bush  Terminal  Co.,  Inc., 
owner  (Fein  Tin  Co.,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 


400 


MINUTES 


==== 

PREMISES  AFFECTED — Foot  of  50th  St.,  280.83  ft.  west 
of  1st  avenue,  193.17  ft.  north  of  51st  street  (Build- 

Iing  No.  58)  ;  (Block  725,  part  of  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Mr.  W.  Bierer. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  -1 

Negative  .  0 

THE  RESOLUTION  (566-43-A) 

Whereas,  Irving  Fein  for  Bush  Terminal  Company, 
owner  (Fein  Tin  Co.,  Inc.,  lessee),  filed  November  16,  1943, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises:  Bush  Terminal  Building  No.  58,  foot  of  50th 
street,  280.83  ft.  west  of  1st  avenue,  193.17  ft.  north  of  51st 
street  (Block  725,  part  of  Lot  1),  Borough  of  Brooklyn;  and 
Whereas,  order  95713-LC  issued  by  the  fire  commissioner 
September  23,  1943  and  repeated  in  a  decision  of  the  fire 
commissioner,  dated  November  1,  1943,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  and  use  paints,  lubricating 
oils,  shows  that  the  following  must  be  done  before  the 
permit  requested  by  you  can  be  issued : 

Forthwith 

2.  Reduce  storage  of  volatile  inflammable  oil  (naptha 
and  Solvesso  No.  2)  to  5  gallons  in  an  approved  metal 
safety  can  or 

Provide  an  approved  buried  storage  system  for  said 
storage.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6  stories 
(83  ft.)  in  height,  150  ft.  by  150  ft.  in  area,  of  class  1  con¬ 
struction,  erected  in  1910,  located  in  an  unrestricted  use,  A 
area  district  and  used  and  occupied  as  follows :  cellar,  stor¬ 
age;  1st  floor,  manufacturing  cans,  28  persons;  2nd  floor, 
manufacturing  cans,  55  persons;  3rd  floor,  office  and  manu¬ 
facturing  cans,  20  persons;  4th,  5th  and  6th  floors,  manu¬ 
facturing  cans,  109  persons  on  the  4th  floor,  64  persons  on 
the  5th  floor  and  68  persons  on  the  6th  floor;  and 
Whereas,  the  building  is  equipped  with  a  two  source 
sprinkler  system,  a  standpipe  system,  two  interior  fireproof 
stairs  leading  from  roof  bulkhead  directly  to  the  street,  one 
of  which  is  38  in.  wide  and  the  other  60  in.  wide ;  and 
Whereas,  the  applicant  contends  that  about  100  gallons 
of  naptha  are  used  in  connection  with  an  Army  contract 
which  will  be  completed  in  the  course  of  the  next  three 
months ;  that  it  is  therefore  proposed  to  store  two  drums  of 
naptha  in  a  fireproof  paint  room  on  the  2nd  floor  of  the 
building;  that  the  fireproof  paint  room  will  be  equipped 
with  a  self-closing  approved  door  and  open  window  to  the 
outside  and  an  exhaust  fan;  that  10  gallons  of  naptha  will 
be  kept  on  the  5th  floor  in  two  5  gallon  approved  safety 
cans;  that  the  building  is  fireproof,  equipped  with  a  100% 
sprinkler  system  and  in  view  of  the  fact  that  the  contract 
will  shortly  terminate  and  that  it  is  essential  to  have  the 
quantity  of  naptha  specified  on  hand,  it  is  requested  that  the 
Board  permit  the  storage  and  use  as  requested ;  and 
Whereas,  the  applicant  states  that  the  plans  were  duly 
filed  and  approved  by  the  borough  superintendent  for  the 
storage  room,  as  indicated  on  plans  filed  with  this  appeal. 

Resolved,  that  order  95713-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted,  to  permit  the  storage  on  the  second  floor 
within  an  approved  storage  room  constructed  of  fireproof 
materials,  as  indicated  on  plans  filed  with  this  appeal  marked 
“Received  November  16,  1943,”  provided  not  more  than  two 
fifty-five  gallon  drums  of  naptha  are  so  stored  and  to 
permit  storage  of  ten  gallons  of  naptha  in  two  5-gallon  safety 
cans  on  the  5th  floor ;  that  the  sprinkler  system  shall  be 

f  maintained  and  such  portable  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct;  that 
this  variance  shall  continue  only  so  long  as  the  premises 
are  occupied  substantially  as  set  forth. 


186-44-A 

APPLICANT — Joseph  Lau,  for  Robert  B.  Rothfeld  (one 
of  the  trustees  u/w  of  Bettie  Rothfeld,  owner)  ; 
(The  Theatre  Guild,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 23-25  West  53rd  street,  north 
side,  460  ft.  west  of  5th  avenue  (Block  1269,  Lot 
18),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lau,  Nathan  J.  Gottlieb, 
Theresa  Helbern  and  Armina  Marshall. 

For  Opposition:  John  Dieckman,  Elwood  Hughes 
and  John  G.  Forbes. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (186-44-A) 

Whereas,  Joseph  Lau,  for  Robert  B.  Rothfeld,  (trustee), 
owner  (The  Theatre  Guild,  Inc.,  lessee),  filed  March  28, 
1944,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  23-25  West  53rd  street,  north 
side,  460  ft.  west  of  5th  avenue  (Block  1269,  Lot  18),  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  30,  1944  on  Alt.  Applic.  262-44  reads : 

“2.  The  two  stairways  as  indicated  on  plans  are  not 
remote  from  one  another  as  required  by  Sec.  6.1.2  B.C. 

3.  Provide  two  means  of  egress  from  cellar. 

4.  All  doors  in  openings  to  stair  enclosures  should  be 
one  hr.,  f.p.s.c. 

5.  Both  stairways  should  lead  in  continuous  enclosures 
from  street  to  roof,  Sec.  6.4.1.11,  B.C. 

6.  Winders  not  permitted  in  required  stairways  Sec. 
6.4. 1.4,  B.C. 

7.  All  doors  to  stairways  should  open  in  the  direction 
of  egress  as  per  Sec.  6.2.2,  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  (75  ft.)  in  height,  50  ft.  by  85  ft.  4  in.  in  area, 
of  class  1  construction,  erected  in  1902,  located  in  a  residence 
use,  B  area  district  and  used  and  occupied  since  1927  as  a 
social  club — 10  persons  on  the  1st  floor,  30  persons  on  the 
2nd  floor,  40  persons  on  the  3rd  floor  and  25  persons  on  the 
4th  floor;  proposed  to  be  used  and  occupied  as  follows: 
cellar,  boiler  room  and  storage,  no  persons;  1st  floor,  offices 
of  Theatre  Guild,  Inc.,  10  persons ;  2nd  floor,  office  for 
reading  of  plays  and  rehearsals,  30  persons ;  3rd  floor,  offices, 
10  persons;  4th  floor,  offices,  10  persons;  that  the  building 
is  equipped  with  two  interior  stairs,  one  of  which  is  3ft. 
wide  and  of  fireproof  construction  with  fireproof  enclosure 
equipped  with  hardwood  self-closing  doors  and  extends  from 
roof  directly  to  the  street  and  the  other  is  5  ft.  wide  of 
wood  construction  from  2nd  to  4th  stories  and  of  steel  and 
marble  construction  from  1st  to  2nd  story;  and 

Whereas,  the  applicant  contends  that  the  building  has 
two  interior  stairs,  one  3  ft.  wide,  of  steel  and  flagstone 
construction  with  winders  at  top  and  bottom  of  each  flight 
and  enclosed  in  fireproof  enclosure  from  roof  to  1st  floor 
with  egress  through  fireproof  enclosure  to  street ;  that  all 
doors  opening  thereon  are  hardwood  and  will  be  made  self¬ 
closing  ;  that  it  is  proposed  to  enclose  this  stair  in  the  cellar 
and  equip  such  enclosure  with  fireproof  self-closing  doors ; 
that  the  other  stair  is  a  5  ft.  wide,  double  stair  with  marble 
treads  and  risers  on  steel  framing  from  1st  to  2nd  floors 
and  thence  a  single  5  ft.  wood  stair  to  4th  floor,  enclosed 
in  fireproof  partitions  with  all  doors  opening  thereon,  hard¬ 
wood,  to  be  made  self-closing ;  that  this  stair  is  equipped 
with  a  wood  handrail  supported  on  ornamental  iron  balus- 


401 


MINUTES 


ters ;  that  an  additional  wall  handrail  will  be  installed ;  that 
both  of  these  stairs  are  located  at  the  center  of  the  building ; 
that  in  view  of  the  small  occupancy,  it  is  requested  that  the 
doors  be  permitted  to  remain  without  being  required  to 
change  the  direction  of  swing;  that  the  cellar  is  provided 
with  one  means  of  egress  to  fireproof  stair  which  leads 
to  the  fireproof  passage  and  thence  to  the  street;  that  there 
is  a  second  means  of  egress  through  the  ash  lift ;  that  the 
boiler  room  will  be  provided  with  fire  proof  self-closing 
doors  separating  it  from  the  cellar ;  that  in  view  of  these 
facts,  it  is  requested  that  the  Board  permit  the  occupancy 
as  proposed  and  as  more  fully  described  under  application 
for  zoning  variance  filed  under  Cal.  184-44-BZ. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  262-44,  objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  existing  stairways  and  means  of  exit 
as  indicated  on  plans  filed  with  this  appeal  marked  “Received 
March  28,  1944”  shall  be  maintained  and  the  changes  as  to 
swing  of  doors  shall  be  made;  as  to  objection  3,  that  the 
existing  means  of  exit  from  the  cellar  may  be  accepted, 
provided  the  cellar  is  occupied  only  as  indicated  on  plans 
filed  with  this  appeal  marked  “Received  March  28,  1944”; 
that  in  addition,  a  ladder  shall  be  maintained  for  addi¬ 
tional  exit  from  the  vault  to  the  street  either  through 
the  ash  hoist  or  other  trap  door;  as  to  objection  4,  that 
all  existing  doors,  if  constructed  of  hardwood,  opening  to 
stair  enclosures,  may  be  accepted,  provided  all  such  doors 
are  made  self-closing;  as  to  objection  5,  that  exit  to  roof 
may  be  omitted;  as  to  objection  6,  that  the  existing  _  stairs 
as  provided  above  may  be  continued;  as  to  objection  7, 
withdrawn  to  comply;  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area ;  that  in  all  other  respects,  the 
building  and  use  shall  comply  with  all  laws,  _  rules  and 
regulations  applicable  thereto  other  than  as  herein  modified 
and  as  modified  under  Cal.  184-44-BZ;  that  the  term  of 
this  variance  shall  be  for  two  (2)  years  commencing  August 
1,  1944;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  three  (3)  months  from  the  date  of  this 
resolution. 


261-44-A 

APPLICANT— Colonial  Beacon  Oil  Co.,  for  Standard  Oil 
Company  of  New  Jersey,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commissioner 
re  Transportation  of  “High  Pressure”  Propane  and 
Butane  in  Tractor  Semi-Trailers  in  New  York  City 
(capacity  of  tanks  not  in  conformity  with  Adminis¬ 
trative  Code  specifications  covering  tank  trucks). 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch,  J.  J.  Powelson, 
G.  B.  Frick  and  Ralph  B.  Ziegler. 

For  Administration :  Insp.  E.  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  dismissed  as  being  improp¬ 
erly  before  the  Board. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative .  0 

THE  RESOLUTION  (261-44-A) 

Whereas,  Colonial  Beacon  Oil  Company,  for  Standard 
Oil  Company  of  New  Jersey,  owner,  filed  May  2,  1944,  an 
appeal  from  a  decision  of  the  fire  commissioner  relating  to 
the  issuance  of  permit  to  operate  two  4,900  gallon  high  pres¬ 
sure  Propane  and  Butane  tank  semi-trailers  from  New 
Jersey  over  the  George  Washington  Bridge  and  through  the 
streets  of  upper  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
April  18,  1944,  reads : 

“In  answer  to  your  communication  dated  Feb.  28, 
1944,  yOU  are  herewith  advised  that  your  application 
for  a  permit  to  operate  two  4,900  gallon  “High  Pres¬ 
sure”  Propane  and  Butane  tank  semi-trailers  from  New 
Jersey  over  the  George  Washington  Bridge,  and  through 


the  streets  of  upper  Manhattan  is  denied,  for  the  follow¬ 
ing  reasons : 

1.  The  cubical  capacity  of  the  tanks  exceed  1920 
gallons. 

2.  The  truck  is  of  semi-trailer  construction; 

3.  Electrical  wiring  system  is  not  of  the  fused 
type ; 

4.  The  fuel  storage  tank  is  soldered,  and  it  is 
situated  outside  of  the  chassis  frame. 

An  appeal  from  this  denial  may  be  taken  within 
thirty  days  from  date  to  the  Board  of  Standards  and 
Appeals.” 

and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
operate  two  tractors  and  4,900  gallon  high  pressure  Pro¬ 
pane  and  Butane  tank  semi-trailers  over  the  George  Wash¬ 
ington  Bridge  and  through  the  streets  of  upper  Manhattan 
as  part  of  the  route  to  be  followed  in  making  deliveries 
from  the  applicant’s  Bayway  refinery  to  points  at  Millwood, 
New  York,  North  Tarrytown,  New  York,  Torrington,  Con¬ 
necticut,  Ansonia,  Connecticut  and  Waterbury,  Connecticut; 
that  the  vehicles  which  it  is  proposed  to  use  conform  with 
all  Interstate  Commerce  Commission  safety  requirements ; 
and 

Whereas,  the  applicant  has  filed  photostatic  copy  of  a 
communication  dated  February  22,  1944,  from  W.  J.  Blan- 
ning,  Director,  Bureau  of  Motor  Carriers,  Interstate  Com¬ 
merce  Commission,  Washington,  D.  C.,  stating  that  specifica¬ 
tions  for  the  trucks  comply  with  the  specifications  adopted 
by  the  Interstate  Commerce  Commission  and  that  as  the 
Congress  has  conferred  on  the  Interstate  Commerce  Com¬ 
mission  power  to  establish  requirements  relating  _  to  the 
operation  of  interstate  carriers  and  the  _  Commission  has 
adopted  such  regulations  that  such  regulations  of  the  Inter¬ 
state  Commerce  Commission  supersede  any  state  or  local 
regulations;  and 

Whereas,  the  applicant  stated  to  the  Board  that  no  deliv¬ 
eries  will  be  made  within  the  limits  of  the  city  of  New  York 
en  route  to  the  points  outside  of  the  city  hereinbefore  de¬ 
scribed  ;  and 

Whereas,  the  Board  deemed  that  in  view  _ of  the  provi¬ 
sions  of  Section  Cl 9-4.0  of  the  Administrative  Code,  the 
City  of  New  York  has  no  jurisdiction,  in  view  of  statement 
made  that  the  trucks  in  question _  are  engaged  in  interstate 
commerce  and  make  no  stops  within  New  York  City  for 
delivery  or  storage  of  merchandise. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
as  being  improperly  before  the  Board,  as  not  appealable  in 
view  of  the  provision  of  law  cited  above. 


Adjourned:  12:05  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  9,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Qiief  Murphy. 


ZONING  CASES 

368-19-BZ 

APPLICANT — Hermon  Kron,  for  Douglaston  Sales  & 
Service  Inc.,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  superintendent  of  buildings)  previously 
granted  on  condition,  permitting  in  a  business  use 
district,  the  erection  of  a  1-story  garage  for  more 
than  five  motor  vehicles. 
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PREMISES  AFFECTED — 1935-1937  Coney  Island  avenue, 
east  side,  20  ft.  north  of  Avenue  P  (Block  6758, 
Lot  52),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  set  for  hearing  June  6,  1944  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


690-40-BZ 

APPLICANT — John  McBride,  for  Fordbrad  Realty  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  temporary 
period  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 91-06  Northern  boulevard,  south 
side,  between  91st  and  92nd  streets  (Block  1439,  part 
Lot  1),  Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  McBride  and  Sidney  H.  Shlone. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application ’reopened,  returned  to 
calendar  and  set  for  hearing  June  6,  1944  at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


256-41-BZ 

APPLICANT — Herman  Kron,  for  350  Eighth  Avenue  Cor¬ 
poration,  owner: 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  permitting  partly  in  a  retail  use  and  partly 
in  an  unrestricted  use  district,  the  extension  of  a 
gasoline  service  station,  so  as  to  include  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 261  West  27th  street,  north  side, 
82  ft.  east  of  Eighth  avenue  (Block  777,  Lots  8  and 
9),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Irving  Kron. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn  on 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


240-28-BZ 

APPLICANT — E.  F.  Kamp  Company,  for  Cities  Service 
Oil  Company,  lessee ;  Louise  B.  De  Mott,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  superintendent  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  zoning 


resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 35-02  Far  Rockaway  boulevard, 
301  Beach  35th  street  and  35-01  Amstel  boulevard 
(Block  312,  Lot  7),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Ernest  F.  Kamp. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

•  Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . '  0 

THE  RESOLUTION  (240-28-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting  prem¬ 
ises  35-02  Far  Rockaway  boulevard,  301  Beach  35th  street 
and  35-01  Amstel  boulevard  (Block  312,  Lot  7),  Edgemere, 
Borough  of  Queens,  was  granted  by  the  Board  on  October 
23,  1928,  on  certain  conditions,  resolution  amended  on  Janu¬ 
ary  14,  1930  and  resolution  further  amended  on  June  2,  1942; 
and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  23,  1928,  as 
amended  by  resolutions  adopted  through  June  2,  1942,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  complete 
work,  so  that  as  amended,  this  portion  of  the  resolution  shall 
read : 

“that  in  view  of  the  statement  by  applicant  that  all  work 
has  been  completed  except  in  connection  with  the  curb 
cuts  permitted  herein,  that  all  permits  shall  be  obtained 
and  all  work  completed  within  three  (3)  months  from 
the  date  of  this  amended  resolution  and  that  a  post 
standard  may  he  erected  within  the  building  line  near 
the  intersection  of  Far  Rockaway  and  Amstel  boulevards, 
for  supporting  a  sign,  which  may  be  illuminated,  adver¬ 
tising  only  the  brand  of  gasoline  on  sale;  that  such  sign 
shall  not  extend  more  than  4  feet  beyond  the  building 
line.” 


116-33-BZ 

APPLICANT — Colonial  Beacon  Oil  Company,  for  Kath¬ 
erine  Alberti,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  superintendent  of  buildings)  previously 
granted  on  condition,  under  sections  7e  and  21  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  extension  of  an  existing  garage  for 
more  than  five  motor  vehicles  (pleasure  cars)  and 
15  trucks  in  the  ownership  and  control  of  the  owner 
(granted  by  the  Board  under  Cal.  304-30-BZ). 

PREMISES  AFFECTED — 50-56  Downing  street  and  214- 
218  West  Houston  street,  north  side,  159  ft.  6J4  in. 
east  of  Varick  street  (Block  528,  Lots  13,  28,  29, 
30  and  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . .  Q 
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THE  RESOLUTION  (116-33-BZ) 

Whereas,  this  application  under  sections  7e  and  21  of  the 
zoning  resolution,  permitting  in  a  business  use  district, 
the  extension  of  an  existing  garage  for  more  than  five 
motor  vehicles  (previously  granted  by  the  Board  under 
Cal.  304-30-BZ)  affecting  premises  50-56  Downing  street 
and  214-218  West  Houston  street,  north  side,  159  ft.  6^4 
in.  east  of  Varick  street  (Block  528,  Lots  13,  28,  29,  30  and 
31),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
April  10,  1934,  on  certain  conditions,  resolution  amended 
on  October  6,  1936  and  on  March  16,  1943  and  the  applicant 
requested  a  further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  10.  1934,  as 
amended  by  resolutions  adopted  through  March  16,  1943, 
only  so  far  as  it  refers  to  the  total  quantity,  of  gasoline  per¬ 
mitted  to  be  stored,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“that  gasoline  tanks  with  a  total  capacity  of  not  over 
2750  gallons  may  be  installed  on  the  premises,  on  con¬ 
dition  that  they  shall  be  installed  in  accordance  with  all 
requirements  therefor  and  that  no  tank  or  pipe  thereto 
shall  be  nearer  than  twenty  (20)  feet  from  any  part  of 
the  boilerroom ;  that  no  gasoline  shall  be  sold  other  than 
for  the  motor  vehicles  housed  within  the  building.” 


170-37-BZ 

APPLICANT— William  R.  McVay,  for  Hermine  Corlis, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete  work — re  Application 
(decision  of  the  commissioner  of  buildings) 
previously  granted  on  condition,  under  section  21 
of  the  zoning  resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station  for  a  temporary  term  of  years. 
PREMISES  AFFECTED— 79-05  Little  Neck  road,  south¬ 
east  corner  of  Union  Turnpike  (Block  12,  Lots  4, 
5  and  6),  Floral  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant — Hermine  Corlis. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (170-37-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  79-05  Little  Neck  road,  southeast  corner  of  Union 
turnpike  (Block  12,  Lots  4,  5  and  6),  Floral  Park,  Borough 
of  Queens,  was  granted  by  the  Board  April  12,  1938,  on 
certain  conditions,  resolution  amended  October  11,  1938, 
and  October  3,  1939,  the  time  to  obtain  permits  and  com¬ 
plete  the  work  extended  October  8,  1940,  the  term  of  the 
permit  extended  March  18,  1941,  under  section  7f  of  the 
zoning  resolution  and  time  extended  on  May  5)  1942  and 
June  8,  1943  and  the  applicant  requested  a  further  extension 
of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  12,  1938,  as 
amended  by  resolutions  adopted  through  June  8,  1943,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  completing 
work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this  amended 
resolution.” 


613-37-BZ 

APPLICANT— Arnstein  &  Levy,  for  Three  Bees,  Incor¬ 
porated,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  for  a 
temporary  period. 

PREMISES  AFFECTED— 234-242  West  124th  street, 
south  side,  375  ft.  west  of  Seventh  avenue  (Block 
1929,  Lots  49  to  52,  inclusive),  Borough  of  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Leonard  Levinson. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative  .  0 

THE  RESOLUTION  (613-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  for  a  term 
of  two  years,  affecting  premises  234-242  West  124th  street, 
south  side,  375  ft.  west  of  Seventh  avenue  (Block  1929,  Lots 
49  to  52,  inclusive),  Borough  of  Manhattan,  was  granted  by 
the  Board  May  10,  1938,  on  certain  conditions,  permit  ex¬ 
tended  April  30,  1940  and  April  28,  1942  and  the  applicant 
requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  30,  1940,  as  ex¬ 
tended  April  28,  1942,  only  so  far  as  it  has  reference  to  the 
term  of  the  permit,  so  that  as  amended,  this  portion  will  read : 
“granted  under  section  7h  for  a  temporary  term  of  two 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  plot  under  appeal  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  etc.’ 


619-37-BZ 

APPLICANT— W.  H.  &  J.  F.  Dusenbury,  for  Joseph 
Havender,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  temporary 
term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3664-3696  Jerome  avenue  and 
3653-3663  Bainbridge  avenue,  west  side,  74  ft.  south 
of  Jerome  avenue  (Block  3329,  Lot  100),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  F.  Dusenbury. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 


extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (619-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  (2)  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  affecting  premises  3664- 
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3696  Jerome  avenue  and  3653-3663  Bainbridge  avenue,  west 
side,  74  ft.  south  of  Jerome  avenue  (Block  3329,  Lot  100), 
Borough  of  The  Bronx,  was  granted  by  the  Board  June  1, 
1938,  on  certain  conditions,  permit  extended  May  7,  1940  and 
May  26,  1942  and  the  applicant  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  1,  1938,  as  amended 
by  resolutions  adopted  through  May  26,  1942,  only  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“granted,  under  section  7h  thereof,  to  permit  that  portion 
of  the  plot  with  a  frontage  of  142.33  ft.  now  unbuilt 
upon  to  be  occupied  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
on  condition  *  *  *  ” 


489-38-BZ 

APPLICANT — Samuel  M.  Rapps,  for  Sam  Schwartz  and 
Joseph  Schwartz,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED — 219-01  North  Conduit  boulevard 
(avenue)  and  144-01  to  144-09  Springfield  boule¬ 
vard,  northeast  corner  (Block  3820,  Lot  4),  Spring- 
field  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Sampel  M.  Rapps. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (489-38-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  219-01  North  Conduit  boulevard  (avenue)  and 
144-01  to  144-09  Springfield  boulevard,  northeast  corner 
(Block  3820,  Lot  4),  Springfield  Gardens,  Borough  of 
Queens,  was  granted  by  the  Board  December  3,  1940,  on 
certain  conditions ;  time  extended  on  June  2,  1942  and  on 
May  25,  1943  and  the  applicant  requested  a  further  extension 
of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  December  3,  1940,  as 
amended  by  resolution  adopted  through  May  25,  1943,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pleting  work,  so  that  as  amended,  this  portion  of  the  reso¬ 
lution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all  work- 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


289-40-BZ 

APPLICANT — William  H.  Fuhrer,  for  Martha  Adler  and 
Lerad  Realty  Corporation,  owners  (Sam  Adler,  In¬ 
corporated,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
extension  in  height  of  an  existing  milk  bottling 
and  distributing  station. 


PREMISES  AFFECTED — 447-457  East  133rd  street,  north 
side,  195  ft.  west  of  Brown  place  (Block  2278,  Lots 
64  and  69),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (289-40-BZ) 

V  hereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  extension 
in  height  of  an  existing  milk  bottling  and  distributing  station, 
affecting  premises  447-457  East  133rd  street,  north  side, 
195  ft.  west  of  Brown  place  (Block  2278,  Lots  64  and  69), 
Borough  of  The  Bronx,  was  granted  by  the  Board  July  16, 
1940,  on  certain  .conditions,  resolution  amended  February  24, 
1942,  and  March  31,  1942  and  time  extended  on  January  5, 
1943  and  the  applicant  requested  a  further  extension  of  time 
to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  16,  1940,  as 
amended  by  resolutions  adopted  through  January  5,  1943, 
only  so  far  as  it  has  reference  to  the  time  for  obtaining 
permits  and  to  complete  the  work,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read: 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of  this 
amended  resolution.” 


402-40-BZ 

APPLICANT — Alexander  A.  Forman,  3rd,  for  Clifford  E. 
Mills,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
•resolution,  permitting  in  a  residence  use,  F  area 
district,  the  erection  and  maintenance  of  a  building 
to  be  used  as  auto  laundry,  lubritorium,  office  and 
boilerroom  in  conjunction  with  a  gasoline  service 
station  on  a  plot  previously  occupied  as  a  gasoline 
service  station. 

PREMISES  AFFECTED — 144-39  to  144-47  Farmers  boule¬ 
vard,  southeast  corner  of  South  Conduit  avenue 
(Block  4517,  Lot  1  and  part  of  Lot  3),  Springfield, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  . .  0 

THE  RESOLUTION  (402-40-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  F  area  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as 
auto  laundry,  lubritorium,  office  and  boiler-room  in  con¬ 
junction  with  a  gasoline  service  station  on  a  plot  of 
ground  previously  occupied  as  a  gasoline  service  station, 
affecting  premises  144-39  to  144-47  Farmers  boulevard, 
southeast  corner  of  South  Conduit  avenue  (Block  4517,  Lot 
1  and  part  of  Lot  3),  Springfield,  Borough  of  Queens,  was 
granted  by  the  Board  December  10,  1940,  on  certain  condi¬ 
tions,  time  extended  on  May  12,  1942  and  on  May  11,  1943 
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and  the  applicant  requested  a  further  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  December  10,  1940,  as 
amended  by  resolutions  adopted  through  May  11,  1943,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  completing 
work,  so  that  as  amended,  this  portion  of  the  resolution  shall 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this  amended 
resolution.” 


531-41-BZ 

APPLICANT— Cornelius  G.  De  Loco,  for  Earned  Holding 
Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  /g  of  the  zoning 
resolution,  permitting  in  an  unrestricted  use  district, 
the  conversion  of  occupancy  of  a  building  to  a  gar¬ 
age  for  more  than  five  motor  vehicles ;  said  garage 
having  vehicular  entrances  within  200  ft.  of  an  exit 
or  entrance  to  a  public  school. 

PREMISES  AFFECTED— 108-120  Knickerbocker  avenue, 
west  side,  19  ft.  9J4  in-  south  of  Thames  street 
(Block  301.3,  Lot  15),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Peter  Murray. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy .  4 

Negative  .  0 

THE  RESOLUTION  (531-41-BZ) 

Whereas,  this  application  under  section  7 g  of  the  zoning 
resolution,  permitting  in  an  unrestricted  use  district,  the 
conversion  of  occupancy  of  a  building  to  a  garage  for 
more  than  five  motor  vehicles ;  said  garage  having  vehicular 
entrances  within  200  ft.  of  an  exit  or  entrance  to  a  pubic 
school,  affecting  premises  108-120  Knickerbocker  avenue, 
west  side,  19  ft.  9 J4  in.  south  of  Thames  street  (Block 
3013,  Lot  15),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  January  20,  1942,  on  certain  conditions  and  time 
extended  on  April  13,  1943  and  the  applicant  requested  a 
further  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  20,  1942,  as 
amended  by  resolutions  adopted  through  April  13,  1943,  only 
so  far  as  it  has  reference  to  the  completion  of  the  work,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 
“that  in  view  of  applicant’s  statement  that  all  permits 
have  been  obtained  and  all  work  completed  except  ob¬ 
taining  the  certificate  of  occupancy,  that  such  certificate 
of  occupancy  shall  be  obtained  within  two  (2)  months 
from  the  date  of  this  amended  resolution.” 


762-41-BZ 

APPLICANT— Edith  Harris,  for  Arthur  Harris,  lessee; 

The  Guardian  Life  Insurance  Company  of  America, 
owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7e  of  the  zoning 
resolution,  permitting  the  alteration  and  conversion 
of  occupancy  of  part  of  an  existing  building,  located 
partly  in  a  business  use  and  partly  in  a  residence  use 
district,  to  a  public  restaurant;  also  the  proposed 
alteration  does  not  comply  with  the  zoning  resolution 
as  to  location  of  entrances  and  show  windows  in  the 
proposed  business  use. 


PREMISES  AFFECTED— 82-84  Pierrepont  street  and  178 
Henry  street,  southwest  corner  (Block  242,  Lot  37), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edith  Harris. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  permit  and 
time  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT 
AND  TIME. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy .  4 
Negative  .  0 

THE  RESOLUTION  (762-41-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  the  alteration,  conversion  of  occu¬ 
pancy  of  part  of  an  existing  building  located  partly  in  a 
business  use  district  and  partly  in  a  residence  use  district, 
to  a  public  restaurant;  also  the  proposed  alteration  does  not 
comply  with  the  requirements  of  the  zoning,  resolution  as 
to  the  location  of  entrances  to  and  show  windows  in  the 
proposed  business  use,  affecting  premises  82-84  Pierrepont 
street  and  178  Henry  street,  southwest  corner  (Block  242, 
Lot  37),  Borough  of  Brooklyn,  was  granted  by  the  Board 
January  27,  1942,  on  certain  conditions,  time  extended  April 
28,  1942,  October  27,  1942,  January  26,  1943  and  May  25, 
1943,  and  the  applicant  requested  an  extension  of  the  permit 
and  a  further  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  27,  1942,  as  amended 
by  resolutions  adopted  through  May  25,  1943,  only  so  far  as 
it  has  reference  to  the  extension  of  permit,  and  the  comple¬ 
tion  of  the  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“ Granted  under  section  7e  for  a  term  of  two  years 
from  the  date  of  this  amended  resolution  *  *  *  and  that 
in  view  of  the  fact  all  permits  have  been  obtained  and  a 
certain  portion  of  the  wTork  completed,  all  work  shall 
be  completed  within  one  year  from  the  date  of  this 
amended  resolution.” 


837-41-BZ 

APPLICANT — Alice  Drucker,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  under  section  7h  of 
the  zoning  resolution,  previously  granted  on.  condi¬ 
tion,  permitting  in  a  residence  use  district,  for 
a  temporary  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 156  Beach  68th  street,  east  side, 
440  ft.  south  of  Rockaway  Beach  boulevard  (Block 
360,  Lot  29)  Arverne,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Hannah  Drucker. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (837-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  156  Beach  68th  street, 
east  side,  440  ft.  south  of  Rockaway  Beach  boulevard  (Block 
360,  Lot  29),  Arverne,  Borough  of  Queens,  was  granted  by 
the  Board  on  April  28,  1942,  on  certain,  conditions  ;  and 


406 


MINUTES 


Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  28,  1942,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“'Granted,  under  section  7 h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  (5)  motor  vehicles,  etc.” 


864-41-BZ 

APPLICANT — Clayton  G.  Shirkey,  for  Caroline  Krause, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district  for  a  tempo¬ 
rary  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 88-27  Rockaway  Beach  boule¬ 
vard,  south  side,  25  ft.  east  of  Beach  90th  street 
(Block  623,  Lots  2  and  3),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Clayton  G.  Shirkey. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative .  0 

THE  RESOLUTION  (864-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  88-27  Rockaway  Beach 
boulevard,  south  side,  25  ft.  each  of  Beach  90th  street  (Block 
623,  Lots  2  and  3),  Rockaway  Beach,  Borough  of  Queens, 
was  granted  by  the  Board  on  April  28,  1942,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  28,  1942,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“Granted,^  under  section  7h  for  a  temporary  term  of 
two  (2)  years,  from  the  date  of  this  amended  resolution, 
to  permit  the  premises  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  etc.” 


1004-41-BZ 

APPLICANT — Alexander  A.  Forman,  3rd,  for  Dougland 
Homes  Corporation,  owner  (Frederick  Cornelius, 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7c  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  reconstruc¬ 
tion  and  extension  of  a  gasoline  service  station. 

PREMISES  AFFECTED— 175-42  137th  avenue  and  137-04 
Farmers  boulevard,  southwest  corner  (Block  3237, 
part  of  Lot  24),  Springfield  Gardens,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (1004-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  recon¬ 
struction  and  extension  of  a  gasoline  service  station,  affect¬ 
ing  premises  175-42  137th  avenue  and  137-04  Farmers  boule¬ 
vard,  southwest  corner  (Block  3237,  part  of  Lot  24),  Spring- 
field  Gardens,  Borough  of  Queens,  was  granted  by  the  Board 
on  June  30,  1942,  on  certain  conditions  and  time  extended 
on  May  11,  1943  and  the  applicant  requested  a  further  ex¬ 
tension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  by  the  Board  June  30, 

1942,  as  amended  by  resolutions  adopted  through  May  11, 

1943,  only  so  far  as  it  has  reference  to  obtaining  permits  and 
completing  the  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this 
amended  resolution.” 


839-42-BZ 

APPLICANT — James  E.  McKillop,  for  McCann  and 
Hose,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent),  previously  granted 
on  condition  under  section  21  of  the  zoning  resolu¬ 
tion,  permitting  in  an  unrestricted  use  and  also  B 
area  district,  the  erection  and  maintenance  of  an 
extension  at  the  rear  of  the  2nd  story  of  an  existing 
building ;  the  said  proposed  extension  does  not 
comply  with  rear  yard  requirements  of  the  zoning 
resolution. 

PREMISES  AFFECTED — 172  Pacific  street,  south  side, 
215  ft.  east  of  Clinton  street  (Block  292,  Lot  15), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  McKillop. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (839-42-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  an  unrestricted  use  district  and  B 
area  district,  the  erection  and  maintenance  of  an  extension 
at  the  rear  of  the  2nd  story  of  an  existing  building,  affecting 
premises  172  Pacific  street,  south  side,  215  ft.  east  of  Clin¬ 
ton  street  (Block  292,  Lot  15),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  February  24,  1943,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  February  24,  1943,  by 
adding  thereto : 

“that  in  lieu  of  the  above  requirement  that  any  openings 
constructed  in  the  rear  wall  shall  be  filled  with  ap¬ 
proved  glass  blocks,  such  openings  may  be  equipped 
with  fireproof,  self-closing  windows  with  wireglass.” 
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APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

866-42 -A 

APPLICANT — Gulf  Oil  Corporation,  owner. 

SUBJECT — Application  reopened  March  21,  1944  re  exten¬ 
sion  of  permit — Appeal  from  decision  of  the  fire 
commissioner  re  packaging  of  inflammable  mixture 
known  as  “Gulflex  Rubberlube”  in  one-half  gallon 
glass  jugs  (capacity  of  glass  jugs  not  in  con¬ 
formity  with  Administrative  Code  specifications)  ; 
(previously  granted  on  condition  for  a  term  of  six 
(6)  months). 

APPEARANCES— 

For  Applicant:  Theodore  B.  Welsh. 

For  Administration:  Edward  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD— Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (866-42-A) 

Whereas,  Gulf  Oil  Corporation,  owner,  filed  on  December 
28,  1942,  an  appeal  from  a  decision  of  the  fire  commissioner, 
relating  to  the  packaging  of  “Gulflex  Rubberlube”  in  one- 
half  gallon  glass  bottles  ;  and 

Whereas,  this  appeal  was  granted  by  the  Board  on  May 
11,  1943,  on  certain  conditions  and  the  applicant  requested 
an  extension  of  the  permit ;  and 

Whereas,  this  appeal  was  reopened  by  the  Board  March 
21,  1944  subject  to  the  usual  procedure;  and 

Whereas,  the  applicant  now  requests  a  consideration  of 
an  extension  of  permission  to  use  glass  containers  for  an 
additional  period  of  at  least  six  (6)  months;  and 

Whereas,  the  applicant  contends  that  during  the  past 
four  or  five  months,  the  War  Production  Board  has  re¬ 
leased  metal  for  many  different  packages  and  by  this  time 
it  was  hoped  that  the  applicant  would  be  able  to  revert  to 
metal  containers  for  the  packaging  of  Gulflex  Rubberlube ; 
that  the  necessary  releases  have  not  been  issued  as  yet  and 
it  may  be  a  matter  of  weeks  or  months  before  they  are 
issued ;  it  is  therefore  requested  that  the  Board  grant  an 
additional  extension  for  a  period  of  at  least  six  months. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  11,  1943,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  as 
amended,  this  portion  of  the  resolution  shall  read : 

“  *  *  *  this  variance  is  granted  for  a  term  of  six 
months  from  the  date  of  this  amended  resolution,  pend¬ 
ing  the  action  by  the  Board  on  the  application  by  the 
manufacturer  for  general  test  and  approval  of  glass 
bottles  and  glass  containers  in  various  sizes ;  that  the 
use  of  glass  bottles  for  the  product  shall  be  terminated 
as  soon  as  tin  cans  are  available.” 


128-43-A 

APPLICANT — Stanco,  Incorporated,  owner. 

SUBJECT — Application  reopened  March  21,  1944  re  exten¬ 
sion  of  permit — re  packaging  of  combustible  mixture 
known  as  “Flit”  in  one-gallon  glass  bottles  (capacity 
of  glass  bottles  not  in  conformity  with  Administra¬ 
tive  Code  Specifications)  ;  (previously  granted  on 
condition  for  a  term  of  six  (6)  months). 

APPEARANCES— 

For  Applicant :  Alexander  Lazarus. 

For  Administration  :  Edwin  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD— Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (128-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  relative  to  the  packaging  of  the  combustible 
mixture  known  as  “Flit”  in  one-gallon  glass  bottles,  was 
granted  by  the  Board  on  March  30,  1943,  on  certain  condi¬ 
tions  and  permit  extended  on  October  5,  1943 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit ;  and 

Whereas,  this  appeal  was  reopened  and  restored  to  the 
calendar  March  21,  1944,  subject  to  usual  procedure;  and 

Whereas,  the  applicant  now  requests  a  further  extension 
of  the  permit,  so  that  it  may  continue  to  sell  Flit  in  one 
gallon  glass  bottles. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  March  30,  1943,  as 
amended  through  October  5,  1943,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“that  this  variance  is  granted  for  a  term  of  six  (6) 
months  from  the  date  of  this  amended  resolution,  with 
the  understanding  that  the  use  of  glass  bottles  will  be 
terminated  as  soon  as  tin  cans  are  made  available.” 


348-43-A 

APPLICANT — Socony-Vacuum  Oil  Company,  Inc.,  owner. 
SUBJECT — Application  reopened  March  21,  1944  re  exten¬ 
sion  of  permit — Appeal  from  an  order  of  the  fire 
commissioner — re  packaging  and  storage  of  com¬ 
bustible  mixtures  known  as  “Mobilgloss,  Mobil  Pre¬ 
wax  Cleaner,  Mobil  Penetrating  Oil,  Mobil  Dry 
Cleaner,  Tavern  Dry  Cleaner,  Sanilac  Liquid  Wax, 
Sanilac  Penetrating  Finish,  Sanilac  Super  Sealer 
and  Sanilac  Floor  Dressing”  in  one-gallon  glass 
jugs;  “Tavern  Liquid  Wax”  in  one-gallon  and  one- 
half  gallon  glass  jugs  and  “Tavern  Floor  Wax, 
Sanilac  Paste  Wax  and  Mobilwax  (hard)”  in 
three  (3)  lb.  glass  jars,  (capacity  of  glass  jugs  and 
glass  jars  not  in  conformity  with  Administrative 
Code  Specifications)  ;  (previously  granted  on  con¬ 
dition  for  a  term  of  six  (6)  months). 
APPEARANCES— 

For  Applicant:  Herbert  C.  Smith,  Jr. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . .  0 

THE  RESOLUTION  (348-43-A) 

Whereas,  Socony-Vacuum  Oil  Company,  Inc.,  owner, 
filed  on  July  8,  1943,  an  appeal  from  a  decision  of  the  fire 
commissioner,  relating  to  the  packaging  in  glass  containers 
of  the  following  combustible  mixtures :  Mobilgloss,  Mobil 
Pre-Wax  Cleaner,  Mobil  Penetrating  Oil,  Mobil  Dry 
Cleaner,  Tavern  Liquid  Wax,  Tavern  Dry  Cleaner,  Sanilac 
Liquid  Wax,  Sanilac  Penetrating  Finish,  Sanilac  Super 
Sealer,  Sanilac  Floor  Dressing,  Tavern  Floor  Wax  (paste) 
Sanilac  Paste  Wax,  Mobilwax  (hard),  which  are  the  sub¬ 
ject  of  Permit  No.  B-355-29S  issued  by  the  Division  of 
Combustibles,  Fire  Department  Brooklyn ;  and 
Whereas,  this  appeal  was  granted  by  the  Board  on  July 
27,  1943,  on  certain  conditions  and  the  applicant  requested 
an  extension  of  the  permit ;  and 

Whereas,  this  appeal  was  reopened  and  restored  to  the 
calendar  March  21,  1944,  subject  to  usual  procedure. 

Whereas,  the  applicant  requests  that  the  Board  further 
extend  the  temporary  permission  granted,  pending  final 
determination  on  the  applicaton  for  the  approval  of  glass 
containers  filed  by  the  Olean  Glass  Company. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  27,  1943,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  as 
amended,  this  portion  of  the  resolution  shall  read : 
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“  *  *  *  that  this  variance  is  granted  for  a  term  of  six 
(6)  months  from  the  date  of  this  amended  resolution, 
with  the  understanding  that  the  use  of  glass  bottles  will 
be  terminated  as  soon  as  tin  cans  are  made  available.” 


374-43-A 

APPLICANT — William  H.  Hickin,  for  E.  I.  Dupont  De 
Nemours  and  Company,  owner. 

SUBJECT — Application  reopened  March  7,  1944 — re  Ap¬ 
peal  from  a  decision  of  the  fire  commissioner  re 
Packaging  of  inflammable  and  combustible  mixtures 
known  as  “E.  I.  Dupont  DeNemours  and  Com¬ 
pany’s”  No.  18  Cement,  No.  21  Cement,  No.  C-23 
Cement,  No.  24  Cement,  No.  26  Cement,  No.  28 
Cement,  No.  32  Cement,  No.  C-3S  Cement,  No. 
S-80-40  Stain,  No.  C-42  Cement,  No.  H-64  Stain- 
combustible,  No.  H-66  Cement,  No.  H-78  Cement, 
No.  231  Cement,  No.  H-79  Cement,  No.  83  Sol¬ 
vent,  No.  H-90  Black  Stain-combustible,  No. 
K-88  Solvent,  No.  89  Solvent,  No.  92  Black 
Stain-combustible,  No.  C-95  Cement,  No.  C-96 
Solvent,  No.  97  Cement,  No.  98  Cement,  No.  99 
Cement,  No.  C-103  Cement,  No.  F-105  Solution, 
No.  106  Solution,  No.  C-107  Cement,  No.  H-108 
Black  Cement-cDmbustible,  No.  109  Cement  in  8 
oz.,  16  oz.,  32  oz.,  128  oz.,  and  5  gallon  glass  con¬ 
tainers  (capacity  of  glass  containers  not  in  con¬ 
formity  with  Administrative  Code  Specifications). 

APPEARANCES— 

For  Applicant :  William  H.  Hickin. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (374-43-A) 

Whereas,  William  H.  Hickin,  for  E.  I.  DuPont  de 
Nemours  and  Company,  owner,  filed  July  23,  1943,  an  ap¬ 
peal  from  a  decision  of  the  fire  commissioner,  relating  to 
the  packaging  of  combustible  and  inflammable  mixtures  in 
glass  containers  contrary  to  the  Administrative  Code ;  and 
Whereas,  this  appeal  was  granted  by  the  Board  on  July 
27,  1943,  on  certain  conditions  and  the  applicant  requested  an 
extension  of  the  permit;  and 

Whereas,  this  appeal  was  reopened  and  restored  to  the 
calendar  March  7,  1944,  subject  to  usual  procedure;  and 
Whereas,  the  applicant  states  that  on  July  27,  1943,  the 
Board  modified  the  decision  of  the  fire  commissioner  and 
granted  permission  to  market  the  products  in  question  in 
8,  16,  32  and  128  oz.  glass  containers  for  a  period  of  six 
months,  pending  the  filing  of  an  application  for  general 
approval  by  the  Owens-Illinois  Glass  Co. ;  and 

Whereas,  the  applicant  contends  that  such  application  for 
general  approval  has  been  filed  by  the  Owens-Illinois  Glass 
Company  under  Cal.  18-44-SM^  and 
Whereas,  the  applicant  contends  that  the  War  Production 
Board  has  to  a  limited  extent,  relaxed  the  restrictions 
placed  on  the  use  of  metal  containers,  but  the  applicant 
still  has  on  hand  a  large  supply  of  glass  containers  of  the 
size  heretofore  permitted  by  the  Board,  to  be  used  with 
suitable  labels  and  corrugated  cardboard  cartons  which  for 
purposes  of  economy  and  conservation  of  materials,  must  be 
utilized  until  the  present  supply  is  exhausted,  and  therefore 
it  is  requested  that  the  Board  grant  permission  to  trans¬ 
port,  sell  and  store  the  products  in  question  in  glass  con¬ 
tainers  of  the  sizes  hereinbefore  permitted  for  a  period  of 
six  (6)  months  or  until  such  time  as  the  present  supply  of 
glass  containers  is  disposed  of  and  the  applicant  is  able  to 
acquire  metal  containers  for  the  packaging  of  these 
products. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  27,  1943,  only  so 


far  as  it  has  reference  to  the  term  of  the  permit,  so  as 
amended,  this  portion  of  the  resolution  shall  read : 

“  *  *  *  that  this  variance  is  granted  for  a  term  of  six 
(6)  months  from  the  date  of  this  amended  resolution, 
only  so  far  as  it  has  reference  to  the  use  of  glass  con¬ 
tainers  for  the  storage  and  sale  of  the  above  mixtures 
that  are  classified  as  ‘‘combustible"  with  a  flashpoint 
exceeding  100  degress  F.” 


132-44- A 

APPLICANT — Abraham  Farber,  for  Congregation  Arugath 
Habosen,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  (previously  dismissed  for  lack  of  prosecu¬ 
tion ;  reopened  April  11,  1944). 

PREMISES  AFFECTED — 559-561  Bedford  avenue  and 
125-131  Rodney  street,  northeast  corner  (Block 
2167,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Abraham  Farber. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (132-44-A) 

Whereas,  Abraham  Farber,  for  Congregation  Arugath 
Habosen,  owner,  filed  February  29,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises  : 
559-561  Bedford  avenue  and  125-131  Rodney  street,  north¬ 
east  corner  (Block  2187,  Lot  1),  Borough  of  Brooklyn;  and 
Whereas,  this  appeal  was  dismissed  for  lack  of  prosecu¬ 
tion  on  March  28,  1944  and  the  applicant  requested  a  reopen¬ 
ing  and  restoration  to  the  calendar ;  and 

W hereas,  this  case  was  reopened  by  vote  of  the  Board  on 
April  11,  1944  and  set  for  hearing,  pending  an  inspection 
by  a  committee  of  the  Board ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  25,  1944,  re  Alt.  Applic.  365-44,  reads : 

“1.  Public  church  over  2  stories  and  over  35  ft.  in 
height  in  a  Class  No.  3  structure,  is  contrary  to  4.2.1 
of  Bldg.  Code. 

2.  Two  exits  are  required  from  second  floor,  as  per 
6.1. 2.2.3  and  6.4. 1.8.1  of  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  three  stories 
and  basement  (46  ft.)  in  height,  40  ft.  8  in.  by  46  ft.  in 
area ;  Class  3  construction ;  erected  in  1887  and  located  in 
a  residence  use,  B  area,  district  and  used  as  a  four  family 
dwelling ;  proposed  to  be  used  and  occupied  as  follows : 
Cellar,  boilerroom  and  storage;  basement,  Synagogue,  75 
persons;  1st  floor,  Synagogue,  150  persons;  2nd  floor,  Syna¬ 
gogue,  balcony,  75  persons;  3rd  floor,  dwelling,  1  family; 
that  the  building  is  equipped  with  one  4  ft.  wide  stairs,  of 
fireproof  construction  up  to  second  floor  and  wood  to  roof, 
enclosed  in  brick  walls  to  second  floor  and  1-hour  con¬ 
struction  to  roof;  equipped  with  fireproof,  self-vlosing  doors, 
and  one  fire  escape  at  the  rear,  constructed  pursuant  to 
Section  145  of  the  Multiple  Dwelling  Law;  and 
Whereas,  Certificate  of  Occupancy  2696  issued  March  14, 
1922,  permitted  the  use  of  the  building  as  a  tenement  for 
three  families ;  and 

Whereas,  the  applicant  contends  that  as  the  Synagogue 
portion  is  only  two  stories  in  height  and  the  2nd  story  is 
only  20  ft.  from  sidewalk  level  and  is  only  used  on  Satur¬ 
days  and  Holidays ;  that  as  the  4  ft.  stair  condition  is 
adequate  for  the  limited  use,  it  is  requested  that  the  Board 
modify  the  requirements  of  Section  4.2  of  the  Bldg.  Code, 
to  permit  the  Synagogue  use  in  the  building  as  proposed ; 
and 

Whereas,  the  applicant  contends  as  to  objection  2,  that 
the  basement  has  two  good  direct  means  of  exit,  both  direct 
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to  streets ;  that  the  first  floor  has  a  wide  direct  access  to 
street  at  front  and  a  4  ft.  wide  steel  stair,  fireproof,^  en¬ 
closed,  direct  to  side  street;  that  this  story  is  only  7  ft. 
above  the  sidewalk ;  that  the  second  floor  is  arranged  with 
a  large  open  well  14  ft.  by  19  ft.  opening  to  1st  floor 
Synagogue  and  is  intended  for  use  on  Saturdays  and  Holi¬ 
day  services  only ;  that  this  floor  has  a  4  ft.  wide  steel  stair 
leading  to  the  basement  and  thence  directly  to  the  street; 
that  this  stair  is  for  the  exclusive  use  of  the  second  floor ; 
that  the  first  floor  exit  is  independent;  that  there  is  a  steel 
stair  from  basement  to  second  floor,  with  3-hour  enclosure 
and  a  wood  stair  from  2nd  floor  to  roof,  having  a  1-hour 
enclosure;  that  the  portion  from  the  2nd  floor  to  roof  will 
be  used  only  by  the  family  on  the  3rd  floor ;  that  the  fire 
escape  at  the  rear  is  40  deg.  and  is  constructed  as  per 
Section  145  of  the  Multiple  Dwelling  Law ;  that  no  portion 
of  the  2nd  floor  will  be  farther  removed  than  35  ft.  to  the 
large  well-lighted  stairway  leading  directly  to  the  street; 
that  it  is  therefore  requested,  the  Board  modify  the  require¬ 
ments  of  the  Building  Code,  to  permit  the  use  and  occu¬ 
pancy  as  herein  proposed ;  and 

W hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  365-44,  Objection  1  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  js 
granted  to  permit  the  building  to  be  occupied  for  public 
assembly  substantially  as  proposed,  on  condition  that  the 
alterations  to  the  building  shall  be  carried  out  as  shown  on 
plans  marked  “Received  March  24,  1944,”  as  corrected  May 
6,  1944,  provided  the  building  shall  not  be  increased  in 
height  or  area,  and  in  all  other  respects,  shall  meet  the 
requirements  of  all  laws,  rules  and  regulations  applicable 
thereto;  that  a  new  certificate  of  occupancy  shall  be  ob¬ 
tained;  that  this  variance  shall  continue  only  so  long  as  the 
building  is  occupied  substantially  as  proposed ;  that  no 
public  occupancy  shall  be  permitted  above  the  second  story. 


139-44-A 

APPLICANT — Theresa  Garten  Hirsch,  Administratrix,  for 
Estate  of  Josephine  J.  Schnurmacher,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 191  Southern  boulevard,  south¬ 
west  corner  of  East  137th  street  (Block  2565,  Lot 
12),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Charles  L.  Fleece. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (139-44-A) 

Whereas,  Theresa  Garten  Hirsch,  Administratrix,  for 
Estate  of  Josephine  J.  Schnurmacher,  owner,  filed  on  March 
3,  1944,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  191  Southern  boulevard,  south¬ 
west  corner  of  East  137th  street  (Block  2565,  Lot  12),  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  7,  1944,  relating  to  Alt.  Applic.  465-43,  reads : 

“Your  application  for  a  temporary  certificate  of 
occupancy  for  the  use  of  the  premises’  191  Southern 
Blvd.,  Southwest  Corner  137th  street,  during  the  dura¬ 
tion  of  the  war  emergency  as  a  machine  shop  and  store 
with  a  total  of  seven  (7)  occupants,  with  the  right  to 
reconvert  to  its  former  use  as  a  garage  must  be  denied 
for  the  following  reasons  : 

1.  This  Department  cannot  issue  a  temporary  certifi¬ 
cate  of  occupancy  for  longer  than  ninety  (90)  days  and 
we  cannot  guarantee  that  during  the  war  emergency 
period  the  zoning  restrictions  covering  this  particular 


building  will  not  be  changed  so  as  to  prohibit  the  recon¬ 
version  of  this  building  from  its  use  as  a  machine  shop 
to  that  of  garage. 

2.  All  doors  must  be  not  less  than  forty  four  (44") 
inches  wide  and  swinging  outward.  Section  270,  sub¬ 
division  5  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
(18  ft.)  in  height,  109.74  ft.  by  115  ft.  by  66  ft.  in  area,  of 
class  3  construction,  erected  in  1923,  located  in  an  un¬ 
restricted,  use  C  area  district  and  used  and  occupied  since 
1943  as  a  machine  shop  and  store,  7  persons;  proposed  to 
be  used  and  occupied  as  follows :  machine  shop,  two  car 
garage,  office  and  store,  7  persons  ;  and 

Whereas,  Violation  4027  was  issued  November  22,  1943, 
for  changing  the  occupancy  from  store  and  storage  garage 
to  machine  shop  and  store  without  a  Certificate  of  Occu¬ 
pancy;  and 

Whereas,  Certificate  of  Occupancy  1123  issued  July  30, 
1923,  permits  the  use  of  building  as  a  public  garage  and 
stores ;  and 

Whereas,  the  applicant  contends  as  to  objection  1  that 
a  temporary  Certificate  of  Occupancy  is  sought,  to  permit 
the  use  of  the  building  as  a  machine  shop  for  the  duration 
of  the  war  emergency,  with  a  right  to  resume  the  present 
permissable  use  at  the  end  of  said  emergency;  as  to  objection 
2,  that  since  the  building^  is  only  one  story  in  height,  the 
requirements  of  section  270  should  not  be  applied ;  and 

Whereas,  the  applicant  further  contends  that  the  gasoline 
and  rubber  shortages  attributable  to  the  war  emergency, 
have  made  it  impossible  to  continue  the  operation  of.  the 
premises  for  the  presently  permitted  use ;  therefore  it  is 
requested  that  the  Board  permit  the  proposed  use  and 
occupancy  without  forfeiture  of  the  permanent  public  garage 
use  authorized  by  the  existing  Certificate  of  Occupancy  in 
order  to  meet  conditions  caused  by  the  war  emergency, 
without  requiring  the  owner  to  sacrifice  or  jeopardize  the 
permanent  use  which  has  been  denied  them  by  the  emer¬ 
gency. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  465-43,  and  that  the  appeal  be  and 
it  hereby  is  granted,  to  permit  the  building  to  be  occupied 
during  the  term  of  the  war  emergency  as  proposed,  and  to 
permit  the  restoration  of  the  garage  use  upon  the  termina¬ 
tion  of  the  proposed  use ;  that  the  building  shall  not  be 
increased  in  height  or  area;  that  the  existing  exits  shown  on 
plans  filed  with  this  appeal  marked  “Received  May  4,  1944,” 
shall  be  maintained;  that  the  opening  in  the  wall  to  the 
adjoining  building  to  the  west  shall  be  filled  with  approved 
masonry;  that  such  additional  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct ;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


152-44-A 

APPLICANT— Frank  C.  Keller,  for  Frederick  F.  Johns 
and  Martin  L.  White,  owners. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 112-22  New  York  boulevard, 
west  side,  130  ft.  north  of  112th  road  (Block  12183, 
Lot  35),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  C.  Keller  and  Julian  C. 
T  rotman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 
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THE  RESOLUTION  (152-44-A)  157-44-A 


Whereas,  Frank  C.  Keller,  for  Frederick  F.  Johns  and 
Martin  L.  White,  owners,  filed  March  11,  1944,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
112-22  New  York  boulevard,  west  side,  130  ft.  north  of 
112th  road  (Meyer  avenue)  ;  (Block  12183,  Lot  35),  Jamaica, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  11,  1944,  reconsideration  denied  April  11,  1944, 
on  Alt.  Applic.  104-44,  reads: 

“1.  Change  of  use  from  a  dwelling  to  club  house 
of  a  frame  building  located  within  the  fire  limits  is 
contrary  to  Section  C26-254.0,A.  Administrative  Code. 

2.  Use  of  a  frame  building  exceeding  600  sq.  ft.  in 
area  and  over  20  ft.  in  height  as  a  public  building  is 
contrary  to  C26-247.0  Administrative  Code. 

3.  Cellar  ceiling  not  shown  fire  retarded,  Section 
C26-669.0.C.  Administrative  Code. 

4.  Cellar  stairs  not  shown  properly  enclosed  and 
provided  with  S.C.F.P.  door,  Section  C26-292,0.H.l (B) 
Administrative  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  2 y2  stories 
(30  ft.)  in  height;  20  ft.  by  43  ft.  in  area;  of  Class  4  con¬ 
struction,  erected  1903 ;  located  in  a  business  use  district  on 
a  plot  which  extends  into  a  residence  use  district  and  used 
as  a  one-family  dwelling  and  vacant  garage,  and  proposed 
to  be  used  and  occupied  as  follows :  cellar,  boiler  room ; 

I  1st  floor,  club  rooms,  30  persons ;  2nd  floor,  officers  board 
rooms  and  storage  of  equipment,  8  persons ;  attic,  unfinished, 
storage,  no  persons ;  garage,  vacant ;  that  the  building  is 
equipped  with  two  interior  stairs ;  that  the  front  stair  is 
2  ft.  10  in.  wide,  of  wood  construction  and  leads  directly 
to  the  street ;  that  the  rear  stair  is  2  ft.  9  in.  of  wood 
construction;  that  both  stairs  are  enclosed  in  partitions  of 
wood  lath  and  plaster  with  no  doors  therein ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  as  a  dwelling  and  could  be  used  in  an  area  outside 
of  the  fire  limits  for  a  club  house ;  that  since  the  building 
is  located  on  a  large  plot  remote  from  any  adjoining  build¬ 
ing,  it  is  requested  that  the  Board  grant  permission  to  use 
it  as  proposed ;  that  owing  to  the  small  occupancy  requested, 
it  is  asked  that  the  Board  permit  40  lb.  floor  loads  and 
permit  use  of  the  building  which  is  greater  than  600  sq.  ft. 
in  area  and  more  than  one  story  in  height ;  that  the  cellar 
is  used  for  the  heating  only  and  the  fuel  used  is  coal ;  it 
is  therefore  requested  that  the  fire  retarding  be  omitted : 
that  the  enclosure  of  the  cellar  stairs  and  the  kalamein  door 
should  be  waived,  due  to  the  limited  occupancy ;  that  the 
building  will  be  occupied  throughout  as  a  social  club  for 
members  of  the  Elks  Club ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  104-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  Objec¬ 
tions  1  and  2,  to  permit  the  ground  floor  only  of  this  build¬ 
ing  to  be  occupied  for  public  use  substantially  as  proposed, 
on  condition  the  number  of  persons  shall  not  exceed  that 
permitted  by  the  exits ;  that  the  public  use  shall  not  be 
extended  beyond  the  first  or  ground  floor;  that  the  second 
floor  shall  be  used  only  for  storage  and  office  as  indicated 
on  plans  filed  with  this  appeal  marked  “Received  March 
11,  1944”;  as  to  Objection  3,  that  the  cellar  ceiling  shall  be 
fire  retarded  throughout;  as  to  Objection  4,  that  the  cellar 
stairs  shall  be  enclosed  with  a  fireproof  self-closing  door 
at  the  cellar  level ;  that  this  variance  shall  continue  for  a 
term  of  two  (2)  years  from  the  date  of  this  resolution;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulation  applicable  thereto;  that 
the  building  shall  not  be  increased  in  height  or  area ;  that 
the  premises  shall  be  used  only  as  proposed  and  not  leased 
or  hired  out  or  used  for  other  uses. 


APPLICANT — Lama  and  Proskauer,  for  Washington 
Baths,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 2001-2009  Boardwalk,  north 
side,  162  ft.  8  in.  east  of  West  21st  street  (Block 
7072,  Lot  12),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (157-44-A) 

Whereas,  Lama  and  Proskauer,  for  Washington  Baths, 
Incorporated,  owner,  filed  March  15,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  2001-2009 
Boardwalk,  north  side,  162  ft.  8  in.  east  of  West  21st  street 
(Block  7072,  Lot  12),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  13,  1944,  on  Alt.  Applic.  512-44,  reads: 

“1.  Proposed  public  use  in  a  frame  building  is  con¬ 
trary  to  Sec.  4.1.2  and  Sec.  4.2.1  as  per  Sec.  2.1.3. 5  of 
the  Building  Code. 

Note:  Existing  occupancy  for  concessions  and  amuse¬ 
ments  (Scooter  Ride)  under  Certificate  of  Occupancy 
No.  55473  was  issued  on  March  28,  1929  as  ‘Temporary 
permit  to  be  revocable  at  option  of  Superintendent  of 
Building.’  ” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (12  ft.)  in  height;  83  ft.  6  in.  by  approximately  85 
ft.  in  area ;  of  Class  4  construction ;  erected  1916 ;  located 
in  a  business  use,  A  area  district  and  used  and  occupied 
since  1929  as  follows :  basement,  concessions ;  1st  floor, 
stores  and  scooter  ride,  396  persons ;  proposed  to  be  used 
and  occupied:  basement,  concessions;  1st  floor,  stores  and 
common  show,  396  persons ;  and 

Whereas,  the  applicant  contends  that  the  entire  structure 
is  frame  with  the  exception  of  several  structural  steel 
columns  and  girders  used  for  floor  and  roof  support ;  that 
all  partitions  are  constructed  of  2  in.  by  4  in.  spruce  studs, 
wood  lath  and  plaster  with  the  exception  of  the  partition 
at  the  front  of  the  building  which  is  2  in.  by  4  in.  studs 
covered  with  sheet  rock,  both  sides ;  that  the  dressing  rooms 
on  the  platform  are  tight  board  partitions  to  ceiling,  each 
of  which  will  have  a  sprinkler  head  connected  to  the  domestic 
supply  line ;  that  the  ceiling  of  the  basement  is  plasterboard 
and  the  ceiling  of  the  first  floor  is  covered  with  one-half 
inch  plasterboard;  that  a  new  wood  floor  will  be  installed 
on  the  first  floor. 

Resolved ,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  512-44,  objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  premises  shall  be  arranged  and  exit 
constructed  and  maintained  substantially  as  indicated  on 
plans  filed  with  this  appeal  marked  “Received  March  15, 
1944” ;  that  the  interior  of  the  side  walls  separating  this 
space  from  adjoining  buildings,  shall  be  protected  with 
metal  throughout ;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  to  a  place  of  public  assembly;  that  this 
variance  shall  continue  only  so  long  as  the  premises  are 
maintained  substantially  as  proposed  and  in  accordance  with 
the  requirements  of  this  resolution ;  that  the  existing  tempo¬ 
rary  certificate  of  occupancy  55473  shall  be  superseded  by 
a  new  certificate  upon  completion  of  the  work  permitted 
under  this  resolution ;  that  no  use  shall  be  made  of  the 
space  under  the  proposed  public  occupancy  space  which  is 
at  the  Boardwalk  level. 


. 
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2 18-44- A 

APPLICANT— Louis  Allen  Abramson,  for  Frances  New¬ 
man,  owner  (Bond  Stores,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 398-406  Fulton  street,  south¬ 
west  corner  of  Gallatin  place  (Block  155,  Lot  14), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Louis  Allen  Abramson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (218-44-A) 

Whereas,  Louis  Allen  Abrahmson,  for  Frances  New¬ 
man,  owner  (Bond  Stores,  Incorporated,  lessee),  filed  April 
12,  1944,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  398-406  Fulton  street,  southwest  cor¬ 
ner  Gallatin  place  (Block  155,  Lot  14),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  23,  1944,  on  Alt.  Applic.  683-44,  reads : 

“1.  Increase  in  height  of  existing  Class  3  non-fire- 
proof  building  to  exceed  50  ft.  in  height  is  contrary 
to  Sec.  4.2.1  of  the  Building  Code. 

2.  Provide  loading  space  as  per  Art.  IV,  Sec.  19A 
of  the  zoning  resolution. 

3.  All  stairways  shall  be  enclosed  on  all  sides  by 
fireproof  partitions.  Sec.  270-4  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (32  ft.  )in  height;  95  ft.  10  in.  by  101  ft.  in  area; 
of  Class  3  construction;  erected  about  1890;  located  in  a 
business  use,  B  area  district  and  used  and  occupied  since 
1937  as  follows  :  cellar,  storage  and  boiler  room ;  1st  floor, 
stores,  75  persons ;  2nd  floor,  stores,  75  persons,  and  pro¬ 
posed  to  be  used  and  occupied  as  follows :  cellar,  storage, 
sales  area  and  boiler  room,  75  persons ;  1st  floor,  sales 
area,  100  persons;  2nd  floor,  stock  and  sales  area,  100 
persons ;  3rd  floor,  stock  and  sales  area,  100  persons ;  4th 
floor,  tailor  shop,  offices  and  stock,  100  persons;  that  the 
building  will  be  equipped  with  a  one-source  sprinkler  sys¬ 
tem  and  two  44  in.  steel  stairs  enclosed  in  3-hour  partitions 
equipped  with  one-hour  test  metal  covered  self-closing 
doors,  one  of  which  will  lead  from  roof  to  street  and  the 
other  from  top  story  to  street ;  and 

Whereas,  the  applicant  contends  as  to  Objection  1,  that 
the  building,  which  is  two  stories  in  height,  was  until 
1937,  four  stories  in  height  and  in  excess  of  60  ft. ;  that 
the  two  upper  stories  were  removed  by  the  present  owner 
in  1937,  because  of  renting  difficulties;  that  if  the  building 
had  not  been  decreased  in  height,  the  new  lessee  could  have 
occupied  the  premises  even  though  the  height  was  in  excess 
of  50  ft. ;  that  to  insist  upon  strict  compliance  with  the 
requirements  of  the  Code,  would  impose  an  unwarranted 
hardship  upon  the  lessee,  since  the  structural  frame  cannot 
support  the  increased  load  of  fireproof  construction  and  a 
new  building  would  be  required;  and  contends  as  to  Objec¬ 
tion  2,  that  the  building  is  not  subject  to  the  requirements 
of  Section  19A  of  the  zoning  resolution,  as  it  will  be  used 
as  a  specialty  store  and  not  a  department  store,  and  the 
area  devoted  to  manufacturing,  storage  and  goods  display 
will  not  amount  to  25,000  sq.  ft.;  and  contends  as  to  Objec¬ 
tion  3,  that  this  objection  refers  to  an  accommodation  stair¬ 
way  which  will  extend  from  street  floor  to  the  floor  above ; 
that  this  stairway,  which  will  be  open,  is  essential  to  the 
oneration  of  this  type  of  business ;  that  the  existing  build¬ 
ing  now  has  an  open  stair  of  similar  type ;  that  the  manu¬ 
facturing  done  on  the  premises  will  consist  of  bushelling 
and  will  be  on  the  fourth  floor ;  that  the  former  four-story 
building  was  equipped  with  two  substandard  stairs  both 


at  the  rear,  neither  discharging  directly  to  the  street ;  that 
the  two  stairs,  which  it  is  proposed  to  install,  will  be  com¬ 
pletely  enclosed  and  discharge  directly  to  the  street  and 
are  ideally  located  from  the  standpoint  of  public  safety ; 
that  even  though  not  required,  it  is  proposed  to  install  an 
automatic  wet  pipe  sprinkler  system  throughout  all  floors 
and  to  provide  24-hour  watchman  service  and  complete  in¬ 
terior  electrical  Holmes  Protective  Service. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  683-44,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  and  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  of  the  requirements  of  the 
labor  law,  as  cited  in  the  decision  of  the  borough  super¬ 
intendent  on  Alt.  Applic.  683-44,,  objection  3,  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
two  means  of  exits  shown,  shall  be  constructed  as  proposed 
in  compliance  with  law ;  that  one  such  exit  shall  extend 
to  the  roof  bulkhead  and  at  the  other  a  scuttle  with  a 
double  rung  steel  ladder  leading  thereto,  equipped  with  an 
easy-opening  device ;  that  the  connecting  stair,  indicated 
on  the  first  or  second  floors  toward  the  center  of  the  space, 
may  be  maintained  unenclosed ;  that  the  construction  of  such 
stair  shall  be  of  incombustible  material ;  that  the  ceilings 
throughout  shall  be  fire-retarded  with  fire-retarding  ap¬ 
proved  for  1-hour  test,  as  provided  in  Section  C26-669.0 ; 
that  in  addition,  the  one-source  sprinkler  system  shall  be 
maintained  throughout ;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto  and  withdrawn  as  to  objec¬ 
tion  2. 


227-44-A 

APPLICANT — Lama  and  Proskauer,  for  Sam  Reisner, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 421-423  Classon  avenue,  east 
side,  60  ft.  south  of  Lexington  avenue  (Block 
1970,  Lot  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (227-44-A) 

Whereas,  Lama  and  Proskauer,  for  Sam  Reisner,  owner, 
filed  April  17,  1944,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises  421-423  Classon 
avenue,  east  side,  60  ft.  south  of  Lexington  avenue  (Block 
1970,  Lot  7),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  21,  1944,  on  Alt.  Applic.  652-44,  reads: 

”1.  Adding  an  additional  intermediate  floor-exits  have 
to  comply  with  No.  270  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  (38  ft.)  in  height;  40  ft.  by  85  ft.  in  area;  of  Class 
3  construction ;  erected  prior  to  October,  1913 ;  located  in 
an  unrestricted  use,  C  area  district  and  used  and  occupied 
since  1921  as  follows:  cellar,  ordinary;  1st  floor,  machine 
shop,  10  persons ;  mezzanine,  office,  5  persons ;  2nd  floor, 
machine  shop,  10  persons ;  proposed  to  be  used  and  occu¬ 
pied  :  cellar,  ordinary  and  storage ;  1st  floor,  manufacturing 
mattresses  and  office,  4  persons ;  2nd  floor,  manufacturing 
mattresses,  4  persons ;  3rd  floor,  manufacturing  mattresses, 
2  persons ;  that  the  building  is  equipped  with  one  wood 
stairway  enclosed  in  metal  lath  and  one  inch  Portland 
cement  plaster  partitions  equipped  with  fireproof  self-closing 
doors  and  extending  from  top  story  directly  to  the  street ; 
that  this  stairway  is  4  ft.  8  in.  wide  at  1st  floor  and  3  ft 
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4  in.  wide  above ;  that  there  is  one  exterior  fire  escape  at 
rear  extending  from  second  story  to  yard ;  that  the  windows 
and  doors  on  the  course  are  fireproof  and  self-closing ;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
extend  the  existing  mezzanine  to  the  rear  of  the  building, 
thereby  creating  an  additional  story;  that  there  is  a  stair¬ 
way  existing  at  the  front  of  the  building  4  ft.  8  in.  wide, 
enclosed  in  partition  which  is  covered  with  metal  lath  and 
one  inch  Portland  cement  on  both  sides ;  that  the  ceiling 
of  the  stairhall  enclosure  is  covered  with  metal  lath  and 
one  inch  Portland  cement  mortar ;  that  there  is  a  fire  escape 
at  the  rear,  which  leads  to  the  yard ;  that  in  addition,  it  is 
proposed  to  erect  a  new  four-ft.  wide  labor  law  fire  escape 
and  counter-balanced  ladder  at  the  northwesterly  portion 
of  the  building ;  in  view  of  the  fact  that  the  building  is  not 
being  increased  in  size  and  that  a  new  labor  law  type  fire 
escape  is  being  added  as  an  additional  means  of  exit,  it  is 
requested  this  appeal  be  granted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law\  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  652-44,  objection  1,  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  be  maintained  as  proposed ;  that  the  exits  shall 
be  maintained  as  proposed  and  in  addition,  the  rear  fire 
escape  shall  be  extended  by  a  gooseneck  ladder  to  the  roof ; 
that  in  the  primary  means  of  exit,  there  shall  be  a  steel 
ladder  within  the  stairhall.  leading  to  a  scuttle  in  the  roof, 
which  shall  be  equipped  with  an  easy-opening  device ;  that 
the  front  fire  escape  shall  be  constructed  and  maintained 
as  proposed ;  and  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 

239-44-A 

APPLICANT — China  Institute  in  American,  Incorporated, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 125  East  65th  street,  north  side, 

130  ft.  west  of  Lexington  avenue  (Block  1400,  Lot 
11),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Gerald  B.  O’Neill,  Oedin  Kenth 
and  Chili  Meng. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (239-44-A) 

Whereas,  China  Institute  in  America,  Inc.,  owner,  filed 
April  24,  1944  an  appeal  from  a  decision  of  the  borough 
superintendent  affecting  premises  125  East  65th  street,  north- 
side,  130  ft.  west  of  Lexington  avenue  (Block  1400,  Lot  11), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  20,  1944  on  Alt.  Applic.  159-44,  reads: 

“2.  A  public  building  of  Class  3  (non-fireproof )  con¬ 
struction  of  height  indicated  is  not  permitted  by  Sec. 
4.2.1  Bldg.  Code  (C26-254.0  Adm.  Code). 

3.  (a)  Provide  two  means  of  egress,  remote  from 
each  others.  Sec.  6.I.2.2.3. 

(b)  Stairways  to  be  at  least  44  in.  wide,  of  in¬ 
combustible  material  and  enclosed  as  required  by  Art. 

6  of  the  Building  Code  for  a  public  building  Sec.  6.1.7. 

(c)  No  winders  permitted  for  stairs.  Sec.  6.4. 1 .4. 

(d)  Required  stairs  to  terminate  at  street  and 
roof.  Sec.  6.4.1.11.” 

and 

Whereas,  the  applicant  states  that  the  building  is  four 
stories  and  basement  (52  ft.)  in  height,  35  ft.  by  68  ft.  in 
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area,  of  Class  3  construction,  located  in  a  residence  use,  B 
area  district,  erected  in  1905,  formerly  occupied  as  a  one- 
family  dwelling,  now  vacant,  and  proposed  to  be  used  and 
occupied  as  follows :  cellar,  boiler  room  and  storage ;  base¬ 
ment,  caretaker’s  apartment  and  recreation  room,  50  per¬ 
sons  ;  1st  floor,  reception  room,  dining  room  and  kitchen, 
50  persons ;  2nd  floor,  library  and  director’s  office,  48  per¬ 
sons;  3rd  floor,  offices,  15  persons;  4th  floor,  director’s 
apartment,  5  persons ;  that  the  building  is  equipped  with  one 
interior  wood  stairs  5  ft.  wide  from  1st  floor  to  2nd  floor, 
3  ft.  9  in.  wide  from  2nd  floor  to  4th  floor  and  3  ft.  0  in. 
wide  from  4th  floor  to  roof,  enclosed  by  fireproof  partitions 
on  three  sides  and  on  one  side  by  partitions  constructed  of 
wood  studs  and  plaster ;  that  the  doors  on  the  course  of 
the  stairway  are  wood  self-closing;  and 

Whereas,  the  building  is  classified  in  the  records  of 
Division  of  Housing  qs  a  heretofore  converted  Class  B 
Multiple  Dwelling;  and 

Whereas,  the  applicant  contends  that  it  is  organized 
under  the  Education  Law  of  the  State  of  New  York  and 
is  a  strictly  non-profit  organization,  operated  exclusively 
for  educational  and  cultural  purposes ;  that  the  building  will 
be  occupied  as  follows :  basement,  caretaker’s  apartment 
and  recreation  room ;  that  the  only  portion  of  the  basement 
that  would  attract  more  than  three  or  four  persons  would 
be  the  recreation  room ;  that  the  proposed  number  of  occu¬ 
pants  as  stated  in  the  application  to  the  Building  Depart¬ 
ment  is  50 ;  that  this  estimate  is  liberal ;  that  the  occasions 
when  there  would  be  50  persons  in  the  recreation  room 
would  be  infrequent ;  that  with  the  limited  recreation  facili¬ 
ties  available,  the  proposed  occupancy  of  20  or  30  persons 
would  be  a  generous  estimate;  that  the  1st  floor  will  be 
used  as  a  reception  room,  dining  room  and  kitchen;  the 
maximum  number  of  occupants  as  stated  in  the  application 
to  the  borough  superintendent  would  be  50  persons;  that 
the  occasions  upon  which  the  maximum  number  of  occu¬ 
pants  would  be  present,  would  be  infrequent  and  only  at 
such  times  as  the  Institute  gave  dinners,  teas  or  receptions 
to  its  friends,  distinguished  guests  or  its  trustees ;  that 
during  most  of  the  time  other  than  special  occasions,  the 
number  of  occupants  on  the  first  floor  would  be  very  few; 
that  the  second  floor  will  be  used  as  a  library  and  office 
and  the  maximum  number  of  occupants  estimated  for  this 
floor  at  any  one  time  would  be  48  persons,  but  the  occasions 
when  the  maximum  number  would  be  present  are  few ;  it 
is  more  than  likely  that  not  more  than  20  persons  would 
be  using  the  library  at  a  single  time;  that  the  third  floor 
will  be  used  as  offices  with  not  more  than  15  persons;  that 
the  third  floor  will  not  be  accessible  to  the  public ;  the  fourth 
floor  will  be  used  as  an  apartment  for  the  director  of  the 
China  Institute  and  this  floor  will  not  be  open  to  the  public ; 
that  the  proposed  occupancy  of  the  building  is  not  such  as 
to  warrant  its  characterization  as  a  public  building;  that 
a  more  accurate  characterization  of  the  building  would  be 
mixed  occupancy  as  defined  in  section  C26-237.0;  and 

Whereas,  the  applicant  contends  as  to  objections  3a  and 
3b,  that  the  building  is  only  52  ft.  in  height ;  that  under 
section  6.1.2.2.3  (a)  (2),  two  means  of  egress  are  required 
only  when  the  height  of  a  building  is  75  ft.  or  more ;  that 
the  floor  area  is  2,380  sq.  ft.;  that  under  section  6.1.2 .2.3 
<a)  (2),  two  means  of  egress  are  required  only  where  the 
floor  area  is  2,500  sq.  ft.  or  more;  that  the  stairway  from 
the  first  story  to  the  2nd  story  has  a  clear  width  of  5  ft. 
instead  of  44  in.  required  by  the  Code;  that  this  stairway 
serves  the  floors  having  the  greatest  occupancy ;  that  the 
maximum  occupancy  estimated  will  occur  infrequently  and 
ahout  98  per  cent  of  the  time  the  occupancy  would  be  far 
below  the  estimated  maximum ;  and 

Whereas,  the  applicant  contends  as  to  objection  3c,  that 
the  stairway  leading  from  1st  to  2nd  stories,  has  no  winders 
and  serves  the  floors  having  the  greatest  occupancy ;  that 
while  the  stairways  from  the  2nd  to  4th  stories  have  wind¬ 
ers,  these  stairways  serve  the  floors  which  have  a  maximum 
occupancy  of  20  persons  and  as  to  objection  3d,  that  the  exist¬ 
ing  stairways  do  terminate  at  the  street  and  the  roof  as 
indicated  on  plans  filed  with  this  appeal ;  and 


MINUTES 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  159-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  Objec¬ 
tion  2,  to  permit  the  building  to  be  occupied  as  a  public 
building,  provided,  such  public  occupancy  is  not  extended 
beyond  the  second  story;  as  to  Objection  3,  a,  b,  c  and  d, 
that  the  exits  shall  be  reconstructed  and  maintained  and  a 
new  stairway  installed  as  indicated  on  revised  plans  marked 
“Received  May  8,  1944” ;  that  the  ceiling  under  such  new 
stair  shall  be  one-hour  fire  resistive  rating;  that  the  build¬ 
ing  above  the  second  story  shall  be  occupied  only  as  pro¬ 
posed  ;  that  the  building  shall  not  be  increased  in  height 
or  area,  and  in  all  other  respects,  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  this 
variance  shall  continue  only  so  long  as  the  building  is  occu¬ 
pied  substantially  for  the  use  as  proposed ;  that  no  signs 
shall  be  erected  on  the  front  of  the  building,  except  a  neat 
metal  plate  giving  the  name  of  the  occupant,  and  such  sign 
shall  not  extend  beyond  the  building  line  and  shall  not  be 
illuminated;  that  a  new  certificate  of  occupancy  shall  be 
obtained. 


241-44-A 

APPLICANT — Travis  H.  Whitney,  for  James  Foundation 
of  New  York,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 39  East  69th  street,  northwest 
corner  of  Park  avenue  (Block  1384,  Lot  32),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Travis'  H.  Whitney. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (241-44-A) 

Whereas,  Travis  H.  Whitney,  for  James  Foundation  of 
New  York,  Incorporated,  owner,  filed  April  25,  1944,  an 
appeal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  39  East  69th  street,  northwest  corner  of  Park 
avenue  (Block  1384,  Lot  32),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  24,  1944,  on  Alt.  Applic.  365-44,  reads : 

“2.  Provide  two  means  of  egress  as  required  by  Sec. 
6.1.2.2.3  remote  from  each  other  on  all  floors,  without 
winders,  and  enclosed  in  3  hr.  partitions  required  by 
Secs.  3.2.1  and  6.4. 1.1  ;  enclosures  to  be  protected  by 
3  hr.  doors  as  per  Sec.  6.4. 1.8. 1  -hi .” 

and 

Whereas,  the  applicant  states  the  building  is  4  stories 
(58  ft.)  in  height;  110  ft.  by  95  ft.  in  area  at  1st  floor;  110 
ft.  by  65  ft.  in  area  at  typical  floor ;  of  fireproof  construc¬ 
tion;  located  in  a  residence,  use  B  area  district;  and 

Whereas,  the  applicant  contends  that  each  floor  through¬ 
out  has  a  live  load  capacity  of  75  lbs. ;  that  all  of  the  stairs 
and  doors  are  constructed  of  fireproof  material  and  none  of 
the  stairs  is  less  than  3  ft.  4  in.  in  width ;  that  the  owner, 
which  is  a  charitable,  eleemosynary  and  philanthropic  insti¬ 
tution,  proposes  to  use  the  first  and  second  floors  for 
owner’s  offices ;  that  the  first  floor  has  means  of  egress 
directly  to  the  street;  that  the  exits  from  the  second  floor 
are  primarily  through  the  main  stairs,  directly  to  the  street 
with  a  secondary  exit  leading  to  basement^  and  thence  to 
yard  and  street ;  that  the  secondary  exit  stairs  are  enclosed 
and  are  3  ft.  4  in.  wide ;  that  the  second  mezzanine,  3rd  and 
4th  floors  will  be  used  as  a  residence  accessory  to  the  James 
Foundation  of  New  York,  Incorporated  who  will  occupy 
the  building;  and 


Whereas,  the  applicant  further  contends,  in  a  revised 
statement  filed  May  8,  with  corrected  plans,  that  as  indi¬ 
cated  on  corrected  plans  filed  herewith,  it  is  proposed  to 
use  the  building  as  follows :  sub-basement,  storage  and 
boiler  room  (boiler  room  not  to  be  used)  ;  basement,  care¬ 
taker’s  apartment,  laundry  and  boiler  room  (boiler  room 
not  to  be  used)  ;  1st  floor,  offices  of  the  James  Foundation, 
10  persons;  2nd  floor,  offices  of  the  James  Foundation  and 
dressing  rooms,  3  persons ;  2nd  floor  mezzanine,  four  bed¬ 
rooms  and  bath,  12  persons ;  3rd  floor,  ten  bedrooms,  solar¬ 
ium  and  long  gallery  to  be  used  as  a  sitting  room  and 
lounge;  attic  floor  to  be  used  for  three  bedrooms  and  bath 
and  storage.  The  third  floor  will  have  an  occupancy  of  48 
persons  and  the  attic  story  will  have  an  occupancy  of  .  3 
persons.  The  second  mezzanine,  third  story  and  attic  will 
be  used  for  dwelling  purposes  as  accessary  to  the  James 
Foundation.  It  is  proposed  to  erect  a.  3  ft.  8  in.  wide 
exterior  stair  in  the  service  court,  as  indicated  on  plans 
filed  herewith  and  a  connecting  balcony  at  the  level  of  the 
third  story  sills  with  access  thereto  at  third  story  levels 
by  means  of  casement  openings  from  Room_319,  which  room 
will  be  maintained  as  an  exit  passageway  with  the  door  from 
corridor  removed.  The  exterior  stairs  will  be  extended  to 
attic  level  and  an  additional  extension  to  the  roof  will  be 
provided  by  means  of  a  double  rung  iron  ladder  from  open 
promenade  at  attic  floor  level  to  platform  at  roof  level. 
Egress  from  the  termination  of  the  proposed  exterior  stairs 
can  be  had  directly  to  the  street  from  service  court  through 
driveway  which  leads  to  East  69th  street.  It  is  also  pro¬ 
posed  to  provide  a  second  means  of  egress  from  basement 
level  by  changing  Room  10  to  a  passage  by  removing  the 
entrance  door  therefrom  and  providing  an  outwardly  open¬ 
ing  casement  door  to  area  level  and  to  provide  an  iron 
stairs  to  grade  and  a  gate  in  fence  to  permit  egress  directly 
to  East  69th  street.  It  is  also  proposed  to  provide  a  cut-off 
on  the  third  floor  level  between  the  long  gallery  and  the 
stairhall,  such  cut-off  to  be  of  fireproof  materials  equipped 
with  fireproof  self-closing  doors  as  indidated  on  plans  filed 
herewith. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  365-44,  Objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and_  it  hereby  is  granted 
on  condition  that  the  portion  of  the  building  proposed  to  be 
occupied  as  offices  of  eleemosynary  and  philanthropic  use, 
shall  be  altered  and  arranged  as  indicated  on  revised  plans 
marked  “Received  May  8,  1944”  in  accordance  with  the 
revised  statement  of  the  same  date ;  that  any  residential  use 
above  such  second  floor  shall  be  maintained  in  accordance 
with  the  requirements  of  all  laws,  rules  and  regulations 
applicable  thereto,  and  the  additional  means  of  exit  and 
other  safeguards  as  indicated  on  revised  plans  marked 
“Received  May  8,  1944”  shall  be  carried  out ;  and  adequate 
illuminated  signs  at  exits  and  exit-passageways  shall  be 
installed  and  a  diagram  of  each  floor  shall  be  posted  on 
each  floor  all  as  may  be  required  by  the  borough  superin¬ 
tendent;  that  this  variance  shall  continue  only  so  long  as 
the  building  is  occupied  substantially  as  proposed ;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct. 


248-44-A 

APPLICANT— Saul  Goldsmith,  for  Greenpoint  Trading 
Corporation,  owner  (S  &  S  Corrugated  Paper 
Machine  Company,  Incorporated,  lessee). 

SUBJECT— Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 159-185  North  3rd  street,  237- 
247  Bedford  avenue,  northeast  corner,  632-638 
Driggs  avenue,  247  Metropolitan  avenue  and  158-166 
North  4th  street  (Block  2352,  Lots  1,  9  and  22), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
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MINUTES 
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THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (248-44-A) 

Whereas,  Saul  Goldsmith,  for  Greenpoint  Trading  Cor¬ 
poration,  owner  (S  &  S  Corrugated  Paper  Machines  Com¬ 
pany,  Inc.  lessee),  filed  April  24,  1944,  an  appeal  from  de¬ 
cisions  of  the  borough  superintendent,  affecting  premises 
237-247  Bedford  avenue,  159-185  North  Third  street,  north¬ 
east  corner,  247  Metropolitan  avenue,  632-638  Driggs  ave¬ 
nue  and  158-166  North  Fourth  street  (Block  2352,  Lots 
1,  9  and  22),  Borough  of  Brooklyn:  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  17,  1944,  on  N.B.  Applic.  179-43  affecting  237- 
t  243  Bedford  avenue,  east  side,  85  ft.  north  of  North  Third 
street,  reads : 

“1.  Area  of  Class  No.  3  buildings  excessive.  See  Sec. 
4-2-1  of  Bldg.  Code.” 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  17,  1944,  on  Alt.  Applic.  3668-42,  affecting  632- 
638  Driggs  avenue,  west  side,  50  ft.  south  of  North  Fourth 
street,  reads : 

“1.  Area  of  Class  No.  3  Bldgs,  excessive  as  per  Sec. 
4-2-1  Bldg.  Code.” 

and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  17,  1944  on  Alt.  Applic.  3668-42,  was  issued  as  a 
result  of  an  amendment  filed  April  10,  1944,  which  reads  as 
follows : 

“1.  Propose  to  remove  the  west  wall  of  adjoining 
west  building,  and  omit  the  fire  doors  and  fire  wall  con¬ 
struction,  at  the  first  and  second  floors.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (33  ft.)  in  height,  330  ft.  6  in.  by  222  ft.  in  area; 
of  Class  3  construction ;  erected  since  1910 ;  located  in  an 
unrestricted,  use  B  area  district  and  used  and  occupied  as 
follows:  cellar,  boiler  room,  no  persons;  1st  floor,  machine 
shop, '400  persons;  2nd  floor,  machine  shop,  100  persons; 
that  the  building  is  equipped  with  a  two  source  sprinkler 
system  ;  four  3  ft.  8  in.  stairs,  three  of  which  comply  with 
Section  270  of  the  Labor  Law  and  the  other  which  is  a 
wood  stair,  located  on  the  North  Fourth  street  side  of  the 
building ;  that  one  of  these  stairs  go  to  the  roof  and  that 
there  is  no  safe  egress  from  the  roof ;  and 

Whereas,  the  applicant  contends  that  the  building  con- 
|  sists  of  a  combination  of  various  buildings,  altered,  extended 
and  enlarged  over  a  period  of  many  years ;  that  the  entire 
property  and  building  faces  on  five  streets  and  covers  almost 
•an  entire  block;  that  the  buildings  are  one  and  two  stories 
and  generally  of  Class  3  construction  with  a  small  portion 
>  facing  on  North  4th  street,  of  Class  4  construction ;  that 
the  plant  is  in  operation  24  hours  a  day  and  is  under  the 
constant  supervision  of  watchmen  and  guards ;  that  manual 
fire  gong  drills  are  maintained  with  specific  stations,  equip¬ 
ment  and  also  personnel  trained  for  any  emergency ;  that 
.  the  building  is  equipped  with  an  approved  wet-tvpe  auto¬ 
matic,  two-source  sprinkler  system,  hooked  up  to  the 
A.D.T.  central  station  alarm ;  that  most  of  the  employees 
are  at  work  on  the  first  floor  machine  shop ;  that  the  second 
floor  in  addition  to  machine  shop  work  is  largely  assigned 
to  restaurant,  lockers,  toilets,  offices,  pattern  shop  and 
storage ;  that  the  plant  at  the  present  time  is  engaged  in 
manufacturing  machine  parts  and  equipment  for  the  war 
effort;  that  during  peacetime,  the  plant  will  revert  to  manu¬ 
facture  of  machines;  that  in  1942,  construction  was  started 
on  a  2-story  Class  3  addition,  50  ft.  by  122  ft.,  facing 
on  North  3rd  street,  under  Alt.  3668-42 ;  that  it  was  planned 
to  create  a  fire  wall  division  at  the  westerly  division  wall ; 
that  the  building  has  recently  been  completed  and  an 
amendment  filed  on  April  10,  1944,  to  eliminate  the  fire 
wall;  that  the  objection  to  this  amendment  forms  one 


of  the  bases  of  this  appeal;  that  in  1943,  an  application 
was  filed  in  the  Dept,  of  Housing  &  Bldgs,  for  a  two- 
story  Class  3  building,  77  ft.  by  100  ft.,  facing  at  247 
Bedford  avenue ;  that  the  foundations  are  now  under  con¬ 
struction;  that  the  objection  to  excessive  area  forms  the 
other  basis  of  appeal ;  that  the  complete  area  of  the  com¬ 
plete  building  is  66,500  sq.  ft.,  facing  on  five  streets ;  that 
the  areas  will  be  divided  into  units  of  12,500  sq.  ft.  facing 
on  North  4th  street,  13,305  sq.  ft.  facing  on  North  3rd 
street,  Driggs  avenue  and  Metropolitan  avenue,  40,600 
sq.  ft.  facing  on  North  4th  street  and  Bedford  avenue; 
that  this  area  will  be  divided  in  half  by  a  sprinkler  curtain 
at  first  and  second  floors ;  that  all  exits  will  be  cleared 
and  opened  and  exit  signs  and  directional  exit  signs  will 
be  placed  throughout  the  plant;  that  all  lot  line  windows 
will  be  steel  sash  and  wire  glass ;  that  the  operation  of 
the  plant  makes  it  necessary  for  this  area  unit  division ; 
that  large  machines,  parts,  assembly,  handling  and  produc¬ 
tion  methods,  make  it  impractical  for  fire-wall  divisions, 
except  as  heretofore  designated ;  that  in  addition,  trolley 
conveyors  and  cranes  are  now  located  and  additional  ones 
are  planned  throughout  the  plant,  as  the  only  practical 
method  of  production  parts  handling;  that  in  view  of  the 
practical  difficulties  and  hardship,  also  the  non-hazardous 
use,  it  is  requested  that  the  Board  grant  an  exception; 
and 

Whereas,  the  applicant  has  filed  a  communication  dated 
April  6,  1944,  signed  by  the  Resident  Inspector  of  Naval 
Material,  stating  that  the  plant  has  been  placed  on  the  list 
of  critical  plants  by  the  War  Man  Power  Commission,  due 
to  the  nature  of  the  work  performed  for  the  U.  S.  Navy; 
and 

Whereas,  the  premises  end  surrounding  area  were 
inspected  by  a  Committee  of  the  Board. 

Resolved,  that  the  decisions  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  179-43,  Objection  1,  and  Alteration 
Applic.  3668-42,  Objection  1,  be  and  they  hereby  are 
modified  and  that  the  appeal  be  and  it  hereby  is  granted,  to 
permit  the  area  between  fire  walls  as  indicated  on  revised 
plans  marked  “Received  May  8,  1944,”  on  condition  that 
the  building  shall  not  be  increased  in  height  or  area,  and 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  any  construction  beyond  the  building  line  shall 
be  removed ;  that  the  temporary  partitions  on  the  first  floor, 
required  as  temporary  Inspection  Offices  for  Government 
Inspectors,  shall  be  continued  only  during  the  term  of  the 
present  emergency ;  that  the  sprinkler  system  shall  be  main¬ 
tained  throughout  to  the  satisfaction  of  the  fire  commis¬ 
sioner,  that  in  addition,  the  sprinkler  system  shall  be  ar¬ 
ranged  so  that  a  fire  curtain  will  extend  across  the  middle 
of  the  building,  north  to  south,  to  divide  the  large  area 
substantially  in  half,  both  on  the  first  floor  and  on  the 
second  floor,  such  sprinkler  curtain  to  be  maintained  with 
connections  to  the  present  sprinkler  system  and  fitted  with 
one  inch  heads ;  that  such  heads  in  the  sprinkler  curtain 
shall  be  spaced  not  farther  than  5  ft.,  center  to  center ;  that 
this  variance  shall  continue  only  so  long  as  the  building  is 
occupied  substantially  as  proposed  and  upon  the  change  of 
occupancy,  the  building  shall  be  made  to  comply  with  all 
requirements ;  that  the  building  shall  not  be  increased  in 
height  or  area  during  such  occupancy;  that  before  filing 
revised  plans  with  the  Department  of  Housing  and  Build¬ 
ings,  such  plans  shall  be  submitted  to  the  Board  for  further 
consideration. 


260-44-A 

APPLICANT — Gemloid  Corporation,  lessee,  for  Albion 
Realty  Corporation,  owner. 

SLTBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 79-10  Albion  avenue,  south  side, 
101.42  ft.  east  of  Queens  boulevard  (2nd  floor)  ; 
(Block  1537,  Lots  19  and  12),  Elmhurst,  Borough 
of  Queens. 
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MINUTES 


APPEARANCES— 

For  Applicant:  James  J.  Mellman. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep  t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (260-44-A) 

Whereas,  Gemloid  Corporation,  lessee,  for  Albion  Realty 
Corporation,  owner,  filed  May  1,  1944,  an  appeal  from  a 
decision  of  the  fire  commissioner,  affecting  premises  79-10 
Albion  avenue,  south  side,  101.42  ft.  east  of  Queens  boule¬ 
vard  (2nd  floor)  ;  (Block  1537,  Lots  12  and  19),  Elmhurst, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
April  6,  1944,  reads : 

“In  response  to  your  communication  of  March  27th 
wherein  you  ask  permission  for  your  employees  to 
smoke  in  the  office  section  of  your  factory,  you  will 
please  be  advised  that  your  application  must  be  denied, 
for  the  reason  that  smoking  in  your  premises  is  pro¬ 
hibited  by  the  provisions  of  the  Labor  Law  and  the 
Rules  of  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  the  building  is  2  stories 
(24  ft.)  in  height,  100  ft.  by  97  ft.  in  area  at  1st  story; 
100  ft.  by  40  ft.  in  area  at  2nd  floor ;  of  Class  1  construction ; 
erected  in  1926 ;  located  in  an  unrestricted  use,  C  area,  dis¬ 
trict  and  used  as  follows  :  1st  floor,  manufacturing  plastics, 
30  persons ;  2nd  floor,  offices,  20  persons,  and  for  which  no 
certificate  of  occupancy  has  been  issued  ;  and 

Whereas,  the  applicant  further  states  the  building  is 
equipped  with  two  40  in.  fireproof  stairs,  leading  from  2nd 
story  to  the  street ;  and 

Whereas,  the  applicant  contends  that  the  second  floor  is 
used  exclusively  for  offices  and  purchasing ;  that  no  supplies 
used  in  manufacturing  are  stored  on  this  floor ;  that  these 
supplies  are  stored  in  a  new  building  located  on  the  same 
plot;  that  the  1st  floor  is  used  for  manufacturing  plastic 
articles  from  tenite  and  lucite,  which  are  not  inflammable ; 
that  “No  Smoking”  signs  have  been  posted  and  fire  pails 
equally  distributed  at  four  points  on  the  floor ;  that  there 
are  two  doors  from  the  1st  floor,  leading  to  the  stairways 
and  that  there  is  a  fire  hydrant  directly  across  the  street. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
April  6,  1944,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  smoking  shall  be  restricted  to  the 
second  floor  general  offices  and  drafting  room,  as  indicated 
on  plans  marked  “Received  May  1,  1944,”  and  nowhere  else 
within  the  premises ;  that  no  smoking  shall  be  permitted  in 
the  room  toward  the  east  on  the  second  floor  designated 
as  “showroom  for  models  and  samples” ;  that  such  signs 
shall  be  posted  as  the  fire  commissioner  shall  require  and 
receptacles  for  smokers’  refuse  maintained ;  that  such  port¬ 
able  fire-fighting  appliances  shall  be  maintained  as  the  fire 
commissioner  shall  direct;  that  this  variance  shall  continue 
only  during  the  term  of  the  present  war  emergency ;  that  a 
certificate  of  occupancy  for  this  building  shall  be  obtained; 
and  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


263-44-A 

APPLICANT — General  Aircraft  Corporation,  lessee,  for 
Sebor  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 34-31  70th  street,  east  side,  215 
ft.  south  of  34th  avenue  (Block  1257,  Lot  52), 
Jackson  Fleights,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  John  Maynard. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (263-44-A) 

Whereas,  General  Aircraft  Corporation,  lessee,  for  Sebor 
Realty  Corporation,  owner,  filed  May  3,  1944,  an  appeal 
from  a  decision  of  the  fire  commissioner,  affecting  premises 
34-31  70th  street,  east  side,  215  ft.  south  of  34th  avenue 
(Block  1257,  Lot  52),  Jackson  Heights,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
April  6,  1944,  reads: 

“In  response  to  your  communication  of  April  4th 
wherein  you  ask  permission  for  your  employees  to  smoke 
in  a  room  occupying  the  southeasterly  corner  of  your 
plant,  you  will  please  be  advised  that  your  application 
must  be  denied,  for  the  reason  that  smoking  in  your 
premises  is  prohibited  by  the  provisions  of  the  Labor 
Law  and  the  Rules  of  the  Board  of  Standards  and 
Appeals.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story 
(15  ft.)  in  height;  185  ft.  by  100  ft.  in  area;  of  Class  3 
construction ;  erected  1935 ;  located  in  an  unrestricted  use, 
B  area  district  and  used  since  January,  1943  as  follows: 
cellar,  boiler  room,  1  person;  1st  floor,  shipping,  storage 
and  spraying,  30  persons  ;  that  the  building  is  equipped  with 
a  standpipe  system ;  and 

Whereas,  Certificate  of  Occupancy  Q30104,  issued  No¬ 
vember  23,  1943,  on  Alt.  326-43,  permits  the  use  of  the 
building  as  follows:  cellar,  boiler  room;  1st  floor,  storage, 
shipping  and  spraying  (tools,  wing  parts,  etc.),  6  persons; 
and 

Whereas,  the  applicant  contends  the  plant  is  engaged  in 
work  for  the  Army  Air  Corps  as  a  private  contractor ;  that 
the  employees  work  a  9-hour  shift  and  it  is  necessary  to 
provide  the  workers  with  two  ten-minute  rest  periods 'and  a 
lunch  period  during  which  time  they  will'  have  an  opportunity 
to  relax  and  smoke ;  that  these  periods  of  relaxation  will 
help  to  increase  the  efficiency  of  the  employees  and  thus 
further  production  efforts ;  that  the  room  where  permission 
is  sought  to  smoke,  is  constructed  of  8  in.  cinder  blocks, 
has  a  sheet  metal  ceiling,  a  skylight  with  ventilator  and 
wire  glass  metal  framed  windows ;  that  entrance  and  exit 
is  through  two  self-closing  steel  covered  fire  doors ;  it  is 
therefore  requested  that  the  Board  grant  permission  for 
employees  to  smoke  in  the  room  in  question,  as  shown  on 
plans  filed  with  this  appeal,  for  the  rest  and  lunch  periods 
only ;  and 

Whereas,  the  applicant  has  filed  a  communication  ad¬ 
dressed  to  the  Board  by  the  Army  Air  Corps  Resident  Rep¬ 
resentative  stating  that  there  are  no  objections  to  this  appeal. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  fire  commissioner  dated 
April  6,  1944,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  no  smoking  shall  be  permitted  throughout 
the  premises  except  in  the  enclosed  room  indicated  on  plans 
marked  “Received  May  3,  1944” ;  that  such  signs  shall  be 
posted  as  the  fire  commissioner  shall  direct  and  receptacles 
for  smokers’  refuse  maintained ;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  a  certificate  of  occupancy  shall  be 
obtained  for  the  present  use ;  and  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto. 


(Remaining  minutes  of  the  regular  meeting  of  May  9, 
1944  will  be  printed  in  the  Bulletin  of  May  23,  1944.) 
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Correction  Affecting  Calendar  Number  175-42-A. 


PETITION  FOR 

CERTIORARI  ORDER  SERVED  ON  THE 
BOARD  OF  STANDARDS  AND  APPEALS 

On  May  12,  1944,  copy  of  petition  and  order  of  certiorari  was  served 
on  the  Board  by  Naphtali  A.  VVeidberg,  attorney  for  Lillian  B. 
Leavitt,  Executrix  of  the  Estate  of  Louis  Leavitt,  owner,  in  re 
decision  of  the  Board  on  May  2,  1944,  denying,  under  section  7h, 
temporary  parking  in  a  business  use  district;  Cal.  No.  140-44-BZ; 
premises  223-02  Hempstead  Turnpike,  S.S.,  between  223rd  and  225th 
Streets,  Queens  Village,  Borough  of  Queens. 


COURT  DECISIONS 

Matter  of  Hannigan  v.  Murdock;  Bismac  Corporation — The  premises 
involved  are  occupied  by  Bishop,  McCormick  and  Bishop 
as  a  salesroom  and  service  station  for  motor  cars  at  139-29 
Hillside  Avenue,  Jamaica,  located  mainly  in  a  business  use 
district  and  extending  into  a  residence  use  district.  The 
present  zoning  district  lines  have  been  changed  so  that  the 
business  use  now  extends  only  100  feet  back  from  Hillside 
Avenue,  whereas  formerly  the  zone  dividing  line  was  in  the 
approximate  centre  line  of  the  block,  running  from  east 
to  west.  The  buildings  are  within  the  business  use  area 
as  established  when  they  were  erected  in  1923.  The  rear 
driveways  were  and  are  in  the  residence  use  area.  The  Board 
granted  a  zoning  variance,  under  Section  7,  subdivision  i. 
Cal.  No.  425-42-BZ,  to  permit  an  additional  occupancy, 
of  motor  vehicle  repairing  other  than  previously  permitted 
with  hand  tools  only  for  the  term  of  the  present  war 
emergency  and  for  one  year  thereafter,  such  repairing  to 
include  motor  vehicles  other  than  those  dealt  in  by  the  sales 
agency,  all  such  work  to  be  carried  on  within  the  buildings 
in  the  business  use  area.  The  resolution  of  the  Board  pro¬ 
vided  safeguards  and  required  lawful  occupancy  of  the  entire 
premises,  including  the  rear  area  in  the  residence  use  district, 
which  has  not  been  passed  on  by  the  Board  as  to  use,  to 
conform  to  'all  laws,  rules  and  regulations  applicable  thereto. 

Upon  court  review,  the  decision  of  the  Board  was  upheld 
by  Mr.  Justice  Cuff  at  Special  Term  Supreme  Court  (N.  Y. 
Law  Journal,  February  11,  1944). 

Motion  by  petitioner  to  reargue  motion  made  by  the  cor¬ 
poration  counsel  to  dismiss  the  order  of  certiorari  herein, 
which  motion  was  granted.  The  motion  to  reargue  is  granted. 
Petitioner  points  out  that  the  court  in  its  memorandum  as¬ 
sumed  that  Matter  of  Riverside-St.  Clair  Corp’n.  v.  Walsh 
(131  Misc.,  622,  aff’d.  225  A.D.,  655)  and  Matter  of  Reed 
v.  Board  of  Standards  &  Appeals  (255  N.  Y.,  126)  were 
variances  permitted  under  section  7(i)  of  the  Building  Zone 
Resolution.  The  language  in  the  memorandum  justifies  peti¬ 
tioner’s  observation  fully.  The  decision  so  states.  The  reason¬ 
ing,  however,  is  not  based  upon  the  named  subdivision.  It  is 
the  section  (Section  7)  and  particularly  its  introductory 
words  which  grants  the  general  power  to  the  Board  of 
Standards  and  Appeals  to  vary  zoning.  There  are  eleven 
subdivisions,  each  of  which  defines  an  instance  where  a 
variation  will  be  permitted.  The  point  which  this  court 
attempted  to  make  was  that  power  was  granted  to  the  board 
to  invade  even  the  residence  areas.  The  subdivision  under 
which  that  power  is  accorded  is  unimportant.  In  this  case 
petitioner  argued  that  because  the  plot  (as  opposed  to  the 
building)  is  in  both  business  and  residence  zones,  the  power 
to  vary  cannot  be  found  in  section  7,  subdivision  (i).  The 
court  could  not  adopt  that  contention  in  this  case.  This  court 
as  the  memorandum  indicates  considers  that  the  building  alone 
may  be  treated  with.  Likewise,  this  court  considers  that  the 
Lubritorium  (5)  has  no  part  in  this  application.  It  is  imma¬ 
terial  to  the  decision  whether  it  is  conceded  that  at  the  time 
it  was  erected  it  wras  in  the  business  zone.  The  decision  will 
be  corrected  in  accordance  with  the  foregoing.  The  original 
decision  is  adhered  to.  (N.  Y.  Law  Journal  May  11,  1944 — 
Supreme  Court,  Mr.  Justice  Cuff,  at  Special  Term.) 
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Matter  of  87  Columbia  Street  Garage,  Inc.  (Murdock) — An  applica¬ 
tion  for  a  zoning  variance  under  sections  7e,  7h  and  21  to 
permit  parking  and  storage  was  denied  by  the  Board  on  May 
26,  1942,  under  Cal.  1307-39-BZ  for  the  premises  in  a  resi¬ 
dence  use  area  at  332-344  West  44th  street,  Manhattan,  hav¬ 
ing  a  frontage  of  172  ft.  Decision  was  requested  prior  to 
demolition  of  the  existing  buildings.  Prior  to  the  hearing, 
buildings  occupying  SO  feet  of  frontage  were,  however,  de¬ 
molished,  and  the  application  was  amended  to  cover  the  SO 
feet  only.  Upon  court  review  at  Supreme  Court,  Special 
Term,  Mr.  Justice  McGeehan  affirmed  the  decision  of  the 
Board,  sta.ting,  in  part: 

“  *  *  *  winie  this  court  might  have  taken  the  opposite 
view,  and  extended  some  temporary  relief  to  the  petitioner, 
because  of  the  inability  to  rebuild  any  kind  of  a  building 
because  of  war  time  restrictions  and  the  attending  burden 
of  paying  taxes  on  this  unimproved  property,  the  fact  that 
the  Board  adopted  the  opposite  view  does  not  make  their 
determination  unreasonable,  arbitrary  or  capricious.  With 
implicit  faith  and  confidence  in  the  ability  and  integrity  of 
the  board,  this  court  in  granting  the  motion  makes  the 
gratuitous  suggestion  that  equitable  considerations  might 
warrant  further  consideration  in  the  light  of  currently 
stressed  conditions.  To  grant  temporary  relief  does  not 
seem  to  entail  consequences  that  are  comparable  to  the 
hardship  suffered  by  the  petitioner.  *  *  * 

(N.  Y.  L.  Journal,  May  2,  1944). 


DOCKET 

New  Cases  Filed  up  to  May  16,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

274- 44-BZ — H.B.Q. — 68-10  Woodside  avenue,  southeast 
corner  of  68th  street  (Block  1346,  Lot  13,  Woodside, 
Borough  of  Queens,  Alt.  430-44. 

275- 44-BZ — H.B.B. — 957  Putnam  avenue,  north  side,  100 
ft.  east  of  Ralph  avenue  (Block  1483,  Lot  64),  Borough 
of  Brooklyn,  Alt.  963-44. 


284- 44-A — F.D. — 932-938  Broadway,  southeast  corner  of 
East  22nd  street  (3rd  and  4th  floors);  (Block  850,  Lot 
68),  Borough  of  Manhattan,  Decision. 

285- 44-A — F.D. — 399-401  Concord  avenue,  west  side,  100 
ft.  north  of  St.  Mary’s  street  (Block  2573,  Lot  91),  Bor¬ 
ough  of  The  Bronx,  38009-LC. 

286- 44-A — F.D. — 117  East  42nd  street,  northwest  corner 
of  Lexington  avenue  (28th  floor);  (Block  1280,  Lots  30 
and  60),  Borough  of  Manhattan,  38112-LC,  36172-LC 
and  Decision. 

287- 44-A — H.B.M. — 204  East  Broadway,  north  side,  157.4 
ft.  east  of  Jefferson  street  (Block  285,  Lot  37),  Borough 
of  Manhattan,  Amendment  to  Alt.  233-44. 

Restored  to  Calendar. 

2'63-19-BZ— H.B.B.— 564-592  (formerly  722-746)  St. 
Johns  place,  south  side,  333  ft.  8  in.  east  of  Classon  ave¬ 
nue  (Block  1178,  Lot  26),  Borough  of  Brooklyn,  Alt. 
253-44. 


285-31-BZ — H.B.Q. — 164-50  Cross  Bay  boulevard,  also 
known  as  northwest  corner  of  Jamaica  Bay  boulevard 
and  Nolins  (165th)  avenue  (Block  4153,  Lot  146),  Shell- 
bank  Basin,  Borough  of  Queens,  N.  B.  863-31. 

594-31-S — H.B.Bx. — 306-308  East  149th  street,  south  side, 
450  ft.  west  of  Cortlandt  avenue  (Block  2330,  Lot  22), 
Borough  of  The  Bronx,  Amendment  to  Alt.  127-44. 


276- 44-A — H.B.B. — 957  Putnam  avenue,  north  side,  100 
ft.  east  of  Ralph  avenue  (Block  1483,  Lot  64),  Borough 
of  Brooklyn,  Alt.  963-44. 

277- 44-A — H.B.M. — 546  Pearl  street,  north  side,  146  ft. 
3  in.  west  of  Elm  street  (Block  157,  Lot  27),  Borough 
of  Manhattan,  Misc.  368-44. 


11-33-BZ — H.B.R. — 2435  Hylan  boulevard,  northwest 
corner  of  New  Dorp  lane  (Block  3649,  Lot  1),  New 
Dorp,  Borough  of  Richmond,  Alt.  38-44. 

1460-39-BZ — H.B.Q. — 142-33  Roosevelt  avenue,  north 
side,  184  ft.  west  of  Bowne  street  (Block  5020(847),  Lot 
43),  Flushing,  Borough  of  Queens,  Misc.  8862-39. 


278-44-A— H.B.M. — 308-316  East  48th  street,  south  side, 
100  ft.  east  of  2nd  avenue  (Block  1340,  Lot  44),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  1042-43. 


176-42-BZ — H.B.Q. — 56-39  to  56-51  30th  avenue,  north 
side,  100.78  ft.  east  of  56th  place  (Block  1024,  Lot  8), 
Woodside,  Borough  of  Queens,  Misc.  11427-41. 


279- 44-A — H.B.M. — West  side  of  Amsterdam  avenue, 
from  West  190th  to  West  191st  streets  and  from  Amster¬ 
dam  to  Audubon  avenues  (Block  2160,  Lot  1),  Borough 
of  Manhattan,  B.  N.  834-44. 

280- 44-A — F.D. — 211-213  Alexander  avenue,  southwest 
corner  of  East  137th  street  (Block  2312,  Lots  25  and 
26),  Borough  of  The  Bronx,  Decision. 

281- 44-A — F.D. — 643-647  Kent  avenue,  east  side,  60  ft. 
north  of  Keap  street  (4th  floor);  (Block  2191,  Lot  1), 
Borough  of  Brooklyn,  Decision  re  96298-LC. 

282- 44-A — H.B.Bx. — 1037-1045  Prospect  avenue,  west 
side,  150  ft.  north  of  East  165th  street  and  1032-1054 
Union  avenue,  east  side,  127.61  ft.  north  of  East  165th 
street  (Block  2679,  Lots  6,  40  and  41),  Borough  of  The 
Bronx,  Amendment  to  Alt.  165-44. 

283- 44-A — H.B.M. — 1230-1248  3rd  avenue,  182-188  East 
72nd  street,  southwest  corner  and  183-189  East  71st 
street  (2nd  and  3d  floors);  (Block  1406,  Lot  41),  Bor¬ 
ough  of  Manhattan,  Alt.  471-44. 


544-43-A — F.D. — 42-16  West  street,  west  side,  200  ft. 
south  of  Jackson  avenue  (5th  floor);  (Block  264,  Lot 
43),  Long  Island  City,  Borough  of  Queens,  Decision. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Building*; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Ruildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 


28,  1943— Vol.  28,  No.  S2A 

28,  1943— Vol.  28,  No.  S2A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936 — Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
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Last  Publication  in  Bulletin 


Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Mar. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C.  .April 

Smoking  in  Factories,  Rules  for _ May 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks.  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  SOS  of  Industrial  Code)  ..  Dec. 


15,  1937 — Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28.  1943 — Vol.  28.  No.  S2A 

7,  1944— Vol.  29,  No.  10 

15.  1944— Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  S2A 
13,  1937— Vol.  22,  No.  IS 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28.  No.  S2A 
28,  1943— Vol.  28,  No.  S2A 

11,  1944— Vol.  29,  No.  15 

28,  1944— Vol.  29.  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


14,  1944— Vol.  29,  No.  11 

7,  1937— Vol.  22,  No.  36 
25,  1944 — Vol.  29,  No.  17 

2,  1944 — Vol.  29,  No.  18 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22.  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


MAY  23,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  May  23,  1944  at  10  o  clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications 

271-43-BZ — Application,  June  2,  1943,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Schrier  Trading  Corporation,  owner, 
to  permit  in  a  business  use  district,  the  maintenance  of 
more  than  five  individual  garages  (the  Board  previously 
denied  an  application  for  a  garage  for  more  than  five 
motor  vehicles  on  these  premises);  premises  11-17  (7-17 
displayed)  Schenectady  avenue  and  617-627  Herkimer 
street,  northeast  corner  (Block  1701,  Lot  1),  Borough 
of  Brooklyn. 

479-37-BZ — Application  of  William  A.  Eckert,  applicant, 
on  behalf  of  Milness  Realty  Corporation,  present  owner, 
reopened  May  2,  1944,  for  consideration  as  to  extension 
of  permit  (expired  by  limitation) — re  Application, 
previously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  business  use  district, 
for  a  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles;  premises  89-58  163rd  street 
(Hardenbrook  avenue),  west  side,  247  ft.  north  of  Ja¬ 
maica  avenue  (Block  836,  Lot  76),  Jamaica,  Borough  of 
Queens. 

620-43-BZ — Application,  December  21,  1943,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Anthony  M.  De  Rose, 
applicant,  on  behalf  of  Mary  Bucek,  owner,  to  permit  in  a 
residence  use  and  also  E  area  district,  the  maintenance  of  a 
two  family  dwelling  (now  in  the  course  of  construction) 
w’  :ch  is  located  8  ft.  9)4  in.  from  the  street  line  instead 
of  being  set  back  10  ft.  from  the  street  line  as  required 
by  the  zoning  resolution;  premises  1615  Kennellworth 
place,  west  side,  282.13  ft.  south  of  Middletown  road 
(Block  5413,  Lot  23),  Borough  of  The  Bronx. 


55-44-BZ — Application,  January  21,  1944,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  McCurrach  Organization,  owner, 
to  permit  partly  in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district,  the  extension  in  height  (by  the  erec¬ 
tion  of  an  additional  story)  on  the  southerly  Eastern 
parkway  unit  of  a  group  of  factory  buildings;  it  is  pro¬ 
posed,  also  to  extend  the  factory  use  in  this  unit  from 
25%  to  more  than  25%  of  the  total  floor  space  of  the 
building.  The  group  of  buildings  was  previously  acted 
upon  by  the  Board  under  Cal.  No.  396-37-BZ;  premises 
1873-1885  Eastern  parkway,  west  side,  57  ft.  north  of 
Atlantic  avenue  and  19-  Olive  place  (Block  1570,  Lots 
Lots  7,  8,  9  and  31),  Borough  of  Brooklyn. 

Appliance  and  Material  for  Approval. 

229-44-SA— The  Kaylor  Company’s  M-C-K  Type  B 
Regular  All-Mechanical  Interlock,  M-C-K  Type  C  All- 
Mechanical  Interlock,  M-C-K  Eicon  All-Mechanical  In¬ 
terlock,  M-C-K  Master  Switch  Type  Electro-Mechanical 
Interjock  and  M-C-K  Car  Gate  Interlocks. 

800-39-SM— Reopened  by  the  Board,  May  9,  1944  for 
amendment  to  include  U.  S.  Gypsum  Company’s  Acousti¬ 
cal  Plaster  Sabinite  “M”. 

Appeals  from  Administrative  Decisions 

222-44-A — 1087-1099  Flushing  avenue,  2-16  Porter  ave¬ 
nue,  northwest  corner  and  104-112  Thames  street  (Block 
3014,  Lot  14),  Borough  of  Brooklyn. 

240-44-A — 1873-1885  Eastern  parkway,  west  side,  57  ft. 
north  of  Atlantic  avenue  and  19  Olive  place  (Block  1570, 
Lots  7,  8,  9  and  31),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  23,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  May  23,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


Appeals  from  Administrative  Decisions. 

119-44-A — 686  Richmond  terrace,  south  side,  125  ft.  east 
of  Lafayette  avenue  (Block  67,  Lot  111),  New  Brighton, 
Borough  of  Richmond. 

115-44-A — 255-261  18th  street,  north  side,  150  ft.  east 
of  Fifth  avenue  (Bock  873,  Lot  69),  Borough  of  Brook¬ 
lyn. 

585-43-A— 1241  Sixth  avenue  and  101  West  49th  street, 
northwest  corner  (Block  1002,  Lot  29),  Borough  of 
Manhattan. 

660- 42-S — 2-46  Doughty  street,  1-34  Vine  street,  17-29 
Columbia  Heights,  entire  block  bounded  by  Columbia 
Heights,  McKinney  street,  Doughty  street  and  Vine 
street  (Building  No.  4);  (Block  204,  Lots  1  to  21,  in¬ 
clusive),  Borough  of  Brooklyn. 

661- 42-S — 18-42  and  50-62  Columbia  Heights,  2-14 
Doughty  street,  15-65  Furman  street,  entire  block 
bounded  by  Columbia  Heights,  Doughty  street,  Furman 
street  and  Middagh  street  (west  group  of  buildings, 
Nos.  5,  6  and  7);  (Block  208,  Lot  2),  Borough  of  Brook¬ 
lyn. 

284-44-A — 932-938  Broadway,  southeast  corner  of  East 
22nd  street  (3rd  and  4th  floors);  (Block  850,  Lot  68), 
Borough  of  Manhattan. 

160-44-A — 443  Hudson  avenue,  east  side,  187  ft.  10  in. 
north  of  DeKalb  avenue  and  258  Navy  street  (Block 
20o6,  Lots  7  and  33),  Borough  of  Brooklyn. 
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185-44-A— 101  Eighth  avenue  and  890  President  street, 
southeast  corner  (Block  1068,  Lot  8),  Borough  of  Brook¬ 
lyn. 

187-44-A— 112-06  71st  road,  southeast  corner  of  112th 
street  (Block  2248,  Lot  9),  Forest  Hills,  Borough  of 
Queens. 

154-44-A — 226-228  Lenox  avenue,  east  side,  61  ft.  10  in. 
north  of  West  121st  street  (Block  1720,  Lots  38  and 
j9),  Borough  of  Manhttan  (reopened  and  restored  to 
calendar,  May  9,  1944;  previously  withdrawn). 

278-44-A — 308-316  East  48th  street,  south  side,  100  ft. 
east  of  Second  avenue  (Block  1340,  Lot  44),  Borough 
of  Manhattan. 

262-44-A — 557-575  (553-563  displayed)  Marcy  avenue 
and  86-102  Stockton  street,  southeast  corner  (Block 
1747,  Lots  1  to  7,  inclusive,  and  60  to  69,  inclusive), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MAY  31,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
W cdnesday  morning,  May  31,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

300-43-BZ — Application,  June  18,  1943,  under  section  21 
of  the  zoning  resolution,  of  Frank  G.  Keller,  applicant, 
on  behalf  of  Jack  Farino,  owner,  to  permit  in  a  residence 
use  district,  the  maintenance  of  a  building  for  the  stor¬ 
age  of  contractor’s  equipment  and  trucks  and,  also,  the 
use  of  part  of  the  vacant  portion  of  the  premises  for  the 
open  storage  of  contractor’s  equipment  and  trucks; 
premises  107-33  154th  street,  east  side,  251.47  ft.  north 
of  108th  avenue  (Block  10133,  Lot  12),  Jamaica,  Borough 
of  Queens. 

436-43-BZ — Application,  September  10,  1943,  under  sec¬ 
tion  21  of  the  zoning  resolution,  of  Sidney  H.  Kitzler, 
applicant,  on  behalf  of  Alfonso  Lizzi  and  Napoleone 
Sicoli,  owners,  to  permit  in  a  residence  use  district,  the 
sawing  (with  motor-driven  saws),  chopping,  bagging, 
storage  and  sale  of  wood;  premises  820-834  Euclid  ave¬ 
nue  and  1130-1138  Loring  avenue,  southwest  corner 
(Block  4505,  Lots  1,  7  and  52),  Borough  of  Brooklyn. 

Material  for  Approval 

449-44-SM — Aquella  and  Aquella  No.  2  Waterproofing 
Mineral  Paint  for  Interior  and  Exterior  Use,  respectively. 

Appeal  from  Administrative  Decision. 

438-43-A — 820-834  Euclid  avenue  and  1136-1138  Loring 
avenue,  southwest  corner  (Block  4505,  Lots  1,  7  and 
52),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  6,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  6,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

104-33-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Socony-Vacuum  Oil  Co.,  Inc., 
owner,  reopened  June  8,  1943,  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  business  use  district, 
the  decrease  in  area  of  a  gasoline  service  station;  the 
entire  plot  for  such  use,  as  approved  by  the  Board,  was 
located  partly  in  a  residence  use  and  partly  in  a  busi¬ 
ness  use  district;  premises  113-21  Merrick  road  and 
171-01  Linden  boulevard,  northeast  corner  (Block  10267, 
Lot  1),  St.  Albans,  Borough  of  Queens. 


368-19-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  Douglaston  Sales  and  Service,  Inc.,  owner 
(R.  Primavera  &  Co.,  lessee),  reopened  May  9,  1944  for 
consideration  as  to  amendment  of  resolution  to  permit 
in  a  business  use  district,  the  change  of  occupancy,  from 
garage  for  more  than  five  motor  vehicles  (previously 
granted  by  the  Board)  to  a  temporary  occupancy  as 
manufacturing  for  a  temporary  period  (duration  of  War) 
and  garage  occupancy  to  be  restored  after  this  period; 
premises  1935-1937  Coney  Island  avenue,  east  side,  20 
ft.  north  of  Avenue  P  (Block  6758,  Lot  52),  Borough  of 
Brooklyn. 

690-40-BZ— Application  of  John  McBride,  applicant  and 
lessee,  on  behalf  of  Fordbrad  Realty  Co.,  Inc.,  owner, 
reopened  May  9,  1944,  for  consideration  as  to  extension 
of  term  of  permit  (expired  by  limitation) — Application, 
previously  granted  on  condition,  under  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles;  premises  91-06  Northern  boulevard, 
south  side,  between  91st  and  92nd  streets  (Block  1439, 
part  of  Lot  1),  Jackson  Heights,  Borough  of  Queens. 

626-43-BZ — Application,  December  27,  1943,  under  sec¬ 
tions  7a,  7c  and  21  of  the  zoning  resolution,  of  Martyn 
N.  Weinstein,  applicant,  on  behalf  of  Cardinal  Manu¬ 
facturing  Co.,  Inc.,  owner  (Joseph  Cardinal,  lessee,  d/b/a 
Cardinal  Engineering  Co.)  to  permit  in  a  residence  use 
and  also  D  area  district,  the  maintenance  of  a  machine 
shop  and  crane  shed;  the  crane  shed,  the  westerly  build¬ 
ing  and  the  one-story  shop  erected  without  permits  and 
the  plant  is  operating  without  a  Certificate  of  Occu¬ 
pancy,  also  the  area  of  the  structures  on  the  plot  exceeds 
the  area  permitted  by  the  zoning  resolution;  premises 
700-712  Hicks  street  and  23-45  Nelson  street,  northwest 
corner  (Block  520,  Lot  26),  Borough  of  Brooklyn. 

878-28-BZ — Application  of  Max  Horn,  applicant,  on  be¬ 
half  of  Laura  Roehrig  and  August  Roehrig,  owners 
(C  &  L  Service  Station,  lessee),  reopened  September 
28,  1943,  under  sections  7i  and  21  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  parking  and  storage  of  more 
than  five  motor  vehicles  and,  also,  the  erection  of  an 
additional  motor  vehicle  repair  shop  upon  a  plot  occu¬ 
pied  as  a  motor  vehicle  repair  shop  (previously  granted 
by  the  Board)  and,  also,  gasoline  service  station.  It  is 
proposed,  also,  to  extend  the  (legal)  area  of  the  existing 
gasoline  service  station;  premises  172-40  and  172-42 
Baisley  boulevard,  south  side,  360  ft.  east  of  125th  ave¬ 
nue  (Block  12515  (3209),  Lots  20  and  21),  Jamaica, 
Borough  of  Queens. 

205-44-BZ — Application,  April  4,  1944,  under  sections 
7b  and  7c  of  the  zoning  resolution,  of  Arnold  W.  Led- 
erer,  applicant,  on  behalf  of  Mildred  Cassidy,  owner 
(James  Cassidy,  lessee),  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  alteration 
and  conversion  of  an  existing  dwelling  to  an  under¬ 
taking  establishment;  premises  198-20  Hollis  avenue, 
south  side,  from  198th  to  199th  streets  (Block  10938, 
Lot  22),  Hollis,  Borough  of  Queens. 

1460-39-BZ — Application  of  Hilda  Reardon,  applicant 
and  lessee  (200  Amity  Corporation,  owner),  reopened 
May  16,  1944,  for  consideration  as  to  extension  of  per¬ 
mit — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  partly 
in  a  business  use  and  partly  in  a  residence  use  district, 
for  a  temporary  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  142- 
33  Roosevelt  avenue,  north  side,  184  ft.  west  of  Bowne 
street  (Block  5020  (847),  Lot  43),  Flushing,  Borough 
of  Queens. 

176-42-BZ — Application  of  Street  and  Adikes,  applicants, 
on  behalf  of  Boulevard  Housing  Corporation,  owner, 
reopened  May  16,  1944,  for  consideration  as  to  extension 
of  time  to  complete — Application,  previously  granted  on 
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condition,  under  section  7d  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  use  of  a  plot 
of  ground  as  a  recreational  area  for  the  tenants  of  a 
building  not  located  on  the  same  lot  with  the  proposed 
use;  premises  56-39  to  56-51  30th  avenue,  north  side, 
100.78  ft.  east  of  56th  place  (Block  1024,  Lot  8),  Wood- 
side,  Borough  of  Queens. 

263-19-BZ — Application  of  Reginald  S.  Hardy,  for  Hay- 
son  Corporation,  owner  (Randall  Cadillac  Corporation, 
lessee),  reopened  May  16,  1944,  for  consideration  as  to 
amendment  of  resolution  of  March  7,  194-4 — Application, 
previously  granted  on  condition,  under  section  7e  of 
the  zoning  resolution,  permitting  in  a  residence  use 
district,  for  a  term  of  two  years,  the  inclusion  of  a 
lubritorium,  motor  vehicle  repair  shop,  stock  room  and 
offices,  in  an  existing  garage  (the  garage  was  previously 
granted  by  the  Board);  premises  564-592  (formerly 
722-746)  St.  Johns  place,  south  side,  333  ft.  8  in.  east 
of  Classon  avenue  (Block  1178,  Lot  26),  Borough  of 
Brooklyn. 

285-31-BZ — Application  of  Niacol  Realty  Corporation, 
applicant  and  owner,  reopened  May  16,  1944,  for  con¬ 
sideration  as  to  extension  of  permit — Application  previ¬ 
ously  granted  on  condition,  under  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station 
for  a  temporary  term  of  two  years;  premises  Northwest 
corner  of  Jamaica  boulevard 'and  Nolins  (165th)  avenue 
(Block  4153,  Lot  146),  Shellbank  Basin,  Borough  of 
Queens. 

Appeal  from  Administrative  Decision  * 

159-44-A — 11-33  to  11-41  50th  avenue,  north  side,  92.5  ft. 
west  of  21st  street  (Block  62,  Lot  20),  Long  Island  City, 
Borough  of  Queens. 


JUNE  6,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  6,  1944  at  2  o  clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

126- 44-A — 160-178  Jay  street,  west  side,  from  Sands  to 
High  streets,  84-92  Sands  street  and  97-105  High  street 
(Block  87,  Lot  9),  Borough  of  Brooklyn. 

127- 44-A— 876-878  Broadway,  east  side,  24.1  ft.  north  of 
East  18th  street  (Block  847,  Lots  22  and  23),  Borough 
of  Manhattan. 

280-44-A — 211-213  Alexander  avenue,  southwest  corner 
of  East  137th  street  (Block  2312,  Lots  25  and  26),  Bor¬ 
ough  of  The  Bronx. 

197-44-A — 106  East  14th  street,  south  side,  154  ft.  east 
of  Fourth  avenue  (Block  559,  Lot  12),  Borough  of 
Manhattan. 

230-44-A — 297-303  Lexington  avenue  and  133-139  East 
37th  street,  northeast  corner  (Block  893,  Lot  25),  Bor¬ 
ough  of  Manhattan. 

245-44-A — -724-726  Fifth  avenue,  west  side,  50  ft.  5  in. 
north  of  West  56th  street  (Block  1272,  Lot  36),  Borough 
of  Manhattan. 

249-44-A — 144-146  East  86th  street,  south  side,  47  ft. 
east  of  Lexington  avenue  (Block  1514,  Lot  49),  Borough 
of  Manhattan. 


HARRIS  H.  MURDOCK,  Chairman. 


HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  regular  meeting 
of  May  9,  1944  at  2  P.  M.) 

|i 

770-42-A 

APPLICANT — Harold  Wyman,  for  Minnesota  Mining  and 
Manufacturing  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit  re  Appeal  (decision  of  the  fire 
commissioner  re  packaging  and  distribution  of  in¬ 
flammable  mixtures  known  as  “3-M  Furniture 
Cleaner  and  Polish”  and  “Scotchlite  Adhesive”  in 
1-pint,  1-quart,  j4-gallon  and  1-gallon  glass  con¬ 
tainers  (capacity  of  same  not  in  conformity  with 
Administrative  Code  requirements)  ;  previously 
granted  on  condition  for  temporary  term  of  six 
months. 

APPEARANCES— 

For  Applicant :  Harold  Wyman. 

For  Administration:  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (770-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  commis¬ 
sioner,  relative  to  packaging,  storage  and  distribution  of 
combustible  mixture  known  as  “3M  Wax  Finish”  in  one- 
gallon  glass  bottles,  was  granted  by  the  Board  on  February 


16,  1943  on  certain  conditions,  resolution  amended  on  July 
13,  1943  and  the  applicant  requested  a  further  amendment 
of  the  resolution  to  include  permission  for  the  packaging 
of  the  inflammable  mixtures  known  as  “3M  Furniture 
Cleaner  and  Polish”  and  “Scotchlite  Adhesive”  in  glass 
containers  in  pint,  quart,  one-half  and  one-gallon  sizes;  and 
Whereas,  on  November  30,  1943,  the  resolution  was 
further  amended  and  the  applicant  requested  an  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  February  16,  1943, 
as  amended  through  November  30,  1943,  only  so  far  as  it 
has  reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

*  *  *  that  this  variance  is  granted  for  a  term  of 
six  (6).  months  from  the  date  of  this  amended  resolu¬ 
tion,  with  the  understanding  that  the  storage  and  sale 
of  such  materials  as  are  classified  as  inflammable  mix¬ 
tures  with  a  flash  point  of  less  than  100  degrees  shall 
not  be  in  glass  bottle  after  tin  cans  are  available.” 


199-44-A 

APPLICANT — Dri-Dux  Company,  for  Roy  Burt,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  previously  granted 
on  condition  (decision  of  the  fire  commissioner)  re 
Packaging  of  combustible  mixture  known  as  Dri- 
Dux  Water  Resistant,  in  2-quart  and  1 -gallon  glass 
containers,  capacity  of  which  is  not  in  conformity 
with  Administrative  Code  Specifications). 


MINUTES 


APPEARANCES— 

For  Applicant :  Roy  Burt.  ) 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep  t. 
ACTION  OF  BOARD— Appeal  reopened  and  permit  ex¬ 
tended.  _  rr, 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . ' .  ® 

THE  RESOLUTION  (199-44-A) 

Whereas,  Dri-Dux  Company,  for  Roy  Burt,  owner,  filed 
on  April  3,  1944,  an  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  relating  to  the  packaging  of  “Dri-Dux  Water  Re¬ 
sistant,”  a  combustible  mixture  in  glass  containers  exceeding 
32  ounce  capacity;  and 

Whereas,  this  appeal  was  granted  by  the  Board  on  April 
11,  1944,  on  certain  conditions  and  the  applicant  requested 
an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  11,  1944, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit, 
so  as  amended,  this  resolution  shall  read: 

“Grtmted  for  a  term  of  six  (6)  months  from  the  date 
of  this  amended  resolution,  to  permit  the  packaging  of 
this  material  in  two-quart  and  one-gallon  jug  containers, 
subject  to  action  by  the  Board  on  applications  now 
pending  as  filed  by  the  manufacturers.” 


621-42-S 

APPLICANT— S  &  S  Corrugated  Paper  Machinery  Com¬ 
pany,  Incorporated  (lessee),  for  Greenpoint  Trad¬ 
ing  Corporation,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  and  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 158-166  North  4th  street,  south 
side,  150  ft.  east  of  Bedford  avenue  and  159-165 
North  3rd  street  (Block  2352,  Lots  9,  10,  33,  38, 
39  and  40),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None: 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant’s  representative  . 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


267-43-A 

APPLICANT— Graton  and  Knight  Co.,  owner. 

SUBJECT— Application  reopened  March  14,  1944  re  ex¬ 
tension  of  permit — re  packaging  of  combustible 
mixture  known  as  “Neptune  Waterproof  Belt  Ce¬ 
ment”  in  one-quart  and  one-pint  glass  bottles 
(capacity  of  glass  bottle  not  in  conformity  with 
Administrative  Code  specifications)  ;  (previously 
granted  on  condition  for  a  term  of  six  (6)  months.) 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Edwin  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  by  appplicant, 
to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


587-43-A 

APPLICANT — Jacob  Cohen,  for  Cohen  and  Fraiman, 
owners. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 


PREMISES  AFFECTED— 165  Greene  street,  west  side, 
155  ft.  north  of  West  Houston  street  (2nd  and  4th 
floors)  ;  (Block  524,  Lot  166),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Edward  Reiter. 

For  Administration:  Edwin  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD— Appeal  withdrawn  by  applicant, 
to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


138-44-A 

APPLICANT— B.  M.  Sylvan,  for  Robert  J.  Kilpatrick  and 
Junius  Pittman,  owners  (Rose  Feller,  sub-tenant). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 107-109  East  Burnside  avenue, 
north  side,  60.3  ft.  east  of  Morris  avenue  (Block 
3169,  Lots  66  and  67),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  B.  M.  Sylvan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  by  applicant, 
without  prejudice.  Applicant  to  obtain  new  decision 
from  acting  borough  superintendent. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


18-38-A 

APPLICANT- — Chemical  Bank  and  Trust  Company,  for 
Schinasi  Estate,  Laur-ette  Schinasi,  et  al  Trust, 
owners. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  de¬ 
cision  of  the  borough  superintendent. 

PREMISES  AFFECTED— 2081-2089  Broadway  and  201 
West  72nd  street,  northwest  corner  (Block  1164, 
Lot  26),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  E.  S.  Mindlin. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


480-43-A 

APPLICANT — Rev.  William  James,  for  East  Calvary 
Methodist  Church,  for  New  York  City  Society  of 
The  Methodist  Church,  owner. 

SUBJECT — Application  for  consideration — reopening  ami 
restoration  to  calendar — re  Appeal  from  an  order  of 
the  fire  commissioner  (previously  withdrawn). 

PREMISES  AFFECTED — 2085  Fifth  avenue,  east  side, 
84  ft.  11  in.  north  of  East  128th  street  (Block  1753, 
Lot  4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Rev.  William  James. 

ACTION  OF  BOARD — Appeal  reopened’  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


422 


MINUTES 


154-44- A 

APPLICANJ — Morris  Whinston,  for  Mickey  Funeral 
Service  Inc.,  owner. 

SUBJECT — Application  for  consideration  reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  with¬ 
drawn). 

PREMISES  AFFECTED — 226-228  Lenox  avenue,  east 
side,  61  ft.  10  in.  north  of  West  121st  street  (Block 
1720,  Lots  38  and  39),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Alorris  Whinston. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


585-43-A 

APPLICANT — Albert  Parnell,  for  Caroline  I.  Kissel,  trus¬ 
tee  for  Louise  T.  Baring  u/w  of  Emily  A.  Thorne, 
owner  (Benjamin  Maier,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1241  6th  avenue  and  101  West 
49th  street,  northwest  corner  (cellar)  ;  (Block  1002, 
Lot  29),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Albert  Parnell. 

For  Administration  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1944  at  2 
P.  M.,  for  further  consideration.  Applicant  to  file 
revised  plans. 

115-44- A 

APPLICANT — John  J.  Gilmartin,  for  Martha  E.  Manny, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 255-261  18th  street,  north  side, 
150  ft.  east  of  Fifth  avenue  (Block  873,  Lot  69), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  John  J.  Gilmartin. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1944  at  2 
P.  M.,  for  further  consideration.  Applicant  to  sub¬ 
mit  revised  plans. 

117-44-A 

APPLICANT — M.  W.  Del  Gaudio,  for  Orello  Holding 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 244  East  152nd  street  (240- 
244  displayed),  south  side,  94.47  ft.  east  of  Park 
avenue  (Block  2441,  Lots  15  and  16),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  16,  1944  at  2 
P.  M.,  at  written  request  of  applicant. 


127-44-A 

APPLICANT — Leon  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 876-878  Broadway,  east  side, 
24.1  ft.  north  of  East  18th  street  (Block  847,  Lots 
22  and  23),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Benjamin  Cole. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  June  6,  1944  at  2 
P.  M.,  for  an  inspection  by  a  Committee  of  the 
Board. 


197-44-A 

APPLICANT — S.  J.  Kessler  &  Sons,  for  Natmus  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 106  East  14th  street,  south  side, 
154  ft.  east  of  Fourth  avenue  (Block  559,  Lot  12) 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  S.  J.  Kessler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1944  at  2 
P.  M.,  for  an  inspection  by  a  Committee  of  the 
Board. 


230-44-A 

APPLICANT — Harry  M.  Clawson,  for  Sheraton  Hotel 
Corporation,  owner. 

SUBJECT — Appeal. from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 297-303  Lexington  avenue  and 
133-139  East  37th  street,  northeast  corner  (Block 
893,  Lot  25),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Harry  M.  Clawson  and  Julius  Eck- 
man. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  Committee  of 
the  Board. 


Adjourned:  5:00  P.  M. 

m  Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  MORNING,  MAY  16,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy.  Chief  Murphy. 

The  minutes  of  the  special  meeting  of  the  Board  held  on 
Friday  morning,  May  5,  1944,  and  the  minutes  of  the  regular 
meetings  of  the  Board  held  on  Tuesday  morning,  May  9, 
1944,  and  Tuesday  afternoon,  May  9,  1944,  were  approved 
as  printed  in  Bulletin  No.  20,  Volume  29. 


ZONING  CASES 

626-43-BZ 

APPLICANT — Martyn  N.  Weinstein,  for  Cardinal  Manu¬ 
facturing  Co.,  Inc.,  owner  (Joseph  Cardinal,  lessee, 
d/b/a  Cardinal  Engineering  Co.). 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7a,  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  and 
also  D  area  district,  the  maintenance  of  a  machine 
shop  and  crane  shed;  the  crane  shed,  the  westerly 
building  and  the  one-story  shop  erected  without 
permits  and  the  plant  is  operating  without  a  Cer¬ 
tificate  of  Occupancy,  also,  the  area  of  the  struc¬ 
tures  on  the  plot  exceeds  the  area  permitted  by  the 
Zoning  Resolution. 

PREMISES  AFFECTED — 700-712  Hicks  street  and  23-45 
Nelson  street,  northwest  corner  (Block  520,  Lot 
26),  Borough  of  Brooklyn. 
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APPEARANCES—  .  T  , 

For  Applicant:  Martyn  N.  Weinstein  and  Joseph 

Cardinal. 

For  Opposition :  Irene  Mari  and  Christina  Esposito. 
For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD— Laid  over  to  June  6,  1944  at  10 
A.  M.  Applicant  to  file  additional  decision  from 
borough  superintendent  and  to  also  file  revised  plans. 


83-44-BZ 

APPLICANT— Frederick  W.  Scholem,  for  Willy  Paul 
and  Anna  Paul,  owners. 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the.  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the  con¬ 
version  of  occupancy  of  a  building  from  a  one- 
family  residence  to  a  beauty  parlor  and  one-family 
residence.  (The  beauty  parlor  is  to  be  operated 
by  the  owner  of  the  premises.) 

PREMISES  AFFECTED— 2176  East  4th  street,  west  side, 
140  ft.  south  of  Avenue  U  (Block  7130,  Lot  14), 
Borough  of  Brooklyn. 

APPEARANCES—  „  ,  .  . 

For  Applicant:  Frederick  W.  Scholem  and  Anna 

Paul. 

For  Opposition:  None.  ; 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  .  ,  .  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (83-44-BZ) 

Whereas,  Frederick  W.  Scholem,  for  Willy  and  Anna 
Paul,  owners,  filed  February  5,  1944,  an  application  under 
section  7e  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  conversion  and  occupancy  of  a  one-famly 
residence  to  a  beauty  parlor  and  one-family  residence  (the 
beautv  parlor  to  be  operated  by  owner  of  the  premises)  ; 
premises:  2176  East  4th  street,  west  side,  141)  ft.  south  of 
Avenue  U  (Block  7130,  Lot  14),  Borough  of  Brooklyn; 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  May  16,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  East  4th  street  is  in  a  residence  and 
business  use,  D  area  and  1-times  height  district;  East  3rd 
street  is  in  a  residence  and  business  use,  D  area  and  1 -times 
height  district;  and  Avenue  U  is  in  a  business  use,  D  area 
and  1-times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  7,  1944,  re  Alt.  Applic.  3334-43,  reads: 

“Changing  occupancy  from  one-family  residence  to 
beauty  parlor  and  one-family,  in  a  residential  zone  is 
contrary  to  Art.  2,  Sec.  3  of  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  existing  building 
is  one  story  in  height,  Class  4  construction,  with  a  frontage 
of  18  ft.  and  a  depth  of  55.5  ft. ;  that  it  is  proposed  to  con¬ 
vert  the  occupancy  of  the  front  portion  from  dwelling  use 
to  a  beauty  parlor  and  to  use  the  remainder  as  a  one-family 
dwelling  and  that  the  occupant  (owner)  proposes  to  operate 
the  beauty  parlor;  and 

Whereas,  the  applicant  contends  that  at  the  time  of  pur¬ 
chase  of  the  property  in  October  1941,  the  use  of  a  beauty 
parlor  in  conjunction  with  the  owner’s  residence  was  per¬ 
mitted  under  the  then  existing  law,  which  was  changed  in 
1942 ;  that  the  property  was  purchased  in  1941  solely  for 
use  as  a  beauty  parlor  in  conjunction  with  the  owner’s  resi¬ 
dence;  that  a  distance  of  only  40  feet  separates  the  owner’s 


premises  from  the  business  zone ;  that  the  proposed  altera¬ 
tions  are  solely  to  install  two  wash-basins .  in  a  room  off 
the  sun  porch  on  the  first  floor,  so  that  said  room  can  be 
used  as  a  beauty  parlor ;  that  the  owners  have  invested  their 
entire  savings  in  this  property  and  when  they  purchased  it 
from  the  HOLC,  they  were  informed  there  were  no  re¬ 
strictions  of  any  kind  and  that  they  could  operate  a  beauty 
parlor  in  conjunction  with  their  residence;  and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  /, 
subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted,  under  section  7e  thereof, 
for  a  term  of  two  years  from  the  date  of  this  resolution, 
to  permit  a  portion  of  the  first  floor  to  be  occupied  as  a 
beauty  parlor,  on  condition  that  the  beauty  parlor  shall  be 
operated  by  the  owner  and  resident ;  that  the  balance,  of  the 
dwelling  shall  be  used  solely  as  a  single-family  residence; 
that  no  one  from  the  outside  shall  be  employed  in  the  con¬ 
duct  of  the  beauty  parlor ;  that  the  building  shall  not  be 
increased  in  height  or  area;  that  no  sign  shall  be  main¬ 
tained  on  the  premises,  except  there  may  be  a  sign,  not 
exceeding  one  square  foot  in  area,  attached  flat  against  the 
front  of  the  building,  advertising  the  beauty  parlor ;  that 
such  sign  shall  not  be  illuminated ;  that  in  all  other  respects, 
the  building  shall  comply  with  all  laws,  rules  and  regula¬ 
tion  applicable  thereto;  that  the  superseding  certificate  of 
occupancy  shall  be  obtained;  and  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


159-44-A 

APPLICANT — United  Parcel  Service  of  New  York,  Inc., 
lessee  for  Tomaline  Realty  Corporation,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 11-33  to  11-41  50th  avenue, 
north  side,  92.5  ft.  west  of  21st  street  (Block  62, 
Lot  20),  Long  Island  City,  Borough  of  Queens. 


APPEARANCES—  mi  J  TT  .,  ...  ^ 

For  Applicant:  Charles  Miller  and  Harold  Abbott 
ACTION  OF  BOARD— Laid  over  to  June  6,  1944  at  10 
A  M  rm  rpmrpst  nf  annlicant’s  representative. 


527-21-A 

APPLICANT— H.  Allen  Schlendorf,  for  Pittsburgh  Equi¬ 
table  Meter  Co.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 4201-4223  First  avenue  101- 
159  43rd  street  and  102-160  42nd  street  (Block  721, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES—  f  r 

For  Applicant :  H.  Allen  Schlendorf. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 


REOPEN  AND  AMEND  RESOLU- 


amended. 

THE  VOTE  TO 

TION—  .  ,  ,  ^  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  ® 


THE  RESOLUTION  (527-21-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  4201-4223  First  avenue,  101- 
159  43rd  street  and  102-160  42nd  street  (Block  721,  Lot  1), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  July 
5,  1921,  on  certain  conditions;  and 
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Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  relative  to  Order  No.  96232-LC  of  the  fire  com¬ 
missioner,  dated  December  31,  1943,  reads: 

“6.  Discontinue  storage  of  Sonoca  Spirits  in  buried 
tank,  as  same  is  not  approved  for  such  storage  as  per 
Calendar  527-21-A,  Board  of  Standards  and  Appeals. 
(Note:  Flashpoint  of  Sonoco  Spirits  is  105°  F.).” 
and 

Whereas,  the  applicant  has  filed  a  recent  decision  of  the 
fire  commissioner,  dated  April  1,  1944,  pertaining  to  the 
above-numbered  order. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  5,  1921,  so  that 
as  amended,  the  resolution  shall  read:' 

“Resolved,  that  the  order  of  the  fire  commissioner, 
No.  57977-LC,  be  and  it  hereby  is  modified  and  the 
appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  fuel  oil  used  shall  have  a  flash  point  of  not  less  than 
150  degrees  F.  and  that  the  contents  of  the  tanks  shall 
not  exceed  750  gallons  per  unit. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  use  one  of  the  tanks  as  herein  permitted  for  the 
storage  of  Sunoco  Spirits  (referred  to  in  Fire  Dept, 
order  as  Sonoca  and  Sonoco  Spirits)  having  a  flash 
point  of  105°  F.  one  of  such  tanks  may  be  used  for 
such  storage,  on  condition  that  the  tank  installation 
shall  comply  with  the  requirements  of  the  Oil  Burner 
Rules  and  is  tested  to  the  satisfaction  of  the  fire  com¬ 
missioner  ;  that  in  all  other  respects,  the  installation 
shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto  and  to  the  resolution  adopted  by  the 
Board  on  July  5,  1921 ;  that  all  other  items  in  Order 
96232-LC  shall  be  complied  with ;  that  this  amendment 
to  the  resolution  shall  apply  for  the  duration  of  the 
present  war  emergency.” 


APPLIANCE  SUBMITTED  FOR  APPROVAL 


153-44-SA 

APPLICANT — The  Quincy  Stove  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT — Monogram  Oil  Fire  Heaters  (Circulating), 
Models  E30,  G30,  H30,  K30,  L30,  R30,  S30,  38A 
130,  38B  130,  37C  130,  38B  240,  37C  240,  38B  340, 
37C340,  E50,  G50,  H50,  K50,  L50,  R50,  S50,  38A 
150,  38B  150,  37C  150,  38B  250,  37C  250,  38B  350 
and  37C  350,  approval  of. 

APPEARANCES— 

For  Applicant:  C.  Ward  Koons. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (153-44-SA) 

Whereas,  the  Quicny  Stove  Manufacturing  Company, 
owner,  filed  on  March  13,  1944,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ap¬ 
pliance  known  as  the  Monogram  Oil  Fire  Heaters  (Cir¬ 
culating),  Models  E30,  G30,  H30,  K30,  L30,  R30,  S30, 
38A  130,  38B  130,  37C  130,  38B  240,  37C  240,  38B  340, 
37C  340,  E50,  G50,  H50,  L50,  R50,  S50,  38A  150,  38B  150, 
37C  150,  38B  250,  37C  250,  38B  350  and  37C  350;  and 
V  hereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS. 


Re:  Cal.  153-44-SA. 


April  20,  1944. 


Subject:  Monogram  Oil  Fire  Heaters  (Circulating), 
Models  E30,  G30,  H30,  K30,  L30,  R30,  S30,  38A  130, 
38B  130,  37C  130,  38B  240,  37C  240,  38B  340,  37C  340, 


E50,  G50,  H50,  K50,  L50,  R50,  S50,  38A  150,  38B  150, 
37C  150,  38B  250,  37C  250,  38B  350  and  37C  350, 
Approval  of. 

The  Quincy  Stove  Manufacturing  Co.  filed  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Monogram  Oil  Fire  Heaters  (Circulat¬ 
ing  Types)  in  the  models  stated  above,  under  the  pro¬ 
visions  of  Cl 9-57.0  Administrative  Code  and  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals. 


DESCRIPTION 

These  devices  are  heating  stoves  intended  for  sta¬ 
tionary  installation  with  flue  connection  and  for  use 
with  fuel  oil  not  heavier  than  No.  2.  These  devices 
operate  under  conditions  of  natural  draft  and  gravity 
oil  feed  from  an  integral  6-gallon  or  less  capacity  tank 
burning  a  combustible  mixture  of  air  and  vaporized 
oil,  except  the  240,  250,  340  and  350  models,  which 
have  forced  draft  by  fan.  The  burners  are  ignited 
manually  and  the  fire  is  regulated  manually  or  thermo¬ 
statically.  These  oil  burning  stoves  are  intended  for 
use  in  heating  small  buildings,  but  are  not  intended  to 
be  used  in  spaces  in  which  gases  or  flammable  vapors 
are  present.  These  heaters  are  equipped  with  a  Breeze 
type  pot,  with  radiating  drum  outer  shell  and  a  vapor¬ 
izing  inner  perforated  shell,  oil  tank  constant  level  valve, 
oil  steamer,  pipe  fittings  and  draft  regulator.  There  is 
a  shield  between  tank  and  heater. 

The  fire  pot  bottom  is  3/16  in.  C.I.  with  Breeze  rings 
No.  18  U.  S.  gauge  sheet  steel. 

The  steel  cylinder  is  fitted  into  c.i.  top  and  bottom. 

The  constant  level  valve  is  made  by  the  Automatic 
Products  Company  or  Detroit  Lubricator  Co.  It  de¬ 
termines  the  maximum  level  of  the  oil  in  the  fire  pot, 
the  lowest  opening  in  the  pot  being  not  less  than  J^-inch 
above  the  oil  level  maintained  in  the  constant  level 
valve,  so  that  in  the  event  of  ignition  failure,  no  oil  can 
be  discharged  on  the  floor.  The  valve  is  supplied  with 
an  anti-flooding  device. 

The  controls  are  either  Trimatic  (Manuel),  wherein 
the  setting  of  a  rheostat  controls  the  draft,  the  oil  input 
and  the  circulation  of  heat,  or  Thermatic  (automatic), 
wffierein  the  flow  of  oil  to  the  burner,  the  draft  fan 
and  the  heat  circulation  are  controlled,  and  actuated  by 
demands  from  the  thermostat.  A  booster  fan  is  provided 
in  the  rear  panel  and  furnishes  mechanical  draft  and 
circulates  the  heated  air  out  to  the  room  at  high  fire 
operating  range,  and  is  actuated  by  the  solenoid  valve 
which  controls  the  flow  of  oil. 


The  models  vary  as  follows : 


38  A,  B,  C-130  has  an  8-in.  burner  37400  B.T.U.  output 

38  A,  B,  C-140  has  a  10-in.  burner  50200  B.T.U.  output 

38  A,  B,  C-150  has  a  13-in.  burner  72434  B.T.U.  output 

The  difference  in  each  model  is  as  to  outside  finish. 

A  and  B  have  brown  ripple  finishes;  C  has  brown 
porcelain. 


38  B 
38  B 
37  C 
37  C 


240-340  10-in.  burner 

250-350  13-in.  burner 

240-340  10-in.  burner 

250-350  13-in.  burner 


50200  B.T.U.  output 
74234  B.T.U.  output 
50200  B.T.U.  output 
74234  B.T.U.  output 


The  above  have  trimatic  and  thermatic  control  and 
different  finishes.  These  types  are  also  equipped  with  an 
electrically  operated  fan  at  the  back  to  give  distribution 
of  heat  and  forced  draft  to  fire.  E30-40-50,  G30-40-50, 
H30-40-50,  K30-40-50,  L30-40-50,  R30-40-50,  and  S30- 
40-50  are  the  original  models,  no  longer  in  production 
and  are  superseded  by  the  aforementioned  models.  The 
last  two  figures  of  the  later  models  are  for  the  original 
heating  units  and  the  prefixed  letters  and  numbers  are 
for  differences  in  outward  finish. 

These  appliances  were  inspected  and  tested  at  180 
Market  St.,  Passaic,  N.  J.  and  506  Henry  St.,  Brooklyn, 
and  at  149  Liberty  St.,  Little  Ferry,  N.  J.,  several  differ¬ 
ent  models  being  tested,  differing  only  as  to  sizes  and 
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exterior  finishes.  They  were  found  to  operate  satis¬ 
factorily  with  no  flare  back  or  undue  carbon  deposits. 

These  models  have  been  approved  by  the  Underwriters 
Laboratories,  Inc.,  MP1082,  February  18,  1944. 

RECOMMENDATION 

On  the  basis  of  these  inspections  and  tests  and  the 
report  of  the  Underwriters  Laboratories,  Inc.,  the  Com¬ 
mittee  on  Tests  recommends  that  the  Monogram  Oil 
Fire  Heaters  (circulating)  in  the  models  and  types 
herein  listed,  be  approved  for  use  in  Newr  York  City, 
when  manufactured  and  installed  in  accordance  with  the 
above  report  and  the  Oil  Burner  Rules  of.  the  Board  of 
Standards  and  Appeals,  with  the  following  additional 
requirements : 

1 —  Only  approved  safety  cans  shall  be  used  for  the  stor¬ 
age  and  filling  of  oil  containers. 

2 —  The  storage  container  shall  bear  a  label  reading : 
“Only  an  Approved  Safety  Can  Shall  Be  Used 
in  Filling  This  Storage  Container.” 

3 —  The  appliance  shall  be  connected  to  a  legal  flue  and 
shall  be  provided  with  a  draft  adjuster. 

4 —  Floor  beneath  the  oil  burning  device  shall  be  pro¬ 
tected  by  a  54-inch  asbestos  or  other  equivalent 
shield. 

5—  The  manufacturer  or  installer  of  this  burner  shall 
within  48  hours  after  each  installation,  notify  the 
Fire  Department  in  writing  of  the  name  of  the  per¬ 
son  to  whom  this  burner  was  sold  and  the  address 
of  the  premises  where  installed. 

6—  The  device  shall  bear  a  label  permanently  affixed 
thereto  reading :  Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under 
Cal.  153-44-SA. 

(Sgd)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Monogram  Oil 
Fire  Heaters  (Circulating),  Models  E30,  G30,  H30,  K30, 
L30.  R30,  S30,  38A  130,  38B  130,  37C  130,  38B  240,  37C  240, 
38B  340,  37C  340,  E50,  G50,  H50,  K50,  L50,  R50,  SS0, 
38A  150,  38B  150,  37C  150,  38B  250,  38B  350  and  37C  350, 
on  condition  that  the  appliance  be  manufactured,  used  and 
labelled,  stamped  or  tagged  in  accordance  with  the  above 
report. 


Adjourned:  10:50  A.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


192-44-SM 

NOTE:  In  Bulletin  No.  18,  Vol.  29,  issued  May  2,  1944, 
notation  was  made  of  publication  of  the  resolution  in  a  sub¬ 
sequent  issue  of  the  Bulletin — this  resolution  is  now  pub¬ 
lished  as  follows : 

192-44-SM 

THE  RESOLUTION  (192-44-SM) 

Whereas,  the  Pittsburgh  Steel  Company,  owner,  filed  on 
March  29,  1944,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  Steeltex 
Floor  Lath;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 


Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

April  5,  1944. 

Re:  Cal.  192-44-SM 

Subject:  Steeltex  Floor  Lath,  approval  of. 

The  Pittsburgh  Steel  Company  of  Pittsburgh,  Pa., 
filed  an  application  with  the  Board  of  Standards  and 
Appeals  under  the  requirements  of  C26- 178.0b  for  ap¬ 
proval  of  their  steel  reinforcement  material  known  as 
Steeltex  Floor  Lath  for  use  in  gypsum  and  concrete 
floor  systems  under  C26-240.0,  C26-241.0,  C26-243.0, 
C26-244.0,  C26-318.0,  C26-330.0  and  C26-620.0,c,l  (b) 
of  the  Administrative  Building  Code. 

DESCRIPTION 

Steeltex  Floor  Lath  (Fig.  1)  is  a  combination  of 
electrically  welded  steel  wire  reinforcing  fabric,  galvan¬ 
ized  or  plain  as  may  be  required  and  a  strong  water- 
resistant  backing  that  functions  as  a  form,  designed  for 
light-slab  concrete  or  gypsum  floors  and  roofs  when 
placed  over  steel,  wood,  or  concrete  joists.  It  is  manu¬ 


factured  in  rolls  125  ft.  long  and  4  ft.  wide,  containing 
500  sq.  ft.  and  weighing  approximately  184  lbs.  per  roll. 

The  reinforcing  elements  in  both  directions  is  com¬ 
posed  of  new  billet,  cold-drawn,  12  gauge,  galvanized, 
steel  wires  which  are  assembled  into  a  fabric  by  Hec¬ 
tically  welding  the  longitudinal  and  transverse  members 
at  each  point  of  intersection  thereby  assuring  a  uniform 
spacing  of  the  reinforcing  members.  The  longitudinal 
members  are  spaced  3  in.  on  centers,  and  have  a  cross- 
sectional  area  of  .035  sq.  in.  per  foot  of  width,  while 
the  transverse  members  are  spaced  4  in.  on  centers 
and  have  a  cross-sectional  area  of  .026  sq.  in.  per  foot 
of  width.  The  form  element  is  a  strong  jute-cord  re¬ 
inforced,  water-resistant  backing  with  ample  strength 
to  support  the  concrete  or  gypsum  while  being  poured. 
It  also  affords  a  walking  surface  for  the  workmen 
after  the  fabric  has  been  attached  to  the  joists.  The 
backing  is  securely  attached  to  the  reinforcing  fabric 
with  14  gauge  galvanized  lacing  wires  spaced  approxi- 
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matelv  4  in.  on  centers  and  extend  across  the  width 
of  the  material  on  the  underside  of  the  backing  and 
are  crimped  at  3  in.  intervals,  so  that  when  laced  through 
the  backing  and  over  the  reinforcing  fabric  each  crimp 
rests  over  a  longitudinal  wire.  The  crimped  lacing  wires 
permit  separation  of  the  backing  from  the  reinforcing 
fabric  when  the  concrete  or  gypsum  is  poured;  thus, 
assuring  embedment  of  the  reinforcing  fabric  at 
least  y2  in.  from  the  bottom  of  the  slab.  The  water- 
resistant  backing  further  permits  the  use  of  concrete 
designed  with  the  correct  water-cement  ratio  and  pre¬ 
vents  the  loss  of  water  and  cement  from  the  concrete 
mix.  The  retention  of  water  in  the  concrete  permits 
proper  curing  and  thereby  increases  the  strength  of  the 
concrete.  A  selvage  edge  is  formed  on  one  side  of  the 
roll  by  extending  the  reinforcing  wires  2  in.  beyond  the 
backing.  This  selvage  edge  permits  metal-over-metal 
side  laps  to  be  made  and  assures  adequate  reinforcing 
at  such  joints.  Side  laps  shall  be  not  less  than  4  in. 
Where  end  laps  are  necessary,  they  shall  be  at  least 
1  ft.  directly  over  the  beam.  During  application,  Steeltex 
Floor  Lath  is  rolled  across  the  top  flanges  or  chords 
of  the  joists,  and  cut  the  desired  length.  It  is  securely 
fastened  every  12  in.  along  the  end  joist  of  the  bay 
or  panel  by  clips,  pulled  taut,  and  securely  fastened 
to  the  other  end  joist.  It  is  then  attached  to  each  inter¬ 
mediate  joist  with  Steeltex  Clips  (2  clips  per  joist) 
turned  in  alternately  opposite  directions. 

TESTS 

Samples  of  wire  as  used  longitudinally  and  trans¬ 
versely  in  Steeltex  Floor  Lath  were  submitted  to  physi¬ 
cal  tests  at  the  Pittsburgh  Testing  Laboratory,  Labora¬ 
tory  No.  353208,  File  No.  458.56,  filed  herewith  with 
results  as  follows : 


placed  along  the  third  lines  of  the  floor  but  was  not 
tied  to  the  side  walls  of  the  furnace.  Steeltex  Floor 
Lath  was  tied  directly  to  the  upper  chords  and  to  at¬ 
tachment  bars  secured  to  the  lower  chords  of  the  joists, 
forming  a  base  for  a  concrete  floor  slab  and  a  plaster 
base  for  the  ceiling.  The  east  half  of  the  floor  slab  was 
troweled  to  a  finish  and  the  west  half  finished  with 
asphalt  floor  tile,  the  division  between  the  two  sections 
being  along  the  longitudinal  centerline. 

The  joists  were  of  the  open  web  built-up  type  of 
construction  made  of  rolled  sections  and  welded  through¬ 
out.  The  top  chord  was  straight  and  the  bottom  chord 
was  bent  up  near  the  ends  to  form  a  bearing  2V2  in.  in 
depth.  A  bearing  plate  punched  for  two  °/2  in.  bolts 
was  welded  to  the  lower  chord  and  the  joists  were 
bolted  to  shelf  angles  with  two  V2  in.  bolts  at  each 
bearing.  Extension  pieces  were  provided  to  extend  the 
line  of  the  lower  chord  to  the  end  walls.  Major  con¬ 
struction  details  are  listed  below'. 


Depth  at  bearing 
Full  depth 
Length  of  panels 
Diameter  of  round  web 
Top  chord,  2  angles 
Bottom  chord,  2  angles 
Area  of  top  chord 
Area  of  bottom  chord 
Bearing  plate 


2r/2  in. 

10  inches 
1  ft.  6  in. 

15/32  in. 

1  by  1  by  0.16  in. 
1  by  1  by  0.13  in. 
0.593  sq.  in. 

0.485  sq.  in. 

6  by  2)4  by  54  in. 


Prefabricated  bridging  members  for  the  particular  size 
and  spacing  of  joists  were  used.  Each  was  made  from 
)4  by  )4  by  13  gage  angle  notched  near  the  ends  by 
cutting  away  one  leg  of  the  angle  forming  a  strap  to  be 
bent  around  the  chord  of  the  joist.  The  joists  were  not 
tied  to  the  side  walls  of  the  furnace. 

The  floor  lath  consisted  of  a  non-absorbent  paper- 


PHYSICAL  TEST 


Yield  Tensile 

Original  Yield  Maximum  Point  Strength  Reduc- 


Area  Point  Load  Lbs.  per  Lbs.  per  tion  Type  of 

Description  Sq.  In.  Lbs.  Lbs.  Sq.  In.  Sq.  In.  %  Fracture 


No.  1  . 008790  510  700  58020  79640  66.8  Silky  cup 

No.  2  . 008758  540  687.5  61660  78550  67.7  Silky  K>  cup 

No.  3  . 008742  560  685  64060  78360  66.6  S ilk v  54  cup 


BENDING  TEST 


Mark 

Diameter  of 

Wire  Inches 

Diameter  of 

Pin  Inches 

Degree  of 
Bend 

\ 

Fractures 

No.  1 

.1055 

.1055 

180 

None 

No.  2 

.1050 

.1050 

180 

None 

No.  3 

.1055 

.1055 

180 

None 

Tests  made  under  ASTM  A82-34  for  Cold  Drawn  Steel  Wire  for  Concrete  Reinforcement  as  required  bv 
Section  C26-318.0. 


FIRE  TESTS 

A  fire  endurance  and  hose  stream  test  of  an  open 
web  steel  joist  floor  construction  with  Steeltex  Floor 
Lath  was  conducted  at  the  National  Bureau  of  Stand¬ 
ards,  reported  as  Floor  Fire  Test  No.  29,  Ref.  III-6, 
as  follows ; 

Construction  of  Test  Floor:  The  test  floor  was  18  ft. 
long  by  12J4  ft.  wdde  and  built  as  the  roof  of  furnace. 
Angles  bolted  to  the  restraining  frame  of  the  furnace 
provided  bearings  for  the  steel  joists  which  were  laid 
parallel  to  the  longer  dimension  on  24  in.  centers  and 
bolted  to  the  bearing  angles.  Double  bridging  was 


backed  Steeltex  Floor  Lath  consisting  of  3  by  4  in.  12 
gage  galvanized  wire  mesh  to  which  the  paper  backing 
was  attached  with  stitch  wires  was  stretched  over  the 
joists  and  secured  to  the  upper  flanges  with  special 
preformed  10  gage  galvanized  wire  clips  two  to  each 
4  ft.  width  of  lath.  Stitch  wares  attaching  the  paper 
to  the  mesh  wire  crimped  where  they  engaged  the 
mesh  providing  for  embedment  of  the  mesh  in  the  con¬ 
crete  slab.  The  clips  were  V-shaped  with  the  apex  end 
bent  to  engage  the  top  flange  of  the  joists  and  the  arms 
were  bent  over  strands  of  the  mesh.  These  were  faced 
in  opposite  directions  providing  restraint  for  the  joist 
flange  as  well  as  securing  the  lath.  Side  laps  were 
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about  2  in.  wide,  the  paper  of  the  top  sheet  being  cut 
back  1  in.  to  permit  the  concrete  to  bond  the  two  sheets 

together.  ,  ,  , 

Ceiling  lath  consisted  of  Steeltex  paper-backed  wire 
mesh  as  approved  by  the  Board  under  Cal.  132-o9-SM 
was  secured  to  the  celing  with  V-type  pronged  at¬ 
tachment  bars  running  perpendicular  to  the  joists  on 
15  in.  centers.  The  bars  were  wired  to  the. lower  chords 
of  the  joists  with  a  single  strand  saddle  tie  of  14  gage 
wire  at  each  bearing.  The  lath  was  pressed .  against 
the  prongs  which  penetrated  the  paper  backing  and 
were  bent  over  the  wrire  mesh.  Lath  sheets  were  lapped 

1  in.  at  the  sides  and  ends.  The  attachment  bars  con¬ 
sisted  of  a  19  gage  strip  about  1  in.  w7ide  bent  along 
the  longitudinal  axis  to  form  a  V-shaped  bar  or  angle. 
U-shaped  annealed  12(4  gage  wire  prongs  were  welded 
to  the  bars  at  5  in.  intervals  with  the  arms  extending 
at  right  angles  to  the  bar.  The  lath  consisted  of  2  by 

2  in.  16  gage  galvanized  wire  fabric  corrugated  on  424 
in.  centers  to  which  an  absorbent  paper  backing  cor¬ 
rugated  in  the  same  manner  was  secured  with  stitch 
wires  on  2  in.  centers. 

A  concrete  floor  consisting  of  pea  gravel  concrete 
mixed  1  part  of  Portland  cement,  2  parts  of  sand  and 
4  parts  of  gravel  by  volume  wras  poured  on  the  floor 
lath  and  struck  off  at  2  in.  over  the  joists.  The  half 
of  the  floor  east  of  the  longitudinal  centerline  was 
colored  with  Venetian  red  and  troweled  to  a  finish.  The 
west  half  was  float  finished  and  a  wearing  surface  of 
asphalt  tile  set  in  mastic  applied  after  the  concrete  had 
set.  An  asphalt  floor  tile  9  by  9  by  3/16  in.  was  laid 
in  mastic  on  the  west  half  of  the  floor  after  the  con¬ 
crete  had  set.  The  ceiling  plaster  was  continuous  over 
the  soffit  and  was  applied  in  two  coats  to  a  total  thick¬ 
ness  of  24  in.  from  the  wire  mesh  of  the  lath.  The 
scratch  coat  was  mixed  1  part  of  plaster  to  2  parts 
of  sand  and  the  brown  coat  1  :3  by  dry  weight  of  the 
materials,  the  usual  white  finish  coat  being  omitted. 
Sisal  fibered  gypsum  plaster  was  used  for  both  coats. 

The  fire  endurance  and  hose  stream  tests  were  con¬ 
ducted  in  accordance  with  A.S.A.  No.  A-2-1934  re¬ 
quirements  for  a  period  of  2  hours  with  the  area  of  the 
time-temperature  curve  of  the  test  panel  98.8%  of  that 
of  the  standard  time-temperature  curve.  C26-579.0. 

The  floor  was  loaded  by  an  apparatus  which  distrib¬ 
utes  the  force  exerted  by  four  hydraulic  jacks  equally 
between  36  uniformly  spaced  loading  points.  The  load¬ 
ing  of  the  test  floor  panel  was  adjusted  to  a  load 
equivalent  to  56  p.s.f.  (actual  load  which  was  intended 
to  stress  the  steel  in  the  joists  to  18000  p.s.i.)  and  was 
continued  throughout  the  fire  endurance  and  hose  stream  . 
tests  after  which  twice  the  applied  load  of  56  p.s.f.  was 
applied  after  the  test  panel  was  cooled  some  13  to  19 
hours  later. 

Observations— ^ire  Endurance  Test:- 

On  the  exposed  side  the  ceiling  was  just  visible  at 
10  min.  and  there  were  no  checks  or  cracks.  At 
18  min.  the  brown  coat  was  spalled  over  an  area  about 
6  in.  wide  extending  the  length  of  the  ceiling  under 
the  center  joist.  Spalling  continued  until  at  28  min. 
the  lath  was  nearly  exposed  at  some  points.  A  line 
under  the  first  joist  west  of  the  centerline,  running 
the  length  of  the  ceiling  and  apparently  outlining  a 
fire  crack  appeared  at  33  min.  and  was  open  about  (4 
in.  at  1  hr.  6  min.  Transverse  bulges  in  the  ceiling 
appeared  near  the  lateral  centerline  at  48  min.  and 
increased  in  number  and  extent  up  to  the  end  of  the 
test.  At  51  min.  an  irregular  crack  open  more  than 
Ys  in.  appeared  under  the  joist  at  the  east  border.  At 
1  hr.  the  lath  and  plaster  had  curled  down  about  1  in. 
under  the  center  joist.  A  crack  appeared  at  1  hr.  and 
16  min.  running  parallel  to  the  joists  1  ft.  east  of  the 
centerline  and  extending  4  ft.  from  the  south  border. 
The  gas  was  turned  off  at  2  hr.  5  min.  A  hose  stream 
was  applied  from  2  hr.  7  min.  to  2  hr.  13  min.  with 
a  pressure  at  the  nozzle  of  44  to  45  lb.  per  sq.  in.  The 
load  was  released  at  2  hr.  15  min. 


The  hose  stream  test  was  applied  immediately  to  the 
underside  of  the  panel  after  the  fire  endurance  test 
was  discontinued  at  2  hr.  5  min.  The  floor  was  sub¬ 
jected  to  the  impact,  erosion  and  cooling  effects  of  a 
hose  stream  directed  first  at  the  center  and  then  to  all 
parts  of  the  exposed  surface  for  6  min.  The  water 
stream  was  delivered  from  a  National  Standard  play- 
pipe  equipped  with  a  1/4  in.  discharge  tip  of  the  stand¬ 
ard  taper  smooth  bore  pattern  without  shoulder  or 
orifice.  The  pressure  at  the  nozzle  was  44  to  45  lbs. 
per  sq.  in. 

After  the  fire  endurance  test  the  unexposed  side  indi¬ 
cated  an  abundance  of  decided  cracks  or  checks  on  the 
concrete  surface.  The  asphalt  tile  under  the  loading 
points  slipped  1  to  2  inches. 

The  application  of  the  hose  stream  resulted  in  about 
90  per  cent,  of  the  plaster  being  washed  off  the  ceiling. 
About  15  sq.  ft.  was  left  at  the  north  end  and  small 
scattered  patches  over  the  balance  of  the  ceiling  area. 
The  hose  stream  did  not  penetrate  the  concrete  floor. 

Throughout  the  test  the  limiting  temperature  rise  of 
250  deg.  F.  was  not  reached  on  the  unexposed  side 
although  at  one  thermocouple  the  endpoint  defined  as 
325  deg.  F.  was  reached  in  1  hour  and  55  minutes  on 
a  section  of  the  base  concrete  slab  at  a  point  over  a 
joist  2  ft.  directly  away  from  the  center  of  the  floor. 

No  structural  failure  occured  during  the  fire  endur¬ 
ance,  hose  stream  tests  under  56  p.s.f.  load  nor  did 
failure  occur  when  the  panel  had  cooled  down  and 
twice  the  applied  load  was  loaded  on  the  test  panel. 
The  deflections  of  the  test  panel  at  the  end  of  2  hours 
for  both  quarter  points  was  approximately  4  in.  while 
at  the  center  the  deflection  was  6(4  i°-  After  the  appli¬ 
cation  of  the  double  load,  the  quarter  point  deflections 
become  5(4  in-  and  the  center  deflection  became  824  in. 

Upon  wrecking  the  construction  it  was  found  that 
welds  securing  the  lower  chords  to  the  bearing  plates 
had  failed  at  the  one  end  of  three  joists.  The  lower 
chord  of  one  joist,  second  from  the  end,  had  parted, 
the  upper  chords  of  three  joists  had  buckled  downward 
at  mid-span  and  the  top  chord  of  one  joist  had  buckled 
laterally  near  mid-span.  All  joists  had  a  permanent  set 
of  6  to  8  in.  at  the  center  except  the  one  with  the 
broken  lower  chord  which  had  a  set  of  about  11  in. 
The  bridging  members  were  buckled  as  much  as  2.  in. 
in  the  side  bays  and  from  0  to  1  in.  in  intermediate 
bays.  Ties  securing  the  attachment  bars  and  prongs 
holding  the  lath  were  generally  intact.  The  concrete 
floor  slab  was  measured  and  ranged  in  thickness  from 
1.8  to  2.37  in.  over  the  joists,  average  2.1  in.  and  from 
3  to  5  in.  between  joists,  average  4.0  in.  The  average 
thickness  of  the  slab  as  a  whole  was  3  in. 

Supplemental  tests  indicated  that  2  in.  cubes  of  the 
scratch  coat  of  plaster  were  above  1115  p.s.i.,  and  for 
the  brown  coat  above  715  p.s.i.  at  the  end  of  28 
days.  The  neat  plaster  had  a  consistency  of  50,  time 
of  set  of  14  hrs.  and  an  average  tensile  strength  of 

265  p.s.i.  The  6  in.  x  12  in.  concrete  cylinders  tested 

35  days  after  aging  gave  a  compressive  strength  value 
of  2030  p.s.i. 

The  applicant  also  filed  Bureau  of  Standards  Floor 
test  No.  35,  1 1 1-6,  using  Steeltex  Floor  Lath  as 
a  concrete  reinforcing  material  over  open  web  steel 
joists  protecting  a  ceiling  of  24  hi.  expanded  metal  rib 
lath  with  scratch  and  brown  coats  to  the  thickness  of 
24  in.  as  the  protecting  plaster.  The  floor  panel  was 
loaded  to  55  p.s.f.  with  the  double  load  applied  as 

before  but  no  hose  stream  test  was' made  as  the  Bureau 

deemed  it  was  unnecessary.  While  the  floor  section  did 
not  actually  collapse,  failure  seemed  imminent  at  the 
time  the  load  was  removed  which  was  1  hr.  54(4  min. 
for  one-half  of  the  panel  and  2  hr.  5  min.  for  the  re¬ 
maining  half.  The  Bureau  ascribed  a  tentative  rating 
for  this  construction  of  124  hr.  fire-resistive  protection. 

Data  was  also  submitted  of  a  test  performed  at  Car¬ 
negie  Institute  of  Technology  under  the  supervision  of 
Mr.  J.  M.  Daniel  on  two  concrete  slabs  21  in.  wide, 
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75  in.  long  and  2  in.  thick  using  in.  rib  metal  lath  as  re¬ 
inforcing  in  the  one  and  Steeltex  Floor  Lath  in  the  other. 
The  concrete  mix  was  1:1}4:2I4  having  a  slump  of  ap¬ 
proximately  6  in.  and  tested  15  days  after  pouring. 
The  cylinders  tested  at  the  same  age  gave  compressive 
values  of  2250  p.s.i.  The  two  floor  slabs  were  tested 
under  parallel  conditions  consisting  of  two  4  in.  rollers 
spaced  24  in.  o.c.  at  the  third  points.  Plaster  of  Paris 
was  placed  on  the  rollers  and  slabs  placed  on  the  bed- 
ment.  A  third  roller  was  placed  on  the  top  of  the  slab 
at  the  center  and  similarly  bedded  with  plaster  of  Paris. 
A  load  of  500  lbs.  was  placed  on  the  specimens  until 
the  bedments  were  firm.  The  results  of  these  tests 
were  as  follows : 


Type 

reinforcement 

44  in.  rib  metal  lath 
Steeltex  Floor  Lath 


Max.  Load  lb. 
3600 
3750 


Corresp.  Def. 
Inches 
0.220 
0.060 


GENERAL 


The  applicant  has  submitted  computations  of  safe 
loads  for  stone  concrete  floor  slabs  using  Steeltex  Floor 
Lath  based  on  fs  =  20,000  p.s.i.  and  fc  =  not  over  650 


p.s.i.  with  n 

i=15  as  follows;* 

Span  of 

2''  Slab 

2V2"  Slab 

3"  Slab 

3V2"  Slab 

Slab  in  Wt.  251b. 

Wt.  31  lb. 

Wt.  38  lb. 

Wt.  44  lb. 

Inches 

p.s.f. 

p.s.f. 

p.s.f. 

p.s.f. 

18 

436 

586 

736 

886 

20 

353 

475 

597 

718 

22 

292 

392 

494 

594 

24 

245 

330 

415 

499 

26 

209 

281 

353 

426 

28 

180 

242 

305 

366 

30 

157 

211 

266 

319 

32 

139 

186 

234 

281 

34 

123 

165 

207 

248 

36 

109 

146 

184 

222 

For  partial 
in  table. 

continuity, 

i.e.,  M  = 

take  5/6  of  loads 

For  simply 
in  table. 

supported, 

i.e.,  M  = 

Wl2  take 
8 

2/i  of  loads 

For  stress  in  steel  other  than  20,000,  loads  are  directly 
proportional  to  stress,  thus  for  16,000,  take  16/20  of 
load  in  table,  for  18,000  take  18/20  of  load  in  tables, 
etc. 


*In  computing  the  above  table,  the  commonly  accepted 
theory  of  flexure  as  applied  to  the  design  of  rein¬ 
forced  concrete  slabs  for  full  continuity  with  a  uni¬ 
formly  distributed  load  including  dead  load  was  used. 

It  is  appa'rent  that  since  Steeltex  Floor  Lath  extends 
in  one  piece  across  the  entire  panel  or  bay,  into  adjoin¬ 
ing  bays,  it  produces  lateral  stiffness,  continuity  of  rein¬ 
forcement  and  distributes  the  loads  over  several  joists  or 
beams.  It  is  apparently  easily  handled  on  the  job  and 
because  of  the  backing  material,  it  conserves  concrete 
material  because  it  eliminates  dropping  of  concrete  and 
the  necessity  for  supplemental  cleaning  up  of  such  waste 
materials. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  Steeltex  Floor  Lath 
(Fig.  1),  as  made  by  the  Pittsburgh  Steel  Co.,  when 
made  and  used  as  described  herein,  under  C26-191.0a, 
of  the  Administrative  Building  Code  for  use  in  floor 
and  roof  construction  as  follows : 

As  a  steel  wire  reinforcement  material  meeting  ASTM 
DA-82-34  in  floor  and  roof  construction  under  C26-318.0 
and  C26-330.0. 

As  a  steel  reinforcement  material  in  floor  and  roof 
construction  for  use  with  steel  joists  or  over  approved 
concrete  joists  under  C26-620.0c.l,(b),  and  as  a  \  V2  hour 
fire  resistive  floor  construction  when  constructed  as 


floor  systems  herein  described  for  use  in  Class  2  con¬ 
struction  as  described  in  C26-240.0. 

As  a  steel  reinforcing  material  for  use  over  wood, 
steel  or  concrete  or  joists  under  construction  classifica¬ 
tions  C26-241.0,  C26-243.0  and  C26-244.0. 

It  is  further  recommended  that  all  Steeltex  Floor 
Lath  be  made,  marked,  tested  and  identified  as  specified 
in  C26-318.0,  C26-319.0  and  C26-330.0  and  that,  in  addi¬ 
tion  thereto,  each  bundle,  or  roll  of  this  material  be 
marked,  stamped,  tagged  or  labelled  reading  as  follows : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  192-44-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer. 
Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Steeltex  Floor  Lath, 
on  condition  that  the  material  be  manufactured,  installed 
and  labelled,  stamped  or  tagged  in  accordance  with  above 
report. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  16,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES 

263-19-BZ 

APPLICANT — Reginald  S.  Hardy,  for  Hayson  Corpora¬ 
tion,  owner  (Randall  Cadillac  Corporation,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7e  of  the  zoning  reso¬ 
lution,  permitting  for  a  temporary  term  of  two 
years,  in  a  reisdence  use  district,  the  inclusion  of  a 
lubritorium,  motor  vehicle  repair  shop,  stock  room 
and  offices,  in  an  existing  garage  (previously 
granted  by  Board). 

PREMISES  AFFECTED— 564-592  (formerly  722-746)  St. 
John  place,  south  side,  333  ft.  8  in.  east  of  Classon 
avenue  (Block  1178,  Lot  26)  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy  and  Harry 
Finklestein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  June  6,  1944  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 


285-31-BZ 

APPLICANT — Niacol  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station 
for  a  temporary  period. 
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PREMISES  AFFECTED— Northwest  corner  of  Jamaica 
boulevard  and  Nolins  (165)  avenue  (Block  4153, 
Lot  146),  Shellbank  Basin,  Bourough  of  Queens. 
APPEARANCES— 

For  Applicant :  Louis  Gallucci. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  June  6,  1944,  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy. 
Negative  . 


PREMISES  AFFECTED— 56-39  to  56-51  30th  avenue, 
north  side,  1007.78  ft.  east  of  56th  place  (Block 
1024,  Lot  8),  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Walter  Adikes  and  G.  J.  Cock. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  June  6,  1944,  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 


11-33-BZ 

APPLICANT — Max  Bache,  for  Richmond  Borough  Home 
Sites  Corporation,  owners  (P.  Piccininni  and  James 
Coscia,  lessees). 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  under  section  7f  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station  for  a  temporary  period. 

PREMISES  AFFECTED— 2485  Hylan  boulevard,  north¬ 
west  corner  of  New  Dorp  lane  (Block  3649,  part 
of  Lot  1),  New  Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Max  Bache. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 


1460-39-BZ 

APPLICANT — Hilda  Reardon,  for  200  Amity  Corpora¬ 
tion,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  under  section  7h  of 
the  zoning  resolution,  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 142-33  Roosevelt  avenue,  north 
side,  184  ft.  west  of  Bowne  street  (Block  5020, 
Lot  43),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Hilda  Reardon. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD  Application  reopened  and  set  for 
hearing  June  6,  1944  at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 


176-42-BZ 

APPLICANT — Street  and  Adikes,  for  Boulevard  Gardens 
Housing  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7d  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
use  of  a  plot  as  a  recreational  area  for  the  tenants 
of  a  building  not  located  on  the  same  lot  with  a 
proposed  use. 


375-23-BZ 

APPLICANT — William  I.  Hohauser,  for  129  East  Ford- 
ham  Road  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (_  deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  conversion  of 
occupancy  of  the  second  story  of  an  existing  busi¬ 
ness  building  (previously  granted  by  the  Board) 
from  offices  to  bowling  alleys. 

PREMISES  AFFECTED— 2470-2482  Morris  avenue  and 
29-39  East  Fordham  road,  northeast  corner  (Block 
3174,  Lot  5),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  I.  Hohauser. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 


Blum  and  Deputy  Chief  Murphy  . .  4 

Negative  .  0 

THE  ROSOLUTION  (375-23-BZ) 


Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  district  and 
partly  in  a  business  use  district,  the  erection  and  maintenance 
of  a  business  building  affecting  premises  2470-2482  Morris 
avenue  and  29-39  East  Fordham  road,  northeast  corner 
(Block  3174,  Lot  5),  Borough  of  The  Bronx,  was  granted 
by  the  Board  April  6,  1926,  on  certain  conditions ;  resolution 
amended  July  26,  1929,  April  21,  1942,  and  July  7,  1942,  and 
time  extended  May  3,  1943  and  the  applicant  requested  a 
further  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  6,  1926  as  amended 
through  May  3,  1943,  only  in  so  far  as  it  "has  reference  to 
obtaining  permits  and  completion  of  the  work,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this  amended 
resolution.” 


169-31-BZ 

APPLICANT — Rip  Realty  Corporation,  for  Queenbo  Hold¬ 
ing  Corp.,  owner  (Pace  Motors,  Inc.,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  sections  7c  and  7i  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  conversion  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop  and  also, 
the  extension  of  an  existing  gasoline  service  station 
(previously  granted  by  the  Board). 
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PREMISES  AFFECTED — 79-20  to  79-26  Queens  boule¬ 
vard  and  80-03  51st  avenue  southwest  corner  (Block 
2454,  Lots  9,  13  and  15),  Elmhurst,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  John  M.  Sykora,  John  P.  Gering 
and  Wesley  Pace. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (169-31-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 

8  resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  79-26  Queens  boulevard,  south  side,  44  ft.  west  of 
51st  avenue,  Elmhurst,  Borough  of  Queens,  was  granted  by 
the  Board  on  October  20,  1931,  on  certain  conditions  and 
the  resolution  amended  February  18,  1941 ;  and 
Whereas,  Abraham  N.  Horwitz,  for  Queenbo  Holding 
Corporation  and  Rip  Realty  Corporation,  owners  (Pace 
Motors,  Inc.,  lessee),  requested  reopening  of  the  application 
under  sections  7c  and  7i  of  the  zoning  resolution,  to  permit 
in  a  business  use  district  the  conversion  of  occupancy  of  an 
existing  building  to  a  motor  vehicle  repair  shop,  and  also 
the  extension  of  said  gasoline  service  station,  premises,  79-20 
and  79-26  Queens  boulevard,  and  80-03  51st  avenue,  south¬ 
west  corner  (Block  2454,  Lots  9,  13  and  15),  Elmhurst,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  this  application  was  further  amended  on  No¬ 
vember  18,  1941  and  time  extended  on  March  2,  1943  and  the 
applicant  requested  a  further  extension  of  time  to  obtain 
permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  20,  1931,  as 
amended  by  resolutions  adopted  through  March  2,  1943, 
only  so  far  as  it  has  reference  to  obtaining  permits  and  the 
completion  of  the  work,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  in  accordance  with  the  requirements 
of  amended  resolution  adopted  November  18,  1941  and 
plans  as  approved  February  27,  1942,  within  one  year 
from  the  date  of  this  amended  resolution.” 


153-36-BZ 

APPLICANT — Milton  L.  Sloame,  for  The  West  End  Hold¬ 
ing  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  and  submit  plans — 
re  Application  (decision  of  the  commissioner  of 
buildings)  previously  granted  on  condition  under 
section  7c  of  the  zoning  resolution,  permitting  partly 
in  a  business  use  and  partly  in  an  unrestricted  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 140-154  West  End  avenue,  east 
side,  from  West  66th  street  to  West  67th  street 
(Block  1158,  Lots  1,  2,  3,  4,  61,  62,  63  and  64), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Milton  L.  Sloame. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
<  Negative  .  0 


THE  RESOLUTION  (153-36-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  affecting  premises  140-154  West 
End  avenue,  east  side,  from  West  66th  street  to  West  67th 
street  (Block  1158,  Lots  1,  2,  3,  4,  61,  62,  63  and  64),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  Board  July  14, 
1936,  on  certain  conditions,  time  to  submit  plans  extended 
June  2,  1937,  November  30,  1937,  May  17,  1938,  May  2, 
1939,  May  7,  1940,  May  6,  1941,  May  19,  1942,  May.  18, 
1943  and  the  applicant  requested  a  further  extension  of  time. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  amend  the  resolution  of  July  14,  1936,  as  amended 

through  May  18,  1943,  only  in  sc*  far  as  it  has  reference  to 

obtaining  permits  and  completion  of  the  work  so  that  as 

amended,  this  portion  of  the  resolution  shall  read: 

“that  all  plans  required  shall  be  filed  for  approval  with 

the  Board  within  one  (1)  year  from  the  date  of  this 

amended  resolution  and  after  such  approval,  all  permits 

shall  be  obtained  and  all  work  completed  within  one  ( 1 ) 

» » 

year. 


166-37-BZ 

APPLICANT — Mary  B.  Roberts,  lessee,  for  Lawida  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  under  section  7h  of  the 
zoning  resolution,  granted  on  condition,  permitting 
in  a  business  use  district,  for  a  temporary  term  of 
two  years,  the  use  of  a  plot  for  the  parking  and 
storage  of  more  than  five  motor  vehicles  and  also 
for  used  car  sales. 

PREMISES  AFFECTED — 4485-4519  Broadway,  northwest 
corner  of  West  192nd  street  (Block  2180,  Lots  633, 
635  and  part  of  646),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant  :  Mary  B.  Roberts. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (166-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tempo¬ 
rary  term  of  two  years,  the  use  of  a  plot  of  ground  for  the 
parking  and  storage  of  more  than  five  motor  vehicles  and, 
also,  for  used  car  sales,  affecting  premises  4485-4519  Broad¬ 
way,  northwest  corner  of  West  192nd  street  (Block  2180, 
Lots  633,  635  and  part  of  Lot  646),  Borough  of  Manhattan, 
was  granted  by  the  Board  March  1,  1938,  on  certain  con¬ 
ditions,  permit  extended  June  11,  1940  and  May  26,  1942 
and  the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  1,  1938,  as  amended 
through  May  26,  1942,  only  in  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended  the  resolution 
shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  permitting 
Lot  633,  the  easterly  portion  of  Lot  635  and  the 
southerly  portion  of  Lot  646,  all  being  within  the  busi¬ 
ness  use  area,  with  a  frontage  of  420  ft.  on  Broadway 
and  a  depth  of  100  ft.  on  West  192nd  street,  to  be 
used  for  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  that  the  Broadway  frontage  of 
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the  plot  shall  continue  to  be  used  for  the  storage  of 
more  than  five  motor  vehicles  offered  for  sale ;  that 
proper  license  for  such  use  shall  be  obtained  from  the 
commissioner  of  licenses ;  that  the  plot  shall  be  generally 
graded  and  shall  be  covered  with  steam  cinders  or  other 
suitable  material,  properly  rolled  and  bound  to  prevent 
dusting,  and  to  provide  surface  drainage;  that  there 
shall  be  erected  on  the  interior  lot  lines,  where  walls 
of  adjacent  premises  do  not  occur,  a  substantial  heavy 
woven  wire  fence,  not  less  than  6  ft.  in  height ;  that 
a  similar  fence  shall  be  erected  on  the  street  building 
line  of  West  192nd  street  with  not  over  one  (1)  opening 
not  exceeding  15  ft.  in  width,  with  curb  cut  opposite 
of  similar  width;  that  along  the  street  building  line 
of  Broadway  there  sl^ll  be  erected  a  similar  fence  with 
a  suitable  curb  of  concrete  or  wood,  firmly  fastened,  to 
serve  as  a  bumper ;  that  no  building  shall  be  erected  on 
premises  during  the  continuation  of  this  use,  except,  at 
the  entrance  at  192nd  street  there  may  be  a  building 
not  exceeding  one  story  in  height,  as  an  office ;  that  any 
other  building,  complying  with  the  requirements  of  the 
building  code  and  zoning  resolution  for  a  conforming 
use  may  however  be  maintained  along  the  Broadway 
frontage ;  that  signs  advertising  the  parking  and  storage 
use  shall  be  limited  to  one  erected  at  the  entrance  not 
exceeding  5  sq.  ft.  in  area;  that  such  portable  fire 
fighting  appliances  shall  be  maintained  .  as  the  fire 
commissioner  shall  direct ;  that  suitable  aisles  shall  be 
maintained  at  all  times  for  the  length  of  the  plot  ,  to 
permit  the  easy  exit  and  entrance  of  cars;  that  during 
the  term  of  this  permit,  no  use  other  than  herein 
allowed,  shall  be  permitted  and  no  such  use  shall  be 
extended  to  the  westerly  portion  of  this  lot  within  the 
residential  district;  and  that  all  permits  shall  be  ob¬ 
tained  and  all  work  shall  be  completed  within  six  months 
from  the  date  of  this  amended  resolution. 


51-38-BZ 

APPLICANT— Dimbashe  Holding  Co.,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  ,  on 
condition,  under  section  7 h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  temporary 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 44-54  Suffolk  street,  east  side, 
100  ft.  north  of  Grand  street  (Block  346,  Lots  3,  7 
and  8),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Murray  D.  Isacowitz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (51-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  44-54  Suffolk 
street,  east  side,  100  ft.  north  of  Grand  street  (Block  346, 
Lots  3,  7  and  8),  Borough  of  Manhattan,  was  granted  by 
the  Board  June  7,  1938,  on  certain  conditions,  permit  ex¬ 
tended  May  28,  1940  and  May  26,  1942  and  the  applicant 
requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  7,  1938,  as  amended 
through  May  26,  1942,  only  in  so  far  as  it  has  reference  to 


the  term  of  the  permit,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  on  condition.  *  *  *  ” 


315-38-BZ 

APPLICANT — De  Forest  and  Elder,  for  Presbyterian  Hos¬ 
pital  of  The  City  of  New  York,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
conditions,  under  sections  7h  and  21  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the  parking  of  more 
than  two  motor  vehicles  for  a  temporary  term  of 
two  years. 

PREMISES  AFFECTED— 601  West  165th  street,  north¬ 
west  corner  of  Broadway  (Block  2138,  part  of  Lot 
40),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  W.  Elder. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative  .  0 

THE  RESOLUTION  (315-38-BZ) 

Whereas,  this  application,  under  sections  7h  and  21  of 
the  zoning  resolution,  permitting  partly  in  a  residence  use 
district  and  partly  in  a  business  use  district  the  parking  of 
more  than  five  motor  vehicles,  affecting  premises  601  West 
165th  street,  northwest  corner  of  Broadway  (Block  2138, 
part  of  Lot  40),  Borough  of  Manhattan,  was  granted  by  the 
Board  June  28,  1938,  on  certain  conditions,  permit  extended 
June  4,  1940,  May  12,  1942  and  the  applicant  requested  a 
further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and.  Appeals  does 
hereby  amend  the  resolution  of  June  28,  1938  as  amended 
through  May  12,  1942,  only  in  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  portion  of  lot  40  to  be  occupied  for  the  parking  of 
more  than  five  (5)  motor  vehicles,  on  condition  *  *  * 


217-41-BZ 


APPLICANT — Walters  Construction  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application,  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  of  a  new  accessory  building  on  an  existing 
gasoline  service  station. 

PREMISES  AFFECTED— 60-01  39th  (Stryker)  avenue 
and  38-05  to  38-11  60th  street  northeast  corner 
(Block  1215,  Lot  10),  Woodside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Elsie  Sontuys. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative  . 


4 

0 
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THE  RESOLUTION  (217-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
of  a  new  accessory  building  on  an  existing  gasoline  service 
station,  affecting  premises  60-01  39th  (Stryker)  avenue  and 
38-05  to  38-11  60th  street,  northeast  corner  (Block  1215, 
Lot  10),  Woodside,  Borough  of  Queens,  was  granted  by  the 
Board  on  March  17,  1942,  on  certain  conditions,  time  ex¬ 
tended  on  March  9,  1943  and  the  applicant  requested  a 
further  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  17,  1942  as  amended 
on  March  9,  1943,  only  in  so  far  as  it  has  reference  to 
obtaining  permits  and  completion  of  the  work,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


20-42-BZ 

APPLICANT — Benjamin  M.  Gottesfeld,  for  Pauline  Kauf¬ 
man,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7i  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  conversion 
of  occupancy  of  part  of  the  first  story  of  an  existing 
building  to  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 178-186  Putnam  avenue  and 
1186-1188  Bedford  avenue,  southwest  corner  (Block 
1996,  Lot  27),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Gottesfeld. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (20-42-BZ) 


Whereas,  this  application  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  term  of  two  years,  the  conversion  of  occupancy  of 
part  of  the  first  story  of  an  existing  building  to  a  motor 
vehicle  repair  shop,  affecting  premises  178-186  Putnam  ave¬ 
nue  and  1186-1188  Bedford  avenue,  southwest  corner  (Block 
1996,  Lot  27),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  June  2,  1942,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  2,  1942,  only  in  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 


“Granted  under  section  7i  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
premises  as  existing  in  the  rear  to  be  occupied  as  a 
motor  vehicle  repair  shop,  on  condition  *  *  *  ” 


120-42-BZ 

APPLICANT — Randolph  H.  Almiroty,  for  The  Salvation 
Army,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 


conversion  of  occupancy  of  an  existing  building  to 
paper  sorting  and  baling,  and  also  for  factory  use 
covering  more  than  the  permissive  25%  of  the  total 
floor  area. 

PREMISES  AFFECTED— 2-22  Quincy  street  and  1-9 
Downing  street,  southeast  corner  (Block  1972,  part 
of  Lot  2),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  R.  H.  Almiroty. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (120-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  an  existing  building  to  paper  sort¬ 
ing  and  baling  and,  also  for  factory  use  covering  more  than 
the  permissible  25%  of  the  total  floor  area,  affecting  prem¬ 
ises  2-22  Quincy  street  and  1-9  Downing  street,  southeast 
corner  (Block  1972,  part  of  Lot  2),  Borough  of  Brooklyn, 
was  granted  by  the  Board  on  April  28,  1942,  on  certain 
conditions,  time  extended  on  April  13,  1943  and  November 
30,  1943  and  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  April  28,  1942,  as  amended 
through  November  30,  1943,  only  in  so  far  as  it  has  reference 
to  obtaining  permits  and  completion  of  the  work,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“In  view  of  the  statement  by  the  applicant  that  the 
work  has  been  partially  completed  and  will  be  entirely 
completed  within  thirty  (30)  days,  that  all  work  shall 
be  completed  within  two  (2)  months  from  the  date  of 
this  amended  resolution.” 


555-43-BZ 

APPLICANT — Mac  L.  Reiser,  for  Samuel  Seal,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  acting  borough  superintendent),  granted  on 
condition,  permitting  in  a  residence  use,  G  area 
district,  the  extension  of  an  existing  porch  into  the 
required  setback  for  a  distance  of  2  ft.  2  in. 
PREMISES  AFFECTED — 316  Beach  149th  street,  east 
side,  105  ft.  north  of  Neponsit  avenue  (Block  750, 
Lot  51),  Rockaway  Beach,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mac  L.  Reiser. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (555-43-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use,  G  area  district, 
the  extension  of  an  existing  porch  into  the  required  set¬ 
back  for  a  distance  of  2  ft.  2  in.,  affecting  premises  316 
Beach  149th  street,  east  side,  105  ft.  north  of  Neponsit 
avenue  (Block  750,  Lot  51),  Rockaway  Beach,  Borough  of 
Queens,  was  granted  by  the  Board  on  February  29,  1944, 
on  certain  conditions ;  and 

Whereas,  the  applicant  has  filed  revised  drawings  marked 
“Received  April  21,  1944”  showing  the  correct  distance 
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between  the  building  under  appeal  and  adjacent  buildings 
from  the  street  building  line  of  Beach  149th  street  and  re¬ 
quests  correction  of  his  former  statement. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  statement  filed  by  the  applicant  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“Whereas,  revised  drawings  filed  with  this  applica¬ 
tion  marked  ‘Received  April  21,  1944’  indicate  that 
the  existing  porch  which  has  been  extended  as  herein 
proposed  is  set  back  16  ft.  8  in.  from  the  building  line 
and  is  1  ft.  9  in.  above  grade.” 

Resolved ,  further,  that  the  Board  of  Standards  and  Ap¬ 
peals  does  hereby  amend  the  resolution  of  February  29,  1944, 
so  that  as  amended,  the  resolution  shall  read : 

“Granted  on  condition  that  the  porch  extension  as 
proposed  and  as  indicated  on  revised  plans  marked 
‘Received  April  21,  1944’  shall  not  be  increased  _  in 
height  or  area;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

433-43-A 

APPLICANT — Scott  and  Prescott,  for  Estate  of  Edith  C. 

Bryce,  owner  (Oluf  Mikkelsen,  lessee). 

SUBJECT — Appeal  from  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 387-393  Fourth  avenue  and 
101-113  East  27th  street,  northeast  corner  (base¬ 
ment  and  1st  floor)  ;  (Block  883,  Lot  1),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  M.  M.  Sperry  and  I.  Thomas. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

THE  RESOLUTION  (433-43-A) 

Whereas,  Scott  and  Prescott,  for  Estate  of  Edith  C. 
Bryce,  owner  (Oluf  Mikkelsen,  lessee),  filed  September  7, 
1943,  an  appeal  from  a  decision  of  the  borough  superintendent, 
affecting  387-393  Fourth  avenue,  and  101-113  East  27th 
street,  northeast  corner  (basement  and  1st  floor)  ;  (Block 
833,  Lot  1),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  24,  1943,  on  Alt.  Applic.  99-43,  reads: 

“11.  Proposed  use  for  manufacturing  for  basement 
and  1st  floors  is  contrary  to  Section  4c  zoning  resolu¬ 
tion.” 

and 

Whereas,  the  applicant  states  that  the  building  is  12 
stories  (150  ft.)  in  height;  98  ft.  9  in.  by  166  ft.  8  in.  in 
area;  of  Class  1  construction;  erected  1910;  located  in  a 
business  use,  B  area  district  and  equipped  with  a  standpipe 
system  and  a  sprinkler  system  and  used  and  occupied  as 
follows :  Cellar,  factory  and  show  room,  25  persons ;  1st 
floor,  factory,  store  and  office,  10  persons ;  2nd  to  10th 
floors,  inclusive,  factory,  100  persons  each  floor ;  and 
Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1910  for  factory  occupancy  in  its  entirety;  that 
in  1909  it  was  leased  for  manufacturing  in  its  entirety  for 
a  10-year  term ;  that  although  the  1st  story  and  basement 
may  not  at  all  times  have  been  used  for  factory,  since  1910 
these  floors  were  designed  for  factory  use  and  such  use 
is  not  at  present  an  extension  of  use  under  the  building 
zone  resolution ;  that  at  the  present  time  it  has  been  doing 
factory  work  for  the  past  8  years  in  the  basement  and  on 
the  1st  story;  and 


Whereas,  the  records  in  the  Department  of  Housing  and 
Buildings  and  the  records  of  the  Fire  Department  indicate 
as  follows  : 

Erected  under  N.  B.  Application  388  of  1909  as 
“lofts”;  owner — Edith  C.  Bryce;  occupancy  not  further 
described ;  plans  show  open  lofts  2nd  to  12th  floors  and 
1st  or  street  floor  open  but  provided  with  the  usual 
store  entrances ;  on  Elevator  Application,  occupancy  is 
described  as  “Business  Purposes.”  In  Alteration  Appli¬ 
cation  308  of  1910,  occupancy  stated  as  “New  Loft 
Building — offices  and  loft.”  In  Alteration  1003  of  1911, 
occupancy  stated  as  “Store  and  Lofts”  before  and  after 
alteration.  This  alteration  involved  the  construction  of 
a  passenger  elevator,  connecting  basement,  first,  second 
and  third  floors.  Alteration  540  of  1926  affected  the 
vault  under  sidewalk,  occupancy  of  building  stated  as 
“Offices.”  Alteration  801  of  1932  involved  a  new  stair¬ 
way  ;  occupancy  stated  as  “Office  Building  and  Stores” ; 
Inspector  reported  on  May  19,  1932,  occupancy  as  fol¬ 
lows  :  Cellar,  heating  plant ;  1st  floor,  stores ;  2nd  to 
12th  floors,  showrooms  and  offices.  Plumbing  Applica¬ 
tion  569  of  1932  states  occupancy  as  “Office  Building 
and  Stores.”  Alteration  Application  99  of  1943  gives 
the  name  of  owner  as  Estate  of  Edith  C.  Bryce  and 
others  ;  the  purpose  of  the  application  is  stated  as  “This 
application  is  filed  to  establish  proper  occupancy” ; 
“Present  occupancy  has  existed  since  building  was 
erected” ;  occupancy  is  stated  on  this  application  as 
follows :  Basement,  showroom  and  storage ;  1st  floor, 
stores ;  2nd  to  12th  floor,  factory ;  endorsement  on  the 
Specification  Sheet  of  the  Application  by  the  Engineer 
of  the  Department  of  Housing  and  Buildings  reads: 
“O.K.  to  accept  as  a  factory  building,  100%  manufactur¬ 
ing,  except  ground  floor.  This  use  is  verified  bv  F.D. 
letter  as  existing  prior  to  1913  and  may  be  accepted  as 
such.  L.M.B.  5-6-43.”  The  Examiner  had  previously 
raised  the  following  objections  as  to  occupancy:  3-2-43 — 
“1.  Records  show  this  building  as  a  loft  building  and 
up  to  the  last  alteration  801-32  on  record  was  used 
as  an  office  building.  Since  the  building  is  in  a  busi¬ 
ness  district  and  proposed  use  is  for  factory  throughout, 
this  is  contrary  to  the  Zoning  Resolution,  Article  II, 
Section  4-51c  as  factory  use  is  in  excess  of  25%  of 
the  total  floor  space  of  the  building.”  Further  examina¬ 
tion  was  postponed  awaiting  consideration  of  inspec¬ 
tor’s  report,  which  was  filed  February  16,  1943,  reading 
as  to  occupancy  found:  “Basement,  storage;  1st  floor, 
stores  and  offices ;  2nd  to  12th  floors,  lofts  and  offices.” 
Additional  objection,  issued  8-2-43,  reads:  “Affidavit 
and  letter  from  the  Fire  Department  on  record  (dated 
May  3,  1943)  do  not  indicate  use  of  basement  as  a 
factory  prior  to  1916.  Since  building  is  in  a  business 
district  and  factory  use  is  in  excess  of  25%  of  total 
floor  space,  extension  of  such  use  to  basement  is  con¬ 
trary  to  Article  2,  Section  6,  Zoning  Resolution.”  Fur¬ 
ther  objection  (from  which  this  appeal  is  taken)  dated 
9-1-43  reads:  “Records  do  not  show  factory  use  for 
basement  and  first  floors.  Since  building  is  in  a  busi¬ 
ness  district,  factory  use  at  present  is  in  excess  of  25% 
of  total  floor  space.  Extension  of  such  use  to  basement 
and  first  floor  is  contrary  to  Article  II,  Section  6  of 
the  Zoning  Resolution.” 

The  Fire  Department  Folder  4A387.01  contains  the 
following  records :  Jan.  6,  1915,  order  for  interior 
fire  alarm  required  for  factory  occupancy;  this  was 
rescinded  July  22,  1916;  Inspector’s  report  of  Novem¬ 
ber  24,  1925,  shows  no  factory  occupancy  on  first  floor; 
Inspector’s  report  of  October  30,  1933,  shows  factory 
occupancy  on  floors  above  the  first  but  none  on  first 
floor — stated  to  be  occupied  as  “Mis  Stores,”  Appeal 
to  the  Board,  Calendar  385  of  1933-A,  relating  to  a 
standpipe  order,  shows  on  plans  store  occupancy  only 
on  first  floor  and  records  the  occupancy  on  the  appeal 
form  as  stores  on  first  floor  and  factories  above.  In¬ 
spector’s  report  of  June  22,  1937,  records  occupancy 
of  first  floor  as  “Showrooms  and  office  and  cellar  as 
boiler,  storage  and  repairing  motors.”  Inspector’s  re- 
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I. 

1 


port  of  May  23,  1939,  records  occupancy  of  first  floor 
as  “showrooms,  office  and  stock”  and  of  cellar  as  “Re¬ 
pairing  motors,  storage  and  boiler  rooms.”  Inspector’s 
report  of  February  7,  1941,  records  occupancy  of  first 
floor  as  “Showrooms  and  office”  and  cellar  as  “Storage 
and  repairing  gasoline  motors.” 

Fire  Department  Combustible  Folders  4A393  show 
permits  issued  to  Olaf  Mikkelsen  from  1936  to  1944 
for  storing  small  quantities  of  gasoline,  kerosene,  grease 
and  oil  for  selling,  testing  and  repairing  motors ;  upper 
floors  above  the  first  are  recorded  as  “Factory  and 
Showrooms.” 

An  appeal  to  the  Board  under  Calendar  312-26-S, 
relating  to  material  stored  on  stairways  recorded  the 
occupancy  as  “1st  story,  stores;  upper  stories,  show¬ 
rooms  and  tenant  factories” ;  and 

Whereas,  the  records  clearly  indicate  that  the  first  or 
street  floor  was  not  used  or  designated  to  be  used  for 
factory  purposes  prior  to  1916  or  thereafter  and  such  floors 
have  not  been  so  used  until  recently  contrary  to  the  pro¬ 
visions  of  the  Zoning  Resolution;  that  the  minor  use  by 
Olaf  Mikkelsen  of  the  street  floor  and  part  of  the  cellar 
for  sales  of  boat  motors  since  1936  has  not  been  of  a  nature 
to  justify  classification  as  a  factory  use  by  the  Department 
of  Housing  and  Buildings  which  has  sole  jurisdiction  in 
passing  on  occupancy;  that  Violation  6296  of  1943  was  placed 
against  the  premises  when  it  was  discovered  that  actual 
factory  work  was  being  carried  on  in  the  cellar ;  that,  in 
the  opinion  of  the  Board,  there  may  be  justification  for  the 
ruling  by  the  Engineer  of  the  Department  of  Housing  and 
Buildings  on  May  6,  1943,  that  it  is  "O.K.  to  accept  as  a 
factory  building,  100%  manufacturing,  except  ground  floor” 
as  the  upper  floors  have  generally  been  used  for  factory 
work  although  the  records  belie  this ;  that,  had  the  first 
floor  and  cellar  been  used  since  1909  or  before  the  adoption 
of  the  Zoning  Resolution  on  July  25,  1916,  and  continuously 
thereafter  for  factory  purposes,  the  factory  use  could  be 
lawfully  continued,  but  when  a  factory  use  was  not  even 
established  prior  to  July  25,  1916,  on  the  ground  floor  or 
cellar,  the  extension  of  the  factory  use  to  such  floors  is 
prohibited  unless  a  zoning  variance  is  granted ;  that  as 
originally  enacted,  Section  6  definitely  provided  that  “any 
lawful  use  existing  therein  at  the  time  of  the  passage  of 
this  resolution  .  .  .  may  be  .  .  .  extended  throughout  the 
building  .  .  .”;  that  section  6  as  now  worded  contains  no 
such  definite  permission  to  extend  such  use  throughout  the 
building:  that  in  administering  section  6,  the  building  offi¬ 
cials  have  ruled  consistently  that  extensions  of  use,  such  as 
here  proposed,  are  not  permitted  in  view  of  the  present 
wording;  that  in  the  opinion  of  the  Board,  the  decision  of 
the  Borough  Superintendent  should  be  affirmed  and  the 
appeal  denied  in  view  of  the  plain  intent  of  the  legislative 
authority  to  prohibit  such  extensions  of  use  throughout  the 
building  formerly^  included  in  section  6,  subsection  b,  until 
the  amendment  effective  June  28,  1940,  and  in  view  of 
established  administrative  practice. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  99-43,  Objection  11,  be  and  it  hereby 
is  affirmed,  and  that  the  appeal  be  and  it  hereby  is  denied. 


621-43-A 

APPLICANT — Jacob  Berman,  for  Belmont  Smelting  and 
Refining  Works,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 314-330  Belmont  avenue,  south 
side,  from  Alabama  to  Georgia  avenues,  261-285 
Alabama  avenue  and  272-284  Georgia  avenue  (1st 
and  2nd  floors)  ;  (Block  3752,  Lots  3,  6,  9,  11,  13, 
15,  20,  21,  22  and  25),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  George  Hennessy,  Jr.,  and  Otto  C. 
Infanger. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE — 

Affirmative  r  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (621-43-A) 

Whereas,  Jacob  Berman  for  Belmont  Smelting  and  Refin¬ 
ing  Works,  Inc.,  owner,  filed  December  22,  1943,  an  appeal 
from  an  order  and  decisions  of  the  fire  commissioner,  affect¬ 
ing  premises  314-330  Belmont  avenue,  south  side  between 
Georgia  avenue  and  Alabama  avenue,  261-285  Alabama  ave¬ 
nue  and  272-284  Georgia  avenue  (1st  and  2nd  floors)  ; 
(Block  3752,  Lots  3,  6,  9,  11,  13,  15,  20,  21,  22  and  25), 
Borough  of  Brooklyn;  and 

Whereas,  Order  10990-LF  issued  by  the  fire  commis¬ 
sioner,  dated  September  7,  1943,  reads: 

“1.  Arrange  iron  bars  on  all  windows  front,  rear  and 
side  1st  and  2nd  stories  so  as  to  be  readily  movable  or 
removable  from  both  sides  in  such  a  manner  as  to  afford 
the  free  and  unobstructed  use  of  such  windows  for  the 
purposes  of  egress,  as  per  Section  272  of  the  Labor 
Law.” 
and 

Whereas,  said  order  was  referred  to  in  decisions  of  the 
fire  commissioner  dated  December  15,  1943  and  December 
22,  1943  ;•  and 

Whereas,  the  applicant  states  that  the  building  is  1  and 
2  stories  (30  ft.)  in  height,  of  class  3  and  class  4  construc¬ 
tion,  located  in  an  unrestricted  use,  C  area  district,  erected 
in  1906,  and  used  and  occupied  for  the  smelting  and  refining 
of  metals,  57  persons  on  the  1st  story  and  15  persons  on 
the  2nd  floor ;  that  the  buildings  are  equipped  with  various 
exits  as  indicated  on  plans  filed  with  this  appeal  marked 
“Received  May  11,  1944”;  and 

Whereas,  the  applicant  has  filed  a  copy  of  a  communica¬ 
tion  from  the  Area  Intelligence  Officer,  Corps  of  Engineers 
of  the  U.  S.  Army  requesting  that  window  bars  and  screens 
remain  in  place  until  war  work  in  process  at  the  plant  is 
completed ;  and 

Whereas,  the  applicant  contends  that  the  war  work  re¬ 
quires  that  the  first  and  second  story  windows  facing  on 
streets  must  be  barred  and  it  is  therefore  requested  that 
permission  be  granted  to  keep  the  windows  barred,  so  as  to 
permit  the  safety  of  the  important  alloys  being  produced 
on  the  premises. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  Order  10990-LF,  item  1,  of  the  fire  commis¬ 
sioner  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  no  additional  windows  shall  be  barred  other 
than  those  indicated  on  plans  filed  with  this  appeal  “Received 
May  11,  1944 — 1st  and  2nd  floors”;  that  all  existing  exits 
from  the  several  sections  of  the  building  and  to  the  street 
through  gates  in  the  unbuilt  upon  areas,  shall  be  maintained 
and  shall  be  readily  openable  during  working  hours ;  that  a 
door,  complying  with  the  requirements  for  an  opening  pro¬ 
tective  assembly  in  a  fire  wall,  shall  be  constructed  and 
maintained  between  the  rear  sections  marked  “Packing”  and 
“Metal  Storage”;  that  this  variance  shall  continue  only 
during  the  term  of  the  present  emergency ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  other  than  as 
modified  by  the  Board  under  Cal.  47-2 1-A. 


11 7-44- A 

APPLICANT — M.  W.  Del  Gaudio,  for  Orello  Holding 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 244  East  152nd  street  (240-244 
displayed),  south  side,  94.47  ft.  east  of  Park  avenue 
(Block  2441,  Lots  15  and  16),  Borough  of  The 
Bronx. 
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MINUTES 


APPEARANCES— 

For  Applicant :  Matthew  W.  Del  Gaudio. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

.  Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative  .  0 

THE  RESOLUTION  (117-44-A) 

Whereas,  M.  W.  Del  Gaudio,  for  Orello  Holding  Cor¬ 
poration,  owner,  filed  February  19,  1944,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
244  East  152nd  street  (240-244  displayed),  south  side,  94.47 
ft.  east  of  Park  avenue  (Block  2441,  Lots  15  and  16),  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  20,  1944,  on  amendment  to  Alt.  Applic.  10-44, 
reads : 

“1.  Provide  two  lawful  means  of  egress  from  cellar 
and  first  floor.  Reconsideration  denied. 

3.  The  request  for  a  temporary  Certificate  of  Occu¬ 
pancy  for  factory  use  with  the  privilege  of  resuming 
garage  use  is  denied.  Reconsideration  denied. 

6.  No  door,  window  or  other  openings  on  any  floor 
shall  be  obstructed  by  guards.  Sec.  272-3  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
and  cellar  (18  ft.)  in  height,  50  ft.  by  118  ft.  in  area,  of 
class  3  construction,  erected  in  1931,  located  in  an  unre¬ 
stricted  use,  A  area  district  and  used  as  a  public  garage  for 
more  than  five  cars  and  proposed  to  be  used  an  occupied 
as  follows:  cellar,  factory,  10  persons;  1st  floor,  factory, 
30  persons ;  that  the  building  is  equipped  with  one  50  degree 
fire  escape  leading  to  the  yard  at  rear  with  egress  from  its 
termination  through  proposed  passage  from  yard  to  the 
street;  that  window  and  door  openings  on  the  course  of  the 
fire  escape  are  fireproof  self-closing;  and 

Whereas,  Certificate  of  Occupancy  1005  issued  November 
17,  1931  on  N.  B.  Applic.  589-31,  permits  the  use  of  the 
building  as  a  public  garage  with  120  lb.  liveload  on  the 
1st  floor;  and 

Whereas,  the  applicant  contends  that  the  building  is  pro¬ 
vided  with  a  steel  and  concrete  floor  over  cellar  and  wood 
roof  beams  fire-retarded  by  in-  plaster  board  and  26 
gauge  metal ;  that  at  the  time  the  building  was  erected, 
the  owner  had  a  right-of-way  over  the  property  to  the 
east  giving  him  access  from  the  yard  to  East  152nd  street; 
that  the  cellar  is  entered  from  East  152nd  street  by  means 
of  a  ramp  leading  from  sidewalk  to  cellar  at  a  pitch  of 
2J4  in.  per  foot  and  in  addition  to  this  ramp,  there  is  a 
fireproof  door  3  ft.  wide  leading  to  the  yard  from  the 
cellar:  that  at  the  entrance  to  1st  floor  there  is  a  ramp 
from  sidewalk  pitched  up  at  the  rate  of  3  in.  in  12  ft.  for 
a  length  of  19  ft.  and  in  addition  thereto,  a  fireproof  self¬ 
closing  door  3  ft.  wide  leading  to  a  3  ft.  wide  fire  escape 
at  rear  which  has  a  20  in.  steel  stairway  leading  to  the 
yard  and  a  20  in.  steel  stairway  leading  to  the  roof ;  that 
both  of  these  stairs  are  60  degree ;  that  openings  on  the 
course  of  the  fire  escape  are  fireproof  and  glazed  with  wire 
glass ;  that  since  the  erection  of  the  building,  the  right-of- 
way  over  the  adjoining  property  has  been  obstructed  by  the 
adjoining  owner  using  the  yard  for  storage;  and 

Whereas,  the  applicant  contends  as  to  objection  1,  that 
it  is  now  proposed  to  provide  egress  by  a  passageway 
from  the  yard  to  the  street,  3  ft.  8  in.  wide  and  7  ft.  high 
with  6  in.  concrete  block  walls  and  ceiling  construction  of 
wood  beams  deafened  with  4  in.  of  concrete  and  i/  in- 
plaster  board  at  top  and  at  bottom  with  stairway  from 
cellar  to  platform  at  about  sidewalk  level,  thence  through 
3  ft.  8  in.  door  to  the  street;  that  steps  from  1st  floor  level 
to  the  platform  level  will  be  provided  as  a  primary  means 
of  exit  from  the  1st  floor;  that  there  will  also  be  an 


additional  fireproof  self-closing  door  from  the  cellar  to.  the 
passageway  located  about  35  ft.  from  the  front  wall;  it  is 
therefore  requested  that  the  existing  fire  escape  at  rear  with 
22  in.  wide  60  degree  stairway  to  yard  and  the  new  passage 
from  yard  to  the  street  be  considered  as  acceptable  for  the 
proposed  factory  occupancy,  as  this  occupancy  will  not  ex¬ 
ceed  30  persons  on  the  1st  floor  and  10  persons  on  the  cellar 
floor  and  as  the  hazard  in  the  building  will  be  reduced  by 
the  proposed  factory  occupancy ;  and 

Whereas,  the  applicant  contends  as  to  objection  3,  that 
there  is  no  demand  for  the  public  garage  use,  due  to  the 
present  conditions  and  it  is  therefore  proposed  to  occupy 
the  building  for  factory  purposes  for  the  period  of  the 
present  emergency  and  a  short  time  thereafter ;  that  while 
the  district  is  now  unrestricted,  in  view  of  the  proposed 
housing  project  to  be  located  in  the  vicinity  and  other  pro¬ 
posed  public  improvements,  it  is  possible  that  the  use  district 
may  be  changed  in  the  very  near  future  and  it  is  therefore 
requested  that  the  proposed  factory  occupancy  be  permitted 
for  the  present  emergency  and  six  months  thereafter  and 
that  the  owner  then  be  permitted  to  continue  the  occupancy 
of  the  building  for  a  public  garage  in  accordance  with  the 
existing  Certificate  of  Occupancy ;  and 

Whereas,  the  applicant  contends  as  to  objection  6,  that 
the  sills  of  the  windows  at  the  front  and  rear  of  cellar  are 
7  ft.  to  10  ft.  above  floor  and  the  sills  of  windows  at  the 
rear  of  1st  floor  are  5  ft.  above  floor;  that  these  windows 
being  beyond  the  reach  of  persons  on  these  floors,  could  not 
be  used  for  exit  purposes ;  that  there  are  doors  at  the  front 
and  rear  walls  which  are  more  easily  accessible  for  egress; 
that  the  bars  on  these  windows  and  the  windows  at  the  first 
floor  front  are  required  in  this  neighborhood,  as  protection 
against  marauders ;  that  since  available  exits  exist,  it  is 
requested  that  permission  be  granted  to  retain  these  barred 
windows ;  that  there  are  14  windows  affected  on  the  cellar 
floor ;  they  consist  of  four  opening  to  the  yard  and  three 
opening  to  the  street  and  on  the  1st  floor  they  consist  of 
four  opening  to  the  yard  and  three  opening  to  the  street. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  10-44,  and  that  the  appeal  be  and  it 
hereby  is  granted  as  to  Objection  1,  on  condition  that  the 
egress  as  shown  on  amended  plans  filed  with  the  borough 
superintendent,  under  such  alteration,  shall  be  maintained, 
and  in  addition,  an  extra  door  shall  be  installed  into  the 
fireproof  passage  toward  the  rear ;  that  the  construction 
of  such  fireproof  passage  shall  be  of  incombustible  materials 
throughout;  that  such  passageway  shall  be  3  ft.  8  in.  wide 
in  the  clear,  with  3  ft.  8  in.  fireproof  doors,  except  th£ 
doors  to  the  cellar  shall  be  3  ft.  in  width;  as  to  Objection 
3,  that  the  building  may  be  temporarily  occupied,  as  pro¬ 
posed,  during  the  term  of  the  present  emergency  and  for 
not  over  one  year  thereafter,  and  upon  the  termination  of 
such  temporary  occupancy,  the  garage  may  be  restored  in 
accordance  with  the  existing  certificate  of  occupancy  there¬ 
for;  as  to  Objection  6,  that  existing  window  guards  as  shown 
may  be  continued,  provided  all  existing  exits  are  maintained  ; 
that  in  all  other  respects,  the  building  and  occtffiancy .  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  the  applicant  shall  file  the  usual  plans  required 
by  the  Board  for  identification  in  accordance  with  the  re¬ 
quirements  of  this  resolution. 


248-44-A 

APPLICANT — Saul  Goldsmith,  for  Greenpoint  Trading 
Corporation,  owner. 

SUBJECT — Approval  of  plans — re  Appeal  from  decisions 
of  the  borough  superintendent. 

PREMISES  AFFECTED— 159-185  North  3rd  street,  237- 
247  Bedford  avenue,  632-638  Driggs  avenue,  247 
Metropolitan  avenue  and  158-166  North  4th  street 
(Block  2352,  Lots  1,  9  and  22),  Borough  of  Brook¬ 
lyn. 
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MINUTES 


APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Plans  approved. 

THE  VOTE  Tp  APPROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (248-44-A) 

Whereas,  this  appeal  from  decisions  of  the  borough 
superintendent,  affecting  premises  159-185  North  3rd  street, 
237-247  Bedford  avenue,  northeast  corner,  632-638  Driggs 
avenue,  247  Metropolitan  avenue  and  158-166  North  4th 
street  (Block  2352,  Lots  1,  9  and  22),  Borough  of  Brook¬ 
lyn  was  granted  by  the  Board  on  May  9,  1944,  on  certain 
conditionsj  and 

Whereas,  the  applicant  has  submitted  plans  for  approval, 
as  was  requested  in  the  resolution  of  May  9,  1944. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  plans  marked  “Received  May  12,  1944” 
as  being  in  substantial  compliance  with  the  resolution  adopted 
by  the  Board  May  9,  1944. 


272-44-A 

APPLICANT — Richard  Shutkind,  for  Murray  Meyers, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 785  Washington  street,  east 
side,  25  ft.  north  of  Jane  street  (Block  642,  Lot  39), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Richard  Shutkind. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (272-44-A) 

Whereas,  Richard  Shutkind,  for  Murray  Meyers,  owner, 
filed  May  8,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  785  Washington  street, 
east  side,  25  ft.  north  of  Jane  street  (Block  642,  Lot  39), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  5,  1944,  re  Alt.  Applic.  1126-43,  reads: 

“1.  Marquee  is  not  permitted  to  be  erected  being  con¬ 
trary  to  Sec.  2.4.1.4.8g  subdiv.  1  &  2  Bldg.  Code,  Sec. 
C26-219.0g  sub.  div.  1  &  2  Adm.  Code.” 
and 

Whereas,  the  applicant  states  the  building  is  3  stories 
(35  ft.)  in  height,  25  ft.  by  52  ft.  10  in.  in  area,  of  class  3 
construction,  erected  in  1873,  located  in  an  unrestricted  use, 
A  area  district  and  used  and  occupied  as  follows :  cellar, 
storage  of  meat  products,  no  persons ;  1st  floor,  store,  5 
persons ;  2nd  floor,  storage  of  meat  products,  2  persons ; 
3rd  floor  dwelling,  1  family;  that  the  entire  building  is  now 
vacant ;  that  the  building  is  proposed  to  be  used  and  occupied 
as  follows :  cellar,  cold  storage  of  meat  products,  no  persons ; 
1st  floor,  cold  storage  and  office,  2  persons;  2nd  floor,  office, 
5  persons ;  3rd  floor,  to  be  removed ;  that  the  building  is 
equipped  with  one  3  ft.  8  in.  wide  stairs,  constructed  of  iron 
with  cement  treads,  enclosed  in  fire-retarded  partitions, 
equipped  with  three  hour  self-closing  doors  and  extending 
to  the  roof  by  a  scuttle  and  ladder ;  and 
Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  to  erect  a  marquee  in  front  of  the  premises  as 
shown  on  amended  plan  filed  May  5,  1944  as  filed  with  Alt. 
Applic.  1126-43,  as  a  weather  protection,  being  essential  to 


the  conduct  of  the  business  transacted  on  the  premises,  which 
is  that  of  a  wholesale  meat  products  market ;  that  this 
business  cannot  be  conducted  in  a  sanitary  manner  without 
the  proposed  weather  protection ;  that  all  buildings  used  for 
a  similar  purpose  in  the  neighborhood  are  provided  with 
marquees. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1126-43,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  be  maintained  and  the 
marquee  constructed  substantially  as  proposed ;  that  the 
marquee  shall  be  constructed  in  accordance  with  all  laws, 
rules  and  regulations  applicable  thereto ;  that  no  part  of  the 
marquee  shall  be  erected  nearer  than  2  ft.  to  the  curb  line ; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


279-44-A 

APPLICANT — Walter  Eberhart,  for  Isabella  Home,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — West  side  of  Amsterdam  ave¬ 
nue,  from  West  190th  to  West  191st  streets  and 
from  Amsterdam  to  Audubon  avenues  (Block  2160, 
Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Walter  Eberhart. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (279-44-A) 

Whereas,  Walter  Eberhart,  for  Isabella  Home,  owner, 
filed  May  10,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  West  side  of  Amsterdam 
avenue  from  West  190th  street  to  West  191st  street,  and 
from  Amsterdam  to  Audubon  avenues  (Block  2160,  Lot  1), 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  B.  N.  Applic.  834-44,  dated  May  5,  1944,  reads : 

“1.  Frame  construction  within  Fire  Limits,  contrary 
to  C26-247.0. 

2.  Construction  of  exterior  wall  shall  conform  with 
C26-238  and  C26-422.” 
and 

Whereas,  the  applicant  states  that  the  building  is  3/ 
stories  (46  ft.)  in  height,  72  ft.  by  208  ft.  in  area,  of  class 
3  construction,  erected  in  1887,  located  in  a  residence  use,  B 
area  district  and  used  and  occupied  as  follows :  cellar, 
kitchen  and  laundry,  6  persons ;  1st  floor,  dormitory  and 
sitting  rooms,  60  persons ;  2nd  floor,  dormitory  and  sleeping 
rooms,  60  persons;  3rd  floor,  sleeping  rooms,  16  persons; 
attic,  help’s  quarters,  14  persons ;  that  no  change  in  use  or 
occupancy  is  proposed ;  that  the  building  is  equipped  with 
five  4  ft.  wide  steel  stairs  enclosed  in  12  in.  brick,  equipped 
with  hollow  metal  self-closing  doors,  two  of  which  extend 
to  the  street  and  none  of  which  extend  to  the  roof ;  that  the 
building  is  also  equipped  with  two  fire-escapes  which  extend 
from  top  story  to  yard  by  stairs ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
enclose  the  sun  porch  with  a  3  in.  terra  cotta  bulkhead  and 
wood  double  hung  frames  and  sash,  so  that  it  may  be  used 
in  cold  weather  by  the  patients ;  that  the  enclosing  of  two 
such  porches  has  been  previously  approved  and  they  are  now 
in  use ;  that  there  are,  however,  two  remaining  wards  which 
do  not  have  the  advantage  of  an  enclosed  porch ;  that  suf¬ 
ficient  funds  have  been  raised  to  proceed  with  the  enclosing 
of  one  of  these  porches ;  that  the  porch  under  discussion 
is  an  existing  structure  consisting  of  a  steel  frame,  cast 
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iron  columns,  wood  deck  supported  on  steel  T  section 
framing  and  columns  rest  on  concrete  piers;  that  it  is  the 
contention  of  the  borough  superintendent  that  by  enclosing 
the  porch,  it  becomes  an  extension  to  the  building ;  that 
however,  the  existing  outside  wall  will  not  be  altered  and 
the  only  access  to  the  porch  will  be  through  the  existing 
self-closing  fireproof  door ;  that  the  light  and  ventilation 
of  the  adjoining  dormitory  will  comply,  after  the  porch  is 
enclosed  and  the  egress  to  the  fire  escape  is  in  no  way 
changed  or  affected;  that  there  is  no  frame  construction 
contemplated,  as  the  herringbone  wood  panels  proposed,  will 
be  part  of  the  window  assembly  between  sill  and  steel  above, 
it  being  undesirable  and  unsightly  to  extend  the  glass  to 
the  top  of  the  opening,  as  the  ceiling  height  is  15  ft..;  that 
these  wood  panels  can  be  fire-retarded  on  the  inside  if 
necessary;  that  the  structure  needs  no  additional  support  in 
the  form  of  a  foundation  wall  and  a  parapet  wall  cannot  be 
erected  on  the  flange  of  the  existing  8  in.  channel  above  the 
upper  enclosed  porch ;  that  the  building  has  no  parapet 
walls,  since  it  has  a  pitched  gable  roof  with  overhanging 
eaves;  that  the  institution  is  a  charitable  one,  supported 
by  donations  and  to  comply  with  the  requirements  of  the 
borough  superintendent,  would  entail  such  additional  expense 
as  to  render  the  improvement  financially  impossible. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  B.  N.  Applic.  834-44,  Objections  1  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  porch  enclosure  shall  be  main¬ 
tained  substantially  as  proposed ;  that  the  interior  panels  as 
proposed  shall  be  fire  retarded  or  constructed  of  incom¬ 
bustible  materials ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


282-44-A 

APPLICANT — Lee  Schoen,  for  Eugene  Schoen  and  Son, 
for  Lilyan  Realty  Corp.,  owner  (Joubert  Cie.,  Inc., 
lessee) . 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 1037-1045  Prospect  avenue, 
west  side,  150  ft.  north  of  East  165th  street  and 
1032-1054  Union  avenue,  east  side,  127.61  ft.  north 
of  East  165th  street  (Block  2679,  Lots  6,  40  and 
41),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Lee  Schoen. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (282-44-A) 

Whereas,  Eugene  Schoen  and  Son,  for  Lilyan  Realty 
Corporation,  owner  (Joubert  Cie,  Inc.,  lessee),  filed  May 
12,  1944,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  premises  1037-1045  Prospect  avenue, 
west  side,  150  ft.  north  of  East  165th  street  and  1032-1054 
Union  avenue,  east  side,  127.61  ft.  north  of  East  165th 
street  (Block  2679,  Lots  6,  40  and  41),  Borough  of  The 
Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  12,  1944  on  amendment  to  Alt.  Applic  165-44, 
reads : 

“7.  The  means  of  egress  are  inadequate.  Provide 
at  least  two  means  of  egress  from  each  floor  area  as 
per  Section  270 — Labor  Law,  including  cellar  and  upper 
floors.  No  point  in  any  floor  area  may  be  more  than 
150  feet  from  such  exit  in  a  sprinklered  building.  Also 
provide  scuttle  and  ladders  to  roof  as  per  Rule  12-A, 
Board  of  Standards  and  Appeals.” 

and 


Whereas,  the  applicant  states  that  the  building  is  1,  2 
and  3  stories  (30  ft.)  in  height,  196  ft.  by  350  ft.  in  area 
at  first  floor,  25  ft.  by  300  ft.  in  area  at  typical  floor,  .  of 
Class  3  construction,  located  in  a  bqsiness  use  district, 
erected  in  1915,  1919  and  1930  and  used  and  occupied  as 
follows:  cellar,  storage  and  boiler  room;  1st  floor,  bakery, 
stores  and  garage;  2nd  floor,  storage,  offices  and  bakery; 
3rd  floor,  bakery;  proposed  to  be  used  and  occupied:  cellar, 
storage  and  boiler  room,  5  persons;  1st  floor,  manufactur¬ 
ing  of  cosmetics,  insecticides,  machine  goods  and  office,  400 
persons ;  2nd  floor,  manufacturing  of  cosmetics,  insecticides, 
machine  goods  and  office,  40  persons ;  3nd  floor,  manufac¬ 
turing  cosmetics,  insecticides  and  machine  goods,  5  persons ; 
that  the  building  is  equipped  with  a  two-source  sprinkler 
system,  an  interior  fire  alarm  system  and  that  fire  drills 
are  not  maintained ;  that  the  building  is  also  equipped  with 
one  3  ft.  8  in.  wide  iron  interior  stairs,  enclosed  in  12  inches 
of  brick,  equipped  with  1J4  hr.  self-closing  doors,  which 
does  not  lead  to  the  street  or  to  the  roof  and  one  fire  escape 
at  front  on  Union  avenue,  extending  to  the  roof  by  stair 
and  to  the  street  by  counter-balanced  stair;  that  windows 
and  doors  on  the  course  of  the  fire  escape  are  fireproof 
and  self-closing;  and 

Whereas,  the  applicant  contends  that  the  proposed  lessee 
is  engaged  in  making  essential  war  products  consisting  of 
anti-chap  preparations,  non-inflammable  powders,  insecticides 
and  various  others  items  of  similar  nature;  that  in  peace 
time,  the  equipment  will  be  used  for  manufacturing  for 
civilian  demands ;  that  the  premises  in  question  was  formerly 
used  as  a  bakery;  that  buildings  on  the  premises  have  been 
altered  and  added  to  several  times ;  that  some  of  these  altera¬ 
tions  have  been  made  with  the  approval  of  the  Department 
of  Housing  and  Buildings,  but  no  Certificate  of  Occupancy 
issued ;  that  there  are,  however,  several  Certificates  of  Oc¬ 
cupancy  which  partially  cover  the  premises ;  that  present 
exits  from  the  cellar  consist  of  an  open  3  ft.  8  in.  wide 
stairs  constructed  of  metal  and  enclosed  on  the  first  floor 
and  an  enclosed  open  fire  tower  stair  adjacent  to  the  boiler 
room,  which  leads  to  the  first  floor  and  continues  to  the 
roof  by  vertical  ladder ;  that  the  stair  marked  “A,”  leads 
to  the  first  story ;  that  the  cellar  will  be  used  only  for 
boiler  room  and  storage  and  this  is  the  same  use  for  which 
it  has  been  previously  used ;  that  the  previous  certificate 
of  occupancy  makes  no  mention  of  the  cellar  occupancy, 
but  the  plans  approved  at  the  time  of  the  issuance  of  the 
certificate,  show  the  same  use  that  is  now  proposed ;  that 
the  exits  from  the  2nd  floor  of  No.  1046  Union  avenue 
consist  of  the  following :  access  to  counterbalanced  fire 
escape  located  on  Union  avenue  and  reached  by  traversing 
the  roof  and  access  to  an  interior  enclosed  fire  stair  of 
brick  and  steel  construction,  which  leads  to  the  first  story 
and  thence  through  floor  areas  to  Union  avenue  or  Prospect 
avenue ;  that  the  Building  Department  records  indicate  that 
this  building  was  erected  after  1913,  so  that  the  Superin¬ 
tendent  lacks  power  to  accept  this  condition  as  the  cer¬ 
tificate  of  occupancy  shows  the  use  to  be  for  garage,  al¬ 
though  actually  the  building  was  used  for  a  factory;  that 
heavy  machinery  and  foundations  had  been  installed  in  this 
building ;  that  special  consideration  was  previously  given 
by  the  department,  to  maintain  the  existing  conditions  so 
long  as  no  more  than  6  persons  occupied  this  area ;  that 
it  is  proposed  to  continue  this  condition,  as  not  more  than 
six  persons  will  be  employed  in  this  area;  that  the  second 
floor  exit  conditions  from  1043  Prospect  avenue  are  as  fol¬ 
lows  :  the  same  interior  enclosed  3  ft.  8  in.  wide  stair  used 
by  1046  Union  avenue  and  a  fire-retarded  3  ft.  8  in.  stair 
to  Prospect  avenue ;  that  the  third  floor  exit  conditions 
from  this  building  consist  of  a  small  24  in.  wide  open  stair 
leading  to  the  second  floor  and  in  addition  there  are  doors 
at  each  end  of  the  50  ft.  area  leading  to  the  roof ;  that  the 
exits  from  the  office  floor,  which  is  really  a  mezzanine, 
with  an  occupancy  of  25  persons  and  has  less  than  4,000 
sq.  ft.,  consist  of  one  enclosed  fireproof  stairway  leading 
directly  to  the  street  and  an  auxiliary  exit  to  the  counter¬ 
balanced  fire  escape  leading  to  Union  avenue ;  that  the 
existing  certificate  of  occupancy  for  1043  Prospect  avenue 
is  No.  845  of  1919,  which  was  issued  for  a  two-story  build- 


438 


MINUTES 


ing  for  storage  and  office  use;  that  actually,  however,  manu¬ 
facturing  was  carried  on  and  Alteration  Applic.  360-22, 
shows  machinery  on  both  this  floor  and  the  third  floor,  al¬ 
though  the  third  floor  is  not  noted  on  the  certificate  of 
occupancy ;  that  these  plans  were  approved  and  the  machinery 
is  still  in  place;  that  the  occupancy  of  the  2nd  floor  of  1043 
Prospect  avenue  will  be  only  about  9  persons  and  the  type 
of  use  proposed  will  be  the  same  as  previously  conducted 
in  this  area;  that  the  third  floor  of  1043  Prospect  avenue 
had  been  previously  used  for  manufacturing  and  storage ; 
that  the  proposed  lessee  intends  to  have  no  human  occu¬ 
pancy  in  this  area,  which  will  be  used  for  storage  only; 
that  the  exit  conditions  for  the  ground  floor  of  1032-1038 
Union  avenue  running  through  to  1037  Prospect  avenue, 
consist  of  doors  and  steps  leading  tu  Union  avenue,  which 
will  be  widened  and  enclosed  and  a  door  to  Prospect  ave¬ 
nue,  which  will  be  set  back,  to  conform  to  laws  affecting 
projections;  that  the  ground  floor  exit  conditions  of  1046- 
1054  Union  avenue,  will  consist  of  a  new  street  exit  to  be 
installed  and  rear  exits  to  be  maintained,  as  now  existing; 
that  the  exit  conditions  from  the  ground  floor  1043  Pros¬ 
pect  avenue,  will  consist  of  the  existing  exit  conditions, 
which  will  be  continued ;  that  a  large  part  of  the  area  of 
this  floor  will  now  be  used  for  storage,  whereas  it  had 
previously  been  used  as  a  bakery  with  a  greater  occupancy ; 
and 

Whereas,  the  owner  proposed  in  lieu  of  strict  compliance 
with  the  law,  if  the  Board  feels  it  cannot  accept  the  exist¬ 
ing  conditions,  to  remove  the  small  building  in  the  yard 
adjacent  to  the  factory,  thus  affording  clear  access  to  Pros¬ 
pect  avenue,  to  provide  ladders  and  scuttles  to  the  roof 
over  the  stair  in  the  middle  of  the  two  buildings  and  also 
over  the  stair  on  the  Prospect  avenue  side,  to  provide  a 
fireproof  self-closing  door  leading  to  the  yard  level  of  the 
intermediate  stair  and  to  erect  a  fire  escape  from  the  3rd 
and  2nd  floors  of  1043  Prospect  avenue  to  the  yard  and 
install  a  fireproof  self-closing  door  to  the  yard  on  the  first 
floor  of  1043  Prospect  avenue;  and 

Whereas,  the  applicant  has  filed  copies  of  Certificates  of 
Occupancy  as  follows : 

No.  183  issued  July  26,  1917  for  1046  Union  avenue,  per¬ 
mitting  the  use  of  the  two-story  brick  building  as  a  garage; 

No.  273  issued  December  3,  1917  for  1037  Prospect  ave¬ 
nue,  permitting  the  use  of  the  one-story  brick  building  as 
a  garage; 

No.  387  issued  March  11,  1918  for  1046  Union  avenue, 
permitting  the  use  of  the  two-story  brick  building  as  a 
garage  with  120  lbs.  liveload  at  first  and  second  stories ; 

No.  845  issued  October  10,  1919  for  1043  Prospect  ave¬ 
nue,  permitting  the  use  of  the  two-story  brick  building  as 
store,  office  and  storage  with  120  lbs.  liveload  on  the  2nd 
story,  the  1st  story  on  earth; 

No.  137  issued  February  7,  1930,  permitting  the  use  of 
the  one-story  brick  building  for  storage,  loading  room  and 
garage  for  five  cars ; 

No.  204  issued  August  18,  1930  for  1037-1039  Prospect 
avenue,  permitting  the  use  of  the  one-story  brick  building 
as  stores  and  bakery  with  120  lbs.  liveload  on  1st  story. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  165-44,  objection  7,  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  not  be  increased  in  height  or  area  and  shall 
be  arranged  substantially  as  proposed;  that  the  exits  as 
proposed  and  as  indicated  on  plans  filed  with  this  appeal 
marked  "Received  May  12,  1944”  shall  be  maintained,  and 
in  addition,  a  stairway  replacing  the  present  narrow  stair¬ 
way  in  the  three-story  building,  shall  be  constructed,  fully 
enclosed  from  top  to  bottom  with  fire-retarded  partitions 
of  Gypsum  block  with  fireproof  self-closing  door  and  with 
an  exit  within  the  stair  enclosure  at  the  foot  leading  to  the 
adjoining  open  lot,  which  shall  be  maintained  free  of  en¬ 
cumbrances  so  exit  may  be  had  at  all  times  to  Prospect 
avenue ;  that  a  second  means  of  exit  shall  be  provided  for 
the  third  story,  which  may  be  by  exterior  ladder  leading 
to  the  adjoining  roof  from  which, access  to  street  may  be 


obtained  by  means  of  scuttles  or  bulkheads  within  the  stair¬ 
way  enclosures ;  that  the  masonry  enclosed  stairway  in  the 
two-story  building,  toward  the  center  of  the  plot,  shall  have 
a  doorway  leading  directly  to  the  open  lot  leading  to  Pros¬ 
pect  avenue;  that  the  sprinkler  system  shall  be  maintained 
to  the  satsifaction  of  the  fire  commissioner  and  interior  fire 
alarm  system,  and  such  portable  fire  fighting  appliances  as 
the  fire  commissioner  shall  direct  shall  be  maintained,  and 
granted  only  so  long  as  the  conditions  as  proposed  are 
substantially  maintained. 


APPLICANT — Morton  L.  Kay,  for  Loew’s  Theatre  Realty 
Corp.,  owner  (Precision  Lens  Co.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1230-1248  3rd  avenue,  182-188 
East  72nd  street,  southwest  corner  and  183-189  East 
71st  street  (2nd  and  3rd  floors)  ;  (Block  1406,  Lot 
41),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Morton  L.  Kay. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative:  .  0 


THE  RESOLUTION  (283-44-A) 

Whereas,  Morton  L.  Kay,  for  Loew’s  Theatre  Realty 
Corp.,  owner,  (Precision  Lens  Company,  lessee),  filed  May 
11,  1944,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises:  1230-1248  Third  avenue,  west 
side,  between  East  71st  street  and  East  72nd  street,  182-188 
East  72nd  street  and  183-189  East  71st  street  (Block  1406, 
Lot  41),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  May  3,  1944  on  Alt.  Applic.  471-44  reads: 

“2.  The  change  of  accupancy  of  a  part  of  the  structure 
conforming  with  C26-715  for  factory  purposes  is  con¬ 
trary  to  C26-717.0. 

5.  The  floor  construction  for  new  occupancy  shall  be 
able  to  sustain  a  live  load  of  120  lbs.  per  sq.  ft.  as  per 
C26-345.  Bldg.  Code. 

7.  The  standpipe  system  shall  conform  with 
C26-1381.0,  N.  Y.  B.  Code.” 

and 

W  hereas,  the  applicant  states  that  the  building  is  3 
stories,  (70  ft.)  in  height,  204  ft.  4  in.  by  125  ft.  in  area, 
of  class  1  construction,  located  in  a  business  and  residence 
use,  B  area  district,  erected  in  1931  and  used  and  occupied 
as  follows  :  cellar,  boiler  room,  plenum  chamber  and  storage, 
2  persons;  1st  flqor,  theatre  and  lobby,  1,622  persons;  stores, 
25  persons;  2nd  floor,  theatre,  1,047  persons;  offices,  75  per¬ 
sons  ;  3rd  floor,  offices,  50  persons ;  proposed  to  be  used  and 
occupied  as  follows:  cellar,  same;  1st  floor,  same;  2nd  floor, 
theatre,  1,047  persons  and  manufacturing  lenses,  56  persons; 
3rd  floor,  manufacturing  lenses,  56  persons ;  that  the  build¬ 
ing  is  equipped  with  two  fireproof  stairs  leading  from  the 
top  story  to  the  street,  one  of  which  is  4  ft.  wide  and  the 
other  3  ft.  10  in.  in  width,  both  located  in  the  portion  of  the 
building  in  question,  which  is  separated  from  the  theatre 
portion  by  fireproof  construction ;  and 

Whereas,  the  applicant  contends  as  to  objection  2,  that 
the  proposed  occupancy,  which  will  be  the  manufacturing  of 
lenses,  will  not  entail  the  use  of  combustible  materials, 
and  therefore  no  hazard  will  be  created  within  the  con¬ 
templation  of  C26-717.0  of  the  Administrative  Code;  that 
due  to  a  transition  in  the  character  of  the  neighborhood 
and  the  purpose  for  which  these  floors  were  originally 
designed,  namely,  that  of  offices,  a  change  of  use  is  neces- 


283-44-A 
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sary;  that  it  is  no  longer  feasible  to  rent  office  space  in 
this  area  and  the  only  type  of  tenancy  obtainable  is  that 
similar  to  the  use  herein  proposed;  as  to  objection  5, 

that  while  the  design  of  floor  load  is  60  lbs.  per  super¬ 
ficial  foot  and  in  view  of  the  fact  that  the  proposed  occu¬ 
pancy  will  superimpose  a  load  less  than  the  existing 

designed  load,  it  would  be  a  hardship  for  the  owner  to 
be  required  to  reinforce  the  floors  to  sustain  a  lievload 
of  120  lbs.  per  superficial  foot  as  required  by  C25-345.0 
of  the  Administrative  Code;  that  the  machinery  to  be 
used  is  light  in  weight  and  will  be  so  arranged  on  the 
floor  as  to  spread  the  load,  so  that  the  existing  liveload 
capacity  of  the  floors  will  not  be  exceeded ;  that  the  tenant’s 
method  of  operation  is  such  as  to  require  large  spaces  be¬ 
tween  the  machines  and  of  necessity  the  spacing  of 

machinery  will  be  controlled  by  such  arrangement  to  ensure 
light  floor  loading;  as  to  objection  7,  that  a  portion  of  the 
first  floor  of  the  section  of  'the  building  in  question  is 
equipped  with  a  standpipe  outlet  and  hose  and  it  would  be 
a  hardship  to  require  the  owner  to  extend  the  standpipe 
system  to  the  2nd  and  3rd  stories  and  that  the  2nd  and 
3rd  stories  should  not  require  the  installation  of  a  stand¬ 
pipe  system,  as  they  front  on  two  streets,  are  shallow  in 
depth  and  are  readily  accessible  for  fire  fighting  purposes 
from  East  72nd  street  and  Third  avenue  fronts  of  the  build¬ 
ing;  that  in  the  event  of  a  fire  in  this  portion  of  the 
building,  the  responding  fire  apparatus  would  not  use  the 
standpipe  system  in  this  low  building  even  if  one  were 
installed;  that  the  proposed  occupant  of  the  2nd  floor  will 
manufacture  lenses  under  a  contract  with  the  U.  S.  Govern¬ 
ment  in  connection  with  the  war  effort  and  requires  this 
additional  space  in  order  to  speed  up  production  to  the 
point  required  by  the  Armed  Services;  that  the  proposed 
lease  is  for  a  term  of  five  years. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  471-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  Objec¬ 
tion  2,  on  condition  that  the  factory  occupancy  shall  be 
restricted  to  the  areas  as  indicated  as  “rentable  space’’  on 
plans  filed  with  this  appeal  marked  “Received  May  11, 
1944” ;  that  no  other  portion  of  the  building  shall  be  so 
used;  as  to  objection  5,  that  the  permitted  floor  load  shall 
be  posted  and  the  occupancy  shall  at  no  time  exceed  such 
approved  superficial  loading;  as  to  Objection  7,  that  the 
standpipe  within  this  space  may  be  omitted,  provided  the 
standpipe  in  the  building  in  all  other  respects  complies  with 
all  laws,  rules  and  regulations  applicable  thereto ;  that  the 
exits  as  proposed  shall  be  maintained  and  the  occupancy  of 
the  “rentable  space”  on  both  the  2nd  and  3rd  floors  shall 
at  no  time  exceed  a  total  of  25  persons;  that  this  variance 
shall  continue  only  during  the  term  of  the  present  emergency 
and  for  not  over  six  (6)  months  thereafter ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  other  than 
as  modified  by  the  Board  under  Cal.  68-28-BZ. 


61-34-S 

APPLICANT — Resco  Metal  Products  Corp.,  for  Anna 
Zausner,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution--re  variation  of  the  labor 
law  as  cited  in  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 91-95  Harrison  place,  north 
side,  252  ft.  west  of  Porter  avenue  (Block  2998, 
Lot  45),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Max  Zausner. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (61-34-S) 

Whereas,  this  application  from  an  order  of  the  com¬ 
missioner  of  buildings,  affecting  premises  91-95  Harrison 
place,  north  side,  252  ft.  west  of  Porter  avenue  (Block  2998, 
Lot  25),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  May  8,  1934,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  due  to  the  issuance  of  Order  11760-LF,  dated 
December  27,  1943,  and  issued  by  the  fire  commissioner. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  8,  1934,  so  that  as 
amended,  the  resolution  shall  read : 

“Resolved  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  from  the  requirements  of 
the  Labor  Law  and  that  the  application  be  and  it  hereby 
is  granted,  permitting  the  iron  bars  to  remain  on  the 
windows  as  indicated,  on  condition  that  there  shall  be 
maintained  at  all  times  during  working  hours,  exit  doors, 
as  indicated  on  the  plan,  one  to  the  east  and  one  to  the 
west  and  one  at  the  rear,  opening  on  courts  leading 
directly  to  the  street,  and  that  the  doors  indicated  as 
opening  directly  to  street  at  front  of  building  shall  also 
be  maintained;  and  that  the  requirements  of  the  Labor 
Law  shall  be  complied  with  in  all  other  respects. 

Resolved  further,  that  in  the  event  the  premises  are 
occupied  by  a  different  tenant,  namely,  Resco  Metal 
Products  Corp.,  and  desires  to  remove  the  sprinkler 
system  and  have  an  occupancy  of  not  over  five  (5)  per¬ 
sons,  such  sprinkler  system  may  be  removed,  provided  in 
all  other  respects,  the  requirements  of  the  resolution 
adopted  by  the  Board  on  May  8,  1934  shall  be  complied 
until,  except  as  to  the  number  of  occupants  which  shall 
not  exceed  five  (5).” 


409-43-A 

APPLICANT — S.  Millman  and  Son,  for  Hugo  Brand 
Leather  Company,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Appeal  from  a  decision  of  the 
borough  superintendent. 

PREMISES  AFFECTED— 157  13th  street,  north  side,  100 
ft.  1  in.  east  of  Third  avenue  (Block  1027,  Lot  66), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  David  S.  Millman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (409-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  157  13th  street,  north  side, 
100  ft.  1  in.  east  of  Third  avenue  (Block  1027,  Lot  16), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  October 
26,  1943,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  26,  1943,  so  that 
as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  super¬ 
intendent  acting  on  Alt.  Applic.  1192-43,  objection  1, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
hereby  is  granted,  to  permit  the  lot  line  window  to  serve 
as  required  ventilation  under  the  Paint  Spray  and 
Lacquer  Rules  of  the  Board,  on  condition  that  permis¬ 
sion  shall  be  filed,  giving  the  consent  of  the  owner  of 
the  adjoining  one-story  building,  which  this  one  window 
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overlooks,  for  the  purpose  as  proposed ;  that  the  duct 
through  such  window  shall  be  maintained  above  the 
roof  with  an  exhaust  fan  maintained  as  proposed ;  that 
such  window  on  the  lot  line  shall  be  a  fireproof  win¬ 
dow  ;  that  in  all  other  respects,  the  construction  and 
occupancy  of  the  storage  room  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 

Resolved,  further,  that  in  the  event  the  owner  desires 
to  install  a  duct  through  the  roof  from  the  paint  storage 
room,  such  duct  may  be  permitted,  provided  the  duct 
extends  to  within  two  (2)  feet  of  the  floor  of  the  paint 
storage  room  and  the  top  of  the  duct  is  fitted  zvith  a 
zmnd-driven  ventilator ;  that  such  duct  construction  may 
be  permitted  in  lieu  of  the  exahust  fan  hereinbefore 
required.” 


544-43-A 

APPLICANT — Edward  A.  Coleman,  for  the  West  Disin¬ 
fecting  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  new  proposal — re  Appeal  from  a  de¬ 
cision  of  the  fire  commissioner  (previously  denied). 

PREMISES  AFFECTED — 42-16  West  street,  200  ft.  south 
of  Jackson  avenue  (5th  floor)  ;  (Block  264,  Lot  4), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Edward  A.  Coleman. 


ACTION  OF  BOARD — Appeal  reopened,  restored  to 


calendar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and.  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (544-43-A) 


Whereas,  Edward  A.  Coleman,  for  West  Disinfecting 
Company,  owner,  filed  on  March  17,  1944  an  application  for 
reopening  and  reconsideration  of  an  appeal  from  a  decision 
of  the  fire  commissioner,  filed  November  10,  1943  and 
denied  by  the  Board  March  7,  1944,  affecting  premises:  42-16 
West  street,  west  side,  200  ft.  south  of  Jackson  avenue 
(Block  264,  Lot  4),  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  the  applicant  has  filed  a  copy  of  the  decision 
of  the  fire  commissioner,  dated  March  28,  1944,  which  reads  : 

“In  response  to  your  letter  of  March  20th  wherein 
you  request  a  permit  for  the  employees  to  smoke  in  the 
general  offices  on  the  5th  story  of  the  above-mentioned 
premises,  you  will  please  be  advised  that  your  applica¬ 
tion  must  be  denied  for  the  reason  that  the  Board  of 
Standards  and  Appeals  has  denied  a  permit  under  a 
former  application  (Cal.  No.  544-43-A).” 
and 


Whereas,  the  applicant  states  that  the  building  is  five 
stories  and  basement  (60  ft.)  in  height,  62  ft.  6  in.  by  141 
ft.  1  in.  in  area,  of  Class  1  construction;  erected  1925, 
located  in  an  unrestricted  use,  D  area  district  and  used  and 
occupied  since  1925  as  follows :  basement,  factory,  8  per¬ 
sons;  1st  floor,  same,  5  persons;  2nd  floor,  same,  40  per¬ 
sons,  3rd  floor,  same,  5  persons ;  4th  floor,  same,  35  persons ; 
5th  floor,  offices,  100  persons ;  that  the  building  is  equipped 
with  a  two-source  sprinkler  system,  a  standpipe  system, 
interior  fire  alarm  system  and  fire  drills  are  maintained ; 
that  the  building  is  equipped  with  two  4  ft.  wide  fireproof 
stairs,  leading  from  roof  bulkhead  to  grade  and  one  of 
which  leads  directly  to  the  street;  and 
Whereas,  Certificate  of  Occupancy  Q30319,  issued  Jan¬ 
uary  18,  1944,  superseding  Certificate  21449,  issued  on  N.  B. 
Applic.  916-25  permits  the  present  use  and  occupancy ;  and 
Whereas,  the  applicant  now  requests  that  permission  be 


granted  for  the  employees  to  smoke  in  the  general  offices 
on  the  5th  story  of  the  building  in  question ;  and 

Whereas,  the  applicant  has  filed  a  statement  that  the 
fifth  floor  will  be  occupied  for  offices  only,  as  indicated  on 
plans  filed  with  this  appeal  November  10,  1943  and  that 
no  wood  partitions  exist  in  the  building  other  than  on  the 
4th  floor,  where  permitted  by  the  Board  under  Cal.  433-42-S. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
March  28,  1944,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  smoking  shall  be  carried  on 
within  any  of  the  buildings  occupied  by  this  company,  ex- 
cU?t  that  smoking  may  be  permitted  within  the  general 
offices  on  the  fifth  story,  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  November  10,  1943”;  that 
such  signs  and  such  receptacles  for  smokers’  refuse  shall 
be  maintained  as  the  fire  commissioner  shall  direct;  that 
this  variance  shall  continue  only  so  long  as  conditions  are 
maintained  substantially  as  proposed  and  to  the  satisfaction 
of  the  fire  commissioner;  that  order  96860-LC  requiring 
the  person  in  charge  of  spraying,  etc.  to  hold  a  certificate 
of  fitness  shall  be  complied  with. 


594-31-S 

APPLICANT — Anna  Di  Bari,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  new  proposal — re  appeal  from  a  de¬ 
cision  of  the  acting  borough  superintendent  (pre¬ 
viously  denied). 

PREMISES  AFFECTED — 306-308  East  149th  street,  south 
side,  450  ft.  west  of  Cortlandt  avenue  (Block  2330, 
Lot  22),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Nicholas  A.  Parlante  and  Ralph  J. 
Mail. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  Q 


551-43-A  .  • 

APPLICANT — Emil  Koeppel,  for  Gussie  Freshwetter, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 3855  Nautilus  avenue,  northeast 
corner  of  Highland  avenue  (Block  7002,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Emil  Koeppel. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


185-44-A 

APPLICANT — Levy  and  Berger,  for  Caroline  Weber, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 101  8th  avenue  and  890  Presi¬ 
dent  street,  southeast  corner  (Block  1068,  Lot  8), 
Borough  of  Brooklyn. 
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APPEARANCES—  „  .  .  _ 

For  Applicant:  Joseph  Levy,  Jr.,  Benjamin  C.  Kib- 
man,  Harry  Sand  and  Mitchell  Neary. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1944  at  2 
P.  M.,  for  further  consideration.  Applicant  to  file 
plans. 


245-44-A 

APPLICANT— Joseph  Lau,  for  David  W.  Frankel,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 724-726  Fifth  avenue,  west  side, 
SO  ft.  5  in.  north  of  West  56th  street  (Block  1272, 
Lot  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  Lau. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  oyer  to  June  6,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

591-39-SA 

APPLICANT— Harold  Massey,  for  American  Radiator- 
Standard  Sanitary  Corporation,  owner. 

SUBJECT— American  Rectangular  Converter,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


Adjourned:  4:30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 

and  Appeals  held  on  May  2,  1944,  as  they  appeared  in 

Bulletin  No.  19,  Vol.  29,  are  hereby  corrected  to  read  as 

follows : 

175-42-A 

APPLICANT— One  Christopher  Street,  Incorporated,  ad¬ 
joining  owner. 

OWNER  OF  PREMISES :  T.  L.  and  L.  Corporation. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  re  revocation  of  Certificate  of  Occupancy 
28674-42. 

PREMISES  AFFECTED— 403-415  Sixth  avenue  and  1-5 
Greenwich  avenue,  southwest  corner  (Block  593, 
Lot  13),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Charles  Kissel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted,  Certificate  of 
Occupancy  28674-42  revoked. 


THE  VOTE  TO  GRANT—  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioner 
Savage  and  Deputy  Chief  Murphy .  3 

Negative  . 

Absent :  Commissioner  Blum  .  1 

THE  RESOLUTION  (175-42-A) 

Whereas,  One  Christopher  Street,  Inc.,  adjoining  owner, 
filed  on  March  4,  1942,  an  appeal  from  a  decision  of  the 
borough  superintendent,  refusing  to  revoke  Certificate  of 
Occupancy  28674,  affecting  premises  403-415  Sixth  avenue 
and  1-5  Greenwich  avenue,  southwest  corner  (Block  593, 
Lot  13),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  27,  1942,  reads : 

“This  will  reply  to  your  letter  of  February  26th, 
1942  in  which  you  request  that  this  department  take 
action  to  revoke  Certificate  of  Occupancy  No.  28674 
for  premises  403-15  6th  avenue,  1-5  Greenwich  avenue 
issued  February  17,  1942. 

The  application  for  certificate  of  occupancy  dated 
January  7th,  1942  requested  approval  for  the  above 
mentioned  premises  as  a  lunch  wagon  and  the  parking 
of  more  than  five  (5)  motor  vehicles. 

After  the  department  had  given  the  application  con¬ 
sideration,  it  was  decided  that,  in  view  of  a  recent 
court  decision,  the  applicant  was  entitled  to  an  ap¬ 
proval. 

Your  request  for  the  revocation  of  the  certificate  of 
occupancy  is,  therefore,  denied.” 

and 

Whereas,  the  said  decision  of  the  borough  superintendent 
was  issued  upon  the  following  application  made  by  the 
applicant  herein  under  date  of  February  26,  1942: 

“It  has  just  come  to  my  attention  that  your  Depart¬ 
ment  has  issued  a  Certificate  of  Occupancy  for  use  as 
a  parking  lot  of  the  premises  at  the  southwest  corner 
of  6th  avenue  and  Christopher  street. 

My  property  at  No.  1  Christopher  street  is  located 
directly  across  from  said  premises,  and  such  a  use  will 
be  extremely  detrimental  to  my  property.  Sixty  of  the 
apartments  in  my  building  face  directly  over  the  pro¬ 
posed  parking  lot,  and  past  experience  with  a  similar 
lot  proved  most  harmful  to  me  and  caused  me  the  loss 
of  very  many  tenants,  due  to  noise  and  nuisance  created 
thereby. 

In  the  previous  instance  the  Board  of  Standards  and 
Appeals  refused  a  variation  in  the  zoning  for  the  con¬ 
tinued  use  of  said  parking  lot,  and  was  upheld  in  this 
refusal  by  the  Courts.  I  am  at  a  complete  loss  to 
understand  how  such  a  Certificate  of  Occupancy  could 
now  be  issued  without  any  notice  whatsoever  to  the 
surrounding  property  owners  who  are  so  seriously  af¬ 
fected  by  the  variation. 

May  I  respectfully  request  that  your  Department  im¬ 
mediately  revoke  the  'Certificate  of  Occupancy  before 
work  on  the  lot  progresses  any  further.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  85  ft.  by  108  ft.  by  77  ft.,  irregular,  in  area; 
located  in  a  business  use,  B  area,  district  and  used  as  a 
lunchwagon  and  for  parking  more  than  five  (5)  motor 
vehicles ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
located  wholly  within  a  business  use  district  and  their  use 
as  a  parking  lot  is  forbidden  under  Art.  2,  Sec.  4a  of  the 
zoning  resolution,  effective  June  28th,  1940;  that  the  reason 
given  by  the  Borough  Superintendent  for  granting  a  cer¬ 
tificate  of  occupancy  for  said  use  is  based  on  a  Court  of 
Appeals’  decision  which  is  not  applicable  here;  that  the 
premises  in  question  are  not  such  as  are  referred  to  under 
section  6b  of  the  building  zone  resolution  as  amended  on 
December  18th,  1940,  since  the  use  to  which  these  premises 
was  formerly  put  was  not  “lawfully  established”  prior  to 
1935.  The  premises  were  not  used  merely  for  the  parking 
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of  automobiles,  but  were  used  for  both  parking  and  storage. 
This  state  of  facts  was  testified  to  at  the  hearing  before 
the  Board  of  Standards  and  Appeals  on  May  9th,  1939;  that 
the  former  tenant  on  January  9,  1939,  made  application  to 
the  Borough  Superintendent  for  a  certificate  of  occupancy 
which  was  denied  by  said  Borough  Superintendent  on  Jan¬ 
uary  19th,  1939;  that  said  tenant  subsequently  appealed  to 
this  Board  for  a  variation  in  the  use  of  said  premises, 
which  application  was  denied  on  May  9th,  1939;  that  said 
tenant  subsequently  appealed  to  the  Supreme  Court  from 
the  decision  of  this  Board  and  that  the  Supreme  Court 
upheld  said  decision  and  denied  certiorari  on  October  5, 
1939;  that  said  tenant  meantime,  on  July  21st,  1939,  had,  in 
the  Municipal  Term,  pleaded  guilty  to  the  violation  of  City 
zoning  ordinance  and  was  fined  $50.00  for  said  violation; 
that  subsequent  to  the  decision  of  the  Supreme  Court  of 
October  5th,  1939,  the  former  tenant  abandoned  said  prem¬ 
ises  and  that  the  use  thereof  as  a  parking  lot  was  at  an 
end ;  that  the  then  owner  of  said  premises  abandoned  com¬ 
pletely  any  use  of  said  premises  for  parking  purposes  and 
made  subsequent  short  term  leases  for  various  other  uses ; 
that  the  premises  in  question  differ  in  size  considerably 
from  the  premises  on  which  parking  was  permitted  prior 
to  1935,  since  on  or  about  June  25th,  1940,  the  Board  of 
Transportation  ceded  approximately  3,100  sq.  ft.  of  its 
former  lot  to  the  City  of  New  York  to  be  cut  back  for  street 
purposes  thus  changing  the  entire  character  of  said  plot; 
that  subsequent  to  said  cession  and  for  some  time  there¬ 
after,  these  premises  were  used  by  the  Board  of  Trans¬ 
portation  and  the  Borough  President’s  Office  as  a  storage 
space  for  the  materials  necessary  for  the  transformation  of 
a  portion  of  the  lot  to  street  purposes  and  for  the  building 
of  a  safety  island  on  the  street  in  front  of  said  premises ; 
that  subsequent  to  the  diminution  in  size  of  the  former 
premises,  the  Board  of  Transportation  advertised  the  prem¬ 
ises  in  the  present  size  for  sale  at  public  auction  and 
that  the  T.  L.  &  L.  Corporation,  present  owner,  bid  the 
premises  in  at  said  sale.  Title  passed  September  2nd,  1941 ; 
that  the  terms  of  sale  under  which  the  present  owner  took 
title  read,  in  part,  as  follows : 

“The  premises  are  conveyed  subject  to  building  re¬ 
strictions  and  regulations  in  the  resolution  or  ordinance 
adopted  by  the  Board  of  Estimate  and  Apportionment 
of  the  City  of  New  York,  July  25th,  1916,  and  amend¬ 
ments  and  additions  thereto  in  force” ;  and  that  the 
present  owner,  therefore,  knew  at  the  time  of  taking 
title  that  said  premises  could  not  be  used  as  a  parking 
lot,  for  the  reason  that  such  use  is  prohibited  by  the 
zoning  resolution  of  June  28,  1940,  which  was  adopted 
fully  fourteen  months  prior  to  their  taking  of  title ; 
that  the  present  owner  did  not  contemplate  the  use  of 
the  premises  as  a  parking  lot,  but  did  as  a  matter  of 
fact  file  plans  for  the  erection  of  a  building  on  said 
premises.  The  present  owner  now  wishes  to  take  ad¬ 
vantage  of  existing  conditions  and  use  said  premises 
as  a  parking  lot  contrary  to  the  permissive  existing  use 
in  the  district  and  greatly  to  the  detriment  of  the 
property  of  your  petitioner  and  to  all  other  surrounding 
properties  similarly  situated.  The  granting  of  this 
variation  in  the  district  will  have  a  lasting  detrimental 
effect  on  the  entire  section  and  result  in  undoing  much 
of  the  good  work  that  has  been  done  in  the  past  three 
or  four  years  toward  rehabilitation  of  the  area  after 
removal  of  the  former  Sixth  avenue  Elevated.  Much 
time  and  effort  has  been  spent  by  property  owners 
in  the  district  and  by  the  City  departments  themselves 
in  planning  for  improvements  in  this  district,  and  it  is 
hoped  that  no  obstacle,  other  than  those  now  existing 
by  virtue  of  war  time  efforts,  will  be  placed  in  the 
path  of  said  improvements;  and 

Whereas,  the  applicant  further  contends  that  it  is  their 
feeling  that  the  Borough  Superintendent,  in  granting  the  cer¬ 
tificate  of  occupancy  in  question  went  beyond  the  ruling 
as  laid  down  by  the  Court  of  Appeals  in  the  Boardwalk 
and  Seashore  case,  in  that  the  premises  in  question  were 


used  for  parking  and  storage  prior  to  1935,  whereas  the  law¬ 
fully  permitted  use  as  expressed  in  the  Boardwalk  and 
Seashore  case  was  parking  only.  This  fact  is  shown  by: 

1.  The  affidavits  upon  which  the  Borough  Super¬ 
intendent  acted  did  not  establish  that  the  premises  were 
used  for  parking  only,  but  rather  for  the  non-conform¬ 
ing  use  of  parking  and  storage,  which  would  take  it 
outside  of  the  purview  of  the  Zoning  Resolution  as  it 
existed  in  1935. 

2.  The  report  of  Inspector  N.  O.  Gorman  of  the 
Department  of  Housing  and  Buildings  shows  that  the 
lot  was  used  for  storage  of  material  by  the  WPA  after 
November  8th,  1939  for  about  one  year.  His  report 
goes  on  to  state  that  therefore  the  use  for  parking 
and  storage  of  motor  vehicles  was  not  a  continuous  one 
(again  taking  it  out  of  the  decision  in  the  Boardwalk 
case)  and  recommends  that  the  certificate  of  occupancy 
should  therefore  be  denied; 

3.  That  the  curb  cut  permit  granted  the  T.  L.  &  L. 
Corporation  should  also  be  revoked,  since  the  terms 
of  the  use  for  which  it  was  issued  have  been  violated 
by  its  terms, .  it  calls  for  a  use  by  “lunchwagon  and 
vacant.  It  is  respectfully  submitted  that  neither  a 
lunch-wagon  or  a  vacant  lot  require  a  curb  cut  and 
further  that  the  lot  is  not  vacant,  but  is  being  used  for 
parking  and  storage  of  more  than  five  cars; 

4.  That  the  lack  of  the  'curb  cut  constitutes  a  hazard 
to  pedestrians  and  motor  traffic  in  its  present  location. 
That  the  Board  will  undoubtedly  recall  a  considerable 
portion  of  this  lot  was  ceded  to  the  city  for  the  purpose 
of  establishing  a  safety  island  in  the  street,  because  it 
was  felt  that  this  was  one  of  the  most  dangerous  inter¬ 
sections  in  the  City.  The  curb  cut  and  the  use  of  the 
lot  for  parking  has  re-established  and  intensified  a 
danger  which  had  been  very  considerably  ameliorated.” 

and 

Whereas,  a  report  of  a  committee  of  the  Board  was  read 
at  this  hearing,  which  report  reads  as  follows : 


REPORT  OF  COMMITTEE. 


Re:  Cal.  175-42-A 


March  18,  1944. 


Premises  403-415  Sixth  avenue,  1-5  Greenwich  ave¬ 
nue,  southeast  corner  Christopher  street,  Block  593, 
Lot  13,  Manhattan. 

This  is  an  appeal  from  a  decision  of  the  Borough 
Superintendent,  refusing  to  revoke  Certificate  of  Occu¬ 
pancy  28674,  issued  February  17,  1942,  approving  occu¬ 
pancy  of  the  premises  as  a  lunch  wagon  and  “parking 
more  than  five  motor  vehicles.”  It  does  not  include  a 
Certificate  of  Occupancy  (No.  30166)  later  issued  on 
February  3,  1944,  for  a  fruit  market  on  the  same  plot, 
and  this  later  Certificate  of  Occupancy  does  not  super¬ 
sede  Certificate  of  Occupancy  28674,  but  it  is  in  addi¬ 
tion  thereto.  The  appeal  is  concerned,  however,  with 
only  that  portion  of  Certificate  of  Ocupancy  No.  28674 
as  issued  February  17,  1942,  which  permits  “parking 
more  than  five  motor  vehicles.” 

The  description  of  the  premises  and  the  circumstances 
are  set  forth  at  length  in  the  applicant’s  statement  filed 
with  this  appeal  for  revocation  and  published  herewith. 

This  appeal  was  filed  on  March  4,  1942  and  hearing 
was  held  on  April  14,  1942,  at  which  time  the  appeal 
was  placed  on  the  Reserve  Calendar  as  court  decisions 
on  other  similar  cases  were  expected  which  the  Board 
anticipated  would  further  clarify  the  distinction  between 
storage  and  parking  as  defined  by  the  Court  of  Ap¬ 
peals  in  Monument  Garage  vs.  Levy.  These  cases,  how¬ 
ever,  are  still  pending  and  decisions  are  not  expected 
for  some  time. 

Since  this  appeal  was  heard  on  April  14.  1942,  numer¬ 
ous  changes  on  the  plot  have  taken  place.  A  new  en¬ 
trance  was  permitted  from  Greenwich  avenue;  a  new 
fruit  market  has  been  constructed,  facing  Greenwich 
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avenue  and  blocking  the  new  entrance  permitted.  A 
new  entrance  was  permitted  from  Christopher  street. 
In  addition,  without  permit,  a  frame  vegetable  stand 
has  been  constructed,  and,  also,  without  permit,  there 
has  been  erected  a  post  standard  with  a  large  painted 
sign  near  the  corner  of  Greenwich  avenue  and  Christo¬ 
pher  street ;  three  other  painted  signs  also  exist  on  the 
lot,  all  advertising  parking.  A  violation,  No.  818  of 
1944,  is  on  record  for  not  filing  plans  and  obtaining 
a  permit  for  a  “temporary  frame  structure.”  This  refers 
to  frame  vegetable  stand.  These  additional  uses  have 
reduced  the  area  on  which  “parking”  is  carried  on. 

On  December  23,  1937,  Frank  Billeci,  a  tenant,  upon 
authorization  of  the  Board  of  Transportation  of  the 
Citv  of  New  York,  as  owner,  filed  an  application  (614- 
37-BZ)  with  the  Board  for  a  zoning  variance  to  permit 
storage  and  parking  of  more  than  five  motor  vehicles, 
which  use  had  been  denied  by  the  Commissioner  of 
Buildings  on  November  23,  1937.  This  application  was 
dismissed  for  lack  of  prosecution  on  October  25,  1938. 
It  was  restored  to  the  Calendar  upon  request  of  a  new 
representative  of  the  applicant  on  January  31,  1939, 
based  on  a  new  decision  of  the  Borough  Superintendent, 
dated  January  19,  1939,  repeating  the  former  denial. 
At  the  hearing  there  were  presented  many  objections 
to  the  use,  including  those  from  the  applicant  in  this 
appeal,  the  Sixth  Avenue  Association,  the  Washington 
Square  Association  and  rqany  owners  in  the  area.  The 
Board  took  all  these  objections  into  account,  as  well 
as  the  claim  of  the  applicant — that  the  use  of  the  lot  for 
storage  of  motor  vehicles  for  hire  had  been  going  on 
for  eight  years  without  a  violation  having  been  issued. 
That  it  was  storage  of  motor  vehicles  that  had  been 
carried  on  was  evidenced  by  the  applicant  s  statements 
of  the  rates  charged.  There  was  no  evidence  that  free 
parking  was  permitted,  even  though  a  sign  had  been 
displayed,  reading:  “Free  Parking  for  Patrons  of 
Village  Barn,”  as  the  applicant  stated  “the  Village  Barn 
does  pay  for  the  parking  of  cars  for  its  patrons ;  other 
night  clubs  also  use  it  but  they  have  no  such  arrange¬ 
ment — their  customers  pay  35c.” 

The  Board  found  from  the  facts  presented:  (1)  that 
motor  vehicles  had  been  and  were  being  stored  for 
safekeeping  for  hire;  (2)  that  the  storage  use  com¬ 
menced  in  1931  ;  (3)  that  inasmuch  as  the  amendment 
to  the  Zoning  Resolution,  precluding  the  “storage  of 
more  than  five  cars”  was  added  to  sub-section  15  of 
Section  4a  on  March  1,  1928,  in  a  business  use  district, 
there  was  no  basis  for  determining  that  the  storing  of 
more  than  five  motor  vehicles  should  be  permitted  as  a 
matter  of  right. 

The  Board  denied  the  application  on  May  9,  1939, 
and  thereafter  the  Board’s  action  was  affirmed  at  Special 
Term,  Supreme  Court,  on  October  6,  1939,  by  Mr. 
Justice  Schmuck,  in  the  Matter  of  Billeci  vs.  Murdock, 
et  al.  Mr.  Justice  Benevenga  had  on  August  4,  1939, 
refused  to  grant  a  stay,  stating:  “There  is  no  merit  in 
petitioner’s  application.”  This  established  the  law  in 
the  case.  If  new  facts  were  found  to  exist,  an  applica¬ 
tion  for  a  rehearing  could  have  been  requested.  Instead, 
the  new  owners  filed  in  1942  affidavits  with  the  Bor¬ 
ough  Superintendent  that  the  plot  had  been  used  for 
“parking”  since  September,  1931,  or,  as  Billeci  said  in 
his  affidavit,  dated  January  6,  1942,  “during  the  early 
part  of  1932  I  leased  the  property  .  .  .  (and)  I 
maintained  ...  a  public  parking  lot  .  .  .”  With 
these  affidavits  was  filed  an  application  for  a  Certificate 
of  Occupancy,  which  was  approved  by  the  Borough 
Superintendent  and  the  Deputy  Commissioner  on  Jan¬ 
uary  30,  1942,  without  consulting  the  available  ver¬ 
batim  minutes  of  the  hearing  before  the  Board.  Cer¬ 
tificate  of  Occupancy  was  thereafter  issued  to  include 
“Parking  more  than  five  motor  vehicles”  on  February 
17,  1942,  superseding  Certificate  of  Occupancy  24,064, 
covering  the  lunch  wagon  only,  which  was  issued  De¬ 
cember  22,  1941. 

The  action  of  the  Borough  Superintendent  was  predi¬ 


cated  on  a  mistaken  interpretation  of  the  decision  in 
the  case  of  Boardwalk  and  Seashore  Corporation  vs. 
Murdock,  et  al.  In  that  case,  the  Board  upon  appeal 
upheld  the  decision  of  the  Borough  Superintendent,  who 
refused  a  permit  for  “parking”  of  more  than  five  cars 
in  a  residence  district.  The  district  had  been  changed 
from  business  to  residence  use  in  1938.  The  applicant’s 
contention,  unsupported  by  witnesses,  was  that  the  lot 
had  been  used  for  parking  but  not  storage  for  fifteen 
years,  namely,  since  1925,  but  that  no  permit  or  Cer¬ 
tificate  of  Occupancy  had  been  obtained.  The  Board 
denied  the  appeal  for  the  reason  that  the  applicant  had 
not  obtained  a  permit  nor  Certificate  of  Occupancy, 
as  he  was  required  to  do  under  Section  22  of  the  Zon¬ 
ing  Resolution,  at  the  time  the  use  was  established  at 
which  time  it  would  have  been  permitted,  i.e.,  prior  to 
March  1,  1928,  for  “storage”  or  June  28,  1935,  for 
“parking.” 

The  Corporation  Counsel  questioned  in  its  brief  in 
behalf  of  the  Board,  filed  with  the  Court  of  Appeals, 
“whether  the  Courts  below  did  not  err  in  treating 
Certificates  of  Occupancy  (which  are  mere  evidences 
of  right)  as  though  the  rights  of  petitioner  to  maintain 
a  parking  lot  in  a  restricted  zone  could  be  based  thereon 
instead  of  on  a  variance  or  a  pre-1916  non-conforming 
use,  from  which  such  fundamental  right  (if  any  exists) 
must  emanate.” 

The  Board  was  reversed  by  the  Court  of  Appeals  on 
the  strength  of  Section  6,  sub-section  b  of  the  Zoning 
Resolution,  which  had  been  recently  adopted  and  not 
called  to  the  attention  of  any  court  until  after  the  oral 
argument  in  the  Court  of  Appeals.  Otherwise,  the  court 
indicated,  the  Board’s  decision  would  have  been  affirmed. 
The  court  merely^ overlooked  the  failure  to  procure  the 
Certificate  of  Occupancy  prior  to  the  zone  change  and 
decided  that  one  should  be  issued  since  the  use  was 
lawful  under  Section  6b,  except  for  the  absence  of  a 
Certificate  of  Occupancy. 

On  the  strength  of  the  court's  decision  in  the  Board- 
zvalk  Seashore  case,  there  was  no  basis  whatever  for 
the  issuance  of  the  Certificate  of  Occupancy  in  the 
present  case.  The  use  of  the  premises  did  not  antedate 
1928.  It  commenced  in  1932.  At  that  time,  storage  was 
not  lawful.  Storage  was  being  carried,  on,  inasmuch 
as  cars  were  being  stored  for  safekeeping  for  hire.  In 
the  Boardwalk  Seashore  case  the  use  was  parking,  not 
storage,  as  there  were  no  fees  charged.  But  in  that 
case  the  distinction  was  not  a  controlling  factor,  as  the 
use  was  established  in  1925  and,  accordingly,  before  the 
prohibition  against  “storage”  in  1928  or  “storage  or 
parking”  in  1935. 

The  Committee  recommends  that  the  Certificate  of 
Occupancy  28674,  in  so  far  as  it  permits.  the  storage 
or  parking  of  more  than  five  motor  vehicles,  be  re¬ 
voked.  The  Committee  points  out  that  the  owner  may 
submit  to  the  Board  a  new  application  for  a  zoning 
variance  upon  a  showing  of  new  substantial  facts,  not 
present  when  the  application  for  a  zoning  variance  was 
denied  under  Cal.  No.  614-37-BZ. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
FRANK  MURPHY, 

Committee. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  February  27,  1942,  be  and  it  hereby  is.  reversed  and 
the  appeal  be  and  it  hereby  is  granted  revoking  Certificate 
of  Occupancy  28674,  in  so  far  as  it  has  reference  to  per¬ 
mitting  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles. 


Correction — The  date  “1927”  changed  to  “1937”  in  first 
line  of  the  fifth  paragraph  of  the  Report  of  the  Committee  of 
the  Board  and  the  words  “storage  or”  omitted  in  the  last  line 
of  the  eighth  paragraph  of  the  above  mentioned  Report. 
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848-41-BZ,  1027-41-BZ,  389-42-BZ,  660-42-S,  661-42-S, 
115-44-A,  119-44-A  and  185-44-A. 

(Remaining  minutes  of  the  regular  meeting  of  May  23, 
1944  will  be  printed  in  the  Bulletin  of  June  6,  1944.)- 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  byr  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 

addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  May  23,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

288- 44-A — F.D. — 335  Carroll  street,  north  side,  230  ft. 
east  of  Hoyt  street  (Block  444,  part  of  Lot  18),  Borough 
of  Brooklyn,  96877-LC. 

289- 44-A — H.B.Bx. — 50  Antin  place,  south  side,  141  ft. 
2  in.  west  of  Brady  avenue  (Block  4290,  Lots  33-48), 
Borough  of  The  Bronx,  Amendment  to  Alt.  28-43. 

290- 44-A — F.D. — 44-36  Vernon  boulevard,  northwest  cor¬ 
ner  of  44th  drive  (Block  489,  part  of  Lot  1),  Long 
Island  City,  Borough  of  Queens,  Decision. 


303- 44-A — H.B.B. — 215-229  Dupont  street,  northwest  cor¬ 
ner  of  Provost  street  (Block  2489,  Lot  25),  Borough 
of  Brooklyn,  Alt.  189-44. 

304- 44-SM — Cemesto  Board,  manufactured  by  The  Celo- 
tex  Corporation,  Material. 

305- 44-A— F.D. — 15-10  94th  street  (82-112  Corona  ave¬ 
nue),  west  side,  100  ft.  north  of  Corona  avenue  (Block 
1600,  Lot  4),  Elmhurst,  Borough  of  Queens,  Decision. 


Restored  to  Calendar. 

571-28-S— H.B.Bx. — 4016  Park  avenue,  east  side,  100  ft. 
9  in.  south  of  East  174th  street  (Block  2906,  Lot  65), 
Borough  of  The  Bronx,  Amendment  to  Alt.  215-42. 


291- 44-SM — I.W.  Transite  Flue  Pipe,  manufactured  by 
Johns-Manville  Sales  Corporation,  Material. 

292- 44-A — F.D. — 127-137  Wallabout  street,  north  side, 
49  ft.  5)4  in.  east  °f  Middleton  street  (4th  floor);  (Block 
2239,  Lot  3),  Borough  of  Brooklyn,  Decision  re 
96620-LC. 

293- 44-A — H.B.M. — Welfare  Island,  opposite  East  54th 
street  (Block  1373,  Lot  10),  Borough  of  Manhattan,  De¬ 
cision  re  Misc.  P.  and  D.  Applic.  123-41. 

294- 44-BZ — H.B.B. — 550-578  Rutland  road  and  567-597 
Kingston  avenue,  southeast  corner  (Block  4812,  part  of 
Lot  1),  Borough  of  Brooklyn,  N.  B.  63-44. 

295- 44-A — F.D. — 22-28  Henry  street  and  73-79  Middagh 
street,  northwest  corner  (Block  211,  Lot  22  and  part 
of  Lot  2),  Borough  of  Brooklyn,  Decision. 

296- 44-A — F.D. — 120-128  North  11th  street  and  49-55 
Berry  street,  southeast  corner  (Block  2297,  Lot  1),  Bor¬ 
ough  of  Brooklyn,  11037-LF  and  Decision. 

297- 44-BZ — H.B.R. — 24  Brown  avenue,  west  side,  116 
ft.  south  of  Amboy  road  and  3980  Amboy  road  (Block 
5143,  Lots  29  and  36),  Great  Kills,  Borough  of  Rich¬ 
mond,  Alt.  78-43'. 

298- 44-A — H.B.B. — 188  Grand  street,  south  side,  142  ft. 
2  in.  east  of  Bedford  avenue  (Block  2393,  Lot  17),  Bor¬ 
ough  of  Brooklyn,  Alt.  3695-43. 

299- 44-A — H.B.Bx. — 356  Castle  Hill  avenue  and  2200 
Norton  avenue,  southeast  corner  (Block  3486,  Lot  24), 
Borough  of  The  Bronx,  Amendment  to  N.  B.  34-43. 

300- 44-A — H.B.Bx.  564-574  Southern  boulevard,  south 
side,  267.44  ft.  east  of  East  149th  street  (Block  2603, 
Lot  11),  Borough  of  The  Bronx,  Amendment  to  Alt. 
88-44. 

301- 44-A — H.B.B. — 739  Eastern  parkway,  north  side, 
280  ft.  Sl/2  in.  east  of  Brooklyn  avenue  (Block  1264,  Lot 
59),  Borough  of  Brooklyn,  Alt.  1331-44. 

302- 44-BZ — H.B.R. — 2286  Richmond  road,  south  side, 
122  ft.  east  of  Otis  avenue  (Block  3618,  Lots  7  and  16), 
New  Dorp,  Borough  of  Richmond,  Amendment  to  Alt. 

109-43. 


418-23-A— H.B.Bx. — 896-898  Prospect  avenue,  east  side, 
171.51  ft.  south  of  East  172nd  street  (Block  2690,  Lot 
14),  Borough  of  The  Bronx,  Amendment  to  P.  A.  47-44. 

435-43-A— F.D. — 420-444  West  110th  street,  south  side, 
200  ft.  east  of  Amsterdam  avenue  and  115-143  West 
109th  street  (Block  1864,  Lot  9),  Borough  of  Manhattan, 
Decision  re  37632-LC. 

599-37-BZ — H.B.M. — 1663-1681  St.  Nicholas  avenue, 
west  side,  14  ft.  5  in.  north  of  Fairview  avenue  and  59-61 
Hillside  avenue  (Block  2170,  Lot  129),  Borough  of  Man¬ 
hattan,  Decision  re  Certificate  of  Occupancy. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q.  De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.— -Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ...  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . .• . Dec. 

Concrete  Rules  (Hydrated  Lime)  . . .  Aug. 

Elevator  Rules  . ; . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . . . Mar. 

Fire-resistive,  Flameproof  Materials, 

etc..  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . ..June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules . ....Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Ma- r. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 


Plumbing  Rules  ( Submerged  Inlets  ; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 


28,  1943— Vol.  28,  No.  S2A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  S2A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52  A 
15,  1937— Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

15.  1944— Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  S2A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

11,  1944— Vol.  29,  No.  15 

28,  1944— Vol.  29,  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22.  No.  31 


14,  1944— Vol.  29,  No.  11 
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Last  Publication  in  Bulletin 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A. C.. April  25,  1944 — Vol.  29,  No  17 

Smoking  in  Factories,  Rules  for _ May  2,1944 — Vol.  29,  No  18 

Sprinkler  Rules  . June  29,  1937— Vol.  22,  No.  26 

Standpipe  Fireline  Rules . June  8,  1937— Vol.  22,  No.  23 

Structural  Alterations,  Reporting ...  June  7,  1932— Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) . .  Dec.  28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


MAY  31,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  May  31,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

300-43-BZ — Application,  June  18,  1943,  under  section  21 
of  the  zoning  resolution,  of  Frank  C.  Keller,  applicant, 
on  behalf  of  Jack  Farino,  owner,  to  permit  in  a  residence 
use  district,  the  maintenance  of  a  building  for  the  stor¬ 
age  of  contractor’s  equipment  and  trucks  and,  also,  the 
use  of  part  of  the  vacant  portion  of  the  premises  for  the 
open  storage  of  contractor’s  equipment  and  trucks; 
premises  107-33  154th  street,  east  side,  251.47  ft.  north 
of  108th  avenue  (Block  10133,  Lot  12),  Jamaica,  Borough 
of  Queens. 

436-43-BZ — Application,  September  10,  1943,  under  sec¬ 
tional  of  the  zoning  resolution,  of  Sidney  H.  Kitzler, 
applicant,  on  behalf  of  Alfonso  Lizzi  and  Napoleone 
Sicoli,  owners,  to  permit  in  a  residence  use  district,  the 
sawing  (with  motor-driven  saws),  chopping,  bagging, 
storage  and  sale  of  wood;  premises  820-834  Euclid  ave¬ 
nue  and  1130-1138  Loring  avenue,  southwest  corner 
(Block  4505,  Lots  1,  7  and  52),  Borough  of  Brooklyn. 

55-44-BZ — Application,  January  21,  1944,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  McCurrach  Organization,  owner, 
to  permit  partly  in  a  business  use  and  partly  in  a  resi¬ 
dence  use  district,  the  extension  in  height  (by  the  erec¬ 
tion  of  an  additional  story)  on  tha  southerly  Eastern 
parkway  unit  of  a  group  of  factory  buildings;  it  is  pro¬ 
posed,  also  to  extend  the  factory  use  in  this  unit  from 
25%  to  more  than  25%  of  the  total  floor  space  of  the 
building.  The  group  of  buildings  was  previously  acted 
upon  by  the  Board  under  Cal.  No.  396-37-BZ;  premises 
1873-1885  Eastern  parkway,  west  side,  57  ft.  north  of 
Atlantic  avenue  and  19  Olive  place  (Block  1570,  Lots 
Lots  7,  8,  9  and  31),  Borough  of  Brooklyn. 

Material  for  Approval 

449-44-SM— Aquella  and  Aquella  No.  2  Waterproofing 
Mineral  Paint  for  Interior  and  Exterior  Use,  respectively. 

Appeals  from  Administrative  Decisions. 

438-43-A — 820-834  Euclid  avenue  and  1136-1138  Loring 
avenue,  southwest  corner  (Block  4505,  Lots  1,  7  and 
52),  Borough  of  Brooklyn. 

240-44-A — 1873-1885  Eastern  parkway,  west  side,  57  ft. 
north  of  Atlantic  avenue  and  19  Olive  place  (Block  1570, 
Lots  7,  8,  9  and  31),  Borough  of  Brooklyn. 

212i4-A-Re  PackaSing  of  combustible  mixture  known 
as  Du  Barry  Dry  Cleaner  in  one  gallon  and  one-half 
gallon  glass  bottles  (capacity  of  glass  bottles  not  in  con¬ 
formity  with  Administrative  Code  Specifications). 
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435-43-A — 120-444  W  est  110th  street,  south  side,  200  ft. 
east  of  Amsterdam  avenue  and  115-143  West  109th  street 
(Block  1864,  Lot  9),  Borough  of  Manhattan  (reopened 
May  23,  1944;  previously  denied). 

HARRIS  H.  MURDOCK,  Chairman . 


MAY  31,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  May  31,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

230-44-A — 297-303  Lexington  avenue  and  133-139  East 
37th  street,  northeast  corner  (Block  893,  Lot  25),  Bor¬ 
ough  of  Manhattan. 

154-44- A — 226-228  Lenox  avenue,  east  side,  61  ft.  10  in. 
northnof  West  121st  street  (Block  1720,  Lots  38  and 
u9),  Borough  of  Manhttan  (reopened  and  restored  to 
calendar,  May  9,  1944;  previously  withdrawn). 

284-44-A — 932-938  Broadway,  southeast  corner  of  East 
22nd  street  (3rd  and  4th  floors);  (Block  850,  Lot  68), 
Borough  of  Manhattan. 

296-44-A — 120-128  North  11th  street  and  49-55  Berry 
street,  southeast  corner  (Block  2297,  Lot  1),  Borough 
of  Brooklyn. 

308-44-A— 233-245  Spring  street,  north  side,  123.8  ft. 
east  of  Varick  street  and  20-24  Van  Dam  street,  south 

c^’t274'1  ft'  east  of  Varick  street  (8th  floor);  (Block 
.i0a,  Lot  36),  B.orough  of  Manhattan. 

310- 44-A — 1 165-1 167  East  13th  street,  east  side,  220  ft. 
north  of  Avenue  L  (Block  6724,  Lots  60  and  61), 
Borough  of  Brooklyn. 

311- 44-A — 223-233  Cabrini  boulevard,  east  side,  100  ft, 
south  of  West  187th  street  and  198-208  Pinehurst  avenue 
(Block  2179,  Lots  158  and  159),  Borough  of  Manhattan. 

306-44-A — 162-10  to  162-14  Jamaica  avenue,  south  side, 
51  ft.  west  of  New  York  boulevard,  92-14  to  92-20  New- 
York  boulevard  and  92-15  to  92-29  Union  Hall  street 
(Block  10102,  Lots  4,  6,  13,  15,  72,  74  and  79),  Jamaica, 
Borough  of  Queens. 

287-44-A — 204  East  Broadway,  north  side,  157.4  ft.  east 
of  Jefferson  street  (Block  285,  Lot  37),  Borough  of 
Manhattan. 

270-44-A — 11-17  Gerry  street,  north  side,  87  ft.  east  of 
Union  avenue  (Building  No.  22);  (Block  2265,  Lots 
13  and  14),  Borough  of  Brooklyn. 

18-38-A — 201  West  72nd  street  and  2081-2089  Broad¬ 
way,  northwest  corner  (Block  1164,  Lot  26),  Borough 
of  Manhattan  (reopened  May  9,  1944  re  amendment 
of  resolution). 

HARRIS  M.  MURDOCK,  Chairman. 


JUNE  6,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  6,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

104-33-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Socony-Vacuum  Oil  Co.,  Inc., 
owner,  reopened  June  8,  1943.  under  section  7c  nf  the 
zoning  resolution,  to  permit  in  a  business  use  district. 
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the  decrease  in  area  of  a  gasoline  service  station;  the 
entire  plot  for  such  use,  as  approved  by  the  Board,  was 
located  partly  in  a  residence  use  and  partly  in  a  busi¬ 
ness  use  district;  premises  113-21  Merrick  road  and 
171-01  Linden  boulevard,  northeast  corner  (Block  10267, 
Lot  1),  St.  Albans,  Borough  of  Queens. 

368-19-BZ— Application  of  Herman  Kron,  applicant,  on 
behalf  of  Douglaston  Sales  and  Service,  Inc.,  owner 
(R.  Primavera  &  Co.,  lessee),  reopened  May  9,  1944  for 
consideration  as  to  amendment  of  resolution  to  permit 
in  a  business  use  district,  the  change  of  occupancy,  from 
garage  for  more  than  five  motor  vehicles  (previously 
granted  by  the  Board)  to  a  temporary  occupancy  as 
manufacturing  for  a  temporary  period  (duration  of  War) 
and  garage  occupancy  to  be  restored  after  this  period; 
premises  1935-1937  Coney  Island  avenue,  east  side,  20 
ft.  north  of  Avenue  P  (Block  6758,  Lot  52),  Borough  of 
Brooklyn. 

690-40-BZ— Application  of  John  McBride,  applicant  and 
lessee,  on  behalf  of  Fordbrad  Realty  Co.,  Inc.,  owner, 
reopened  May  9,  1944,  for  consideration  as  to  extension 
of  term  of  permit  (expired  by  limitation) — Application, 
previously  granted  on  condition,  under  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles;  premises  91-06  Northern  boulevard, 
south  side,  between  91st  and  92nd  streets  (Block  1439, 
part  of  Lot  1),  Jackson  Heights,  Borough  of  Queens. 

626-43-BZ — Application,  December  27,  1943,  under  sec¬ 
tions  7a,  7c  and  21  of  the  zoning  resolution,  of  Martyn 
N.  Weinstein,  applicant,  on  behalf  of  Cardinal  Manu¬ 
facturing  Co.,  Inc.,  owner  (Joseph  Cardinal,  lessee,  d/b/a 
Cardinal  Engineering  Co.)  to  permit  in  a  residence  use 
and  also  D  area  district,  the  maintenance  of  a  machine 
shop  and  crane  shed;  the  crane  shed,  the  westerly  build¬ 
ing  and  the  one-story  shop  erected  without  permits  and 
the  plant  is  operating  without  a  Certificate  of  Occu¬ 
pancy,  also  the  area  of  the  structures  on  the  plot  exceeds 
the  area  permitted  by  the  zoning  resolution;  premises 
700-712  Hicks  street  and  17-45  Nelson  street,  northwest 
corner  (Block  520,  Lots  26  and  39),  Borough  of  Brook¬ 
lyn. 

878-28-BZ— Application  of  Max  Horn,  applicant,  on  be¬ 
half  of  Laura  Roehrig  and  August  Roehrig,  owners 
(C  &  L  Service  Station,  lessee),  reopened  September 
28,  1943,  under  sections  7i  and  21  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  parking  and  storage  of  more 
than  five  motor  vehicles  and,  also,  the  erection  of  an 
additional  motor  vehicle  repair  shop  upon  a  plot  occu¬ 
pied  as  a  motor  vehicle  repair  shop  (previously  granted 
by  the  Board)  and,  also,  gasoline  service  station.  It  is 
proposed,  also,  to  extend  the  (legal)  area  of  the  existing 
gasoline  service  station;  premises  172-40  and  172-42 
Baisley  boulevard,  south  side,  360  ft.  east  of  125th  ave¬ 
nue  (Block  12515  (3209),  Lots  20  and  21),  Jamaica, 
Borough  of  Queens. 

205-44-BZ — Application,  April  4,  1944,  under  sections 
7b  and  7c  of  the  zoning  resolution,  of  Arnold  W.  Led- 
erer,  applicant,  on  behalf  of  Mildred  Cassidy,  owner 
(James  Cassidy,  lessee),  to  permit  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  alteration 
and  conversion  of  an  existing  dwelling  to  an  under¬ 
taking  establishment;  premises  198-20  Hollis  avenue, 
south  side,  from  198th  to  199th  streets  (Block  10938, 
Lot  22),  Hollis,  Borough  of  Queens. 

1460-39-BZ — Application  of  Hilda  Reardon,  applicant 
and  lessee  (200  Amity  Corporation,  owner),  reopened 
May  16,  1944,  for  consideration  as  to  extension  of  per¬ 
mit — Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  partly 
in  a  business  use  and  partly  in  a  residence  use  district, 


for  a  temporary  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  142- 
33  Roosevelt  avenue,  north  side,  184  ft.  west  of  Bowne 
street  (Block  5020  (847),  Lot  43),  Flushing,  Borough 
of  Queens. 

176-42-BZ— Application  of  Street  and  Adikes,  applicants, 
on  behalf  of  Boulevard  Housing  Corporation,  owner, 
reopened  May  16,  1944,  for  consideration  as  to  extension 
of  time  to  complete — Application,  previously  granted  on 
condition,  under  section  7d  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  use  of  a  plot 
of  ground  as  a  recreational  area  for  the  tenants  of  a 
building  not  located  on  the  same  lot  with  the  proposed 
use;  premises  56-39  to  56-51  30th  avenue,  north  side, 
100.78  ft.  east  of  56th  place  (Block  1024,  Lot  8),  Wood- 
side,  Borough  of  Queens. 

263-19-BZ — Application  of  Reginald  S.  Hardy,  for  Hay- 
son  Corporation,  owner  (Randall  Cadillac  Corporation, 
lessee),  reopened  May  16,  1944,  for  consideration  as  to 
amendment  of  resolution  of  March  7,  1944 — Application, 
previously  granted  on  condition,  under  section  7e  of 
the  zoning  resolution,  permitting  in  a  residence  use 
district,  for  a  term  of  two  years,  the  inclusion  of  a 
lubritorium,  motor  vehicle  repair  shop,  stock  room  and 
offices,  in  an  existing  garage  (the  garage  was  previously 
granted  by  the  Board);  premises  564-592  (formerly 
722-746)  St.  Johns  place,  south  side,  333  ft.  8  in.  east 
of  Classon  avenue  (Block  1178,  Lot  26),  Borough  of 
Brooklyn. 

285-31-BZ — Application  of  Niacol  Realty  Corporation, 
applicant  and  owner,  reopened  May  16,  1944,.  for  con¬ 
sideration  as  to  extension  of  permit — Application  previ¬ 
ously  granted  on  condition,  under  7f  of  the  .  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station 
for  a  temporary  term  of  two  years;  premises  Northwest 
corner  of  Jamaica  boulevard  and  Nolins  (165th)  avenue 
(Block  4153,  Lot  146),  Shellbank  Basin,  Borough  of 
Queens. 

Appliances  for  Approval. 

592- 39-SA — Standard  Ideal  Gas  Fired  Boiler,  Model 

1-GA. 

593- 39-SA — Standard  Ideal  Gas  Fired  Boiler,  Model 

O-G. 

Appeals  from  Administrative  Decisions. 

159.44. A — 11-33  to  11-41  50th  avenue,  north  side,  92.5  ft. 
west  of  21st  street  (Block  62,  Lot  20),  Long  Island  City, 
Borough  of  Queens. 

206-44-A — 198-20  Hollis  avenue,  south  side,  from  198th 
to  199th  streets  (Block  10938,  Lot  22),  Hollis,  Borough 
of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  6,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  6,  1944  at  2  o  clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions. 

126- 44- A — 160-178  Jay  street,  west  side,  from  Sands  to 
High  streets,  84-92  Sands  street  and  97-105  High  street 
(Block  87,  Lot  9),  Borough  of  Brooklyn. 

127- 44-A — 876-878  Broadway,  east  side,  24.1  ft.  north  of 
East  18th  street  (Block  847,  Lots  22  and  23),  Borough 
of  Manhattan. 
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585-43-A — 1241  Sixth  avenue  and  101  West  49th  street, 
northwest  corner  (Block  1002,  Lot  29),  Borough  of 
Manhattan. 

280-44-A — 211-213  Alexander  avenue,  southwest  corner 
of  East  137th  street  (Block  2312,  Lots  25  and  26),  Bor¬ 
ough  of  The  Bronx. 

197-4-4-A— 106  East  14th  street,  south  side,  154  ft.  east 
of  Fourth  avenue  (Block  559,  Lot  12),  Borough  of 
Manhattan. 

245-44-A — 724-726  Fifth  avenue,  west  side,  50  ft.  5  in. 
north  of  West  56th  street  (Block  1272,  Lot  36),  Borough 
of  Manhattan. 

249-44-A — 144-146  East  86th  street,  south  side,  47  ft. 
east  of  Lexington  avenue  (Block  1514,  Lot  49),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  13,  1944,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications 

599-37-BZ — Application  of  Wolf  and  Kohn,  applicants, 
on  behalf  of  De  Witt  Holding  Corporation,  owner  (Bess 
Oresky,  lessee),  reopened  May  23,  1944,  for  considera¬ 
tion  as  to  extension  of  term  of  permit — Application, 
previously  granted  on  condition,  under  section  7h  of 
the  zoning  resolution,  permitting  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  tempo¬ 
rary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles;  premises  1663-1681  St.  Nicholas 
avenue,  west  side,  14  ft.  5  in.  north  of  Fairview  avenue 
and  59-61  Hillside  avenue  (Block  2170,  Lot  129),  Bor¬ 
ough  of  Manhattan. 

171-44-BZ — Application,  March  21,  1944,  under  section 
21  of  the  zoning  resolution,  of  George  A.  Bagge,  Jr., 
applicant,  on  behalf  of  Lebrad,  Inc.,  owner  (Gumersindo  R. 
Santos,  lessee),  to  permit  in  a  residence  use  and  B  area 
district,  the  conversion  of  -occupancy  of  an  existing 


building  from  a  storage  garage  to  a  garage  for  the 
storage  of  tenants’  auto  vans  (not  more  than  five)  on 
the  1st  story  and  for  the  storage  of  household  furniture 
on  the  upper  stories;  premises  519  West  161st  street,  north 
side,  300  ft.  6  in.  west  of  Amsterdam  avenue  (Block 
2120,  Lot  50),  Borough  of  Manhattan. 

90- 44-BZ — Application,  February  9,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  John  J.  McNamara, 
applicant,  on  behalf  of  Hillcrest  Jewish  Centre,  Inc., 
owner,  to  permit  partly  in  a  business  use  and  D  area 
district  and  partly  in  a  residence  use  and  F  area  dis¬ 
trict,  the  extension  in  area  of  the  1st  and  2nd  stories 
of  a  building  occupied  as  a  church,  auditorium  and 
offices;  the  building,  as  extended,  is  to  be  used  as  church 
auditorium  and  classrooms  (religious  and  language 
teaching).  The  proposed  extension  does  not  comply 
with  the  area  district  requirement  of  the  zoning  resolu¬ 
tion  as  to  the  depth  of  the  rear  yard  or  as  to  the  per¬ 
centage  of  occupancy  of  the  lot;  premises  80-15  Kent 
road,  east  side,  82.9  ft.  south  of  Union  turnpike  (Block 
7248,  Lots  3.  4  and  6),  Jamaica,  Borough  of  Queens. 

Appeal  from  Administrative  Decision. 

91- 44-A — 80-15  Kent  road,  east  side,  82.9  ft.  south  of 
Union  turnpike  (Block  7248,  Lots  3,  4  and  6),  Jamaica, 
Borough  of  Queens. 

HARRIS  M.  MURDOCK,  Chairman. 


JUNE  13,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  13,  1944  at  2  o’clock  in  Room 
1913,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions. 

160-44-A — 443  Hudson  avenue,  east  side,  187  ft.  10  in. 
north  of  DeKalb  avenue  and  258  Navy  street  (Block 
20o6,  Lots  7  and  33),  Borough  of  Brooklyn. 

187-44-A — 112-06  71st  road,  southeast  corner  of  112th 
street  (Block  2248,  Lot  9),  Forest  Hills,  Borough  of 
Queens. 

HARRIS  M.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING, 

TUESDAY  MORNING,  MAY  23,  1944. 

Present:  Chairman  Murdock  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  May  16,  1944,  and  Tuesday  afternoon, 
May  16,  1944,  were  approved  as  printed  in  Bulletin  No.  21, 
Volume  29. 


ZONING  CASES 

55-44-BZ 

APPLICANT — Lama  and  Proskauer,  for  McCurrach  Or¬ 
ganization,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  extension  in  height 
(by  the  erection  of  an  additional  story)  on  the 


southerly  Eastern  parkway  unit  of  a  group  of  fac¬ 
tory  buildings ;  it  is  proposed,  also  to  extend  the 
factory  use  in  this  unit  from  25%  to  more  than 
25%  of  the  total  floor  space  of  the  building.  The 
group  of  buildings  was  previously  acted  upon  by 
the  Board  under  Cal.  396-37-BZ. 

PREMISES  AFFECTED — 1873-1885  Eastern  parkway, 
west  side,  57  ft.  north  of  Atlantic  avenue  and  19 
Olive  place  (Block  1570,  Lots  7,  8,  9  and  31), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  Abraham  Eisner,  Angelo  Cogliano, 
Adele  Cogliano,  Catherine  Tomuccio  and  Mil¬ 
dred  Ceglio. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1944  at  10 
A.  M.  for  decision  by  the  Board.  No  further  argu¬ 
ment. 
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479-37-BZ 

APPLICANT— William  A.  Eckert,  for  Miless  Realty  Cor¬ 
poration,  owner  (Jamaica  Parking  and  Realty  Co., 
Inc.  lessee) . 

SUBJECT— Application  reopened  May  2,  1944  for  con¬ 
sideration  as  to  extension  of  permit— Application 
(decision  of  the  commissioner  of  buildings)  previ¬ 
ously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor- vehicles. 
PREMISES  AFFECTED— 89-58  16,3rd  street  (Harden- 
brook  avenue),  west  side,  247  ft.  north  of  Jamaica 
avenue  (Block  836,  Lot  76),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  William  A.  Eckert. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (479-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  89-58  163rd 
street  (Hardenbrook  avenue),  west  side,  247  ft.  north  of 
Jamaica  avenue  (Block  836,  Lot  76),  Jamaica,  Borough 
of  Queens,  was  granted  by  the  Board  April  5,  1938,  on  cer¬ 
tain  conditions,  resolution  amended  on  May  17,  1938,  permit 
extended  on  March  19,  1940  and  March  10,  1942 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  2,  1944  and  set  for  hearing  on  May  23,  1944,  the 
permit  having  expired  by  time  limitation. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  5,  1938,  as 
amended  through  March  10,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h,  to  permit  the  plot  to  be 
occupied  for  a  temporary  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution,  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  of  the 
pleasure-car  type,  on  condition  *  *  *” 


271-43-BZ 

APPLICANT— Lama  and  Proskauer,  for  Schrier  Trading 
Corporation,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  main¬ 
tenance  of  more  than  five  individual  garages  (the 
Board  previously  denied  an  application  for  a  garage 
for  more  than  five  motor  vehicles  on  these  prem- 
ises) . 

PREMISES  AFFECTED— 11-17  (7-17  displayed)  Schenec¬ 
tady  avenue  and  617-627  Herkimer  street,  north¬ 
east  corner  (Block  1701,  Lot  1),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Miss  A. 
Messenger. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Approval  of  plans,  permits  and 
certificates  of  occupancy  revoked ;  decision  as  to 
zoning  variance  to  be  deferred  until  after  compliance 


with  the  recommendation  of  the  committee,  as  to 
filing  plans  and  obtaining  a  new  decision. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . .  0 

THE  RESOLUTION  (271-43-BZ) 

Whereas,  Lama  and  Proskauer,  for  Schrier  Trading 
Corporation,  owner,  filed  June  2,  1943,  an  application  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  maintenance  of  more  than  five  individual 
garages  (the  Board  previously  denied  an  application  for  a 
garage  for  more  than  five  motor  vehicles  on  these  premises)  ; 
affecting  premises  11-17  (7-17  displayed)  Schenectady  ave¬ 
nue  and  617-627  Herkimer  street,  northeast  corner  (Block 
1701,  Lot  1),  Borough  of  Brooklyn;  and  _  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  May  23,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Fulton  street  is  in  a  business  and  resi¬ 
dence  use  district;  Schenectady  avenue  is  in  a  business  and 
unrestricted  use  district  and  Herkimer  street  is  in  a  busi¬ 
ness  use  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  2,  1943,  on  Alt.  Applic.  1441-43,  reads: 

“1.  More  than  5  garages  in  a  business  zone  is  con¬ 
trary  to  Art.  II,  Sec.  4a,  Par.  15  of  the  Zone  Resolu¬ 
tion.” 

and 

Whereas,  the  appliant  states  that  the  premises  consist  of 
a  plot  of  ground  having  a  frontage  of  100  ft.  on  Herkimer 
street  and  100  ft.  on  Schenectady  avenue ;  that  upon  the 
plot  there  are  located  a  3-story  frame  multiple  dwelling, 
25  ft.  6  in.  by  60  ft.  in  area;  a  one-story  brick  ice  and 
coal  sales  office,  19  ft.  by  19  ft.  in  area;  two  open  frame 
sheds  (which  are  to  be  removed)  ;  a  one-story  brick  garage, 
19  ft.  by  37  ft.  in  area,  for  one  truck;  that  this  structure 
was  erected  under  N.  B.  Application  No.  7444/28  (permit 
No.  5960)  approved  (with  plans)  on  June  1,  1928  for  a 
4-car  private  garage ;  that  upon  the  Herkimer  street  front¬ 
age  of  the  plot  there  are  eight  (8)  individual  garages— 
for  which  Certificates  of  Occupancy  (No.  46152/2 7  and 
No.  46153)  have  been  issued  and  that  upon  the  remainder 
of  the  plot,  there  are  located  even  (11)  individual  garages, 
with  no  record  in  the  Building  Dept,  as  to  these  eleven 
garages ;  and 

Whereas,  the  applicant  contends  that  required  open  spaces 
of  the  three-story  frame  multiple  dwelling  on  site  now 
shown  and  garages,  do  not  encroach  upon  the  required  area ; 
that  the  two  open  frame  sheds  are  to  be  removed ;  that 
the  garages  are  not  accessory  to  the  building ;  that  the 
owners  do  not  know  how  and  when  the  other  12  garages 
were  erected ;  that  this  application  is  filed  under  section  7c, 
because  of  the  fact  that  there  are  at  the  present  time  on  the 
front  portion  of  the  lot,  8  one-car  garages;  that  wagon 
sheds  are  to  be  removed ;  that  the  sale  of  ice  and  coal  will 
be  continued  on  the  premises  in  store  facing  Schenectady 
avenue;  that  the. distance  from  the  entrance  to  the  premises 
to  the  entrance  of  Robert  Fulton  Park  is  more  than  200 
ft.;  that  this  store  was  built  under  Bldg.  Permit^No.  3416- 
1942  for  which  Certificate  of  Occupancy  No.  75828  was 
issued ;  that  the  premises  consist  of  a  three-story  frame 
dwelling,  8  private  one-car  brick  garages  facing  Herkimer 
street  and  12  one-car  private  garages  located  on  the  rear  of 
the  premises  and  a  one-story  brick  store  facing  Schenectady 
avenue,  previously  used  for  the  sale  of  ice  and  coal ;  that 
the  eight  one-car  garages  facing  Herkimer  street  were  built 
under  Permit  No.  10511-1925  for  which  certificates  of  occu¬ 
pancy  were  issued,  one  certificate,  46152  and  another, 
46153;  that  five  one-car  brick  garages  located  directly  in 
the  rear  of  the  store,  used  for  ice  and  coal,  were  originally 
used  as  a  wagon  shed;  that  the  present  owners  came  into 
possession  of  this  property  by  virtue  of  a  foreclosure  action 
in  1937,  on  which  was  held  a  first  mortgage  in  the  sum  of 
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$6,000,  and  a  second  mortgage  of  $3,750;  that  at  the  time 
of  the  foreclosure,  there  was  due  to  the  city  for  unpaid 
taxes  $927,  which  taxes  have  been  paid;  that  the  present 
owner  has  no  knowledge  as  to  how  the  buildings  on  this 
site  were  erected  and  that  therefore  this  application  is  filed 
for  the  purpose  of  legalizing  the  existing  conditions  and 
inasmuch  as  no  one  will  be  affected  by  the  granting  of  this 
application,  and  it  is  respectfully  requested  that  this  appli¬ 
cation  be  granted;  and 

Whereas,  a  report  of  a  committee  of  the  Board  was  read 
at  this  hearing,  which  report  reads  as  follows : 


REPORT  OF  COMMITTEE. 


Re:  Cal.  271-43-BZ 


May  11,  1944. 


Premises  11-17  Schenectady  avenue,  617-627  Her¬ 
kimer  street,  N.  E.  cor.,  Brooklyn. 

This  is  an  application  for  a  zoning  variance  to  legal¬ 
ize  the  existence  of  twenty  garages  erected  between 
1925  and  1932  at  the  above  location,  which  is  a  plot 
100  ft.  by  100  ft.,  designated  as  Block  1701,  Lot  1. 

In  1924,  under  Cal.  No.  140  of  1924-BZ,  an  applica¬ 
tion  was  denied  for  a  zoning  variance  to  permit  the 
erection  of  one-story  garage  to  cover  the  entire  plot. 
At  that  time,  the  plot  was  occupied  by  a  three-story 
frame  tenement  house,  erected  prior  to  1901,  and  a 
stable  and  wagon  storage  sheds. 

Thereafter,  the  owner  caused  to  be  filed  several 
applications  for  groups  of  garages  so  that  there  now 
exist  a  total  of  twenty  garage  units.  One  building 
filed  as  four  units  is  now  one  large  unit  for  storing  a 
truck  and  one  section  filed  as  a  store  is  now  used  for 
storing  a  motor  vehicle.  The  frame  tenement  still 
exists. 

By  the  methods  pursued,  the  denial  of  the  Board  to 
permit  a  garage  in  1924  has  been  largely  nullified. 

A  careful  analysis  has  been  made  and  other  dis¬ 
crepancies  have  been  found.  The  row  of  garage  units 
along  the  northerly  lot  line  was  actually  approved,  to 
be  located  on  the  adjoining  property,  owned  by  others, 
and  upon  completion  a  Certificate  of  Occupancy  No. 
75828  was  issued.  These  buildings  are,  however,  exist¬ 
ing  on  lot  1,  although  approved  and  certified  as  erected 
on  the  rear  of  lots  6,  7,  8  and  10  adjoining.  Another 
building  containing  6  garage  stalls  was  erected  without 
the  filing  of  plans  or  the  issuance  of  any  permit.  Wood 
sheds  have  been  erected  without  any  permit  and  without 
filing  plans.  Two  additional  Certificates  of  Occupancy 
cover  two  separate  buildings,  containing  a  total  of  eight 
units,  numbered  46152  and  46153.  These  are  along 
Herkimer  street.  The  Zoning  Resolution  at  the  time 
of  their  erection  prohibited  a  garage  for  more  than  five 
motor  vehicles  on  a  lot,  and  this  lot,  100  ft.  by  100  ft., 
was  described  then  as  now  as  one  lot,  designated  as 
Lot  1.  Consequently,  there  was  no  lawful  basis  for 
permitting  the  construction  of  a  garage  or  garages  to 
house  more  than  five  motor  vehicles.  It  is  apparent 
that  if  a  regulation  had  been  in  force,  requiring  an 
application  for  a  building  to  show  all  existing  structures 
on  the  lot,  these  irregularities  might  not  have  occurred. 

__  In  view  of  all  these  facts.  Certificate  of  Occupancy 
No.  75828,  approval  of  plans  under  Application  3957 
and  Permit  3416  should  be  revoked  and  the  Committee 
so  recommends. 

Certificates  of  Occupancy  No.  46152  and  No.  46153 
and  the  approval  of  applications  and  permits,  namely. 
Application  No.  14144  of  1925  and  Permit  10511,  and 
Application  9047  and  Permit  10618  should  be  revoked 
to  the  extent  that  they  permit  accommodations  for  stor¬ 
ing  more  than  five  motor  vehicles.  Approval  of  Appli¬ 
cation  7444  of  1928  and  Permit  5960,  issued  May  9, 
1928,  should  also  be  revoked  as  unlawfully  issued. 
There  appears  to  have  been  no  Certificate  of  Occupancy 
issued  against  this  Permit  5960.  The  Committee  so 
recommends. 

The  Committee  further  recommends  that  complete 


plans  be  filed  with  the  Borough  Superintendent  for 
all  garage  buildings  erected  on  this  lot;  that  all  sheds 
be  shown  as  removed;  that  the  frame  tenement  house 
be  indicated  as  existing;  that  the  portion  of  the  garage 
building  facing  Schenectary  avenue  be  discontinued  for 
garage  use  and  a  conforming  use  substituted ;  that 
masonry  wall  be  shown  on  interior  lot  lines  where 
garage  buildings  of  Class  III  construction  do  not  occur; 
that  the  yard  area  be  concreted  or  surfaced  with  asphalt 
pavement;  that  no  parking  or  storage  be  permitted 
except  within  the  garages. 

The  Committee  recommends  that  final  action  as  to 
granting  the  zoning  variance  be  deferred  until  the  ap¬ 
plicant  complies  with  the  recommendations  herein  and 
obtains  a  new  decision,  based  on  the  plans  to  be  filed, 
and  that  the  revocations  be  effective  forthwith. 

(Sgd.)  HARRIS  H.  MURDOCK, 
Chairman, 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 

FRANK  MURPHY, 

Committee. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  revoke  approval  of  plans,  permits  and  certificates 
of  occupancy  as  recommended  by  the  Report  of  the  Com¬ 
mittee,  and  decision  as  to  zoning  variance  to  be  deferred 
until  after  compliance  with  the  recommendations  of  the 
Committee  as  to  filing  plans  and  obtaining  a  new  decision. 


620-43-BZ 

APPLICANT — Anthony  M.  De  Rose,  for  Mary  Bucek, 
owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  and  also 
E  area  district,  the  maintenance  of  a  two-family 
dwelling  (now  in  course  of  construction)  which 
is  located  8  ft.  9l4  in.  from  the  street  line  instead 
of  being  set  back  10  ft.  from  the  street  line  as  re¬ 
quired  by  the  zoning  resolution. 

PREMISES  AFFECTED — 1615  Kennellworth  place,  west 
side,  282.13  ft.  south  of  Middletown  road  (Block 
5413,  Lot  23),  Borough  of  The  Bronx, 
APPEARANCES— 

For  Applicant :  Anthony  M.  De  Rose  and  Michael 
Bucek. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (620-43-BZ) 

Whereas,  Anthony  M.  De  Rose,  for  Mary  Bucek,  owner, 
filed  on  December  21,  1943,  an  application  under  section  21 
of  the  zoning  resolution,  to  permit  in  a  residence  use  and 
also  “E”  area  district,  the  maintenance  of  a  two-family 
dwelling,  (now  in  the  course  of  construction),  which  is 
located  8  ft.  9 14  in.  from  the  street  line  instead  of  being 
set  back  10  ft.  from  the  street  line  as  required  by  the 
Zoning  Resolution;  affecting  premises  1615  Kennellworth 
dace,  west  side,  282.13  ft.  south  of  Middletown  road  (Block 
5413,  Lot  23),  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  May  23,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Kennellworth  place  is  in  a  residence 
and  business  use,  “E”  and  “C”  area  and  l/±  times  height 
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district;  Ampere  avenue  is  in  a  business  use,  “C”  area  and 
1J4  times  height  district  and  Middletown  road  is  in  a  resi¬ 
dence  and  business  use,  “E”  and  “C”  area  and  1)4  times 
height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
N.  B.  Applic.  1090-40,  dated  December  10,  1943  and  amended 
April  17,  1944,  reads: 

“10.  No  portion  of  any  building  in  an  “E”  district 
may  be  erected  within  10  ft.  of  the  building  line  at  any 
street  (Art.  IV,  Sec.  15,  Zoning  Resolution).” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  37.5  ft.  and  a 
depth  of  100  ft.;  that  upon  the  rear  of  the  plot  there  are 
located  a  one-story  and  attic  in  height  frame  structure, 
approximately  15  ft.  by  20  ft.  in  area  and  also  a  small  frame 
shed — both  used  at  present  for  the  storage  of  building  ma¬ 
terials  and,  are  to  be  demolished  when  the  (partly  com¬ 
pleted)  two-story  and  attic,  23  ft.  by  41  ft.  7  in.  in  area, 
two-family  brick  dwelling  on  the  front  of  the  premises  is 
completed;  that  according  to  a  filed  Title  Guarantee  and 
Trust  Company  Survey  and  applicant’s  statement,  a  portion 
of  the  (partly  completed)  two-family  brick  dwelling  in 
question  is  erected  8  ft.  9]/2  in.  from  the  street  line,  instead 
of  the  setback  of  ten  ft.  required  by  the  zone  resolution 
and  that  it  is  proposed  to  maintain  the  building  at  its  present 

location ;  and  . 

Whereas,  the  applicant  contends  that  the  foundation 
walls  of  this  building  were  erected  in  October,  1940,  and 
the  superstructure  to  roof  enclosure  was  completed  prior 
to  July,  1943,  and  through  an  error  of  the  owner,  the  front 
wall  of  the  building  was  erected  8  ft.  9)4  in.  at  the  south 
end  of  the  building  and  9  ft.  at  the  north  end  of  the  build¬ 
ing,  from  the  building  line  of  the  street ;  that  this  mistake 
was  not  discovered  until  July,  1943,  when  a  survey  became 
necessary,  in  applying  for  a  loan  to  finance  the  completion 
of  the  building;  that  it  would  cause  the  owner  undue  hard¬ 
ship  in  having  to  demolish  the  present  front  portion  of  the 
structure,  and  no  present  or  future  benefit  would  be  gained 
for  the  reason  that  the  setback  substantially  conforms^  to 
the  surrounding  setbacks,  and  also  that  the  affected  “E” 
zone  on  this  block  is  of  small  area  disclosed  by  the  map; 
that  Middletown  road  is  zoned  “C”  district  and  Ampere 
avenue  is  zoned  business  use  “C”  district,  and  is  only  100 
ft.  from  the  property  in  question ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committtee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  had  sub¬ 
stantiated  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  zoning  resolution,  and  was  therefore 
entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  area  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  the  requirements  of  the  zoning  resolution  and  all  other 
laws  and  rules  applicable  thereto;  that  the  frame  buildings 
now  on  the  plot,  shall  be  removed  as  soon  as  the  house  is 
completed,  and  no  other  buildings  erected  on  the  lot  other 
than  what  may  be  lawfully  permitted;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

240-44-A 

APPLICANT — Lama  and  Proskauer,  for  McCurrach  Or¬ 
ganization,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1873-1885  Eastern  parkway, 
west  side,  57  ft.  north  of  Atlantic  avenue  and  19 


Olive  place  (Block  1570,  Lots  7,  8,  9  and  31), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  Abraham  Eisner,  Angelo  Cogliano, 
Adele  Cogliano,  Catherine  Tomuccio  and  Mil¬ 
dred  Ceglio. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD— Laid  over  to  May  31,  1944  at  10 
A.  M.  for  decision  by  the  Board  in  conjunction 
with  Calendar  55-44-BZ. 


435-43-A 

APPLICANT— Woman’s  Hospital  in  the  State  of  New 
York,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
rehearing  of  new  proposal  on  new  decision— re 
Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 420-444  West  110th  street, 
south  side,  200  ft.  east  of  Amsterdam  avenue  and 
115-143  West  109th  street  (Block  1864,  Lot  9), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Gordon  Wells. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD— Appeal  reopened  and  restored  to 
calendar  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . .  ® 


222-44-A 

APPLICANT— Micamold  Radio  Corp.,  lessee,  for  Esther 
Hirsch,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 1087-1099  Flushing  avenue,  2- 
16  Porter  avenue,  northwest  corner  and  104-112 
Thames  street  (Block  3014,  Lot  14),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  C.  Eppelsheimer. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . . . .  0 

THE  RESOLUTION  (222-44-A) 

Whereas,  Micamold  Radio  Corporation,  lessee,  for  Esther 
Hirsch,  owner,  filed  on  April  14,  1944,  an  appeal  from  an 
order  and  decision  of  the  fire  commissioner,  affecting  1087- 
1099  Flushing  avenue,  and  2-16  Porter  avenue,  northwest 
corner,  and  104-112  Thames  street  (Block  3014,  Lot  14), 
Borough  of  Brooklyn;  and 

Whereas,  Order  96131-LC,  issued  by  the  fire  commis¬ 
sioner  December  14,  1943,  and  repeated  in  a  decision  of 
the  fire  commissioner,  dated  March  17,  1944,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  and  use  paints,  lacquers, 
etc.,  shows  that  the  following  must  be  done  before  the 
permit  requested  by  you  can  be  issued : 

Forthwith 

1.  Discontinue  the  maintenance  of  any  open  flames 
(lead  melting  pot)  within  floor  area  where  spray  coat¬ 
ing  is  carried  on  or  separate  said  open  flames  or  spark¬ 
ing  device  by  partitions  constructed  of  fireproof  or 
fire-resisting  material.  Rule  6.1.8,  Spray  Rules.” 

and 
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Whereas,  the  applicant  states  that  the  building  is  four 
stories  (SO  ft.)  in  height,  103  ft.  7  in.  by  135  ft.  in  area; 
of  Class  3  construction;  erected  1919;  located  in  an  unre¬ 
stricted  use,  B  area  district  and  used  and  occupied  as  fol¬ 
lows:  cellar,  heating  apparatus,  2  persons;  1st  floor,  storage, 
shipping  and  impregnating,  125  persons;  2nd  floor,  mica  fab¬ 
rication,  225  persons ;  3rd  floor,  capacitor  manufacturing, 
200  persons ;  4th  floor,  capacitor  manufacturing,  200  persons ; 
that  the  building  is  equipped  with  a  two-source  sprinkler 
system  with  A.  D.  T.  Central  Station  alarm,  an  interior 
fire  alarm  system  and  fire  drills  are  maintained  and  that 
there  are  three  3  ft.  8  in.  fireproof  stairs  extending  from 
the  roof  to  the  street;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
erect  an  additional  building  adjoining  the  present  building, 
to  permit  the  relayout  of  the  floors  and  floor  space  and 
entirely  isolate  the  lead  melting  pots,  which  are  the  subject 
of  the  order  herein  appealed;  that  the  applicant  is  engaged 
in  100%  war  work  and  an  application  for  priority  for  con¬ 
struction  of  the  additional  space  is  pending ;  that  several 
months  will  pass  before  approval  of  such  application  and 
some  time  will  pass  before  the  necessary  construction  can 
be  completed,  and  it  is  requested  that  the  Board  permit  the 
continuance  of  the  work  during  such  period ;  that  adequate 
fire  fighting  apparatus  is  maintained ;  that  fire  drills  are 
held  regularly  and  it  is  therefore  requested  that  the  Board 
grant  a  variation  of  the  requirements  of  the  Administrative 
Code,  to  permit  the  operation  of  the  lead  melting  pot  within 
the  3rd  floor  area  where  spray  coating  is  carried  on. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  96131-LC,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
lead  melting  pot  shall  be  removed  for  a  distance  of  at  least 
40  ft.  from  the  spray  booth  or  the  spray  gun  shall  be  inter¬ 
locked  with  the  electric  exhaust  fan  of  the  pray  booth ;  that 
this  variance  shall  continue  only  for  a  term  of  three  (3) 
months ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  the  sprinkler  system  and  other  fire 
fighting  equipment  and  fire  alarm  system  and  fire  drills 
shall  be  maintained  to  the  satisfaction  of  the  fire  com¬ 
missioner. 


MATERIALS  AND  APPLIANCE  SUBMITTED 
FOR  APPROVAL 

800-39-SM 

APPLICANT — U.  S.  Gypsum  Company,  owner. 

SUBJECT — Application  reopened  by  the  Board,  May  9, 
1944  for  amendment  to  include  approval  of  U.  S. 
Gypsum  Company’s  Acoustical  Plaster  Sabinite 
“M”. 

APPEARANCES— 

For  Applicant :  Robert  R.  Heiges. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  Tp  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (800-39-SM) 

\\  hereas,  the  U.  S.  Gypsum  Company,  owner,  filed  on 
June  16,  1939,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  U.  S. 
Gypsum  Plaster,  Red  Top  and  Samson  Brands  (various 
names)  ;  and 

V  hereas,  this  material  was  approved  by  the  Board  on 
November  17,  1942,  on  certain  conditions  ;  and 
\\  hereas,  on  March  23,  1943,  the  application  was  reopened 
and  the  resolution  corrected ;  and 
W  hereas,  the  applicant  requested  an  amendment  of  the 
resolution  to  include  the  approval  of  Acoustical  Plaster 
Sabinite  “M” ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  9,  1944  and  referred  to  the  Committee  on  Tests  of 
the  Board,  for  test  and  report ;  and 


\\  hereas,  the  report  of  the  Committee  on  Tests  reads 
as  follows : 

REPORT  OF  COMMITTEE  ON  TESTS 

May  11,  1944. 

Re:  Cal.  800-39-SM 

Subject:  Acoustical  Plaster  Sabinite  “M”,  approval  of. 

The  Board  under  this  calendar  number  approved  vari¬ 
ous  plasters  in  the  resolution  adopted  November  17, 
1942,  which  included  Sabinite,  38,  A,  B  and  F.  The 
U.  S.  Gypsum  Company  made  a  request,  under  date 
of  May  3,  1944,  that  the  resolution  be  reopened  and 
amended  to  include  an  additional  acoustical  plaster 
known  as  Sabinite  “M”. 

Sabinite  “M”  is  a  refinement  of  Sabinite  “F”  Acousti¬ 
cal  Plaster  and  consists  of  94.4%  gypsum,  complying 
with  A.S.T.M.  C. 22-25  and  other  inert  materials  with 
5.6%  of  fibrous  materials  added  thereto. 

Sabinite  “M”  is  applied  immediately  over  a  wet  and 
unset  brown  plaster  base  coat  or  over  a  set  base  coat 
which  should  be  first  wet  down  before  application  of 
Sabinite  “M”.  The  first  coat  is  applied  in  a  thickness 
of  in.  and  darbied  to  even  the  surface,  after  which 
it  is  left  for  24  hours  before  the  second  or  finished 
coat  is  applied,  after  which  it  is  troweled  smooth.  When 
the  water  disappears  from  the  surface  of  the  finished 
coat,  further  troweling  should  be  used  in  order  to  re¬ 
move  any  imperfections  and  to  provide  a  smooth  finish. 

The  foregoing  covers  the  application  of  Sabinite  “M” 
in  two  coats  for  the  one-half  inch  plaster  surfacing. 
When  three-quarters  of  an  inch  of  this  material  is  ap¬ 
plied,  the  base  coat  of  in.  is  applied  over  which  the 
brown  paster  )4  in.  thick  is  applied  and  finished  with  a 
]/%  in.  finish  coat. 

TESTS 

Sound  absorption  tests  were  made  at  the  Bureau  of 
Standards,  file  VI-2/Tn-90850,  filed  herewith  covering 
the  sound  absorption  of  Sabinite  “M”  as  follows : 

Each  sample  consisted  of  75  square  feet  of  Sabinite 
“M”  applied  on  a  base  coat  of  gypsum  plaster,  which 
was  on  metal  lath.  The  thickness  of  the  base  coat  from 
the  face  of  the  studs  to  the  face  of  the  plaster  was 
J4  inch.  The  frame  to  which  the  metal  lath  was  at¬ 
tached  were  constructed  of  2  x  4’s  approximately  16  in. 
on  centers.  The  acoustic  plaster  was  applied  according 
to  U.  S.  Gypsum  Company  directions.  The  base  coat 
was  thoroughly  dry  when  the  acoustic  plaster  was  ap¬ 
plied.  The  acoustic  plaster  on  both  the  j4-inch  and 
J4-inch  samples  was  applied  in  two  coats.  In  both  cases 
the  second  coat  was  applied  one  day  after  the  first  coat. 
For  the  j^-inch  sample  each  coat  was  inch  thick. 
For  the  34-inch  sample  each  coat  was  34  inch  thick. 
Both  samples  were  finished  with  a  steel  trowel  as  soon 
as  the  moisture  disappeared  from  the  surface  of  the 
plaster.  These  samples  were  allowed  to  dry  thoroughly 
before  the  sound  absorption  measurements  were  made. 
When  the  sound  absorption  measurements  were  made 
the  sample  was  laid  on  the  floor  of  the  reverberation 


chamber.  The  results  of  the  measurements  are  as 
follows : 

Frequency 

(cycles 

Coefficient  of  Sound  Absorption 

per  second)  l/ 

4"  Sabinite  M 

34"  Sabinite  M 

128 

0.16 

0.21 

256 

.26 

.32 

512 

.48 

.62 

1024 

.77 

.79 

2048 

.83 

.74 

4096 

.85 

.85 

Noise  Coefficient 

.60 

.60 

Further  acoustical  tests  on  the  acoustical  properties 
of  Sabinite  “M”  were  conducted  by  the  Riverbank  Lab¬ 
oratories,  report  dated  September  3,  1941,  filed  here¬ 
with,  with  results  as  follows : 
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Test  No. 
41-11B 


Test  No. 
41-1 1 B 


TEST  FOR  ACOUSTICAL  PROPERTIES 


Material  Thickness 

Sabinite  “M”  24" 


Coefficients 


128 

256 

512 

1024 

2048 

4000 

Noise 

.36 

.22 

.55 

.93 

.90 

.87 

.65 

Base 

Gypsum 


DESCRIPTION  OF  MATERIAL 


No.  of  Coats  Application 

Two,  Applied  on 

successive  days 


Weight  of  Dry 
Plaster  per 
Square  Yard 

18.0  lbs. 


Surface 

Smooth 

trowelled 


INCOMBUSTIBLE  TEST 

A  fire  test  to  determine  the  incombustibility  of  Sabin¬ 
ite  “M”  as  defined  under  C26-88.0  was  made  by  R.  W. 
Hunt  Company,  report  dated  April  21,  1944  filed  here¬ 
with  with  details  as  follows : 

A  fire  test  of  Sabinite  “M”  Acoustical  Plaster  was 
made  in  an  atmosphere  of  at  least  1200  deg.  F.  After 
S  minutes  and  again  after  an  additional  35  minutes,  the 
plaster  did  not  smoke,  smoulder,  nor  support  combus¬ 
tion.  The  only  effects  noted  were  a  softening  and  dis¬ 
coloration.  The  softening  was  slight  after  5  minutes 
but  quite  noticeable  after  35  minutes. 

RECOMMENDATIONS 

This  application  was  reopened  by  the  Board  on  May 
9,  1944,  and  referred  to  the  Committee  on  Tests.  The 
committee  has  examined  the  data  filed  as  contained 
herein  and  recommends  that  the  approval  granted  by 
the  Board  under  date  of  November  17,  1942,  as  amended 
March  23,  1943,  be  further  amended,  to  include  Sabinite 
“M”  Acoustical  Plaster,  when  made  and  used  as  de¬ 
scribed  herein  and  provided  the  requirements  of  the 
previous  resolutions  as  to  labelling  and  reporting  are 
complied  with. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  17,  1942, 
(as  corrected  March  23,  1943),  in  accordance  with  the 
above  report  of  Committee  on  Tests. 


274-40-SM 

APPLICANT — City  Steel  Door  Company,  present  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  name  of  owner — re 
Application  for  approval  of  City  3-Hour  Hollow 
Metal  Fire  Door  (previously  approved). 
APPEARANCES— 

For  Applicant :  Samuel  Shear. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (274-40-SM) 

Whereas,  George  E.  Strehan,  for  the  City  Fireproof 
Door  Company,  Inc.,  owner,  filed  March  13,  1940,  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for  the 


approval  of  the  material  known  as  the  City  3-Hour  Hollow 
Metal  Fire  Door ;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
April  16,  1940,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  pertaining  to  the  change  of  ownership. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  16,  1940,  by 
adding  thereto : 

“Whereas,  the  owner,  the  City  Fireproof  Door 
Company  has  advised  under  date  of  May  11,  1944,  that 
this  company  consolidated  with  a  concern  known  as 
the  City  Steel  Door  Company,  and  that  such  City  Steel 
Door  Company  has  acquired  all  of  the  assets  and  equip¬ 
ment  of  the  City  Fireproof  Door  Company. 

Resolved,  that  the  approval  of  the  material  by  the 
Board  on  April  16,  1940,  may  hereafter  be  considered 
as  given  to  the  City  Fireproof  Door  Company,  Incor¬ 
porated,  and  to  the  City  Steel  Door  Company,  as  its 
successor.” 


229-44-SA 

APPLICANT — The  Kaylor  Company,  owner. 

SUBJECT — The  Kaylor  Company’s  M-C-K  Type  B  Regu¬ 
lar  All-Mechanical  Interlock,  M-C-K  Type  C  All- 
Mechanical  Interlock,  M-C-K  Eicon  Type  All-Me¬ 
chanical  Interlock,  M-C-K  Master  Switch  Type 
Electro-Mechanical  Interlock  and  M-C-K  Car  Gate 
Interlocks,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  approved  in  accord¬ 
ance  with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . . .  0 

THE  RESOLUTION  (229-44-SA) 

Whereas,  The  Kaylor  Company,  owner,  filed  on  April 
18,  1944,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  appliance  known  as  The  Kaylor 
Company’s  M-C-K  Type  B  Regular  All-Mechanical  Inter¬ 
lock,  M-C-K  Type  C  All-Mechanical  Interlock,  M-C-K 
Eicon  Type  All-Mechanical  Interlock,  M-C-K  Master 
Switch  Type  Electro-Mechanical  Interlock  and  M-C-K  Car 
Gate  Interlocks ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

May  11,  1944. 

Re:  Cal.  229-44-SA 

Subject:  MCK  Elevator  Interlocks,  approval  of. 

The  Kaylor  Company  of  Peoria,  Illinois,  filed  an 
application  with  the  Board  of  Standards  and  Appeals  for 
the  approval  of  their  elevator  equipment  as  listed  herein 
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under  the  requirements  of  C26-178.0b  and  as  complying 
with  the  test  requirements  of  C26-912.0,  Administrative 
Building  Code. 

DESCRIPTION  OF  M-C-K  TYPE  B  REGULAR 
ALL-MECHANICAL  INTERLOCKS 

Type  M-C-K  interlock  equipment  is  adaptable  to  all 
types  of  hydraulic  elevators  except  those  which  are  rope 
controlled.  This  equipment  is  made  up  of  three  assem¬ 
blies  :  the  door  lock,  the  outside  car  equipment  or  land¬ 
ing  control  mechanism  and  the  inside  car  equipment  or 
power  lock.  The  door  lock  consists  of  a  fork  support¬ 
ing  bracket,  a  fork  engaging  a  roller  attached  to  the 
hoistway  door  and  a  pawl  or  dog  engaging  the  notched 
portion  of  the  fork  and  a  slide  bar  support  and  two 
slide  bars  carrying  rollers.  These  parts  are  connected 
by  means  of  rods  of  a  length  adjusted  to  meet  the 
individual  job  requirements.  This  complete  assembly 
comprises  the  door  lock  proper,  which  consists  of  a 
door  lock  requiring  a  “key”  to  unlock  it  and  the  out¬ 
side  car  equipment  becomes  the  “key”  when  the  door 
is  to  be  opened.  Inasmuch  as  the  “key”  is  on  the  car 
it  is  necessary  that  the  car  be  brought  to  the  landing 
so  the  “key”  can  engage  and  unlock  the  door  lock. 
Upon  opening  the  door  the  door  lock  becomes  the  “key” 
that  locks  the  power  control  through  the  outside  car 
equipment.  The  outside  car  equipment,  the  landing  con¬ 
trol  mechanism,  consists  of  a  frame  carrying  two  cams, 
one  engaging  the  roller  on  the  lower  slide  bar  of  the 
doorlock  unlocking  it  and  the  other  is  engaged  by  the 
roller  on  the  upper  slide  bar.  The  first  cam  does  not 
engage  the  unlocking  roller  until  the  car  is  stopped  at 
the  landing  and  the  control  is  in  neutral  position  as 
this  cam  is  carried  in  a  retired  position  whenever  the 
car  is  in  motion  or  the  control  is  out  of  neutral  posi¬ 
tion.  The  second  cam,  engaged  by  the  top  roller,  is 
connected  to  the  power  lock  and  when  this  cam  is 
actuated,  through  pressure  of  opening  the  door,  the 
power  lock  is  brought  down  to  prevent  movement  of 
the  control  lever.  The  inside  car  equipment  or  power 
lock  consists  of  a  cam  retiring  and  releasing  mechanism 
and  power  locking  mechanism.  As  described  above,  the 
cam  which  engages  the  slide  bar  roller  to  unlock  the 
door  lock  is  carried  in  a  retired  position  but  when  the 
car  is  stopped  at  a  landing  and  the  control  is  neutral¬ 
ized  a  roller,  applied  to  the  control  lever,  depresses  a 
shoe  connected  to  the  first  cam.  Depressing  this  shoe 
moves  the  cam  to  engage  the  slide  bar  roller  which 
raises  the  locking  pawl  in  the  door  lock  unlocking  the 
door.  Bringing  the  car  to  a  landing  and  neutralizing 
the  control  utilizes  the  outside  car  equipment  as  a 
“key”  to  unlock  the  door  lock.  The  car  is  then  at  the 
landing,  the  control  is  in  neutral  and  the  door  lock  is 
unlocked,  although  the  door  is  still  closed.  Upon  start¬ 
ing  to  open  the  door  the  door  lock  becomes  the. “key” 
used  to  lock  the  power  and  the  outside  and  inside  car 
equipments  are  acting  as  locks.  As  soon  as  the  hatch 
door  is  beginning  to  be  opened  the  top  roller  of  the 
door  lock  engages  and  actuates  the  second  cam  of  the 
outside  car  equipment  and  movement  of  this  cam  causes 
the  power  lock  to  drop  into  position  preventing  move¬ 
ment  of  the  control  lever.  At  this  stage  the  hatch  door 
is  open  but  the  car  control  is  locked  in  neutral  position 
and  remains  so  until  the  door  is  closed.  Upon  closing 
the  door  it  becomes  possible  to  move  the  control  lever 
but  as  soon  as  it  is  moved  off  center,  and  before  it  is 
moved  far  enough  to  take  power,  the  first  cam  is  re¬ 
tired.  the  locking  pawl  is  released  and  the  door  is  se¬ 
curely  locked  in  a  closed  position. 

DESCRIPTION  OF  M-C-K  TYPE  C 
ALL-MECHANICAL  INTERLOCKS 

The  M-C-K  Type  C  All-Mechanical  Interlocks  are 
identical  with  Type  B  interlocks  in  so  far  as  the  door 
lock  and  outside  car  equipment  hereinbefore  described 
except  that  the  inside  car  equipment  or  power  lock  is 


designed  for  application  on  a  hand  rope  control.  This 
equipment  consists  of  a  control  lever  which  actuates 
a  clamp  which  grips  the  control  rope  holding  it  immo¬ 
bile.  When  the  control  lever  is  moved  it  causes  the 
clamp  to  engage  and  hold  the  rope  which  also  actuates 
the  first  or  door  unlocking  cam  of  the  outside  car 
equipment  so  the  action  of  clamping  the  control  rope 
is  the  same  as  neutralizing  the  control  lever  in  a  car 
swatch,  lever  or  wheel  controlled  elevator.  Opening  of 
the  door  actuates  the  second  cam  and  causes  a  latch 
to  drop  in  back  of  the  cable  locking  lever  preventing 
movement  of  this  lever  (and  release  of  the  control  rope) 
until  the  hoistway  door  is  closed. 

DESCRIPTION  OF  M-C-K  ELCON  TYPE 
ALL-MECHANICAL  INTERLOCKS 

This  type  of  M-C-K  interlock  is  all-mechanical  and 
is  adaptable  to  all  hydraulic  elevators  and  all  electric 
ones  having  mechanical  brakes.  They  are  comprised  of 
three  assemblies  :  the  door  lock,  the  outside  car  equip¬ 
ment  or  lock  control  mechanism  and  the  inside  car 
equipment  or  power  lock.  The  door  lock  consists  of  a 
fork  supporting  bracket,  a  fork  to  engage  a  roller 
affixed  to  the  hoistway  door  and  a  pawl  or  dog  to 
engage  the  notched  portion  of  the  fork  and  a  slide  bar 
support  and  two  slide  bars  loosely  linked  together  by 
an  eccentric  lever  assembly.  A  roller,  which  engages 
and  is  engaged  by  the  single  cam  of  the  outside  car 
equipment  is  carried  on  the  part  of  the  eccentric  lever 
assembly  which  is  fitted  to  the  upper  slide  bar.  The 
outside  car  equipment  consists  of  a  frame  secured  to 
the  outside  of  the  car  and  carried  a  cam  which  is 
attached  to  two  horizontally  sliding  bars.  The  cam  is 
connected  to  the  inside  car  equipment  by  means  of 
rodding  and  a  lever  and  bell  crank  mechanism.  The 
inside  car  equipment  consists  of  a  sliding  yoke  which 
is  actuated  by  the  motion  of  the  outside  cam  and  when 
moved  into  the  locking  position  neutralizes  the  car 
switch  lever  and  locks  it  in  this  position.  The  cam 
is  actuated  by  the  opening  of  the  door  and  when  the 
door  is  opened  pressure  is  exerted  on  the  cam  and  its 
movement  in  turn  forces  the  control  lever  into  neutral 
and  locks  it  there.  A  similar  unit  is  used  on  wheel  or 
lever  controllers  and  the  cable  locking  unit,  described 
under  Type  C  interlocks,  is  applied  in  connection  with 
hand  rope  controlled  elevators.  These  units  differ  from 
the  Type  B  units  in  that  but  one  cam  and  one  roller 
is  used  and  the  operation  is  designed  around  a  lost 
motion  principle.  The  door  is  locked  by  a  notched  fork 
and  dog.  The  dog  is  released  by  action  of  the  lower 
slide  bar.  Opening  of  the  door  rotates  the  fork  which 
moves  the  upper  slide  bar.  Both  bar  actions  are  passed 
through  the  roller  on  the  eccentric  lever  assembly.  The 
door  lock  is  assembled  to  allow  a  slight  movement  of 
the  fork  but  not  enough,  however,  to  permit  the  door 
being  moved  more  than  a  fraction  of  an  inch.  Taking 
up  this  “lost  motion”  likewise  moves  the  roller  on  the 
slide  bar  slightly. 

The  operation  of  the  interlock  is  as  follows :  With 
the  door  closed  and  locked  the  slide  bar  roller  is  full 
forward.  The  outside  equipment  is  brought  to  the  door 
lock  by  bringing  the  car  to  the  landing.  The  car  equip¬ 
ment  being  placed  on  the  car  so  the  cam  does  not  touch 
the  rollers  of  the  various  door  locks  as  it  travels  up 
and  down  the  hatch  there  is  not  at  this  time  any  con¬ 
nection  between  the  door  lock  and  the  car  equipment. 
The  car  is  at  the  landing  and  the  cam  or  key  is  in 
position  to  unlock  the  lock  but  is  about  in.  to  L6  in. 
away  from  the  roller.  In  starting  the  opening  of  the 
door  the  fork  starts  to  rotate  and  in  doing  so  takes 
up  the  lost  motion  in  the  door  lock  and  this  moves 
the  slide  bar  roller  against  the  cam.  The  cam  offers 
enough  resistance  to  the  roller  to  cause  it,  through 
action  on  the  eccentric  lever,  to  move  the  lower  slide 
bar  releasing  the  fork  by  lowering  the  locking  pawl  or 
dog.  After  this  initial  resistance  of  the  car  equipment 
cam  is  overcome  and  the  fork  is  free,  the  cam  forcing 
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it  back  and  this  motion  of  the  cam  actuates  the  power 
lock  inside  the  car.  These  steps  are  simultaneous  and 
rapid  and  the  door  is  thus  locked  or  unlocked  in  one 
continuous  operation. 

Note:  In  all  application  of  all  types  of  M-C-K  inter¬ 
locks  the  opening  of  the  hatch  door  actuates  the  inter¬ 
lock  units.  Since  there  are  no  levers  to  be  pulled  or  foot 
plungers  to  be  applied  in  order  to  effect  the  final  un¬ 
locking  of  a  door,  the  application  of  M-C-K  units 
eliminates  the  possibility  of  being  “locked  out  of  an 
elevator.  If  the  car  is  at  the  landing  the  hatch  door 
can  be  opened  without  resorting  to  use  of  keys  or 
pry  bars. 

DESCRIPTION  OF  M-C-K  MASTER  SWITCH 
TYPE  ELECTRO-MECHANICAL  INTERLOCKS 

These  units  are  identical  with  the  Eicon  devices  de¬ 
scribed  in  preceding  paragraphs  in  every  particular  ex¬ 
cept  the  power  controlling  unit.  Instead  of  actuating 
a  mechanical  power  lock  the  movement  of  the  cam  of 
the  outside  car  equipment  actuates  a  metal  clad  mercury 
tube  switch.  This  switch  is  wired  into  the  car  conti  ol 
circuit  so  as  to  cut  the  flow  of  current  to  the  car  con¬ 
trol  when  the  hatch  door  is  open  and  to  re-establish 
the  current  flow  when  the  door  is  closed. 

DESCRIPTION  OF  M-C-K  CAR  GATE 
INTERLOCKS 

These  units  consist  of  the  door  locking  portion  of 
the  devices,  described  under  B,  C,  Eicon  and  Master 
Switch  types,  inter-connected  by  means  of  rods  and 
bell  crank  assemblies,  to  transmit  the  locking  action 
to  the  power  lock,  applied  to  the  car  control  as  de¬ 
sired.  These  units  when  applied  alone  are  connected 
directly  to  the  power  locking  units  but  when  installed 
in  conjunction  with  hatch  door  interlocks  connection 
is  made  to  the  outside  car  equipment  of  the  interlock 
installation.  Slip  sleeves  are  used  in  combined  installa¬ 
tions  so  the  hatch  door  locks  and  the  car  gate  locks 
actuate  the  power  lock  individually  and  in  conjunc¬ 
tion  with  one  another  thus  opening  of  either  the  hatch 
door  or  the  car  gate  locks  the  power  which  remains 
locked  until  both  the  hatch  door  and  the  car  gate  are 
closed. 

TESTS 

Tests  of  the  five  different  types  of  equipment  herein 
described  were  made  at  the  Underwriters’  Laboratories, 
Report  Safety  Appliance  3,  dated  4/5/44,  and  filed 
with  the  application  indicate  that  the  devices  were 
subjected  to  and  satisfactorily  met  the  requirements  of 
the  Administrative  Building  Code  as  follows  : 

Endurance  Test — C26-1 180.0 
Current-Interrupting  T est — C26-1 181 .0 
Test  in  Moist  Atmosphere — C26-1 182.0 
Test  without  Lubricant — C26-1183.0 
Misalignment  Test — C26-1 184.0 
Insulation  Test — C26-1 185.0 

To  meet  the  requirements  of  C26-1 179.0,  the  appli¬ 
cant  has  furnished  computations  of  coefficients  of 
thermal  expansion  between  25  deg.  to  140  deg.  F. 
which  indicate  that  the  device  will  function  properly 
within  such  temperature  limitations. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  M-C-K  Type  B 
Regular  All-Mechanical  Interlock,  M-C-K  Type  C 
All-Mechanical  Interlock,  M-C-K  Eicon  Type  All- 
Mechanical  Interlock,  M-C-K  Master  Switch  Type 
Electro-Mechanical  Interlock  and  M-C-K  Car  Gate 
Interlocks,  as  manufactured  by  the  Kaylor  Company, 


under  C26-191.0  as  meeting  the  requirements  of  C26- 
1179.0  for  use  under  Article  14  entitled  “Elevators” 
Administrative  Building  Code,  provided  the  devices 
are  manufactured  and  used  as  described  herein  and 
that  each  device  shall  bear  a  tag,  or  label  or  decalco- 
mania  reading  as  follows :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  229-44-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of 
this  appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  M-C-K  Type  B 
Regular  All-Mechanical  Interlock,  M-C-K  Type  C  All- 
Mechanical  Interlock,  M-C-K  Eicon  Type  All-Mechanical 
Interlock,  M-C-K  Master  Switch  Type  Electro-Mechanical 
Interlock  and  M-C-K  Car  Gate  Interlocks,  on  condition 
that  the  appliance  be  manufactured,  installed,  used  and 
labelled  stamped  or  tagged  in  accordance  with  the  above 
report. 


Adjourned:  11:25  A.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  MAY  23,  1944 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES 

599-37-BZ 

APPLICANT— Wolf  and  ICohn,  for  DeWitt  Holding  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  for  a  temporary  term  of  two  years, 
partly  in  a  business  use  district  and  partly  in  a 
residence  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1663-1681  St.  Nicholas  avenue, 
west  side,  14  ft.  5  in.  north  of  Fairview  avenue  and 
59-61  Hillside  avenue  (Block  2170,  Lot  129),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  set  for  hearing  June  13,  1944  at  10 
A.  M. 


THE  VOTE  TO  REOPEN—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  ® 
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MINUTES 


802-41 -BZ 

APPLICANT — Max  Horn,  for  Harry  Wilkus,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 219  Beach  26th  street,  west 
side,  100  ft.  south  of  Edgemere  avenue  and  220 
Beach  27th  street  (Block  280,  Lot  10),  Edgemere, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn  and  Harry  Cook. 
For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


803-41-BZ 

APPLICANT — Max  Horn,  for  Harry  Wilkus,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 26-15  Edgemere  avenue  and 
230  Beach  27th  street,  southeast  corner  (Block  280, 
Lot  1),  Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn  and  Harry  Cook. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

— 

115-36-BZ 

APPLICANT — Milton  B.  Weissman,  for  George  Beaudry, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
.  extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  use  of  a 
plot  for  the  parking  of  more  than  five  motor 
vehicles  and  also  automobile  wrecking  for  a  term 
of  two  years. 

PREMISES  AFFECTED — 5283-5291  Kings  highway,  east 
side,  60  ft.  9  in.  north  of  Preston  court  (Block 
7949,  Lot  20),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Gertrude  Weissman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

1  THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (115-36-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the  use  of 
a  plot  of  ground  for  parking  more  than  five  motor  vehicles, 
and  also  automobile  wrecking,  affecting  premises  5283-5291 
Kings  highway,  east  side,  60  ft.  9  in.  north  of  Preston  court 
(Block  7949,  Lot  20),  Borough  of  Brooklyn,  was  granted 
by  the  Board  October  20,  1936,  on  certain  conditions,  per¬ 
mit  extended  May  20,  1941  and  on  May  26,  1942,  the  resolu¬ 
tion  was  amended  and  permit  further  extended  for  a  t^rm  of 
two  years  under  section  7e  of  the  zoning  resolution ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  20,  1936,  as 
amended  by  resolutions  adopted  through  May  26,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 
“that  such  use  may  continue  under  section  7,  sub-di¬ 
vision  e,  for  a  temporary  term  of  two  (2)  years  from 
the  date  of  this  amended  resolution.” 


107-37-BZ 

APPLICANT — William  A.  Eckert,  of  firm  of  Renander 
and  Miller,  for  Grace  Church  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 89-13  to  89-17  164th  street,  east 
side,  and  89-14  to  89-18  165th  street,  west  side, 
112.50  ft.  south  of  89th  (Shelton)  avenue  (Block 
866,  Lot  52),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  A.  Eckert. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (107-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  of  more  than  five  motor  vehicles, 
affecting  premises  89-13  to  89-17  164th  street,  east  side,  and 
89-14  to  89-18  165th  street,  west  side,  112.50  ft.  south  of 
89th  avenue  (Shelton  avenue)  ;  (Block  866,  Lot  52), 
Jamaica,  Borough  of  Queens,  was  granted  by  the  Board 
September  14,  1937,  on  certain  conditions,  permit  extended 
April  23,  1940  and  June  2,  1942,  and  the  applicant  requested 
a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  September  14,  1937,  as 
amended  by  resolution  adopted  by  the  Board  through  June 
2,  1942,  only  so  far  as  it  has  reference  to  the  term  of  the 
permit,  so  that  as  amended,  this  portion  shall  read : 

“granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution; 
and  that  the  parking  use  herein  permitted  may  be  in 
conjunction  with  a  similar  use  on  the  lot  adjoining  to 
the  south,  namely  lot  48,  block  866,  as  permitted  by  the 
Board  under  Cal.  44-38-BZ,  a  variance  for  which  has 
this  day  been  extended  to  May  23,  1946.” 


I 
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44-38-BZ 

APPLICANT— William  A.  Eckert,  for  Gertrude  C.  Vande- 
water,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
temporary  term  of  two  years,  the  parking  of  more 
than  five  motor  vehicles. 


PREMISES  AFFECTED— 89-22  to  89-26  165th  street, 
west  side,  206.15  ft.  south  of  89th  (Shelton)  avenue, 
(Block  866,  Lot  48),  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  William  A.  Eckert. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . . •••  0 


THE  RESOLUTION  (842-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  on  the  same  premises  with  a  multiple  dwelling, 
the  parking  and  storage  of  more  than  five  motor  vehicles, 
affecting  premises  167  Beach  41st  street,  west  side,  271.19 
ft.  south  of  Edgemere  avenue  (Block  324,  Lot  51),  Edge- 
mere,  Borough  of  Queens,  was  granted  by  the  Board  on 
June  16,  1942,  on  certain  conditions  and  on  September  9, 
1942,  the  time  was  extended  to  complete  the  work;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  16,  1942,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  shall  read : 

“granted  under  section  7h,  for  a  temporary  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  that  only  motor  vehicles  of  the 
pleasure-car  type  shall  be  so  stored  and  parked ;  that 
such  motor  vehicles  shall  be  stored  only  on  the  south¬ 
erly  portion  of  the  lot  with  a  frontage  of  30  feet, 
etc.  *  *  *  ” 


THE  RESOLUTION  (44-38-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  district,  for  a  temporary 
period  of  two  years,  the  parking  of  more  than  five  motor 
vehicles,  affecting  premises  89-22  to  89-26  165th  street,  west 
side,  200.15  ft.  south  of  89th  (Shelton)  avenue  (Block  866, 
Lot  48),  Jamaica,  Borough  of  Queens,  was  granted  by  the 
Board  November  9,  1938,  on  certain  conditions,  permit 
extended  October  1,  1940,  June  2,  1942,  and  the  applicant 
requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  November  9,  1938,  as 
amended  by  resolutions  adopted  through  June  2,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  shall  read: 

“granted  under  section  7h,  for  a  temporary  term  of  two 
years  from  the  date  of  this  amended  resolution ;  and 
that  the  parking  use  herein  permitted  ■  may.  be  in  con¬ 
junction  with  a  similar  use  on  the  lot  adjoining  to  the 
north,  namely  lot  52,  block  866,  as  permitted  by  the 
Board  under  Cal.  107-37-BZ,  a  variance  for  which  has 
this  day  been  extended  to  May  23,  1946.” 


842-41-BZ 

APPLICANT — Max  Horn,  for  Gussie  Schradnick,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of 
two  years,  on  the  same  premises  with  a  multiple 
dwelling,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 167  Beach  41st  street,  west 
side,  271.19  ft.  south  of  Edgemere  avenue  (Block 
324,  Lot  51),  Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . .  0 


848-41-BZ 

APPLICANT— Max  Horn,  for  Michael  Cook,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  residence  use  district  for  a  term  of 
two  years,  the  erection  and  maintenance  of  a  build¬ 
ing  to  be  used  for  stores  and  open  air  movie  theatre. 
PREMISES  AFFECTED— 38-01  to  38-05  Boardwalk, 
northwest  corner  of  Beach  38th  street  (Block  320, 
Lot  1),  Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (848-41-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  erection  and  maintenance  of  a  building  to  be 
used  for  stores  and  open  air  movie  theatre,  affecting  premises 
38-01  to  38-05  Boardwalk,  northwest  corner  of  Beach  38th 
street  (Block  320,  Lot  1),  Edgemere,  Borough  of  Queens, 
was  granted  by  the  Board  on  June  9,  1942,  on  certain  con¬ 
ditions,  time  extended  on  September  9,  1942  and  resolution 
amended  on  December  15,  1942;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  9,  1942,  as 
amended  through  December  15,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  shall  read : 

“granted  under  section  7e,  to  permit  the  use  as  proposed, 
for  a  temporary  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution,  on  condition  *  *  * 


1027-41-BZ 

APPLICANT — Max  Horn,  for  Evelyn  Syrkin  Cherry, 
owner  (Louis  Schradnick,  lessee). 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7 h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  Ah  FECTED — 170  Beach  42nd  street,  east 
side,  97  ft.  north  of  Boardwalk  (Block  324,  Lot 
13),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  Mrs.  Max  Horn. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (1027-41-BZ) 

Whereas,  this  application  under'  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  afifecting  premises  170  Beach  42nd  street, 
east  side,  97  ft.  north  of  Boardwalk  (Block  324,  Lot  13), 
Edgemere,  Borough  of  Queens,  was  granted  by  the  Board 
on  June  16,  1942,  on  certain  conditions  and  on  September  9, 
1942,  time  was  extended  to  complete  the  work;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  16,  1942  as 
amended  on  September  9,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  shall  read : 


“granted  under  section  7h,  for  a  temporary  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  *  *  *  ” 


[ 


389-42-BZ 

APPLICANT — Lama  and  Proskauer,  for  Dominick  Carl 
Carena,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
alteration, and  extension  of  a  gasoline  service  sta¬ 
tion. 


PREMISES  AFFECTED — 82-16  to  82-20  Astoria  boule¬ 
vard  and  24-08  to  24-12  83rd  street,  southwest 
corner  (Block  1094,  Lot  6),  Jackson  Heights,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (389-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  altera¬ 
tion  and  extension  of  a  gasoline  service  station,  affecting 
premises  82-16  to  82-20  Astoria  boulevard  and  24-08  to  24-12 
83rd  street,  southwest  corner  (Block  1094,  Lot  6),  Jackson 
•  Heights,  Borough  of  Queens,  was  granted  by  the  Board  on 
June  22,  1943,  on  certain  conditions;  and 


Whereas,  the  applicant  requested  an  extension  of  time 
to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  22,  1943,  only  so 
far  as  it  has  reference  to  the  completion  of  the  work,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read: 
“that  in  view  of  statement  by  applicant  that  all  permits 
have  been  obtained,  all  work  shall  be  complete  within 
one  year  from  the  date  of  this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

660- 42-S 

661- 42-S 

APPLICANT — Amos  F.  Thiergardt,  for  E.  R.  Squibb  and 
Sons,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
and  decisions  of  the  fire  commissioner  and  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 2-46  Doughty  street,  1-35  Vine 
street  and  17-29  Columbia  heights  (Block  204,  Lots 
1  to  21,  inclusive)  entire  block  bounded  by  Colum¬ 
bia  heights,  Vine  street,  McKenney  street  and 
Doughty  street  (East  Building  Group)  and  18-42 
and  50-62  Columbia  heights,  2-14  Doughty  street, 
15-65  Furman  street,  affecting  all  of  Block  203  and 
all  of  Block  208,  except  Lot  12,  (West  Group 
Buildings),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Amos  F.  Thiergardt. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy  .  3 

Negative:  Commissioner  Savage  .  1 

THE  RESOLUTION  (660-42-S) 

(661-42-S) 


Whereas,  Amos  F.  Thiergardt,  for  E.  R.  Squibb  and 
Sons,  owner,  filed  September  2,  1942,  an  appeal  from  orders 
and  decisions  of  the  fire  commissioner  and  a  decision  of  the 
borough  superintendent,  affecting  2-46  Doughty  street,  1-35 
Vine  street  and  17-29  Columbia  Heights  (Block  204,  Lots 
1  to  21,  inclusive)  entire  block  bounded  by  Columbia 
Heights,  Vine  street,  McKenney  street  and  Doughty  street 
(East  Building  Group),  and  18-42  and  50-62  Columbia 
Heights,  2-14  Doughty  street,  15-65  Furman  street,  affecting 
all  of  Block  203  and  all  of  Block  208,  except  Lot  12  (West 
Group  Buildings),  Borough  of  Brooklyn;  and 

Whereas,  Order  8783-LF,  issued  by  the  fire  commis¬ 
sioner,  May  20,  1942,  reads : 

“1.  Provide  an  adequate  closed  circuit  interior  fire 
alarm  system  in  accordance  with  the  rules  of  the  Board 
of  Standards  and  Appeals.  Plans  and  specifications  of 
above  system  to  be  filed  with  this  Department  for  ap¬ 
proval  before  same  is  installed.  Section  279,  of  the 
Labor  Law.” 
and 

Whereas,  Order  8784-LF,  issued  by  the  fire  commissioner 
May  20,  1942,  reads: 

“An  inspection  of  the  premises  1-11  Vine  st.,  16-22 
Doughty  st.  East  Squibb  Building  No.  4,  17-29  Colum¬ 
bia  Heights,  Borough  of  Brooklyn  shows  that  a  fire 
drill  should  be  established  and  maintained  therein  ac¬ 
cording  to  the  requirements  of  Section  279  of  the  Labor 
Law.” 
and 

Whereas,  Order  8785-LF,  issued  by  the  fire  commis¬ 
sioner  May  20,  1942,  reads: 

“Premises:  East  Squibb  Building  No.  4,  17-29  Colum¬ 
bia  Heights,  1-11  Vine  street;  16-22  Doughty  street. 

4.  Remove  the  panic  bolts  from  street  entrance  doors 
of  required  exit  stairways  south  side  of  building.  Sec¬ 
tion  272  of  the  Labor  Law. 
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5.  Provide  a  separate  2  inch  fill  line  independently  of 
sprinkler  riser  to  sprinkler  gravity  water  supply  ^tank. 
Sprinkler  rules  Board  of  Standards  and  Appeals. 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
October  2,  1942,  reads : 

“In  response  to  your  communication  of  September 
28th  relating  to  Item  No.  5  of  the  above  mentioned 
order,  you  will  please  be  advised  that  your  request  for 
rescindment  of  the  recommendation  cannot  be  granted. 

The  rules  of  the  Board  of  Standards  and  Appeals  cov¬ 
ering  sprinkler  systems  has,  at  all  times,  required  that 
a  separate  and  independent  fill  line  be  required  for  the 
sprinkler  tank.  This  requirement  may  be  modified  only 
by  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  Order  8746-LF,  issued  by  the  fire  commis¬ 
sioner,  dated  May  18,  1942,  reads : 

“Premises:  Palmer  Bldg.  No.  1-44-48  Doughty  st.  and 
31-35  Vine  street,  Brooklyn. 

5.  Remove  the  panic  bolts  off  street  entrance  doors  of 
required  exit  stairway,  south  side  of  building  as  same 
constitutes  a  locked  door  under  Section  272  of  the 
Labor  Law.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
June  23,  1942,  reads: 

“This  is  to  advise  you  that  smoking  is  prohibited  in 
all  portions,  floors  or  buildings  connected  with  your  fac¬ 
tory.  This  includes  the  cafeteria,  the  offices, _  etc.  Any 
decision  which  may  have  been  given  you  previously  con¬ 
trary  to  this  recent  interpretation  is  to  be  disregarded. 

Under  the  present  ruling  permits  for  persons  to  smoke 
in  any  factory  or  part  of  a  factory  in  New  York  City 
may  be  obtained  only  through  an  application  to  the 
Board  of  Standards  and  Appeals,  Municipal  Building, 
Manhattan.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
August  26,  1942,  reads : 

“We  are  in  receipt  of  your  letter  of  August  24 
wherein  you  request  redating  of  Orders  Nos.  8783LF, 
8784LF,  8803LF,  8802LF,  and  letter  of  June  23,  1942, 
denying  your  application  for  permission  for  your  em¬ 
ployees  to  smoke  on  the  premises. 

Inasmuch  as  it  is  not  the  policy  of  this  Department 
to  redate  orders,  your  request  is  hereby  denied.” 

and 

Whereas,  Order  8802-LF,  issued  by  the  fire  commis¬ 
sioner,  dated  May  21,  1942,  reads : 

“An  inspection  of  the  premises  47-53  Furman  street, 
New  Lentheric  Building  No.  7,  Borough  of  Brooklyn, 
shows  that  a  fire  drill  should  be  established  and  main¬ 
tained  therein  according  to  the  requirements  of  Section 
279  of  the  Labor  Law.” 

and 

Whereas,  Order  8803-LF,  issued  by  the  fire  commis¬ 
sioner  May  21,  1942,  reads : 

“An  inspection  of  the  premises  West  Squibb  Bldg. 
No.  5  and  West  Squibb  Ext.  No.  6,  18-42  Columbia 
Fights.,  2-14  Doughty  street  and  15-45  Furman  street, 
Borough  of  Brooklyn,  shows  that  a  fire  drill  should  be 
established  and  maintained  therein  according  to  the 
requirements  of  Section  279  of  the  Labor  Law. 

and 

Whereas,  the  Order  8804-LF,  issued  by  the  fire  commis¬ 
sion  May  21,  1942,  reads: 

“2.  Remove  the  panic  bolts  from  street  entrance 
doors  of  required  exit  stairways  on  the  east  side  of 
building.  Section  272  of  the  Labor  Law. 

and 


Whereas,  the  decision  of  the  .borough  superintendent  on 
Alt.  Applic.  2153-43,  dated  January  6,  1944,  reads: 

“11.  Doors  leading  leading  to  fire  tower  are  less  than 
3  ft.  8  in.  wide,  contrary  to  Sec.  270,  sub.  5. 

12.  Partition  arrangement  on  the  9th  floor  obstructs 
ready  access  to  fire  tower,  Sec.  270,  sub.  3. 

13.  Holes  in  floors  are  contrary  to  Sec.  270,  sub.  7. 

14.  Ornamental  stairs  from  3rd  floor  to  street  (2nd 
floor  level)  are  not  fully  enclosed,  contrary  to  Sec.  270, 
sub.  4  and  revolving  door  at  2nd  floor  is  contrary  to 
sub.  5,  same  section. 

17.  Panic  bolts  on  doors  from  stair  halls  to  street 
are  contrary  to  Sec.  272,  sub.  3. 

18.  Wire  mesh  screens  on  exterior  windows  are  con¬ 
trary  to  Sec.  232,  sub.  3. 

Note:  All  of  the  above  sections  refer  to  the  Labor 
Law.” 

and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  January  6,  1944,  Alt.  Applic.  2154-43,  reads: 

“8.  The  stated  occupancy  of  the  5th  and  the  12th 
floors  exceeds  the  capacity  of  the  stairs  S278. 

12.  The  fire  tower  is  not  readily  accessible  from 
all  parts  of  the  11th  floor  S270,  Sub.  3. 

15.  Holes  and  chute  openings  in  floor  are  contrary 
to  S270,  Sub.  7. 

16.  Panic  bolts  on  doors  from  stairhall  to  street  are 
contrary  to  S272,  Sub.  3. 

17.  Screens  on  exterior  windows  are  contrary  to 
S272,  Sub.  3. 

19.  The  stairs  from  the  basement  to  the  1st  floor  do 
not  comply  with  the  requirements  of  S270,  Sub.  4  in 
that  they  are  not  fully  enclosed  in  FP  partition  on 
the  1st  floor,  they  are  less  than  3  ft.  8  in.  wide,  and 
do  not  open  directly  into  the  street ;  and  with  S270, 
Sub.  5  in  that  the  doors  do  not  swing  in  direction  of 
exit. 

21.  Locking  device  on  door  in  wire  screen,  4th  floor, 
center  stairs,  Columbia  Heights,  front,  is  contrary  to 
Sec.  273,  Sub.  3. 

22.  Wood  Office  partitions  on  11th  floor  are  con¬ 
trary  to  S244,  Sub.  5  and  S270,  Sub.  6. 

23.  Adequate  water  closet  facilities  for  women  on 
1st  floor  not  provided. 

Note  :  Section  numbers  above  refer  to  the  Labor 
Law.” 

and 

Whereas,  the  applicant  states  that  the  east  building  group 
is  7  and  13  stories  (149  ft)  in  height;  103  ft.  by  357  ft. 
in  area;  of  Class  1  and  Class  3  construction;  erected  1925; 
located  in  an  unrestricted  use  district  and  used  and  occupied 
as  follows  :  1st  floor,  milling  and  receiving  department,  18 
persons;  2nd  floor,  offices,  machine  shop,  receiving  depart¬ 
ment  and  storage,  72  persons ;  3rd  floor,  offices  and  locker 
rooms,  87  persons;  4th  floor,  packaging,  offices  and  storage, 
150  persons;  5th  floor,  packaging,  offices  and  storage,  163 
persons ;  6th  floor,  storage,  manufacturing  and  packaging, 
15  persons;  7th  floor,  manufacturing  and  offices,  32  per¬ 
sons;  8th  floor,  manufacturing  (pharmacy)  and  packaging, 
25  persons;  9th  floor,  laboratory,  library  and  storage,  60 
persons;  10th  floor,  manufacturing,  6  persons;  11th  floor, 
manufacturing,  8  persons;  12th  floor,  manufacturing,  2  per¬ 
sons;  13th  floor,  storage  (water  tanks)  no  persons;  and 

Whereas,  the  applicant  states  that  the  east  building  group 
is  equipped  with  a  sprinkler  system,  standpipe  system,  4 
interior  stairs,  48  in.  wide,  concrete  construction,  with  fire¬ 
proof  enclosure,  equipped  with  Underwriters  Class  B  doors 
and  extending  from  roof  bulkhead  directly  to  the  street; 
that  two  of'  these  stairs  are  located  in  the  13th  story  por¬ 
tion  and  two  in  the  7th  story  portion;  that  there  is  one 
fire  escape  extending  to  roof  and  to  street  with  fireproof 
windows  on  the  course  thereof ;  and 
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Whereas,  Certificate  of  Occupancy  31997  was  issued 
February  21,  1925,  for  premises  17-27  Columbia  Heights, 
northeast  corner  Vine  street  and  southeast  corner  Doughty 
street,  permitting  the  following  occupancy:  1st  floor  (base¬ 
ment),  17  persons;  2nd  floor,  26  persons;  3rd  floor,  105 
persons ;  4th  floor,  67  persons ;  5th  floor,  70  persons ;  6th 
floor,  21  persons;  7th  floor,  28  persons;  8th  floor,  25  per¬ 
sons;  9th  floor,  38  persons;  10th  floor,  14  persons;  11th 
floor,  12  persons;  12th  and  13th  floors,  tank  storage,  no  per- 
j  sons ;  and 

W  hereas,  the  applicant  states  that  the  west  building 
group  is  four,  7  and  12.  stories  (162  ft.)  in  height;  460  ft. 
by  152  ft.  in  area;  of  Class  1  and  Class  3  construction; 
erected  in  1928  and  1941  ;  located  in  an  unrestricted  use 
district,  and  used  and  occupied  as  follows :  Cellar,  tank 
storage,  (oils),  2  persons;  1st  floor,  shipping  department, 

L  boiler  room  and  manufacturing,  40  persons ;  2nd  floor,  fin¬ 
ished  stock  storage  and" offices,  18  persons;  3rd  floor,  finished 
stock  storage  and  carpenter  shop,  30  persons;  4th  floor, 
finished  stock  storage  and  packing,  95  persons;  5th  floor, 
packaging— retail  goods— offices,  248  persons ;  6th  floor, 
storage,  manufacturing  laboratory,  offices,  28  persons ;  7th 
floor,  printing  department,  storage  and  packaging,  126  per¬ 
sons  ;  8th  floor,  manufacturing  col.  tubes,  storage  and  offices, 

I  61  persons;  9th  floor,  manufacturing  col.  tubes,  storage  and 
offices,  55  persons ;  10th  floor,  manufacturing  and  storage, 
140  persons;  11th  floor,  offices  and  storage,  230  persons; 
12th  floor,  cafeterias,  350  persons ;  and  proposed  to  be 
occupied  as  follows,  without  change  of  use:  Cellar,  2  per¬ 
il  sons;  1st  floor,  70  persons;  2nd  floor,  23  persons;  3rd  floor, 

47  persons;  4th  floor,  122  persons;  5th  floor,  248  persons; 
6th  floor,  111  persons;  7th  floor,  45  persons;  8th  floor,  51 
persons;  9th  floor,  67  persons;  10th  floor,  82  persons;  11th 
j  floor,  148  persons;  12th  floor,  400  persons;  and 

Whereas,  the  applicant  states  that  the  west  building 
group  is  equipped  with  7  interior  fireproof  stairs  enclosed 
in  fireproof  partitions,  equipped  with  Underwriters  Class 
;  •  B  doors  and  extending  from  roof  bulkhead  to  street,  45  in. 
in  width  and  three  exterior  fire  escapes  extending  to  roof 
and  to  street  with  fireproof  windows  on  the  course  thereof  • 
j  and 

Whereas,  the  applicant  contends  as  to  the  decision  of 
the  borough  superintendent  dated  January  6,  1944,  on  Alt. 
Applic.  2153-43  affecting  the  east  building  group,  as  fol¬ 
lows:  As  to  Objection  11,  that  an  examination  of  the  build¬ 
ing  discloses  that  all  exit  doors  leading  to  fire  towers  are 
3  ft.  8  in.  in  width  or'  wider;  that  the  applicant  agrees  in 
;  the  event  any  door  leading  to  fire  tower  is  discovered  to 
be  less  than  3  ft.  8  in.  in  width,  this  condition  will  be 
corrected;  as  to  Objection  12,  that  the  partition  on  the  9th 
I  floor  referred  to  is  constructed  of  4  in.  terra  cotta  blocks 
and  will  be  rearranged  so  as  to  provide  a  3  ft.  8  in.  clear 
passageway  directly  to  stairs;  as  to  Objection  13,  that  this 
objection  refers  to  holes  in  floors  for  future  pipe  installa¬ 
tion;  that  these  holes  are  equipped  with  steel  pipe  sleeves 
temporarily  plugged  with  concrete;  as  to  objection  14,  that 
the  stairs  in  question  are  enclosed  with  6  in.  terra  cotta 
blocks  plastered  both  sides,  terminating  in  the  open  lobby, 
separated  from  the  balance  of  .the  2nd  story  by  fireproof 
enclosure  and  lead  directly  to  the  street;  that  these  stairs 

j  serve  the  2nd  story  office  portion  and  the  1st  story  office 

and  mechanic  shop;  that  these  portions  are  not  devoted  to 
factory  occupancies  within  the  meaning  of  the  Labor  Law; 

■  as  to  Objection  17,  that  the  panic  bolts  referred  to  are 

installed  on  the  street  exit  double  doors  leading  to  Vine 
street  at  second  story  level  and  are  required  to  be  main¬ 
tained  by  the  U.  S.  Army  Plant  Protection  Service  in  order 
to  prevent  the  entry  of  unauthorized  persons;  as  to  Objec¬ 
tion  18,  that  the  screens  referred  to  are  on  the  1st  and  2nd 
floor  windows  and  are  required  to  be  maintained  by  the 
U.  S.  Army  Plant  Protection  Service  to  prevent  sabotage; 
that  there  are  adequate  exits  to  the  street  from  these  floor 
areas ;  that  the  windows,  which  are  protected  by  screens, 
are  typical  factory  sash  type  which  cannot  be  used  for  exit 
in  any  event ;  and 

W hereas,  the  applicant  contends  as  to  the  borough  super¬ 
intendent’s  decision  dated  January  6,  1944  on  Alt.  Applic. 
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2154-43,  affecting  the  west  building  group,  as  follows: 
As  to  Objection  8,  that  the  allowable  occupancy  on 
the  5th  floor  is  238  persons  and  the  actual  occupancy 
is  248  and  that  this  excess  of  ten  persons  is  a  tempo¬ 
rary  condition  due  only  to  the  necessity  of  maintaining 
a  high  rate  of  production  in  connection  with  the  war  effort ; 
that  the  12th  floor  allowable  occupancy  is  238  and  the  actual 
occupancy  is  400  persons;  that  this  high  occupancy  of  400 
persons  is  due  only  to  the  existence  of  a  cafeteria  for  em¬ 
ployees’  luncheons  on  the  12th  floor;  that  during  the  lunch 
hour  periods  when  the  cafeteria  has  its  peak  occupancy, 
the  occupancy  of  the  lower  floors  is  reduced  accordingly 
and  therefore  the  number  of  persons  which  can  be  accom¬ 
modated  by  the  stairs  is  not  exceeded  in  its  entirety;  as  to 
Objection  12,  that  the  fire  tower  in  question  is  readily 
accessible  from  all  parts  of  the  11th  floor;  that  the  borough 
superintendent’s  decision  is  undoubtedly  based  on  the  ex¬ 
istence  of  a  partition  of  incombustible  material  which  exists 
on  the  11th  floor  between  the  factory  portion  and  the  office 
portion;  that  this  partition  is  constructed  of  4  in.  terra  cotta 
blocks  and  equipped  with  a  pair  of  3  ft.  wide  kalamein 
self-closing  doors  opening  to  the  office  portion  and  the 
occupancy  of  the  factory  portion  does  not  exceed  five  per¬ 
sons  and  thus  could  be  easily  accommodated  by  the  means 
of  egress  available  to  this  portion  without  consideration  of 
the  horizontal  means  of  egress  through  the  office  portion; 
as  to  Objection  15,  that  the  steel  enclosed  spiral  chute  open¬ 
ings  which  extend  from  the  2nd  to  4th  floors  are  equipped 
with  self-closing  doors,  so  arranged  as  to  be  actuated  by 
fusible  links ;  that  these  chutes  are  only  used  for  the  trans¬ 
mission  of  merchandise  between  floors  to  facilitate  loading 
operations ;  that  the  open  rectangular  merchandise  chutes 
extend  from  1st  to  3rd  floors  and  are  protected  by  steel 
baffle  shields  extending  from  ceiling  and  protected  by 
sprinkler  heads,  so  as  to  prevent  the  transmission  of  fire 
between  floors;  that  the  holes  referred  to  in  the  Borough 
Superintendent’s  objection  consist  of  holes  installed  for 
future  pipe  installations  and  have  been  temporarily  closed 
with  removable  concrete  slabs  set  in  the  steel  sleeves;  as 
to  Objection  16  (and  F.  D.  Order  8804-LF,  Item  2),  that 
the  panic  bolts  in  question  are  located  as  follows:  On  all 
of  the  street  exit  doors  from  stairways,  the  fire  tower 
entrance  leading  to  Doughty  street  at  the  northeast  corner 
of  the  first  floor  of  building,  first  floor  exit  from  center  stair¬ 
way  leading  to  driveway  which  leads  to  Furman  street, 
double  door  leading  to  Columbia  Heights,  second  story 
level  from  fire  tower  located  on  the  Columbia  Heights 
front  at  the  entrance  of  the  west  building,  as  indicated  on 
drawings  filed  with  this  appeal  September  2,  1942 ;  that  these 
panic  bolts  are  required  to  be  maintained  by  the  Plant 
Protection  Service  of  the  U.  S.  Army  in  order  to  prevent 
sabotage;  as  to  Objection  17,  that  the  screens  in  question 
are  located  only  on  the  1st  floor  windows  and  serve  as  pro¬ 
tection  against  damage  and  sabotage  and  are  required  to 
be  maintained  by  the  U.  S.  Army  Plant  Protection  Service; 
as  to  Objection  19,  that  the  stairs  in  question  are  not  re¬ 
quired  exits  under  the  Labor  Law;  that  the  basement  is 
not  used  for  manufacturing  and  the  number  of  employees 
therein  does  not  exceed  two  persons;  as  to  Objection  21, 
that  the  locking  device  on  door  in  wire  screen,  4th  floor 
center  stairs,  Columbia  Heights  front,  is  an  easy  opening 
latch  and  is  necessary  to  prevent  sabotage  of  the  valuable 
products  and  medicinal  preparations  stored  in  this  portion 
of  the  building;  as  to  Objection  22,  that  the  wood  office 
partitions  referred  to  are  -located  in  a  portion  of  the  build¬ 
ing  which  is  separated  from  the  manufacturing  portion  by 
a  4  in.  terra  cotta  partition  equipped  with  a  pair  of  3  ft. 
kalamein  self-closing  doors  opening  in  the  direction  of  egress 
from  the  factory  portion;  that  these  partitions  are  neces¬ 
sary  for  the  operation  of  the  office  facilities  and  since  the 
entire  area  is  sprinklered  and  the  office  is  separated  from 
the  factory  portion  by  partitions  of  incombustible  material, 
it  is  felt  that  there  is  compliance  with  the  Labor  Law  in 
this  respect;  as  to  Objection  23,  that  the  inadequacy  of  the 
water  closet  facilities  for  women  on  the  1st  floor  is  a  tem¬ 
porary  condition  caused  by  the  increase  in  production  neces¬ 
sary  to  further  the  war  effort ;  that  other  facilities  have 
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been  provided  on  the  2nd  and  3rd  floors  accessible  from 
the  1st  floor  by  either  stairs  or  elevators  which  are  ample 
to  accommodate  the  female  employees  on  the  1st  floor ; 
as  to  the  Fire  Commissioner’s  decision  relative  to  permit¬ 
ting  smoking  in  the  building,  it  is  proposed  that  permission 
be  granted  to  permit  smoking  by  employees  in  the  men  s 
and  women’s  toilets  and  rest  rooms  and  throughout  the 
office  portion  of  the  building ;  that  this  smoking  is  necessary 
to  increase  production  which  is  essential  to  the  war  effort; 
that  the  areas  where  permission  is  requested  to  smoke  are 
all  separated  from  the  manufacturing  portion  of  the  build¬ 
ing  by  partitions  of  incombustible  materials  and .  receptacles 
will  be  provided  to  permit  the  employees  to  deposit  discarded 
cigar  and  cigarette  butts ;  as  to  the  Fire  Department  Order 
8783-LF  and  Order  8784-LF  requiring  a  fire  alarm  and 
drill,  that  this  requirement  is  only  due  to  the  over-occupancy 
resulting  from  the  war  effort  and  is  the  same  as  the  matter 
considered  by  the  Board  under  Cal.  Nos.  620-29-S  and 
621-29-S;  that  the  present  occupancy  will  be  reduced  to 
the  occupancy  legally  permitted  at  the  termination  of  the 
present  emergency;  as  to  Fire  Department  Orders  8785-LF, 
Item  4  and  8746-LF,  Item  5,  that  panic  bolts  in  question 
are  located  as  shown  on  plans  filed  with  this  appeal  and 
are  required  to  be  maintained  to  minimize  the  possibility  of 
sabotage  in  this  plant  which  is  devoted  to  war  production ; 
as  to  Item  5  of  Fire  Department  Order  8785-LF,  issued 
by  the  fire  commissioner,  that  the  existing  2  in.  fill  line 
for  the  sprinkler  system  consists  of  a  2  in.  line  from  the 
city  main  to  sprinkler  riser  and  was  installed  under  Plan 
No.  1300-24,  approved  by  all  City  Departments  having 
jurisdiction  and  no  change  has  been  made  since  the  approval 
and  installation;  that  the  installation  is  working  satisfac¬ 
torily;  that  this  2  in.  line  is  used  only  to  maintain  the 
water  level  in  the  sprinkler  tank ;  that  the  main  source  of 
supply  in  the  event  of  emergency  is  by  an  8  in.  line  to 
sprinkler  tank  fed  by  a  fire  pump  as  indicated  on  approved 
sprinkler  plans;  as  to  Fire  Department  Order  8802-LF  and 
Fire  Department  Order  8803-LF,  it  is  contended  that  while 
there  is  a  slight  excess  in  occupancy  on  the  5th  floor,  com¬ 
pliance  with  the  requirements  of  the  order  should  not  be 
insisted  upon,  due  to  this  excess  occupancy  of  ten  persons 
as  the  condition  will  be  maintained  in  compliance  with  the 
requirements  of  the  Labor  Law  after  cessation  of  the  present 
emergency;  that  the  excess  occupancy  in  the  cafeteria  on 
the  12th  floor  should  not  be  considered  cause  for  the  in¬ 
stallation  of  a  fire  alarm  and  drills  as  required  by  the  fire 
commissioner’s  orders,  in  view  of  the  fact  that  while  the 
cafeteria  is  so  occupied,  the  lower  floors  are  drained  of 
these  occupants  so  that  the  capacity  of  the  stairs  is  not 
exceeded  as  far  as  its  ability  to  evacuate  the  building  in 
in  the  event  of  emergency  is  concerned;  and 

Whereas,  the  Board  is  in  receipt  of  a  recommendation 
dated  January  27,  1944  from  the  Plant  Security  Branch  of 
the  Second  Service  Command  of  the  U.  S.  Army,  which 
reads  as  follows  : 

“With  reference  to  your  letter  of  January  20th  re¬ 
garding  security  measures  of  the  above  captioned  plant, 
the  following  several  recommendations  were  submitted 
by  Inspector  Merrill  as  a  result  of  a  security  inspection 
on  December  30,  1943. 

The  recommendation  regarding  permit  for  smoking 
in  restricted  areas  under  safe  conditions  for  the  dura¬ 
tion  is  made  only  in  the  interest  of  war  production  em¬ 
ployee  morale : 

(1)  Employees  should  be  permitted  to  smoke  in  the 
men’s  and  women’s  toilets  and  rest  rooms  and  in  the 
office  portions  of  the  buildings,  providing  a  suitable 
number  of  match  and  cigarette  butt  receptacles  are  pro¬ 
vided  in  these  areas. 

(2)  Maintain  panic  bolts  on  the  stair  tower  doors 
leading  to  Vine  street,  second  story. 

(3)  Maintain  substantial  wire  mesh  screens  on  the 
first  and  second  story  windows.” 

and 

Whereas,  these  appeals  are  from  decisions  of  the  Fire 
Commissioner  affecting  a  group  of  buildings  on  both  sides 


of  Columbia  Heights,  as  to  orders  8783-LF,  8784-LF, 
8785-LF,  8746-LF,  8802-LF,  8803-LF,  8804-LF,  and  de¬ 
cisions  dated  June  23,  1942,  and  the  decisions  of  the  Borough 
Superintendent,  acting  on  Alt.  Applic.  2153  of  1943  and  Alt. 
2154-43;  and 

Whereas,  the  orders  and  decisions  involve  the  permitted 
occupancy  as  affected  by  the  sprinkler  system,  enclosure  and 
width  of  stairs,  and  the  requirement  for  fire  alarms  and 
fire  drills,  and  also,  panic  bolts,  screened  windows,  certain 
structural  defects  and  smoking;  and 

Whereas,  the  group  of  buildings,  with  minor  exceptions, 
is  protected  by  a  multiple  system  of  sprinklers  supplied  from 
adequate  sources,  all  of  which  have  been  voluntarily  in¬ 
stalled  and  for  part  of  which  plans  have  been  previously 
filed  and  approved,  and  the  entire  sprinkler  protection  is 
being  maintained  to  the  satisfaction  of  the  N.  Y.  Fire 
Insurance  Exchange;  and 

Whereas,  the  main  question  presented  is  whether,  for 
the  purpose  of  computing  permitted  occupancy,  the  sprinkler 
system  may  be  accepted  as  complying  with  the  requirements 
of  the  Labor  Law,  and  whether,  if  so  accepted,  fire  alarms 
and  fire  drills  are  also  necessary. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law  and  that  the  appeals  be  and  they  hereby  are  granted  on 
condition  as  to  orders  8783-LF,  8784-LF,  8802-LF  and 
8803-LF,  that  the  sprinkler  system  shall  be  maintained 
as  proposed  and  as  approved  by  the  New  York  Fire  In¬ 
surance  Exchange,  as  shown  on  plan  4619,  dated  October 
19,  1942,  provided  the  occupancy  throughout,  except  as 
hereafter  noted,  shall  not  exceed  the  capacity  of  the  means 
of  exit  with  extra  allowance  of  50%  for  the  sprinkler 
systems  for  the  buildings  which  are  sprinklered ;  that,  as 
to  order  8785-LF,  item  5,  the  existing  2-inch  fill  line  to 
dead  riser  may  be  accepted,  provided  such  check  valves 
shall  be  maintained  as  the  fire  commissioner  shall  require; 
as  to*  orders  8785-LF,  item  4,  8746-LF,  item  5,  and  8804-LF, 
item  2,  panic  bolts  may  be  installed  on  such  exit  doors  lead¬ 
ing  directly  to  streets  as  are  indicated  on  plans  filed  with 
these  appeals,  marked  “Received  Sept.  2,  1942”  ;  that  such 
panic  bolts  shall  be  of  an  approved  type ;  that  this  variance 
as  to  panic  bolts  shall  continue  only  during  the  term  of 
the  present  emergency;  that  the  decision  of  the  fire  com¬ 
missioner  dated  June  23,  1942,  as  repeated  August  26, 
1942,  as  to  smoking,  be  modified  on  condition  that  smoking 
shall’  be  prohibited  throughout  the  buildings,  except  in  the 
locations  proposed,  namely,  Men’s  and  Women’s  toilets 
and  rest  rooms,  rooms  occupied  for  office  work  and  in  the 
cafeteria  in  building  No.  5 ;  that  in  all  other  respects, 
the  Rules  governing  smoking  in  factories  shall  be  com¬ 
plied  with ;  and  that  adequate  receptacles  for  smokers’ 
refuse,  and  signs  shall  be  provided  to  the  satisfaction  of 
the  fire  commissioner ;  that  the  decision  of  the  borough 
superintendent,  acting  on  Alt.  Applic.  2153-43,  be  and  it 
hereby  is  modified  as  to  item  11,  provided  the  doors  are 
substantially  in  accord  with  the  requirements,  and  in  no 
case  less  than  3  ft.  6  in.  in  width;  as  to  item  12,  that  the 
partition  shall  be  constructed  of  incombustible  material  not 
less  than  4  in.  in  thickness,  as  proposed,  and  so  arranged 
as  to  provide  unimpeded  access  to  fire  tower ;  as  to  item 
13,  that  all  holes  through  floors  for  future  pipe  installa¬ 
tion  shall  be  fitted  with  sleeves  and  filled  with  concrete  for 
the  full  thickness  of  the  floor;  as  to  item  14,  that  the 
existing  ornamental  stair  from  second  floor  (grade  level) 
to  3rd  floor  may  be  continued,  provided  the  fire  proof  en¬ 
closure  shall  be  maintained  as  proposed  and  the  stairs 
serve  space  above  the  entrance  story  for  offices  only;  that 
sprinklers  within  this  entrance  lobby  may  be  omitted; 
that  the  revolving  door  may  be  retained,  provided  it  is 
Type  “A”  and  that  the  adjacent  exit  to  Vine  street,  within 
fifty  feet,  shall  be  maintained;  as  to  item  17,  that  panic 
bolts  may  be  permitted  as  and  where  above  provided;  as 
to  item  18,  that  wire  mesh  screens  at  windows  on  first 
and  second  stories  may  be  permitted  during  _  the  term 
of  the  present  emergency,  as  certified  as  essential  protec¬ 
tion  by  the  Plant  Security  Branch  of  the  U.  S.  Army, 
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provided  all  existing  means  of  exit  are  maintained ;  that 
the  decision  of  the  borough  superintendent,  acting  on  Alt. 
Applic.  2154-43  be  and  it  hereby  is  modified  on  condi¬ 
tion  as  to  item  8,  that  the  occupancy  per  floor  shall  not 
exceed  the  number  calculated  as  herein  provided,  except 
that  the  proposed  occupancy  at  lunch  periods  in  the 
12th  floor  cafeteria  may  be  permitted,  provided  such  occu¬ 
pancy  at  no  time  exceeds  400,  that  the  sprinkler  protection 
shown  on  plans  filed  with  this  appeal,  marked  “Received 
September  2,  1942,”  shall  be  maintained;  that  exits  shown 
to  stairs,  elevators  and  open  roof  terraces  are  main¬ 
tained,  and  the  partitions  surrounding  kitchen  space,  shall 
be  of  incombustible  material  from  floor  to  ceiling;  that  all 
doors  therein  shall  be  not  less  than  1-hour  test  fireproof 
doors ;  as  to  item  12,  that  the  fire  tower  shall  be  made 
readily  accessible,  and  any  doors  in  partitions  leading 
thereto  shall  be  of  incombustible  material  and  swing  from 
the  factory  portion  in  the  direction  of  exit;  as  to  item 
15,  that  all  holes  through  the  floors  for  future  pipe  in¬ 
stallation  shall  be  fitted  with  sleeves  and  filled  with  con¬ 
crete  for  the  full  thickness  of  the  floor;  that  the  chutes 
may  be  maintained  as  described  in  good  workable  con¬ 
dition  with  doors  having  fusible  links  and  with  a  separate 
1/4  in.  sprinkler  head  fed  from  adequate  supply,  and  baffle 
shields ;  as  to  item  16,  that  panic  bolts  may  be  maintained 
at  exits  to  street  as  shown  on  plans  filed  with  this  appeal 
marked  “Received  September  2,  1942,”  provided  such  panic 
bolts  are  of  an  approved  type;  that  this  variance  as  to 
panic  bolts  shall  continue  only  during  the  term  of  the 
present  emergency;  as  to  item  17,  that  wire  mesh  screens 
at  windows  on  first  floor  as  proposed,  may  be  permitted 
during  the  term  of  the  present  emergency,  as  certified  as 
essential  protection  by  the  Plant  Security  Branch  of  the 
U.  S._  Army,  provided  all  existing  means  of  exit  are 
maintained ;  as  to  item  19,  that  the  stairs  to  basement  may 
be  continued  as  existing,  provided  such  stairs  are  not 
included  in  the  calculation  for  permitted  occupancy  and 
that  no  factory  work  is  conducted  in  the  basement  adjacent 
to  such  stairs;  as  to  item  21,  that  doors  in  wire  screen 
partitions  shall  swing  in  the  direction  of  exit,  and  latches 
or  locks  removed  and  approved  panic  bolts  substituted 
therefor,  during  the  present  emergency;  as  to  item  22,  that 
wood  partitions  shall  be  removed,  unless  located  in  spaces 
not  used  for  factory  work,  and  separated  by  partitions 
constructed  of  approved  masonry  not  less  than  4  in.  in 
thickness,  from  any  space  used  for  factory  work ;  as  to 
item  23,  denied;  that  in  all  other  respects,  the  buildings 
and  occupancy  shall  comply  with  all  laws  and  rules  applic¬ 
able  thereto ;  that  the  sprinkler  systems  and  standpipe  sys¬ 
tems  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner ;  that  such  watchman  service,  alarm  systems 
with  boxes  throughout  the  building  as  now  installed  shall 
be  maintained. 


115-44-A 

APPLICANT — John  J.  Gilmartin,  for  Martha  E.  Manny, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 255-261  18th  street,  north  side, 
150  ft.  east  of  Fifth  avenue  (Block  873,  Lot  69), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Gilmartin. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep't. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (115-44-A) 

Whereas,  John  J.  Gilmartin,  for  Martha  E.  Manny, 
owner,  filed  February  18,  1944  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises 


255-261  18th  street,  north  side,  150  ft.  east  of  Fifth  avenue 
(Block  873,  Lot  69),  Borough  of  Brooklyn;  and 
Whereas,  order  11714-LF  issued  by  the  fire  commissioner 
December  17,  1943  reads : 

“1.  Provide  a  fixed  fire  extinguishing  system  through¬ 
out  the  building  or  other  means  for  the  extinguishment 
of  fire  satisfactory  to  the  Fire  Commissioner.  Section 
09-161. 0  Administrative  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
February  5,  1944  reads ; 

“This  is  to  advise  you  that  a  reinspection  has  been 
made  of  the  above  mentioned  premises  in  connection 
with  the  necessity  of  Order  11714-LF  and  it  is  found 
that  conditions  require  compliance  with  the  Order  and 
no  modifications  may  be  granted.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories,  55  ft.  in  height,  100  ft.  by  100  ft.  in  area,  of  class  1 
construction,  erected  in  1905,  located  in  a  business  use  B 
area  district  and  used  and  occupied  as  follows :  cellar, 
storage,  no  persons;  1st  floor,  furniture  and  offices,  4  per¬ 
sons;  2nd  floor,  storage  and  offices,  6  persons;  3rd  floor, 
storage  and  repair  of  furniture,  3  persons;  4th  floor,  stor¬ 
age  of  furniture,  no  persons;  that  the  entire  building  being 
occupied  by  one  tenant  for  furniture  distribution;  that  the 
building  is  equipped  with  three  stairs,  one  of  which  extends 
to  the  roof  and  none  of  which  extends  to  the  street;  and 
Whereas,  the  applicant  contends  that  there  are  few 
occupants  throughout  the  building  and  the  floors  are  open, 
so  that  streams  of  water  may  easily  reach  any  fire  that 
may  occur;  that  housekeeping  conditions  are  good;  that 
the  owner  is  prepared  to  provide  portable  fire  extinguishers 
on  each  floor ;  that  the  present  order  was  brought  about  by 
a  small  fire  occurring  in  the  basement,  caused  by.  children 
dropping  lighted  matches  down  through  the  defective  vault 
lights  which  have  since  been  repaired;  that  the  three 
stairways  make  it  accessible  to  the  Fire  Department ;  that 
the  material  stored,  cannot  be  considered  inflammable,  but 
is  combustible  and  can  be  easily  extinguished  by  the  Fire 
Department ;  that  due  to  the  difficulty  in  getting  material 
due  to  priority  regulations  and  the  fact  that  the  building  is 
of  fireproof  construction  and  has  three  stairways  in  "the 
building,  a  small  number  of  employees  and  the  proposal  to 
provide  portable  fire  extinguishers,  it  is  requested  that  the 
order  of  the  fire  commissioner  be  reconsidered ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  Order  11714-LF  issued  by  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  as  to  Item  1,  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
existing  stairways  shall  be  enclosed  and  passages  constructed 
to  the  street  as  indicated  on  revised  plans  marked  “Received 
May^  19,  1944;”  that  the  space  marked  “furniture  repair 
shop  ’  on  the  third  floor,  shall  be  protected  by  sprinkler 
heads  which  may  be  fed  from  the  domestic  water  line,  pro¬ 
vided  same  is  of  adequate  size ;  that  plans  showing  the  pro¬ 
posed  stair  enclosures  and  also  the  existing  mezzanine  on 
the  first  story,  shall  be  filed  with  and  approved  by  the 
borough  superintendent ;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


119-44-A 

APPLICANT — Irving  Selznick,  for  Ethel  Selznick,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 686  Richmond  terrace,  south 
side,  125  ft.  east  of  Lafayette  avenue  (Block  67, 
Lot  111),  New  Brighton,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant;  None. 

For  Administration ;  Insp.  Maher,  Fire  Dep’t. 
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ACTION  OF  BOARD— Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  ® 

THE  RESOLUTION  (119-44-A) 

Whereas,  Irving  Selznick,  for  Ethel  Selznick,  filed  on 
February  21,  1944,  an  appeal.  from  an  order  of  the  hre 
commissioner,  affecting  premises  686  Richmond  teri  ace, 
south  side,  125  ft.  east  of  Lafayette  avenue  (Block  67, 
Lot  111),  New  Brighton,  Borough  of  Richmond;  and 

Whereas,  when  this  case  was  called  for  hearing,  no 
appearance  was  made  on  behalf  of  the  applicant,  although 

duly  notified  to  do  so.  . 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  tor 

lack  of  prosecution. 


185-44-A 

APPLICANT— Levy  and  Berger,  for  Caroline  Weber, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 101  Eighth  avenue  and  890 
President  street,  southeast  corner  (Block  1068,  Lot 
8),  Borough  of  Brooklyn. 

APPEARANCES—  „  .  .  _ 

For  Applicant:  Joseph  Levy,  Jr.,  Benjamin  C. 
Ribman  and  Harry  Sand. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy .  4 
Negative  . . .  0 

THE  RESOLUTION  (185-44-A) 

Whereas,  Levy  and  Berger,  for  Caroline  Weber  owner, 
(Unity  Club  of  Brooklyn,  prospective  purchaser),  filed 
March  28,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  101  Eighth  avenue  and 
890  President  street,  southeast  corner  (Block  1068,  Lot  8), 
Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  13,  1944,  re  Alt.  Applic.  599-44,  reads : 

“3.  Proposed  change  of  occupancy  of  present  three 
story  dwelling  of  class  3  construction  to  a  club  house 
is  contrary  to  (2. 1.3. 5)  and  (4.2.1)  of  Code.  A  build¬ 
ing  of  Class  1  construction  is  required. 

4.  Provide  two  interior  stairs  complying  fully  with 
the  provisions  of  Art.  6  sub.  article  4  of  the  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (44  ft.)  in  height,  50  ft.  by  80  ft.  7  in.  in  area,  of 
class  3  construction,  erected  in  1909  on  a  lot  50  ft.  by  112  ft. 
in  area,  located  in  a  residence  use,  D  area  district  and  used 
as  a  1  family  dwelling ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
use  the  building  as  a  private  club  house,  occupied  as  fol¬ 
lows  :  cellar,  boiler  room,  kitchens,  billiard  room  and  trunk 
room,  total  15  persons;  1st  floor,  foyer  hall,  meeting  rooms, 


dining  room  and  pantry,  total  100  persons ;  2nd  floor,  library, 
committee  rooms,  Board  of  Directors  and  Executive  Secre¬ 
tary,  total  75  persons ;  3rd  floor,  committee  rooms,  card 
rooms,  and  barber’s  room,  total  50  persons;  that  the  Unity 
Club  of  Brooklyn,  the  prospective  purchaser  is  a  private 
club  composed  of  a  membership  of  approximately  150  per¬ 
sons,  that  the  club’s  purposes  are  social  and  charitable ;  and 

Whereas,  the  applicant  contends  as  to  Objection  3,  that 
the  building  is  3,466  sq.  ft.  in  area  and  is  2,534  sq;  ft.  le*s 
than  the  area  which  is  permitted  for  a  similar  building  of 
Class  3  construction  on  a  frontage  of  two  streets,  except 
that  the  building  is  3  stories  in  height  and  only  14  ft.  in 
excess  of  the  30  ft.  height  limit  as  permitted  under  Sec.  4.2.1, 
of  the  Building  Code;  that  the  layout  of  the  structure  as 
shown  on  the  plans,  indicates  that  it  would  be  impossible 
to  use  the  building  except  as  proposed ;  and  contends  as 
to  Objection  4,  that  the  building  is  provided  with  two  stair¬ 
ways  connected  by  a  passageway  at  each  floor;  that  the 
stairways  are  sufficiently  remote  to  accommodate  persons 
from  all  parts  of  the  building  and  on  all  floors ;  that  the 
stairway  provide  access  to  the  street  and  outer  court;  that 
the  main  stairway  is  a  wide  ornamental  stairway  constructed 
of  hard  seasoned  wood  and  leads  to  a  large  foyer  on  the 
first  floor ;  that  the  service  stairway  is  continuous,  extends 
to  roof  and  terminates  at  the  outer  court ;  that  it.  would  be 
a  practical  impossibility,  due  to  the  present  .  design  and  a 
physical  impossibility  even  if  restricted  priorities  were  avail¬ 
able,  to  rebuild  the  stairways ;  that  in  view  of  the  conditions, 
it  is  requested  that  the  appeal  be  granted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  599-44,  Objection  3,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  increased  in  height  or 
area  and  only  so  long  as  it  is  occupied  substantially  as  pro¬ 
posed  and  for  no  other  use;  as  to  objection  4,  that  the  exist¬ 
ing  stairs  may  be  accepted,  provided  they  are  maintained  as 
indicated  on  plans  marked  ‘‘Received  May  18,  1944’  ;  that, 
in  addition,  the  existing  service  stairs  shall  be  enclosed  on 
the  2nd  and  3rd  floors  with  enclosing  partitions  similar  to 
those  now  existing  on  other  floors ;  that  all  doors  leading 
into  such  stairhall  shall  open  in  the  direction  of  exit  and 
shall  be  made  self-closing  and  reasonably  tight-fitting;  that 
such  stair  shall  be  continued  to  the  roof  as  now  exists  ;  that 
the  main  stair  need  not  be  continued  to  the  roof,  so  long  as 
the  building  adjoining  on  the  south  is  relatively  of  the  same 
height;  that  in  the  kitchen  on  the  cellar  floor  there  shall  be 
installed  and  maintained  two  or  more  sprinkler  heads  fed 
from  the  domestic  water  supply  line;  that  sprinkler  heads 
shall  also  be  maintained  in  the  pantry  on  the  1st  floor, 
provided  there  is  an  open  flame  maintained ;  that  the  meet¬ 
ing  room  toward  the  center  of  the  building  on  the  3rd  floor 
shall  be  provided  with  an  additional  door  leading  to  the 
passage;  that  such  portable  fire-fighting  appliance  shall  be 
maintained  throughout  as  the  fire  commissioner  shall  direct: 
that  the  2  in.  house  supply  standpipe  system  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner,  with 
adequate  hose  and  a  direct  connection  to  feed  same  from 
street;  the  door  leading  from  the  secondary  stairway  to 
side  court  as  shown,  shall  be  made  to  swing  outwardly ;  that 
the  existing  exit  from  yard  to  President  street  as  shown 
shall  be  maintained. 


(Remaining  minutes  of  the  regular  meeting  of  May  23, 
1944  will  be  printed  in  the  Bulletin  of  June  6,  1944.) 


NOTICE 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1944  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  inforjnation  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  five 
cents  per  copy  must  be  added  for  postage. 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 
Court  Decision. 

Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Continuation  of  Minutes  of  Regular  Meeting  May  23, 
1944,  at  2  P.M.,  Affecting  Calendar  Numbers  262-44-A, 
278-44-A,  520-43-A,  418-23-A,  571-28-S,  585-43-A,  154- 
44- A,  160-44-A,  187-44-A  and  1094-40-SM. 


re 

Removal  of  Certain  Signs  Beyond  the  Building  Line 
in  New  Rochelle 

In  an  action  brought  by  Mallory,  Inc.,  a  furniture  dealer  in 
,  helITe’  aIA°  representing  others  similarly  situated,  Hon.  George 
ri.  laylor,  Jr.,  Official  Referee,  decided  that  an  ordinance  adopted  on 
September  20,  1943,  and  requiring  certain  signs  to  be  removed  by 
December  1,  1943,  was  valid. 

The  signs  required  to  be  removed  were  all  signs  extending  over  the 
sidewalk,  street  or  highway  in  excess  of  twelve  inches,  except  signs 
ot  a  directional  nature  and  signs  maintained  on  a  marquee,  on 
theatres,  hotels  and  public  buildings.  The  Referee  stated,  in  parti 

erection  of  a  sign  encroaching  upon  an  adjacent  public  highway 
when  permitted  vests  the  owner  with  no  right  to  its  continued 
maintenance  as  his  only  right  is  under  a  revocable  license  and 
«»ts  only  as  long  as  the  municipality  continues  the  permission, 
which  it  may  revoke  in  the  interest  of  the  people  and  to  promote 
the  general  welfare... . ” 


It  seems  to  be  contended  by  the  plaintiff  that  the  ordinance  is 
unreasonable  and  unlawful  because  it  is  discriminatory  in  that 
it  permits  signs  on  a  marquee,  on  theatres,  hotels  or  public  build¬ 
ings.  \\  hile  there  is  a  suggestion  also  that  by  reason  of  the 
expense  which  plaintiff  incurred  upon  the  issuance  of  a  permit, 
plaintiff  has  a  vested  right  to  the  maintenance  of  the  sign,  that 
suggestion  may  be  dismissed.  There  is  and  can  be  no  such 
vested  right. 

The  plaintiff  had  contended  that  when  the  sign  was  erected  it 
complied  with  the  law  then  in  force  and  that  he  was,  therefore,  en¬ 
titled  to  maintain  the  sign  in  perpetuity  provided  he  maintained  it  in 
pei feet  condition.  The  Referee  also  stated,  in  part: 


A  : over  a  sidewalk  is  a  potential  hazard  to  passersby. 
for  this  reason  alone  the  ordinance  has  substantial  relation  to 
and  promotes  the  public  safety  and  the  general  welfare.  In 
addHion,  uncontradicted  evidence  of  real  estate  experts  called  by 
the  defendant  necessitates  the  conclusion  that  the  absence  of  the 
prohibited  signs  is  a  circumstance  beneficial  to  real  estate.  The 
permission  to  maintain  the  excepted  signs  does  not  constitute 
discrimination  avoiding  the  ordinance . ” 


i  he  Keteree  cited  several  court  decisions,  holding  that  theatres 
and  other  public  buildings  could  properly  be  permitted  to  have  signs 
dn-ectly  beyond  the  building  line  for  the  benefit  of  the  public  and 
that  this  is  not  discrimination  against  others  inasmuch  as  ‘‘the 
ordinance  affects  alike  everyone  in  plaintiff’s  situation  in  the  Citv 
of  -New  Rochelle  (and)  .  .  it  is  only  necessary  that  there  be 
equality  among  those  similarly  situated.”  (N.  Y.  L  T  May  3  1944 
page  1720).  ’ 


Minutes  of  Regular  Meeting  May  31,  1944,  at  10  A.M., 
Affecting  Calendar  Numbers  300-43-BZ,  436-43-BZ, 
55-44-BZ,  830-39-SM,  846-40-SM,  449-43-SM,  435-43-A, 
438-43-A,  212-44-A,  240-44-A,  285-43-A,  561-43-A  and 
138-44-A. 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Borough  of  Manhattan. 


Minutes  of  Regular  Meeting  May  31,  1944,  at  2  P.M., 
Affecting  Calendar  Numbers  302-29-BZ,  329-29-BZ, 
535-32-BZ,  497-23-BZ,  229-33-BZ,  76-37-BZ,  388-37- 
BZ,  879-38-BZ,  302-40-BZ,  790-41-BZ,  830-41-BZ,  494- 
43-BZ,  284-44-A,  310-44-A,  311-44-A,  1549-23-A,  18-38- 
A,  778-39-A,  467-43-S,  154-44-A,  230-44-A,  270-44-A, 
287-44-A,  296-44-A,  306-44-A  and  308-44-A. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  May  30,  1944. 

Cal.  No.  Dept.  Premises  Affected 

306- 44-A— H.B.Q.— 162-10  to  162-14  Jamaica  avenue, 
south  side,  51  ft.  west  of  New  York  boulevard,  92-15  to 
92-29  Union  Hall  street  and  92-14  to  92-20  New  York 
boulevard  (Block  10102,  Lots  4,  6,  13,  15,  72,  74  and  79), 
Jamaica,  Borough  of  Queens,  Alt.  486-44. 

307- 44-BZ—H.B.M.— 332-338  West  31st  street,  south 
side,  345  ft.  in.  west  of  8th  avenue  (Block  754,  Lots 
59,  60,  61  and  62),  Borough  of  Manhattan,  Alt.  573-44. 

308- 44-A — F.D.  and  H.B.M.— 233-245  Spring  street,  north 
side,  123.8  ft.  east  of  Varick  street  and  20-24  Van  Dam 
street,  south  side,  274.1  ft.  east  of  Varick  street  (8th 
floor);  (Block  505,  Lot  36),  Borough  of  Manhattan, 
Decision  and  Amendment  to  B.N.  979-44. 


467-43-S— H.B.B. — 203  Clifton  place,  north  side,  90  ft. 
west  of  Bedford  avenue  (Block  1950,  Lot  41),  Borough 
of  Brooklyn,  Alt.  2669-43. 

778-39-A — H.B.B. — 116-126  Green  street,  south  side,  295 
ft.  west  of  Fraiiklin  street  (Block  2522,  Lots  18  and  22), 
Borough  of  Brooklyn,  Alt.  1421-44. 

535-32-BZ — H.B.Bx. — 2300-2310  Boston  road  and  701-709 
Astor  avenue,  northeast  corner  (Block  4346,  Lot  5), 
Borough  of  The  Bronx,  N.B.  421-32. 

302-29-BZ — H.B.B. — 146-156  East  98th  street  and  1159- 
1171  'Winthrop  street,  northwest  corner  (Block  4616, 
Lot  38),  Borough  of  Brooklyn,  F.P.  601-30. 

329-29-BZ — H.B.B. — 2849-2855  Fulton  street,  north  side, 
24  ft.  west  of  Barbey  street  (Block  3935,  Lot  44),  Bor¬ 
ough  of  Brooklyn,  Alt.  337-44. 


309-44-A— H.B.Q.— 116-09  to  116-15  84th  avenue,  north 
side,  from  116th  to  117th  streets,  83-79  to  83-97  116th 
street  and  83-96  117th  street  (Block  3321,  Lots  146-155 
and  Lot  159),  Kew  Gardens,  Borough  of  Queens,  Alt. 
231-44. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.  Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
F.D. — Fire  Department. 


310- 44-A— F.D.— 1165-1167  East  13th  street,  east  side, 
220  ft.  north  of  Avenue  L  (Block  6724,  Lots  60  and  61), 
Borough  of  Brooklyn,  12632-LF  and  Decision. 

311- 44-A— F.D. — 223-233  Cabrini  boulevard  (Northern 
avenue),  east  side,  100  ft.  south  of  West  187th  street 
and  198-208  Pinehurst  avenue  (Block  2179,  Lots  158 
and  159),  Borough  of  Manhattan,  Decision. 

312- 44-A— H.B.B.— 185-199  West  9th  street,  64.6  ft.  east 
of  Court  street,  499-505  Court  street  and  182-202  Hunt¬ 
ington  street  (Block  476,  Lot  6),  Borough  of  Brooklyn, 
Misc.  395-44. 

313- 44- A _ F.D. — 50-00  Grand  avenue  (rear);  (formerly 

Grand  street),  south  side,  636.06  ft.  west  of  Garrison 
avenue  (Block  2611,  Lot  26),  Maspeth,  Borough  of 
Queens,  97032-LC. 

314- 44-A _ F.D. — 243-245  East  35th  street,  north  side, 

100  ft.  west  of  2nd  avenue  (Block  916,  Lots  26  and  27), 
Borough  of  Manhattan,  38144-LC. 

315- 44-A — H.B.B. — 855  Saratoga  avenue,  east  side,  105 
ft.  Sy2  in.  south  of  Riverdale  avenue  (Block  3596,  Lot 
24),  Borough  of  Brooklyn,  Alt.  1288-44. 

316- 44-A — H.B.M. — 4  Park  avenue,  west  side,  from  East 
33rd  to  East  34th  streets  (Block  863,  Lot  44),  Borough 
of  Manhattan,  Misc.  P.A.  158-43. 

317- 44-SM — HUB-DOR  One  and  One-half  Hour  Kala- 
mein  Door,  manufactured  by  Hub  Dor  Metal  Products 
Corporation,  Material. 

Restored  to  Calendar 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 


Erection,  Alteration,  Repair,.  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . . . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 


Factory  Exit  Rules . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . . . Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc  . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules  . ; . Mar. 

Platform  Trucks,  Specifications  for.  .  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C..  April 

Smoking  in  Factories,  Rules  for....  May 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules..... . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  .  .  Dec. 


28,  1943 — Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Voi.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28,  1943— Voi.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

15.  1944— Vol.  29,  No.  7 

28.  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

11,  1944 — Vol.  29,  No.  15 

28,  1944— Vol.  29,  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


14,  1944— Vol.  29,  No.  11 

7,  1937— Vol.  22,  No.  36 
25,  1944 — Vol.  29,  No.  17 

2,  1944— Vol.  29,  No.  18 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936 — Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


138-44-A — H.B.Bx. — 107-109  East  Burnside  avenue,  north 
side,  60.3  ft.  east  of  Morris  avenue  (Block  3169,  Lots 
66  and  67),  Borough  of  The  Bronx,  Alt.  50-44. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


466 


CALENDAR 


JUNE  6,  1944,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  6,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

104-33-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Socony-Vacuum  Oil  Co.,  Inc., 
owner,  reopened  June  8,  1943,  under  section  7c  of  the 
zoning  resolution,  to  permit  in  a  business  use  district, 
the  decrease  in  area  of  a  gasoline  service  station;  the 
entire  plot  for  such  use,  as  approved  by  the  Board,  was 
located  partly  in  a  residence  use  and  partly  in  a  busi¬ 
ness  use  district;  premises  113-21  Merrick  road  and 
171-01  Linden  boulevard,  northeast  corner  (Block  10267, 
Lot  1),  St.  Albans,  Borough  of  Queens. 

368-19-BZ — Application  of  Herman  Kron,  applicant,  on 
behalf  of  Douglaston  Sales  and  Service,  Inc.,  owner 
(R.  Primavera  &  Co.,  lessee),  reopened  May  9,  1944  for 
consideration  as  to  amendment  of  resolution  to  permit 
in  a  business  use  district,  the  change  of  occupancy  from 
garage  for  more  than  five  motor  vehicles  (previously 
granted  by  the  Board)  to  a  temporary  occupancy  as 
manufacturing  for  a  temporary  period  (duration  of  War) 
and  garage  occupancy  to  be  restored  after  this  period; 
premises  1935-1937  Coney  Island  avenue,  east  side,  20 
ft.  north  of  Avenue  P  (Block  6758,  Lot  52),  Borough  of 
Brooklyn. 

690-40-BZ — Application  of  John  McBride,  applicant  and 
lessee,  on  behalf  of  Fordbrad  Realty  Co.,  Inc.,  owner, 
reopened  May  9,  1944,  for  consideration  as  to  extension 
of  term  of  permit  (expired  by  limitation) — Application, 
previously  granted  on  condition,  under  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles;  premises  91-06  Northern  boulevard, 
south  side,  between  91st  and  92nd  streets  (Block  1439, 
part  of  Lot  1),  Jackson  Heights,  Borough  of  Queens. 

626-43-BZ — Application,  December  27,  1943,  under  sec¬ 
tions  7a,  7c  and  21  of  the  zoning  resolution,  cf  Martyn 
N.  Weinstein,  applicant,  on  behalf  of  Cardinal  Manu¬ 
facturing  Co.,  Inc.,  owner  (Joseph  Cardinal,  lessee,  d/b/a 
Cardinal  Engineering  Co.)  to  permit  in  a  residence  use 
and  also  D  area  district,  the  maintenance  of  a  machine 
shop  and  crane  shed;  the  crane  shed,  the  westerly  build¬ 
ing  and  the  one-story  shop  erected  without  permits  and 
the  plant  is  operating  without  a  Certificate  of  Occu¬ 
pancy,  also  the  area  of  the  structures  on  the  plot  exceeds 
the  area  permitted  by  the  zoning  resolution;  premises 
700-712  Hicks  street  and  17-45  Nelson  street,  northwest 
corner  (Block  520,  Lots  26  and  39),  Borough  of  Brook¬ 
lyn. 

878-28-BZ — Application  of  Max  Horn,  applicant,  on  be¬ 
half  of  Laura  Roehrig  and  August  Roehrig,  owners 
(C  &  L  Service  Station,  lessee),  reopened  September 
28,  1943,  under  sections  7i  and  21  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  parking  and  storage  of  more 
than  five  motor  vehicles  and,  also,  the  erection  of  an 
additional  motor  vehicle  repair  shop  upon  a  plot  occu¬ 
pied  as  a  motor  vehicle  repair  shop  (previously  granted 
by  the  Board)  and,  also,  gasoline  service  station.  It  is 
proposed,  also,  to  extend  the  (legal)  area  of  the  existing 
gasoline  service  station;  premises  172-40  and  172-42 
Baisley  boulevard,  south  side,  360  ft.  east  of  125th  ave¬ 
nue  (Block  12515  (3209),  Lots  20  and  21),  Jamaica, 
Borough  of  Queens.  • 

205-44-BZ — Application,  April  4,  1944,  under  sections 

E7b  and  7c  of  the  zoning  resolution,  of  Arnold  W.  Led- 
erer,  applicant,  on  behalf  of  Mildred  Cassidy,  owner 
(James  Cassidy,  lessee),  to  permit  partly  in  a  business 
I  use  and  partly  in  a  residence  use  district,  the  alteration 


and  conversion  of  an  existing  dwelling  to  an  under¬ 
taking  establishment;  premises  198-20  Hollis  avenue, 
south  side,  from  198th  to  199th  streets  (Block  10938, 
Lot  22),  Hollis,  Borough  of  Queens. 

1460-39-BZ — Application  of  Hilda  Reardon,  applicant 
and  lessee  (200  Amity  Corporation,  owner),  reopened 
May  16,  1944,.  for  consideration  as  to  extension  of  per- 
mit— Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  partly 
in  a  business  use  and  partly  in  a  residence  use  district, 
for  a  temporary  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  142- 
33  Roosevelt  avenue,  north  side,  184  ft.  west  of  Bowne 
street  (Block  5020  (847),  Lot  43),  Flushing,  Borough 
of  Queens. 

176-42-BZ — Application  of  Street  and  Adikes,  applicants, 
on  behalf  of  Boulevard  Housing  Corporation,  owner, 
reopened  May  16,  1944,  for  consideration  as  to  extension 
of  time  to  complete — -Application,  previously  granted  on 
condition,  under  section  7d  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  use  of  a  plot 
of  ground  as  a  recreational  area  for  the  tenants  of  a 
building  not  located  on  the  same  lot  with  the  proposed 
use;  premises  56-39  to  56-51  30th  avenue,  north  side, 
100.78  ft.  east  of  56th  place  (Block  1024,  Lot  8),  Wood- 
side,  Borough  of  Queens. 

263-19-BZ — Application  of  Reginald  S.  Hardy,  for  Hay- 
son  Corporation,  owner  (Randall  Cadillac  Corporation, 
lessee),  reopened  May  16,  1944,  for  consideration  as  to 
amendment  of  resolution  of  March  7,  1944 — Application, 
previously  granted  on  condition,  under  section  7e  of 
the  zoning  resolution,  permitting  in  a  residence  use 
district,  for  a  term  of  two  years,  the  inclusion  of  a 
lubritorium,  motor  vehicle  repair  shop,  stock  room  and 
offices,  in  an  existing  garage  (the  garage  was  previously 
granted  by  the  Board);  premises  564-592  (formerly 
722-746)  St.  Johns  place,  south  side,  333  ft.  8  in.  east 
of  Classon  avenue  (Block  1178,  Lot  26),  Borough  of 
Brooklyn. 

285-31-BZ — Application  of  Niacol  Realty  Corporation, 
applicant  and  owner,  reopened  May  16,  1944,  for  con¬ 
sideration  as  to  extension  of  permit — Application  previ¬ 
ously  granted  on  condition,  under  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station 
for  a  temporary  term  of  two  years;  premises  Northwest 
corner  of  Jamaica  boulevard  and  Nolins  (165th)  avenue 
(Block  4153,  Lot  146),  Shellbank  Basin,  Borough  of 
Queens. 

Appliances  for  Approval. 

592- 39-SA — Standard  Ideal  Gas  Fired  Boiler,  Model 
1-GA. 

593- 39-SA — Standard  Ideal  Gas  Fired  Boiler,  Model 
O-G. 

Appeals  from  Administrative  Decisions. 

159-44-A — 11-33  to  11-41  50th  avenue,  north  side,  92.5  ft. 
west  of  21st  street  (Block  62,  Lot  20),  Long  Island  City, 
Borough  of  Queens. 

206-44-A — 198-20  Hollis  avenue,  south  side,  from  198th 
to  199th  streets  (Block  10938,  Lot  22),  Hollis,  Borough 
of  Queens. 

320-44- A — 17  Nelson  street,  north  side,  238  ft.  west  of 
Hicks  street  (Block  520,  Lot  39),  Borough  of  Brooklyn. 

144-44-A — 207-211  East  84th  street  and  1491-1493  Third 
avenue,  northeast  corner  (Ground  and  4th  floors); 
(Block  1530,  Lot  1),  Borough  of  Manhattan. 


i 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


JUNE  6,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  6,  1944  at  2  o  clock. in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions. 

126- 44- A— 160-178  Jay  street,  west  side,  from  Sands  to 
High  streets,  84-92  Sands  street  and  97-105  High  street 
(Block  87,  Lot  9),  Borough  of  Brooklyn. 

127- 44-A — 876-878  Broadway,  east  side,  24.1  ft.  north  of 
East  18th  street  (Block  847,  Lots  22  and  23),  Borough 
of  Manhattan. 

585-43-A— 1241  Sixth  avenue  and  101  West  49th  street, 
northwest  corner  (Block  1002,  Lot  29),  Borough  of 
Manhattan. 

280-44-A — 211-213  Alexander  avenue,  southwest  corner 
of  East  137th  street  (Block  2312,  Lots  25  and  26),  Bor¬ 
ough  of  The  Bronx. 

296-44-A— 120-128  North  11th  street  and  49-55  Berry 
street,  southeast  corner  (Block  2297,  Lot  1),  Borough 
of  Brooklyn. 

230-44-A — 297-303  Lexington  avenue  and  133-139  East 
37th  street,  northeast  corner  (Block  893,  Lot  25),  Bor¬ 
ough  of  Manhattan. 

306-44-A — 162-10  to  162-14  Jamaica  avenue,  south  side, 
51  ft.  west  of  New  York  boulevard,  92-14  to  92-20  New 
York  boulevard  and  92-15  to  92-29  Union  Hall  street 
(Block  10102.  Lots  4,  6,  13,  15,  72,  74  and  79),  Jamaica, 
Borough  of  Queens. 

287-44-A — 204  East  Broadway,  north  side,  157.4  ft.  east 
of  Jefferson  street  (Block  285,  Lot  37),  Borough  of 
Manhattan. 

270-44-A — 11-17  Gerry  street,  north  side,  87  ft.  _east  of 
Union  avenue  (Building  No.  22);  (Block  2265,  Lots 
13  and  14),  Borough  of  Brooklyn. 

197_44-A — 106  East  14th  street,  south  side,  154  ft.  east 
of  Fourth  avenue  (Block  559,  Lot  12),  Borough  of 
Manhattan. 

245-44-A — 724-726  Fifth  avenue,  west  side,  50  ft.  5  in. 
north  of  West  56th  street  (Block  1272,  Lot  36),  Borough 
of  Manhattan. 

249-44-A — 144-146  East  86th  street,  south  side,  47  ft. 
east  of  Lexington  avenue  (Block  1514,  Lot  49),  Borough 
of  Manhattan. 

237-44-A — 71  Central  avenue,  east  side,  75  ft.  north  of 
Slosson  terrace  (Block  5,  Lot  39),  St.  George,  Borough 
of  Richmond. 

301-44-A— 739  Eastern  parkway,  north  side,  280  ft.  5 
in.  east  of  Brooklyn  avenue  (Block  1264,  Lot  59),  Bor¬ 
ough  of  Brooklyn. 

467-43-S — 203  Clifton  place,  north  side,  90  ft.  west  of 
Bedford  avenue  (Block  1950,  Lot  41),  Borough  of 
Brooklyn  (reopened  May  31,  1944;  previously  denied). 

571-28-S — 4010-4016  Park  avenue,  east  side,  100  ft.  9  in. 
south  of  East  174th  street  (Block  2906,  Lot  65  and  part 
of  Lot  63),  Borough  of  The  Bronx  (reopened  May  23, 
1944). 

225-44-A — 437  Casanova  street,  west  side,  132  ft.  south 
of  Oak  Point  avenue  and  430  Tiffany  street  (Block 
2771  A,  Lots  130  and  158),  Borough  of  The  Bronx. 


594-31-S — 306-308  East  149th  street,  south  side,  450  ft. 
west  of  Cortlandt  avenue  (Block  2330,  Lot  22),  Bor¬ 
ough  of  The  Bronx  (reopened  May  16,  1944). 

309-44-A — 116-09  to  116-15  84th  avenue,  north  side, 
from  116th  to  117th  streets,  83-79  to  83-97  116th  street 
and  83-96  117th  street  (Block  3321,  Lots  146-155  and 
159),  Kew  Gardens,  Borough  of  Queens. 

315-44-A — 855  Saratoga  avenue,  east  side,  105  ft.  5 in. 
south  of  Riverdale  avenue  (Block  3596,  Lot  24),  Bor¬ 
ough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  13,  1944,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications 

599-37-BZ — Application  of  Wolf  and  Kohn,  applicants, 
on  behalf  of  De  Witt  Holding  Corporation,  owner  (Bess 
Oresky,  lessee),  reopened  May  23,  1944,  for  considera¬ 
tion  as  to  extension  of  term  of  permit — Application, 
previously  granted  on  condition,  under  section  7h  of 
the  zoning  resolution,  permitting  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  tempo¬ 
rary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles;  premises  1663-1681  St.  Nicholas 
avenue,  west  side,  14  ft.  5  in.  north  of  Fairview  avenue 
and  59-61  Hillside  avenue  (Block  2170,  Lot  129),  Bor¬ 
ough  of  Manhattan. 

171-44-BZ — Application,  March  21,  1944,  under  section 
21  of  the  zoning  resolution,  of  George  A.  Bagge,  Jr., 
applicant,  on  behalf  of  Lebrad,  Inc.,  owner  (Gumersindo  R. 
Santos,  lessee),  to  permit  in  a  residence  use  and  B  area 
district,  the  conversion  of  occupancy  of  an  existing 
building  from  a  storage  garage  to  a  garage  for  the 
storage  of  tenants’  auto  vans  (not  more  than  five)  on 
the  1st  story  and  for  the  storage  of  household  furniture 
on  the  upper  stories;  premises  519  West  161st  street,  north 
side,  300  ft.  6  in.  west  of  Amsterdam  avenue  (Block 
2120,  Lot  50),  Borough  of  Manhattan. 

90- 44-BZ — Application,  February  9,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  John  J.  McNamara, 
applicant,  on  behalf  of  Hillcrest  Jewish  Centre,  Inc., 
owner,  to  permit  partly  in  a  business  use  and  D  area 
district  and  partly  in  a  residence  use  and  F  area  dis¬ 
trict,  the  extension  in  area  of  the  1st  and  2nd  stories 
of  a  building  occupied  as  a  church,  auditorium  and 
offices;  the  building,  as  extended,  is  to  be  used  as  church 
auditorium  and  classrooms  (religious  and  language 
teaching).  The  proposed  extension  does  not  comply 
with  the  area  district  requirement  of  the  zoning  resolu¬ 
tion  as  to  the  depth  of  the  rear  yard  or  as  to  the  per¬ 
centage  of  occupancy  of  the  lot;  premises  80-15  Kent 
road,  east  side,  82.9  ft.  south  of  Union  turnpike  (Block 
7248,  Lots  3.  4  and  6),  Jamaica,  Borough  of  Queens. 

Appliance  for  Approval 

203-44-SA — Maxon  Premix  Gas  Burner  (Multi-Ratio- 
Valve  Mixer  Type)  with  the  Maxon  Safety  Shutoff 
Valve,  Series  404. 

Appeal  from  Administrative  Decision. 

91- 44-A — 80-15  Kent  road,  east  side,  82.9  ft.  south  of 
Union  turnpike  (Block  7248,  Lots  3,  4  and  6),  Jamaica, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


JUNE  13,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  June  13,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 

Appeals  from  Administrative  Decisions. 

160-44-A— 443^  Hudson  avenue,  east  side,  187  ft.  10  in. 

onrihT  D^Kalb  avenue  and  258  Navy  street  (Block 
206o,  Lots  7  and  33),  Borough  of  Brooklyn. 

187-44-A — 112-06  71st  road,  southeast  corner  of  112th 
street  (Block  2248,  Lot  9),  Forest  Hills,  Borough  of 
Queens. 

154-44- A — 226-228  Lenox  avenue,  east  side,  61  ft.  10  in 
north  of  West  121st  street  (Block  1720,  Lots  38  and 
69),  Lorough  of  Manhttan  (reopened  and  restored  to 
calendar,  May  9,  1944;  previously  withdrawn). 

176-44-A— 414  Wilson  avenue,  southwest  corner  of  Madi¬ 
son  street  (Block  3369,  Lot  33),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCIv,  Chairman. 


a  temP°rary  term  of  two  years;  premises  2300- 
2310  Boston  road  and  701-709  Astor  avenue,  northeast 
corner  (Block  4346,  Lot  5),  Borough  of  The  Bronx. 

274-44-BZ— Application,  May  8,  1944,  under  section  7c 
°  1 1Cu  _resplution,  of  A.  H.  Salkowitz,  applicant, 

on  behalf  of  Charles  Fuchs,  owner,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence  use  district  the 
conversion  of  occupancy  of  a  building  from  a  motion 
picture  theatre  (previously  acted  upon  bv  the  Board) 
to  a  warehouse  for  the  storage  of  household  furniture-’ 
premises  68-10  \\  oodside  avenue,  southeast  corner  of 
68th  street  (Block  1346,  Lot  13),  Woodside,  Borough 
of  Queens. 

35-44-BZ— Application,  January  13,  1944,  under  section 
7i  of  the  zoning  resolution,  of  Roy  Clinton  Morris,  ap¬ 
plicant,  on  behalf  of  Joseph  Lanza,  owner  (Jack  Ditchek 
lessee)  to  permit  in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  an  existing  building  (now  oper¬ 
ating  as  a  motor  vehicle  repair  shop  without  a  certifi¬ 
cate  of  occupancy)  to  a  motor  vehicle  repair  shop- 
premises  8230  18th  avenue,  west  side,  46  ft.  6  in.  north 
of  84th  street  (Block  6314,  Lot  75),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  20,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  20,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

535-32-B Z  Application  of  Frederick  R.  Ryan,  applicant, 
S?  rof  W’  Parsons  Todd,  owner,  reopened  May 
al»  U44-.  for  consideration  as  to  extension  of  permit— 
Application,  previously  granted  on  condition,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  maintenance  of  a  gasoline  service  sta- 


JUNE  27,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
ruesday  afternoon  June  27,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter:  & 

Appeal  from  Administrative  Decision 

308-44-A— 233-245  Spring  street,  north  side,  123.8  ft. 
ea,st  ^Vanck  street  and  20-24  Van  Dam  street,  south 

fioor); <B,ock 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  regular  meeting 
of  May  23,  1944.at  2  P.  M.) 


262-44-A 

APPLICANT  Irving  M.  Fenichel,  for  General  Linen 
Supply  and  Laundry  Co.,  owner  (Cascade  Laundry 
lessee).  ’ 

^^PJFCT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 557-575  Marcy  avenue  (553- 
563  displayed)  and  86-102  Stockton  street,  south¬ 
east  corner  (Block  1747,  Lots  1-7  inclusive  and 
Lots  60-69  inclusive),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

Ad  ION  OF  BOARD — Appeal  granted  on  condition 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  _  0 


THE  RESOLUTION  (262-44-A) 

Whereas,  Irving  M.  Fenichel,  for  General  Linen  Supply 
and  Laundry  Company,  owner  (Cascade  Laundry,  lessee), 
filed  May  2,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent  affecting  557-575  Marcy  avenue  (553-563 

rm  -7anT  86',102  Stockton  street,  southeast  corner 

(block  1747,  Lots  1  to  7,  inclusive  and  Lots  60  to  69  in¬ 
clusive)  ,  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  21,  1944,  on  Misc.  Applic.  102-44,  reads: 

“1.  Installation  of  an  additional  1,000  gallon  solvent 
tank  is  contrary  to  the  Board  of  Standards  and  Appeals 
approval  Cal.  1047-4 1-SA.  Approved  2/17/42  for  Hoff- 
man  140F  Safety  Dry  Cleaning  Unit.” 

and 

Whereas  the  applicant  states  the  building  is  four  stories 
(56  ft.)  in  height;  200  ft.  by  185  ft.  in  area;  of  Class  3 
construction;  erected  prior  to  1921;  located  in  a  business 
use,  B  and  C  area  district  and  used  and  occupied  as  follows : 
cellar,  storage;  1st  floor,  wet  wash  laundry,  packing,  offices 
and  supplementary  dry  cleaning,  150  persons;  mezzanine, 
offices  and  assorting,  45  persons ;  2nd  and  3rd  floors,  ironing 
and  packing,  150  persons  on  each  floor ;  4th  floor,  offices 
and  laundry,  90  persons,  for  which  Certificate  of  Occupancy 
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107867  was  issued  January  21,  1943;  that  the  building  is 
equipped  with  a  one  source  sprinkler  system,  an  interioi 
fire  alarm  system,  and  fire  drills  are  maintained ;  that  there 
are  three  3  ft.  8  in.  steel  stairs,  fireproof  enclosed,  equipped 
with  metal  clad  self-closing  doors  and  extending  from  the 
roof  to  the  street ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  a  1,000  gallon  tank  in  connection  with  the  existing 
Hoffman  140F  Safety  Dry  Cleaning  Unit  now  installed  on 
the  premises;  that  the  existing  unit,  Model  M-2U,  conforms 
to  the  approval  of  the  Board  under  Cal.  1 047-41  -S A,  and 
was  installed  under  Misc.  Applic.  6565-41 ;  that  because 
available  supplies  of  the  solvent  are  , limited  and  because  of 
infrequency  of  deliveries  due  to  prevailing  conditions,  it  is 
essential,  in  order  to  prevent  interruption  of  the  operation 
of  the  unit  in  question,  that  greater  storage  facilities  be 
provided  than  is  permitted  by  the  Board’s  general  approval ; 
that  the  proposed  tank  will  be  encased  in  not  less  than  12 
in.  of  concrete  and  buried  so  that  the  top  will  be  pot  less 
than  3  ft.  below  ground ;  that  the  entire  installation  will 
conform  to  the  Administrative  Code,  as  applicable  to  tanks 
used  for  the  storage  of  1,500  gallons  of  volatile  inflammable 
solvents,  and  in  addition  thereto  will  conform  to  the  approval 
of  the  Board  under  Cal.  1071-41-SA ;  that  the  solvent  stored 
will  have  a  flash  point  of  not  less  than  138.2  degrees  F. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Applic.  102-44,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
to  permit  the  installation  of  the  additional  one  thousand 
(1,000)  gallon  tank,  constructed  and  maintained  as  proposed, 
on  condition  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  the  system  shall  comply  in  all  other 
respects,  with  the  approval  of  the  Board  under  Cal. 
1071-41-SA;  and,  granted  only  so  long  as  the  dry-cleaning 
is  accessory  to  the  main  use  as  a  laundry. 


278-44-A 

APPLICANT— Samuel  Rosenblum,  for  Yemmasse  Cor¬ 
poration,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 308-316  East  48th  street,  south 
side,  100  ft.  east  of  2nd  avenue  (Block  1340,  Lot 
44),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (278-44-A) 

Whereas,  Samuel  Rosenblum,  for  Yemmasse  Corpora¬ 
tion,  owner,  filed  May  9,  1944,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  308-316  East  48th 
street,  south  side,  100  ft.  east  of  Second  avenue  (Block 
1340,  Lot  44),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  5,  1944,  on  Alt.  Applic.  1042-43,  reads: 

“1.  The  westerly  stairway  should  extend  to  roof  as 
per  Sec.  271  Labor  Law. 

2.  Provide  a  second  means  of  exit  from  cellar. 

3.  Proposed  temporary  use  cannot  be  approved  with¬ 
out  the  issuance  of  a  new  certificate  of  occupancy.” 

and 

Whereas,  the  applicant  states  the  building  is  four  stories 
(52  ft.)  in  height;  125  ft.  by  102  ft.  2  in.  in  area;  of  Class 
1  construction ;  erected  1867 ;  located  in  an  unrestricted  use, 
B  area  district  and  used  and  occupied  as  garage  for  more 
than  five  cars  throughout  with  five  persons  on  each  story 
and  proposed  to  be  used  and  occupied  for  a  temporary  period 


as  follows:  Cellar,  storage  of  greeting  cards,  2  persons; 
1st  floor,  storage  of  greeting  cards  and  offices,  20  persons; 
2nd  floor,  factory  (sorting  greeting  cards)  20  persons;  3rd 
floor,  factory  and  storage  of  greeting  cards,  5  persons ; 
4th  floor,  storage  of  greeting  cards,  no  persons,  except  that 
occasionally  two  or  three  employees  will  occupy  the  4th 
floor  to  distribute  merchandise ;  that  the  building  is  equipped 
with  a  standpipe  system,  two  3  ft.  8  in.  interior  stairs  of 
fireproof  construction  extending  directly  to  the  street  and 
one  of  which  extends  to  roof ;  and 

Whereas,  the  applicant  contends  as  to  objection  1,  that 
the  westerly  stair  is  provided  with  a  ladder  with  flat 
treads  extending  to  an  easily  openable  scuttle  in  the  roof ; 
that  the  top  floor  has  no  one  regularly  employed,  but 
occasionally  two  or  three  persons  will  occupy  this  floor  to 
•  distribute  merchandise ;  that  in  view  of  the  limited  occu¬ 
pancy  of  the  top  floor,  it  is  requested  that  the  present  egress 
be  accepted;  and  contends  as  to  Objection  2,  that  the  occu¬ 
pancy  of  the  cellar  will  be  limited,  as  only  when  there  is 
occasion  to  store  merchandise,  will  there  be  any  one  in  the 
cellar  and  no  one  is  regularly  employed  in  the  cellar;  that 
there  is  a  stair  at  the  front  and  an  easily  traversed  fireproof 
runway  at  the  rear ;  that  there  is  also  a  stair  to  street  and 
an  engineer’s  ladder  to  sidewalk  from  boiler  room;  that 
inasmuch  as  the  cellar  is  used  only  for  storage  with  no 
factory  work  and  a  limited  number  of  employees,  it  is 
requested  that  the  existing  exits  be  accepted;  and  contends 
as  to  Objection  3,  that  the  building  has  a  certificate  of  occu¬ 
pancy  for  garage  for  more  than  five  cars ;  that  owing  to 
the  restricted  conditions  created  by  the  war  emergency,  it 
has  become  necessary  to  use  it  for  other  purposes  for  a 
temporary  period;  that  it  is  intended  to  maintain  the  garage 
as  heretofore  approved,  after  the  conditions  created  by  the 
war  emergency  have  passed ;  that  in  view  of  the  fact  that 
the  building  is  fireproof,  has  ample  egress,  the  top  story  and 
cellar  are  not  to  be  used  for  factory  purposes  and.  as  the 
entire  occupancy  is  for  a  temporary  period,  the  original  use 
to  be  restored  as  soon  as  conditions  permit,  it  is  requested 
that  a  variation  be  granted  to  permit  factory  use  pending 
the  restoration  of  normal  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law, 
as  cited  in  a  decision  of  the  borough  superintendent,  acting 
on  Alt.  Applic.  1042-43,  and  that  the  application  be  and  it 
hereby  is  granted  as  to  objection  1,  on  condition  that  the 
westerly  stair  shall  be  carried  to  the  roof  either  through  an 
approved  bulkhead  or  scuttle  with  a  doublerung  steel  ladder 
leading  thereto,  and  that  the  scuttle  shall  be  equipped  with 
an  easy-opening  device;  as  to  objection  2,  that  the  second 
means  of  exit  from  the  cellar  may  be  omitted,  provided 
the  cellar  has  no  human  occupancy;  that  the  ramp  from 
the  first  floor  to  cellar  may  be  continued  without  credit  for 
exit,  provided  an  enclosure  shall  be  constructed  at  the  foot 
thereof  with  a  fireproof  door  not  less  than  3  ft.  in  width, 
enclosure  and  door  to  be  approved  for  not  less  than  1-hour; 
as  to  objection  3,  that  the  proposed  use  shall  continue  only 
during  the  term  of  the  present  emergency  and  for  not  more 
than  one  year  thereafter;  and  that  the  garage  use  may  be 
restored  as  lawfuly  permitted,  after  the  termination  of  such 
temporary  use ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  and  that  during  the  term  of  this  tem¬ 
porary  use,  the  building  shall  not  be  increased  in  height  or 
area. 


520-43-A 

APPLICANT— Lewyt  Corporation,  for  Gretch  Building  No. 
4,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resoluton — re  Appeal  from  an  order 
and  decisions  of  the  fire  commissioner. 

PREMISES  AFFECTED— 54-82  Broadway,  southeast 
corner  of  Wythe  avenue  (basement,  2nd,  8th  and 
10th  floors)  ;  (Block  2130,  Lot  5),  Borough  of 
Brooklyn. 


MINUTES 


APPEARANCES— 

For  Applicant :  Bart  M.  Kevins. 

ACTION  OF  BOARD — Appeal .  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative;  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murhy  4 
Negative  .  0 

THE  RESOLUTION  (520-43-A) 

Whereas,  this  appeal,  from  an  order  and  decisions  of  the 
fire  commissioner,  affecting  premises  54-82  Broadway,  south¬ 
east  corner  of  Wythe  avenue  (basement,  2nd,  8th  and  10th 
floors)  ,  ( Block  2130,  Lot  5),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  December  14,  1943,  on  certain  con¬ 
ditions.  and  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  December  14  1943  bv 
adding  thereto:  ’ 

“that  in  view  of  pending  consideration  by  the  Board  for 
test  and  approval  of  the  bolts  installed  as  manufactured 
by  the  Monarch  Lock  Company,  under  Cal.  156-43-SM, 
such  bolts  may  be  maintained  until  action  is  taken  by  the 
Board  on  approval  of  aforementioned  bolts,  for  a  term 
not  to  exceed  three  (3)  months  from  the  date  of  this 
amended  resolution.” 


418-23-A 

APPLICANT  Henry  Nordheim,  for  Troy  Savings  Bank, 
owner ;  Samuel  Leibowitz,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  of  new  proposal  on  new  decision — re  Ap- 

Tvr»T-wrJ?$?i.  fr°m  a  decision  of  the  borough  superintendent. 

PREMISES  AFFECTED — 896-898  Prospect  avenue,  east 
side,  171.51  ft.  south  of  Prospect  avenue  and  E 
162nd  street  (Block  2690,  Lot  14),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


571-28-S 

APPLICANT — Sydney  Goldstone,  for  Universal  Sheet 
|  Metal  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Application  for  varia¬ 
tion  of  the  labor  law,  as  cited  in  a  decision  of  the 
borough  superintendent. 

PREMISES  AFTECTED — 4014-4016  Park  avenue,  east 
side,  100  ft.  9  in.  south  of  174th  street  (Block  2906, 
Lot  65),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Tobias  Goldstone. 

For  Administration-:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


585-43-A 

APPLICANT— Albert  Parnell,  for  Caroline  V.  Kissel, 
trustee  for  Louise  T.  Waring  u/w  of  Emily  A. 
Thorne,  owner  (Benjamin  Maier,  lessee). 


SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1241  6th  avenue  and  101  West 
49th  street,  northwest  corner  (cellar)  (Block  1002, 
Lot  29),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Albert  Parnell. 

For  Administration:  Insp.  Maher.  Fire  Deo’t 

ACTION  OF  BOARD-Laid  over  to  June  6,  1944  at  2 
P.  M.,  for  further  consideration. 


154-44-A 

APPLICANT— Morris  Whinston,  for  Mickey  Funeral 
Service,  Inc.,  owner. 

SUBJECT— Application  reopened  and  restored  to  calendar, 
May  9,  1944 — Appeal  from  decisions  of  the  borough 
superintendent  (previously  withdrawn). 
PREMISES  AFFECTED — 226-228  Lenox  avenue,  east 
side,  61  ft.  10  in.  north  of  West  121st  street  (Block 

A-rmf  aL2?’Jt?£L38  and  39)>  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  May  31,  1944  at  2 
P.  M.,  for  further  consideration. 


H.  Pensig,  for  Lina  Bender, 


160-44-A 

APPLICANT — Herbert 
owner. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 443  Hudson  avenue,  east  side, 
187  ft.  10  in.  north  of  DeKalb  avenue  and  258  Navy 
street  (Block  2086,  Lots  7  and  33),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Herbert  H.  Pensig. 

„  For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1944  at  2 
P.  M.,  for  further  consideration. 


187-44-A 

APPLICANT — Lama  and  Proskauer,  Toma  J.  Cook, 
owner. 

SUBJECT  Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 112-06  71st  road,  southeast 
corner  of  112th  street  (Block  2248,  Lot  9),  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Toma  Cook,  Mar¬ 
ian  Cook,  A.  B.  Kiljikian  and  C.  H.  Kettering. 
For  Opposition:  Reid  Hartel  and  Thomas  F.  Kiely. 
For  Administration:  Joseph  Ferro  and  Fred  Dah- 
.  „  lem,  Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  13,  1944  at  2 
P.  M.,  for  decision  without  further  argument. 


MATERIAL  SUBMITTED  FOR  APPROVAL 

1094-40-SM 

APPLICANT — R.  J.  Carlson,  for  Hope’s  Windows,  Inc., 
owner. 

SUBJECT — Hope’s  Automatic  Closing  Device,  for  Side 
Hinged  Casement  Windows,  Approval  of 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  Q 
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THE  RESOLUTION  (1094-40-SM) 

Whereas,  R.  J.  Carlson,  for  Hope’s  Windows,  Inc., 
owner,  filed  on  November  18,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ma¬ 
terial  known  as  Hope’s  Automatic  Closing  Device,  for  Side 
Hinged  Casement  Windows  ;  and 

Whereas,  the  applicant  failed  to  arrange  with  the  Com¬ 
mittee  on  Tests  of  this  Board  for  a  proper  inspection  and 
test  of  this  material,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


Adjourned:  4:20  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

WEDNESDAY  MORNING,  MAY  31,  1944 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  May  23,  1944,  and  Tuesday  afternoon, 
May  23,  1944,  were  approved  as  printed  in  Bulletin  No.  22, 
Volume  29. 


ZONING  CASES 

300-43-BZ 

APPLICANT— Frank  C.  Keller,  for  Jack  Farino,  owner. 
SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  section  7e  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
maintenance  of  a  building  for  the  storage  of  con¬ 
tractors  equipment  and  trucks  and,  also,  the  use  of 
part  of  the  vacant  portion  of  the  premises  for  the 
open  storage  of  contractors  equipment  and  trucks. 
PREMISES  AFFECTED— 107-33  154th  street,  east  side, 
251.47  ft.  north  of  108th  avenue  (Block  10133,  Lot 
12),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Frank  C.  Keller  and  Tony  Fano. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . •' .  0 

THE  RESOLUTION  (300-43-BZ) 

Whereas,  Frank  C.  Keller,  for  Jack  Farino,  owner,  filed 
July  18,  1943,  an  application  under  section  _7e  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  main¬ 
tenance  of  a  building  for  the  storage  of  contractors  equip¬ 
ment  and  trucks  and,  also,  the  use  of  part  of  the  vacant 
portion  of  the  premises  for  the  open  storage  of  contractors 
equipment  and  trucks;  affecting  premises  107-33  154th  street, 
east  side,  251.47  ft.  north  of  108th  avenue  (Block  10133,  Lot 
12),  Jamaica,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  May  31,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  154th  street  is  in  a  residence  use  dis¬ 
trict;  155th  street  is  in  a  residence  use  district;  Yates  road 
is  in  a  residence  and  business  use  district;  108th  avenue  is 
in  a  residence  use  district  and  107th  avenue  is  in  a  residence 
use  district;  and 


Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  18,  1943,  on  N.  B.  Applic.  317-42,  reads : 

“1.  The  following  is  contrary  to  Sec.  3,  B.Z.R. 

a.  A  garage  in  a  residence  use  zone  to  be  erected  not 
as  accessory  to  a  dwelling  on  the  lot. 

b.  The  erection  of  a  garage  in  a  residence  use  zone 
designed  to  be  occupied  by  more  than  three  cars. 

c.  The  use  of  the  premises  for  the  storage  of.  trucks 
and  contracting  equipment  in  a  residence  use  district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot  of  ground  having  a  frontage  of  80  ft.  and  a  depth  of 
100  ft.;  that  upon  the  northerly  rear^of  the  plot,  there  is 
located  a  one  story,  Class  3  building,  37  ft.  by  34  ft.  in  area ; 

•  that  it  is  proposed  to  use  this  building  for  the  storage  of 
contractor’s  equipment  and  trucks ;  that  it  is  also  proposed 
to  use  an  open  space,  having  a  frontage  of  40  ft.  and  an 
approximate  depth  of  65  ft.  for  the  (open)  storage  of 
contractor’s  equipment  and  trucks ;  and 

Whereas,  the  applicant  contends  that  a  contract  was 
entered  into  for  a  lease  and  purchase  of  this  property  in 
November  of  1940,  because  the  land  was  unrestricted;  that 
it  was  intended  to  erect  a  dwelling  thereon  and  use  the 
remaining  portion  of  the  land  for  the  storage  of  trucks 
and  builder’s  material;  that  it  was  also  intended  to  erect 
a  garage  to  house  trucks  used  in  the  contracting  business; 
that  title  was  taken  on  November  25,  1941 ;  that  between 
the  date  of  contract  and  the  date  of  title,  the  zone  was 
changed  to  residential  effective  January  13,  1941 ;  that 
unaware-  of  this  change,  owner  filed  under  application 
N.  B.  6281/41  for  a  five  (5)  car  garage;  that  this  appli¬ 
cation  was  denied,  as  the  property  was  then  in  a  residence 
district;  that  this  application  was  later  withdrawn;  that 
subsequently,  Application  N.  B.  317  &  318-42  was  filed 
for  the  erection  of  a  one  family  house  and  a  three  (3) 
car  garage  as  accessory ;  that  this  was  approved  on  March 
23,  1942;  that  an  amendment  was  filed  on  January  28, 
1943  to  increase  the  size  of  the  three  car  garage  from 
30  ft.  by  24  ft.  to  37  ft.  by  34  ft. ;  that  the  work  on  this 
garage  having  been  started  under  the  original  approval, 
the  owner  proceeded  to  complete  the  garage  under  the 
new  dimensions ;  that  on  April  19,  1943,  a  new  amend¬ 
ment  was  filed  in  order  to  set  forth  the  real  purpose  of 
the  garage;  that  on  Item  3 A  of .  the  amendment,  owner 
again  asked  for  the  increase  in  size  of  the  garage;  that 
on  Item  3B,  permission  was  asked  to  use  the  garage  for 
storing  contractor’s  equipment  and  trucks ;  that  on  Item  3C, 
permission  was  requested  to  use  that  land  lying  between 
the  front  of  the  garage  and  the  street  lot  line  and  for  a 
distance  of  40  ft.  south  from  the  northerly  lot  line;  that 
this  being  the  real  purpose  for  which  the  land  was  con¬ 
tracted  for  and  purchased,  it  is  on  these  3  items  that  a 
modification  is  now  being  sought;  that  due  to  the  present 
use  of  the  property  directly  opposite,  which  is  for  the 
storage  of  large  cranes  and  other  contractor’s  equipment, 
this  makes  this  property  undesirable  for  residence  use;  that 
the  garage  now  being  complete,  and  the  fact  that  a  contract 
was  entered  into  before  the  change  of  zone,  it  would  be  a 
hardship  to  the  owner  if  compelled  to  remoye  the  garage 
and  use  the  property  for  a  conforming  use;  it  is  therefore 
requested  that  the  Board  consider  the  above  stated  facts,  to 
recognize  the  hardship  with  which  the  owner  is  confronted 
and  grant  the  variation  sought;  and 

Whereas,  the  applicant  contends  further,  that  plans  filed 
November  3,  1943,  show  the  proposed  residence;  that  plans 
are  on  file  with  the  Department  of  Housing  and  Buildings, 
N.  B.  318/43;  that  no  work  started  because  of  war  re¬ 
strictions  ;  that  this  residence  when  completed,  is  to  be 
occupied  by  the  same  owner  as  appears  in  this  appeal  and 
that  the  equipment  to  be  stored  in  these  premises  will  vary; 
that  the  equipment  will  consist  of  trucks,  pleasure  cars  and 
motor  equipment  in  connection  with  contractor’s  use,  con¬ 
crete  mixers,  etc. ;  and 

Whereas,  the  applicant  has  changed  the  basis  of  appeal 
from  section  21  to  section  7e;  and 
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.  Whereas,  the  premises  and  surrounding  area  have  been 
inspected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7,  sub¬ 
division  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7e 
thereof,  for  a  term  of  two  (2)  years  from  the  date  of  this 
resolution,  to  permit  the  erection  and  use  of  the  garage  as 
proposed  and  the  use  of  the  40  ft.  on  the  northerly  portion 
of  the  lot  as  indicated  on  plans  filed  with  this  application 
marked  “Received  November  19,  1943,”  for  the  storage  of 

P  contractor’s  equipment  and  trucks  on  condition  that  this 
building  shall  not  be  increased  in  height  or  area ;  that  during 
the  term  of  this  permit,  the  premises  shall  be  occupied  for 
no  use  other  than  as  herein  proposed,  except  the  erection 
of  a  single  family  dwelling  on  the  southerly  end  of  the  plot; 
that  a  substantial  fence  shall  be  maintained  on  the  street 
building  line  and  on  all  interior  lot  lines ;  that  the  entrance 
to  the  garage  and  storage  space  for  contractors’  equipment 
shall  be  by  means  of  one  gate  as  indicated  with  a  curb 
cut,  not  exceeding  15  ft.;  that  no  motor  vehicle  repairing 
shall  be  permitted,  on  the  premises  or  within  the  building ; 
that  no  motor  vehicles  shall  be  stored  other  than  the  motor 
vehicle  and  equipment  belonging  to  the  owner  and  used 
in  his  business ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  three  (3)  months  from  the  date 
of  this  resolution. 


436-43-BZ 

APPLICANT  Sidney  H.  Ivitzler,  for  Alfonso  Lizzi  and 
Napoleone  Sicoli,  owners. 

SUBJECT  Application  (decisions  of  the  borough  superin¬ 
tendent),  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  sawing 
(with  motor  driven  saws),  chopping,  bagging,  stor¬ 
age  and  sale  of  wood. 

I  PREMISES  AFFECTED — 820-834  Euclid  avenue  and 
1130-1138  Loring  avenue,  southwest  corner  and 
west  side  of  Euclid,  avenue,  100  ft.  south  of  Loring 
avenue  and  south  side  of  Loring  avenue,  40  ft.  west 
of  Euclid  avenue  (Block  4505,  Lots  1,  7  and  52). 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  PI.  ICitzler,  Alfonso  Lizzi 
and  E.  A.  Palmieri. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

|  ACTION  OF  BOARD — Application  granted  on  condition. 

1  THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . '  0 

J  THE  RESOLUTION  (436-43-BZ) 

. .  ^  here  as,  Sidney  H.  Kitzler,  for  Alfonso  Lizzi  and 
Napoleone  Sicoli,  owners,  filed  September  10,  1943,  an 
|  application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  sawing  (with  motor 
j  driven  saws),  chopping,  bagging,  storage  and  sale  of  wood; 

;  affecting  premises  820-834  Euclid  avenue  and  1130-1138 
Loring  avenue,  southwest  corner,  and  west  side  of  Euclid 
;  avenue,  100  ft.  south  of  Loring  avenue  and  south  side  of 
Loring  avenue,  40  ft.  west  of  Euclid  avenue  (Block  4505, 
Lots.  1,  7  and  52),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
!  meeting.  May  31,  1944,  after  due  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Loring  avenue  is  in  a  residence  use, 


“D”  area  and  1  times  height  district;  Euclid  avenue  is  in  a 
residence  and  business  use,  “D”  area  and  1  times  height 
^strict  and  Holly  street  is  in  a  residence  and  business  use, 
D  area  and  1  times  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
if 1®.’  1944  on  Alt.  Applic.  186-44,  in  re  premises 
1130-1132  Loring  avenue,  reads: 

1;  The  storage,  of  kindling  wood  and  the  bagging 
of  kindling  wood  in  a  residence  use  district  contrary  to 
the  zoning  resolution,  Sec.  3.” 
and 

WMereas,  the  decision  of  the  borough  superintendent 

o^eiJa,TJary  l’  1944  on  Alt  APPllc.  1162-43,  in  re  premises 
832  Euclid  avenue,  reads : 

“1.  The  use  of  a  structure  and  premise  located  in  a 
residence  use  district  for  wood  sawing  and  wood 
chopping  or  lumber  yard  with  motor  driven  saws  is 
contrary  to  the  zoning  resolution.  Sec.  3.” 

and 

V  hereas,  the  decision  of  the  borough  superintendent 
dated  Jmumry  1,  1944  on  Alt.  Applic.  1161-43,  in  re  premises 
1136  Loring  avenue  reads: 

"1-  The  use  of  a  building  and  premise  located  in  a 
residence  use  district  for  wood  sawing  and  wood 
chopping  or  lumber  yard  with  motor  driven  saws  is 
contrary  to  the  zoning  resolution.  Sec.  3.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  shaped  plot  of  ground  having  a  frontage  of 
140  ft.  on  Euclid  avenue,  80  ft.  on  Loring  avenue  and  a 
distance,  of  143  ft.  along  the  southerly  lot  line;  that  upon 
the  Lonng  avenue  frontage  of  the  premises  there  are  located 
a  2  story  frame  dwelling,  51  ft.  by  16  ft.  in  area,  and  a  one 
story  frame  building,  54  ft.  by  25  ft.  in  area  used  for  the 
storage  of  kindling  wood;  that  upon  the  remainder  of  the 
plot,  there  are  a  1  story  cement  block  building  20  ft.  by  18 
ft.  m  area  (formerly  used  [legally*]  as  a  2  car  accessory 
garage),  a  one  story  frame  building,  20  ft.  by  18  ft.  in  area, 
and  also  a  one  story  frame  building  25  ft.  by  24  ft.  in  area ; 
that  these  buildings  are  used  for  sawing  (with  motor  driven 
saws),  chopping,  bagging,  storage  and  sale  of  wood;  that 
there  are  driveways  leading  from  the  premises  to  Euclid 
avenue  and  to  Loiing  avenue;  that  there  is  also  a  cutting 
table  and  saw  located  on  the  southerly  portion  of  the  prem-: 
ises  and  that  it  is.  proposed  to  continue  the  present  occu¬ 
pancy  of  the  premises ;  and 

W  hereas,  the  applicant  contends  that  in  accordance  with 
the  request  of  the  Board,  he  has  submitted  amended  appli¬ 
cations  including  Lots  1,  7  and  52  of  Block  4505,  revised 
plans,  objections  of  the  borough  superintendent  and  addi¬ 
tional  photographs  and  also  a  correct  list  of  owners  of 
property  affected;  that  Mr.  Lizzi  has  discontinued  the  use 
of  Lots  9,  10  and  11  in  Block  4505  for  the  storage  of  used 
lumber ,  that  the  cutting  table  consists  of  a  14  ft.  long  by 
20  in.  wide,  by  3  ft.  high  bench  with  iron  rollers  on  top; 
that  a  22  in.  diameter  saw  operates  on  a  vertical  3  h.p. 
electric  motor  to  cut  long  logs  and  long  beams  and  girders 
into  short  pieces ;  that  this  table  is  used  a  maximum 
of  about  20  hours  per  week;  that  the  sawing  is  done  with 
two  10  in.  diameter,  2  h.p.  electric  saws;  that  both  of  these 
saws  operate  on  the  same  2  h.p.  electric  motor ;  that  from 
1917  to  1929,  the  saws  wrxs  operated  on  a  h.p.  electric 
motor  connected  to  the  hoD.<t  Current;  and 
Whereas,  the  applicant  has  changed  the  basis  of  appeal 
from  section  21  to  section  7e;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
m  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  thereof 
as  to  Alt.  Applications  186-44,  Objection  1,  1162-43  Objec- 
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tion  1,  and  1161-43,  Objection  1,  for  a  term  of  two  ( 2 ) 
years  from  the  date  of  this  resolution,  to  permit  the  premises 
to  be  occupied  as  proposed,  on  condition  that  the  area  shall 
not  be  extended  and  that  no  additional  buildings  shall  be 
erected;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  the 
outdoor  cutting  table  on  Lot  7  shall  be  removed ;  that  the 
use  and  extent  of  the  premises  shall  not  exceed  that  indi¬ 
cated  on  plans  filed  with  this  application  marked  “Received 
April  10,  1944”  and  “September  10,  1943” ;  that  in  all  other 
respects,  the  buildings  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  other  than  as 
modified  by  the  Board  under  Cal.  438-43-A ;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 


55-44-BZ 

APPLICANT — Lama  and  Proskauer,  for  McCurrach  Or¬ 
ganization,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  tise  and  partly 
in  a  residence  use  district,  the  extension  in  height 
(by  the  erection  of  an  additional  story)  on  the 
southerly  Eastern  parkway  unit  of  a  group  of  fac¬ 
tory  buildings ;  it  is  proposed  also  to  extend  the 
factory  use  in  this  unit  from  25%  to  more  than 
25%  of  the  total  floor  space  of  the  building.  The 
group  of  buildings  was  previously  acted  upon  by 
the  Board  under  Cal.  396-37-BZ. 

PREMISES  AFFECTED  —  1873-1885  Eastern  parkway, 
west  side,  57  ft.  north  of  Atlantic  avenue  and  19 
Olive  place  (Block  1570,  Lots  7,  8,  9  and  31), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition :  Abraham  Eisner,  Adele  Cogliano, 
Mildred  Ceglio  and  Katherine  Tammuccio. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (55-44-BZ) 

Whereas,  Lama  and  Proskauer,  for  McCurrach  Organ¬ 
ization,  owner,  filed  January  21,  1944,  an  application  under 
section  7c  of  the  zoning  resolution,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  the 
extension  in  height  (by  the  erection  of  an  additional  story) 
on  the  southerly  Eastern  parkway  unit  of  a  group  of  factory 
buildings ;  it  is  proposed  also  to  extend  the  factory  use 
in  this  unit  from  25%  to  more  than  25%  of  the  total  floor 
space  of  the  building ;  that  group  of  buildings  was  previously 
acted  upon  by  the  Board  under  Cal.  396-37-BZ ;  affecting 
premises  1873-1885  Eastern  parkway,  west  side,  57  ft.  north 
of  Atlantic  avenue  and  19  Olive  place  (Block  1570,  Lots 
7,  8,  9  and  31),  Borough  of  Brooklyn;  and 
Whereas,  a  public  heanVvSs%  held  on  this  application 
by  the  Board  of  Standard  and  Appeals,  at  its  regular 
meeting,  May  31,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Eastern  parkway  is  in  a  business  use, 
“E”  area  and  1  times  height  district ;  Olive  place  is  in  a 
residence  and  business  use,  “E”  area  and  1  times  height 
district ;  Atlantic  avenue  is  in  a  business  use,  “E”  area  and 
1  times  height  district  and  Herkimer  street  is  in  a  residence 
and  business  use,  “E”  area  and  1  times  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  December  22,  1943,  on  Alt.  Applic.  3504-43,  reads : 


“12.  The  addition  of  approximately  1,500  sq.  ft.  of 
floor  area  for  manufacturing  use  to  a  building  located 
in  a  business  use  district  with  an  area  used  for  manu¬ 
facturing  already  in  excess  of  that  permitted  by  the 
-Zoning  Resolution,  Sec.  4-(c)  is  in  violation  of  that 
Section. 

15.  The  Board  of  Standards  and  Appeals  granted  a 
permit  on  these  premises  under  Cal.  396-37-BZ.  No 
material  alteration  may  be  made  unless  approved  by 
the  Board.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregular  shaped  plot  having  a  frontage  of  110  ft.  on 
Eastern  parkway,  55  ft.  6  in.  on  Olive  place  and  a  distance 
of  195  ft.  along  the  northerly  lot  line;  that  the  Olive  place 
frontage  is  in  a  residence  use  district  and  the  Eastern  park¬ 
way  frontage  is  in  a  business  use  district;  that  upon  the 
Olive  place  frontage  there  are  three — two  story  and  base¬ 
ment,  frame,  2  family  dwellings;  that  upon  the  Eastern 
parkway  frontage  there  are  three,  interconnected  buildings 
occupied  as  factories  (neckties)  ;  that  the  north  building  is 
class  3  construction,  one  story  in  height,  50  ft.  10  in.  by 
97  ft.  4  in.  in  area  that  the  buildings  are  protected  with  a 
one  source  sprinkler  and  standpipe  system;  that  there  are 
located  at  the  rear  of  this  building  three  one  story  buildings 
— a  boiler  room  and  two  storerooms ;  that  the  building 
abutting  the  one  story  building  to  the  south  is  of  Class.  6 
construction,  4  stories  in  height  and  40  ft.  4  in.  by  97  ft.  4  in. 
in  area;  that  the  southerly  building  (the  one  in  question) 
is  Class  3  construction,  3  stories  in  height  and  19  ft. 
by  80  ft.  in  area;  that  the  applicant,  in  re  the  entire 
premises  in  question  (1873-1885  Eastern  parkway)  has 
filed  a  Certificate  of  Occupancy  87505,  dated  May  24,  1938 
(Permit  2853-38),  for  “1st  story,  factory  and  storage,  80 
persons;  2nd  story,  factory,  60  persons;  3rd  story,  factory, 
60  persons;  4th  story,  factory,  30  persons.  Total,  factory 
and  storage” ;  that  it  is  proposed  to  alter  the  southerly  3 
story  building;  to  add  an  additional  story  and  to  convert 
the  use  of  the  1st  and  2nd  stories  from  storage  to  manu¬ 
facturing  ;  to  continue  the  use  of  the  3rd  story  for  manu¬ 
facturing  and  to  use  the  (proposed)  4th  story  for  manufac¬ 
turing;  that  according  to  approved  Alt.  Applic.  23173-27  (in 
re  the  erection  of  the  3rd  story  building  in  question) — the 
1st  story  is  storage  and  shipping;  2nd  story,  storage  and 
offices;  3rd  story,  manufacturing;  that  an  affidavit  attached 
to  the  Alt.  Application  states  that  the  factory  occupancy  on 
the  3rd  story  will  not  exceed  that  permitted  by  Sec.  4, 
subdivision  c  of  the  zoning  resolution;  that  the  proposed 
manufacturing  use  on  the  (proposed)  4th  story  (an  area 
of  approximately  1,500  sq.  ft.)  is  all  in  excess .  of  that 
manufacturing  area  permitted  by  the  zoning  resolution ;  and 
Whereas,  the  applicant  contends  that  it  is  the  intention 
of  the  owner  to  remove  the  present  wooden  stairs  at  the 
rear  of  the  4  story  building  and  construct  a  new  screened 
iron  stairs  leading  to  the  rear  yard,  creating  a  better  and 
safer  means  of  exit;  to  also  install  new  toilet  facilities  on 
all  floors;  that  it  is  also  proposed  to  erect  an  additional 
story,  19  ft.  by  80  ft.  on  the  existing  3  story  building  to  be 
used  for  manufacturing,  and  it  is  proposed  to  change  the 
use  of  the  1st  and  2nd  floors  of  this  building  from,  storage 
to  manufacturing;  that  this  contemplated  alteration  and 
change  of  use  is  needed,  to  permit  the  normal  expansion  of 
business,  and,  inasmuch  as  the  premises  are  now  used  for 
manufacturing  purposes,  the  additional  space  required  will, 
in  no  way,  affect  the  general  surrounding  of  the  community; 
that  the  owner  owns  also  Lot  36,  Block  1570;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals,  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to 
permit  the  construction  of  the  additional  (fourth  story)  as 
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proposed  and  as  indicated  on  plans  filed  with  this  application 
marked  “Received  January  12,  1944“  and  to  extend  the 
factory  use  throughout  the  building,  on  condition  that  the 
sprinkler  system  shall  be  continued  throughout  the  entire 
building  and  shall  be  maintained  to  the  satisfaction  of  the 
fire  commissioner;  that  the  new  means  of  exit  as  pro¬ 
posed  shall  be  constructed  and  maintained;  that  such  port¬ 
able  fire-fighting  appliances  shall  be  installed  as  the  fire 
commissioner  shall  direct;  that  the  sprinkler  system,  stand¬ 
pipe  system,  interior  fire  alarm  system  and  fire  drills  shall 
be  maintained  to  the  satisfaction  of  the  fire  commissioner ; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  other  than  as  modified  by  the  Board  under  Cal.  240-44-A ; 
that  all  permits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  resolution. 


MATERIALS  SUBMITTED  FOR  APPROVAL 

830-39-SM 

APPLICANT — Ajax  Metal  Door  Corporation,  present 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  change  of  ownership. 
APPEARANCES— 

For  Applicant :  J.  B.  Apfel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . * .  0 

THE  RESOLUTION  (830-39-SM) 

Whereas,  this  material  known  as  the  NYK-A  Fire  Door 
and  NYK-B  Fire  Door  (One-Hour  Door),  was  approved 
by  the  Board  on  January  21,  1941,  for  a  temporary  period 
of  six  months  and  the  temporary  approval  was  extended  on 
July  23,  1941  for  a  period  of  four  months;  and 
Whereas,  further  extensions  of  the  temporary  approval 
were  granted  by  the  Board,  from  time  to  time,  the  last  such 
extension  having  been  granted  on  May  9,  1944;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  relative  to  the  change  in  ownership. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  21,  1941,  as 
amended  through  May  9,  1944,  only  in  so  far  as  it  has  refer¬ 
ence  to  the  Ace  Metal  Door  Corporation,  listed  therein  as 
one  of  the  applicants,  by  adding  thereto: 

‘  that  in  the  event  the  Ace  Metal  Door  Corporation  is 
succeeded  by  Ajax  Metal  Door  Corporation  and  all  the 
rights  and  assets  of  such  corporation  are  taken  over  by 
the  Ajax  Metal  Door  Corporation,  all  of  the  privileges 
given  to  the  Ace  Metal  Door  Corporation  under  this 
resolution  may  be  deemed  to  accrue  to  the  Ajax  Metal 
Door  Corporation.’’ 


846-40-SM 

APPLICANT — The  LaPorte  Corporation,  present  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  as  to  name  of  manufacturer  (previously 
the  Metal  Door  and  Trim  Company). 
APPEARANCES— 

For  Applicant :  None. 

AC  I  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


THE  RESOLUTION  (846-40-SM) 

Whereas,  Metal  Door  and  Trim  Company,  owner,  filed 
August  7,  1940,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  the 
Metal  Door  and  Trim  Company  One  and  One-half  Hour 
Hollow  Metal  Fire  Door,  Panel  Type;  and 
Whereas,  this  material  was  approved  by  the  Board  on 
February  25,  1941,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  relative  to  the  change  of  name  in  the  ownership. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  Feb¬ 
ruary  25,  1941  by  adding  thereto: 

“that  in  the  event  the  name  of  this  corporation  is 
changed  to  the  ‘LaPorte  Corporation’  and  such  cor¬ 
poration  has  succeeded  to  all  assets  of  the  Metal  Door 
and  Trim  Company,  this  approval  may  be  deemed  to 
have  been  given  to  such  new  company,  the  ‘LaPorte 
Corporation.’  ” 


449-43-SM 

APPLICANT — Modern  Waterproofing  Paint  Co.,  owner. 
SUBJECT  Aquella  and  Aquella  No.  2  Waterproofing 
Mineral  Paint  for  Interior  and  Exterior  Use,  re¬ 
spectively,  approval  of. 

APPEARANCES— 

For  Applicant:  Leandro  W.  Tomarkin. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative .  o 

THE  RESOLUTION  (449-43-SM) 

Whereas,  the  Modern  Waterproofing  Paint  Company, 
owner,  filed  on  September  21,  1943,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  ma¬ 
terial  known  as  Aquella  and  Aquella  No.  2  Waterproofing 
Mineral  Paint  for  Interior  and  Exterior  use,  respectively 
and  ’ 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 


Re :  Cal.  449-43-SM 


May  17,  1944. 


Subject.  Aquella  and  Aquella  No.  2  Waterproofing 
Mineral  Paint  for  Interior  and  Exterior  Use, 
respectively. 


The  Modern  Waterproof  Paint  Company  of  New 
York  City  filed  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  under  the  requirements  of  C26-178.0,b, 
Administrative  Building  Code  for  the  approval  of  their 
waterproofing  mineral  paints  known  as  Aquella  for  use 
as  an  interior  waterproofing  paint  and  Aquella  No.  2 
for  use  as  an  exterior  waterproofing  paint  on  founda¬ 
tions  and  masonry  construction  as  covered  in  Article  9 
Administrative  Building  Code  and  the  Board’s  Rules 
an  Manufacture,  Testing  and  Use  of  Concrete  Masonrv 
Rule  5.3.1. 


DESCRIPTION  OF  AQUELLA 

Aquella  is  a  uffiite  mineral  powder;  an  analysis  of  a 
sample  made  by  Robert  W.  Hunt  Co.,  Lab.  Report  No 
L-23219,  file  No.  31140-1  is  as  follows: 

%  Loss  on  ignition .  9.71 

%  Silica  (Si02)  .  42.96 

%  Iron  Oxide  (Fe20:i) . ?0 

%  Alumina  (A1=03)  .  7.34 

%  Calcium  Oxide  (CaO) .  3&09 

%  Magnesia  (MgO) . 83 

%  Sulphuric  Anhydride  (So.-,)  . .82 
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These  ingredients  are  so  proportioned  and  are  of  such 
fineness,  some  of  the  aggregates  have  a  diameter  of  1 
micron,  that  they  penetrate  into  the  smallest  of  pores 
in  a  porous  masonry  or  concrete  surface.  When  applied 
to  such  surface  a  chemical  reaction  takes  place  between 
the  calcium  oxide  in  the  wall  surface  materials  and 
forms  a  complex  non-reversible  stable  salt.  The  hydroxil 
group  (0LL)  is  substituted  by  the  loss  of  crystalliza¬ 
tion  water  through  a  chemical  reaction  forming  a  per¬ 
manently  insoluble  compound  which  continues  to  haiden 
with  aging.  This  enables  micro  penetration  and  the 
same  chemical  reaction  in  the  minute  pores  of  the  wall 
materials  due  to  presence  of  mono-di-tri-silicate  com¬ 
plex  salts  with  a  particle  size  of  about  half  a  micron 
(1  micron  equals  one  thousandth  of  a  millimeter).  This 
protective  surface  becomes  stable  within  the  pores  of 
the  wall  material  and  regardless  of  what  happens  to 
the  surface  coat  the  water  protection  is  not  impaired. 
Contrarv  to  shrinkage  phenomena  of  most  painted  sur¬ 
faces,  Aquella  expands  minutely  upon  drying,  insuring 
a  quantitative  filling  of  the  pores  and  better  bond.  Be¬ 
cause  of  the  filling  of  the  pores  with  Aquella,  the 
presence  of  a  hydrostatic  head  of  water  on  the  unpro¬ 
tected  side  does  not  impair  the  integrity  of  the  treated 
wall  or  its  property  to  resist  capillary  action  or  seep¬ 
age  of  water.  Where  cracks  occur  in  stabilized  walls, 
Aquella  paste  (3  qts.  of  water  to  8  lbs.  Aquella)  forced 
into  clean  cracks  under  pressure  permanently  seals  the 
crack  and  protects  against  leakage. 

TESTS 

Tests  of  the  water-resisting  properties  of  Aquella  were 
made  at  the  National  Bureau  of  Standards,  Report 
1X7/971  applied  to  masonry  walls  before  and  after 
treatment  with  Aquella,  under  a  low  head  of  water 
simulating  conditions  to  which  walls  above  grade  may 
be  exposed.  These  walls  were  constructed  and  tested 
for  permeability  as  follows  : 

Masonry  wall  specimens 

Two  of  the  four  walls  were  built  of  highly  absorptive 
brick,  and  the  other  two  were  of  stone-concrete  block. 
The  walls  were  8  in.  thick,  about  40  in.  long,  and  50  in. 
high,  and  they  were  built  to  be  highly  permeable.  They 
were  similar  in  construction  to  a  brick  wall,  illustrated 
in  figure  1  of  a  publication  of  the  Bureau,  Building 
Materials  and  Structures  Report  BMS82.  Each  wall 
contained  two  flashings  (fig.  1  of  MBS82),  the  upper 
flashing  was  designed  to  collect  water  passing  through 
the  wall,  the  lower  collected  water  from  the  bottom 
interior  of  the  wall. 

Mixing  and  application  of  the  paint 

The  Aquella  powder  was  tempered  with  water  and 
two  coats  of  paint  were  applied  to  each  of  four  masonry 
wall  specimens.  The  preparation  of  the  walls  for  paint¬ 
ing  and  the  mixing  and  application  of  the  paint  was 
under  the  direction  of  the  applicant.  A  separate  batch 
of  paint  was  prepared  for  each  wall  by  stirring  water 
and  Aquella  powder  together  until  a  sufficient  quantity 
of  a  smooth  thick  paste  was  made.  Additional  water 
was  then  added  with  constant  stirring  until  the  total 
amount  of  water  in  the  paint  was  about  70  per  cent 
by  weight  of  dry  powder.  The  paint  was  of  a  thick 
creamy  consistency  and  slowly  formed  into  drops  from 
a  blunt-ended  stick.  The  walls  were  wetted  and  were 
nearly  saturated  with  water,  but  little  or  no  water 
was  visible  on  them  when  the  paint  was  applied.  The 
amount  of  paint  applied  to  the  walls  is  given  in  table  1. 
Walls  B115  and  B307  of  BMS  report  No.  82  were 
painted  on  the  back  (inside)  faces  with  a  4  in.  paint 
brush.  The  paint  was  carefully  brushed  over  the  wall 
area  in  vertical  and  in  horizontal  strokes,  and  pin  holes 
in  the  paint  coatings  were  “touched  up”  by  brushing  in 
additional  paint.  The  first  coats  applied  to  these  walls 
were  cured  without  wetting  for  10  days  at  a  tempera¬ 
ture  of  72  deg.  F.  and  a  relative  humidity  of  85  per 


cent,  when  the  walls  were  tested  for  permeability.  The 
walls  were  then  given  a  second  coat  of  paint,  and  after 
curing  for  5  days  they  were  again  tested  for  perme¬ 
ability.  Walls  B327  and  B322  were  painted  on  the  ex¬ 
posed  faces.  The  first  coats  on  these  walls  consisted  of 
two  applications.  The  first  application  was  made  with 
a  roofing  brush  and  the  second,  immediately  following, 
was  with  a  paint  brush.  The  second  coats  were  care¬ 
fully  applied  6  days  later  using  a  paint  brush  with 
vertical  and  horizontal  strokes  across  the  wall  area.  The 
walls  were  cured  in  air  at  a  temperature  of  72  deg.  F. 
and  a  relative  humidity  of  85  per  cent  for  6  weeks  after 
applying  the  second  coat,  when  they  were  tested  for 
permeability. 

Test  method 

The  walls  were  tested  for  permeability  before  and 
after  they  were  painted  with  “Aquella”  and  two  of 
them,  painted  on  the  back  (unexposed)  faces,  were  also 
tested  between  the  application  of  the  first  and  second 
coats.  The  test  (described  in  Section  III  of  BMS82) 
simulated  exposure  to  wind-driven  rain.  The  exposed 
face  of  the  walls  was  covered  with  a  thin  sheet  of 
running  water  and  subjected  to  an  air  pressure  of  10 
lbs. /ft.  above  atmospheric  pressure.  The  walls  were 
stored  outdoors  after  they  were  tested  for  permeability. 

Rating  of  permeability 

The  arbitrary  ratings  of  wall  performance  were  the 
same  as  those  given  in  BMS82.  They  were  based  on 
the  assumption  that  visible  waiter  or  extensive  damp 
areas  on  the  back,  or  leakage  through  the  base  of  a 
wall,  would  damage  plaster,  applied  directly  to  the  wall, 
or  would  injure  the  interior  trim  or  furnishings  of  a 
building. 

Wall  performance  ratings: 

Excellent  (E) 

No  water  visible  on  back  of  the  wall  (above  the 

flashings)  at  the  end  of  one  day.  Not  more  than 

25  per  cent  of  the  wall  area  damp  at  the  end  of  five 

days.  No.  leaks1  through  the  wall  in  five  days. 

1  Leaks  are  defined  as  follows:  A  leak  is  a  flow  o' 
water  from  one  or  both  flashings,  the  total  rate  of 
flow  being  equal  to  or  greater  than  0.05  liters 
per  hour. 

Good  (G) 

No  water  visible  on  back  of  the  wall  at  the  end 
of  one  day.  Less  than  50  per  cent  of  the  wall  area 
damp  at  the  end  of  one  day.  No  leaks1  through 
the  wall  at  the  end  of  one  day. 

There  was  little  practical  difference  between  the  per¬ 
formance  of  walls  rated  as  “good”  or  “excellent,”  and 
it  is  possible  that  walls  rated  as  “fair”  would  be  con¬ 
sidered  to  have  a  satisfactory  resistance  to  rain  pene¬ 
tration,  except  when  subjected  to  rain  and  to  winds  of 
high  velocity  for  long  periods. 

Results  of  the  Tests 

Data  obtained  from  the  permeability  tests  are  given 
in  table  2.  The  walls  treated  on  the  exposed  faces 
were  rated  “excellent”  after  painting,  and  the  coatings 
of  “Aquella”  paint  were  as  effective  as  any  of  the 
cement-water  paints  tested  at  the  Bureau. 

Walls  treated  on  the  back  (unexposed)  faces  with 
Aquella  were  rated  poor  after  application  of  first  coat 
and  good  after  application  of  second  coat.  The  pressure 
applied  to  the  exposed  faces  of  these  walls  was  equiva¬ 
lent  to  a  head  of  2  in.  of  water  and  the  tests  do  not 
indicate  how  effective  such  coatings  may  be  when  sub¬ 
jected  to  higher  water  pressures. 

On  November  30  after  the  walls  had  been  stored 
outdoors  for  about  three  months,  the  paint  coatings, 
especially  that  on  wall  B327,  were  found  to  be  crazed. 
The  crazing  was  most  extensive  in  the  coatings  over 


MINUTES 


the  bricks  in  the  brick  walls  and  in  those  over  the 
joints  in  the  walls  of  stone-concrete  block. 


TABLE  1.  Amount  of  “Aquella”  paint  applied  to  walls. 


Wall 

B327 

B 1 15 

B  322 

B307 

Kind  of  backing 

brick 

brick 

concrete 

block 

concrete 

block 

Paint  applied  to 

exposed 

face 

back 

exposed 

face 

back 

Wt.  of  “Aquella” 
powder  applied 
per  100  sq.  ft. 
of  wall  area 

1st  coat  (lb.) 

20.4 

18.6 

11.2 

12.4 

2nd  coat 

4.3 

3.5 

4.8 

2.9 

Total 

24.7 

22.1 

16.0 

15.3 

Water  content  of 
paint  by  weight 
1st  coat  (%) 

71 

71 

71 

71 

2nd  coat 

69 

68 

67 

68 

TABLE  2.  Permeability  of 

walls  treated  with  ‘ 

‘Aquella” 

Wall 

B327 

B322 

B11S 

B307 


Kind  of  backing- 
brick 

concrete  block- 
brick 

concrete  block 


Paint  applied  to 
exposed  face 

exposed  face 
back  face 

back  face 


Wall 

Condition 
of  wall  Damp 
when  tested  Hrs. 

Water 

on 

back 

(hrs.) 

Leak 

hours 

Rate  of 
leakage 
per  hr. 
Liters 

Damp 

in 

one 

day 

Rating 

B327 

bef.  paint  0.1 

0.1 

0.3 

92 

% 

90 

V.P. 

aft.  paint  17.4 

— 

— 

0 

1 

E 

B322 

bef.  paint  0.05 

0.07 

0.07 

119 

95 

V.P. 

aft.  paint  — 

— 

— 

0 

0 

E 

B 1 1 5 

bef.  paint  0.01 

0.02 

0.4 

36 

90 

V.P 

aft.  1st  ct.  0.08 

0.08 

0.1 

0.5 

b 

P 

aft.  2d  ct.  0.5 

c 

— 

0 

b 

G 

B307 

bef.  paint  0.03 

0.03 

0.10 

84 

95 

V.P. 

aft.  1st  ct.  0.4 

0.4 

0.15 

0.6 

b 

P 

aft.  2d  ct.  — 

— 

— 

0 

b 

G 

Rating:  \  .P.-very  poor.  P.-poor.  G.  Good.  E. -Excellent. 

a.  The  uncertainty  of  the  observation  is  given  if  it  ex¬ 
ceeds  10  per  cent  of  the  elapsed  time. 

A  dash  indicates  no  failure  of  the  wall. 

b.  Not  determined. 

c.  Water  visible  on  back  at  7  hours,  but  not  visible  at 
1  day. 


Additional  tests  of  the  properties  of'  Aquella  when 
used  to  stop  seepage  of  water  in  walls  of  the  Bowery 
Bay  Pumping  station  were  made  by  the  Department  of 
Public  Works  of  the  City  of  New  York.  The  walls 
were  subjected  to  considerable  hydrostatic  head  as  they 
were  located  below  the  low  tide  level  and  considerable 
seepage  occurred  due  to  structural  cracks  due  to  settle¬ 
ment.  Aquella  paste  was  applied  to  clean  cracks ;  in 
some  cases  the  cracks  were  as  much  as  U/2"  wide  from 
ceiling  to  floor  and  satisfactorily  sealed  off  the  walls 
from  further  seepage.  After  treatment  the  walls  were 
painted  and  for  the  past  year  no  further  seepage,  leak¬ 
age  or  dampness  occurred.  (See  Reference  No.  500.800 
from  R.  Parke  to  J.  F.  Johnson,  Department  of  Public 
Works. ) 

The  applicant  has  furnished  photostatic  copies  of 
reports  purporting  to  show  the  satisfactory  service  of 
Aquella  in  many  different  types  of  wraterproofing  appli¬ 
cations  throughout  this  country  and  in  Europe. 


DESCRIPTION  OF  AQUELLA  NO.  2 

Aquella  No.  2  differs  slightly  from  Aquella  in  that  its 
quantitative  composition  varies  as  indicated  by  the 
R.  W.  Hunt  Co.,  report  Lab.  No.  M-23460,  file  31140-1 
as  follows : 

“The  results  of  our  analysis  of  sample  of  white  min¬ 
eral  powder  received  with  your  letter  of  May  3,  1944 
are  as  follows : 


Designation  Aquella  No.  2 

%  Loss  on  ignition  .  6.96 

%  Silica  ( Si0a)  .  41.46 

%  Iron  Oxide  (FeA)  . 16 

%  Alumina  (A1203)  .  7.02 

%  Calcium  Oxide  (CaO)  .  42.26 

%  Magnesia  (MgO)  . 96 

%  Sulphuric  Anhydride  (S03)..  .95 


Qualitatively,  Aquella  No.  2  is  the  same  as  Aquella 
except  that  it  results  in  a  harder  surface  film,  which 
gives  it  a  wearing  and  weathering  resistance,  rendering 
it  more  preferable  to  exterior  applications.  The  chemi¬ 
cal  reactions  that  occur  with  Aquella  No.  2  are  identical 
with  that  described  hereinbefore  for  Aquella.  Aquella 
is  equally  as  good  for  exteriors  except  for  the  hardness 
of  the  surface  and  the  roughness  of  the  surface  of 
Aquella  No.  2  treated  surfaces.  Both  materials  are 
equally  suitable  to  rendering  surfaces  impermeable  to 
water  and  dampness  except  for  the  increased  resistance 
to  wear  of  Aquella  No.  2  due  to  the  added  hardness  of 
the  surface. 

USE  OF  AQUELLA  AND  AQUELLA  NO.  2 

1.  Number  of  coats  required: 

a.  For  damproofing  work,  one  coat  of  Aquella  is 
sufficient. 

b.  For  waterproofing  work,  two  coats  of  Aquella  or 
Aquella  No.  2  are  recommended. 

2.  Covering  Power : 

a.  On  cinder  concrete  blocks  and  similar  surfaces : 

First  coat :  40  to  60  sq.  ft.  per  gallon 

Second  coat:  200  to  250  sq.  ft.  per  gallon 

b.  On  cement,  concrete  and  similar  surfaces: 

First  coat:  approximately  70  sq.  ft.  per  gallon 

Second  coat:  200  to  250  sq.  ft.  per  gallon 

c.  On  brick  and  similar  surfaces : 

First  coat:  60  to  70  sq.  ft.  per  gallon 

Second  coat:  175  to  200  sq.  ft.  per  gallon 

3.  Preparation  of  Surfaces : 

a.  Thoroughly  scrub  the  surface  clean,  with  wire 
brush  if  possible,  of  all  dirt,  stone  dust,  loose 
particles,  oil,  grease,  lacquer,  paraffin  or  any 
other  substance  which  would  prevent  Aquella 
from  bonding  into  the  masonry  pores. 

b.  If  existing  surface  shows  efflorescence  (white 
stains)  or  mortar  stains,  clean  such  surface  with 
a  10%  solution  of  muriatic  acid  and  thoroughly 
wash  down  with  clean  water. 

4.  Mixing: 

a.  Mix  Aquella  powder  with  clean,  cold  water  by 
placing  the  powder  into  the  water  in  the  follow¬ 
ing  proportions : 

To  prepare  1  gallon,  mix  8.4  lbs.  of  Aquella 
powder  with  3  quarts  of  water. 

To  prepare  3  gallons,  mix  25  lbs.  of  Aquella 
powder  with  9  qts.  of  water. 

b.  Add  the  powder  to  the  water,  stirring  constantly 
until  all  lumps  have  completely  disappeared  and 
the  mixture  made  creamy. 

c.  Allow  mixture  to  stand  for  ten  minutes  before 
using. 
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d.  After  mixing,  Aquella  and  Aquella  No.  2  will 
last  from  2*4  to  3  hrs.;  therefore  mix  only  the 
required  quantity  for  use  within  this  time. 

5.  Application : 

a.  Aquella  and  Aquella  No.  2  are  applied  by  the 
brush  method. 

b.  For  the  first  coat,  on  cinder  concrete  blocks  and 
similar  surfaces,  use  a  fender-cleaning  or  stiff 
horse  hair  brush ;  for  concrete,  brick,  and  similar 
surfaces,  use  a  roofing  brush,  or  a  stiff  horse 
hair  brush. 

c.  For  the  second  coat,  use  a  stiff  horse  hair  brush 
regardless  of  the  type  of  surface  to  be  treated. 

d.  Note:  For  cracks  and  defective  masonry  joints, 
rake  out  same,  clean  and  wet  thoroughly,  then 
force  to  refusal  Aquella  which  is  easily  prepared 
in  thick  paste  form  (8  lbs.  of  powder  to  2  qts. 
cold  water)  into  the  cracks  or  joints  with  a 
flat  knife. 

e.  Wet  surface  thoroughly  with  clean  water  for 
fifteen  minutes  by  using  a  sponge,  brush,  or  a 
hose  with  a  fine  spray. 

f.  Apply  the  first  coat  using  overlapping,  daubing, 
horizontal  and  vertical  strokes. 

g.  Allow  the  first  coat  to  dry  for  24  hours. 

h.  For  the  three  following  days,  wet  the  first  coat 
with  clean  water  for  five  minutes  each  day. 

i.  Four  to  six  days  after  application  of  the  first 
coat,  wet  surface  for  a  few  minutes  and  apply 
the  second  coat  of  Aquella  in  the  same  manner 
as  described  for  the  first  coat. 

j.  Allow  the  second  coat  to  dry  for  24  hours. 

k.  For  the  three  following  days,  wet  the  second 
coat  with  clean  water  for  five  minutes  each  day. 

l.  Every  pore  of  the  wall  must  be  thoroughly  cov¬ 
ered.  Pinholes  formed  by  the  breaking  of  air 
bubbles  should  be  brushed  over  again  a  few 
minutes  after  they  have  appeared. 

m.  The  mix  should  be  kept  uniform  by  stirring  at 
frequent  intervals,  and  should  be  applied  in  a 
cool,  moist  atmosphere,  preferably  without  venti¬ 
lation. 

n.  The  treatment  should  not  be  applied  during 
freezing  weather  or  at  temperatures  below  freez¬ 
ing. 

o.  For  application  on  cement  or  masonry  floors,  use 
two  coats  of  the  treatment  in  the  same  manner 
as  hereinbefore  described,  and  when  dry,  paint 
over  with  a  suitable  floor  paint. 

6.  Coloring : 

Aquella  and  Aquella  No.  2  are  easily  colored  by 
adding  iron  oxides  in  the  amount  of  2%  to  4%  of 
the  weight  of  the  Aquella  powder  prior  to  mixing 
with  the  water  or  it  may  be  painted  over  with  any 
type  of  paint  in  the  desired  color. 

7.  Packaging :  These  materials  are  obtainable  in  bags 

of  8.4,  25,  50  and  100  lbs.  and  must  be  stored  in  a 
dry  place. 

8.  Precautions : 

1.  Applied  on  unpainted,  untreated  and  clean  por¬ 
ous  masonry  surfaces  only. 

2.  Surfaces  are  thoroughly  wetted  before  and  after 
application  of  each  coat  of  Aquella. 

3.  Dampproofed  or  waterproofed  surfaces  are  not 


pierced  by  means  of  screws,  nails  or  toggle  bolts, 
etc. 

GENERAL 

In  considering  this  application  for  approval,  ex¬ 
perience  indicates  that  no  surface  waterproofing  is 
capable  of  maintaining  the  impermeability  of  a  wall 
subject  to  structural  movements  or  the  breaking  in 
masonry  of  the  bond  between  the  masonry  units  and 
the  mortar  or  cracks  resulting  from  temperature 
changes.  Corrections  for  these  conditions  which  may 
be  only  temporary  as  further  structural  deterioration 
may  occur,  should  be  made  by  cleaning  the  joints  and 
refilling  with  the  proper  non-shrinking  waterproofing 
material.  However,  where  the  construction  is  sound 
and  not  subject  to  deterioration  resulting  from  struc- 
tion  defects,  a  satisfactory  surface  waterproofing  ma¬ 
terial  offers  the  advantage  of  inexpensive  protection 
against  water  seepage  and  dampness  provided  the 
material  adequately  fills  all  the  pores  which  vary  in 
different  types  of  walls,  participates  in  a  chemical  re¬ 
action  to  form  stable  compounds,  will  not  produce 
discoloration,  provides  a  good  bond  between  it  and  the 
surface  to  be  protected,  resists  normal  abuses  and 
weathering  and  the  water  pressure  resulting  from  static 
heads  of  water  or  that  simulated  from  driving  rain¬ 
storms,  reduces  efflorescence,  is  durable  and  minimizes 
disintegration.  While  it  is  true  that  little  can  be  said 
of  the  durability  of  surface  waterproofing  materials, 
because  of  the  long  time  involved  in  testing  and  meas¬ 
uring  durability  and  since  the  limited  data  available 
has  not  been  generally  publicized  except  for  research 
paper  issued  by  the  National  Bureau  of  Standards, 
R.P.  771,  March,  1935,  “Experiments  on  exterior  water¬ 
proofing  materials  for  masonry”  which  covered  observa¬ 
tions  up  to  13  years,  data  for  durability  must  come  from 
actual  field  experience.  Accordingly,  only  those  with 
a  substantial  experience  record  and  high  promise  should 
be  considered  for  recommendation  for  general  use.  The 
data  contained  herein  would  indicate  that  Aquella  and 
Aquella  No.  2  justify  the  favorable  consideration  of  the 
Board  .and  warrant  a  tentative  approval  pending  the 
development  of  durability  data.  In  the  interim  this  per¬ 
mission  to  use  these  materials  has  no  different  bearing 
on  general  construction  than  obtains  when  allowing  any 
other  building  material  to  be  used  as  they  are  all  subject 
to  the  usual  maintenance  of  building  materials  com¬ 
prising  the  structure  in  order  in  insure  continuing  in¬ 
tegrity. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  tentative  approval  of  Aquella 
(interior)  and  Aquella  No.  2  (exterior)  surface  water¬ 
proofing  materials  when  made  and  used  as  described 
herein  under  C26-191.0,a,  Administrative  Building  Code 
for  use  under  Rule  5.3.1  of  the  Board's  Rules  on  Manu¬ 
facture,  Testing,  and  use  of  Concrete  Masonry  and 
Article  9,  Administrative  Building  Code,  until  such 
time  as  durability  data  are  developed  which  will  war¬ 
rant  unlimited  general  approval. 

It  is  further  recommended  that  each  container  of 
these  materials  be  marked  “Aquella  (Interior  surface 
waterproofing  material)”  and  “Aquella  No.  2  (Exterior 
surface  waterproofing  material)”  and  that  each  such 
package  .shall  contain  instructions  as  contained  herein 
for  the  proper  application  of  the  waterproofing  material. 
In  addition,  each  such  package  shall  bear  a  marking 
reading  as  follows :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  449-43-SM.  Caution:  Not  to  be  used  over 
masonry  surfaces  that  have  been  painted  or  treated  with 
a  material  that  fills  the  pores.  in  the  masonry.”  It  is 
further  recommended  that  each  installation  of  these  ma¬ 
terials  be  under  the  supervision  of  the  applicant  or  his 
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agents  to  insure  proper  mixing  and  application  and  to 
ascertain  the  correct  degree  of  moisture  in  the  surface 
to  be  treated  prior  to  the  application  of  both  coats  of 
the  treatment. 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 


coi ridor  from  such  room  shall  be  made  self-closing;  that 
the  windows  from  such  room  facing  on  110th  street  shall 
be  maintained  in  an  openable  condition ;  that  this  variance 
is  granted  only  so  long  as  the  conditions  are  maintained  as 
herein  permitted  and  as  proposed. 


and 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  Aquella  and  Aquella 
No.  2  Waterproofing  Mineral  Paint  for  Interior  and  Ex¬ 
terior  Use,  on  condition  that  the  material  be  manufactured, 
used  and  labelled,  stamped  or  tagged  in  accordance  with 
above  report. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

435-43-A 

APPLICANT — Woman’s  Hospital,  owner. 

SUBJECT— Application  reopened  May  23,  1944 — re  Appeal 
from  a  decision  re  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 420-444  West  110th  street, 
south  side,  200  ft.  east  of  Amsterdam  avenue  and 
115-143  West  109th  street  (Block  1864,  Lot  9), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Gordon  Wells. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (435-43-A) 

in^YHEREAS’  Woman  s  Hospital,  owner,  filed  September  8, 
1943,  an  appeal  from  an  order  of  the  fire  commissioner 
affecting  premises  420-444  West  110th  street,  south  side’ 
200  ft.  east  of  Amsterdam  avenue,  running  through  to  115- 
143  West  10th  street  (Block  1864,  Lot  9),  Borough  of 
Manhattan ;  and 

Whereas,  this  appeal  was  denied  by  the  Board  on  Novem¬ 
ber  9,  1943  and  the  applicant  requested  a  reopening  and 
restoration  to  the  calendar,  based  on  a  new  proposal ;  and 
W  hereas,  tins'  case  was  reopened  by  vote  of  the  Board 
on  May  23,  1944  and  restored  to  the  calendar,  subject  to 
usual  procedure;  and  . 

,  W  hereas,  order  3/632-LC  issued  by  the  fire  commis¬ 
sioner  March  9,  1944  and  referred  to  in  a  decision  of  the 
fire  commissioner  dated  May  3,  1944  reads: 

“1.  Discontinue  the  maintenance  of  the  refrigerating 
units  (Coca-Cola  and  Ice  Cream  Dispensers)  from  the 
waiting  OR  reception  room  on  the  1st  story  ” 

and 

Whereas,  the  applicant  states  that  Order  35445-LC  which 
was  the  subject  of  appeal  to  and  denial  by  the  Board  on 
November  9,  1943,  was  complied  with  by  removal  of  the 
units  in  question  to  a  room  equipped  with  a  solid  door  shut¬ 
ting  it  off  from  the  corridor ;  and 
Whereas,  the  applicant  contends  that  these  dispensers  are 
used  for  the  convenience  of  the  patients  and  visitors  and 
their  removal  would  be  a  serious  inconvenience. 

Resolved,  that  Order  37632-LC  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  as  to  Item  1,  and 
t  iat  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  dispensing  machines  shall  be  maintained  within 
the  reception  room,  located  as  indicated  on  plans  marked 
Received  May  26,  1944”;  that  the  door  leading  to  the 


438-43-A 

APPLICANT— Sidney  H.  Kitzler,  for  Alfqnso  Lizzi  and 
Napoleone  Sicoli,  owners. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 820-834  Euclid  avenue  and 
1130-1138  Loring  avenue,  southwest  corner  (Block 

APPEARANCES-  ?  52>’  Borough  of  Br°°l<lyn. 

For  Applicant:  Sidney  H.  Kitzler,  Alfonso  Lizzi 
and  E.  A.  Palmieri. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  q 

THE  RESOLUTION  (438-43-A) 

Whereas,  Sidney  H.  Kitzler,  for  Alfonso  Lizzi  and  Napo¬ 
leone  Sicoli,  owners,  filed  September  10,  1943,  an  appeal 
•  r°m  odTC1oS1°nS°f  t!.ie  borough  superintendent,  affecting  prem¬ 
ises  820-834  Euclid  avnue  and  1130-1138  Loring  avenue 
southwest  corner  (Block  4505,  Lots  1,  7  and  52),  Borough 
of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  4,  1944,  affecting  1136  Loring  avenue  (Lot 
1)  on  Alt.  Applic.  1161-43,  reads: 

“2.  The  use  of  the  frame  portion  of  the  bldg  for 
the  above  enumerated  uses  is  contrary  to  the  Bids? 
Code,  Sec.  4.1.3.” 
and 

Whereas,  the  decision  of  the  borough  superintendent 

J^Uary  4’  1944’  011  Alt  APPlic-  H62-43,  affecting 
832  Euclid  avenue,  west  side,  100  ft.  south  of  Loring  ave¬ 
nue,  reads : 

“2.  A  frame  shed  should  be  located  at  least  4  ft 
0  in.  from  the  nearest  lot  line— Sec.  87.2.6.1  of  the 
Bldg.  Code. 

3.  The  use  of  a  frame  bldg,  (office)  for  business 
purposes  is  contrary  to  Sec.  4.1.3  of  the  Bldg  Code” 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  10,  1944,  on  Alt.  Applic.  186-44,  affecting  1130-32 
nng  avenue,  south  side,  40  ft.  west  of  Euclid  avenue 
(Lot  52),  reads: 

2.  The  use  of  frame  structures  for  the  storage  and 
bagging  of  kindling  wood  is  contrary  to  the  Bldg  Code 
Sec.  4.1.3.”  ’ 

and 

Whereas,  the  applicant  states  that  the  buildings  are  1 
story  (9 ,10  and  13  ft.)  in  height,  25  ft.  and  43  ft.  by  34  ft. 

54  ft.  and  60  ft.  in  depth,  of  Class  4  construction,  located  in 
a  residence  use,  D  area  district  and  used  and  occupied  as 
described  under  application  for  zoning  variance  filed  under 
Cal.  436-43-BZ ;  and 

Whereas,  the  applicant  contends  that  this  appeal  is  to 
secure  approval  of  the  construction  of  buildings  Nos.  1,  2 
3,  4  and  6,  as  indicated  on  plans  filed  with  Cal  436-4^-BZ  • 
and  “  ’ 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
as  to  Alt.  Applications  1161-42,  Objection  2;  1162-43  Ob¬ 
jections  2  and  3,  and  186-44,  Objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  existing  buildings  shall  not 'be  in- 
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creased  in  height  or  area;  that  this  variance  shall  continue 
for  a  term  of  two  (2)  years,  in  accordance  with  the  reso¬ 
lution  adopted  this  day  under  Cal.  436-43-BZ  and  all  the 
conditions  therein  contained  shall  apply. 


212-44-A 

APPLICANT- — Columbia-Bedford  Corporation,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  re  Packaging  of  a  combustible  mixture 
known  as  “Du  Barry  Dry  Cleaner’’  in  one  gallon 
and  one-half  gallon  glass  bottles  (capacity  of  glass 
bottles  not  in  conformity  with  Administrative  Code 
specifications) . 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (212-44-A) 

Whereas,  the  Columbia-Bedford  Corporation,  owner, 
filed  on  April  8,  1944,  an  appeal  from  a  decision  of  the  fire 
commissioner,  relating  to  the  packaging  of  a  combustible 
mixture  known  as  “Du  Barry  Dry  Cleaner”  in  one  gallon 
and  one-half  gallon  glass  bottles ;  and 

Whereas,  when  this  case  was  called  for  hearing,  no  ap¬ 
pearance  was  made  on  behalf  of  the  applicant,  although 
duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


240-44-A 

APPLICANT — Lama  and  Proskauer,  for  McCurrach  Or¬ 
ganization,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1873-1885  Eastern  parkway, 
west  side,  57  ft.  north  of  Atlantic  avenue  and  19 
Olive  place  (Block  1570,  Lots  7,  8,  9  and  31), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  A^OTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (240-44-A) 

Whereas,  Lama  and  Proskauer,  for  McCurrach  Organ¬ 
ization,  owner,  filed  April  25,  1944  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  affecting  premises  1873- 
1885  Eastern  parkway,  west  side,  57  ft.  north  of  Atlantic 
avenue  and  19  Olive  place  (Block  1570,  Lots  7,  8,  9  and  31), 
Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
on  Alt.  Applic.  3504-43,  dated  December  22,  1943,  reads : 

“13.  A  factory  bldg,  extended  in  height  or  floor  area 
is  required  by  the  Labor  Law  to  have  exits  complying 
with  Section  270.  Two  stairs  enclosed  in  fireproof 
(3  hr.)  partitions  are  required.” 

and 

Whereas,  A) ie  applicant  states  that  the  building  is  1,  3 
and  4  stories  (40  ft.)  in  height,  110  ft.  by  195  ft.  in  area 
at  1st  floor,  110  ft.  by  98  ft.  in  area  at  typical  floor,  of 
Class  3  construction,  erected  in  1883,  and  1927,  located  in 
a  business  use,  C  area  district  and  used  throughout  for  the 
manufacture  of  neckties — 46  persons  on  the  1st  floor,  75  per¬ 


sons  on  the  2nd  floor,  36  persons  on  the  3rd  floor  and  14 
persons  on  the  4th  floor ;  proposed  to  be  used  and  occupied 
for  the  manufacture  of  neckties  throughout  with  an  occu¬ 
pancy  of  46  person  on  the  1st  floor,  75  persons  on  the  2nd 
floor,  36  persons  on  the  3rd  floor  and  30  persons  on  the 
4th  floor;  that  the  building  is  equipped  with  a  one-source 
sprinkler  system,  a  standpipe  system,  an  interior .  fire  alarm 
system  and  fire  drills  are  maintained;  that  there  is  one  3  ft. 
8  in.  fireproof  stairs  extending  from  roof  bulkhead  directly 
to  the  street,  as  indicated  on  plans  filed  with  the  application 
for  a  zoning  variance  under  Cal.  55-44-BZ  marked  “Re¬ 
ceived  January  21,  1944”;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
remove  the  present  wooden  stairs  at  the  rear  of  the  four- 
story  building  and  construct  a  new  screened  iron  stairs 
leading  to  rear  yard,  creating  a  better  and  safer  means  of 
exit,  to  install  new  toilet  facilities  on  all  floors,  to  erect  an 
additional  story  19  ft.  by  80  ft.  on  the  existing  three-story 
building  to  be  used  for  manufacturing  and  to  change  the 
use  of  the  1st  and  2nd  floors  from  storage  to  manufacturing; 
that  horizontal  exits  are  provided  through  all  buildings  on 
the  plot;  that  at  the  front  of  the  building  there  is  a  fire¬ 
proof  stair  which  leads  to  the  roof;  that  in  addition,  it  is 
proposed  to  remove  the  present  wood  stairs  at  the  rear  and 
construct  a  new  3  ft.  8  in.  wide  iron  stairs  which  will  lead 
to  open  yard  and  then  to  fireproof  passage,  which  will  lead 
directly  to  the  street;  that  the  contemplated  alteration  and 
change  of  use  is  necessary  to  permit  the  normal  expansion 
of  business. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  3504-43,  Objection  13,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  not  be  further  increased  in  height  or  area ; 
that  the  existing  wood  stairs  shall  be  removed  and  the  new 
exterior  steel  stair  as  proposed,  shall  be  constructed  with 
an  exit  leading  from  the  foot  thereof  across  the  yard  and 
through  a  fire-protected  passageway  in  the  adjacent  build¬ 
ing  leading  to  Olive  place,  constructed  as  proposed  and 
maintained  open  at  all  times  while  the  factory  is  in  opera¬ 
tion  ;  that  the  sprinkler  system,  standpipe  system,  interior 
fire  alarm  system  and  fire  drills  shall  be  maintained  to  the 
satisfaction  of  the  fire  commissioner ;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct ;  that  all  the  conditions  required  in 
the  resolution  adopted  this  day  under  Cal.  55-44-BZ  shall 
be  complied  with ;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


285-43-A 

APPLICANT — Alex  S.  Pilot,  for  Plough,  Inc.,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Appeal  from  a  decision  of 
the  fire  commissioner  re  Packaging  of  inflammable 
mixture  known  as  “Mufti-Dry  Cleaner”  in  2  oz., 
6  oz.  and  12  oz.  glass  bottles  (capacity  of  glass 
bottles  not  in  conformity  with  Adm.  Code  Speci¬ 
fications). 

APPEARANCES— 

For  Applicant :  Alexander  S.  Pilot. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (285-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  relative  to  the  packaging  of  inflammable  material 
known  as  “Mufti-Dry  Cleaner”  in  2  oz.,  6  oz.  and  12  oz. 
glass  bottles,  was  granted  by  the  Board  on  September  28, 
1943,  on  certain  conditions ;  and 
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Whereas,  the  applicant  requested  an  extension  of  the 

permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  28,  1943,  only  in 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

‘  that  this  permit  shall  be  for  a  term  of  not  over  six 
(6)  months  from  the  date  of  this  amended  resolution 
on  the  further  condition  that  no  bottles  of  the  12  oz. 
size  shall  be  distributed  and  used  within  New  York 
City.” 


561-43-A 

APPLICANT — L.  E.  Scott  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  decision  of 
the  fire  commissioner  re  Transportation  of  inflam¬ 
mable  mixture  known  as  “Lesco  Cleaning  Fluid” 
in  8  oz.  glass  containers  (capacity  of  glass  con¬ 
tainers  not  in  conformity  with  Administrative  Code 
requirements). 

APPEARANCES— 

For  Applicant:  James  Smail. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (561-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  relative  to  the  transportation  of  an  inflammable 
mixture  known  as  Lesco  Cleaning  Fluid  ’  in  8  oz.  glass 
containers,  was  granted  by  the  Board  on  November  30,  1943 
on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 

permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  30,  1943  only  in 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

Granted  for  a  term  of  six  (6)  months  from  the 
dated  of  this  amended  resolution.” 


138-44-A 

APPLICANT— B.  M.  Sylvan,  Robert  J.  Kilpatrick  and 

QTTt3Ti7^niUf  J;. Plt.tman-  owners;  Rose  Feller,  lessee. 
oUBJECl  Application  for  consideration — reopening  and 
restoration  to  calendar— Appeal  from  a  decision  of 
the  acting  borough  superintendent  (previously  with¬ 
drawn). 

PREMISES  AFFECTED — 107-109  East  Burnside  avenue, 
north  side,  60.3  ft.  east  of  Morris  avenue  (Block 

66  and  67)>  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  B.  M.  Sylvan  and  J.  J.  Pittman. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  cal- 
endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative  .  n 

THE  VOTE  TO  GRANT—  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (138-44-A) 


Whereas,  B.  M.  Sylvan,  for  Robert  J.  Kilpatrick  and 
oVnli  Plttman-  owners;  Rose  Feller,  lessee,  filed  March 
2,  1944,  an  appeal  from  a  decision  of  the  acting  borough 


superintendent  dated  March  15,  1944  on  alt.  app.  50/44, 
affecting  premises:  107-109  East  Burnside  avenue,  north 

60.3  ft.  east  of  Morris  avenue  (Block  3169,  Lots  66  and 
67),  Borough  of  The  Bronx;  and 

V  hereas,  the  applicant  stated  the  building  is  three  stories 
(32  ft.)  in  height,  40  ft.  by  85  ft.  in  area  at  1st  floor,  40  ft. 
by  61  ft.  in  area  at  typical  floor;  Class  3  construction; 
erected  about  1900;  located  in  a  business  use,  D  area, 
district;  used  and  occupied  since  1937  as  follows:  Cellar,’ 
storage  and  boiler  room,  1  person;  1st  floor,  market  and 
stores,  50  persons;  2nd  floor,  kitchen,  pantry,  office,  40 
persons;  3rd  floor,  catering  and  dancing  30  persons;  pro¬ 
posed  to  be  occupied:  cellar,  same;  1st  floor,  same;  2nd 
floor  restaurant,  kitchen,  pantry  and  office,  130  persons; 
3rd  floor,  reception  and  check  rooms,  catering,  dancing  and 
storage,  J30  persons;  that  the  building  is  equipped  with  one 
32  in.  wide  stairs  constructed  on  the  first  floor  of  iron  with 
marble  treads  and  on  the  2nd  and  3rd  floors  of  hard  wood 
and  enclosed  in  fire-retarded  partitions  with  fireproof  self¬ 
closing  doors  and  having  access  to  the  roof  by  means  of 
iron  ladder  to  scuttle  within  the  stairhall  enclosure ;  there 
is  one  fire  escape  at  rear  with  egress  from  its  termination 
through  the  first  story  of  the  building;  and 

Whereas,  this  appeal  was  withdrawn  by  the  applicant 
May  9,  1944,  without  prejudice  to  restoration  after  new 
plans  have  been  filed  and  a  decision  obtained  from  the 
borough  superintendent;  and 

Whereas,  the  applicant  has  requested  restoration  of  this 
appeal  to  the  calendar  based  on  a  new  decision  of  the  bor¬ 
ough  superintendent,  dated  May  23,  1944,  which  reads: 

"1.  Proposed  occupancy  on  second  floor  of  restaurant 
tor  130  persons  is  contrary  to  latest  existing  Certificate 
of  Occupancy,  Alteration  190-37,  which  allows  restau¬ 
rant  for  only  40  persons.  Approved  liveload  is  62  lbs. 
per  sq.  ft.  Floor  must  be  good  for  100  lbs.  sq.  ft.  as  per 
Section  53  of  the  Old  Building  Code  and  Section  7.3.2.2.5 
of  the  New  Code. 

4.  Two  interior  stairways  enclosed  by  fireproof  parti¬ 
tions  must  be  provided  for  the  proposed  use  of  this 
building,  as  per  Sec.  153  of  the  Old  Building  Code  and 
Sections  6.1.2.2.3,  6.4.1.7.1  and  6.4.8. 1 ;” 

and 

Whereas,  Certificate  of  Occupancy  190  issued  August  2, 
1937,  permits  the  use  of  the  building  as  follows :  cellar, 
storage;  1st  floor,  market  and  stores,  50  persons;  2nd  floor, 
restaurant,  40  persons ;  3rd  floor,  vacant  and  restaurant,  30 
persons ;  and 

Whereas,  the  applicant  contends  that  P.  A.  Applic.  134-43 
was  filed  in  compliance  with  Local  Law  29 ;  that  the  Exam¬ 
iner  objected  to  the  approval  of  the  public  assembly  applica¬ 
tion,  on  the  grounds  the  proposed  increase  in  number  of 
occupants  for  the  second  floor  and  the  proposed  change  of 
occupancy  on  the  3rd  floor  from  restaurant,  reception  room, 
check  room  and  storage,  30  persons,  to  catering  and  dancing 

130  persons,  was  in  violation  of  the  existing  Certificate  of 
Occupancy ;  that  Alt.  Applic.  50-44  was  filed  for  the  pur¬ 
pose  of  obtaining  a  new  certificate  of  occupancy  for  market 
and  stores  on  the  1st  floor;  restaurant,  kitchen,  pantry  and 
office,  130  persons  on  the  2nd  floor  and  reception  room, 
check  room,  storage,  catering  and  dancing  on  the  3rd  floor 
with  an  occupancy  of  130  persons;  that  the  present  Certifi¬ 
cate  of  Occupancy  190  issued  August  2,  1937  on  Alt.  Applic. 
180-35,  permits  the  use  of  the  2nd  floor  for  restaurant,  40 
persons,  with  a  live  load  of  62  pounds,  and  the  third  floor 
as  “vacant  and  restaurant”— 30  persons,  with  a  liveload  of 
62  pounds ;  that  the  building  is  presently  equipped  with  one 
32  in.  wide  fire-retarded  stairs  leading  from  3d  story  to 
street  and  leading  to  the  roof  by  an  iron  ladder  to  scuttle, 
that  the  doors  to  stairhall  consist  of  the  following:  Second 
floor  from  dining  room — one  pair  of  double-acting  fireproof 
doors  having  a  total  width  of  3  ft.  11  in.;  from  office— one 
2  ft.  6  in.  fireproof  self-closing  door;  from  rear  portion — 

2  ft.  6  in.  fireproof  self-closing  door;  from  linen  room — one 
32  in.  fireproof  self-closing  door;  Third  floor— from  cater¬ 
ing  and  dancing  space  one  pair  of  double  acting  fireproof 
doors  with  a  total  width  of  3  ft.  10  in. ;  from  reception  room 
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— one  2  ft.  6  in.  fireproof  self-closing  door;  from  rear  por¬ 
tion — one  2  ft.  6  in.  fireproof  self-closing  door ;  and 

Whereas,  the  applicant  contends  that  new  plans  were  filed 
with  the  borough  superintendent  indicating  the  proposed 
construction  of  a  3  ft.  8  in.  exterior  iron  stairs  at  the  rear 
with  egress  from  its  termination  in  the  rear  yard  by  means 
of  a  gate  in  fence  and  thence  through  passage  in  the  multiple 
dwelling  at  2055  Creston  avenue,  directly  to  the  street ;  that 
it  is  also  proposed  to  brick  up  the  west  wall  of  the  light 
court  at  second  and  third  story  levels  with  8  in.  of  masonry 
and  to  floor  over  this  space,  so  as  to  provide  passage  between 
the  front  and  the  rear  portion  of  the  premises  in  question ; 
that  objection  1  will  be  complied  with  for  all  practical 
purposes,  in  view  of  the  fact  that  the  floor  beams  for  the 
second  floor  will  figure  at  100  lbs.  if  credit  is  allowed  for 
the  existing  frame  bearing  partition  separating  the  stores  on 
the  first  floor;  that  this  partition  runs  the  full  length  of 
the  building  except  for  a  distance  of  16  ft.  from  the  rear 
wall  and  rests  on  an  8  in.  brick  wall  on  concrete  footing ; 
that  the  balance  of  the  16  ft.  running  to  the  rear  wall  is 
supported  by  wood  posts  on  concrete  footings  and  a  wood 
girder,  that  the  second  floor  will  not  be  used  for  dancing 
at  any  time;  that  the  third  story  will  be  reinforced  so  as 
to  sustain  a  liveload  of  100  lbs.;  that  it  is  requested  that  the 
Board  accept  the  existing  4  in.  wood  stud  partition,  lath 
and  plaster  both  sides,  as  a  bearing  partition  and  to  waive 
the  requirement  for  two  interior  stairways  in  accordance 
with  the  Code  in  view  of  the  3  ft.  8  in.  wide  exterior  iron 
stairway  now  proposed  in  the  rear  yard  with  direct  access 
to  the  street,  consent  for  which  has  been  signed  by  the 
adjoining  owner;  and 

Whereas,  the  applicant  has  filed  copy  of  an  agreement 
running  for  a  period  of  five  years  from  June  1,  1944,  executed 
by  the  owner  of  2055  Creston  avenue,  permitting  the  owner 
of  the  premises  subject  to  this  appeal  to  build  a  3  ft.  gate 
in  fence  leading  to  2055  Creston  avenue  and  in  the  event  of 
fire,  to  use  these  premises  as  a  means  of  exit  from  107-109 
East  Burnside  avenue,  and  reserving  the  right  to  the  owner 
of  2055  Creston  avenue  at  any  time  to  cancel  or  revoke  such 
permit ;  and 

Whereas,  the  applicant  has  filed  a  communication  signed 
by  the  owner  of  the  premises  subject  to  this  appeal  stating 
that  in  the  event  the  owner  of  2055  Creston  avenue  with¬ 
draws  the  permission  granted  in  the  above  agreement  that 
a  legal  exit  will  be  provided  as  required  by  the  Department 
of  Housing  and  Buildings ;  and 

Whereas,  plans  filed  with  this  appeal  marked  “Received 
May  25,  1944,”  indicate  the  proposed  construction  of  3  ft. 
8  in.  exterior  stairs,  the  bricking  up  of  west  wall  of  the 
light  shaft  on  2nd  and  3rd  stories  and  the  installation  of 
new  flooring  and  ceiling  in  such  light  shaft  so  as  to  create 
a  passage,  the  proposed  reinforcing  of  the  easterly  half  of 
the  2nd  floor  so  as  to  sustain  a  live  load  of  100  lbs.  per  sq. 
ft.  and  the  reinforcing  of  the  entire  easterly  half  of  the  3td 
story  so  as  to  sustain  a  live  load  of  100  lbs.  per  sq.  ft.  and 
the  reinforcing  of  the  southerly  portion  of  the  westerly  half 
of  the  3rd  story  so  as  to  sustain  a  live  load  of  100  lbs.  per 
sq.  ft.  and  the  use  of  the  building  to  be  as  follows :  1st  floor, 
market,  restaurant  and  store ;  2nd  floor,  office,  pantry, 
kitchen,  storage  and  linen  closet  in  the  westerly  half  and 
dining  room  for  100  persons  in  the  easterly  half;  3rd  story, 
meeting  room,  25  persons,  check  room,  waiter’s  locker  room, 
kitchen  and  toilets  in  the  westerly  half  and  catering  and 
dancing,  100  persons  in  the  easterly  half. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  50-44,  Objections  1  and  4,  dated  May  23, 
1944  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  buildings  shall  not 
be  increased  in  height  or  area ;  that  the  floors  shall  be  rein¬ 
forced  and  approved  for  a  live  load  on  each  of  the  2nd  and 
3rd  floors  of  not  less  than  100  lbs.  per  superficial  foot  for  the 
public  occupancy  portions  as  shown,  to  the  satisfaction  of 
the  borough  superintendent ;  that  the  existing  primary  means 
of  exit  may  be  continued  as  shown  on  revised  plans  marked 
“Received  May  25,  1944”,  provided  the  existing  rear  fire 
escapes  are  removed  and  a  steel  stairway  constructed  as 
indicated  on  such  plans  with  a  means  of  exit  provided 


through  the  court  and  fire  passage  of  the  adjoining  building 
at  2055  Creston  avenue  and  leading  directly  to  Creston  ave¬ 
nue  ;  that  such  passageway  shall  be  open  and  unimpeded  at 
all  times ;  that  all  doors  leading  to  such  fire  escape  shall  be 
at  the  floor  level  with  outwardly  opening  doors  not  less  than 
the  width  of  the  stair  and  all  openings  on  the  course  of  the 
fire  escape,  shall  be  fireproof  and  self-closing  and  glass  used 
therein  shall  be  wire  glass;  that  the  existing  light  shaft 
along  the  westerly  lot  line  shall  be  closed  off  with  approved 
masonry  as  shown  and  floored  over  as  proposed  and  main¬ 
tained  as  a  passage  between  the  front  and  the  rear;  that 
the  kitchen  space  shall  be  protected  by  sprinklers  which 
may  be  attached  to  the  domestic  water  supply  ;  that  such 
portable  fire-fighting  appliances  shall  be  maintained  on  the 
premises  as  the  fire  commissioner  shall  direct;  that  the  total 
occupancy  of  the  second  and  third  floors  shall  not  exceed 
125  persons  each;  that  this  variance  shall  continue  only  so 
long  as  an  exit  is  provided  through  the  building  at  2055 
Creston  avenue  or  some  other  means  of  exit  equal  thereto 
is  provided,  not  however,  including  an  exit  through  the 
cellar  of  the  building  under  appeal. 


Adjourned:  11:30  A.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  MAY  31,  1944 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES 

302-29-BZ 

APPLICANT — Reginald  S.  Hardy,  for  Louis  Mintz,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  as  to  additional  use,  motor  vehicle  re¬ 
pairing, — re  Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition 
under  sections  7b,  7c  and  21  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  inclusion  of 
stores  in  a  garage  for  more  than  five  motor 
vehicles ;  said  garage  permit  was  previously  granted 
by  the  Board ;  the  stores  do  not  comply  with  section 
19h  of  the  zoning  resolution. 

PREMISES  AFFECTED— 146-156  East  98th  street  and 
1159-1171  Winthrop  street,  northwest  corner  (Block 
4616,  Lot  38),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Reginald  S.  Hardy. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairmari  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 

Negative  .  0 


329-29-BZ 

APPLICANT — Moe  Steinberg,  for  A.  B.  C.  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  additional  use — re 
Application  (decision  of  the  superintendent  of  build¬ 
ings)  previously  granted  on  condition  under  sections 
7g  and  21  of  the  zoning  resolution,  permitting  in  a 
business  use  district  the  change  of  occupancy  of  the 
building  used  for  automobile  showrooms  to  a  garage 
for  the  storage  of  more  than  five  motor  vehicles. 
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PREMISES  AFFECTED — 2849-2855  Fulton  street,  north 
side,  24  ft.  west  of  Barbey  street  (Block  3935,  Lot 
44),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Aloe  Steinberg  and  William  Alpern. 
h or  Administration:  Fred  Dahlcm,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


535-32-BZ 

APPLICANT — AIcCombs  and  Ryan,  for  W.  Parsons  Todd, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings — previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  business  use  district  the  maintenance 
2^  a  £asodne  service  station  for  a  temporary  period. 
PREMISES  AFFECTED — 2300-2310  Boston  road  and  701- 
709  Astor  avenue,  northeast  corner  (Block  4346, 
Lot  5),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  J.  R.  Ryan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
hearing  on  June  20.  1944  at  10  A. M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Alurphy  4 
Negative  . m  .  0 


u 


497-23-BZ 

APPLICANT  Edwin  W)  Kleinert,  for  Bedford  President 
Garage,  Inc.,  lessee;  for  1590  Bedford  Avenue  Cor¬ 
poration,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  acting  borough  superintendent)  pre¬ 
viously  granted  on  condition,  under  section  21  of 
the  zoning  resolution,  permitting  in  a  business  use 
district  the  alteration  and  conversion  of  occupancy 
of  part  of  a  garage  for  more  than  five  (5)  motor 
vehicles  (previously  denied  by  the  Board  and 
granted  by  the  Court)  so  as  to  form  an  alcove  gaso¬ 
line  service  station. 

PREA1ISES  AFFECTED — 1572-1590  Bedford  avenue  and 
President  street.  northwest  corner  (Block 

APPEARANCES-  ’  B°r°Ugh  °f  BrookIyn’ 

For  Applicant :  Edwin  W.  Kleinert. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIAIE _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Alurphy.  4 
Negative  .  q 

THE  RESOLUTION  (497-23-BZ) 

Whereas,  this  application,^  to  permit  in  a  business  use 
district,  the  erection  and  maintenance  of  a  garage  for  the 

tiian  ^ve  motor  vehicles,  affecting  premises 
1572-1590  Bedford  avenue  and  1049-1057  President  street 
northwest  corner  (original  address  1578-1586  Bedford  ave- 
nue),  (Block  1—73,  Lot  46),  Borough  of  Brooklyn,  was 
denied  by  the  Board  October  3,  1924;  and 
Whereas,  the  action  of  the  Board  was  reversed  by  the 
co“rt  and  the  garage  erected  and  occupied;  and 
1 1  '  ir5nEAS'  .  resolution  of  the  Board  was  amended  April 
11,  1939,  permitting  the  inclusion  of  an  alcove  gasoline 


service  station,  time  extended  April  29,  1941,  May  12,  1942 
and  Alay  18,  1943  and  the  applicant  requested  a  further 
extension  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  11,  1939  as 
amended  through  Alay  18,  1943,  only  so  far  as  it  has  refer¬ 
ence  to  obtaining  permits  and  completion  of  the  work,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

“that  plans  heretofore  required  to  be  filed  shall  be  filed 
within  one  (1)  year  from  the  date  of  this  amended 
resolution  and  after  approval  of  such  plans,  all  permits 
shall  be  obtained  and  all  work  completed  within  one 
(1)  year  thereafter.” 


229-33-BZ 

APPLICANT — Autumn  Goodis,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution— re  Application  (decision 
of  the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  21  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  erection  on  and 
maintenance  of  a  gasoline  service  station — so  as  to 
permit  the  rearrangement  of  buildings  and,  also,  the 
inclusion  of  a  brake  testing  station. 

PREMISES  AFFECTED — 130-09  Jerome  avenue,  north 
Slde’  50  ft.  west  of  131st  street  (Block  508,  Lots  25 

appeaiT^nces— chmond  Hil1,  Borough  of  Queens- 

For  Applicant:  Joseph  Goodis. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

TtFon°TE  T0  RE0PEN  AND  amend  RESOLU- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  q 

THE  RESOLUTION  (229-33-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution  permitting  partly  in  a  business  use  district  and 
in  a  residence  use  district,  the  erection  and  maintenance 
oi  a  gasoline  service  station  and  brake  testing  station,  affect- 
mg  premises  130-09  Jerome  avenue,  north  side,  50  ft.  west 
of  131st  street  (Block  508,  Lots  25  and  27),  Richmond  Hill, 
in°^°Ugh  °f  9ueens’.  was  granted  by  the  Board  October  2, 
1934  on  certain  conditions,  the  resolution  amended  from  time 
to  time  and  last  amended  June  10,  1941,  and  owner  requested 
a  further  amendment  of  the  resolution  as  to  use  of  acetylene 
welding  equipment. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  2,  1934  as 
amended  through  June  10,  1941,  so  that  the  last  clause  of 
the  resolution  adopted  on  June  10,  1941,  shall  read: 

“  *  *  *  that  in  the  event  the  owner  desires  to  substitute 
some  other  use  for  the  brake  adjusting  herein  permitted 
these  uses  may  be  permitted  such  as  radiator  repairing, 
battery  testing,  and  motor  vehicle  repairing,  provided 
such  work  requires  no  machine  tools,  except  a  grinder 
and  a  drill  each  requiring  a  motor  of  not  over  one-half 
horse  power  each,  and  acetylene  welding  equipment 

76-37-BZ 

'APPLICANT— Peter  Sano,  lessee;  Monahan  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution 
permitting  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles  for  a  term 
of  two  years. 

PREMISES  A FFECTED — 60 1-611  Livonia  avenue  north¬ 
east  corner  of  Sheffield  avenue  (Block  3805,  Lot  1) 
Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Peter  Sano  and  Milton  Pincus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 


extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy . 
N  egative  . 


4 

0 


THE  RESOLUTION  (76-37- BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  601-611  Livonia  avenue,  northeast  corner  of 
Sheffield  avenue  (Block  3805,  Lot  1),  Borough  of  Brooklyn, 
was  granted  by  the  Board  July  9,  1937,  for  a  temporary 
period  of  two  (2)  years,  on  certain  conditions,  the  permit 
extended  November  21,  1939  and  April  14,  1942  and  the 
applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  9,  1937,  as 
amended  through  April  14,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  as  amended,  this  portion 
of  the  resolution  shall  read : 

“Granted  under  Section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  plot  to  be  occupied  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  on  condition  *  *” 


388-37-BZ 

APPLICANT— Samuel  Rosenblum,  for  W.  P.  A.  Realty 
Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted,  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  tempo¬ 
rary  period  of  two  years,  the  parking  and  storage 
lot  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 2159  White  Plains  avenue,  west 
side,  250'  ft.  south  of  Pelham  parkway  south  (Block 
4317,  part  of  Lot  60),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (388-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  2159  White  Plains  avenue, 
west  side,  250  ft.  south  of  Pelham  parkway  south  (Block 
4317,  part  of  Lot  60),  Borough  of  The  Bronx,  was  granted 
by  the  Board  January  4,  1938,  on  certain  conditions,  permit 
extended  June  25,  1940,  resolution  amended  February  4,  1941, 
permit  extended  June  2,  1942  and  the  applicant  requested  a 
further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  4,  1938,  as 
amended  through  June  2,  1942,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

" Granted  under  Section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  parking  and  storage  of  more  than  5  motor 
vehicles  for  the  area  as  covered  by  the  resolution  adopted 
by  the  Board  on  February  4,  1941,  on  condition  *  * 


879-38-BZ 

APPLICANT— Jacob  Berman,  for  Rocco  Tricarico,  owner. 
SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent,  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 31-53  and  31-73  31st  street,  east 
side,  178.14  ft.  north  of  Broadway,  (Block  613,  Lots 
13  and  19),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Jacob  Berman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy .  4 

Negative  .  0 

THE  RESOLUTION  (879-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  31-53  and  31-73  31st  street, 
east  side,  178.14  ft.  north  of  Broadway  (Block  613,  Lots  13 
and  19),  Long  Island  City,  Borough  of  Queens,  was  granted 
by  the  Board  on  November  13,  1940,  on  certain  conditions; 
and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  8,  1941,  resolution  amended  on  June  2, 
1942  and  the  applicant  requested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  13,  1940, 
as  amended  through  June  2,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“  *  *  *  that  such  use  for  the  entire  plot  may  be  per¬ 
mitted  under  section  7h,  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  under  date 
of  the  resolution  adopted  June  2,  1942,  and  as  herein 
amended,  on  condition  *  *  *” 


302-40-BZ 

APPLICANT — Ferdinand  Savignano,  for  Joseph  Molina, 
owner. 

SUBJECT— Application  for  consideration — reopening,  ex¬ 
tension  of  time  and  amendment  of  resolution — re 
Application  (decision  of  the  borough  superinten¬ 
dent)  previously  granted  on  condition  under  sections 
7c  and  21  of  the  zoning  resolution,  permitting  in  a 
business  use  district  for  a  term  of  ten  years,  the 
extension  and  also  conversion  of  occupancy  of  the 
first  story  of  an  existing  building  to  a  saw  and 
planing  mill. 

PREMISES  AFFECTED— 1348-1350  (1340  displayed) 

60th  street,  south  side,  340  ft.  east  of  13th  avenue 
(Block  5719,  Lot  24),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Peter  L.  Siciliano. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  time  extended. 

THE  VOTE  TO  REOPEN,  AMEND  RESOLUTION 
AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 

Negative  .  0 

THE  RESOLUTION  (302-40-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  permitting  in  a  business  use  district  for  a 
term  of  ten  years,  the  extension  and  also,  conversion  of 
occupancy  of  the  first  story  of  an  existing  building  to  a  saw 
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and  planing  mill,  affecting  premises  1348-1350  (1340  dis¬ 
played)  60th  street,  south  side,  340  ft.  east  of  13th  avenue 
(Block  5719,  Lot  24),  Borough  of  Brooklyn,  was  granted 
by  the  Board  on  September  24,  1940,  on  certain  conditions ; 
and 

\\  hereas,  the  applicant  requested  on  amendment  of  the 
resolution  and  extension  of  time  to  obtain  permits  and  com¬ 
plete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  24,  1940, 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read: 

*****  that  in  view  of  statement  by  applicant  that  all 
work  has  been  completed,  except  obtaining  the  Certificate 
of  Occupancy,  that  such  certificate  shall  be  obtained 
within  two  (2)  months  from  the  date  of  this  amended 
resolution;  that  any  windows  erected  in  the  rear  wall 
contrary  to  the  requirements  of  the  resolution  of  Sep¬ 
tember  24,  1940,  shall  either  be  removed  or  glass  block 
substituted  or  windows  made  fixed  and  unopenable.” 


790-41-BZ 

APPLICANT — Lama  and  Proskauer,  for  Herman  H.  Behn, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for 
a  term  of  three  years,  the  conversion  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED— 112-16  to  112-18  101st  avenue, 
southwest  corner  of  113th  street  (Block  9430,  Lot 
7),  Richmond  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (790-41-BZ) 

Whereas,  this  application  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
?  ,,j.ree  years>  the  conversion  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop,  affecting  premises 
112-16  to  112-18  -101st  avenue,  southwest  corner  of  113th 
street  (Block  9430,  Lot  7),  Richmond  Hill,  Borough  of 
Queens,  was  granted  by  the  Board  on  June  30  1942  on 
certain  conditions ;  and 

\\  hereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  30,  1942,  only 
so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pletion  of  the  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read: 

*  *  *  that  iu  view  of  statement  by  applicant  that  all 
work  has  been  completed  except  the  obtaining  of  the 
Certificate  of  Occupancy,  that  such  certificate  of  occu¬ 
pancy  shall  be  obtained  within  two  (2)  months  from 
the  date  of  this  amended  resolution.’’ 


permitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  Ah  FECTED — 138  Beach  30th  street,  east  side, 
65  ft.  south  of  Lewmay  road  (Block  301,  part  of 
4  _  Lot  22),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  q 

THE  RESOLUTION  (830-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
oi  two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  138  Beach  30th  street,  east  side, 
65  ft.  south  of  Lewmay  road  (Block  301,  part  of  Lot  22)’ 
Edgemere  Borough  of  Queens,  was  granted  by  the  Board 
on  May  26,  1942,  on  certain  conditions;  and 

Whereas,  on  September  9,  1942,  time  was  extended  to 
obtain  permits  and  complete  the  work  and  the  applicant  re¬ 
quested  an  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  26,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

Granted  under  Section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  premises  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  on 
condition  *  *  *” 


830-41-BZ 

APPLICANT  Max  Horn,  for  Samuel  Benerofe,  lessee; 

„  “Semere-Britain  Company,  owner. 

jpUBJECT  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 


494-43-BZ 

APPLICANT — Humphrey  Nolan,  for  Emigrant  Industrial 
Savings  Bank,  owner. 

SLBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
conversion  of  occupancy  of  a  building  occupied  as  a 
laundry  and  storage  to  a  factory. 

I  REMISES  AFFECTED — 518-524  East  80th  street,  south 
side,  298  ft.  east  of  York  avenue  (Block  1576,  Lots 
37  and  39),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Lawrence  I.  Hirsch  and  T.  Bart 
Walther. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  . . .  q 

THE  RESOLUTION  (494-43-BZ) 

Whereas,  this  applicant  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  con¬ 
version  of  occupancy  of  a  building  occupied  as  a  laundry  and 
storage  to  a  factory,  affecting  premises  518-524  East  80th 
street,  south  side,  298  ft.  east  of  York  avenue  (Block  1576, 
Lots  37  and  39),  Borough  of  Manhattan,  was  granted  by 
the  Board  on  November  23,  1943,  on  certain  conditions; 
and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work  and  also  approval  of 
a  prospective  occupant ;  and 

Whereas,  the  premises  of  the  prospective  occupant  were 
inspected  by  a  committee  of  the  Board. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  23,  1943, 
only  so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pletion  of  work,  so  that  as  amended,  this  portion  of  the  reso¬ 
lution  shall  read : 

“*  *  *  that  all  permits  shall  be  obtained  and  all 

work  completed  within  six  (6)  months  from  the  date  of 
this  amended  resolution  and  that  the  occupancy  as  pro¬ 
posed  be  not  approved.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

284-44-A 

APPLICANT— Saul  Rubin,  for  Sidney  Gondelman,  owner 
(Universal  Camera  Corporation,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 932-938  Broadway,  southeast 
corner  of  East  22nd  street  (3rd  and  4th  floors)  , 
(Block  850,  Lot  68),  Borough  of  Manhattan. 

APPEARANCES—  , 

For  Applicant:  Carl  Brecher,  Samuel  Bloom  and 
G.  F.  Hull. 

For  Administration  :  Insp.  Maher,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy .  4 

Negative  . .  ® 

THE  RESOLUTION  (284-44-A) 

Whereas,  Saul  Rubin  for  Sidney  Gondelman,  owner, 
(Universal  Camera  Corporation,  lessee),  filed.  May  12,  1944, 
an  appeal  from  a  decision  of  the  fire  commissioner,  affecting 
premises'  932-938  Broadway,  southeast  corner  East  22nd 
street  (3rd  and  4th  floors)  ;  (Block  850,  Lot  68),  Borough  of 

Manhattan;  and  .  . 

Whereas,  the  decision  of  the  •fire  commissioner  date  May 

9,  1944,  reads : 

“In  reply  to  your  request  to  install  panic  bolts  on  the 
doors  to  the  exits  on  the  3rd  and  4th  stories.  Section 
272  sub-division  3  of  the  State  Labor  Law  requires  that 
no  door  leading  into  or  out  of  any  factory  shall  be  locked, 
bolted  or  fastened  during  working  hours. 

Your  request  must  therefore  be  denied. 

An  appeal  may  be  filed  with  the  Board  of  Standards 
and  Appeals  within  30  days.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5  stories 
(79  ft.)  in  height,  102  ft.  by  122  ft.  in  area,  of  class  3  con¬ 
struction,  erected  in  1883  and  1919,  located  in  an  unrestricted 
use  district  and  used  and  occupied  since  1919  as  follows : 
cellar — boiler  room;  1st  and  2nd  stories— toy  jobbers — 10 
persons  on  the  1st  floor  and  10  persons  on  the  2nd  floor; 
3rd  floor— manufacturing  cameras— 70  persons;  4th  floor- 
manufacturing  cameras — 70  persons  ;  5th  floor — union  office 
12  persons ;  that  the  building  is  equipped  with  a  sprinkler 
system ;  that  there  are  two  44-in.  stairs  extending  from  street 
to  roof,  one  of  which  is  enclosed  in  brick  and  the  other  in 
fire-retarded  partitions,  both  equipped  with  fireproof  self¬ 
closing  doors  and  there  is  one  exterior  stairs  leading  from 
roof  to  mezzanine  with  egress  from  its  termination  at  mez¬ 
zanine  level  by  fireproof  passageway  to  stairway  “B  at  the 
East  22nd  street  front  and  thence  to  the  street;  that  Certifi¬ 
cate  of  Occupancy  24975  issued  on  Alt.  Applic.  3571-37, 
permits  the  use  of  the  building  throughout  as  factory  with 
70  persons  per  story;  and 

W hereas,  the  applicant  contends  that  this  is  an  appeal 
from  a  decision  of  the  fire  commissioner  seeking  relief  from 
the  provision  of  Section  272  of  the  New  York  State  Labor 
Law,  so  as  to  permit  the  installation  of  panic  bolts  on  each 
of  the  three  exit  doorways  leading  to  stairs  on  the  third  and 
fourth  floors  of  the  building  in  question;  that  it  is  proposed 
to  install  these  panic  bolts  as  a  result  of  a  recommendation 
made  by  the  Plant  Security  Officer  of  the  U.  S.  Navy,  in 
order  to  prohibit  the  entrance  of  unauthorized  persons  into 


the  plant  and  to  preserve  the  security  of  personnel  in  the 
event  of  conflagration ;  that  the  plant  is  engaged  in  the  pro¬ 
duction  of  critical  materials  for  the  Armed  Services  and  in 
view  of  the  requirements  of  the  U.  S.  Navy  that  the  panic 
bolts  be  installed,  it  is  respectfully  submitted  that  the  Board 
grant  a  variation  of  the  requirements  of  the  Labor  Law,  so  as 
to  permit  the  installation  as  proposed  for  the  duration  of  the 
present  emergency. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
May  9,  1944,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  no  panic  bolts  shall  be  installed  on  doors 
other  than  the  doors  leading  to  the  three  stairways  on  each 
of  the  3rd  and  4th  floors,  as  shown  on  plans  marked  “Re¬ 
ceived  May  12,  1944”  ;  that  such  panic  bolts  shall  be  of  an 
approved  type ;  that,  in  addition  on  Stairway  A  on  the  3rd 
and  4th  floors,  a  push-button  shall  be  installed  on  the  stair 
side  of  the  door,  arranged  to  ring  a  bell  on  the  loft  side ;  that 
this  variance  shall  continue  only  during  the  term  of  the  . pres¬ 
ent  war  emergency ;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


310-44-A 

APPLICANT— Isaac  Ivallich,  for  Solomon  P.  Ruggill, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 1165-1167  East  13th  street,  east 
side,  220  ft.  north  of  Avenue  L  (Block  6724,  Lots 
60  and  61),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Isaac  Kallich,  Solomon  P.  Ruggill. 
For  Administration:  Thomas  A.  Larkin,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (310-44-A) 

Whereas,  Isaac  Kallich,  for  Solomon  P.  Ruggill,  owner, 
filed  May  25,  1944,  an  appeal  from  an  order  and  a  decision  of 
the  fire  commissioner  affecting  premises:  1165-1167  East 
13th  street,  east  side,  220  ft.  north  of  Avenue  L  (Block  6724, 
Lots  60-61)  Borough  of  Brooklyn;  and 

Whereas,  Order  12632-LF,  issued  by  the  fire  commis¬ 
sioner  April  19,  1944,  and  referred  to  in  a  decision,  dated 
May  18,  1944,  reads : 

“1.  Install  an  adequate  interior  electric  fire  alarm  sys¬ 
tem  in  accordance  with  the  rules  of  the  Board  of  Stan¬ 
dards  and  Appeals,  and  the  enclosed  approved  layout. 
Section  487  E  2.0-C-l  Adm.  Code  and  Fire  Alarm  Rules 
Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story 
(11  ft.)  in  height,  22  ft.  by  90  ft.  in  area;  of  Class  3  con¬ 
struction  ;  located  in  a  residence  use,  D  and  district  and  pro¬ 
posed  to  be  used  and  occupied  as  follows :  cellar,  boiler  room ; 
basement ;  kindergarten,  50  persons ;  that .  the  building  is 
equipped  with  two  four  ft.  wide  wood  stairs  leading  from 
basement  story  to  grade,  equipped  with  wood  doors  enclosed 
with  partitions  of  wood  studs  and  plaster  ;  and 

Whereas,  the  applicant  contends  that  N.B.  Applic.  8964- 
29,  was  filed  for  2  story  and  basement  synagogue ;  that  the 
first  and  second  stories  were  never  built  and  probably  will 
never  be  built ;  that  amendments  were  filed  to  legalize  these 
premises,  but  a  certificate  of  occupancy  could  not  be  issued 
because  the  Fire  Department  violation  issued  April  6,  1944, 
required  a  fire  alarm  system ;  that  the  exits  are  adequate ; 
that  the  installation  of  a  fire  alarm  system  for  such  a  small 
occupancy  seems  unnecessary. 

Resolved,  that  order  12632-LF  of  the  fire  commissioner,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  there  shall  be  installed  near  the 
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head  attendant,  a  push  button  to  ring  a  gong  that  will  be 
heard  throughout  the  premises;  that  the  school  at  all  times 
shall  be  under  the  supervision  of  qualified  persons;  and  that 
fire  drills  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner,  not  less  than  once  every  two  weeks ;  that  the 
cellar  ceiling  throughout  shall  be  fire-retarded;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  and  all 
existing  exits  shown  on  plan  filed  with  this  appeal  shall  be 
maintained. 


311-44-A 

APPLICANT — Gwen  Herrmann  for  Daisy  Herrmann,  les¬ 
see  (200  Pinehurst  Corporation,  owner). 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 223-233  Cabrini  boulevard 

(Northern  avenue),  east  side,  100  ft.  south  of  West 
187th  street  and  198-208  Pinehurst  avenue  (Block 
2179,  Lots  158  and  159),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Gwen  Herrmann  and  Daisy  Herr¬ 
mann. 

For  Administrator :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 

THE  RESOLUTION  (311-44-A) 

V  hereas,  Gwen  Herrmann,  for  Daisy  Herrmann,  lessee, 
(200  Pinehurst  Corporation,  owner),  filed  May  26,  1944,  an 
appeal  from  a  decision  of  the  fire  commissioner,  affecting 
198-208  Pinehurst  avenue  and  223-233  Cabrini  boulevard 
(Northern  avenue),  east  side,  100  ft.  south  of  West  187 
street  (Block  2179,  Lots  158  and  159),  Borough  of  Man¬ 
hattan  ;  and 

\\  hereas,  the  decision  of  the  fire  commissioner  dated 
April  28,  1944,  reads: 

“In  reply  to  your  letter  of  April  25th,  requesting  that 
the  requirement  for  an  interior  fire  alarm  system  in  the 
nursery,  conducted  at  the  above  address  be  waived,  you 
are  advised  that  your  request  is  denied  for  the  reason 
that  the  application  filed  with  the  Department  of  Health 
was  for  a  permit  to  accommodate  forty-five  (45)  children. 

If  the  occupancy  is  reduced  to  not  more  than  thirty 
(30)  children  the  alarm  system  will  not  be  required. 

\ou  may,  however,  appeal  .this  decision  before  the 
Board  of  Standards  and  Appeals,  stating  that  the  nurs¬ 
ery  occupies  the  first  story  only,  and  because  of  this 
fact,  request  that  some  other  substitute  alarm  system  be 
provided  for  fire  drill  purposes. 

The  Fire  Commissioner  is  without  authority  to  accept 
any,  but  fire  alarm  systems  of  a  tvpe  approved  by  the 
Board.” 
and 

Whereas,  the  building  is  six  stories  (66  ft.)  in  height, 
151  ft.  8^8  in.  by  88  ft.  10^  in.  irregular  in  area;  Class  3 
construction;  erected  in  1935;  located  in  a  residence  use,  B 
area  district  and  used  since  1944  as  a  Class  A  multiple  dwell¬ 
ing  with  one  apartment  in  basement  used  as  kindergarten 
for  29  children,  and  proposed  to  be  used  and  occupied  with¬ 
out  change  except  that  two  apartments  in  basement  will  be 
used  as  a  kindergarten  school  with  45  children  ;  and 

Whereas,  the  applicant  contends  that  the  school  is  located 
on  the  ground  floor  street  level  of  a  modern  apartment  house ; 
that  windows  face  the  street  and  are  potential  means  of 
egress ;  that  the  school  doors  open  to  Cabrini  boulevard  and 
Pinehurst  avenue;  that  the  school  is  operated  in  the  day 
time  only;  that  there  are  no  less  than  4  adults  in  charge 
of  the  children  at  all  times;  that  the  school  meets  all  re¬ 
quirements  of  the  Health  Department  and  the  State  Depart¬ 
ment  of  Education;  that  the  installation  of  a  fire  alarm  sys¬ 
tem  at  this  time  would  in  no  way  increase  the  protection 
of  the  children;  that  the  basement  story  of  the  building  is 


entirely  fireproofed ;  that  the  school  has  been  enlarged  in 
order  to  take  care  of  the  demands  of  parents  in  war  indus¬ 
tries  or  with  husbands  in  the  armed  forces ;  and 

V  hereas,  plans  filed  with  this  appeal  indicate  that  the 
apai  tments  used  are  apartments  B  and  C  on  the  basement 
story,  as  indicated  on  plans  marked  “Received  May  26,  1944”; 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
April  28,  1944,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  installed  in  each  portion  of  the  premises  now  ar¬ 
ia  nged  as  separate  apartments,  a  push  button  with  a  gong 
in  each  apartment  and  so  installed  that  the  pushing  of  the 
button  in  each  apartment  will  ring  both  gongs;  that  fire 
drills  shall  be  maintained  to  the  satisfaction  of  the  fire  com¬ 
missioner,  at  least  once  in  two  weeks ;  that  at  all  times  such 
drills  shall  be  supervised  by  qualified  attendants;  that  a  cer¬ 
tificate  of  occupancy  to  include  the  nursery  school  shall  be 
obtained;  that  in  all  other  respects,  the  building  and  occu- 
pany  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto  and  all  existing  means  of  exit  shall  be  main¬ 
tained. 


1549-23-A 

APPLICANT— Oscar  Lewinson,  for  New  York  and  Brook¬ 
lyn  Casket  Company,  owner. 

SUBJEC  T — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 703-705  Bedford  avenue,  east 
side,  from  Wallabout  to  Lynch  street,  97-121  Wal- 
labout  street,  2-24  Lynch  street  and  1-3  Middleton 

SPPrADmrS°ck  2235’  Lot  1}>  BorouSh  of  Brooklyn. 

At  PLARANCES — 

.  Bor  Applicant:  Oscar  Lewinson  and  John  Green. 

ACTION  OF  BOARD — Request  to  reopen,  withdrawn  by 
applicant. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affrmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  q 


Bank  and  Trust 
Laurette  Schinasi, 


Co., 
et  al 


trustee 

Trust, 


18-38-A 

APPLICANT — Chemical 
(Schinasi  Estate, 
owners) . 

SUBJECT— Application  reopened,  May  9,  1944— re  Appeal 
from  a  decision  of  the  borough  superintendent. 

1  REMISES  AFFECTED — 2081-2089  Broadway  and  201 
West  72nd  street,  northwest  corner  (Block  1164,  Lot 
26),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Eugene  F.  Mindler  and  John  C. 
C.  Burt. 

For  ^ministration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Appeal  withdrawn  by  applicant's 
representative,  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  q 


778-39-A 

APPLICANT — Saul  Goldsmith,  for  Oak-Cal  Realty  Cor¬ 
poration,  owner;  Bushwick  Iron  and  Steel  Co.,  Inc., 
lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  Appeal  from  a  decision 
of  the  borough  superintendent 

PREMISES  AFFECTED— 116-126  Green  street,  295  ft. 
west  of  Franklin  street  (Block  2522,  Lots  18  and 
22),  Borough  of  Brooklyn. 
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MINUTES 


APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy .  4 
Negative  .  0 


467-43-S 

APPLICANT— M.  Allen  Schlendorf,  for  Saddie  Bergstein, 
owner ;  Spareway  Food  Products  Company,  lessee. 

SUBJECT — Application  for  consideration— reopening  and 
rehearing  on  new  proposal — re  Application  for  vari¬ 
ation  of  the  labor  law  as  cited  in  decision  of  the 
borough  superintendent  (previously  denied) . 

PREMISES  AFFECTED— 203  Clifton  place,  north  side,  90 
ft.  west  of  Bedford  avenue  (Block  1950,  Lot  41), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  M.  Allen  Schlendorf. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy.  4 
Negative  .  0 


154-44-A 

APPLICANT — Morris  Whinston,  for  Mickey  Funeral 
Service,  Inc.,  owner. 

SUBJECT — Application  reopened  and  restored  to  calendar, 
May  9,  1944 — Appeal  from  decisions  of  the  borough 
superintendent  (previously  withdrawn). 
PREMISES  AFFECTED— 226-228  Lenox  avenue,  east 
side,  61  ft.  10  in.  north  of  West  121st  street  (Block 
120,  Lots  38  and  39),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Morris  Whinston,  Jesse  Oppenheim 
and  Edward  C.  Mickey. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  13,  1944  at  2 
P.  M.,  for  further  consideration. 


230-44-A 

APPLICANT — Harry  M.  Clawson,  for  Sheraton  Hotel 
Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 297-303  Lexington  avenue  and 
133-139  East  37th  street,  northeast  corner  (Block 
893,  Lot  25),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1944,  at  2 
P.  M. 


270-44-A 

APPLICANT — Henry  Woermann,  for  Chas.  Pfizer  &  Com¬ 
pany,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  broough  super¬ 
intendent. 

PREMISES  AFFECTED — 11-17  Gerry  street,  north  side, 
87  ft.  east  of  Union  avenue  (Building  No.  22)  ; 
(Block  2265,  Lots  13-14),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Henry  Woermann. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  6,  1944,  at  2 
P.  M.,  for  further  consideration. 


287-44-A 

APPLICANT — M.  Martin  Elkind,  for  Cohen  and  Pazer, 
owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 204  East  Broadway,  north  side, 
157.4  ft.  east  of  Jefferson  street  (Block  285,  Lot  37), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1944,  at  2 
P.  M.,  for  further  consideration. 

296-44-A 

APPLICANT — J.  S.  and  W.  R.  Eakins,  Inc.,  owner. 
SUBJECT — Appeal  from  an  order  on  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 120-128  North  11th  street  and 
49-55  Berry  street,  southeast  corner  (Block  2297, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  W.  S.  Eakins. 

For  Administration :  Thomas  A.  Larkin,  Fire.  Dept. 
ACTION  OF  BOARD — Laid  over  to  June  6,  1944,  at  2 
P.  M.,  for  further  consideration. 


306-44-A 

APPLICANT— Herman  M.  Sohn  for  deYoung  Moscowitz 
and  Rosenberg,  for  Benar  Holding  Corporation, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 162-10  to  162-14  Jamaica  ave¬ 
nue  south  side,  51  ft.  west  of  New  York  boulevard, 
92-14  to  92-20  New  York  boulevard  and  92-15  to 
92-29  Union  Hall  street  (Block  10102,  Lots  4,  6, 
13,  15,  72,  74  and  79),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:.  Benjamin  Moscowitz,  George  A. 

Scott  and  Karl  W.  Rosenberg. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  •  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  6,  1944  at  2 
P.M.,  for  further  consideration. 


308-44-A 

APPLICANT — Harry  B.  Mulliken,  for  Curtis  Spring 
Street  Corp.,  owner  (I.  Stern  and  Co.,  Inc.,  lessee). 

SUBJECT — Appeal  from  decisions  of  the  fire  commissioner 
and  the  borough  superintendent. 

PREMISES  AFFECTED — 233-245  Spring  street,  north 
side,  123.8  ft.  east  of  Varick  street  and  20-24  Van 
Dam  street,  south  side,  274.1  ft.  east  of  Varick 
street  (8th  floor)  ;  (Block  505,  Lot  36),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  B.  Mulliken. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1944  at  2 
P.M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


Adjourned:  4:15  P.M. 

Joseph  J.  Doyle,  Chief  Clerk 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 
Docket. 


Rules  Directory. 

The  Hearing  Calendar. 


Minutes  of  Regular  Meeting  June  6,  1944,  at  10  A.M. 
Affecting  Calendar  Numbers  368-19-BZ  263-19-Bz’ 
878-28-BZ,  285-31-BZ,  104-33-BZ,  1460-39-BZ,  690-40- 
BZ,  176-42-BZ,  626-43-BZ,  205-44-BZ,  592-39-SA  593- 
39-SA,  159-44-A,  206-44-A  and  320-44-A. 


Minutes  of  Regular  Meeting  June  6,  1944,  at  2  P.M., 
Affecting  Calendar  Numbers  805-42-BZ,  858-19-BZ’ 
137-26-BZ,  132-37-BZ,  299-40-BZ,  32-43-BZ,  615-43- 
BZ,  571-28-S,  594-31-S,  467-43-S,  126-44-A,  144-44-A 
197-44-A,  225-44-A,  245-44-A,  280-44-A,  301-44-A,  309- 
44-A,  315-44- A,  1042-41-S,  697-42-S,  503-43-S,  504-43- 
S  and  505-43-S. 


(Remaining  minutes  of  the  regular  meeting  of  June  6, 
1944  will  be  printed  in  the  Bulletin  of  June  20,  1944.) 

Notice  of  Public  Hearing  on  Proposed  Rules  for  use  of 
Methyl  Chloride  in  Class  B  and  C  Refrigerating 
Systems.  6 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 
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HARRIS  H.  MURDOCK,  Chairman 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  June  6,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

318- 44-A — H.B.Bx. — 1476  East  222nd  Street,  southwest 
corner  of  Edson  avenue  (Block  4758,  Lot  9,  Borough  of 
The  Bronx,  Amendment  to  Alt.  603-40. 

319- 44-BZ — H.B.B. — 8664-8666  18th  avenue,  west  side, 
150  ft.  north  of  Benson  avenue  (Block  6368,  Lot  55), 
Borough  of  Brooklyn,  Alt.  1242-44. 

320- 44-A — H.B.B. — 17  Nelson  street,  north  side,  238  ft. 
west  of  Hicks  street  (Block  520,  Lot  39),  Borough  of 
Brooklyn,  Alt.  1457-44. 

321- 44-A — H.B.Q. — 29-10  Thomson  avenue,  southeast 
corner  of  30th  street  (Block  273,  Lot  1),  Long  Island 
City,  Borough  of  Queens,  Alt.  110-44. 

322- 44-A — F.D. — 318  3rd  avenue,  west  side,  157  ft.  8  in. 
south  of  Carroll  street  (Building  A);  (Block  453,  Lot 
52),  Borough  of  Brooklyn,  12702-LF. 

323- 44-A — F.D. — 270-276  East  133rd  street  and  82-96 
Lincoln  avenue,  southeast  corner  (Block  2308,  Lot  1), 
Borough  of  The  Bronx,  Decision. 

324- 44-A — -F.D. — 533  86th  street,  north  side,  245  ft,  6  in. 
west  of  Fort  Hamilton  parkway  (Block  6036,  Lot  52), 
Borough  of  Brooklyn,  12781-LF. 

325- 44-A — F.D. — 2-20  Haven  avenue  and  193-201  Fort 
Washington  avenue,  southwest  corner  (13th  floor); 
(Block  2139,  Lot  85),  Borough  of  Manhattan,  38315-LC. 

326- 44-SM — Bethlehem  Expanded  Steel  Joists,  manufac¬ 
tured  by  Bethlehem  Steel  Co.,  Material. 

327- 44-A — H.B.B. — 546-554  Nostrand  avenue  and  107- 
111  Herkimer  street,  northwest  corner  (Block  1860,  Lot 
56),  Borough  of  Brooklyn,  Alt.  346-44. 

328- 44-A — F.D. — 60  Sheriff  street,  east  side,  150  ft.  south 
of  Rivington  street  (1st  floor);  (Block  533,  Lot  7),  Bor¬ 
ough  of  Manhattan,  Decision  re  35589-LC. 

329- 44-A — H.B.B. — 3-5  Willoughby  street,,  north  side,  22 
ft.  10  in.  east  of  Adams  street  (Block  145,  Lot  44),  Bor¬ 
ough  of  Brooklyn,  Alt.  1097-44. 


330- 44-BZ — H.B.M. — 48-52  West  23rd  street,  south  side, 
309  ft.  east  of  6th  avenue  and  37-41  West  22nd  street 
(Block  824,  Lot  65),  Borough  of  Manhattan,  Decision 
re  Certificate  of  Occupancy. 

331- 44-SM — “Flaymstop”  3  Hour  Metal  Clad  Fire-Wall 
Door  (in  1  section),  manufactured  by  Acme  Kalamein 
Door  and  Sash  Co.,  Inc.,  Material. 

332- 44-BZ — H.B.Q.— 116-06  to  116-10  Atlantic  avenue, 
south  side,  22  ft.  east  of  116th  street  (Block  475,  Lots 
2  and  4),  Richmond  Hill,  Borough  of  Queens,  Alt. 
443-44. 


333-44-SR— Proposed  Rules  for  Use  of  Methyl  Chloride 
in  Class  B  and  Class  C,  Refrigerating  Systems,  Rules. 

334_44_BZ — H.B.B. — 398-406  Fulton  street,  southwest 
corner  of  Gallatin  place  (Block  155,  Lot  14),  Borough 
of  Brooklyn,  Alt.  683-44. 

335- 44-A — H.B.M. — 637  Madison  avenue,  northeast  cor¬ 
ner  of  East  59th  street  (Block  1374,  Lot  21),  Borough 
of  Manhattan,  E.S.  514-41. 

336- 44-A — H.B.M. — 222-232  East  92nd  street,  south  side, 
142  ft.  6  in.  west  of  2nd  avenue  (Block  1537,  Lot  32), 
Borough  of  Manhattan,  Amendment  to  Alt.  1011-43. 

337- 44-A — H.B.B. — 1239-1243  Fulton  street,  north  side, 
340  ft.  east  of  Bedford  avenue  (Block  1842,  Lot  50), 
Borough  of  Brooklyn,  Alt.  665-44. 

338- 44-A — -H.B.Bx. — 1972  Benedict  avenue,  southwest 
corner  of  Pugsley  avenue  (Block  3930,  Lot  45),  Borough 
of  The  Bronx,  Alt.  236-44. 

339- 44-A — F.D. — 1802  Andrews  avenue,  east  side,  298  ft. 
8  in.  north  of  West  Tremont  avenue  (Block  2879,  Lots 
107  and  109),  Borough  of  The  Bronx,  Decision. 


Restored  to  Calendar. 

221-43-A — F.D. — 468-486  Vanderbilt  avenue,  west  side, 
257  ft.  7  in.  north  of  Atlantic  avenue  (Building  No.  3, 
9th  floor,  10  floor  and  Pent  House) ;  (Block  2009,  Lot 
1),  Borough  of  Brooklyn,  Decisions. 

805-42-BZ — H.B.Q. — 54-47  74th  street,  northeast  corner 
of  57th  avenue  (Block  2805,  Lots  10,  151  and  142),  Mas- 
peth,  Borough  of  Queens,  N.B.  917-42. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...  Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . .. . Dec. 

Concrete  Rules  (Hydrated  Lime)  ...  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) ....  June 

Factory  Exit  Rules . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for.  ......  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-OfT  Rules . Apr. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  S2A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  S2A 
IS,  1937— Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

15.  1944— Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  S2A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
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CALENDAR 


Last  Publication  in  Bulletin 

f  Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Mar. 

Platform  Trucks,  Specifications  for. .  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C.. April 
Smoking  in  Factories,  Rules  for....  May 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting ...  June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  ..  Dec. 

R  - 

Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol,  28 
No.  23A. 


JUNE  13,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  13,  1944,  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters ; 

Zoning  Applications 

599-37-BZ  Application  of  Wolf  and  Kohn,  applicants, 
on  behalf  of  De  Witt  Holding  Corporation,  owner  (Bess 
Oresky,  lessee),  reopened  May  23,  1944,  for  considera¬ 
tion  as  to  extension  of  term  of  permit — Application, 
previously  granted  on  condition,  under  section  7h  of 
the  zoning  resolution,  permitting  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  for  a  tempo¬ 
rary  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles;  premises  1663-1681  St.  Nicholas 
avenue,  west  side,  14  ft.  5  in.  north  of  Fairview  avenue 
and  59-61  Hillside  avenue  (Block  2170,  Lot  129),  Bor¬ 
ough  of  Manhattan. 

171-44-BZ — Application,  March'  21,  1944,  under  section 
21  of  the  zoning  resolution,  of  George  A.  Bagge,  Jr., 
applicant,  on  behalf  of  Lebrad,  Inc.,  owner  (Gumersindo  R. 
Santos,  lessee),  to  permit  in  a  residence  use  and  B  area 
district,  the  conversion  of  occupancy  of  an  existing 
building  from  a  storage  garage  to  a  garage  for  the 
storage  of  tenants’  auto  vans  (not  more  than  five)  on 
the  1st  story  and- for  the  storage  of  household  furniture 
on  the  upper  stories;  premises  519  West  161st  street,  north 
side,  300  ft.  6  in.  west  of  Amsterdam  avenue  (Block 
2120,  Lot  50),  Borough  of  Manhattan. 

90-44-BZ — Application,  February  9,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  John  J.  McNamara, 
applicant,  on  behalf  of  Hillcrest  Jewish  Centre,  Inc., 

I  owner,  to  permit  partly  in  a  business  use  and  D  area 
district  and  partly  in  a  residence  use  and  F  area  dis¬ 
trict,  the  extension  in  area  of  the  1st  and  2nd  stories 
of  a  building  occupied  as  a  church,  auditorium  and 
offices;  the  building,  as  extended,  is  to  be  used  as  church 
auditorium  and  classrooms  (religious  and  language 
teaching).  1  he  proposed  extension  does  not  comply 
with  the  area  district  requirement  of  the  zoning  resolu¬ 
tion  as  to  the  depth  of  the  rear  yard  or  as  to  the  per¬ 
centage  of  occupancy  of  the  lot;  premises  80-15  Kent 
road,  east  side,  82.9  ft.  south  of  Union  turnpike  (Block 
7248,  Lots  3.  4  and  6),  Jamaica,  Borough  of  Queens. 

Appliance  for  Approval 

203-44-SA — Maxon  Premix  Gas  Burner  (Multi-Ratio- 
\  alve  Mixer  Type)  with  the  Maxon  Safety  Shutoff 
Valve,  Series  404. 


5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

11,  1944— Vol.  29,  No.  15 

28,  1944— Vol.  29,  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


14,  1944— Vol.  29,  No.  11 

7,  1937— Vol.  22,  No.  36 
25,  1944— Vol.  29,  No.  17 

2,  1944 — Vol.  29,  No.  18 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Appeals  from  Administrative  Decisions. 

91-44-A — 80-15  Kent  road,  east  side,  82.9  ft.  south  of 
Union  turnpike  (Block  7248,  Lots  3,  4  and  6),  Jamaica, 
Borough  of  Queens. 

252-44-A — 64-84  Van  Dam  street  and  59-67  Bridgewater 
street,  southeast  corner  (Block  2663,  Lot  17),  Borough 
of  Brooklyn. 

120-44-A — 18  East  42nd  street,  south  side,  166  ft.  east 
of  Fifth  avenue  (Block  1276,  Lot  66),  Borough  of  Man¬ 
hattan. 

23 1-44- A— 1602  Troy  avenue,  east  side,  137  ft.  north  of 
Avenue  H  (Block  7727,  part  of  Lot  73),  Borough  of 
Brooklyn. 

243-44-A — 1236-1286  Atlantic  avenue,  south  side,  80  ft. 
west  of  Nostrand  avenue  (Buildings  1  to  8) ;  (Block 
1200,  Lot  21),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  13,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  13,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters: 


Appeals  from  Administrative  Decisions. 

160-44-A — 443  Hudson  avenue,  east  side,  187  ft.  10  in. 
"Orth  of  DeKalb  avenue  and  258  Navy  street  (Block 
20o6,  Lots  7  and  33),  Borough  of  Brooklyn. 

296-44-A— 120-128  North  11th  street  and  49-55  Berry 
street,  southeast  corner  (Block  2297,  Lot  1),  Borough 
of  Brooklyn. 

323-44-A— 82-96  Lincoln  avenue  and  270-276  East  133rd 
street,  southeast  corner  (Block  2308,  Lot  1),  Borough 
of  The  Bronx. 


257-44-A — 440-442  (444  displayed)  12th  street,  south 
side,  385  ft.  east  of  7th  avenue  (Building  G) ;  (Block 
1098,  Lot  1),  Borough  of  Brooklyn.  ^ 

187-44-A — 112-06  71st  road,  southeast  corner  of  112th 
street  (Block  2248,  Lot  9),  Forest  Hills,  Borough  of 
Queens. 


154-44-A — 226-228  Lenox  avenue,  east  side,  61  ft.  10  in 
north  of  West  121st  street  (Block  1720,  Lots  38  and 
49),  Borough  of  Manhttan  (reopened  and  restored  to 
calendar,  May  9,  1944;  previously  withdrawn). 

163-44-A— 217  West  80th  street,  north  side,  172  ft.  10  in. 
east  of  Broadway  (Block  1228,  Lot  22),  Borough  of  Man¬ 
hattan. 


778-39-A — 116-126  Green  street,  south  side,  295  ft.  west 
of  Franklin  street  (Block  2522,  Lots  18  and  22),  Borough 
of  Brooklyn  (reopened  May  31,  1944). 

219-44-A — 366  Fulton  street,  south  side,  107  ft.  west  of 
Smith  street  (1st  and  2nd  floors);  (Block  154,  Lot  14), 
Borough  of  Brooklyn. 

271-44-A — 400-412  Marcy  avenue,  southwest  corner  of 
Lorimer  street  (Building  No.  30);  (Block  2244,  Lots  25 
and  33),  Borough  of  Brooklyn. 

338-44-A — 1972  Benedict  avenue,  southwest  corner  of 
Pugsley  avenue  (Block  3930,  Lot  45),  Borough  of  The 
Bronx. 


265-44-A — 874  Broadway  and  27-29  East  18th  street, 
northeast  corner  (Block  847,  Lot  24),  Borough  of  Man¬ 
hattan. 


176-44-A — 414  Wilson  avenue,  southwest  corner  of  Madi¬ 
son  street  (Block  3369,  Lot  33),  Borough  of  Brooklyn. 


HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


JUNE  20,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  20,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

535-32-BZ— Application  of  Frederick  R.  Ryan,  applicant, 
on  behalf  of  W.  Parsons  Todd,  owner,  reopened  May 
31,  1944,  for  consideration  as  to  extension  of  permit — 
Application,  previously  granted  on  condition,  under,  sec¬ 
tion  7f  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  maintenance  of  a  gasoline  service  sta¬ 
tion  for  a  temporary  term  of  two  years;  premises  2300- 
2310  Boston  road  and  701-709  Astor  avenue,  northeast 
corner  (Block  4346,  Lot  5),  Borough  of  The  Bronx. 

274-44-BZ — Application,  May  8,  1944,  under  section  7c 
of  the  zoning  resolution,  of  A.  H.  Salkowitz,  applicant, 
on  behalf  of  Charles  Fuchs,  owner,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  the 
conversion  of  occupancy  of  a  building  from  a  motion 
picture  theatre  (previously  acted  upon  by  the  Board), 
to  a  warehouse  for  the  storage  of  household  furniture; 
premises  68-10  Woodside  avenue,  southeast  corner  of 
68th  street  (Block  1346,  Lot  13),  Woodside,  Borough 
of  Queens. 

35-44-BZ — Application,  January  13,  1944,  under  section 
7i  of  the  zoning  resolution,  of  Roy  Clinton  Morris,  ap¬ 
plicant,  on  behalf  of  Joseph  Lanza,  owner  (Jack  Ditchek, 
lessee),  to  permit  in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  an  existing  building  (now  oper¬ 
ating  as  a  motor  vehicle  repair  shop  without  a  certifi¬ 
cate  of  occupancy)  to  a  motor  vehicle  repair  shop; 
premises  8230  18th  avenue,  west  side,  46  ft.  6  in.  north 
of  84th  street  (Block  6314,  Lot  75),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  20,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  20,  1944  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

237-44-A — 71  Central  avenue,  east  side,  75  ft.  north  of 
Slosson  terrace  (Block  5,  Lot  39),  St.  George,  Borough 
of  Richmond. 

264-44-A; — 466-470  17th  street,  south  side,  93  ft.  2  in.  east 
of  7th  avenue  and  471  18th  street  (Block  873,  Lot  30), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  23,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  June  23,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

Rules 

333-44-SR — Proposed  Rules  for  Use  of  Methyl  Chloride 
in  Class  B  and  C  Refrigerating  Systems. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  27,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  27,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 


Zoning  Applications. 

805-42-BZ — Application  of  A.  H.  Salkowitz,  applicant, 
on  behalf  of  Terminal  Garage,  Inc.,  owner,  reopened 
June  6,  1944,  for  consideration  as  to  extension  of  time 
to  obtain  permits  and  complete  work — Application,  pre¬ 
viously  granted  on  condition,  under  section  7c  of  the 
zoning  resolution,  permitting  partly  in  an  unrestricted 
use  and  partly  in  a  business  use  district,  the  erection  and 
maintenance  of  a  building  to  be  used  as  a  garage  for 
more  than  five  motor  vehices  (buses)  and  also  as  a 
motor  vehicle  repair  shop;  premises  54-47  74th  street, 
northeast  corner  of  57th  avenue  (Block  2805,  Lots  10, 
142  and  151),  Maspeth,  Borough  of  Queens. 

619-43-BZ — Application,  December  21,  1943,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Aaron  Gottlieb,  owner  (Corbin 
and  Morrison,  Inc.,  lessee),  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of  two  years,  the 
use  of  part  of  the  2nd  story  of  an  existing  multiple 
dwelling,  as  a  private  telephone  exchange;  premises  533- 
545  Clinton  avenue,  east  side,  130  ft.  10  in.  north  of 
Atlantic  avenue  (Block  2011,  Lot  7),  Borough  of  Brook¬ 
lyn. 

215-44-BZ — Application,  April  10,  1944,  under  sections 
21  and  7c  of  the  zoning  resolution,  of  Judson  E.  Schnall, 
applicant,  on  behalf  of  McDonough  Realty  Corporation, 
owner  (Lehigh  Lumber  Co.,  lessee),  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  two 
years,  the  use  of  a  plot  of  ground  as  a  lumber  yard 
(used  as  a  lumber  terminal  only — no  lumber  is  sold 
from  the  premises);  premises  2183  McDonald  avenue, 
east  side,  20.78  ft.  south  of  Avenue  T  and  2030-2050 
West  street  (Block  7104,  Lots  325,  275  and  237),  Bor¬ 
ough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

343-44-A— 2183  McDonald  avenue,  east  side,  20.78  ft. 
south  of  Avenue  T  and  2030-2050  West  street  (Block 
7104,  Lots  325,  275  and  2 37),  Borough  of  Brooklyn 
(under  section  35,  General  City  Law  re  bed  of  mapped 
streets — Sloan  place  and  Whitney  place). 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  27,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  27,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters  : 

Appeals  from  Administrative  Decisions. 

308-44-A — 233-245  Spring  street,  north  side,  123.8  ft. 
east  of  Varick  street  and  20-24  Van  Dam  street,  south 
side,  274.1  ft.  east  of  Varick  street  (8th  floor);  (Block 
505,  Lot  36),  Borough  of  Manhattan. 

128-44-A — 250-254  17th  street,  south  side,  70  ft.  east  of 
5th  avenue  (front  and  rear  buildings);  (Block  1873,  Lot 
12),  Borough  of  Brooklyn. 

287-44-A — 204  East  Broadway,  north  side,  157.4  ft.  east 
of  Jefferson  street  (Block  285,  Lot  37),  Borough  of 
Manhattan. 

242-44-A — 30-02  to  30-20  Thomson  avenue,  south  side, 
from  Thomson  avenue  to  47th  avenue  and  from  30th 
street  to  30th  place  (6th  floor  and  part  of  4th  floor); 
(Block  274,  Lot  1),  Long  Island  City,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  6,  1944 

I  i  csent .  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 

1  he  minutes  of  the  regular  meetings  of  the  Board  held 
on  Wednesday  morning,  May  31,  1944,  and  Wednesday 
afternoon.  May  31,  1944,  were  approved  as  printed  in 
Bulletin  No.  23,  Volume  29. 


ZONING  CASES 

368-19-BZ 

APPLICANT— Herman  Kron,  for  Douglaston  Sales  and 
Service,  Inc.,  owner  (R.  Primavera  &  Co.,  lessee). 
S OBJECT— Application  reopened  May  9,  1944  for  consid¬ 
eration  as  to  amendment  of  resolution  (decision  of 
the  borough  superintendent)  to  permit  in  a  busi¬ 
ness  use  district,  the  change  of  occupancy  from 
garage  for  more  than  five  motor  vehicles  (previ¬ 
ously  granted  by  the  Board)  to  a  temporary  occu¬ 
pancy  as  manufacturing  for  a  temporary  period 
(duration  of  War)  and  garage  occupancy  to  be 
restored  after  this  period. 

PREMISES  AFFEC1ED — 1935-1937  Coney  Island  ave¬ 
nue,  east  side,  20  ft.  north  of  Avenue  P  (Block 
6758,  Lot  52),  Borough  of  Brooklvn 
APPEARANCES— 

For  Applicant:  Herman  Kron. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  removed  from  cal¬ 
endar,  subject  to  usual  procedure 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (368-19-BZ) 

W  hereas,  this  application,  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for  more  than  five  motor 
vehicles,  affecting  premises  1935-1937  Coney  Island  avenue 
east  side,  20  ft.  north  of  Avenue  P  (Block  6758,  Lot  52),’ 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  June 
26.  1919;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  to  permit  a  temporary  occupancy  of  manufac- 
turing  lor  the  duration  of  the  war  and  the  present  garage 
occupancy  to  be  restored  after  this  period;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Loaid  on  May  9,  1944,  restored  to  the  calendar  and  set 
for  hearing  June  6,  1944  at  10  A.M.;  and 
Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  whose  recommendation  was  that  the  applica¬ 
tion  should  follow  the  usual  procedure  for  public  hearing, 
with  the  usual  notices  by  registered  mail  to  owners  in  the 
areas  of  notification,  in  view  of  the  type  of  work  now 
being  carried  on  without  sanction. 


PREMISES  A  FFECTED — 564-592  (formerly  722-746) 
St.  Johns  place,  south  side,  333  ft.  8  in.  cast  of 
Classon  avenue  (Block  1178,  Lot  26),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Reginald  S.  Hardy, 
hor  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOT"  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murnhv  4 
Negative  .  1  -  q 

THE  RESOLUTION  (263-19-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erec- 

564\o?d  ,n}aintenfnce  of  a i  public  garage,  affecting  premises 
92  (formerly  722-746)  St.  Johns  place,  south  side, 
r  ft  f  r'  „ast  ?!  Class°n  avenue  (Block  1178,  Lot  26) 

??  ?oi8o  °f  Broo.klyn-  was  granted  by  the  board  on  July 
iyi9,  on  certain  conditions;  and 

V  hereas,  the  resolution  was  amended  on  March  7  1944 
under  section  7e  of  the  zoning  resolution,  permitting’  for  a 
tei  m  of  two  years,  the  inclusion  of  a  motor  vehicle  repair 
shop  stockroom,  lubritonum  and  offices;  and 

nf  r?'tthe  applicant  requested  a  further  amendment 
j  the  resolution,  based  on  a  decision  of  the  borough  super- 
.ntenriem  atlmg  on  Alt.  Applic.  •  253-44,  doted  April  18 
1944,  which  reads: 

“3.  Resolution  of  the  Board  of  Standards  and  Ap¬ 
peals  approved  March  7.  1944,  does  not  cover  objec¬ 
tion  2  of  denial  dated  March  3,  1944,  which  reads  as 
follows : 

Obj.  2—25  ft.  extension  built  without  a  permit 
from  this  department  and  located  in  a  residential 
zone  is  contrary  to  Art.  2,  Section  3  of  the  Zon¬ 
ing  Resolution  for  the  proposed  use  in  connection 
with  a  garage  for  more  than  5  motor  vehicles  ” 

and 

Whereas  this  application  was  reopened  by  vote  of  the 

1  MU  and  ^  a>  1944  and  set  for  hearinS  on  June  6, 

Whereas,  a  public  hearing  was  held  on  this  application 

by  the  Board  of  Standards  and  Appeals,  at  its  regular 

meeting,  June  6,  1944,  after  due  notice  by  publication  in 
the  Bulletin  ot  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  22,  1919  as 
amended  by  resolutions  adopted  through '  March  7  1944  bv 
adding  thereto :  ’  ’  y 

that  the  portion  of  the  premises  required  to  be  left 
unbuilt  upon  under  the  resolution  adopted  July  22,  1919 
may  be  constructed  and  occupied  similarly  as  herein¬ 
above  permitted  for  the  balance  of  the '  building  as 
indicated  on  plans  referred  to  marked  ‘Received  Febru¬ 
ary  11,  1944’.” 


263-19-BZ 

■APPLICANT  Reginald  S.  Hardy,  for  Hayson  Corpora- 
CTTI.,r^n'  owner  (Randall  Cadillac  Corporation,  lessee). 
SUL.JEC  I —Application  reopened  May  16,  1944  for  con¬ 
sideration  as  to  amendment  of'  resolution  of  March 
7,  1944  (decision  of  the  borough  superintendent) 
Application,  previously  granted  on  condition,  un¬ 
der  section  7e  of  the  zoning  resolution,  permitting 
in  a  residence  use  district,  for  a  term  of  two  years, 
the  inclusion  of  a  lubritorium,  motor  vehicle  re¬ 
pair  shop,  stock  room  and  offices,  in  an  existing 
i  garage  (the  garage  was  previously  granted  bv  the 

Board). 
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878-28-BZ 

APPLICANT — Max  Horn,  for  Laura  Roehrig  and 
August  Roehrig,  owners  (C  &  L  Service  Station 
lessee). 

SUBJECT— Application  reopened  September  28,  1943  (de¬ 
cision  of  the  acting  borough  superintendent)  under 
sections  7c  and  7h  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles  and  also,  the  erection 
of  an  additional  motor  vehicle  repair  shop  upon  a 
plot  occupied  as  a  motor  vehicle  repair  shop  (pre¬ 
viously  granted  by  the  Board)  and.  also,  gasoline 


MINUTES 


service  station.  It  is  proposed,  also,  to  extend  the 
(legal)  area  of  the  existing  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 172-40  to  172-42  Baisley  boule¬ 
vard,  south  side,  360  ft.  east  of  125th  avenue  (Block 
12515  (3209),  Lots  20  and  21),  Hollis,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Max  Horn,  Laura  Roehrig  and 
August  Roehrig. 

For  Opposition:  Mary  Wills,  Gertrude  Saladino 
and  John  Reiss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman, 
Board  of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (878-28-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle  repair  shop,  affect¬ 
ing  premises  172-40  Baisley  boulevard,  east  side,  413  ft. 
north  of  125th  avenue,  Jamaica,  Borough  of  Queens,  was 
granted  by  the  Board  on  May  14,  1928,  on  certain  condi¬ 
tions  ;  and 

Whereas,  the  present  applicant,  Max  Horn,  for  Laura 
Roehrig  and  August  Roehrig,  owners  (C  &  L  Service  Sta¬ 
tion,  lessee),  requested  reopening  of  the  application  under 
sections  7c  and  7h  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  and  partly  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
and  also  the  erection  of  an  additional  motor  vehicle  repair 
shop  upon  a  plot  occupied  as  a  motor  vehicle  repair  shop 
(previously  granted  by  the  Board)  and  also,  a  gasoline 
service  station,  (it  is  also  proposed  to  extend  the  (legal) 
area  of  the  existing  gasoline  service  station),  affecting 
premises  172-40  to  172-42  Bailslev  boulevard,  south  side, 
360  ft.  east  of  125th  avenue  (Block  12515  (3209),  Lots  20 
and  21),  Jamaica,  Borough  of  Queens;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  September  28,  1943,  subject  to  usual  procedure; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  June  6,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals  and 

Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution,  show  that  Baisley  boulevard  is  in  a  business 
and  residence  use,  D  area  and  1  times  height  district ; 
that  125th  avenue  is  in  a  residence  and  business  use,  D 
area  and  1  times  height  district  and  Merrill  street  is  in 
a  residence  and  business  use,  D  area  and  1  times  height  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  611-43  dated  November  23,  1943,  March  6,  1944 
as  amended  April  18,  1944,  reads : 

“1.  The  parking  and  storage  of  more  than  five  motor 
vehicles  and  the  addition  of  an  auto  repair  shop  in 
conjunction  with  an  existing  gasoline  station  in  a 
business  district  is  prohibited  by  sec.  4  of  the  Zone 
Law. 

2.  The  new  auto  repair  shop  attached  to  the  office 
building  is  in  excess  of  that  granted  by  the  Board 
under  Cal.  878-28-BZ,  and  is  contrary  to  Art.  II,  Sec. 
4  (29)  of  the  Building  Zone  resolution.  To  extend  the 
frontage  of  the  gasoline  station  from  50  ft.  to  88.67  ft. 
is  also  contrary  to  Sec.  4  (29)  of  the  B.Z.R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregularly  shaped  plot  having  a  frontage  of  88.67  ft. 
on  Baisley  boulevard,  a  distance  of  133  ft.  along  the  east¬ 


erly  lot  line,  88.7  ft.  along  the  westerly  lot  line  and  80.4  ft. 
along  the  southerly  lot  line ;  that  a  small  area  of  the  south¬ 
east  corner  of  the  plot  is  in  a  residence  use  district ;  the 
remainder  is  in  a  business  use  district  and  occupied  as 
a  gasoline  service  station ;  that  the  gasoline  station  was 
established  May  1,  1924;  that  the  legal  metes  and  bounds 
are  50  ft.  along  Baisley  boulevard,  a  depth  of  100  ft. 
and  a  distance  of  50  ft.  along  the  rear  lot  line;  that  the 
filed  plans  show  upon  the  plot,  a  motor  vehicle  repair  shop 
(previously  granted  by  the  Board  under  Cal.  878-28-BZ) 
which  is  located  at  the  central  part  of  the  plot  near  the 
easterly  lot  line,  an  office  and  attached  to  the  west  of  the 
office,  a  cement  block  motor  vehicle  repair  shop,  18  ft.  by 
30  ft.  in  area — erected  and  also  operated  without  permits ; 
that  it  is  proposed  to  extend  the  legal  area  of  the  gasoline 
service  station  from  a  frontage  of  50  ft.  to  a  frontage  of 
88.7  ft.  along  Baisley  boulevard  and  as  further  shown  on 
plans  filed  with  this  application ;  that  it  is  proposed  to 
legalize  the  one  story  cement  block  motor  vehicle  repair 
shop  attached  to  the  west  of  the  office  and  to  use  the 
vacant  portion  of  the  plot  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles;  and 

Whereas,  the  applicant  contends  that  the  equipment  in 
the  original  repair  shop  consists  of  a  standard  air  com¬ 
pressor  unit,  operated  by  a  one  horse  power  motor,  a 
battery  charging  board,  and  a  wood  work  bench  about  2  ft. 
by  5  ft.  on  which  is  a  small  horsepower  motor  used  for 
a  grindstone  or  like  purpose;  that  the  work  in  this  shop 
is  all  manual,  and  consists  of  ordinary  simple  auto  repairs, 
involving  no  machinery,  except  simple  hand  tools ;  that 
in  the  new  repair  shop  are  two  greasing  pits ;  that  minor 
repairs  are  also  made  here  under  the  car,  all  by  hand 

tools ;  that  no  power  of  any  kind  is  in  this  shop ;  that 
only  a  small  area  as  shown  is  used  for  parking  in  the 
residence  zone ;  that  this  area  will  not  be  used  for  parking, 
as  shown  on  revised  plot  plan ;  that  the  owner  cannot  ac¬ 
count  for  the  fact  that  the  fire  department  gasoline  sta¬ 
tion  permit  is  only  for  50  ft.  by  100  ft. ;  and 

Whereas,  the  applicant  further  contends  that  the  pres¬ 
ent  owners  purchased  the  premises  in  question  in  1928 ; 

that  for  the  last  10  years,  the  character  of  the  neighbor¬ 
hood  has  deteriorated ;  that  the  repair  shop  granted  by 
the  Board  under  Cal.  878-28-BZ  on  May  14,  1929,  be¬ 
came  inadequate  in  area ;  that  the  motor  vehicle  repair 
shop  in  question  was  erected  without  permits ;  that  the 

attached  office  was  erected  under  Slip  Applic.  6313-29,  as 
a  new  frame  and  stucco  building  and  at  that  time,  the 
dwel’ing  on  the  site  was  demolished;  that  the  frame  garage 
on  the  premises  will  be  demolished;  that  in  relation  to  the 
parking  and  storage  use,  the  site  is  near  the  Jamaica  Race 
Track  and  that  parking  facilities  are  needed;  that  the 

owners  do  not  know  why  the  area  of  the  repair  shop  granted 
by  this  Board  was  increased ;  and 

Whereas,  the  applicant  changed  his  basis  of  appeal  to 
come  under  sections  7c  and  7h  of  the  zoning  resolution ; 
and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  grant  a  variance  of  the  zoning  resolution  under 
sections  7c  and  7h  thereof ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Rcsok’cd.  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  existing  buildings  and  the  existing 
plot  with  a  frontage  of  88.67  ft.  as  shown  on  plans  filed 
with  this  application,  to  be  continued  as  a  gasoline  station 
and  for  motor  vehicle  repairing,  as  permitted  by  the  Board 
under  this  application  (878-28-BZ)  on  May  14,  1929,  on 
condition  that  the  plot  shall  not  be  further  increased  in 
area  ;  that  the  building  shall  not  be  increased ;  that  the  re¬ 
pairing  shall  be  carried  on  solely  in  the  building  as  formerly 
permitted;  that  the  building  on  the  front  of  the  premises 
shall  be  used  only  as  an  office  for  the  gasoline  station  and 
the  westerly  section  for  the  greasing  of  motor  vehicles; 
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that  the  plot  where  not  built  upon,  shall  be  surfaced  with 
clean  gravel  or  steam  cinders  and  maintained  substan¬ 
tially  level ;  that  a  fence  on  all  interior  lot  lines  shall  be 
maintained  and  where  no  fences  exist,  substantial  fences 
shall  be  erected;  that  no  gasoline  pump  shall  be  con¬ 
structed  nearer  than  10  feet  to  the  street  building  line; 
that  when  curbs  are  constructed,  curb  cuts  shall  not  exceed 
two,  with  a  width  of  not  over  20  feet  each  and  no  part 
of  any  curb  nearer  than  5  feet  to  the  lot  line  as  extended ; 
that  no  signs  shall  be  erected  on  the  premises  other  than 
those  now  existing,  as  indicated  on  plans  and  photographs 
filed  with  this  application;  that  such  sign  shall  relate  only 
to  the  permitted  uses  on  the  premises  and  all  other  signs 
shall  be  removed;  and,  granted  under  section  7 h  of  the 
zoning  resolution,  for  a  term  of  two  years  from  the  date 
of  this  resolution,  to  permit  the  parking  and  storage  of 
more  than  five  motor  vehicles  within  the  business  use 
zone,  provided  such  parking  does  not  exceed  twelve  (12) 
cars;  that  such  parked  cars  shall  be  of  the  pleasure- 
vehicle  type  only ;  that  adequate  bumpers  shall  be  main¬ 
tained  for  the  protection  of  lot  line  fences;  that  any  re¬ 
pairing  carried  on,  shall  be  done  during  daytime  working 
hours ;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
six  months  from  the  date  of  this  resolution. 


285-31-BZ 

APPLICANT — Niacol  Realty  Corporation,  owner. 
SUBJECT — Application  reopened  May  16,  1944  for  con¬ 
sideration  as  to  extension  of  permit — Application 
(decision  of  the  superintendent  of  buildings)  pre¬ 
viously  granted  on  condition,  under  section  7f  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station  for  a  temporary  term  of  two 
years. 

PREMISES  AFFECTED — Northwest  corner  of  Jamaica 
avenue  and  Nolins  (165th)  avenue  (also  known  as 
164-50  Cross  Bay  boulevard)  ;  (Block  4153,  Lot 
146),  Shellbank  Basin,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative' . .  0 

THE  RESOLUTION  (285-31-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  erection  and  maintenance  of  a  gasoline 
service  station,  affecting  premises  northwest  corner  of 
Jamaica  avenue  and  Nolins  (165th)  avenue  (also  known 
as  164-50  Cross  Bay  boulevard);  (Block  4153,  Lot  146), 
Shellbank  Basin,  Borough  of  Queens,  was  granted  by  the 
Board  on  December  15,  1931,  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  from  time  to  time, 
the  last  such  extension  having  been  granted  on  November 
5,  1941  ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  16,  1944  and  set  for  hearing  on  June  6,  1944;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  6,  1944,  after  due  notice  by  publication  in 
the  Bulletin  qi  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  December  15,  1931,  as 


amended  by  resolutions  adopted  through  November  5, 
1941,  as  to  the  term  of  the  permit,  so  that  as  amended, 
tins  portion  of  the  resolution  shall  read: 

granted  under  section  7f  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion,  on  condition  that  all  pumps  shall  be  set  back  not 
less  than  10  ft.  from  the  building  line;  that  all  ad- 
\ ertising  signs  shall  be  confined  to  the  illuminated 
globes  of  the  gasoline  pumps  or  to  flat  wall  signs  on 
any  buildings  erected  on  the  premises,  indicating  the 
name  and  nature  of  the  business  conducted  thereon,  but 
prohibiting  any  roof  signs ;  that  any  building  erected 
on  the  premises  shall  be  limited  to  one  story  in  height; 
that  all  permits  required  shall  be  obtained  within  two 
months  and  all  work  involved  thereby  completed 
within  four  months  from  the  date  of  this  amended 
resolution.” 


104-33-BZ 


APPLICANT— Lama  and  Proskauer,  for  Socony-Vacuum 
Oil  Company,  Inc. 

SUBJECT— Application  reopened  June  8,  1943  (decision 
of  the  acting  borough  superintendent)  under  sec¬ 
tion  7f  of  the  zoning  resolution,  to  permit  in  a 
business  use  district,  the  decrease  in  area  of  a 
gasoline  service  station;  the  entire  plot  for  such 
use,  as  approved  by  the  Board,  was  located  partly 
in  a  residence  use  and  partly  in  a  business  use 
district. 


I  REMISES  Ah FECTED-1 13-21  Merrick  road  and  171-01 
Linden  boulevard,  northeast  corner  (Block  10287, 
Lot  1),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Harold  Klorfein,  Dep’t 
of  Parks. 

ACTION  Oh  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  q 


THE  RESOLUTION  (104-33-BZ) 

\\  hereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
northeast  corner  of  Merrick  road  and  Linden  boulevard 
(Block  1293,  Lot  1),  Jamaica,  Borough  of  Queens,  was 
granted  by  the  Board  May  9,  1933,  on  certain  conditions; 
resolution  amended  July  3,  1934;  and 
Whereas,  the  applicant  requested  a  reopening  of  the 
application  and  rehearing  under  Section  7c  of  the  zoning 
resolution ;  and 

W hereas,  this  application  was  reopened  by  vote  of  the 
Board  on  July  8,  1943,  subject  to  the  usual  procedure; 
and 

W  hereas,  Lama  and  Proskauer,  substituted  for  William 
V.  McDevit,  for  Socony-Vacuum  Oil  Company,  Incorpo¬ 
rated,  owner,  filed  an  application  under  Section  7c  of  the 
zoning  resolution,  to  permit  in  a  business  use  district, 
the  decrease  in  area  of  a  gasoline  service  station — the  entire 
plot  for  such  use,  as  approved  by  the  Board,  located 
partly  in  a  residence  use  and  partly  in  a  business  use  dis¬ 
trict;  affecting  premises  113-21  Merrick  road  and  171-01 
Linden  boulevard,  northeast  corner  (Block  10287,  Lot  1), 
St.  Albans,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  June  6,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Linden  boulevard  is  in  a  business 
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use,  “D”  area  and  1  times  height  district;  Merrick  boule¬ 
vard  is  in  a  business  and  residence  use,  “D”  area  and  1 
times  height  district  and  113th  avenue  is  in  a  residence  and 
business  use,  “D”  area  and  1  times  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  20,  1943,  re  Alt.  Applic.  538-43,  reads : 

“1.  Request  for  a  new  certificate  of  occupancy  denied, 
any  change  of  area  of  gasoline  station  must  be  ap¬ 
proved  by  Board  of  Standards  and  Appeals  as  this 
gasoline  station  was  originally  approved  by  the  Board 
of  Standards  and  Appeals  under  104-33-BZ.  (Not 
further  considered.)” 

and 

Whereas,  the  applicant  states  that  the  premises,  accord¬ 
ing  to  a  deed  dated  July  9,  1935  and  certified  survey  filed 
by  the  applicant,  having  a  frontage  of  89.7  ft.  on  Linden 
boulevard,  147.5  ft.  on  Merrick  boulevard  and  distance  of 
157.7  ft.  along  the  easterly  lot  line;  that  it  is  proposed  to 
maintain  these  premises  as  a  gasoline  service  station  as 
shown  on  plans  filed  with  this  application;  that  this  plot 
is  part  of  a  larger  parcel  previously  acted  on  by  the  Board ; 
that  on  May  9,  1933,  the  Board  under  Cal.  104-33-B'Z 
granted  an  application,  permitting  the  erection  and  main¬ 
tenance  of  a  gasoline  station  on  subject  premises;  that  the 
parcel  acted  on  by  the  Board  had  a  frontage  of  131  ft. 
on  Merrick  Road,  152  ft.  on  Linden  boulevard  and  191  ft. 
along  113th  Avenue  (Block  1293,  Lot  1)  ;  that  the  resolu¬ 
tion  required  that  the  buildings  for  the  gasoline  station 
and  accessory  uses  shall  be  located  substantially  as  indi¬ 
cated  on  plans  filed  with  the  application  stamped  “Received 
March  31,  1933” ;  that  the  entire  property  was  laid 

out  and  landscaped  as  indicated  on  said  plans  and 
maintained  at  all  times  during  the  continuation  of  the 
variation,  to  the  satisfaction  of  the  Commissioner  of  Parks; 
that  also  there  were  other  conditions  imposed,  including 
the  filing  of  plans  for  the  approval  of  the  Board,  which 
were  submitted  and  approved  May  31,  1933 ;  that  on  July 
3,  1934,  the  Board  amended  the  resolution,  so  as  to  permit 
the  erection  of  an  additional  accessory  building,  as  indi¬ 
cated  on  plans  marked  “Received  June  25,  1934”;  that  this 
building,  located  on  the  easterly  portion  of  plot,  was  to  be 
used  as  a  dining  room  and  lunch  counter ;  that  the  plans 
filed  with  application  now  under  consideration,  show  on  the 
easterly  part  of  the  parcel  originally  acted  on  by  the 
Board,  a  1 -story  brick  (stores)  building  with  a  frontage 
of  62  ft.  on  Linden  boulevard  and  a  depth  of  100  ft. ;  and 

Whereas,  the  applicant  contends  that  on  July  3,  1934, 
upon  application  of  Andrew  A.  Marjev  for  A.  B.  Wolosoff, 
the  Board  of  Standards  and  Appeals  adopted  a  resolution 
under  Cal.  104-33-BZ,  amending  the  original  resolution 
adopted  May  9,  1933,  so  as  to  permit  the  construction  on 
the  easterly  side  of  the  premises  facing  Linden  boulevard, 
of  an  accessory  building  to  be  used  solely  as  a  dining  room 
and  lunch  counter  in  accordance  with  the  architectural  de¬ 
sign  and  general  dimensions  indicated  on  plans  filed  with 
the  Board ;  that  this  restaurant  and  lunch  room  building 
was  constructed  and  maintained  in  accordance  with  the 
resolution  of  the  Board  at  the  time  Socony-Vacuum  Oil 
Company,  Inc.  purchased  that  portion  of  the  entire  prem¬ 
ises  covered  by  the  resolution,  which  was  occupied  and  used 
only  by  the  gasoline  service  station;  that  on  July  9,  1935, 
Socony-Vacuum  Oil  Company,  Inc.  purchased  that  portion 
of  premises  covered  by  the  Board’s  resolution,  which  mea¬ 
sured  147.53  ft.  on  Merrick  road  by  89.73  ft.  on  Linden 
boulevard,  leaving  a  balance  of  original  plot  covered  by 
Board’s  resolution  of  62.23  ft.  on  Linden  boulevard,  occu¬ 
pied  by  the  restaurant  and  lunch  room  permitted  by  the 
aforesaid  resolution  of  the  Board;  that  at  some  time 
during  1937,  the  owner  of  the  easterly  portion  of  the  en¬ 
tire  premises,  without  any  further  modification  by  the 
Board,  occupied  by  the  aforesaid  restaurant  and  lunch 
room,  and  which  was  not  included  in  the  purchase  of  the 
gasoline  station  portion  by  Socony-Vacuum  Oil  Co.,  Inc., 
made  application  to  the  Denartment  of  Housing  and 
Buildings  to  erect  a  1 -story  brick  business  building  on  the 


northerly  side  of  Linden  boulevard  distant  89.73  ft.  east  of 
Merrick  road,  with  a  frontage  of  62.23  ft.  on  Linden  boule¬ 
vard;  that  a  permit  for  the  erection  of  this  business  build¬ 
ing  was  issued  by  the  Dept,  of  Housing  and  Buildings  and 
the  restaurant  and  lunch  room  demolished  by  the  owner 
of  the  plot  and  the  one-story  brick  business  building  built; 
that  on  July  18,  1938  the  Dept.  of  Housing  and  Buildings 
issued  Certificate  of  Occupancy  No.  59577,  based  on  ap¬ 
proved  plans  N.B.  6320-37,  to  the  owner  of  this  plot  on 
Linden  boulevard,  certifying  permission  to  use  the  build¬ 
ing  for  stores ;  that  the  erection  of  a  business  building  on 
this  plot  being  contrary  to  the  conditions  of  the  resolution 
adopted  by  the  Board  on  May  9,  1933,  as  amended  July 
3,  1934,  was  called  to  the  attention  of  the  Dept,  of  Housing 
and  Buildings,  which  subsequently  issued  a  Notice  of  Vio¬ 
lation  to  Eljo  Holding  Corp.,  the  owner  of  the  plot  upon 
which  the  business  building  had  been  erected,  and  later 
served  the  owners  of  said  plot  with  a  summons  for  non- 
compliance  with  the  Notice  of  Violation ;  that  on  October 
5,  1939,  according  to  information,  this  case  was  tried  in 
the  Magistrate’s  Court  in  Flushing  and  decision  of  guilty 
with  sentence  suspended  handed  down  November  9,  1939, 
which  decision  was  later  reversed  and  the  summons  dis¬ 
missed  about  March  5,  1939;  that  on  February  9,  1943, 
Socony-Vacuum  Oil  Company,  Inc.,  which  owns  only  that 
portion  of  the  entire  premises  covered  by  the  Board’s 
original  resolution,  which  is  occupied  by  the  gasoline  serv¬ 
ice  station  and  which  at  no  time  has  ever  owned  that  por¬ 
tion  of  the  said  premises  formerly  occupied  by  the  res¬ 
taurant  and  lunch  room  and  now  occupied  by  the  aforesaid 
business  building,  was  served  with  Notice  of  Violation  No. 
1743-39,  which  ?s  identical  with  that  served  on  the  owner 
of  the  business  building  on  April  21,  1939;  that  the  prin¬ 
cipal  item  contained  in  the  violation  is  fence  on  the  north¬ 
erly  lot  line;  that  this  matter  was  before  the  Magistrates 
Court  in  county  of  Queens  and  was  dismissed ;  that  the 
previous  owners  are  in  possession  of  all  legal  documents 
pertaining  thereto ;  and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  9,  1933,  as  amended 
by  resolutions  adopted  by  the  Board  May  31,  1933  and 
July  3,  1934,  by  adding  thereto: 

“that  the  area  of  the  gasoline  station  may  be  reduced 
in  area  as  proposed,  providing  the  rearrangement  of 
the  station  is  made  to  conform  with  revised  plans 
marked  ‘Received  June  4,  1944’  (two  sheets),  on  con¬ 
dition  that  complete  working  plans  showing  the  pro¬ 
posed  alterations  in  greater  detail  as  to  curb  cuts, 
walls,  curbing  and  proposed  planting  shall  be  sub¬ 
mitted  to  the  Board  for  further  consideration ;  that 
such  plans  shall  be  submitted  within  one  month  and 
after  approval,  and  all  permits  shall  be  obtained  and 
all  work  completed  within  six  (6)  months  thereafter.” 


1460-39-BZ 

APPLICANT — Hilda  Reardon,  owner. 

SUBJECT — Application  reopened  May  16,  1944  for  con¬ 
sideration  as  to  extension  of  permit — Application 
(decision  of  the  borough  superintendent)  previ¬ 
ously  granted  on  condition,  under  section  7h  of 
the  zoning  resolution,  permitting  partly  in  a  busi¬ 
ness  use  and  partly  in  a  residence  use  district,  for 
a  temporary  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 142-33  Roosevelt  avenue,  north 
side,  184  ft.  west  of  Bowne  street  (Block  5020 
(847).  Lot  43),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hilda  Reardon. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 


496 


MINUTES 


THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  '  q 

THE  RESOLUTION  (1460-39-BZ) 

W  hereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  142-33  Roosevelt  avenue,  north 
side,  184  ft.  west  of  Bowne  street  (Block  5020  (847), 
Lot  43),  Flushing,  Borough  of  Queens,  was  granted  by  the 
Board  on  January  13,  1942,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 

*°ard  on  May  16,  1944,  and  set  for  hearing  on  June  6, 
1944;  and 

W  hereas,  a  public  hearing  was  held  on  this  application 
bj  the  Boa  id  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  6,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  13  1942  only 
so  far  as  it  has.  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion,  to  permit  the  premises  unbuilt  upon  toward  the 
rear,  to  be  occupied  for  the  parking  or  storage  of 
more  than  five  motor  vehicles,  on  condition  *  *  *  ” 


690-40-BZ 

APPLICANT  John  McBride  (lessee),  for  Fordbrad 
Realty  Co.,  Inc.,  owner. 

SUBJECT— Application  reopened  May  9,  1944  for  con¬ 
sideration  as  to  extension  of  term  of  permit _ 

Application  (decision  of  the  borough  superin¬ 
tendent)  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in 
a  business  use  district,  for  a  term  of  two  years 
the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 91-06  Northern  boulevard, 
south  side,  between  91st  and  92nd  streets  (Block 
143ffi  part  of  Lot  1),  Jackson  Heights,  Borough 
ot  Queens. 

APPEARANCES— 

For  Applicant:  John  McBride  and  Sidney  H 
ShloSs. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphv  4 
Negative  .  '  g 

THE  RESOLUTION  (690-40-BZ) 


Whereas,  this  application  under  section  7h  of  the  zonin 
resolution,  permitting  in  a  business  use  district  for  a  terr 
ot  two  years,  the  parking  and  storage  of  more  than  fiv 
motor  vehicles,  affecting  premises  91-06  Northern  boule 
vard,  south  side,  between  91st  and  92nd  streets  (Block  1439 
part  of  Lot  1),  Jackson  Heights,  Borough  of  Queens,  wa 
granted  by  the  Board  on  November  26.  1940,  on  certaii 
conditions ;  and 

W  hereas.  the  applicant  requested  an  extension  of  thi 

permit;  and 

Whereas  this  application  was  reopened  by  vote  of  th< 

Board  on  May  9,  1944  and  set  for  hearing  on  June  6  1944 

and 


\\  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
n.leet’n»;  Jjme  6,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  November  26,  1940 
only  so  far  as  it  has  reference  to  the  term  of  the  ’permit 
and  the  time  within  which  to  obtain  permits  and  complete 
the  work,  so  that  as  amended,  this  portion  of  the  resolu¬ 
tion  shall  read  : 

“  *  *  *  granted,  under  section  7h  thereof  far  a  term 
of  two  years  from  the  date  of  this  amended  resolu¬ 
tion,  _  to  permit  the  premises  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  motor  vehicles 
on  condition  that  only  motor  vehicles  of  the  pleasure- 
car  type  shall  be  so  stored  or  parked;  that  the  prem¬ 
ises  shall  be  leveled  substantially  to  the  grade  of  the 
surrounding  streets  and  shall  be  surfaced  with  steam 
cinders,  clean  gravel  or  other  suitable  material  which 
shall  be  bound  with  asphalt  and  properly  rolled  so 
as  to  provide  an  impervious  and  reasonably  smooth 
surface  and  ground  drainage;  that  there  "  shall  be 
erected  on  the  interior  lot  line,  a  substantial  chain  link 
wire  fence  not  less  than  6  ft.  in  height  with  anchored 
metal  posts  without  any  opening  therein  to  the  bal¬ 
ance  of  the  block;  that  a  similar  fence  shall  be  erected 
on  the  street  building  lines  of  91st  street,  92nd  street 
and  Northern  boulevard  with  no  openings  therein  ex¬ 
cept  an  opening  from  91st  street,  as  indicated  on  plans 
marked  ‘Received  June  26,  1940,’  as  an  entrance  and 
exit;  that  such  entrance  shall  not  exceed  20  ft.  in 
width,  that  the  curb  cut  opposite  shall  not  exceed  such 
width;  that  during  the  term  of  this  permit,  the  prem¬ 
ises  shall  be  used  for  no  other  use  than  the  parking 
and  storage  of  motor  vehicles  herein  permitted,  and  no 
building  shall  be  erected  thereon,  except  there  may  be 
erected  a  building  not  over  100  sq.  ft.  in  area  and 
not  exceeding  one  story  in  height,  which  may  be  of 
frame,  for  use  as  an  office  and  shelter  for  the  attendant : 
that  proper  aisles  shall  be  maintained  at  all  times  for 
easy  entrance  and  egress ;  that  a  space  of  not  less  than 
18  in.  shall  be  left  between  alternate  rows  of  cars  for 
ready  access  thereto ;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner 
shall  direct ;  that  signs  shall  be  restricted  to  one  sign 
attached  to  the  fence  near  the  entrance,  advertising  the 
parking  and  storage  use  and  the  fees  charged  such 
sign  not  to  exceed  15  sq.  ft.  in  area  and  not  to  extend 
beyond  the  building  line;  that  any  lights  erected  for 
general  illumination  shall  be  on  pipe  standards  with 
metal  reflectors  so  arranged  as  to  reflect  toward  the 
center  of  the  premises;  that  all  permits  required  shall 
be  obtained  and  all  work  completed  within  six  (6) 
months  from  the  date  of  this  a  mended  resolution.” 


176-42-BZ 


APPLICANT  Street  and  Adikes,  for  Boulevard  Housing 
Corporation,  owner. 

SUBJECT— Application  reopened  May  16,  1944,  for  con¬ 
sideration  as  to  extension  of  time  to  complete _ 

Application  (decision  of  the  borough  superinten¬ 
dent  )_  previously  granted  on  condition,  under  sec¬ 
tion  /d  of  the  zoning  resolution,  permitting  in  a 
residence  use  district,  the  use  of  a  plot  of  ground 
as  a  recreational  area  for  the  tenants  of  a  build¬ 
ing  not  located  on  the  same  lot  with  the  proposed 
use. 


x  KLAUSES  AFFECTED — 56-39  to  56-51  30th  avenue 
north  side.  100.78  ft.  east  of  56th  place  (Block 

APPEARANCES^’  W°°dside’  Boroi,eh  of  Queens. 

For  Applicant:  Walter  Adikes. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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MINUTES 


ACTION  OF  BOARD— Time  extended. 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy .  4 
Negative  .  0 


THE  RESOLUTION  (176-42-BZ) 

Whereas,  this  application  under  section.  7d.  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  use  of 
a  plot  of  ground  as  a  recreational  area  for  the  tenants  of 
a  building  not  located  on  the  same  lot  with  the  proposed 
use,  affecting  premises  56-39  to  56-51  30th  avenue,  north 
side,  100.78  "ft.  east  of  56th  place  (Block  1024,  Lot  8), 
Woodside,  Borough  of  Queens,  was  granted  by  the  Board 
on  May  5,  1942,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  May  16,  1944  and  set  for  hearing  on  June  6, 

1944;  and  .  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  6,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  5,  1942,  only  so 
far  as  it  has  reference  to  obtaining  permits  and  comple¬ 
tion  of  the  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read  : 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this 
amended  resolution  *  *  * 


626-43-BZ 

APPLICANT— Martyn  N.  Weinstein,  for  Cardinal  Manu¬ 
facturing  Co.,  Inc.,  owner  (Joseph  Cardinal,  lessee). 
SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7a,  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  and 
also  D  area  district,  the  maintenance  of  a  ma¬ 
chine  shop  and  crane  shed ;  the  crane  shed,  the 
westerly  building  and  the  one-story  shop  erected 
without  permits,  and  the  plant  is  operating  with¬ 
out  a  Certificate  of  Occupancy;  also,  the  area  of 
the  structures  on  the  plot  exceeds  the  area  per¬ 
mitted  by  the  Zoning  Resolution. 

PREMISES  AFFECTED— 700-712  Hicks  street  and  17-45 
Nelson  street,  northwest  corner  (Block  520,  Lots 
26  and  39),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Martyn  N.  Weinstein  and  Joseph 
Cardinal. 

For  Opposition :  Anna  Mauro 

For  Administration:  Fred  Dahlem  and  Henry 
Pheney,  Dep’t  of  Housing  and  Buildings  and 
Gustave  Goldman,  Board  of  Education. 
ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (626-43-BZ) 

Whereas,  Martyn  M.  Weinstein,  for  Cardinal  Manu¬ 
facturing  Company,  Inc.,  owner  (Joseph  Cardinal  d/b/a 
Cardinal  Engineering  Co.,  lessee),  filed  December  27,  1943, 
an  application  under  sections  7a,  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  and  D  area  dis¬ 
trict,  the  maintenance  of  a  machine  shop  and  crane  shed ;  the 
crane  shed,  the  westerly  building  and  the  1-story  shop  were 
erected  without  permit  and  the  plant  is  operating  without 
a  certificate  of  occupancy;  also,  the  area  of  the  structures 
on  the  plot  exceeds  that  permitted  by  the  Zoning  Resolu¬ 
tion,  affecting  premises  700-712  Hicks  street  and  17-45 


Nelson  street,  northwest  corner  (Block  520,  Lots  26  and 
39),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  by  the  Board  of 
Standards  and  Appeals,  at  its  regular  meeting,  held  on 
June  6,  1944,  after  due  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Nelson  street  is  in  residence  and 
retail  use,  D  area  and  1 -times  height  districts;  Lugeer 

street  is  in  residence  and  retail  use,  D  area  and  1-times 

height  districts ;  Columbia  street  is  in  retail  and  unre¬ 
stricted  use,  D  area  and  1 -times  height  districts;  and  Hicks 
street  is  in  residence  and  business  use,  D  area  and  1-times 
height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  20,  1943,  re  Alt.  Applic.  2357-43,  reads: 

“1.  Machine  shop,  crane,  etc.,  located  in  a  resi¬ 
dential  “D”  zone  is  contrary  to  Art.  2  sec.  3  and  Art. 

4,  sec.  14  of  Zone  Resolution.  Denied.” 

and 

Whereas,  the  applicant  states  that  the  premises,,  located 
in  a  residence  use,  D  area  and  1-times  height  district,  con¬ 
sists  of  an  irregularly  shaped  plot  having  a  frontage  of 
133  ft.  2  in.  on  Hicks  street,  238  ft.  on  Nelson  street  and 
a  distance  of  100  ft.  along  the  westerly  lot  line;  that 
upon  the  Hicks  street  frontage  are  located  a  1-story  frame 
and  a  2-story  brick  machine  shop  and  office  structure  with 
a  frontage  of  133  ft.  2  in.  on  Hicks  street,  40  ft.  on  Nelson 
street  and  84  ft.  6  in.  along  the  northerly  lot  line ;  that  on 
the  westerly  portion  of  plot  is  a  1 -story  and  mezzanine 
brick  and  concrete  building  with  a  frontage  of  35  ft.  on 
Nelson  street  and  a  depth  of  100  ft.,  occupied  for  offices, 
tool  and  stock  rooms  ;  that  upon  the  central  portion  of  plot 
are  located  five  travelling  cranes,  and  partly  enclosed  sup¬ 
ports ;  that  the  crane  shed  area  is  used  for  the  assembly 
and  welding  of  gun  turrets,  ship  decks,  bulkheads,  etc. ; 
that  these  combined  Structures  cover  an  area  of  26,605 
sq.  ft.  or  100%  of  area  of  plot;  that  the  permissible  cov¬ 
erage,  in  accordance  with  the  D  area  requirements  is  17,- 
563  sq.  ft.;  that  it  is  proposed  to  replace  the  12  ft.  high 
wood  fence  (and  doors)  on  the  Nelson  street  facade  with 
a  face  brick  wall;  to  enclose  the  8  ft.  high  open  space 
above  wood  fence  with  steel  sash;  that  at  north  wall,  to 
enclose  with  steel  sash,  the  6  ft.  high  open  space  above  the 
12  ft.  high  concrete  block  wall ;  that  it  is  proposed  to 
enclose  with  steel  sash  and  corrugated  iron,  the  upper 
easterly  end  of  crane  shed  above  the  one-story  machine 
shop  facing  Hicks  street  and  to  replace  the  existing  west 
(frame)  wall  of  the  1-story  machine  shop  with  a  masonry 
wall  and  to  maintain  the  present  use  and  coverage  of 
site  in  question ;  and 

Whereas,  the  applicant  contends  that  this  plant  was 
originally  built  and  operated  prior  to  1880  by  the  Union 
White  Lead  Mfg.  Co.;  that  on  July  15,  1884,  it  was  ac¬ 
quired  by  J.  Lee  Smith  Company,  Inc.,  paint  manufacturers, 
and  the  buildings  were  used  as  a  paint  factory,  for  the  pro¬ 
cessing  and  mixing  of  paints,  and  the  processing  of  rosin, 
turpentine,  tars  and  resinous  products  incidental  to  the 
manufacture  of  shellac,  varnish  and  lacquer;  that  this  plant 
remained  in  the  ownership  of  the  latter  company  until 
February  16,  1942,  when  it  was  acquired  by  the  Cardinal 
Manufacturing  Co.  and  leased  to  Joseph  Cardinal  doing 
business  as  the  Cardinal  Engineering  Co.;  that. prior  there¬ 
to,  the  Cardinal  Engineering  Co.  was  established  at  its 
plants  at  278  Van  Brunt  street  and  152  Center  street, 
Brooklyn,  and  in  February  1942  the  “finishing  plant”  to¬ 
gether  with  executive  offices  was  set  up  at  its  newly  ac¬ 
quired  quarters  at  700  Flicks  street;  that  prior  to  the  erec¬ 
tion  of  the  crane  shed,  the  Cardinal  Engineering  Co.  de¬ 
molished  all  the  1-  and  2-story  frame  structures  and  sheds 
on  the  site,  leaving  only  the  two  structures  on  Hicks 
street  frontage ;  that  new  crane  shed  was  erected  during 
the  summer  of  1942  and  no  plans  were  filed  at  that  time 
in  the  Building  Department;  that  a  violation  was  issued 
July  9,  1943  and  the  applicant  was  engaged  to  prepare  all 
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necessaiy  plans  and  to  submit  this  application;  that  his 
cliuii  asserts  the  receipt  of  the  violation  was  the  first  in¬ 
timation  he  had  that  the  work  was  contrary  to  law,  having 
been  under  the  impression  that  he  was  only  replacing  exist- 
mg  frame  stiuctuies  with  a  more  modern  one  suitable  to 
present  day  use;  that  after  the  first  winter  of  operating 
the  cranes  in  the  open,  the  management  recognized  a  loss 
in  time  and  efficiency  due  to  snow,  ice  and  rain  and  de¬ 
termined  in  Alarch  1943  to  enclose  the  crane  yard;  that  the 
northerly  and  westerly  ends  of  the  crane  shed  are  screened 
off  from  the  adjacent  properties  to  the  north  and  west 
with  concrete  block  walls  in  the  lower  section  and  cor- 
rugated  iron  and  steel  sash  in  the  upper  section ;  that  this 
was  done  to  afford  privacy  and  protection  for  efficient 
operation  and  to  minimize  noise  to  adjacent  occupants;  that 
the  cranes  are  electrically  operated  and  of  the  most  modern 
type  with  a  minimum  of  noise;  that  the  Hicks  street  plant 
is  used  for  assembling  done  by  welding  and  there  will  be 
no  occasion  for  complaints  of  excessive  noise  from  occu¬ 
pants  of  surrounding  structures;  that  loading  and  unload- 
mg  of  trucks  is  done  by  crane  within  the  shed;  that  the 
Hicks  street  plcint  is  a.  direct  outgrowth  of  the  war  emer-r 
gency  and  its  present  expansion  is  due  to  the  vast  amount 
of  urgent  orders  by  the  Alerchant  Marine,  the  War  Ship- 
ping  Administration  and  the  Lend-Lease  Supervisory  Au¬ 
thorities,  some  of  the  items  manufactured  being  gun  tur¬ 
rets,  ship  decks,  spar  decks,  bulkhead,  torpedo  nets  and 
DeGaussing  installations ;  that  it  is  further  proposed  to 
provide  a  masonry  wall  between  the  1 -story  frame  machine 
shop  on  Hicks  street  and  the  crane  shed  area,  and  to  fully 
enclose  the  north  and  south  walls  of  the  crane  shed,  as 
indicated  on  filed  prospective ;  and 

Whereas,  in  order  to  comply  with  Navy  Department  re¬ 
quirements  for  additional  production,  the  Cardinal  Manu¬ 
facturing  Company  purchased  on  February  16,  1944,  prem¬ 
ises  17  Nelson  street;  that  upon  this  plot  there  is  located 
a  2-story  and  basement,  24  ft.  4  in.  by  32  ft.  6  in.  in  area 
frame  multiple  dwelling;  that  it  is  proposed  to  use  the 
basement^ story  of  this  building  for  offices;  the  1st  story  for 
caretaker  s  apartment  and  the  2nd  story  as  a  drafting 
room  all  accessory  to  the  adjoining  main  plant ;  that  these 
premises  are  located  in  a  residence  use,  “D”  area  and  1- 
times  height  district;  and 

Whereas,  the  applicant  has  filed  an  objection  from  the 
borough  superintendent,  dated  ATay  29,  1944  on  Alt.  Applic. 
1457-44,  reading  as  follows: 

“1.  Changing  occupancy  from  residential  to  business 
use  in  a  residential  “D”  district  is  contrary  to  Art.  2 
sections  6  and  3  of  the  zone  resolution.” 
and 

.  Whereas,  the  applicant  contends  that  this  additional  use 
is  essential  in  order  to  comply  with  Navy  requirements 
as  to  increased  production  and  also,  that  the  open  yard 
at  the  rear  of  the  building  on  17  Nelson  street  affords  addi¬ 
tional  light  and  air  to  the  workers  in  the  main  plant;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance 
under  section  7c  of  the  zoning  resolution  and  under  section 
21  as  to  excessive  coverage  as  proposed  buildings  replace 
demolished  buildings. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  and 
area  district  regulations  of  the  zoning  resolution,  and  that 
the  applicant  be  and  it  hereby  is  granted  under  sections 
7c  and  21  thereof,  to  permit  the  extension  of  area  and  ex¬ 
tension  of  use  as  proposed,  modifying  the  decision  of  the 
borough  superintendent,  acting  on  Alt.  Applic  2357-43 
Objection  1,  and  to  Alt.  Applic.  1457-44,  Objection  1,  on 
condition  that  the  building  shall  be  reconstructed  substan¬ 
tially  as  indicated  on  revised  plans  marked  ‘Received  May 
31  1944’  (4  sheets)  for  lot  26  and  also  for  the  existing 
building,  as  proposed,  for  lot  39;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,’ 
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rules  and  regulations  applicable  thereto  other  than  as 
modified  by  the  Board  under  Cal.  320-44-A ;  that  the 
building  shall  not  be  further  changed  in  height  or  area; 
that  this  variance  shall  continue  only  so  long  as  the  build- 
mg  is  occupied  substantially  as  proposed  by  the  present 
owner  or  Ins  successor  in  a  similar' line  of  business;  that 
such  portable  fire-fighting  appliances  shall  be  maintained 
throughout  as  the  fire  commissioner  shall  direct;  that  no 
signs  shall  be  erected  on  the  premises  or  side  walls  or 
roof,  except  the  necessajy  signs  at  the  entrances  to  indi- 
cate  entrance  or  egress  and  the  sign  on  the  front  of  the 
building  lacing  Hicks  street,  giving  the  name  of  the  con- 
cern  provided  such  sign  does  not  extend  beyond  the 
building  line  or  exceed  15  sq.  ft.  in  area,  and  except  that 
the  painted  signs  on  the  2-story  building  facing  Hicks  street 
may  be  continued ;  that  no  work  shall  be  done  on  the  side¬ 
walk  and  no  materials  shall  be  allowed  to  be  stored  at  any 
time  beyond  the  building  line;  that  no  trucks  shall  be  per- 
nntted  to  stand  unattended  on  the  street;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  six  months 
irom  the  date  of  this  action. 


205-44-BZ 

APPLICANT— Arnold  W.  Lederer  for  Mildred  Cassidy 
t  owner  (James  Cassidy,  lessee). 

SUBJECT  Application  (decision  of  the  acting  borough 
superintendent)  under  sections  7b  and  7c  of  the 
zoning  resolution,  to  permit  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  alteration 
and  conversion  of  occupancy  of  an  existing  dwelling 
to  an  undertaking  establishment. 

PREMISES  AFFECTF.D — 198-20  Hollis  avenue,  south 
side,  from  198th  to  199th  streets  (Block  10938,  Lot 
22),  Hollis,  Borough  of  Queens 
APPEARANCES— 

For  Applicant;  Arnold  W.  Lederer  and  James 
Cassidy. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  (J 

THE  RESOLUTION  (205-44-BZ) 

Whereas,  Arnold  W.  Lederer,  for  Mildred  Cassidy, 
owner;  (James  Cassidy,  lessee),  filed  April  4,  1944,  an  appli¬ 
cation  under  sections  7b  and  7c  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  a  residence  use 
c  istrict,  the  alteration  and  conversion  of  occupancy  of  an 

inoS OA ' 'ng  to  an  undertaking  establishment ;  premises  : 

1 98-20  Hollis  avenue,  south  side,  from  198th  to  199th  streets 
(Block  10938,  Lot  22),  Hollis,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals  at  its  regular  meeting 
held  on  June  6,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Hollis  avenue  is  in  business  and  resi¬ 
dence  use,  F  area  and  1-times  height  district;  198th  street  is 
in  residence  and  business  use,  F  area  and  1 -times  height 
district;  and  199th  street  is  in  residence  and  business  use  F 
area  and  1 -times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  17,  1944,  re  Alt.  Applic.  119-44,  reads: 

“1.  The  conversion  of  a  dwelling  located  partly  in  a 
residence  use  district  to  a  business  use  (undertaking 
establishment)  is  contrary  to  Art.  2,  Sec.  3  of  the  Zoning 
Resolution.”  6 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregularly  shaped  plot  with  a  frontage  of  235  ft.  on 
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Hollis  avenue,  239  ft.  on  198th  street  and  156  ft.  on  199th 
street  the  northerly  portion  of  which  (having  a  depth  of 
100  ft.)  is  in  a  business  use  district,  the  remainder  in  a 
residence  use  district ;  that  on  the  central  portion  is  a  2-story 
frame  building,  44  ft  3  in.  by  (approximately)  50  ft.  in 
area,  the  southerly  part  of  which  extends  into  the  residence 
use  district  for  a  depth  of  approximately  24  ft.,  the  remainder 
being  in  a  business  use  district;  that  it  is  proposed  to  use 
the  cellar  and  1st  story  as  an  undertaking  establishment  and 
the  2nd  story  as  a  one-family  dwelling;  that  it  is  proposed 
to  use  the  2-car  garage  on  rear  of  the  plot_  as  an  accessory 
use  to  the  dwelling  and  to  maintain  all  (business)  driveways 
to  the  building  within  the  business  use  area  of  plot ,  and 

Whereas,  the  applicant  contends  that  the  entiie  plot  will 
be  landscaped  by  professionals  and  trees  planted  along  the 
entire  southerly  lot  lines;  that  the  immediate  properties 
adjoining  are  well  separated  from  the  proposed  use,  an 
adequate  provisions  will  be  made  to  comply  with  the  recom¬ 
mendations  of  the  Board  to  safeguard  the  character  oi  the 
district ;  that  the  proposed  work  will  include  fire-retarding 
the  cellar  ceiling  and  enclosing  cellar  stairs  in  fireproof 
materials  ;  that  the  first  floor  construction  will  be  made  of 
sutneient  strength  to  support  100  lbs.  per  square  ft. ;  that 
adequate  toilets  will  be  provided  for  employees  and  patrons  ; 
that  in  view  of  the  above  and  the  very  limited  nature  of  the 
business,  it  is  respectfully  requested  that  the  appeal  be 
granted  under  section  7b,  as  the  extension  into  the  more 
restricted  area  does  not  exceed  25  feet ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted ,  under  section  7c  thereof,  to 
permit  the  proposed  use  within  the  existing  extension  in 
the  residence  use  area,  substantially  as  proposed  and  mdi- 
cated  on  plans  filed  marked  “Received  May  15,  1944’’,  on 
condition  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  other  than  as  modified  by  the  Board  under 
Cal.  206-44-A  ;  that  plans  showing  the  planting  development 
of  the  premises  shall  be  submitted  for  further  consideration 
by  the  Board,  within  one  month  and  after  their  approval,  all 
permits  shall  be  obtained  and  work  completed  within  .one 
year  from  the  date  of  this  resolution;  that  the  existing 
garage  within  the  residential  district  shall  be  used  only  as 
by  the  residential  occupancy  as  proposed  on  the  second  story ; 
that  no  signs  or  any  use  other  than  the  conforming  use 
shall  be  maintained  within  the  residential  area. 


APPLIANCES  FOR  APPROVAL 


592-39-SA 

APPLICANT— Harold  Massey,  for  American  Radiator- 
Standard  Sanitary  Corporation,  owner. 
SUBJECT— Standard  Ideal  Gas  Fired  Boiler,  Model  1-GA, 
approval  of. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 


THE  VOTE  TO  APPROVE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy 
Negative  . . 


4 

0 


THE  RESOLUTION  (592-39-SA) 

Whereas,  Harold  Massey,  for  American  Radiator- 
Standard  Sanitary  Corporation,  owner  filed  on  May  8,  1939, 
an  application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  appliance  known  as  the  Standard  Ideal  Gas 
Fired  Boiler,  Model  1-GA;  and 


Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re :  Cal.  592-39-SA 

Subject:  Standard  Ideal  Gas  Fired  Boiler,  Model  1-GA, 
Approval  of. 

The  American  Radiator  Standard  Sanitary  Corpora¬ 
tion,  owner,  filed  May  8,  1939,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
Standard  Ideal  Gas  Fired  Boiler,  Model  1-GA,  under 
the  provisions  of  C26-178.0b,  for  use  under  C-26-690.0 
and  C26-697.0  of  the  Administrative  Building  Code. 

DESCRIPTION 

The  Standard  Ideal  Gas  Fired  Boiler,  Model  1-GA 
is  a  vertical  cast-iron  sectional  boiler,  manufactured  for 
use  with  a  domestic  hot  water  heating  system.  Sections 
are  assembled  at  the  factory  with  push  nipples  and  tie 
rods.  Basic  equipment  consists  of  raised  drilled  port 
gas  burners  with  gas  valve  electrically  operated  from 
a  room  thermostat  and  mechanically  controlled  by  a 
water  temperature  regulator.  Gas  burners  are  completely 
surrounded  by  cast-iron  water-backed  surfaces.  The 
appliance  is  equipped  with  combination  altitude  gauge 
and  thermometer  and  with  thermostatic  safety  pilot  and 
draft  divertor.  The  boiler  is  insulated  with  1-in.  asbestos 
air-cell  insulation  and  the  entire  boiler  except  piping 
and  controls  is  enclosed  within  a  sheet  metal  jacket  of 
vitreous  enamel. 

Throttling,  limit  and  safety  pilot  controls  function 
independently  of  current  supply  and  are  actuated  so  as  to 
furnish  completely  automatic  heat  from  any  standard 
room  thermostat. 

This  appliance  has  been  approved  by  the  American 
Gas  Association,  certificate  issued  February  5,  1936. 
This  device  is  similar  in  all  respects  to  the  Empire  Ideal 
Gas-Fired  Boiler,  Model  1-GA  for  hot  water  systems, 
except  as  to  the  jacket,  which  in  .the  Empire  model 
covers  both  boiler  insulation  and  controls.  The  Empire 
model  1-GA  was  approved  by  the  Board  May  23,  1939, 
under  Cal.  No.  554-39-SA,  after  inspection  and  test. 

RECOMMENDATION 

On  the  basis  of  the  approval  of  the  American  Gas 
Association  and  the  approval  of  the  Board  of  the  Empire 
Ideal  Gas-Fired  Boiler,  Model  1-GA,  the  Committee  on 
Tests  recommends  the  approval  under  C26-191.0a  of  the 
Standard  Ideal  Gas-Fired  Boiler  Model  1-GA  for  hot 
water  systems,  when  manufactured  in  accordance  with 
this  report,  provided  the  installation  conforms  to  the 
requirements  of  Art.  12  of  the  Administrative  Building 
Code  and  that  the  appliance  bears  a  label,  permanently 
affixed,  reading :  “Approved  by  the  Board  of  Standards 
&  Appeals  for  use  in  New  York  City  under  Cal. 
592-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 

Commissioner,  , 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Standard  Ideal  Gas- 
Fired  Boiler,  Model  1-GA,  on  condition  that  the  appliance 
be  manufactured,  installed,  and  labelled,  stamped  or  tagged 
in  accordance  with  the  above  report. 
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593-39-SA 

APPLICANT  -Harold  Massey,  for  American  Radiator- 
standard  Sanitary  Corporation,  owner. 

SUBJECT— Standard  Ideal  Gas  Fired  Boiler,  Model  O-G 

approval  of. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . .  .  q 

THE  RESOLUTION  (593-39-SA) 

Whereas,  Harold  Massey,  for  American  Radiator- 
Standard  Sanitary  Corporation,  owner,  filed  on  May  8  1939 
an  application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  appliance  known  as  the  Standard  Ideal  Gas 
Fired  Bolier,  Model  O-G;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  I  ests  ot  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  TESTS 
Re:  Cal.  593-39-SA 

Subject:  Standard  Ideal  Gas  Fired  Boiler,  Model  O-G 
Approval  of. 

The  American  Radiator-Standard  Sanitary  Corpora¬ 
tion,  owner,  filed  May  8,  1939,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Standard  Ideal  Gas-Fired  Boiler 
Model  O-G,  under  the  provisions  of  C26-178.0b  for 
use  under  the  provisions  of  C26-690.0  and  C26-697  0  of 
the  Administrative  Building  Code. 

DESCRIPTION 

The  Standard  Ideal  Gas  Fired  Boiler  Model  O-G  is 
a  vertical  cast-iron  sectional  boiler  manufactured  for 
use  with  low  pressure  steam  heating  systems.  Sections' 
are  assembled  at  the  factory  with  push  nipples  and  tie 
rods.  Burner  equipment  consists  of  raised  drilled  port 
gas  burners  with  a  gas  valve  electrically  operated  from 
a  room  thermostat  and  mechanically  controlled  by  a 
steam  pressure  actuated  valve.  The  gas  burners  are 
completely  surrounded  by  cast-iron  water-backed  sur¬ 
faces.  A  low-water  cut  off,  thermostatic  safety  pilot 
draft  director  and  pop  safety  valve  set  at  15  lbs  per 
sq.  in.  are  provided. 

The  boiler  is  insulated  with  1"  asbestos  air-cell  insula- 
tion.  I  hrottlmg,  limit  and  safety  and  are  actuated  so  as 
to  furnish  completely  automatic  heat  from  any  standard 
room  thermostat. 

The  appliance  has  been  approved  by  the  American 
.^Association  Certificate  No.  4.25.301  dated  January 
i’  j  ,  •  B  ls  sir™lar  to  their  Empire  Gas-Fired  Boiler 
Model  O-G  approved  by  this  Board  May  31,  1939  under 
L.al.  JNIo.  653-39-SA,  except  that  the  insulated  jacket 
does  not  cover  part  of  piping  and  controls. 


RECOMMENDATION 

On  the  basis  of  the  approval  by  the  American  Gas 
Association  and  the  approval  by  this  Board  of  the 
Empire  Gas  Fired  Boiler  Model  O-G,  the  Committee 
on  Tests  recommends  that  the  Standard  Ideal  Gas-Fired 
Boiler,  Model  O-G  be  approved  under  C26-191.0a  for 
use  in  New  \  ork  City  for  domestic  low  pressure  steam 
heating  systems,  when  manufactured  in  accordance  with 
this  report  and  provided  the  installation  conforms  with 
the  requirements  of  Article  12  of  the  Administrative 
Building  Code  and  the  appliance  bears  a  label,  perma¬ 
nently  affixed,  reading  “Approved  by  the  Board  of 

CaT^i^f 39°^. ^,ppeaIs  for  BTse  in  New  York  City  under 
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(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


appliance  '  p  1  i  eeummenaea  tne  approval  of  this 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Standard  Ideal  Gas- 
nred  Boiler,  Model  O-G,  on  condition  that  the  appliance 
be  manufactured,  installed,  and  labelled,  stamped  or  tagged 
in  accordance  with  the  above  report. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

159-44-A 

APPLICANT— United  Parcel  Service  of  New  York  Inc. 

QTTRTT7r-mSee\  *°r  Yclmaline  Realty  Corporation,  owner. 
oUBJ  ELI  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED-n-33  to  11-41  50th  avenue, 
North  side,  92.5  ft.  west  of  21st  street  (Block  62, 

APPEARANCES— ^  Island  City’  BorouSh  of  Queens. 

.  _  BojApplicant :  Daniel  C.  Muccia. 

ACTION  Ob  BOARD — Appeal  withdrawn  to  comply 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


206-44-A 


APPLICANT — Arnold  W.  Lederer,  for  Mildred  Cassidy 

^TTRT T7r°TneAr  (JTf  Cassidy<  lessee). 

BUBJBL1 — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 198-20  Hollis  avenue,  south 
side  from  198th  to  199th  streets  (Block  10938 

APPEARANCES-11'5’  B°r°Ugh  °f  Q“eenS' 

F°r  Applicant :  Arnold  W.  Lederer  and  James 
Cassidy. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Ob  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  g 

THE  RESOLUTION  (206-44-A) 


Whereas,  Arnold  W.  Lederer,  for  Mildred  Cassidy 
owner  (James  Cassidy,  lessee),  filed  April  4,  1944,  an  appeal 
from  a  decision  of  the  acting  borough  superintendent,  affect- 
lngi^mises  198-20  Hollis  avenue,  south  side,  from  198th 
to  199th  streets  (Block  10938,  Lot  22),  Hollis,  Borough  of 
Queens ;  and  6 


vv  hereas  tne  decision  of  the  acting  borough  superintend¬ 
ent,  dated  March  17,  1944,  on  Alt.  Applic.  119-44,  reads: 

“2.  Conversion  of  a  frame  building  located  within  the 
fire  limits  to  an  undertaking  est.  is  contrary  to  Sec. 
4.1.2  of  the  Bldg.  Code.” 

and 


W  hereas,  the  applicant  states  that  the  building  is  2 
stories  and  attic  (30  ft.)  in  height,  52  ft.  by  58  ft.  in  area 
at  first  floor,  44  by  o0  ft.  in  area  at  second  floor;  Class  4 
construction;  located  in  business  and  residence  use  F  area 
district  and  used  as  a  one  family  dwelling ;  proposed  to  be 
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used  and  occupied  as  follows  :  cellar,  boilerroom  and  under¬ 
taking  establishment  and  accessory  uses,  3  persons ;  1st 
floor,  undertaking  establishment,  70  persons  ;  2nd  floor  and 
attic  combined,  one  family ;  that  the  building  is  equipped 
with  one  2  ft.  8  in.  wide  wood  stairs  enclosed  in  partitions 
of  wood  studs,  lath  and  plaster,  equipped  with  wood  doors, 
which  are  not  self-closing  and  that  these  stairs  lead  directly 
to  the  street;  and 

Whereas,  the  applicant  contends  that  only  the  first  floor 
will  be  used  for  an  undertaking  establishment  and  the  cellar, 
which  is  of  masonry  construction,  will  be  used  as  accessory 
thereto;  that  the  building  is  isolated;  that  the  cellar. ceiling 
will  be  fire-retarded  and  the  cellar  stairs  enclosed  in  fire¬ 
proof  construction;  that  the  floors  will  be  reinforced,  to 
comply  with  the  Building  Code  and  exits  from  the  cellar 
floor  will  be  made  to  comply  with  the  Building  Code  ;  that 
the  requirements  as  to  place  of  public  assembly  will  be 
complied  with  in  all  respects ;  and 

Whereas,  the  plans  filed  with  the  application  for  a 
zoning  variance  under  Cal.  205-44-BZ,  indicate  that  the 
building  will  be  arranged  for  use  as  follows :  Cellar  plan 
men’s  lounge,  preparation  room,  casket  showroom,  boiler- 
room  and  storage;  1st  floor,  office,  lounge,  family  room  and 
three  chapels ;  2nd  floor — dwelling,  one  family ;  and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  acting  borough  super¬ 
intendent,  on  Alt.  Applic.  119-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as. to  objection 
2,  on  condition  that  the  building  shall  not  be  increased  in 
height  or  area;  that  in  all  other  respects,  the  building  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto 
other  than  as  modified  by  the  Board  under  Cal.  205-44-BZ ; 
that  this  variance  shall  continue  only  so  long  as  the  building 
is  occupied  as  proposed. 


320-44-A 

APPLICANT— Martyn  N.  Weinstein,  for  Cardinal  Manu¬ 
facturing  Co.,  Inc.,  owner  (Joseph  Cardinal,  d/b/a 
Cardinal  Engineering  Co.,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 17  Nelson  street,  north  'side, 
238  ft.  west  of  Hicks  street  (Block  520,  Lot  39), 
Borough  of  Brooklyn. 

APPEARANCES _ 

For  Applicant:  Martyn  N.  Weinstein  and  Joseph 
Cardinal. 

For  Opposition:  Anna  Mauro. 

For  Administration :  Fred  Dahlem  and  Henry 
Pheney,  Dep’t  of  Housing  and  Buildings  and 
Gustave  Goldman,  Board  of  Education. 
ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
'  •  Negative  .  0 

THE  RESOLUTION  (320-44-A) 

Whereas,  Martyn  N.  Weinstein,  for  Cardinal  Manu¬ 
facturing  Company,  Incorporated,  owner  (Joseph  Cardinal, 
doing  business  as  Cardinal  Engineering  Company,  lessee), 
filed  June  1,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  17  Nelson  street,  north  side,  238  ft. 
west  of  Hicks  street  (Block  520,  Lot  39),  Borough  of 
Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  29,  1944,  on  Alt.  Applic.  No.  1457-44,  reads: 

“2.  Changing  occupancy  from  residence  to  business 
use  in  a  frame  structure  is  contrary  to  Sections  2.1.3.5 
and  4.2.1  of  building  code. 

3.  Live  loads  for  2nd  floor  to  be  50  lbs.  per  sq.  ft. 
as  per  7.3.22.2  of  building  code. 

4.  Exits  to  comply  with  Art  6  of  Building  Code.” 


and 

Whereas,  the  applicant  states  the  building  is  two  stories, 
and  basement  (25  ft.)  in  height;  24  ft.  4  in.  by  32  ft.  6  in. 
at  1st  floor;  24  ft.  4  in.  by  20  ft.  4  in.  in  area  at  typical 
floor,  of  Class  4  construction ;  erected  1888 ;  located  in  a 
residence  use,  D  area  district  and  used  as  follows :  basement, 
dwelling,  one  family;  1st  floor,  dwelling,  one  family;  2nd 
floor,  dwelling,  one  family ;  proposed  to  be  used  and  occupied 
as  follows  :  basement,  offices,  6  persons  ;  1st  floor,  caretaker  s 
apartment,  3  persons ;  2nd  floor,  drafting  room,  2  persons ; 
that  the  building  is  equipped  with  one  2  ft.  6  in.  wide  wood 
stairs  leading  from  2nd  story  to  street,  enclosed  in  partitions 
of  wood  studs,  plastered,  equipped  with  wood  doors  which 
are  not  self-closing;  and 

Whereas,  the  applicant  contends  that  this  25  ft.  by  100 
ft.  lot  at  the  time  of  its  purchase  in  February  16,  1944,  con¬ 
tained  three  frame  structures  consisting  of  the  building  in 
question  at  the  front  of  the  lot  facing  on  Nelson  street, 
which  is  32  ft.  6  in.  in  depth  by  24  ft.  8  in.  in  width  ;  that 
the  two  rear  frame  structures  were  demolished,  thereby 
creating  an  open  rear  yard  of  67  ft.  in  depth ;  that  the 
building  in  question  was  erected  about  1888  and  converted 
into  a  multiple  dwelling  in  1933  and  is  still  classified  as  such; 
that  it  is  proposed  to  convert  this  building  into  part  business 
and  part  residence  use,  the  entire  building  to  be  used  in 
conjunction  with  the  plant  of  the  Cardinal  Engineering 
Company  which  it  adjoins;  that  the  present  floors  are 
designed  for  40  lbs.,  live  load;  that  the  nature  of  the  occu¬ 
pancy  is  such  as  not  to  increase  the  live  load  or  the  dead 
load  to  any  greater  degree  than  the  building  has  been 
subjected  to  in  the  past  five  years;  that  the  total  number  of 
occupants  in  the  building  will  be  less  than  under  the  3  family 
occupancy ;  that  the  building  contains  a  2  ft.  6  in.  wide  wood 
stairway  from  1st  to  2nd  floor;  that  access  to  the  flat  roof 
is  by  means  of  fixed  iron  ladder  and  scuttle  from  2nd  story 
stairhall ;  that  the  stairway  does  not  extend  to  basement, 
as  the  basement  is  entirely  isolated  and  has  a  separate 
entrance  directly  to  the  street;  that  the  basement  and  the 
2nd  story  will  be  entirely  unoccupied  after  5  P.M.  each  day; 
that  the  only  portion  occupied  during  the  night  hours  would 
be  the  caretaker’s  apartment  on  the  1st  story  and  egress  can 
be  had  from  the  basement  by  stepping  out  of  windows  which 
face  on  street  and  yard ;  that  the  demands  of  the  Maritime 
authorities  to  accelerate  production  have  been  so  heavy,  as 
to  necessitate  the  acquisition  of  this  office  space  to  house 
additional  personnel ;  and 

Whereas,  the  premises  was  inspected  by  a  Committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1457-44,  objections  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area  beyond  that  shown  as  existing  on  plan 
marked  “Received  June  1,  1944”;  that  the  existing  live  load 
of  40  lbs.  may  be  permitted  on  the  2nd  floor,  provided  the 
second  floor  is  used  only  as  proposed  as  a  drafting  room  and 
has  not  over  two  occupants;  as  to  objection  4,  that  the  exits 
shall  be  maintained,  provided  an  additional  ladder  is  main¬ 
tained  on  the  existing  extension  roof  to  be  used  in  the  event 
of  emergency  as  exit  to  the  rear  yard ;  that  in  the  basement, 
at  least  one  of  the  windows  opening  on  the  rear  yard  shall 
be  made  a  casement  window,  to  permit  an  emergency  exit; 
that  in  all  other  respects,  the  building  and  occupancy  .  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  such  portable  fire-fighting  appliance  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that  no 
openings  shall  be  maintained  between  this  building  and  that 
adjoining  occupied  by  the  same  concern,  as  permitted  under 
Cal.  626-43-BZ;  that  the  rear  yard  shall  be  left  open  and 
unobstructed  and  not  used  for  storage  of  materials ;  that  the 
requirements  of  the  resolution  adopted  by  the  Board  under 
Cal.  626-43-BZ  shall  be  complied  with. 


Adjourned:  11:40  A.M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  6,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Murphy. 


ZONING  CASES 

805-42-BZ 

APPLICANI — A.  H.  Salkowitz,  for  Terminal  Garage, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  obtain  permits  and  complete 
7  re  Application  (decision  of  the  borough  super¬ 
intendent)  previously  granted  on  condition  under 
section  7c  of  the  zoning  resolution,  permitting 
partly  in  an  unrestricted  use  and  partly  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of 
a  building  to  be  used  as  a  garage  for  more  than 
five  motor  vehicles  (buses)  and  also  as  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED— 54-47  74th  street,  northeast 
corner  of  57th  avenue  (Block  2805,  Lots  10,  142 
and  151),  Maspeth,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Abraham  H.  Salkowitz. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  set  for  hearing  on  June  27,  1944  at 
10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


858-19-BZ 

APPLICANT — Lama  and  Proskauer,  for  Ruth  B.  Klee, 
owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
alteration  and  conversion  of  part  of  a  garage  for 
more  than  five  motor  vehicles  (previously  granted 
by  the  Board)  so  as  to  include  a  gasoline  service 
station,  lubritorium  and  auto  laundry. 

PREMISES  AFFECTED — 1520-1528-A  Fulton  street, 
south  side,  320  ft.  west  of  Albany  avenue  (Block 
1864,  Lot  14),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (858-19-BZ) 


Whereas,  this  application  under  section  7g  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and.  maintenance  of  a  garage  for  more  than  five  motor 
vehicles,  affecting  premises  1520-1528A  Fulton  street,  south 
side,  320  ft.  west  of  Albany  avenue  (Block  1864,  Lot  14), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  March 
2,  1920,  on  certain  conditions;  and 
Whereas,  on  May  27,  1941,  the  resolution  was  amended, 
permitting  the  inclusion  of  a  gasoline  service  station,  lubri¬ 
torium  and  auto  laundry ;  and 


W  hereas,  on  April  17,  1942  and  June  8,  1943,  time  was 
extended  to  obtain  permits  and  complete  the  work;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  af  March  2,  1920,  as  amended 
through  June  8,  1943,  only  in  so  far  as  it  has  reference  to 
the  completion  of  the  work,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read: 

“that  in  view  of  the  statement  by  the  applicant  that  all 
permits  have  been  obtained,  all  work  shall  be  completed 
within  one  (1)  year  from  the  date  of  this  amended 
resolution.” 


137-26-BZ 


APPLICANT— Arnold  W.  Lederer,  for  James  W.  Mc¬ 
Grath,  lessee;  for  Rose  Morizio,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zon¬ 
ing  resolution,  permitting  for  a  stated  term  of 
years,  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  erection  and  maintenance 
of  an  extension  to  an  existing  garage  for  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 8202-8226  18th  avenue,  west 
side,  70  ft.  north  of  84th  street  (Block  6314,  Lots 
130,  164  and  72),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy .  3 

Negative  . . . . . [[]  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (137-26-BZ) 


\\  hereas,  this  application  under  section  /g  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  alteration 
and  extension  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles,  affecting  premises  8224-8226  18th  avenue 
west  side,  70  ft.  north  of  84th  street  (Block  6314,  Lot  72),’ 
Borough  of  Brooklyn,  was  withdrawn  on  December  2l’, 
1926;  and 

Whereas,  the  applicant  requested  a  reopening  of  the 
application,  under  section  7c  of  the  zoning  resolution,  to  per¬ 
mit  partly  in  a  business  use  district  and  partly  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance  of  an  ex- 
tension  to  an  existing  garage  for  more  than  five  motor 
vehicles,  affecting  premises  8202-8226  18th  avenue,  west 
side  70  ft.  north  of  84th  street  (Block  6314,  Lots  130,  164 
and  72),  Borough  of  Brooklyn;  and 
Whereas,  this  case  was  granted  by  the  Board  on  June 
1943,  on  certain  conditions  and  the  applicant  requested 
an  extension  of  time  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  15,  1943,  only  in  so 
far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work,  so  that  as  amended,  this  portion  of  the  resolu¬ 
tion  shall  read : 


that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


132-37-BZ 

APPLICANT— Sidney  H.  Kitzler,  for  Carmine  Ponsiglione 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  Application  (decision 
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of  superintendent  of  buildings)  previously  granted 
on  condition  under  sections  7g  and  21  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  alteration  and 
conversion  of  an  existing  building,  occupied  as  a 
5-car  garage,  motor  vehicle  repair  shop  and  dwell¬ 
ing,  into  a  garage  for  more  than  five  (5)  motor 
vehicles,  a  motor  vehicle  repair  shop  and  dwelling. 

PREMISES  AFFECTED— 149-151  Carroll  street,  north 
side,  65  ft.  east  of  Henry  street  (Block  350,  Lot 
50),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  H.  Kitzler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (132-37-BZ) 


Whereas,  this  application  under  sections  7g  and  21  of 
the  zoning  resolution,  permitting  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  alteration  and 
conversion  of  an  existing  building,  occupied  as  a  5-car  gar¬ 
age,  motor  vehicle  repair  shop  and  dwelling,  into  a  garage 
for  more  than  five  (5)  motor  vehicles,  a  motor  vehicle  re¬ 
pair  shop  and  dwelling,  affecting  premises  149-151  Carroll 
street,  north  side,  65  ft.  east  of  Henry  street  (Block  350, 
Lot  50),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  December  27,  1927,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  based  on  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  693-44,  dated  April  18,  1944,  which 
reads : 

“3.  As  these  premises  were  the  subject  of  a  condi¬ 
tional  variation  of  the  Board  of  Standards  and  Appeals 
Cal.  132-37-BZ — Secure  approval  from  that  Board  for 
proposed  removal  of  interior  brick  wall  and  widening 
of  entrance  doors  in  cellar  and  on  first  floor.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  27,  1927,  by  add¬ 
ing  thereto : 

“that  in  the  event  the  owner  desires  to  widen  the  en¬ 
trance  doors  and  to  remove  a  portion  of  the  interior 
wall  as  indicated  on  plans  marked  ‘Received  April  19, 
1944’  and  as  passed  on  by  the  borough  superintendent 
under  Alt.  Applic.  693-44,  such  changes  may  be  per¬ 
mitted,  provided  all  structural  matters  are  in  accordance 
with  the  code  requirements  therefor  and  in  all  other 
respects,  the  resolution  adopted  by  the  Board  is  com¬ 
plied  with ;  that  the  existing  curb  cuts  may  be  widened 
accordingly.” 


299-40-BZ 

APPLICANT — Irwin  Weinstein,  for  Joseph  Gallina, 
lessee;  Young  Men’s  Hebrew  Association,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 35-43  Fourth  avenue  and  371- 
387  Dean  street,  northeast  corner  (Block  928,  Lots 
1  and  73  to  77,  inclusive),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Leon  E.  Borden. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (299-40-BZ) 


Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  35-43  Fourth  avenue  and 
371-387  Dean  street,  northeast  corner  (Block  928,  Lots  1 
and  73  to  77  inclusive),  Borough  of  Brooklyn,  was  granted 
by  the  Board  on  June  18,  1940,  on  certain  conditions  dnd 
permit  extended  on  June  9,  1942 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  18,  1940,  and  as  amended 
on  June  9,  1942,  so  that  as  amended,  the  resolution  shall 
read : 

“Granted,  under  section  7h,  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  unbuilt  upon  portion  of  the  premises  to  be 
occupied  for  the  parking  and  storage  of  more  than  five 
automobiles,  on  condition  that  only  automobiles  of  the 
pleasure-car  type  shall  be  so  parked ;  that  the  premises 
shall  be  leveled  substantially  to  the  grade  of  the  sur¬ 
rounding  streets,  and  shall  be  surfaced  with  steam 
cinders,  clean  gravel  or  other  suitable  material,  prop¬ 
erly  rolled  and  bound  to  prevent  dusting ;  that  there 
shall  be  erected  on  the  interior  lot  lines,  where  sub¬ 
stantial  fences  or  buildings  on  the  lot  do  not  now  exist, 
a  woven-wire  fence  with  steel  posts,  not  less  than  7  ft. 
in  height;  that  a  similar  fence  shall  be  erected  on  the 
street  lines  continuously  along  Fourth  avenue  from  the 
northerly  lot  line  to  the  exisitng  restaurant  building, 
and  along  Dean  street  from  the  existing  restaurant 
building  to  the  easterly  lot  line,  except  that  there  may 
be  not  over  two  (2)  entrances  exclusively  from  Dean 
street,  such  entrances  to  be  not  more  than  20  ft.  in 
width  each,  with  curb  cuts  opposite  of  similar  width ; 
that  during  the  term  of  this  permit,  the  premises  shall 
be  used  for  no  other  use  than  as  herein  permitted  and 
the  existing  restaurant  building,  and  no  additional  build¬ 
ings  shall  be  erected  thereon,  except  that  there  may 
.  be  erected  a  building  not  over  one  (1)  story  in  height, 
not  over  150  sq.  ft.  in  area,  and  which  may  be  of  frame 
construction,  for  use  as  office  and  shelter  for  the  at¬ 
tendant;  that  proper  aisles  shall  be  maintained  at  all 
times  for  easy  entrance  and  egress ;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire 
commissioner  shall  direct ;  that  any  fence  on  the  ad¬ 
joining  lot  lines  already  constructed  shall  be  kept 
painted  toward  the  parking  lot  side  in  a  dark  color ; 
that  no  signs  shall  be  erected  advertising  the  parking 
use,  except  that  there  may  be  a  sign  at  each  entrance 
attached  to  the  fence  and  not  extending  beyond  the 
building  line,  advertising  such  parking  use,  provided 
such  signs  do  not  exceed  15  sq.  ft.  in  area;  that  the 
existing  curb  cuts  not  permitted  by  this  resolution 
shall  be  restored;  that  substantial  wooden  or  concrete 
bumpers  shall  be  maintained  along  the  line  of  fences 
and  buildings  to  prevent  damage  thereto ;  that  all  exist¬ 
ing  lights  for  illumination  shall  be  eliminated,  and 
lighting,  if  desired,  may  be  installed  consisting  of  post 
standards  erected  toward  the  corners  of  the  property, 
with  lights  equipped  with  metallic  shades,  and  so  ar¬ 
ranged  as  to  reflect  toward  the  center  of  the  premises 
and  away  from  adjoining  premises;  that  all  permits 
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shall  be  obtained  within  three  months  from  the  date  of 
this  amended  resolution.’' 


32-43-BZ 

APPLICANT — Leon  E.  Borden,  for  Victor  Breitfeller, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  to  be  used  (without  charge)  by  the 
employees  of  an  aircraft  plant  in  the  vicinity. 
PREMISES  AFFECTED— 187-29  to  187-41  Jamaica  ave¬ 
nue,  north  side,  100  ft.  east  of  187th  place,  91-21 
187th  place  and  91-22  to  91-32  188th  street,  north¬ 
west  corner  of  Jamaica  avenue  (Block  9910,  Lot 
1),  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Leon  E.  Borden. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 

extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (32-43-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles  to 
be  used  (without  charge)  by  the  employees  of  an  aircraft 
plant  in  the  vicinity,  affecting  premises  187-29  to  187-41 
Jamaica  avenue,  north  side,  100  ft.  east  of  187th  place,  91-21 
187th  place  and  91-22  to  91-32  188th  street,  northwest  corner 
of  Jamaica  avenue  (Block  9910,  Lot  1),  Hollis,  Borough 
of  Queens,  was  granted  by  the  Board  on  May  25,  1943,  on 
ceitain  conditions  and  time  to  obtain  permits  and  complete 
the  work  was  extended  on  November  30,  1943;  and 
W  hereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  25,  1943,  as  amended 
November  30,  1943,  only  in  so  far  as  it  has  reference  to 
obtaining  permits  and  completion  of  the  w-ork,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  q 

THE  RESOLUTION  (615-43-BZ) 

W  hereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 

-?re  ^  V  year’  the  conversion  of  occupancy  of  an  existing 
building  from  a  five-car  garage,  store  and  dwelling,  to  a 
lumber  and  mill  workshop  and  dwelling,  affecting  premises 
43-49  l62nd  street,  east  side,  280  ft.  north  of  45th  avenue 
(block  5420,  Lot  9),  Flushing,  Borough  of  Queens,  was 
granted  by  the  Board  on  March  7,  1944,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  7,  1944,  only  in  so 
far  as  it  has  reference  to  obtaining  permits  and  completion 
oi  the  work,  so  that  as  amended,  this  portion  of  the  reso¬ 
lution  shall  read  : 

"that  in  view  of  the  statement  by  the  applicant  that 
part  of  the  work  _  has  been  completed,  all  work  shall 
be  completed  within  two  (2)  months  from  the  date  of 
this  amended  resolution.” 


615-43-BZ 

APPLICANT — William  Higginson  and  Son,  for  Margaret 
Daly,  owner ;  Russel  Raymond,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  acting  borough  superintendent)  previ¬ 
ously  granted  on  condition  under  section  7e  of  the 
zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict  the  conversion  of  occupancy  of  an  existing 
building  from  a  five-car  garage,  store  and  dwelling, 
to  a  lumber  and  mill  work  shop  and  dwelling-. 

PREMISES  AFFECTED — 43-49  162nd  street,  east  side, 
280  ft.  north  of  45th  avenue  (Block  5420,  Lot  9) 
Mushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Frank  A.  McKeown. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

571-28-S 

APPLICANT  Sydney  Goldstone,  for  Universal  Sheet 
Metal  Corporation,  owner. 

SUBJECT— Application  reopened  May  23,  1944 — re  Appeal 
from  a  decision  of  the  acting  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 4010-4016  Park  avenue,  east 
side,  100  ft.  9  in.  south  of  East  174th  street  (Block 
2906,  Lot  65  and  part  of  Lot  63),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Tobias  Goldstone  and  Sydney  Gold- 
stone. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  q 

THE  RESOLUTION  (571-28-S) 

W hereas,  Sydney  Goldstone,  for  Universal  Sheet  Metal 
Coiporation,  owner,  filed  on  May  16,  1944,  an  application 
for  reopening  of  this  appeal  based  on  a  decision  of  the 
borough  superintendent,  affecting  4010-4016  Park  avenue, 
east  side,  100  ft.  9  in.  south  of  East  174th  street  (Block 
2906,  Lot  65  and  part  of  Lot  63),  Borough  of  The  Bronx- 
and 

W’hereas,  the  decision  of  the  borough  superintendent, 
dated  April  28,  1944,  on  amendment  to  Alt.  Applic.  215-42’ 
reads : 

“2.  Increase  in  area  of  existing  structure  is  con¬ 
trary  to  Board  of  Standards  and  Appeals  ruling  571- 
28-S.  (Note  relocation  of  stairway  from  existing  fire 
escape).” 

and 

Whereas,  the  applicant  requests  a  modification  of  the 
resolution  adopted  by  the  Board  January  2,  1929,  to  permit 
the  erection  of  a  new  one  story  brick  extension  to  be  built 
at  the  rear  and  for  the  rearrangement  of  the  means  of  egress 
of  the  rear  fire  escape;  and 
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Whereas,  the  applicant  contends  that  the  area  of  the 
present  building  is  insufficient  for  the  proper  performance 
of  the  work  of  the  occupants,  who  are  engaged  in  manu¬ 
facture  of  sheet  metal  work  under  contract  to  the  U.  S. 
Government;  that  it  is  also  proposed  to  rearrange  the 
means  of  escape  from  the  present  rear  iron  stairs  by  re¬ 
moving  the  present  walk  across  the  roof  of  present  one 
story  brick  extension,  removing  the  present  iron  stairs 
leading  to  rear  yard  and  in  lieu  of  same,  to  erect  a  short 
walk  from  the  present  rear  stairs  to  side  court  and  thence 
by  means  of  a  3  ft.  8  in.  iron  stairs  to  the  side  court  which 
leads  directly  to  the  street ;  that  there  will  be  no  increase 
in  the  number  of  occupants  on  any  floor  in  the  building ; 
and 

Whereas,  plans  filed  with  this  appeal  indicate  that  the 
proposed  one  story  brick  extension  at  the  rear  will  be  50  ft. 
deep  bv  100  ft.  in  width. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  January  2,  1929  by 
adding  thereto : 

“that  the  decision  of  the  borough  superintendent  act¬ 
ing  on  Alt.  Applic.  215-42,  Objection  2,  be  and  it  hereby 
is  modified  to  permit  the  rearrangement  of  the  iron 
stairs  from  the  exterior  fire  escape,  as  indicated  on 
plans  filed  with  the  Board  marked  ‘Received  May  16, 
1944,’  in  view  of  the  proposed  one  story  brick  exten¬ 
sion,  as  shown  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  under  such  walk  on  the  exist¬ 
ing  one  story  roof,  there  shall  be  installed  a  flame  plate 
satisfactory  to  the  borough  superintendent;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto 
other  than  as  modified  by  the  Board  under  Cal.  571- 
28-S.” 


594-31-S 

APPLICANT — Anna  Di  Bari,  owner. 

SUBJECT — Application  reopened  May  16,  1944  re  Appeal 
from  a  decision  of  the  acting  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 306-308  East  149th  street,  south 
side,  450  ft.  west  of  Cortlandt  avenue  (Block  2330, 
Lot  22),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Nicholas  Parlante  and  Ralf  Marx. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (594-31-S) 

Whereas,  Anna  Di  Bari,  owner,  filed  May  11,  1944,  an 
appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises  306-308  East  149th  street,  south  side, 
450  ft.  west  of  Cortlandt  avenue  (Block  2330,  Lot  22), 
Borough  of  The  Bronx;  and 

Whereas,  this  appeal  was  reopened  by  the  Board  May 
16,  1944,  for  the  purpose  of  considering  the  new  pro¬ 
posal,  based  on  a  decision  of  the  borough  superintendent, 
dated  May  1,  1944,  on  amendment  to  Alt.  Applic.  127-44, 
which  decision  reads : 

“1.  The  above  building  was  erected  in  1927  for  use 
as  stores  and  offices.  To  convert  occupancy  to  factory 
two  fireproof  enclosed  stair  exits  will  have  to  be  pro¬ 
vided  as  per  Section  270  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  50  ft. 
by  86  ft.  in  area  at  1st  floor,  50  ft.  by  77.7  ft.  at  typical 
floor,  3  stories  (78  ft.)  in  height;  Class  3  construction; 
erected  in  1926 ;  located  in  business  use,  B  area,  district ; 
and  used  and  occupied  since  1926  as  follows :  Cellar,  storage, 
no  persons;  1st  floor,  stores,  12  persons;  2nd  floor  and  3rd 


floor,  offices,  50  persons  per  floor  ;  proposed  to  be  used  and 
occupied:  Cellar,  storage;  1st  floor,  stores,  12  persons; 
2nd  and  3rd  floors,  manufacturing,  display  room,  office 
and  storage,  manufacturing  not  to  exceed  the  area  of  the 
lot  and  to  be  equally  distributed  on  the  2nd  and  3rd  floors 
with  an  occupancy  of  32  persons  on  the  2nd  floor  and  36 
persons  on  the  3rd  floor ;  that  the  building  is  equipped  with 
one  3  ft.  8  in.  steel  stairs,  enclosed  in  stud  partitions,  fire- 
retarded  both  sides,  equipped  with  kalamein,  self-closing 
doors  and  leading  from  roof  directly  to  the  street  and 
one  fire  escape  at  rear  leading  to  roof  by  ladder  and  to 
yard  by  ladder  with  egress  from  its  termination  in  rear  yard 
by  means  of  passageway  at  cellar  level  directly  to  the 
street ;  and 

Whereas,  the  applicant  contends  that  the  rear  fire  escape 
is  equipped  with  60  degree  stairs  and  extended  to  roof  by 
gooseneck  ladder  and  to  rear  yard  by  fixed  vertical  iron 
ladder ;  that  the  building  was  formerly  used  with  a  higher 
occupancy  than  is  now  proposed  for  the  manufacturing,  dis¬ 
play  room,  office  and  storage  use ;  that  it  is  therefore  re¬ 
quested  the  Board  grant  a  variation  of  section  270  of  the 
Labor  Law,  so  as  to  permit  the  use  of  the  building  for 
such  manufacturing  as  is  permitted  in  a  business  use  dis¬ 
trict,  with  the  number  of  occupants  not  to  exceed  the 
capacity  of  the  primary  means  of  egress  ;  that  egress  from 
the  termination  of  the  rear  fire  escape  will  be  provided 
by  the  erection  of  a  passageway  at  cellar  level  leading 
directly  to  the  street,  such  passageway  to  be  constructed 
with  a  concrete  floor,  walls  of  fireproof  materials  and  ceil¬ 
ing  of  one-hour  construction,  that  the  building  has  outlived 
its  usefulness  as  an  office  building,  and  the  only  use  eco¬ 
nomically  feasible  is  that  of  show  rooms,  offices,  manufac¬ 
turing  and  storage,  and  it  is  proposed  to  confine  the  use 
to  tenants  having  the  type  of  use  permitted  in  a  business 
use  district  under  the  provisions  of  the  Zoning  Resolution 
and  the  limitation  of  the  number  of  occupants  to  the  capac¬ 
ity  of  the  interior  stairs  as  proposed,  will  of  necessity 
control  the  type  of  use,  so  that  the  manufacturing  done 
will  be  of  a  light  nature ;  that  the  existing  liveload  on  the 
2nd  and  3rd  stories  is  60  lbs.,  and  it  is  proposed  to  rein¬ 
force  these  floors  so  as  to  sustain  a  liveload  of  120  lbs. 
per  sq.  ft. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  127-44,  Objection  1,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  not  be  increased  in  height  or  area ;  that  the 
building  shall  be  arranged  substantially  as  indicated  on 
revised  plans  filed  with  this  appeal  marked  “Received 
June  6,  1944”,  with  the  fireproof  passage  through  the  cellar 
as  indicated,  except  that  the  ceiling  thereof  may  be  of  1 
inch  Portland  cement  plaster  on  metal  lath,  provided  a 
passageway  is  also  constructed  in  the  cellar  against  the 
rear  wall,  so  as  to  provide  a  second  means  of  exit  for  the 
store  occupancies  leading  to  such  exit  passage  to  street 
and  except  that  the  2nd  and  3rd  floors  shall  each  be  occu¬ 
pied  for  one  tenant  only ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


467-43-S 

APPLICANT — M.  Allen  Schlendorf,  for  Sadie  Berg- 
stein,  owner  (Spareway  Food  Products  Co.,  les¬ 
see). 

SUBJECT — Application  reopened  May  31,  1944 — re  Appeal 
from  a  decision  of  the  borough  superintendent; 
previously  denied. 

PREMISES  AFFECTED — 203  Clifton  place,  north  side, 
90  ft.  west  of  Bedford  avenue  (Block  1950,  Lot  41), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant ;  M.  Allen  Schlendorf. 

For  Administration ;  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACT  ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . .  0 

THE  RESOLUTION  (467-43-S) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  afifecting  premises  203  Clifton  place,  north 
side,  90  ft.  west  of  Bedford  avenue  (Block  1950,  Lot  41), 
Borough  of  Brooklyn,  was  denied  by  the  Board  on  No¬ 
vember  16,  1943;  and 

Whereas,  M.  Allen  Schlendorf,  for  Sadie  Bergstein, 
owner  (Spareway  Food  Products  Company),  lessee,  filed 
May  16,  1944,  an  application  for  reopening  of  this  appeal 
based  on  a  new  decision  of  the  borough  superintendent ; 

i  and 

...  . 

Whereas,  this  appeal  was  reopened  by  vote  of  the  Board 
on  May  31,  1944  and  restored  to  the  calendar;  and 

Whereas  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2669-43,  dated  April  26,  1944,  reads : 

“7.  Section  270  of  the  Labor  Law  which  is  applicable 
to  this  building,  requires  two  fireproof  enclosed  stairs 
or  one  such  stairs  and  a  horizontal  exit.  Comply  with 
this  requirement.” 
and 

Whereas,  the  applicant  states  that  the  building  is  '2 
stories  (22  ft.)  in  height;  80  ft.  by  90  ft.  in  area;  of 
Class  3  construction;  erected  in  1917;  located  in  an  un¬ 
restricted  use  district  and  used  as  follows:  cellar,  boiler 
room;  1st  floor,  public  garage;  second  floor,  public  garage, 
pursuant  to  Certificate  of  Occupancy  3328  issued  December 
19,  1917,  on  N.  B.  Applic.  1052  of  1917,  and  proposed  to 
be  used,  and  occupied  as  follows :  Cellar,  boiler  room ;  1st 
floor,  pickling  and  food  processing,  20  persons;  2nd  floor, 
factory  and  warehouse,  11  persons;  that  the  building  is 
equipped  with  a  concrete  ramp  leading  from  2nd  floor  to 
street  and  two  fire  escapes,  one  at  front  and  one  at  rear  of 
building  leading  to  roof  by  ladder  and  to  grade  by  stairs 
with  egress  from  termination  of  rear  fire  escape  to  street 
or  through  1st  floor  of  building  to  adjacent  yard  and 
that  the  windows  on  the  course  of  the  fire  escape  are  wood 
frame  and  sash  and  doors  are  kalamein ;  and 

Whereas,  the  applicant  states  that  it  is  now  proposed  to 
construct  one  new  Labor  Law  type  exit  stairway  from  the  2nd 
floor  leading  directly  to  the  street,  as  indicated  on  amended 
plans  filed  with  the  Borough  Superintendent,  copies  of  which 
were  filed  with  the  Board  May  25,  1944;  that  the  proposed 
stairway  be  installed  at  the  location  of  the  present  concrete 
ramp ;  that  the  Board  is  requested  to  accept  the  proposed 
second  means  of  egress,  consisting  of  the  existing  4  ft.  wide 
j  counterbalanced  sfteel  stairway  on  the  front  of  the  building, 
which  is  remote  from  the  proposed  new  stairway  and  lands 
I  directly  on  the  sidewalk ;  that  there  is  also  a  present  rear 
iron  4  ft.  wide  stairway  from  the  2nd  floor  to  rear  yard; 
that  the  second  floor  tier  is  of  fireproof  construction  and 
there  will  be.  only  eleven  (11)  employees  occupying  the 
second  floor;  it  is  therefore  requested  that  the  Board  recon- 
j  sidcr  the  granting  of  this  application  based  on  the  exits  as 
now  proposed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
i  hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in.  a  decision  of  the  borough  superintendent 
as  to  Alt.  Applic.  2669-43  and  that  the  application  be  and 
it  hereby  is  granted  as  to  Objection  7,  on  condition  that  the 
means  of  exit  shall  be  rearranged  and  maintained  substan¬ 
tially  as  indicated  on  revised  plans  marked  “Received  May 
25,  1944,”  that  exit  from  the  rear  fire  escape  shall  be  pro¬ 
vided  by  means  of  a  gate  in  the  fence  leading  to  adjoining 
premises  and  consent  of  the  owner  therefor  shall  be  filed 
with  the  borough  superintendent;  that  the  proposed  new 
primary  means  of  exit  shall  be  enclosed  as  proposed  and 
the  enclosed  landing  at  the  second  floor  shall  be  sufficiently 
enlarged  so  as  to  permit  a  double  rung  ladder  leading  to  a 
'  scuttle  in  the  roof  with  an  easy  opening  scuttle  device ;  that 


in  all  other  respects,  the  bulding  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


126-44-A 

APPLICANT — Hobart  Realty  Corporation,  owner  (How¬ 
ard  Clothes,  Incorporated,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 160-178  Jay  street,  west  side, 
from  Sand  street  to  High  street,  84-92  Sand  street 
and  97-105  High  street  (Block  87,  Lot  9).  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Horace  Ginsbern  and  Joseph  Rose. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (126-44-A) 

Whereas,  Hobart  Realty  Corporation,  owner  (Howard 
Clothes,  Incorporated,  lessee),  filed  February  21,  1944,  an 
appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  160-178  Jay  street,  84-92  Sands 
street  and  97-105  High  street,  west  side  of  lay  street  from 
Sand  street  to  High  street  (Block  87,  Lot  9),  Borough  of 
Brooklyn;  and 

Whereas,  Order  8535-LF,  issued  by  the  fire  commissioner 
April  21,  1942,  and  repeated  in  a  decision  of  the  fire  com¬ 
missioner  January  24,  1944,  reads  : 

7.  Install  an  approved  interior  fire  alarm  system 
throughout  building.” 
and 

Whereas,  the  applicant  states  that  the  building  is  nine 
(9)  stories  (114  ft.)  in  height;  206  ft.  by  102  ft.  9  in.,  ir¬ 
regular  in  area;  of  Class  1  construction;  erected  1928;  lo¬ 
cated  in  an  unrestricted  use,  B  area  district  and  used  and 
occupied  as  follows :  1st  floor,  boiler  room,  store,  ware¬ 
house,  freight  driveway,  loading  platform  and  cafeteria,  56 
persons ;  2nd  to  9th  stories,  inclusive,  manufacturing  cloth¬ 
ing,  15  persons  on  the  2nd  floor;  152  persons  on  the  third 
floor;  39  persons  on  the  fourth  floor;  40  persons  on  the 
fifth  floor;  275  persons  on  the  sixth  floor;  163  persons  on 
the  7th  floor;  138  persons  on  the  8th  floor  and  146  persons  on 
the  9th  floor ;  and 

Whereas,  Certificate  of  Occupancy  96117,  issued  April  9, 
1940  on  Alt.  Applic.  5035-39,  permits  the  present  use  of 
the  first  floor  with  an  occupancy  of  300  persons ;  that  the 
present  use  of  the  2nd  to  9th  floors  with  occupances  of  300 
persons  each  on  the  2nd  and  3rd  floors,  310  persons  each 
on  the  fourth,  fifth  and  sixth  floors,  200  persons  on  the 
7th  floor,  125  persons  on  the  8th  floor  and  75  persons  on 
the  9th  floor,  and  indicates  a  live  load  of  250  lbs.  on  the 
1st,  2nd,  3rd,  4th,  5th  and  8th  floors,  120  lbs.  on  the  6th  and 
7 tli  floors,  45  lbs.  on  the  9th  floor  ;  and 

Whereas,  the  applicant  states  that  the  building  is  equip¬ 
ped  with  a  two-source  sprinkler  system,  a  standpipe  sys¬ 
tem,  three  interior  fireproof  stairs  leading  from  roof  to 
street,  two  of  which  are  3  ft.  10  in.  wide  and  one  5  ft. 

8  in.  wide;  and 

Whereas,  the  applicant  contends  that  a  contract  was 
entered  into  for  the  installation  of  the  required  alarm  system 
according  to  plans  filed;  that  the  War  Production  Board 
denied  the  request  for  priority  rating  and  stated  that  it 
would  be  necessary  to  file  a  certificate  from  the  Fire  De¬ 
partment  indicating  the  necessity  of  the  alarm  system;  that 
the  Fire  Department  ignored  the  request  for  such  a  certifi¬ 
cate  and  merely  stated  that  no  relief  could  be  granted  by 
that  department;  that  a  second  application  for  priority  was 
filed  and  denied;  that  the  building  is  equipped  with  fire 
pails,  fire  extinguishers  and  all  other  equipment  required 
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by  the  Fire  Department  or  suggested  by  the  Board  of  Fire 
Underwriters ;  that  there  is  also  in  force,  a  contract  with 
the  Consolidated  Fire  Alarm  Company  for  immediate  noti¬ 
fication  of  any  fire  in  the  premises ;  that  a  trained  fire 
brigade  is  maintained ;  that  the  owner  will  comply  with  the 
order  of  the  fire  commissioner  as  soon  as  permitted  to  pro¬ 
cure  the  required  materials. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  8535-LF,  Objection  7,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  occupancy  per  floor  below  the  9th  floor  shall  not 
exceed  248  persons ;  that  the  occupancy  of  the  9th  floor 
shall  not  exceed  an  occupancy  of  75  persons ;  that  a  floor 
computation  for  the  9th  floor  shall  be  filed  with  the  bor¬ 
ough  superintendent  for  a  floor  loading  per  superficial  foot 
of  not  less  than  50  lbs.,  and  this  variance  is  granted  on  the 
basis  that  such  floor  will  figure  for  50  lbs.  per  superficial 
foot ;  that  the  machinery  located  on  such  floor  in  connection 
with  the  factory  work  shall  be  of  the  light  type  and  so 
distributed  that  the  floor  at  no  time  will  exceed  such  load¬ 
ing  ;  that  a  certificate  of  occupancy  superseding  Certificate 
of  Occupancy  No.  96117  shall  be  obtained,  to  correct  the 
occupancy  per  floor  as  herein  permitted ;  that  the  interior 
fire  alarm  system  and  drills  need  not  be  maintained,  pro¬ 
vided  the  occupancy  as  herein  permitted  is  not  exceeded ; 
that  the  sprinkler  system  and  standpipe  system  shall  be 
maintained  in  accordance  with  requirements  therefor  and 
to  the  satisfaction  of  the  fire  commissioner,  and  such  por¬ 
table  fire  fighting  equipment  shall  be  maintained  as  the  fire 
commissioner  shall  direct ;  that  in  all  other  respects,  the 
building  and  use  shall  comply  with  all  laws  and  rules 
applicable  thereto. 


144-44-A 

APPLICANT — William  R.  Shirley,  for  Peter  Doelger, 
Inc.,  owner  (Fleinicke-Moser  Chemical  Co.,  lessee). 
SUBJECT — Appeal  fi'om  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 207-211  East  84th  street  and 
1491-1493  3rd  avenue,  northeast  corner  (1st  and 
4th  floors)  ;  (Block  1530,  Lot  1),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  William  R.  Shirley  and  Dr.  William 
Heinicke. 

For  Administration :  Edwin  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (144-44-A) 


Whereas,  William  R.  Shirley,  for  Heinicke-Moser  Chemi¬ 
cal  Co.,  lessee ;  Peter  Doelger,  Inc.,  owner,  filed  March  7, 
1944,  an  appeal  from  a  decision  and  an  order  of  the  fire 
commissioner,  affecting  premises  207-211  East  84th  street 
and  1491-1943  Third  avenue,  northeast  corner  (1st  and  4th 
floors);  (Block  1530,  Lot  1),  Borough  of  Manhattan;  and 
Whereas,  Order  36778-LC  issued  by  the  fire  commis¬ 
sioner,  December  13,  1943,  and  repeated  in  his  decision  of 
March  6,  1944,  reads : 

“With  reference  to  your  application  dated  recently 
for  a  permit  to  manufacture  an  inflammable  mixture  at 
above  location,  it  is  regretted  that  this  department  is 
without  power  to  grant  such  a  permit  for  the  reason  : 
that,  building  in  part  is  used  as  a  cabaret  (C19-59-0-C- 
B-l,  Art.  9,  Administrative  Code),  secondly,  facilities 
for  carrying  on  such  manufacture,  as  provided 
for  in  Art.  9  of  the  New  York  City  Admin.  Code  not 
provided.  However,  if  the  objections  noted  were  non¬ 
existent,  approved  containers,  labels,  auxiliary  fire  ap¬ 
pliances,  etc.  would  be  required. 

You  are  therefore,  hereby,  advised  to 
1.  Discontinue  the  manufacture  of  an  inflammable 
mixture  on  these  premises. 


Note:  Presence  of  cabaret  would  also  prevent  the 
issuance  of  a  permit  to  manufacture  a  combustible 
mixture.  Sec.  C19-59.C-B-1,  Art.  9,  and  Sec. 
C19-61.0,  Art.  10,  Admin.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  four  stories 
(55  ft.)  in  height,  127  ft.  by  92  ft.  in  area;  Class  1  con¬ 
struction  ;  erected  in  1930 ;  located  in  a  business  use,  B  area 
district ;  used  and  occupied  since  1943  as  follows :  Cellar, 
boiler  room;  1st  floor,  stores  and  cabaret,  160  persons; 
2nd  floor,  offices  and  storage,  20  persons  ;  3rd  floor,  offices, 
25  persons  ;  4th  floor,  office,  research  laboratory  and  mfg. 
plastics,  22  persons ;  that  the  builidng  is  equipped  with  a 
one-source  sprinkler  system,  standpipe  system  and  two  fire¬ 
proof  interior  stairways  from  roof  to  street,  one  of  which 
is  5  ft.  6  in.  wide  and  the  other  3  ft.  wide ;  and 

Whereas,  Certificate  of  Occupancy  17032  issued  Novem¬ 
ber  11,  1930,  permits  the  occupancy  of  the  building  as  fol¬ 
lows  :  Cellar,  storage  and  boiler  room ;  1st  story,  stores,  12 
persons;  2nd  story,  offices,  60  persons;  3rd  story,  hall  for 
public  assembly,  200  persons  ;  4th  story,  offices  and  meeting 
rooms,  100  persons ;  and 

Whereas,  the  applicant  contends  that  the  lessee  used  a 
portion  of  the  4th  floor  as  a  research  laboratory  and  used 
five  gallons  or  less  of  various  chemicals  stored  in  metal, 
approved,  containers  ;  with  the  exception  of  Isopropyl  alco¬ 
hol,  which  is  delivered  in  fifty-gallon  drum,  necessitated  by 
war  conditions,  as  distributors  are  not  allowed  deliveries  of 
a  lesser  amount ;  that  five  gallons  of  Isopropyl  alcohol 
would  meet  the  needs  of  the  research  laboratory  and  was 
the  maximum  amount  stored  before  the  war ;  that  there 
are  only  three  persons  employed  in  the  laboratory ;  that  the 
building  has  a  concrete  floor,  masonry  exterior  walls,  in¬ 
terior  partitions  of  gypsum  block  or  terra  cotta  covered 
with  plaster  both  sides,  doors  and  assembly  of  fireproof 
construction  and  an  automatic  sprinkler  system ;  that  egress 
from  the  fourth  floor  is  by  two  fireproof  stairs,  one  leading 
directly  to  the  street  and  the  other  through  fireproof  hall 
to  street;  that  the  cabaret  on  the  first  floor  occupies  one 
end  of  the  building  with  principal  entrance  from  East 
84th  street ;  the  public  hall  leading  to  main  stairway  is 
separated  from  the  cabaret  by  a  4  in.  terra  cotta  wall 
plastered  both  sides,  equipped  with  fireproof  doors,  which 
is  used  by  the  cabaret  as  a  secondary  exit ;  that  the  fire 
tower  stairway  from  upper  floors  is  separated  from  the 
cabaret  by  a  4  in.  terra  cotta  wall  plastered  both  sides  and 
with  no  opening  to  cabaret. 

Resolved,  that  the  decision  of  the  fire  commissioner  as  to 
Order  36778-LC,  Item  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  not  more  than  one  drum  of  Isopropyl  alcohol  shall  be 
r  aintained  on  the  premises ;  that  such  other  materials  re¬ 
quiring  permits  from  the  Fire  Department  shall  be  in  quan¬ 
tities  of  not  more  than  five  (5)  gallons  each  and  stored  in 
apnroved  containers ;  that  the  sprinkler  system  shall  be 
maintained  in  accordance  with  the  requirements  and  to  the 
satisfaction  of  the  fire  commissioner ;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct ;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


197-44-A 

APPLICANT — S.  J.  Kessler  &  Sons,  for  Natmus  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 108  East  14th  street,  south  side, 
154  ft.  east  of  Fourth  avenue  (Block  559,  Lot  12), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  J.  Kessler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  q 

THE  RESOLUTION  (197-44-A) 

Whereas,  S.  J.  Kessler  &  Sons,  for  Natmus  Realty  Cor¬ 
poration,  owner,  filed  March  31,  1944,  an  appeal  from  a 
““ls'on  lhe  borough  superintendent,  affecting  premises 
1U6  East  14th  street,  south  side,  154  ft.  east  of  4th  avenue 
*  ^9,  Eot  12),  Borough  of  Manhattan;  and 

,  AHwEas.’  t^le  decision  of  the  borough  superintendent, 
dated  March  16,  1944,  on  Alt.  Applic.  245-44,  reads: 

“1.  Minimum  live  load  of  100  lbs.  should  be  shown 
on  spec,  sheet  for  second,  third  and  fourth  floors  and 
construction  adequate  to  support  these  loads  should  be 
provided,  Sec.  C26-344.0  of  A  dm.  Code. 

2.  Building  should  be  of  fireproof  construction  as 
occupancy  changed  to  public  building  and  height  ex¬ 
ceeds  30  ft.  or  two  stories,  Sec.  4.2.1  B.C. 

3.  Two  interior  stairs  should  be  provided  from  street 
to  roof,  with  min.  width  of  3  ft.  8  in.  constructed  of 
incomb,  material  and  enclosed  in  3-hour  partitions  as 
per  Sections  C26-273.0  and  C26-292.0  of  Adm  Code” 

and 

^hereas,  the  applicant  states  the  building  is  five  stories 
(55  ft.)  in  height ;  25  ft.  by  91  ft.  6  in.  in  area  at  1st  floor; 
25  ft.  by  63  ft.  in  area  at  typical  floor;  of  Class  3  con¬ 
struction  ,  located  in  a  business  use,  B  area  district  and 
used  since  1933  as  follows:  cellar,  storage,  no  persons;  1st 
floor,  restaurant,  75  persons;  2nd  floor,  kitchen  and  office, 
25  persons ,  3rd,  4th  and  5th  floors,  offices,  25  persons  each 
floor  and  proposed  to  be  used  and  occupied :  cellar,  storage ; 
lst  st°re,  5  persons;  2nd  floor,  tea  room  and  show 

room,  ~0  persons ;  3rd  floor,  dance  studio  and  photo  studio, 
12  persons;  4th  floor,  symphony  orchestra  and  office,  25 
persons ;  5th  floor,  office,  25  persons ;  that  the  building  is 
equipped  with  one  3  ft.  8  in.  wide  iron  stairs,  enclosed  in 
partitions  of  wood  studs,  metal  lath  and  Portland  cement 
plaster  equipped  with  metal  covered  self-closing  doors  and 
leading  from  top  story  to  street  and  one  fire  escape  at  rear 
which  leads  to  roof  by  ladder  with  egress  from  its  termi¬ 
nation  over  roofs  of  adjacent  buildings;  and 
Whereas,  the  applicant  contends  that  except  for  the 
store  and  dance  studio,  there  has  been  no  change  in  occu¬ 
pancy  since  1921 ;  that  the  lst  floor  and  rear  of  2nd  floor 
extension  were  altered  in  1933  for  use  as  a  restaurant,  and 
Certificate  of  Occupancy  19345,  issued  December  28,  1933 
permitted  the  building  to  be  used  as  follows:  cellar’  stor¬ 
age,  lst  floor,  restaurant,  75  persons;  2nd  floor,  office  and 
kitchen,  25  persons;  3rd,  4th  and  5th  floors,  offices,  25 
persons  each  floor:  that  Building  Notice  1362-1942,  was 
approved  for  the  change  in  use  of  the  lst  floor  from  res¬ 
taurant  to  a  shoe  store ;  that  the  work  was  performed  in 
compliance  with  the  approved  application  and  the  shoe  store 
tenant  is  now  in  possession  ;  and 
Whereas,  the  applicant  contends  as  to  Objection  1, 
issued  by  the  borough  superintendent,  that  the  total  occu¬ 
pancy  for  the  upper  floors  has  been  materially  reduced  from 
that  approved  in  1921  and  1933  by  the  Department  of  Hous¬ 
ing  and  Buildings,  and  it  is  therefore  felt  that  there  is  no 
need  for  changing  the  present  live  load;  and  contends  as 
to  Objection  2.  that  this  objection  requires  that  the  build¬ 
ing  be  made  fireproof  or  vacated;  that  to  be  required  to 
comply  would  be  an  undue  hardship  upon  an  innocent  owner 
who  bought  these  premises  in  good  faith,  relying  on  a  cer- 
tificate  of  occupancy,  since  except  for  the  third  floor  front 
there  has  been  no  change  in  tenancy  since  1921 ;  that  the 
certificate  of  occupancy  issued  in  1933  makes  no  change  in 
the  use  of  the  premises,  except  for  the  restaurant  on  the 
1st  floor  and  kitchen  on  the  2nd  floor  rear ;  that  under  these 
circumstances,  the  purchaser  was  justified  in  assuming  that 
the  building  could  be  legally  occupied  and  that  the  tenancy 
conformed  with  the  certificate  of  occupancy  as  issued;  that 
the  present  use  and  occupancy  is  improved,  since  there  is 
a  material  reduction  in  the  total  number  of  occupants ;  that 
the  3rd  floor  front  is  occupied  by  a  dance  studio  arranged 


in  3  private  rooms  for  dancing  instruction;  that  at  no  time 

a^uthTiPresent.niore  tf.1311  2  guests;  that  the  rear  half 
oi  the  3rd  story  is  occupied  by  a  photographic  studio  and 
the  tenant  uses  same  only  once  a  week;  that  the  4th  floor 
is  used  three  nights  each  week  by  instructors  in  musical 
instruments,  and  contends  as  to  Objection  3,  that  there  is 
an  interior  iron  stairway  leading  to  the  street  and  is  en¬ 
closed  with  a  stud  partition  covered  on  each  side  with  metal 
lath  and  cement  plaster ;  that  there  is  an  existing  fire  escape 
ii?  rear  with  vertical  ladders,  which  it  is  proposed  to  re¬ 
place  with  60-degree  iron  ladders  extending  to  the  roof  of 
the  extension ;  that  the  roof  of  the  extension  is  on  the  same 
evel  as  the  roofs  of  abutting  buildings,  thus  providing  an 
unobstructed  means  of  egress  from  the  termination  of  the 
fire  escape;  and 

\\  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  245-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  Objec¬ 
tion  1,  on  condition  that  the  floor  load  throughout  shall  be 
not  ess  than  60  lbs.  per  superficial  foot  as  approved  on  Alt. 
Applic.  375-1921,  and  as  indicated  on  Certificate  of  Occu- 
nancy  No  19345  issued  December  28,  1933,  as  to  Objection 
2,  that  the  building  shall  not  be  increased  in  height  or 
occupancy;  that  the  5th  floor  shall  be  occupied  for  offices 
only;  that  otherwise  the  building  may  be  occupied  as  pro¬ 
posed,  on  condition  that  the  existing  means  of  exit  shall  be 
maintained,  and  in  addition,  that  a  bulkhead  shall  be  con¬ 
structed  on  the  third  story  roof  with  a  stairway  to  the 
second  floor  as  an  additional  means  of  escape  for  those 
using  the  rear  fire  escape,  in  addition  to  access  over  ad- 
joining  roofs,  approximately  the  same  level;  that  such  stair 
shalLbe  not  less  than  3  ft.  in  width;  that  sprinkler  heads 
which  may  be  connected  to  the  domestic  water  supply,  shall 
be  installed  in  such  spaces  as  are  used  for  cooking;  that 
such  portable  fire  fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


225-44-A 

APPLICANT— Horace  Ginsbern,  for  Wilson  Realty  Corn¬ 
er  TRTT?^mnA°Wn<;rj3SteeI  Fabricating  Company,  lessee). 
oUriJtiCl  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

1  REMISES  AFFECTED — 437  Casanova  street,  west  side, 
132  ft.  south  of  Oak  Point  avenue,  and  430  Tiffanv 
s?' (Block  2771  A,  Lots  130  and  158),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Horace  Ginsbern. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

;'rTjT'f?r^AF  BOARD— Appeal  granted  on  condition. 

I  HE  VO  PE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  q 

THE  RESOLUTION  (225-44-A) 

Whereas,  Horace  Ginsbern,  for  Wilson  Realty  Corpora- 

ti17°n’i^ner  (Steel  Fabricating  Company,  lessee), ‘filed  April 
I/,  iy44,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  437  Casanova  street,  west  side,  132  ft 
south  of  Oak  Point  avenue,  running  through  to  430’  Tiffany 
street  (Block  2/71  A,  Lots  130  and  158),  Borough  of  The 
Bronx ;  and 

fl2LHArEASi’  7ihemdffisi0,\?f  ^e  borough  superintendent, 
dated  March  31,  1944,  on  Alt.  Applic.  124-44,  reads: 

1.  Provide  two  3  ft.  8  in.  wide  stair  exits  of  fire- 
Pr '°°f  construction  and  properly  enclosed,  as  per  Sec¬ 
tion  270  of  the  Labor  Law.” 
and 

Whereas,  the  applicant  states  the  building  will  be  one 
and  two  stories  (15  and  25  ft.)  in  height,  50  ft  by  75  ft 
in  area  at  first  floor;  50  ft.  by  19  ft.  1  in.  in  area'  at  Aid 
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-X. 


floor;  of  Class  3  construction;  erected  1924;  located  in  an 
unrestricted  use,  A  area  district  and  used  since  1924  as 
iron  shop  and  office  on  the  1st  floor,  25  persons,  and  pro¬ 
posed  to  be  used  and  occupied  as:  iron  shop  on  the  1st 
floor,  25  persons,  and  offices  on  the  2nd  floor,  5  persons; 
that  one  3  ft.  wide  iron  stairs  with  cement  treads,  enclosed 
in  4  in.  gypsum  block  on  1st  floor  and  fire-retarded  on  2nd 
floor,  equipped  with  one-hour  test  self-closing  doors  and 
leading  directly  to  the  street,  will  be  provided;  and 

Whereas,  the  applicant  contends  that  the  lessees  are  en¬ 
gaged  in  war  work ;  that  the  existing  office  facilities  On 
the  1st  floor  are  insufficient  and  it  is  proposed  to  erect  an 
extension  on  the  roof  for  this  purpose ;  that  a  new  3  ft.  wide 
iron  stairs  with  cement  treads  enclosed  with  4  in.  gypsum 
block  partitions  will  be  erected  from  the  street  to  the  new 
office  on  the  2nd  floor;  that  these  stairs  will  be  enclosed  on 
the  2nd  floor,  with  fire-retarded  partitions  and  a  one-hour 
test  door ;  that  egress  from  the  office  may  be.  had  to  the 
roof  of  the  existing  one-story  shop  building  and  to 
the  roof  of  the  adjoining  one-story  building  at  the  north;  that 
the  property  to  the  south  is  vacant  and  under  the  same 
ownership ;  that  the  floor  of  the  new  2nd  story  will  be 
15  ft.  above  sidewalk  level;  that  it  is  therefore  requested 
that  the  Board  grant  a  variation  of  the  Labor  Law,  as  the 
means  of  egress  proposed  will  be  adequate  for  this  small 
floor  area  and  low  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  124-44,  Objection  1,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
the  second  story  as  proposed  shall  not  be  extended  in  area ; 
that  the  occupancy  of  the  second  story  shall  be  substantially 
as  proposed  and  used  only  for  offices  in  connection  with 
the  concern  occupying  the  building ;  .that  the  rear  windows 
shall  be  of  the  casement  type,  to  permit  exit  in  the  event  of 
fire  to  the  one-story  roof  from  which  exit,  by  means  of  an 
iron  stairway,  may  be  had  to  the  adjoining  property  to  the 
south  under  the  same  ownership  and  thence  to  street;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


245-44-A 

APPLICANT — Joseph  Lau,  for  David  W.  Frankel,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 724-726  Fifth  avenue,  west  side, 
50  ft.  5  in.  north  of  West  56th  street  (Block  1272, 
Lot  36),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  Lau. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  after  discussion. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative  . • .  0 

THE  RESOLUTION  (245-44-A) 

Whereas,  Joseph  Lau,  for  David  Frankel,  owner,  filed 
April  21,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  724-726  Fifth  avenue,  west 
side,  50  ft.  5  in.  north  of  West  56th  street  (Block  1272,  Lot 
36),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  13,  1944,  on  Alt.  Applic.  329-44,  reads: 

“1.  (a)  Exit  doors  to  stairway  to  be  3  ft.  8  in.  wide 
as  required  by  Section  270-3  Labor  Law. 

(b)  All  windows  are  required  to  be  fire  windows  as 
required  by  Sect.  264-6  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  12  stories 
(148  ft.)  in  height;  50  ft.  by  100  ft.  in  area  at  1st  floor;  50 
ft.  by  90  ft.  in  area  at  typical  floor ;  of  Class  1  construction ; 
erected  1920;  located  in  a  restricted  retail  use,  B  area  district 


and  used  and  occupied  since  1931  as  follows :  cellar,  kitchen, 
1st  floor,  restaurant,  192  persons;  mezzanine,  restaurant, 
118  persons;  2nd  to  12th  floors,  offices  and  show  rooms,  30 
persons,  each  floor ;  proposed  to  be  used  and  occupied : 
cellar,  1st  floor  and  mezzanine,  same;  2nd  to  12th  floors, 
offices,  show  rooms  and  incidental  manufacturing,  30  persons 
each  floor;  that  not  more  than  25%  of  floor  area  will.be  used 
for  manufacturing,  incidental  to  the  conduct  of  retail  sales , 
that  the  building  is  equipped  with  a  sprinkler  system,  stand¬ 
pipe  system,  interior  fire  alarm  system  and  that  fire  drills 
are  not  maintained ;  that  the  building  is  also  equipped  with 
one  3  ft.  8  in.  wide  interior  stairs  leading  from  roof  to  street, 
of  fireproof  construction,  equipped  with  three  ft.  wide  fire¬ 
proof  self-closing  doors  and  one  fireproof  3  ft.  8  in.  wide 
fire  tower  extending  from  12th  story  with  egress  from  its 
termination  at  mezzanine  level  by  fire  passage  leading  to 
stairs  and  thence  to  street  at  front  of  building ;  that  the  fire 
tower  is  equipped  with  3  ft.  wide  fireproof  self-closing  doors ; 
and 

Whereas,  the  applicant  contends  the  building  is  equipped 
with  two  standpipe  risers  and  an  approved  sprinkler  system 
and  interior  fire  alarm  system;  that  the  primary  means  of 
egress  consist  of  a  3  ft.  8  in.  wide  fireproof  stairs  with 
openings  to  each  floor,  equipped  with  3  ft.  wide  fireproof 
self-closing  doors  ;  that  this  stairway  would  be  adequate  for 
40  persons  if  equipped  with  3  ft.  8  in.  wide  doors ;  that 
the  secondary  means  of  egress  is  a  fire  tower,  3  ft.  8  in. 
wide  from  12th  floor  to  fire  passageway  at  mezzanine  level, 
which  leads  directly  to  street  by  means  of  stairs;  that  the 
entire  fire  tower  enclosure  is  fireproof  with  all  doors  3  ft. 
wide,  fireproof  self-closing ;  that  this  stair  would  be  adequate 
for  40  persons  if  all  the  doors  were  3  ft.  8  in.  wide  and 
both  means  of  egress  combined  would  be  adequate  for  80 
persons;  that  the  windows  facing  the  street  at  the  front 
are  wood  frames  and  trim ;  that  the  first  floor  windows  are 
glazed  with  one-quarter  inch  plate  glass ;  that  the  second 
floor  windows  consist  of  two  2  ft.  4  in.  by  7  ft.  4.  in.  and 
one  10  ft.  by  7  ft.  4  in.  windows  glazed  with  Ya  in.  plate 
glass;  that  the  3rd  floor  to  9th  floor  inclusive,  have  four 
3  ft.  4  in.  by  7  ft.  casement  windows,  divided  into  small 
panes  6  in.  by  I6R2  in.  with  wood  muntins  and  two  large 
10  ft.  wide  by  7  ft.  high  windows,  glazed  with  Ya  in.  plate 

glass  ;  that  the  10th  to  12th  floors,  inclusive,  have  casement 

throughout  of  6  ft.  by  6  ft.  in  area,  divided  by  wood  muntins 
into  panes  of  15  Y2  in.  by  5 Y2  in.  glazed  with  ks  in.  thick 

glass;  that  these  windows  are  all  protected  with  sprinkler 

heads  within  4  ft.  6  in.  of  the  front  wall  on  all  floors , 
that  the  windows  at  the  rear  are  kalamein  sash  and  polished 
wire  glass  windows  and  are  acceptable  under  the  Labor 
Law ;  that  inasmuch  as  the  factory  use  will  be  located  at 
rear  of  each  floor,  the  rear  fireproof  windows  should  be 
adequate  protection;  that  the  present  use  of  the  building  is 
offices  and  show  rooms  from  2nd  to  12th  floors  and  it  is 
proposed  to  use  these  floors  for  /5%  office  and  show  rooms 
and  25%  at  the  rear  for  manufacturing,  incidental  to  the 
conduct  of  retail  sales,  and  it  is  therefore.  requested  the 
Board  waive  the  requirements  for  3  ft.  8  in.  wide  doors 
leading  to  the  primary  stairs  and  fire  tower,  as  these  two 
exits  are  good  for  80  persons,  if  equipped  with  3  ft..  8  in. 
wide  doors,  but  proposed  to  be  used  only  for  a  fraction  of 
this  occupancy,  namely  30  persons  each  floor ;  and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  and  a  verbal  report  rendered  at  the  hearing; 
and 

Whereas,  the  Chairman  called  attention  to  the  General 
Resolution  adopted  bv  the  Board  on  July  22,  1936  under 
Calendar  228-1936-BZ,  reading; 

“Resolved,  that  in  a  Retail  District  not  more  than 
25  per  cent  of  the  total  floor  space  of  a  building,  or 
floor  space  equal  to  the  area  of  the  lot,  may  be  used 
for  manufacturing  purposes  as  follows :  Of  the  total 
floor  space  of  a  building  not  more  than  5  per  cent  may 
be  used  for  manufacturing  permitted  in  a  business  use 
district;  but  the  remaining  percentage  or  the  whole 
25  per  cent  may  be  used  for  such  manufacturing  or 
treatment  of  products  as  is  an  integral  part  of  retail 
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business  conducted  on  tine  premises,  on  which  all  products 
so  manufactured  or  treated  are  sold  at  retail  therein.” 
And  also  called  attention  to  the  requirements  of  the  Labor 
Law,  as  follows:  (requiring  vestibules  or  extra  width  plat¬ 
forms  for  door  swing  so  as  not  to  obstruct  passage 
throughout  the  stairway)  : 

Section  270,  Par.  5.  Every  door  leading  to  or  open¬ 
ing  on  a  stairway  shall  have  an  unobstructed  width  of 
at  least  44  inches. 

Section  272,  Par.  3.  Every  door  opening  on  a  stair¬ 
way  or  other  exit  shall  open  so  as  not  to  obstruct  the 
passageway.” 

Resolved,  that  the  appeal  be  and  it  hereby  is  zvithdrazvn. 


280-44-A 

APPLICANT — John  R.  Lautenbach,  for  Catholic  Charities, 

.  Archdiocese  of  New  York,  owner. 

SUBJECT  — Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 211-213  Alexander  avenue, 
southwest,  corner  of  East  137th  street  (Block  2312, 
Lots  25  and  26),  Borough  of  The  Bronx. 

|  APPEARANCES— 

For  Applicant :  Henry  S.  Cox. 

For  Administration :  Thomas  D.  O’Connell,  Health 
Dep’t  and  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  . .  '  q 

THE  RESOLUTION  (280-44-A) 

■  Whereas,  John  R.  Lautenbach,  for  Catholic  Charities  of 
the  Archdiocese  of  New  York,  owner,  filed  May  11,  1944, 
an  appeal  from  a  decision  of  the  fire  commissioner,  affecting 
premises  211-213  Alexander  avenue,  southwest  corner  of 
East  137th  street  (Block  2312,  Lots  25  and  26),  Borough 
|  of  The  Bronx ;  and 

\\  hereas,  the  decision  of  the  fire  commissioner  dated 
May  8,  1 944  reads : 

“In  reference  to  your  request  to  accept  a  push  bell 
system  in  the  above  day  nursery,  you  are  advised  that 
this  department  may  only  accept  the  standard  interior 
fire  alarm  system  and  your  request  must  be  denied.” 

i  and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  and  basement  (41  ft.  4  in.)  in  height,  35  ft.  6  in. 

;  by  44  ft.  in  area,  of  class  3  construction,  erected  in  1882, 
located  in  a  business  use,  C  area  district  and  used  and 
occupied  since  1924  as  follows:  cellar,  boiler  room;  basement, 
kitchen,  laundry,  office,  toilets  and  dining  room,  2  persons ; 
1st  floor,  sitting  room,  kindergarten  and  chapel,  25  persons: 
2nd  floor,  nursery,  4  bedrooms  and  2  baths,  8  persons;  3rd 
floor,  6  bedrooms  and  2  baths,  12  persons;  proposed  to  be 
used  and  occupied  :  cellar,  same ;  basement,  kitchen,  laundry, 
reception  room,  toddler  room  and  three  toilet  rooms,  13  per- 
[  sons  •  1st  floor,  two  kindergartens  and  playroom,  50  persons; 

!  2nd  floor,  nursery,  two  nuns  bedrooms,  chapel  and  dining 
room  and  two  baths,  26  persons ;  3rd  floor,  three  nuns’  bed¬ 
rooms,  two  maids  bedrooms,  community  room  and  two 
|  baths,  7  persons  ;  that  building  is  equipped  with  a  sprinkler 
system  in  stairhall,  two  2  ft.  6  in.  wood  open  stairs;  and 

Whereas,  the  applicant  contends  that  it  is  impossible  at 
this  time  to  obtain  the  standard  fire  alarm  equipment  to 
conform  with  the  rules  and  it  is  requested  that  the  Board 
permit  the  installation  of  a  bell  system  for  rapid  dismissal 
|  of  the  children  in  case  of  emergency,  to  work  off  dry  batteries 
to  he  connected  from  the  office  in  the  basement  with  4  in. 
single  stroke  “adapter  bells  located  in  the  basement,  1st 
and  2nd  floor  stairhalls ;  that  all  other  requirements  of  the 
Fire  Department  have  been  complied  with ;  that  these 
buildings  have  been  occupied  as  a  day  nursery  for  several 
years  and  are  now  in  excellent  condition ;  that  alteration 
plan  206-43  has  been  approved  by  the  borough  superintendent, 
work  completed  and  signed  off  and  certificate  of  occupancy 
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will  be  issued  when  this  appeal  is  disposed  of  by  the  Board 
and  the  fire  department’s  requirements  complied  with ;  and 
\\  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved ,  that  the  decision  of  the  fire  commissioner  dated 
May  8,  1944,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  bell  system 
shall  be  installed  as  proposed,  controlled  from  the  office  and 
with  gongs  located  in  each  building  as  proposed,  and  to  the 
satisfaction  of  the  fire  commissioner ;  that  such  bell  shall 
be  used  for  no  purpose  other  than  as  an  alarm  for  fire  drill; 
that  chills  supervised  by  responsible  persons  in  charge  of 
drill  shall  be  maintained  at  least  once  in  two  weeks;  that  a 
sign  shall  be  posted  at  the  telephone  giving  the  telephone 
number  of  fire  headquarters;  that  in  all  other  respects,  the 
buildings  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  such  portable  fire 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct. 


301-44-A 

A I  PL1CANT  Lama  and  Proskauer,  for  Emma  M.  Rahe, 
owner. 

SLBJECT  Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 739  Eastern  parkway,  north 
side,  280  ft.  5 V2  in.  east  of  Brooklyn  avenue  (Block 
1264,  Lot  59),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Irwin  Steingut. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  q 

THE  RESOLUTION  (301-44-A) 

Whereas,  Lama  and  Proskauer,  for  Emma  M.  Rahe, 
owner,  filed  May  23,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  739  Eastern  park- 
way,  north  side,  280  ft.  5^2  in.  east  of  Brooklyn  avenue 
(Block  1264,  Lot  59),  Borough  of  Brooklyn;  and 
\\  hereas,  the  decision  of  the  borough  superintendent,  dated 
May  18,  1944,  on  Alt.  Applic.  1331-44,  reads : 

“Construction. 

1.  Proposed  occupancy  as  a  public  building  in  a  two 
story  and  basement  non-fireproof  building  over  30  ft. 
high  is  contrary  to  Section  4.2.1  Building  Code. 

2.  Comply  with  Section  6.1. 2.2.3  as  to  providing  two 
required  means  of  egress  (stairways)  from  1st  floor. 

3.  Comply  with  Section  6.1.2.2.2  as  to  providing  two 
required  means  of  egress  direct  to  street  from  basement 
floor. 

4.  Number  of  persons  based  on  Section  6.1.2.3  exceeds 
capacity  of  stairway  from  1st  floor. 

5.  Comply  with  Section  6. 4. 1.8.1  as  to  providing  three 
hour  enclosures  for  required  stairways. 

6.  Stairways  to  continue  to  roof  for  full  required 
width  (Section  6.4.1.11). 

7.  Provide  legal  ventilation  for  basement  and  1st  floors 
for  number  of  persons  based  on  Section  6.1.2.3  Building 
Code.” 

and 

W  HEREAS,  the  applicant  states  the  building  is  three  stories, 
(32  ft.)  in  height;  20  ft.  by  50  ft.  in  area;  of  Class  3  con¬ 
struction  ;  erected  in  1903 ;  located  in  a  residence  use,  C 
area  district  and  used  since  1903  as  a  two  family  dwelling; 
proposed  to  be  used  and  occupied  as  follows  :  cellar,  ordin¬ 
ary;  1  st^  floor,  meeting  room,  150  persons;  2nd  floor,  card- 
room,  25  persons  ;  3rd  floor,  caretaker,  3  persons ;  that  the 
building  is  equipped  with  an  existing  2  ft.  8  in.  wood  stairs 
from  first  to  second  story  and  proposed  to  be  equipped  with 
a  new  3  ft.  8  in.  iron  stairs  from  basement  to  first  story, 
enclosed  in  partitions  of  wood  studs,  wire  lath,  yA  in.  Port- 
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land  cement  mortar  equipped  with  fireproof  self-closmg 
doors ;  that  there  is  an  existing  ladder  and  scuttle  to  roof 
and  one  fire  escape  at  rear,  extending  to  roof  by  ladder  and 

to  yard  by  ladder ;  and  .  . 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
remove  the  existing  stairs  and  construct  a  new  wood  stairs 
3  ft.  8  in.  wide  leading  to  the  1st  floor;  that  these  stairs  are 
to  be  enclosed  in  wire  lath  3/4  in.  Portland  cement  mortar 
on  both  sides ;  that  it  is  proposed  to  construct  a  new  fire 
escape  at  the  rear  leading  directly  to  the  existing  yard; 
that  the  building  has  a  frontage  of  20  ft.  by  50  ft.  and  is 
approximately  900  sq.  ft.  in  area  per  floor ;  that  the  meeting 
room  will  be  used  once  monthly  and  throughout  the  balance 
of  the  month  there  will  be  no  more  than  10  or  12  persons 
occupying  the  cardroom ;  that  due  to  the  small  area  of  the 
building,  the  fact  that  new  stairs  will  be  constructed  and 
new  fire  escape  installed,  it  is  requested  that  the  application 
be  granted  to  permit  the  occupancy  of  the  building  for  a 

club  house.  . 

Resolved  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1331-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  Objec¬ 
tion  1,  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area;  as  to  Objections  2  and  3,  that  the  existing 
means  of  exit  as  proposed  and  as  indicated  on  plans  filed 
with  this  appeal  marked  “Received  May  31,  1944,’’  shall 
be  maintained  provided  an  enclosure  partition  and  door  is 
installed  at  the  top  of  the  primary  means  of  exit  on  the 
second  or  top  floor;  as  to  Objection  4,  that  the  number  of 
occupants  as  proposed  shall  not  be  increased;  as  to  Objection 
5,  that  the  stairway  shall  be  maintained  as  proposed  and  as 
herein  permitted;  as  to  Objection  6,  that  a  scuttle  with  an 
easy  opening  device  shall  be  maintained,  as  indicated  on  plans 
filed  with  this  appeal,  with  a  double  rung  steel  ladder. leading 
thereto ;  that  the  fire  escape  on  the  rear  shall  be  maintained 
as  proposed,  with  a  goose-neck  ladder  to  the  roof  and  a 
counterbalanced  drop  ladder  to  the  yard  and  exit  from 
yard  shall  be  provided  by  means  of  a  gate  in  the  fence 
to  the  adjoining  premises,  and  the  consent  of  the  owner 
thereof,  shall  be  filed  with  the  borough  superintendent;  as 
to  Objection  7,  that  natural  ventilation,  as  indicated,,  shall  be 
maintained  and  the  requirements  for  legal  ventilation  shall 
be  based  on  the  actual  occupancy  as  proposed  as  against 
the  presumptive  occupancy  provided  an  electrically  operated 
exhaust  fan  shall  be  installed  in.  the  rear  window  on  the 
basement  floor ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  such  portable  fire  fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct; 
that  this  variance  shall  be  continued  only  so  long  as  the 
building  is  occupied  substantially  as  proposed. 


309-44-A 

APPLICANT— Raymond  Irrera,  for  John  P.  Guiler,  owner 
(Alice  Randall  Schwartz,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 116-09  to  116-15  84th  avenue, 
north  side,  from  116th  to  117th  street,  83-79  to  83-97 
116th  street  and  83-96  117th  street  (Block  3321, 
Lots  146-155  and  159),  Kew  Gardens,  Borough  of 
Queens. 

APPEARANCES—  T  J  ...  _  ,  „ 

For  Applicant:  Raymond  Irrera  and  Alice  Randall 

Schwartz. 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings  and  Thomas  D.  O  Connell, 
Health  Dep’t. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ^ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 

Negative  .  ® 

THE  RESOLUTION  (309-44-A) 

Whereas,  Raymond  Irrera,  for  John  P.  Guiler,  owner 
(Alice  Randall  Schwartz,  lessee),  filed  May  25,  1944,  an 


appeal  from  a  decision  of  the  acting  borough  superintendent , 
affecting  premises  116-09  to  116-15  84th  avenue,  north  side, 
from  116th  to  117th  streets,  83-79  to  83-97  116th  street  and 
83-96  117th  street  (Block  3321,  Lots  146-155  and  159),  Kew 
Gardens,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  19,  1944,  on  Alt.  Applic.  231-44,  reads: 

“4.  The  required  stairway  from  the  second  floor  does 
not  lead  in  a  continuous  enclosure  to  street  as  required 
by  section  6.4.1.11  Building  Code. 

5.  All  doors  opening  on  required  stairway  are  not  in 
accordance  with  section  6. 4. 1.8.1  Building  Code, 
and 

Whereas,  the  applicant  states  that  the  building  is.  two 
stories  and  attic  (28  ft.)  in  height,  52  ft.  by  36  ft.  6  in.  in 
area  at  1st  floor,  38  ft.  6  in.  by  31  ft.  in  area  at  second  floor; 
Class  3  construction;  erected  in  1908;  located  in  residence 
use,  B  area,  district;  used  since  April  1,  1944,  as  follows: 
cellar,  boiler  room,  storage,  laundry;  1st  floor,  2nd  floor 
and  attic  stories  combined,  dwelling,  one  family;  proposed 
to  be  used  and  occupied,  cellar,  same;  1st  floor,  nursery 
school,  kitchen  and  dining  room,  50  persons ;  2nd  floor, 
nursery  school,  20  persons ;  attic,  dwelling,  2  persons ;  that 
an  interior  fire  alarm  system  will  be  installed ;  that  the 
building  is  equipped  with  one  3  ft.  4  in.  wide  wood  Stairs, 
partially  enclosed  in  terra  cotta  block  partitions,  equipped 
with  wood  doors,  one  exterior  stairs  on  west  side  of  building 
which  leads  to  yard  by  concrete  stoop  with  egress  through 
yard  directly  to  the  street;  and 

Whereas,  the  applicant  contends  that  the  building  is  con¬ 
structed  of  terra  cotta  block  and  stucco  exterior  walls,  fire¬ 
proof  floors  on  1st  and  2nd  floors  and  attic,  wood  roof 
beams  and  Spanish  tile  roof;  that  the  floor  construction  is 
reinforced  concrete  beams,  18  in.  on  centers  with  terra 
cotta  block  arches ;  that  all  interior  partitions  are  terra  cotta 
block  throughout;  that  it  is  proposed  to  use  the  building 
for  a  nursery  school  occupying  the  1st  and  2nd  floors,  and 
for  living  quarters  for  operators  of  the  school  on  the  attic 
floor ;  that  the  cellar  is  to  be  maintained  for  storage,  laundry 
and  boiler  room,  as  originally  used;  and 

Whereas,  the  applicant  contends  as  to  Objection  4,  that 
the  building  has  a  center  hall  arrangement  on  1st  floor  with 
a  3  ft.  4  in.  hardwood  stair,  leading  thereto  with  enclosure 
walls  of  terra  cotta  block;  that  these  walls  have  openings 
on  either  side  of  hall  and  to  adjacent  rooms;  that  the  en¬ 
closure  leads  to  a  vestibule,  which  leads  directly  to  117th 
street  by  means  of  a  concrete  stoop;  that  all  doors  to  street 
will  be  made  to  swing  in  direction  of  egress;  that  an  addi¬ 
tional  exit  door  and  concrete  stoop  will  be  provided  from 
the  nursery  room  on  the  south  side  of  the  building  to  the 
rear  yard;  that  the  blocking  up  of  the  openings  in  the 
center  hall  will  not  result  in  as  good  an  arrangement  of 
exits  as  exist  under  the  present  layout;  that  the  borough 
superintendent’s  objection  is  applicable  only  to  the  separa¬ 
tion  of  the  business  portion  from  the  residence  portion ;  that 
in  addition  to  the  aforesaid  exits  from  the  first  floor,  there 
is  an  exit  from  the  rear  vestibule  leading  to  the  rear  yard 
and  an  exit  from  the  said  yard  leading  to  the  kitchen;  that 
the  applicant  contends  as  to  objection  5,  that  the  wood  doors 
leading  from  all  rooms  to  stairhall  are  adequate,  as  the 
enclosure  partitions  of  the  stairhall  are  pf  fireproof  con¬ 
struction ;  that  section  6.4. 1.8.1  refers  to  public  or  business 
buildings  and  should  not  be  applicable  to  the  .  proposed 
occupancy;  that  an  interior  fire  alarm  system  will  be  in¬ 
stalled  on  the  first  and  2nd  floors ;  that  the  building  has 
been  occupied  as  a  nursery  school  since  April  1,  1944. 

Resolved,  that  the  decision  of  tht  borough  superintendent 
acting  on  Alt.  Applic.  231-44,  Objections  4  and  5,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  in  addition  to  the  exits  as  indi¬ 
cated  on  plans  filed  with  this  appeal,  exit  shall  also  be 
provided  by  means  of  casement  doors  opening  outwardly 
from  each  "of  the  two  rest  rooms  on  the  south  side  of  the 
second  floor,  giving  access  to  the  roof  and  with  a  steel 
stairway  from  the  rear  of  the  porch  roof  leading  to  grade; 
that  a  1  inch  sprinkler  head  shall  be  maintained  in  the 
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kitchen  which  may  be  fed  from  the  domestic  water  supply; 
that  such  portable  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  this 
variance  shall  continue  only  so  long  as  the  building  is 
occupied  substantially  as  proposed. 


315-44-A 

APPLICANT— Arnold  W.  Lederer,  for  Chevra  A.A.A.D. 
Horodock,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 855  Saratoga  avenue,  east  side, 
105  ft.  5A  in.  south  of  Riverdale  avenue  (Block 
3596,  Lot  24),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (315-44-A) 

Whereas,  Arnold  W.  Lederer,  for  Chevra  A.A.A.D 
Horodock,  owner,  filed  May  29,  1944,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent,  affecting  premises  855 
Saratoga  avenue,  east  side,  105  ft.  5'A  in.  south  of  Riverdale 
avenue  (Block  3596,  Lot  24),  Borough  of  Brooklyn;  and 
W  hereas,  the  decision  of  the  borough  superintendent  dated 
May  23,  1944,  on  Alt.  Applic.  1288-44,  reads : 

1.  Changing  occupancy  from  Residence  to  Public  use 
in  a  Class  3  structure  over  two  stories  in  height  is 
contrary  to  sects.  2-1-3-5  &  4.2.1  Bldg.  Code. 

2  Two  legal  fireproof  stairways  req’d  from  each  floor 
as  per  Art.  No.  6  of  Bldg.  Code. 

3.  Live  load  for  meeting  rooms  to  be  100  lbs.  per 
sq.  ft.  office  to  be  50  lbs.  per  sq.  ft. 

4.  Provide  adequate  toilet  facilities  for  both  sexes” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  and  basement  (32  ft.)  in  height,  20  ft.  by  60  ft 
in  area;  Class  3  construction;  erected  in  1922;  located  in  a 
business  use,  B  area,  district ;  used  and  occupied  since  1922 
as  a  two-family  dwelling ;  proposed  to  be  used  and  occupied 
as  follows;  cellar,  storage,  toilets,  3  persons;  1st  floor, 
Synagogue,  150  persons;  2nd  floor,  private  meeting  room 
“s™.in  conjunction  with  Synagogue,  70  persons;  that  the 
building  is  equipped  with  one  3  ft.  wide  wood  stairs,  enclosed 
in  partitions  of  wood  studs,  wood  lath  and  plaster,  equipped 
with  wood  doors  which  are  not  self-closing  and  this  stairway 
leads  from  the  top  story  to  the  street;  and 
Whereas,  the  applicant  contends  that  the  building  is  semi¬ 
detached,  has  a  peaked  roof  and  the  attic  portion  could  not 
be  used  for  occupancy,  as  there  is  no  access  thereto ;  that  the 
proposed  use  will  be  conducted  by  a  religious  organization 
and  the  premises  will  not  be  operated  for  profit,  that  the 
stair  hall  will  be  fire-retarded  and  all  doors  leading  thereto 
made  fireproof,  self-closing;  that  Labor  Law  fire  escape  with 
fi~  ,n\  s*air  be  provided  from  rear  of  2nd  floor ; 
that  the  cellar  stair  will  be  fireproof,  enclosed ;  that  the  first 
tier  will  be  made  good  for  100  lbs.  liveload  and  the  2nd 
floor  will  be  reinforced  to  sustain  75  lbs.  liveload,  due  to 
the  proposed  light  lodging,  with  the  exception  of  the  kitchen 
and  office  which  will  remain  as  designed  for  40  lbs.  liveload. 

\esoroed,  that  the  decision  of  the  borough  superintendent 
aUmg  on  Alt.  Applic.  1288-44,  Objection  1,  be  and  it 
ereb\  is  modified  and  that  the  appeal  be  and  it  hereby  is 
ffr(intcd  on  condition  that  the  building  shall  not  be  increased 
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escape  may  be  rearranged  so  as  to  lead  easterly;  that  the 
existing  opening  at  the  rear  of  the  basement  shall  be 
maintained  and  not  bricked  up,  as  indicated  on  such  plans ; 
as  to  objection  3,  that  the  floor  shall  be  reinforced  so  as  to 
provide  the  floor  loading  as  proposed;  as  to  objection  4, 
that  the  toilet  facilities  shall  be  increased  so  as  to  provide 
50%  more,  than  as  indicated  both  on  the  basement  and 
second  stories ;  that  a  1  inch  sprinkler  head  shall  be  installed 
in  the  kitchen,  which,  may  be  fed  from  the  domestic  water 
supply ,  that  the  partition  between  the  proposed  synagogue 
and  lobby  and  between  the  lobby  and  vestibule,  shall  be  a 
fii  e-retai  ding  partition  as  approved  for  one  hour  fire  test 
and  the  doors  shall  be  one  hour  fire  test  fireproof  and  self- 
closing ,  that  the  door  from  the  stairway  leading  to  vestibule 
shall  be  similar;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 

1042-41-S 

APPLICANT — Brewster  Aeronautical  Corporation,  appli- 
„T  cant  and  lessee;  Braeco  Realty  Corporation,  owner. 
SUBJECT— Application  for  consideration — reopening  and 
amendment  of  resolution — re  Variation  of  the  labor 
law  as  cited  in  decisions  of  the  fire  commissioner, 
previously  granted  on  condition. 

PREMISES  AFFECTED — 34-01  to  34-19  38th  avenue, 

north  side,  between  34th  and  35th  streets  (Block  376, 

APPEARANCES— g  Island  City’  BorouSh  of  Queens. 

For  Applicant;  Merwin  Lewis  and  William  T. 
Landry. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative ;  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  q 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (1042-41-S) 

Wei  ere  as,  this  application  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  34-01  to  34-19  38th  avenue 
north  side,  between  34th  and  35th  streets  (Block  376,  Lot 
1),  Long  Island  City,  Borough  of  Queens,  was  granted  by 
the  Board  on  December  16,  1941,  on  certain  conditions 
resolution  amended  on  October  26,  1943  and  December  23 
1943;  and 

\\  hereas,  the  applicant  has  requested  a  further  amend- 
Irlcn^  the  resolution  and  has  stated  that  the  occupancy 
of  the  building  is  such  as  not  to  require  the  installation  of 
a  fire  alarm  system  or.  maintenance  of  a  fire  drill  and  has 
requested  that  the  requirement  that  such  shall  be  maintained 
shall  be  omitted  from  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  16,  1941  as 
amended  October  26,  1943  and  December  21,  1943,  so  that 
as  amended,  the  portion  relating  to  an  interior  fire  alarm 
system  and  fire  drills,  shall  read: 

that  the  sprinkler  system  shall  be  maintained  to  the 
satisfaction  of  the  fire  commissioner.” 

697-42-S 

APPLICANT— Kollmorgen  Optical  Corporation,  lessee,  for 
United  States  Government — Navy  Department 
owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution  re  Variation  of  the  labor 
law  as  cited  in  an  order  and  a  decision  of  the  fire 
commissioner,  previously  granted  on  condition 
PREMISES  AFFECTED — 2-10  Franklin  avenue  and  92- 
104  Wallabout  street,  southwest  corner  (Block  2261, 
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MINUTES 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  . 0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (697-42-S) 


Whereas,  this  application  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  2-10  Franklin 
avenue  and  92-104  Wallabout  street,  southwest  corner  (Block 
2261,  Lot  9),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  June  15,  1943,  on  certain  conditions;  and 
Whereas,  the  applicant  has  requested  an  amendment  of 
the  resolution,  by  stating  that  an  error  was  made  in  his 
application  in  stating  that  the  plant  was  equipped  with  a  fire 
alarm  system,  whereas  no  such  system  was  installed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  15,  1943,  by  omitting 
the  reference  to  an  interior  fire  alarm  system  in  the  appli¬ 
cant's  statement. 


503-43-S 

APPLICANT— Brewster  Aeronautical  Corporation,  owner. 
SUBJECT — Application  for  variation — amendment  of  reso¬ 
lution — re  Variation  of  the  labor  law,  as  cited  in 
a  decision  of  the  fire  commissioner,  previously 
granted  on  condition. 

PREMISES  AFFECTED— 37-01  31st  street,  southeast  cor¬ 
ner  of  37th  avenue  (Block  373,  Lot  21),  Long 
Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Medwin  Lewis  and  William  T. 
Landry. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (503-43-S) 


Whereas,  this  application  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  37-01  31st  street,  southeast 
corner  of  37th  avenue  (Block  373,  Lot  21),  Long  Island 
City,  Borough  of  Queens,  was  granted  by  the  Board  on 
October  26,  1943,  on  certain  conditions  and  the  resolution 
amended  on  December  21,  1943;  and 

Whereas,  the  applicant  has  requested  a  further  amend¬ 
ment  of  the  resolution  and  has  stated  that  the  occupancy 
of  the  building  is  such  as  not  to  require  the  installation  of 
a  fire  alarm  system  or  maintenance  of  a  fire  drill  and  has 
requested  that  the  requirement  that  such  shall  be  maintained 
shall  be  omitted  from  the  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  26,  1943,  as  amended 
December  21,  1943,  so  that  as  amended,  the  portion  relating 
to  an  interior  fire  alarm  system  and  fire  drills,  shall  read : 
“that  the  sprinkler  system  shall  be  maintained  to  the 
satisfaction  of  the  fire  commissioner.” 


504-43-S 

APPLICANT — Brewster  Aeronautical  Corporation,  appli¬ 
cant  and  lessee,  for  Ford  Motor  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Variation  of  the  labor 
law,  as  cited  in  decision  of  the  fire  commissioner, 
previously  granted  on  condition. 

PREMISES  AFFECTED— 32-14  Northern  boulevard, 
southeast  corner  of  Honeywell  street  (Block  214, 
Lot  210),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Merwin  Lewis  and  William  T. 
Landry. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (504-43-S) 


Whereas,  this  application  from  a  decision  of  the  fire 
commissioner,  affecting  premises  32-14  Northern  boulevard, 
southeast  corner  of  Honeywell  street  (Block  214,  Lot  210), 
Long  Island  City,  Borough  of  Queens,  was  granted  by  the 
Board  on  October  26,  1943,  on  certain  conditions  and  the 
resolution  amended  on  December  21,  1943  and  January  25, 
1944;  and 

Whereas,  the  applicant  has  requested  a  further  amend¬ 
ment  of  the  resolution  and  has  stated  that  the  occupancy 
of  the  building  is  such  as  not  to  require  the  installation  of 
a  fire  alarm  system  or  maintenance  of  a  fire  drill  and  has 
requested  that  the  requirement  that  such  shall  be  maintained 
shall  be  omitted  from  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  26,  1943,  as  amended 
December  21,  1943  and  January  25,  1944,  so  that  as  amended, 
the  portion  relating  to  an  interior  fire  alarm  system  and 
fire  drills,  shall  read: 

“that  the  sprinkler  system  shall  be  maintained  to  the 
satisfaction  of  the  fire  commissioner.” 


505-43-S 


APPLICANT — Brewster  Aeronautical  Corporation,  appli¬ 
cant  and  lessee;  Sculte  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Variation  of  the  labor 
law  as  cited  in  a  decision  of  the  fire  commissioner, 
previously  granted  on  condition. 

PREMISES  AFFECTED— 47-39  Austell  place  (Anable 
avenue),  northwest  corner  of  27th  street  (Block 
97,  Lot  4),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Merwin  Lewis  and  William  T. 

Landry. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 


TION— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Murphy .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (505-43-S) 

Whereas,  this  application  from  a  decision  of  the  fire 
commissioner,  affecting  premises  47-39  Austell  place  (Anable 
avenue),  northwest  corner  of  27th  street  (Block  97,  Lot  4), 
Long  Island  City,  Borough  of  Queens,  was  granted  by  the 
Board  on  October  26*  1943,  on  certain  conditions  and  the 
resolution  amended  on  December  21,  1943 ;  and 
Whereas,  the  applicant  has  requested  a  further  amend¬ 
ment  of  the  resolution  and  has  stated  that  the  occupancy 
of  the  building  is  such  as  not  to  require  the  installation  of 
a  fire  alarm  system  or  maintenance  of  a  fire  drill  and  has 
requested  the  requirement  that  such  shall  be  maintained 
shall  be  omitted  from  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  26,  1943,  as  amended 
December  21,  1943,  so  that  as  amended,  the  portion  relating 
to  an  interior  fire  alarm  system  and  fire  drills,  shall  read : 
“that  the  sprinkler  system  shall  be  maintained  to  the 
satisfaction  of  the  fire  commissioner.” 


(Remaining  minutes  of  the  regular  meeting  of  June  6, 
1944  will  be  printed  in  the  Bulletin  of  June  20,  1944.) 


514 


PUBLIC  HEARING 


PROPOSED  RULES  FOR  USE  OF  METHYL  CHLORIDE 

REFRIGERATING  SYSTEMS. 


IN  CLASS  B  AND  C 


NOTICE  IS  HEBEBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  June  23,  1944  at  10  A.  M.,  Room  1013,  Municipal 
Building,  Manhattan,  on  the  Proposed  Rules  for  Use  of 
Methyl  Chloride  in  Class  B  and  C  Refrigerating  System. 


(Cal.  333-44-SR.) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Par.  2  of  the  Charter  of 
the  City  of  Neiv  York  and  Section  C19-98.0  of  the  'Ad¬ 
ministrative  Code. 

Scope : 

These  rules  are  supplementary  and  additional  to  the  re¬ 
quirements  of  C19-98.0  providing  for  the  use  of  methyl 
chloride  in  class  B  and  class  C  refrigerating  systems. 

The  promulgation  of  these  rules  has  become  necessary 
because  of  the  military  requirements  for  Freon  (F12). 
Methyl  chloride,  while  not  permitted  to  be  used  in  class  A 
systems,  is  permissively  allowed  in  class  B  and  C  systems. 
However,  when  used  in  refrigerating  systems  which  formerly 
used  F  reon,  additional  precautions  and  safeguards  are  neces¬ 
sary  to  adapt  the  refrigerating  equipment  for  use  with 
methyl  chloride. 

Note:  References  given  herein  preceded  by  C19-  or 
C26-  refer  to  specific  sections  of  the  Administrative 
Code.  Wherever  decimal  numbers  occur,  such  system 
of  numbering  refers  to  these  rules. 

C19-96.0  Permits — a.  Except  as  provided  in  this  article, 
it  shall  be  unlawful  to  maintain  or  operate  a  refrigerating 
system  without  a  permit. 

b.  A  permit  will  not  be  required  for  a  class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  poi  tions  of  either  a  tenement  house,  or  a  business 
building. 

c.  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article,  as 
are  deemed  by  the  commissioner  necessary  in  the  interest 
of  public  safety. 

d  A  permit,  where  required,  shall  be  applied  for  forty- 
eight  iioui  s  after  installation  is  completed,  containing  the 
name  of  the  person  for  whom  the  system  is  installed  and 
the  place  of  location  of  the  system. 

e.  Only  the  refrigerant  specified  in  the  permit  shall  be 
used  in  the  system. 

f.  Refrigerating  systems  to  which  these  provisions  can¬ 
not  be  applied,  may  be  maintained  and  operated  subject  to 
such  conditions  as  are  deemed  necessary  by  the  commissioner. 

C19-97.0  Classifications. — a.  The  total  amount  of  re- 
Irigerant  common  to  a  system  operating  through  one  or 
more  evaporators,  shall  be  considered  the  capacity  of  the 
system  and  determine  its  class. 

b.  A  class  A  system  is  a  system  containing  one  thousand 
pounds  or  over  of  refrigerants,  or  capable  of  thirty  tons 
capacity  or  over. 

c.  A  class  B  system  is  a  system  capable  of  less  than 
thirty  tons  capacity,  or  containing  less  than  one  thousand 
pounds  of  retrigerant  and  more  than  the  amounts  provided 
ior  in  a  class  C  system. 

d.  A  class  C  system  is  a  system  containing  not  more  than 
twenty  pounds  of  refrigerant. 
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C19-98.0  Permissible  locations.— a.  It  shall  be  unlawful 
to  install  any  class  A  or  class  B  systems  in  any  public  build¬ 
ing  as  defined  by  subdivision  a  of  section  C26-235  0  of  the 
code,  until  plans  have  been  filed  with  and  approved  by  the 
fire  commissioner,  or  no  refrigerant  shall  be  placed  in  the 
system  until  a  permit  has  been  obtained  from  such  com¬ 
missioner. 

•  b'  Thu  ^\r.ect  method  of  refrigeration  shall  not  be  used 

•n  *any.bui  -whethe.r  or  not  a  Permit  is  required  for 
installation  therein,  outside  of  the  refrigerating  machinery 
room,  except  in  buildings  used  exclusively  for  ice  making 
or  for  refrigerating  purposes,  or  when  such  method  is 
not  carried  above  the  first  floor  in  business  buildings  or 
in  the  business  sections  of  business  buildings  when  ’  the 
entne  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a 
residence  building  occupied  by  not  more  than  two  families 
or  in  any  building  in  which  a  non-irritant  and  non-inflam- 
mab,e  refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

c.  It  shall  be  unlawful  to  use  brine  iu  any  brine  circulat¬ 
ing  system  that  will  generate  inflammable  vapor  at  a  tem¬ 
perature  below  one  hundred  degrees  Fahrenheit  when  tested 
in  a  I  aghabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

d.  It  shall  be  unlawful  to  install  or  maintain  a  class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  exclusively  for  ice  making  or 
lefrigeratmg  purposes^  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
pnor  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

e  Systems  on  demonstration  in  exhibition  halls  shall 
pound”'  d  refrigerant!*  *yl*  not  m0K  tlw'>  ten 

f.  It  shall  be  unlawful  to  install  or  maintain  a  refrigerat- 
inV/r  emPloUn8  an  irritant  or  inflammable  refrigerant 

j.  T!le  stairways,  halls,  lobbies,  entrances,  exits  or 
auditoriums  of  any  building; 

2.  Dance  halls,  courtrooms,  police  stations,  jails 
subways,  theatres,  or  motion  picture  theatres  ; 

3.  W  aiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre 
or  motion  picture  theatre  or  where  persons  are  detained 
or  confined; 

5  A  school,  unless  the  refrigerating  system  is  used 
exclusively  for  instruction  or  research  purposes; 

6.  A  hospital  or.  asylum  in  which  persons  are  con¬ 
fined  or  given  medical  treatment,  or  are  helpless.  Un¬ 
less  otherwise  required  by  this  section,  such  refrigerat¬ 
ing  system  shall  be  cut  off  from  the  building  by  un- 
pierced  fireproof  construction.  The  foregoing  provi¬ 
sions  do  not  apply  to  hermetically  sealed  unit  systems 
containing  not  more  than  six  pounds  of  refrigerant 
w  ion  located  in  dance  halls,  police  stations,  diet  kitchens 
ot  hospitals,  schools,  or  laboratories,  and  when  located 
in  rooms  shut  off  from  the  rest  of  the  building  bv  tight 
partitions  and  tight  fitting,  solid  self-closing  doors  and 
located  in  a  room  having  a  window  to  the  outside  air. 

g.  An  intermittent  absorption  type  of  refrigerating  ma¬ 
chine  shall  not  be  permitted  in  a  class  A  system.  ‘  Such 
type  of  machine  shall  be  permitted  in  a  class  B  system  only 
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when  a  heating  medium  of  low  pressure  steam  is  used  in 
its  operation. 

h.  The  use  of  methyl  and  ethyl  chloride,  suphur  dioxide, 
or  a  hydro-carbon  refrigerant  is  not  permitted  in  class  A 
system. 

i.  A  class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained,  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
of  brick  or  six  inches  of  reinforced  concrete.  Direct  exit 
therefrom  leading  to  the  open  air  and  not  to  any  other  part 
of  the  building  shall  be  maintained  and  shall  be  provided 
with  vapor-tight,  self-closing  fireproof  doors. 

Rule  1.0  Prohibited  Uses  of  Methyl  Chloride  Refrigerant. 

1.1  No  direct  system  or  indirect  open  spray  sys¬ 
tem  of  air  conditioning  employing  methyl 
chloride  shall  be  permitted  in  a  public  build¬ 
ing  as  defined  in  C26-235.0. 

1.2  The  direct  method  of  refrigeration  may  be 
permitted  when  the  installation  satisfies  the 
requirements  of  Section  C19-98.0  and  only 
when  the  percentage  of  methyl  chloride  to  the 
volume  of  conditioned  space  is  not  over  .7  of  1 
per  cent.  (Methyl  chloride  to  equal  8.0  cubic 
feet  per  lb.) 

Rule  2.0  Requirements  for  Permissible  Uses  of  Methyl 
Chloride  Refrigerant  in  Class  B  and  C  Refrigerat¬ 
ing  Systems. 

2.1  That  the  refrigerating  equipment  room  shall 
be  isolated  from  human  occupancies  by  rea¬ 
sonably  gas  tight  opening  closures. 

2.2  A  mechanical  exhaust  system  with  a  capacity 
of  ten  changes  of  air  per  hour  shall  be  pro¬ 
vided  for  the  refrigeration  equipment  room 
and  so  controlled  electrically  and  automatic¬ 
ally  that  it  shall  start  with  the  refrigerating 
system  and  be  kept  running  while  the  system 
is  in  operation ;  that  an  independent  switch 
remotely  located  and  labeled  shall  be  pro¬ 
vided  for  the  mechanical  exhaust  system  so 
that  such  ventilating  system  may  operate  in¬ 
dependently  if  it  should  become  necessary  to 
stop  the  refrigerating  system  during  an 
emergency ;  that  the  intake  to  the  exhaust 
fan  shall  be  located  as  near  the  floor  as  prac¬ 
ticable.  The  capacity  of  such  ventilating  sys¬ 
tem  shall  comply  with  the  requirements  of 
Section  C-19-99,  b3. 

2.3  That  the  service  company  making  the  con- 
.  version  shall  check  with  the  manufacturer  of 

the  specific  equipment  and  certify  in  writing 
that  conversion  to  methyl  chloride  can  be 
safely  made  and  shall  list  the  changes  in  the 
system  and  controls  as  recommended  by  the 
manufacturer  to  make  the  equipment  suitable 
for  use  with  methyl  chloride.  The  service 
company  shall,  after  complying  with  the 
recommended  changes  by  the  manufacturer, 
certify  to  the  Fire  Commissioner  that  such 
recommended  changes  have  been  made  and 
shall  certify  that  all  the  requirements  of 
these  rules  have  been  complied  with. 

2.3.1  The  system  shall  be  completely  purged 
of  all  freon  and  the  lubricating  oil 


replaced  with  fresh  oil  suitable  for  use 
in  refrigeration. 

2.3.2  The  system  shall  be  thoroughly  cleansed, 
dehydrated  and  tested  for  tightness  and 
leaks  by  pressure  immediately  after 
methyl  chloride  is  added.  After  the 
system  has  been  purged  as  provided  in 
Rule  2.3.1  and  before  methyl  chloride 
is  added,  special  tubes  shall  be  at¬ 
tached  on  the  feed  side  of  the  line, 
containing  either  silica  gel  (high  test 
solid  material  specifically  designed  for 
refrigerant  drying),  activated  alumina 
or  suitable  drying  agent  to  insure  thor¬ 
ough  dryness  of  the  refrigerant. 

2.3.3  Expansion  valves  shall  be  reset  or  re¬ 
placed  as  required. 

2.3.4  Relief  valves  and  pressure  limiting  de¬ 
vice  shall  be  reset  to  conform  to  the 
Administrative  Code  requirements. 

2.3.5  All  gaskets  in  the  system  shall  be  re¬ 
placed  with  gaskets  suitable  for  use 
with  methyl  chloride. 

2.3.6  Only  the  exact  amount  of  methyl 
chloride  shall  be  charged  into  the  sys¬ 
tem.  Capacities  shall  be  measured  on 
the  basis  of  weight  of  the  refrigerant 
and  not  volume.  Under  no  circum¬ 
stances  shall  external  heat,  steam,  open 
flame  or  otherwise,  be  applied  to  the 
cylinder  containing  the  refrigerant  and 
only  the  exact  amount  of  refrigerant 
required  for  charging  shall  be  per¬ 
mitted  to  be  delivered  to  the  premises. 
After  charging  the  cylinder  shall  be 
immediately  disconnected  and  removed. 
No  reserve  storage  of  methyl  chloride 
snail  be  permitted  nor  shall  there  be 
any  open  flames  in  the  same  room  with 
the  refrigeration  equipment. 

2.3.7  Before  charging  any  refrigeration  sys¬ 
tem  with  methyl  chloride,  all  parts 
which  are  in  contact  with  the  refriger¬ 
ant  and  are  composed  of  aluminum, 
magnesium,  zinc  or  their  alloys,  shall 
shall  be  replaced  with  parts  made  of 
suitable  metals. 

2.3.8  Upon  completion  of  the  conversion 
from  freon  to  methyl  chloride,  and  be¬ 
fore  the  equipment  is  put  in  operation, 
the  service  company  shall  make  a  com¬ 
plete  check  for  leaks  using  a  Halide 
torch  and  immediately  remedy  any 
leaks. 

2.3.9  A  mask  or  helmet  as  approved  by  the 
Bureau  of  Mines  of  the  U.  S.  Dept, 
of  Interior  for  use  with  methyl  chlor¬ 
ide  shall  be  provided  in  a  suitable  wall 
cabinet  located  immediately  outside  the 
equipment  room. 

2.3.10  A  weekly  inspection  by  the  person  hold¬ 
ing  a  certificate  of  fitness  to  supervise 
refrigerating  equipment  as  provided  in 
C26-214.0  shall  be  made  of  the  refrig¬ 
eration  equipment  and  all  piping  and 
connections  for  leakage. 

2.3.11  Refrigeration  equipment  within  the  pur¬ 
view  of  these  rules  shall  bear  a  metal 
sign  reading :  “Caution :  Methyl  Chlor¬ 
ide  Refrigerant,  Guard  against  Leaks.” 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subiect 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  June  13,  1944 
Cal.  No.  Dept.  Premises  Affected. 

340-44-BZ — H.B.Bx. — 750-762  Allerton  avenue,  and  2556- 
2560  Holland  avenue,  southeast  corner  (Block  4435,  Lot 
32),  Borough  of  The  Bronx,  Amendment  to  Alt.  287-43. 

341_44_SM — Research  Air  Filter,  Series  No.  230,  Dry 
Type,  manufactured  by  Research  Products  Corporation, 
Material. 

342-44-A— H.B.B.— 436-450  18th  street,  1801-1823  8th  ave¬ 
nue,  southeast  corner  and  427-441  19th  street  (Block  882, 
Lot  1),  Borough  of  Brooklyn,  Alt.  1529-44. 

343_44_A — H.B.B. — 2183  McDonald  avenue,  east  side, 
20.78  ft.  south  of  Avenue  T  and  2030-2050  West  street 
(Block  7104,  Lots  325,  237  and  275),  Borough  of  Brook¬ 
lyn  (Under  section  35,  General  City  Law  re  bed  of 
mapped  street — Sloan  and  Whitney  places),  B.  N. 
141-44. 

344.44-A — F.D. — 11-13  Hancock  street,  south  side,  100  ft. 
east  of  Franklin  avenue  (Block  1998,  Lot  20),  Borough 
of  Brooklyn,  12803-L.F. 

345- 44-SA— Reliable  Heat  Exchanger,  (Oil  Preheater), 
Appliance. 

346- 44-A — F.D. — 193  Joralemon  street,  north  side,  140.5 
ft.  west  of  Court  street  (Block  255,  Lot  7),  Borough  of 
Brooklyn,  8403-LF  and  Decision. 

347.44. BZ— H.B.Q.— 112-19  to  112-21  New  York  boule¬ 
vard  and  163-03A  to  163-03  Phroane  avenue,  northeast 
corner  (Block  10202,  Lots  58,  59  and  60),  Cedar  Manor, 
Borough  of  Queens,  Alt.  528-44. 

348_44-A — F.D. — 20  Cabrini  boulevard  and  840-846  West 
178th  street,  southwest  corner  (Block  2177,  Lot  310), 
Borough  of  Manhattan,  38201-LC. 

349.44.  A — H.B.B. — 193  Lefferts  place,  north  side,  128  ft. 
\y2  in.  west  of  Franklin  avenue  (Block  2016,  Lot  58), 
Borough  of  Brooklyn,  Alt.  1154-44. 

350- 44-SA — Kres-Kno  Fuel  Feeding  Unit,  Appliance. 

351- 44-SM — -American  Kiln  and  Furnace  Company  Down 
Draft  Ceramic  Kiln,  manufactured  by  American  Kiln 
and  Furnace  Company,  Material. 

352- 44-A — F.D. — Re:  Packaging  of  inflammable  mixture 
known  as  “L  and  R  Rinsing  Solution,  No.  3”  in  32  oz. 
glass  containers  (capacity  of  glass  containers  not  in 
conformity  with  Administrative  '  Code  requirements). 
Decision. 

353- 44-A — H.B.M. — 157  South  street,  west  side,  71  ft.  2 
in.  south  c>f  Dover  street  (1st  floor);  (Block  107,  Lot  4), 
Borough  of  Manhattan,  Alt.  443-44. 

354- 44-BZ — H.B.B. — 121-127  East  16th  street,  east  side, 
185  ft.  north  of  Albemarle  road  (Block  5097,  Lot  52), 
Borough  of  Brooklyn,  Alt.  1162-44. 


355- 44-A— H.B.B. — 121-127  East  16th  street,  east  side, 
185  ft.  north  of  Albemarle  road  (Block  5097,  Lot  52), 
Borough  of  Brooklyn,  Alt.  1162-44. 

356- 44-A — H.B.B. — 286  Avenue  X,  south  side,  80  ft.  west 
of  West  2nd  street  (Block  7193,  Lot  6),  Borough  of 
Brooklyn,  Alt.  875-44. 


Restored  to  Calendar. 

381-27-BZ — H.B.Q. — 88-01  to  88-19  Roosevelt  avenue, 
north  side,  from  88th  to  89th  streets  (Block  617,  Lot 
38),  Elmhurst,  Borough  of  Queens,  Alt.  324-44. 

1058-38-A — H.B.R. — 23-25  Sand  street,  north  side,  241.17 
ft.  east  of  Bay  street  and  24  Wave  street  (Block  489, 
Lot  19),  Stapleton,  Borough  of  Richmond,  Alt.  48-44. 

346-38-A— H.B.M.— 2473-2475  Broadway  and  292  West 
92nd  street,  southwest  corner  (Block  1239,  Lot  55),  Bor¬ 
ough  of  Manhattan,  Alt.  553-44. 

741-41-BZ — H.B.Q. — 165  Beach  102nd  street,  northwest 
corner  of  Ocean  Promenade  (Block  641,  Lot  35  and 
part  of  Lot  48),  Rockaway  Beach,  Borough  of  Queens, 
Amendment  to  M-7358-41. 


596-42-BZ — H.B.B. — 30  Richmond  street,  west  side,  194 
ft.  6  in.  south  of  Jamaica  avenue  and  692-710  Jamaica 
avenue  (Block  4102,  Lots  19  and  35),  Borough  of  Brook¬ 
lyn,  Amendment  to  N.  B.  313-42. 

810-42-BZ — H.B.B. — 1-27  Montauk  avenue,  3144-3166 
Atlantic  avenue,  southeast  corner  and  2-40  Milford 
street  (Block  3976,  Lots  25,  27,  31,  37,  43  and  48), 
Borough  of  Brooklyn,  Amendment  to  Alt.  1282-43. 


621-24-BZ — H.B.M. — 234-240  East  54th  street,  south  side, 
100  ft.  west  of  2nd  avenue  (Block  1327,  Lots  29-32  in¬ 
clusive),  Borough  of  Manhattan,  Amendment  to  Alt. 
498-44. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx ;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 

Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 


and  Use  of . 

Dec. 

28, 

1943- 

-Vol.  28,  No. 

S2A 

Carbon  Dioxide  Liquefier,  Rules.... 

Dec. 

28, 

1943- 

-Vol.  28,  No. 

32  A 

Certificates  of  Occupancy,  approved 

form  . 

28, 

1943- 

-Vol.  28,  No. 

52A 

Concrete  Flat  Slabs,  Rules . 

July 

13, 

1937- 

-Vol.  22,  No. 

28 

Concrete  Masonry  Units,  Rules  for 

Manufacture,  Testing  and  Use 

of  . 

Dec. 

28, 

1943- 

-Vol.  28,  No. 

S2A 

Concrete  Rules  (Hydrated  Lime)... 

Aug. 

3, 

1937- 

-Vol.  22,  No. 

31 

Elevator  Rules  . 

Mar. 

3, 

1936- 

-Vol.  21,  No. 

0 

Erection,  Alteration,  Repair,  Ex- 

cavation  for  and  Demolition  of 

Buildings  . 

Dec. 

28, 

1943- 

-Vol.  28,  No. 

52A 

Exit  Rules  (Revolving  Doors).... 

,  June 

IS. 

1937- 

-Vol.  22,  No. 

24 

Factory  Exit  Rules . 

.  Mar. 

H, 

1944- 

-Vol.  29,  No. 

11 

Fire  Alarm  Rules  (Interior) . 

Dec. 

28. 

1943- 

-Vol.  28.  No. 

S2A 

Fire  Drill  Rules  . 

.  Mar. 

7, 

1944- 

-Vol.  29.  No. 

10 

Fire-resistive,  Flameproof  Materials, 

7 

etc..  Rules  for  Testing  of . . 

■  Feb. 

IS. 

1944- 

-Vol.  29,  No. 
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C"  r>  ,  r,  ,  ,  „  Last  Publication  in  Bulletin 

I  ire  Retarding  Rules  for  Garages, 

it-  - ; . Dec.  28.  1943— Vol.  28,  No.  52A 

Fireproof  Wood,  Testing  of . Apr.  13,  1937— Vol.  22,  No  15 

brame  Garages,  Ruling  for. . Jan.  21,  1919— Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

r,„  vj  •  n  *i . Dec.  28'  1943 — Vol.  28,  No.  52A 

5  .  £hut'°£  Rule.s . APf-  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . June  5,  1928— Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . Dec.  28,  1943 — Vol.  28,  No.  52A 

Oil  Burner  Rules. .  . Dec.  28,  1943— Vol.  28,  No.  52A 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr.  11,  1944— Vol.  29,  No.  15 

raint,  V  arnish  and  Lacquer  Spray- 

, ,ine  Ru,es  •  •  •  •  •  V  •  •  • ; . Mar.  28,  1944— Vol.  29,  No.  13 

platform  I  rucks,  Specifications  for. .  Nov.  24,1936 — Vol.  21  No  47 

P  umbing  Rules  . . Aug.  3,  1937— Vol.  22,  No!  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective*  Methods  to  Prevent 

Contamination  of  Water  Supply).Mar.  14,  1944— Vol.  29  No  11 

Procedure  Rules  of. . .  . Sept.  7,  1937— Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A. C.. April  25,  1944— Vol.  29,  No  17 

bmoking  in  Factories,  Rules  for _ June  20,  1944— Vol.  29  No  25 

Sprinkler  Rules  ...  June  29,  1937— Vol.  22,  No.  26 

Standpipe  Fireline  Rules . June  8,  1937— Vol.  22,  No.  23 

Structura!  Alterations,  Reporting. ..  June  7,  1932— Vol.  17,  No.  23 

lank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

*?.nk  Trucks  Gasoline,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) ..  Dec.  28,1943 — Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28 
No.  23A. 


JUNE  20,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  20,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

535-32-BZ  Application  of  Frederick  R.  Ryan,  applicant, 
on  behalf  of  W.  Parsons  Todd,  owner,  reopened  May 
31,  1944,.  for  consideration  as  to  extension  of  permit — • 
Application,  previously  granted  on  condition,  under  sec¬ 
tion  7f  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  maintenance  of  a  gasoline  service  sta¬ 
tion  for  a  temporary  term  of  two  years;  premises  2300- 
2310  Boston  road  and  701-709  Astor  avenue,  northeast 
corner  (Block  4346,  Lot  5),  Borough  of  The  Bronx. 

274-44-BZ— Application,  May  8,  1944,  under  section  7c 
of  the  zoning  resolution,  of  A.  H.  Salkowitz,  applicant, 
on  behalf  of  Charles  Fuchs,  owner,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  the 
conversion  of  occupancy  of  a  building  from  a  motion 
picture  theatre  (previously  acted  upon  by  the  Board), 
to  a  warehouse  for  the  storage  of  household  furniture; 
premises  68-10  Woodside  avenue,  southeast  corner  of 
68th  street  (Block  1346,  Lot  13),  Woodside,  Borough 
of  Queens. 

35-44-BZ— Application,  January  13,  1944,  under  section 
, '.of  *ne  zoning  resolution,  of  Roy  Clinton  Morris,  ap¬ 
plicant,  on  behalf  of  Joseph  Lanza,  owner  (Jack  Ditchek, 
lessee),  to  permit  in  a  business  use  district,  the  conver¬ 
sion  of  occupancy  of  an  existing  building  (now  oper¬ 
ating  as  a  motor  vehicle  repair  shop  without  a  certifi¬ 
cate  of  occupancy)  to  a  motor  vehicle  repair  shop* 
premises  8230  18th  avenue,  west  side,  46  ft.  6  in.  north 
of  84th  street  (Block  6314,  Lot  75),  Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

' I8  East  42nd  street,  south  side,  166  ft.  east 
of  Fifth  avenue  (Block  1276,  Lot  66),  Borough  of  Man¬ 
hattan. 

243-44-A — 1236-1286  Atlantic  avenue,  south  side,  80  ft 
Tof  Nostrand  avenue  (Buildings  1  to  8) ;  (Block 
LOO,  Lot  21),  Borough  of  Brooklyn. 


211-44- A— 36-08  Review  avenue,  west  side,  98.99  ft.  south 
of  Greenpoint  avenue  (Block  312,  Lot  35),  Long  Island 
City,  Borough  of  Queens. 

286-44-A  117  East  42nd  street,  northwest  corner  of 

Lexmgton  avenue  (28th  floor);  (Block  1280,  Lots  30  and 
60),  Borough  of  Manhattan. 

288-44-A— 335  Carroll  street,  north  side.  230  ft.  east  of 
Hoyt  street  (Block  444,  part  of  Lot  18),  Borough  of 
Brooklyn. 

292-44-A— 127-137  Wallabout  street,  north  side  49  ft. 
3)4  in.  east  of  Middleton  street  (4th  floor);  (Block  2239 
Lot  3),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  20,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  20,  1944  at  2  o’clock  in  Room  1013 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Appeals  from  Administrative  Decisions. 

254-44-A^466-470  17th  street,  south  side,  93  ft.  2  in  east 
of  7th  avenue  and  471  18th  street  (Block  873,  Lot  30) 
Borough  of  Brooklyn. 

5f4T‘f3_*^ — 341-347  Adams  street,  east  side,  225  ft.  south 
of  Myrtle  avenue  (Block  145,  Lot  5),  Borough  of  Brook¬ 
lyn. 

237-44-A  71  Central  avenue,  east  side,  75  ft.  north  of 
Slosson  terrace  (Block  5,  Lot  39),  St.  George,  Borough 
of  Richmond. 

4 18-23- A— -896-898  Prospect  avenue,  east  side,  171.51  ft. 
south  of  East  162nd  street  (Block  2690,  Lot  14),  Bor¬ 
ough  of  The  Bronx  (reopened  May  23,  1944). 

299-44-A— 356  Castle  Hill  avenue  and  2200  Norton  ave- 

nrUeLSOUr,theast  corner  (Block  3486>  Lot  24).  Borough 
of  The  Bronx. 

253-44-A — 5115-5117  Second  avenue,  east  side  46  ft  8 
in.  north  of  52nd  street  (Block  797,  Lot  3),  Borough' of 
Brooklyn. 

298-44  A— !88  Grand  street,  south  side,  142  ft.  2  in.  east 
of  Bedford  avenue  (Block  2393,  Lot  17),  Borough  of 
Brooklyn. 

33 5 -44- A — 637-643  Madison  avenue,  northeast  corner  of 
East  59th  street  (Block  1374,  Lot  21),  Borough  of  Man¬ 
hattan. 

|®144"A  9  East  71st  street,  north  side,  145  ft.  west  of 
Madison  avenue  (Block  1386,  Lot  10),  Borough  of  Man¬ 
hattan. 

359-44-A— 54-68  North  11th  street,  south  side,  100  ft 
east  of  Kent  avenue  (Block  2295,  Lot  9),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  23,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  June  23,  1944  at  10  o’clock  in  Room  1013 
Municipal  Building,  Manhattan,  on  the  following  matter: 

Rules 

333-44-SR— Proposed  Rules  for  Use  of  Methyl  Chloride 
in  Class  B  and  C  Refrigerating  Systems. 

HARRIS  H.  MURDOCK,  Chairman. 
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JUNE  27,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  27,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

805-42-BZ — Application  of  A.  H.  Salkowitz,  applicant, 
on  behalf  of  Terminal  Garage,  Inc.,  owner,  reopened 
June  6,  1944,  for  consideration  as  to  extension  of  time 
to  obtain  permits  and  complete  work — Application,  pre¬ 
viously  granted  on  condition,  under  section  7c  of  the 
zoning  resolution,  permitting  partly  in  an  unrestricted 
use  and  partly  in  a  business  use  district,  the  erection  and 
maintenance  of  a  building  to  be  used  as  a  garage  for 
more  than  five  motor  vehices  (buses)  and  also  as  a 
motor  vehicle  repair  shop;  premises  54-47  74th  street, 
northeast  corner  of  57th  avenue  (Block  2805,  Lots  10, 
142  and  151),  Maspeth,  Borough  of  Queens. 

619-43-BZ — Application,  December  21,  1943,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  Aaron  Gottlieb,  owner  (Corbin 
and  Morrison,  Inc.,  lessee),  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of  two  years,  the 
use  of  part  of  the  2nd  story  of  an  existing  multiple 
dwelling,  as  a  private  telephone  exchange;  premises  533- 
545  Clinton  avenue,  east  side,  130  ft.  10  in.  north  of 
Atlantic  avenue  (Block  2011,  Lot  7),  Borough  of  Brook¬ 
lyn. 

215-44-BZ — Application,  April  10,'  1944,  under  section 
7e  of  the  zoning  resolution,  of  Judson  E.  Schnall,  appli¬ 
cant,  on  behalf  of  McDonough  Realty  Corporation, 
owner  (Lehigh  Lumber  Co.,  lessee),  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  two 
years,  the  use  of  a  plot  of  ground  as  a  lumber  yard 
(used  as  a  lumber  terminal  only — no  lumber  is  sold 
from  the  premises);  premises  2183  McDonald  avenue, 
east  side,  20.78  ft.  south  of  Avenue  T  and  2030-2050 
West  street  (Block  7104,  Lots  325,  275  and  237),  Bor¬ 
ough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

343.44. A — 2183  McDonald  avenue,  east  side,  20.78  ft. 
south  of  Avenue  T  and  2030-2050  West  street  (Block 
7104,  Lots  325,  275  and  237),  Borough  of  Brooklyn 
(under  section  35,  General  City  Law  re  bed  of  mapped 
streets — Sloan  place  and  Whitney  place). 

Appliances  for  Approval 

558-39-SA — 4-GA  Standard  Ideal  Gas  Fired  Boiler. 

594- 39-SA — 1-G  Standard  Ideal  Gas  Fired  Boiler. 

595- 39-SA — 4-G  Standard  Ideal  Gas  Fired  Boiler. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  27,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  June  27,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

308-44-A — 233-245  Spring  street,  north  side,  123.8  ft. 
east  of  Varick  street  and  20-24  Van  Dam  street,  south 
side,  274.1  ft.  east  of  Varick  street  (8th  floor);  (Block 
505,  Lot  36),  Borough  of  Manhattan. 


128-44-A — 250-254  17th  street,  south  side,  70  ft.  east  of 
5th  avenue  (front  and  rear  buildings);  (Block  1873,  Lot 
12),  Borough  of  Brooklyn. 

160-44-A — 443  Hudson  avenue,  east  side,  187  ft.  10  in. 
north  of  DeKalb  avenue  and  258  Navy  street  (Block 
2086,  Lots  7  and  33),  Borough  of  Brooklyn. 

322-44-A — 318  Third  avenue,  west  side,  157  ft.  8  in.  south 
of  Carroll  street  (Block  453,  Lot  52),  Borough  of  Brook¬ 
lyn. 

219-44-A — 366  Fulton  street,  south  side,  107  ft.  west  of 
Smith  street  (1st  and  2nd  floors);  (Block  154,  Lot  14), 
Borough  of  Brooklyn. 

265-44-A — 874  Broadway  and  27-29  East  18th  street, 
northeast  corner  (Block  847,  Lot  24),  Borough  of  Man¬ 
hattan. 

287-44-A — 204  East  Broadway,  north  side,  157.4  ft.  east 
of  Jefferson  street  (Block  285,  Lot  37),  Borough  of 
Manhattan. 

242-44-A — -30-02  to  30-20  Thomson  avenue,  south  side, 
from  Thomson  avenue  to  47th  avenue  and  from  30th 
street  to  30th  place  (6th  floor  and  part  of  4th  floor); 
(Block  274,  Lot  1),  Long  Island  City,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  5,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  July  5,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Zoning  Applications 

741-41-BZ — Application  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Estate  of  Ann  Eliza  Morrison  (Lenore 
Morrison,  executrix),  owner,  reopened  June  13,  1944,  for 
consideration  as  to  extension  of  time  to  complete — Ap¬ 
plication,  previously  granted  on  condition,  under  section 
7h  of  the  zoning  resolution,  permitting  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles;  premises  165  Beach 
102nd  street,  northwest  corner  of  Shore  Front  parkway 
(Block  641,  part  of  Lots  35  and  48),  Rockaway  Beach, 
Borough  of  Queens. 

246-44-BZ — Application,  April  21,  1944,  under  sections 
7(a),  7(c)  and  21  of  the  zoning  resolution,  of  Irving  M. 
Fenichel,  applicant,  on  behalf  of  Stapleton  Service 
Laundry,  Inc.  and  Margreen  Realty  Co.,  Inc.,  owners 
(Stapleton  Service  Laundry,  Inc.,  lessee),  to  permit, 
upon  the  manufacturing  use  district  portion  of  a  plot 
which  is  located  partly  in  a  manufacturing  use  and 
partly  in  a  residence  use  district,  the  erection  of  a  one 
story  non-fireproof  extension  to  the  existing  wet  wash 
laundry  (which  extension  is  to  be  used  for  pressing  and 
assembly);  the  erection  of  a  one  story  extension  to  the 
existing  boiler  room  (which  extension  is  to  be  used  as 
a  machine  shop  and  accessory  to  the  wet  wash  laundry) 
and  also,  the  erection  of  a  one  story  motor  vehicle  re¬ 
pair  shop  (accessory  to  the  wet  wash  laundry).  These 
premises  were  previously  acted  upon  by  the  Board  under 
Cal.  893-41-BZ;  premises  46-62  Greenleaf  avenue  and 
141-157  Marion  street,  northwest  corner  (Block  236, 
Lots  66,  69  and  73),  West  Brighton,  Borough  of  Rich¬ 
mond. 

294-44-BZ — Application,  May  19,  1944,  under  section  21 
of  the  zoning  resolution,  of  Syska  &  Hennessy,  appli¬ 
cants,  on  behalf  of  City  of  New  York,  owner  (operated 
by  Department  of  Hospitals;  City  of  New  York),  to 
permit  partly  in  a  residence  use  and  partly  in  a  business 
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use  district,  the  erection  and  maintenance  of  a  central 
laundry  for  a  group  of  city  owned  and  operated  hospi¬ 
tals;  premises  550-578  Rutland  road  and  567-597  King¬ 
ston  avenue,  southeast  corner  (Block  4812,  part  of  Lot 
1),  Borough  of  Brooklyn. 

-^"^■^^““Application,  March  16,  1944,  under  sections 
/(c;  and  21  of  the  zoning  resolution,  of  lohn  Jos.  Carroll 
and  homas  W.  Constable,  applicants,  on  behalf  of 
J  heodorc  ruhrer  and  Grace  Fuhrer,  owners,  to  permit 
partly  in  a  residence  use  and  partly  in  an  unrestricted 
use  district,  the  alteration  and  conversion  of  occupancy 


of  an  existing  dwelling  to  an  undertaking  establishment; 
premises  319  Clinton  avenue,  east  side,  381  ft.  4  in.  north 
of  Atlantic  avenue  and  506  Waverly  avenue  (Block  2011, 
Lot  19),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

162-44-A— 519  Clinton  avenue,  east  side,  381  ft.  4  in. 

omi  t  A^nt^C  avenue  and  506  Waverly  avenue  (Block 
2011,  Lot  19),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

Me)minutes  of  the  regular  meeting  of  THE  V0TE  TO  WITHDRAW — 

Affirmative :  Chairman  Murdock,  Commissioners 

221-43-A  Savage  and  Blum  and  Deputy  Chief  Murphy  4 

APPLICANT-Frederick  L.  Kane,  for  A  Schrader’s  Son  Negative .  0 

Division  of  Scovill  Mfg.  Co.,  Inc.,  owner.  - 

SUBJECT— Application  for  consideration— reopening  and  127-44-A 

amendment  of  resolution — re  Variation  of  the  labor  APPLICANT — Leon  Realty  Corporation,  owner, 
law  as  cited  in  a  decision  of  the  fire  commissioner,  SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
previously  granted  on  condition.  commissioner 

PREMISES  AFFECTED— 468-486  Vanderbilt  avenue,  PREMISES  AFFECTED-876-878  Broadway  east  side 
Sld<:’  257  ft.  7  in.  north  of  Atlantic  avenue  24.1  ft.  north  of  East  18th  street  (Block  847  Lots' 

(Bldg  3)  ;  (Block  2009,  Lot  1),  Borough  of  22  and  23),  Borough  of  Manhattan 

.  Brooklyn.  APPEARANCES— 

PPEARANCES  _  For  Applicant:  Benjamin  Cole. 

.  Al^hcant:  Frederick  L.  Kane.  For  Administration:  Insp.  Maher,  Fire  Dep’t 

ACTION  OF  BOARD— Appeal  reopened  and  restored  to  ACTION  OF  BOARD— Appeal  withdrawn  to  comply 

v^dar-  _„__XT  the  vote  to  withdraw-  p  y‘ 

THE  \  OTE .TO  REOPEN—  .  .  Affirmative  :  Chairman  Murdock,  Commissioners 

Affirmative.  Chan  man  Murdock,  Commissioner  Savage  and  Blum  and  Deputy  Chief  Murphv  4 

Blum  and  Deputy  Chief  Murphy .  3  Negative  .  iviurpny  h 

Negative  .  0  . 

Absent:  Commissioner  Savage . ’  *  ]  [  1  230-44- A 

sh?  At  a  ~  APPLICANT  Harry  M.  Clawson,  for  Sheraton  Hotel 

Corporation,  owner. 

APPLICANT — John  F.  Hill,  owner  SUBJECT  Appeal  from  a  decision  of  the  borough  super- 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the  PRFMlip'q ’dfgWr-rIrn  no,  ,  . 

fire  commissioner.  PREMISES  AFFECTED — 297-303  Lexington  avenue  and 

PREMISES  AFFECTED— 302  West  47th  street,  south  qo?^9  £7th  street>  northeast  corner  (Block 

!5  &,,west  of  8th  avenue  and  767  8th  avenue  APPFAR  AMr°PC5)’  Borough  of  Manhattan. 

.  _  (Block  1037,  Lot  36),  Borough  of  Manhattan.  A  PLAEANCES— 

APPEARANCES—  For  Applicant:  Harry  M.  Clawson  and  J.  Sanger 

For  Applicant :  None.  „  B.r?wP\ 

ACTION  OF  BOARD-Appeal  withdrawn  to  comply  on  F°r  .Ad™mstration :  Fred  Dahlem,  Dep’t  of  Hous- 

written  request  of  applicant.  '  ’  a  rTrnv  dlrigS‘ 

THE  VOTE  TO  WITHDRAW—  ACTION  OF  BOARD— Appeal  withdrawn  after  discus- 

/Mhrmative :  Chairman  Murdock,  Commissioner  THF  VO  TP  Tn  WTTunDAiv 

Blum  and  Deputy  Chief  Murphy .  3  WITHDRAW- 

Negative  .  q  Amrmative.  Chairman  Alurdock,  Commissioners 

Absent :  Commissioner  Savage  1  Ravage  and  Blum  and  Deputy  Chief  Murphy  4 

.  Negative  .  0 

585-43-A  249-44-A 

APPUCANT-Albert  Parnell  for  Caroline  V.  Kissel,  APPLICANT-Henry  G.  Harrington,  for  Manufacturers 
ThntnP  f°r  L°U%  T‘  ^arwg  u7w,  of  Emdy  A‘  Trust  Co”  owner  (Lcm  Hong,  lessee). 

SUBJECT— Appeal  "from  ^an’ order  'anTa  S  of  .he  ^  3  ^  th'  "  super- 

PREMISeVaFFECTED— 1241  6th  avenue  and  101  West  PREMIS.ES  AFFECTED— 144-146  East  86th  street,  south 

S  «noZ,l7i  VT  P™  “S  (B,ock  I514' 

A PPEARANCES—  gh  °f  Manhattan-  APPEARANCES— 

'  For  Applicant :  Albert  Parnell  and  E.  L.  Pruden.  F"  and^Emeli  ?£.  &  HarrinS,on’  H°"e 

ACTION  OF  ROARlfT1  Peter  Alaher,  Fire  Dep’t.  For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 

nL-lxuISi  Oh  BOARD— Appeal  withdrawn  to  comply.  ing  and  Buildings.  p  us 


521 


MINUTES 


ACTION  OF  BOARD — Appeal  withdrawn  after  discus-, 
sion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


270-44- A 

APPLICANT — Henry  Woermann,  for  Chas.  Pfizer  &  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 11-17  Gerry  street,  north  side, 
87  ft.  east  of  Union  avenue  (Building  22)  ;  (Block 
2265,  Lots  13-14),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Henry  Woermann. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


306-44-A 

APPLICANT — Herman  M.  Sohn  for  deYoung,  Moscowitz 
and  Rosenberg,  for  Benar  Holding  Corporation, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 162-10  to  162-14  Jamaica  ave¬ 
nue,  south  side,  51  ft.  west  of  New  York  boulevard, 
92-14  to  92-20  New  York  boulevard,  and  92-15  to 
92-29  Union  Hall  street  (Block  10102,  Lots  4,  6,  13, 
15,  72,  74  and  79),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  George  D.  Scott  and  Benjamin  Mos¬ 
cowitz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 


237-44- A 

APPLICANT — Italo  Nicolai,  for  William  and  Etta  Olden¬ 
burg,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 71  Central  avenue,  east  side,  75 
ft.  north  of  Slosson  terrace  (Block  5,  Lot  39),  St. 
George,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Italo  Nicolai. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1944  at  2 
P.  M.,  for  decision  without  further  argument. 


287-44- A 

APPLICANT — M.  Martin  Elkind,  for  Cohen  and  Plazer, 
owners. 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 204  East  Broadway,  north  side, 
157.4  ft.  east  of  Jefferson  street  (Block  285,  Lot  37), 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


296-44-A 

APPLICANT — J.  S.  and  W.  R.  Eakins,  Incorporated, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 120-128  North  11th  street  and 
49-55  Berry  street,  southeast  corner  (Block  2297, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  June  13,  1944  at  2 
P.  M.,  at  written  request  of  applicant. 


Adjourned:  4:40  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  May  9,  1944,  as  they  appeared  in 
Bulletin  No.  20,  Vol.  29,  are  hereby  corrected  to  read  as 
follows : 

157-44-A 

APPLICANT — Lama  and  Proskauer,  for  Washington 
Baths,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2001-2009  Boardwalk,  north 
side,  162  ft.  8  in.  east  of  West  21st  street  (Block 
7072,  Lot  12),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Murphy  4 
Negative  .  0 

THE  RESOLUTION  (157-44-A) 

Whereas,  Lama  and  Proskauer,  for  Washington  Baths, 
Incorporated,  owner,  filed  March  15,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  2001-2009 
Boardwalk,  north  side,  162  ft.  8  in.  east  of  West  21st  street 
(Block  7072,  Lot  12),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  13,  1944,  on  Alt.  Applic.  512-44,  reads : 

“1.  Proposed  public  use  in  a  frame  building  is  con¬ 
trary  to  Sec.  4.1.2  and  Sec.  4.2.1  as  per  Sec.  2.1.3. 5  of 
the  Building  Code. 

Note:  Existing  occupancy  for  concessions  and  amuse¬ 
ments  (Scooter  Ride)  under  Certificate  of  Occupancy 
No.  55473  was  issued  on  March  28,  1929  as  ‘Temporary 
permit  to  be  revocable  at  option  of  Superintendent  of 
Buildings.’  ” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (12  ft.)  in  height;  83  ft.  6  in.  by  approximately  85 
ft.  in  area;  of  Class  4  construction;  erected  1916;  located 
in  a  business  use,  A  area  district  and  used  and  occupied 
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since  1929  as  follows:  basement,  concessions;  1st  floor, 
stores  and  scooter  ride,  396  persons;  proposed  to  be  used 
and  occupied:  basement,  concessions;  1st  floor,  stores  and 
common  show,  3%  persons;  and 

.  Whereas,  the  applicant  contends  that  the  entire  structure 
is  trame  with  the  exception  of  several  structural  steel 
columns  and  girders  used  for  floor  and  roof  support;  that 

all  partitions  are  constructed  of  2  in.  by  4  in.  spruce  studs, 

wood  lath  and  plaster  with  the  exception  of  the  partition 
at  the  front  of  the  building  which  is  2  in.  by  4  in.  studs 

covered  with  sheet  rock,  both  sides ;  that  the  dressing  rooms 

on  the  platform  are  tight  board  partitions  to  ceiling,  each 
of  which  will  have  a  sprinkler  head  connected  to  the  domestic 
supply  line ;  that  the  ceiling  of  the  basement  is  plasterboard 
and  the  ceiling  of  the  first  floor  is  covered  with  one-half 
inch  plasterboard;  that  a  new  wood  floor  will  be  installed 
on  the  first  floor. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  512-44,  objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  premises  shall  be  arranged  and  exit 
constructed  and  maintained  substantially  as  indicated  on 
plans  filed  with  this  appeal  marked  “Received  March  15, 
1944”;  that  the  exterior  of  the  side  walls  separating  this 
space  from  adjoining  buildings,  shall  be  protected  with 
metal  throughout;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  to  a  place  of  public  assembly;  that  this 
variance  shall  continue  only  so  long  as  the  premises  are 
maintained  substantially  as  proposed  and  in  accordance  with 
the  requirements  of  this  resolution ;  that  the  existing  tempo¬ 
rary  certificate  of  occupancy  55473  shall  be  superseded  by 
a  new  certificate  upon  completion  of  the  work  permitted 
under  this  resolution;  that  no  use  shall  be  made  of  the 
space  under  the  proposed  public  occupancy  space  which  is 
at  the  Boardwalk  level. 


.  *  Correction — The  word  “interior”  changed  to  “exterior’ 
in  line  44  of  the  resolution. 


REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  13,  1944 

Present :  Chairman  Murdock,  Commissioner  Blum  and 
Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  June  6,  1944,  and  Tuesday  afternoon, 
June  6,  1944,  were  approved  as  printed  in  Bulletin  No  24 
Volume  29. 


'  ZONING  CASES 

599-37-BZ 

APPLICANT — Wolf  and  Kohn,  for  De  Witt  Holding  Cor¬ 
poration,  owner  (Bess  Oresky,  lessee). 

SUBJECT — Application  reopened  May  23,  1944  for  con¬ 
sideration  as  to  extension  of  term  of  permit — Ap¬ 
plication  (decision  of  the  commissioner  of  build¬ 
ings)  previously  granted  on  condition,  under 
section .  7h  of  the  zoning  resolution,  permitting 
partly  in  a  business  use  and  partly  in  a  residence 
use  district,  for  a  temporary  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFEC  TED — 1663-1681  St.  Nicholas  avenue, 
west  side,  14  ft.  5  in.  north  of  Fairview  avenue 
and  59-61  Hillside  avenue  (Block  2170,  Lot  129), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Seymour  G.  Goldfeld. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Harold  Klorfein,  Dep’t 
of  Parks. 


ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  Tp  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  q 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (599-37-BZ) 

\\  hereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles  af¬ 
fecting  premises  1663-1681  St.  Nicholas  avenue,  west  side, 
14  ft.  5  in.  north  of  Fairview  avenue  and  59-61  Hillside 
avenue  (Block  2170,  Lot  129),  Borough  of  Manhattan 
was  granted  by  the  Board  on  April  12,  1938,  on  certain 
conditions  and  permit  extended  on  April  9,  1940  and  April 
7,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension 
of  the  permit ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  23,  1944  and  set  for  hearing  on  June  13,  1944;  and 

V  hereas,  a  public  hearing  was  held  on  this  application 
by  the  Boai  d  of  Standards  and  Appeals,  at  its  regular 
meeting  June  13,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  12,  1938  as 
amended  through  April  7,  1942,  only  so  far  as  it  has  ref¬ 
erence  to  the  term  of  the  permit,  so  that  as  amended 
the  resolution  shall  read : 

Granted  under  section  7h-  for  a  temporary  term 
of  two  (2)  years  from  the  date  of  this  amended  reso- 
lution,  to  permit  the  portion  of  the  premises  within 
the  business  use  area  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  on 
condition  *  *  *  ” 


90-44-BZ 

APPLICANT — John  J.  McNamara,  for  Hillcrest  Jewish 
Centre,  Inc.,  owner. 

SUBJECT  Application  (decision  of  the  acting  borough 
superintendent)  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  partly  in  a  business 
use  and  D  area  district  and  partly  in  a  residence 
use  and  F  area  district,  the  extension  in  area  of  the 
1st  and  2nd  stories  of  a  building  occupied  as  a 
church,  auditorium  and  offices ;  the  building,  as 
extended,  is  to  be  used  as  church,  auditorium  ’and 
classrooms  (religious  and  language  teaching).  The 
proposed  extension  does  not  comply  with  the  area 
district  requirements  of  the  zoning  resolution  as  to 
the  depth  of  the  rear  yard  or  as  to  the  percentage 
of  occupancy  of  the  lot. 

PREMISES  AFFECTED — 80-15  Kent  road,  east  side, 
82.9  ft.  south  of  Union  turnpike  (Block  7248,  Lots 
3,  4  and  6),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  J.  McNamara,  Ely  Porter, 
David  Silauston  and  Simon  Magnus. 

For  Opposition :  Ann  Jessop,  Margaret  H.  Kelly, 
Charles  Krauth  and  Nellie  Pfister. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (90-44-BZ) 

Whereas,  John  J.  McNamara,  for  Hillcrest  Jewish 

Centre,  Inc.,  owner,  filed  February  9,  1944,  an  application 

from  a  decision  of  the  acting  borough  superintendent,  un- 
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der  sections  7c  and  21  of  the  zoning  resolution,  to  permit 
partly  in  a  residence  use  and  F  area  district,  and  partly  in 
a  business  use  and  D  area  District,  the  extension  in  area 
of  the  1st  and  2nd  stories  of  a  building  occupied  as  a 
church,  auditorium  and  offices ;  the  building  as  extended  to 
be  used  as  church,  auditorium  and  classrooms  (religious 
and  language  teaching).  The  proposed  extension  does  not 
comply  with  the  area  district  requirements  of  the  Zoning 
Resolution  as  to  the  depth  of  the  rear  yard  or  as  to  the 
percentage  of  occupancy  of  the  lot;  premises:  80-15  Kent 
road,  east  side,  82.9  ft.  south  of  Union  turnpike  (Block 
7248,  Lots  3,  4  and  6),  Jamaica,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  June  13,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Kent  road  is  in  residence  and  busi- 
nes  suse,  F,  G  and  D  area  and  1-times  height  district;  80th 
road  is  in  residence  use,  F  area  and  1-times  height  district; 
and  Union  turnpike  is  in  business  use,  D  area  and  1-times 
height ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  re 
Alt.  Applic.  1272-43,  dated  December  2,  1943 ;  reads : 

"I.  Provide  rear  yard  as  per  article  4,  section  16 
of  Building  Zone  Resolution. 

2.  Area  of  building  is  in  excess  of  that  permitted 
as  per  Article  4,  section  16d  of  the  Building  Zone  Reso¬ 
lution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  having  a  frontage  of  100  ft.  and  a  depth  of  110 
ft.;  that  the  northerly  part  extends  into  a  business  use,  D 
area  and  1 -times  height  district  for  a  distance  of  17.1  ft., 
and  the  remainder  is  in  a  residence  use,  F  area  and  1-times 
height  district;  that  upon  the  premises  is  a  1-story,  Class  3 
building,  66  ft.  6  in.  by  79  ft.,  irregular,  in  area,  occupied 
in  accordance  with  Certificate  of  Occupancy  No.  Q24833, 
issued  February  14,  1942  as:  Cellar,  storage;  1st  story— 
Synagogue;  that  it  is  proposed  to  increase  the  area  of  the 
1st  story  and  add  a  second  story  to  the  building,  as  shown 
on  plans  filed  with  this  application ;  that  the  proposed  use 
of  the  building,  as  extended  to  be  Jewish  temple,  Class¬ 
rooms  (religious  and  lanugage  teaching)  and  auditorium 
on  the  1st  story,  and  as  an  auditorium  on  the  2nd  story; 
that  the  proposed  extensions  do  not  comply  with  the  area 
district  requirements  of  the  Zoning  Resolution  as  to  depth 
of  rear  yard  or  as  to  the  percentage  of  occupancy  of  the 
lot;  that  it  is  proposed  to  provide  a  10  ft.  deep  rear  yard 
instead  of  the  required  15  ft.;  that  the  area  of  the  1st 
story  (as  extended)  is  6704  sq.  ft.;  that  the  permissible 
area  is  5066  sq.  ft.,  making  an  excess  of  1638  sq.  ft. ;  that 
the  area  of  the  proposed  second  story  is  6524  sq.  ft.  and 
the  permissible  area  is  4153  sq.  ft.,  or  an  excess  of  2371 
sq.  ft. ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
used  for  services  of  Jewish  faith  for  religious  teaching  and 
Americanization  activities  such  as  Boy  and  Girl  Scouts, 
open  to  children  of  all  faiths  ;  that  the  proposed  additions 
consist  generally  of  adding  four  classrooms  on  the  first 
floor  and  an  auditorium,  toilet  and  equipment  rooms  on 
the  2nd  floor ;  that  under  the  new  plan,  the  auditorium  and 
equipment  rooms  on  the  1st  floor  would  be  used  by  the 
Jewish  Orthodox  Congregation  and  the  large  auditorium 
and  equipment  rooms  on  the  2nd  floor  by  the  Conservative 
Jewish  Congregation;  that  the  classrooms  would  be  for 
religious  and  language  teaching,  as  well  as  for  youth  and 
adult  group  activities;  that  when  the  existing  Temple 
building  was  planned  in  1940,  there  were  approximately 
250  Jewish  families  in  the  community  who  would  use  it; 
that  the  locality  has  grown  since  then  and  the  present 
building  is  inadequate  for  these  purposes  and  it  has  been 
necessary  for  the  officers  of  the  Centre  to  hire  two  stores 
in  a  business  building  on  the  corner  of  Kent  road  and 
Union  turnpike,  in  which  to  conduct  religious  services  and 


teaching ;  that  the  members  of  the  Congregation  have  in¬ 
vested  a  very  substantial  sum  in  the  present  land  and 
building ;  if  it  should  be  necessary  to  abandon  or  dispose 
of  this  property,  because  of  being  unable  to  make  the  neces¬ 
sary  expansions,  the  financial  loss  would  be  so  great  that 
they  would  be  unable  to  erect  a  building  of  sufficient  size 
elsewhere ;  that  the  architectural  character  of  the  addition 
will  conform  with  the  present  building  and  no  part  will 
extend  beyond  the  front  wall  thereof  ;  that  in  view  of  the 
circumstances  described  and  the  severe  hardships  occa¬ 
sioned  the  members  of  the  community,  and  since  it  is  felt 
the  extensions  planned  would  not  adversely  affect,  but 
improve  the  character  of  the  neighborhood  and  district, 
a  variation  is  requested  under  sections  7c  and  21  ;  that 
under  section  7c  the  Board  is  empowered  to  grant  an  ex¬ 
tension  of  new  buildings  and  uses  as  well  as  the  extension 
of  existing  buildings  across  use  district  boundary  lines, 
subject  to  the  usual  safeguards;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  Section  7,  subdivision  c,  which  applies  to 
use  and  not  area  variances  and  that  the  applicant  failed 
to  substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  Zoning  Resolution  and  was 
therefore  not  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1272-43,  be  and  it  hereby  is  affirmed 
and  that  the  applicant  be  and  it  hereby  is  denied. 


171-44-BZ 

APPLICANT — George  A.  Bagge,  Jr.,  for  Lebrad,  Inc., 
owner  (Gumersindo  R.  Santos,  lessee). 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  and  B  area  dis¬ 
trict,  the  conversion  of  occupancy  of  an  existing 
building  from  a  storage  garage  to  a  garage  for  the 
storage  of  tenant’s  auto  vans  (not  more  than  five) 
on  the  1st  story  and  for  the  storage  of  household 
furniture  on  the  upper  stories. 

PREMISES  AFFECTED— 519  West  161st  street,  north 
side,  300  ft.  6  in.  west  of  Amsterdam  avenue  (Block 
2120,  Lot  50),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  George  A.  Bagge,  Jr.,  Carl  John 
Herkert  and  James  Bradly,  Jr. 

For  Opposition:  H.  D.  Watson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (171-44-BZ) 


Whereas,  George  A.  Bagge,  Jr.,  for  Lebrad,  Incorpo¬ 
rated,  owner  (Gumersindo  R.  Santos,  lessee),  filed  on 
March  20,  1944,  an  application  under  Section  7e  of  tlfe 
zoning  resolution,  to  permit  in  a  residence  use  and  “B” 
area  district,  the  conversion  of  occupancy  of  an  existing 
building  from  a  storage  garage  to  a  garage  for  the  storage 
of  tenant’s  auto  vans  (not  more  than  five)  on  the  1st  story 
and  for  the  storage  of  household  furniture  on  the  upper 
stories  ;  affecting  premises  519  West  161st  street,  north  side, 
300  ft.  6  in.  west  of  Amsterdam  avenue  (Block  2120,  Lot 
50),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  June  13,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
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Whereas  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  161st  street  is  in  a  residence  and 
™?in,ess  use>  .B.’  area  and  1/^  times  height  district;  West 
16_nd  street  is  in  a  residence  and  business  use  “B”  area 
and  \y2  times  height  district;  Amsterdam  avenue  is  in  a 
business  use,  B  area  and  \\/2  times  height  district  and 
Broadway  is  in  a  business  use,  “B”  area  and  1U  times 
height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  January  5)  1944,  and  amended  May  18,  1944,  on  Alt. 
Applic.  1190-43,  reads: 

“1.  The  proposed  change  from  a  garage  to  a  garage 
and  storage  warehouse  is  a  residence  B  district,  is  con¬ 
trary  to  the  provisions  of  Article  II,  Section  3  of  the 
zoning  resolution.” 
and 

\\  hereas,  the  applicant  states  that  the  existing  building 
is  four  stories  in  height,  having  a  frontage  of  50  ft.  and 
a  depth  of  9)  ft.  11  in.;  of  Class  1  (fireproof)  construction; 
that  the  use  of  the  premises,  in  accordance  with  Certificate 
of  Occupancy  24824  dated  June  15,  1944,  is:  cellar,  boiler 
room  and  storage;  1st  to  4th  story,  storage  garage-  roof 
storage  of  cars  and  work  shop ;  that  one  550-gallon  gaso- 
infnta,  was.  approved  by  the  Fire  Department,  June  13 
lVoy;  that  it  is  proposed  to  use  the  building  as:  1st  story' 
storage  ot  not  mpre  than  five  of  tenant’s  auto  vans;  2nd 
ord  and  4th  stones,  storage  of  household  furniture;  and 

W’hereas,  the  applicant  contends  that  due  to  the  restric¬ 
tions  upon  the  use  of  automobiles  imposed  by  the  regula¬ 
tions  of  various  agencies  of  the  United  States,  duly  con¬ 
stituted  by  Presidential  Order,  the  premises  above  referred 
to  cannot  produce  sufficient  income  to  pay  operating  costs 
real  estate  taxes,  interest  and  amortization  on  the  mortgage 
and  insurance  charges,  when  operated  as  a  garage;  that 
the  premises  were  leased  since  the  building  was  built  as  a 
garage  under  net  term  leases  and  produced  up  to  the  time 
ot  Pearl  Harbor  about  $500  per  month ;  that  thereafter  the 
rent  was  reduced,  leases  to  the  contrary  notwithstanding, 
until  June ,1943,  when  the  last  lease  expired;  that  although 
the  rent  had  been  thus  reduced  from  $500  to  $200  per  month, 
an  audit  of  the  tenant’s  books  disclosed  that  the  tenant  was 
operating  at  a  loss,  so  great  in  fact  that  a  further  substan- 
tial  reduction  of  $100  in  rent  would  not  change  the  result  * 
that  the  tenant  could  not  be  induced  to  continue  and  sur¬ 
rendered  possession  on  June  30,  1943 ;  that  thereafter  the 
owner  placed  the  property  with  numerous  brokers  for  'rent 
advertised  for  prospective  tenants  and  offered  it  to  indi¬ 
viduals  known  to  it  to  be  in  the  garage  business;  that  the 
premises  remained  vacant  until  December  16,  1943;  that  in 
the  meantime,  the  owner  sought  the  opinions  of  real  estate 
experts  and  others  and  was  uniformly  advised  that  the  prem¬ 
ises  could  not  be  put  to  use  as  a  garage  during  the  war 
and  that  efforts  te  lease  it  for  other  purposes  should  be 
made ;  that  taxes,  interest  payments  and  amortization  install¬ 
ments  went  into  default;  that  in  October,  1943,  negotia¬ 
tions  for  the  lease  of  the  premises  as  a  storage  warehouse 
began ;  that  a  lease  of  the  premises  was  given  to  Gumer- 
sindo  R.  Santos  for  a  period  of  seven  years,  from  the  date 
that  alterations  to  the  main  doorway  to  the  premises  were 
completed;  that  an  application  for  an  alteration,  seeking 

t/°MW1Jnn  S?  d1oorwa-v  from  8  ft-  6  in.  to  10  ft.  was  filed 
UNO.  9UU-4J),  the  work  completed  and  approved;  that  there- 
tore  it  is  requested  that  the  Board  exercise  its  power  under 
Section  _1  of  Article  2  of  the  Zoning  Resolution,  based 

the  Pl?a  that  the  buildinS  was  erected  prior  to  July  25 
U16,  and  then  covered  the  entire  plot,  be  permitted  to 
be  used  in  its  present  state  permanently  as  a  warehouse  • 
it  is  further  contended  that  the  change  of  use  from  garage 
to  a  warehouse  is  the  betterment  of  a  use  insofar  as  the 
public  is  concerned  and  one  that  will  better  secure  the 
public  health,  the  safety  of  the  people  and  promote  their 
general  welfare;  that  in  changing  the  use  from  a  garage 
to  a  warehouse,  there  will  be  less  traffic  across  the  side¬ 
walk,  a  more  favorable  safety  factor,  there  will  be  less 
obnoxious  odors  of  gasoline  and  less  noise  of  blowing  horns 
and  the  starting  sounds  of  motors,  which  are  health  fac¬ 


tors;  that  the  mere  comparison  of  businesses  makes  these 
references  implicit;  that  it  is  requested,  the  Board  issue  a 
variance  under  Section  21  of  Article  2  of  the  Zoning 
Resolution  in  order  that  unnecessary  hardship  in  the  wav 
of  carrying  out  the  strict  letter  of  the  provisions  of  the 
Zoning  Resolution  may  be  removed  and  substantial  justice 
done  in  this  case;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

W  hereas,  the  applicant  changed  the  basis  of  his  appeal 
from  Section  21  to  Section  7e;  and 

.  Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof  for  a 
term  of  two  years  from  the  date  of  this  resolution,  to 
permit  the  building  to  be  occupied  as  proposed  as  a  storage 
warehouse  and  as  a  non-storage  garage  of  not  more  than 
five  furniture  vans  on  the  ground  floor,  on  condition  that 
the  building  shall  not  be  increased  in  height  or  area-  that 
no  use  shall  be  made  of  the  roof ;  that  the  windows  on  the 
side  and  rear  lot  lines  shall  be  fixed  and  remain  closed  ;  that 
the  existing  gasoline  storage  tank  shall  be  sealed  to  the  satis¬ 
faction  of  the  fire  commissioner;  that  such  portable  fire 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  no  signs  shall  be  erected  on  the 
premises  other  than  the  existing  sign  reading  “Santos  Stor- 
ai?e’  n  and  tbe  slffns  Painted  on  the  windows  of  the  office  on 
the  first  story  ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  three  (3)  months  from  the  date 
ot  this  resolution. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

203-44-SA 

APPLICANT — Maxon  Premix  Burner  Co.,  owner. 
SUBJECT— Maxon  Premix  Gas  Burner  (Multi-Ratio 
Va Ive  Mixer  Type)  with  the  Maxon  Safety  Shut- 
,  .  °n  Valve,  Series  404,  approval  of. 

APPEARANCES— 

For  Applicant :  Gerald  Fitzgerald. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests 
THE  VOTE  TO  APPROVE— 

Affirmative .  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn...  3 

Negative  .  '  g 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (203-44-SA) 

\\  hereas,  the  Maxon  Premix  Burner  Company,  owner 
filed  on  April  4,  1944,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Maxon  Premix  Gas  Burner  (Multi-Ratio 

Valve  Type)  with  the  Maxon  Safety  Shutoff  Valve,  Series 
404 ;  and 

Whereas,  this  appliance  was  sumbitted  to  the  Commit- 
tee  on  Tests  of  the  Board  for  test  and  report;  and 

H  hereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 

Cal.  203-44-SA.  Apnl  15’  1944 

Subject :  Maxon  Premix  Gas  Burner  (Multi-Ratio- 
Valve  Mixer  Type),  with  the  Maxon  Safety 
Shutoff  Valve,  Series  404,  Approval  of. 

The  Maxon  Premix  Burner  Company  filed  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  Maxon  Premix  Gas  Burner  (Multi- 
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Ratio- Valve  Mixer  Type)  with  the  Maxon  Safety  Shut¬ 
off  Valve,  Series  404,  under  the  provisions  of  C26- 
178.0b,  C26-690.0  and  C26-697.0  of  the  Administrative 
Code. 

DESCRIPTION 

Gas  Burner 

The  Burner  consists  of  three  principal  parts: 

A — An  air-gas  proportioning  valve  called  the  Ratio 
Valve, 

B — A  Venturi  inspirator  which  inspirates  and  mixes 
the  gas  with  air, 

C — A  burner  tip  or  nozzle  together  with  refractory 
burner  block,  in  which  the  mixture  of  gas  and 
air  is  ignited  and  introduced  into  the  combus¬ 
tion  space  or  furnace. 

A— The  Ratio  Valve  consists  of  an  interlocking  air- 
valve  and  gas  valve ;  therefore  the  air  valve  and  the 
gas  valve  open  together  and  close  together. 

The  air  valve  usually  has  a  fixed  port  opening  al¬ 
though  for  special  purposes  it  may  be  provided  with 
a  variable  port  opening.  The  gas  valve  has  a  variable 
port  opening  so  adjustable  that  the  correct  amount 
of  gas  is  admitted  in  proportion  to  the  air  admitted. 
The  purpose  of  .this  adjustment  is  to  provide  proper 
proportions  of  gas  and  air  for  combustion.  The  port 
opening  of  the  gas  valve  is  adjustable  for  gas  heating 
value  and  gas  pressure  conditions. 

The  Ratio  Valve  may  be  controlled  manually,  that 
is  by  hand,  or  automatically  by  any  of  the  standard 
industrial  motor  operators,  either  electric  or  air  pres¬ 
sure  operated;  these  motor  operators  are  actuated  by 
any  standard  controller  such  as  temperature  or  pres¬ 
sure  controller.  In  other  words,  the  ratio  valve  operates 
either  manually  or  automatically  to  adjust  the  flow 
of  gas  and  air  to  the  burner  to  compensate  for  the 
heat  demands  or  requirements  of  the  furnace  or  boiler. 

B — The  Venturi  Inspirator  operates  on  the  principle 
discovered  by  Bernouli  and  amplified  by  Venturi. 

The  venturi  Inspirator  consists  of  a  conical  shaped 
tube.  The  small  diameter  of  the  tube  is  called  the 

throat.  The  large  diameter  is  called  the  discharge. 
The  throat  of  the  inspirator  is  provided  with  an  air 
orifice,  the  opening  of  which  is  smaller  than  the 
throat. 

The  design,  construction,  and  operation  of  the  in¬ 
spirator  is  such  that  when  air  is  admitted  to  and  passes 
through  the  air  orifice,  it  entrains  or  inspirates  a  cer¬ 
tain  amount  of  gas,  approximately  proportional  to  the 
amount  of  air.  The  air  and  gas  travelling  through  the 

inspirator,  mix  so  that  by  the  time  the  discharge  is 

reached,  the  air  and  gas  are  mixed  in  proper  propor¬ 
tions  for  combustion.  At  this  point  they  reach  the 

burner  tip  or  burner  nozzle. 

C _ The  burner  tip  or  nozzle  consists  of  a  restricted 

orifice  smaller  than  the  discharge  of  the  inspirator, 
but  larger  than  the  air  orifice.  The  purpose  of  the 
burner  tip  or  nozzle  is  to  pass  the  mixture  of  gas  and 
air  into  the  furnace  at  sufficient  velocity  to  prevent  the 
gas  and  air  from  burning  back  in  the  inspirator.  Burner 
tips  or  nozzles  are  of  two  types,  open  port  and  closed 
port  (sealed  nozzles). 

Open  port  nozzles  direct  the  mixture  of  gas  and  air 
into  a  port  or  opening  in  the  furnace  wall,  provided  by 
a  refractory  burner  block,  but  there  is  no  seal  between 
the  nozzle  and  the  burner  block. 

Closed  port  or  sealed  nozzles  are  mechanically  joined 
together  with  a  seal  so  that  there  is  no  air  space 
between  the  nozzle  and  the  block.  In  both  cases,  lighting 
is  provided  by  means  of  a  pilot  light  which  usually 
burns  continuously  and  hence  is  known  as  a  continu¬ 
ous  pilot. 


Open  port  nozzles  have  the  pilot  flame  installed  be¬ 
tween  the  nozzle  and  the  burner  block.  Sealed  nozzles 
have  a  special  opening  or  pilot  port  built  into  the 
burner  block  of  the  sealed  nozzle. 

From  the  foregoing  description  it  will  appear  that 
the  gas  burner  consists  of  air  and  gas  valves  which 
should  be  interlocking,  an  inspirator  or  mixer,  and  a 
burner  nozzle  which  together  with  a  burner  block 
and  a  pilot,  form  an  integrated  and  properly  _  propor¬ 
tioned  whole  suitable  for  the  purpose  for  which  it  is 
intended,  designed  to  mix  a  certain  amount  of  gas 
fuel  with  the  amount  of  air  required  for  combustion 
and  to  admit  this  mixture  of  gas  and  air  to  a  furnace 
in  which  it  is  ignited  and  burned. 

Safety  Valve 

The  Maxon  Series  404  Safety  Shutoff  Valve  is  an 
electrically  operated  magnetic  release  valve  installed 
in  the  gas  fuel  line  and  operated  by  the  same  electric 
current  that  operates  the  air  blower,  so  that  when  the 
blower  is  shut  off  either  accidentally  or  by  design,  the 
valve  closes  the  gas  supply.  The  valve  is  opened  only 
by  hand,  and  only  when  the  current  is  on.  The  valve 
may  also  be  closed  by  any  standard  circuit  breaker 
such  as  a  safety  pilot  switch  which  will  close  the  valve 
in  case  of  pilot  failure.  It  is  constructed  as  follows: 

A  system  of  levers  is  arranged  to  open  a  valve  in  a 
pipe  line  when  a  110V,  60  cycle  Cutler-Hammer  sole¬ 
noid  is  energized.  The  solenoid  is  mounted  solidly  on 
a  small  cast  iron  bracket  with  four  screws  while  the 
bracket  is  in  turn  fastened  with  four  screws  on  a  cast 
iron  base.  The  base  is  a  rectangle  7  in.  by  6  in.  by  (4 
in.  thick. 

The  edges  of  the  base  are  turned  up  (4  in.  and  pro¬ 
vided  with  lugs  for  securing  the  cover.  A  circular 
socket  cast  integrally  with  the  base,  extends  about  1(4 
in.  above  and  (4  in.  below  it.  The  bonnet  of  the 
Williams  “Quik-Flo”  Valve  is  secured  within  this 
socket  by  two  Allen  setscrews.  Two  pairs  of  brackets 
for  providing  pivot  bearings  are  also  cast  on  the  base. 
One  pair  of  these  brackets  is  3(4  in.  high  and  other 
pair  is  about  1  in.  high. 

These  brackets  support  the  lever  system  which  is 
operated  by  a  cast  iron  handle  5(4.  in.  long  pivoted 
outside  the  larger  brackets  on  a  (4  in.  diameter  shaft 
and  held  in  place  by  an  Allen  setscrew.  The  handle 
has  a  molded  composition  knob.  Secured  by  Allen 
setscrews  to  the  same  shaft  as  the  handle  and  between 
the  large  brackets  are  a  cast  iron  stop  and  a  cast  iron 
cam  crank  which  is  1(4  in.  long.  The  stop  limits  the 
rotation  of  the  shaft  to  about  180  degrees  by  striking 
a  projection  inside  of  one  bracket.  The  stop  limits  the 
motion  of  the  shaft  along  its  axis  in  one  direction 
and  a  reduction  in  the  diameter  of  the  shaft  within  the 
inside  bracket  limits  the  motion  in  the  other  direc¬ 
tion.  The  cam  crank,  which  is  9/16  in.  wide,  is  pinned 
on  its  other  end  with  a  peened-over  5/16  in.  pin  to  a 
connecting  link  formed  by  two  identical  steel  stamp¬ 
ings  of  Y&  in.  flat  stock.  The  shape  of  these  stamp¬ 
ings  is  very  nearly  that  of  a  segment  of  a  circle,  the 
chord  measuring  2(4  in.  center  to  center  of  the  pins. 
The  stampings  are  (4  in.  wide  and  straddle  the  cam 
crank. 

The  other  end  of  the  connecting  link  is  fastened  by 
a  5/16  in.  peened  over  pin  to  a  catch  finger  of  irregu¬ 
lar  shape  3(4  in.  long  formed  by  another  pair  of  iden¬ 
tical  steel  stampings  of  3/16  in.  flat  stock.  Shoulders 
turned  on  a  spacer  pin  separate  the  two  link  stamp¬ 
ings  outside  of  which  are  the  catch  finger  stampings. 
The  catch  finger  is  pivoted  on  the  inside  of  a  cast  iron 
yoke  1(4  in.  from  the  link  pivot.  At  the  other  end  a 
5/16  in.  pin,  shouldered  and  peened,  separates  the  two- 
sides  of  the  catch  finger. 

The  cast  iron  yoke  is  threaded  onto  a  steel  operat¬ 
ing  rod  at  its  head  and  secured  by  an  Allen  setscrew. 
The  yoke,  which  is  about  2-)4  in.  long,  and  the  operating 
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rod  arc  at  an  angle  of  about  45  degrees  with  the 
base.  Fastened  by  brass  screws  to  the  outer  side  of 
the  yoke  is  an  oblong  brass  plate  V/2  in.  x  3  in.  On  it 
in  black  letters  is  etched  “closed”  and  within  an  etched 
circle  filled  with  red  paint  is  the  word  “open”  in 
natural  brass  letters. 

Cast  integrally  with  the  base  is  a  bearing  1  in.  long 
provided  with  a  brass  bushing,  through  which  the 
operating  rod  passes.  The  operating  rod  is  7  in.  long 
and  y%  in.  in  diameter.  Between  the  bearing  and  the 
yoke,  the  operating  rod  is  inside  a  steel  compression 
spring,  in.  long,  wound  of  1/16  in.  wire,  and  of  con¬ 
siderable  stiffness.  A  cast  iron  end  threaded  onto  the 
lower  end  of  the  operating  rod  fits  a  7/16  in.  pin  to 
operate  the  valve  crank.  Considerable  force  is  neces¬ 
sary  to  overcome  the  stiffness  of  the  spring  and  force 
the  operating  rod  down  through  the  bearing  to  operate 
the  valve  crank  and  open  the  valve.  In  order  for  this 
force  to  be  transmitted  from  the  handle  to  the  yoke 
it  is  necessary  that  the  free  end  of  the  catch  finger  be 
held  firmly  so  that  it  will  rotate  about  this  point. 

The  operating  catch  arm  has  a  saddle  designed  to 
fit  the  pin  on  the  free  end  of  the  catch  finger.  This 
arm  is  of  cast  iron,  about  4  in.  long  and  is  shaped 
like  an  elongated  S.  It  is  pivoted  on  a  ys  in.  shaft 
secured  by  an  Allen  setscrew  between  the  smaller 
brackets.  It  extends  from  a  point  directly  beneath  the 
yoke,  diagonally  across  the  base,  to  a  point  beyond  the 
solenoid  assembly.  A  stamped  steel  spring  catch  of 
3/16  in.  flat  stock  is  bolted  to  the  end  of  the  operating 
catch  arm.  The  spring  catch  engages  the  solenoid  op¬ 
erating  catch.  A  steel  stamping  3l/2  in.  long  of  in. 
flat  stock,  forms  the  solenoid  operating  catch  which  is 
pivoted  near  its  center  to  the  solenoid  support.  A  slot 
in  the  upper  end  of  the  solenoid  operating  catch  en¬ 
gages  a  pin  on  top  of  the  solenoid  plunger. 

The  operating  rod  end,  valve  crank,  and  packing 
gland  are  covered  by  an  iron  cover  cast  in  two  parts 
3/16  in.  thick.  The  two  parts  are  held  together  by  a 
long  screw  and  are  fastened  to  the  bottom  of  the  base 
by  three  screws  which  cannot  be  removed  when  the  top 
cover  is  in  place.  All  of  the  parts  above  the  base  are 
enclosed  by  a  two-piece  cover.  The  side  piece  is  of  1/32 
in.  sheet  steel  4l/$  in.  high  having  a  slot  for  mounting- 
over  the  hub  of  the  handle,  louvers  for  ventilation,  and 
an  opening  for  observing  the  “open”  or  “closed”  indi¬ 
cator.  The  rectangular  casting  which  forms  the  top  is 
secured  to  the  sides  by  drive  screws.  There  are  two 
brass  plates  mounted  with  brass  screws  on  the  cover. 
Three  machine  screws  fasten  the  cover  to  the  base.  The 
heads  of  two  of  the  screws  are  drilled  to  accommodate 
a  sealing  wire. 

Operation  of  Safety  Valve 

To  operate  the  device  the  handle  is  turned  as  far  as 
possible  in  a  clockwise  direction  thus  engaging  the 
solenoid  operating  catch  and  the  spring  catch.  When 
the  solenoid  is  energized  the  plunger  will  be  held 
down  which  in  turn  will  keep  the  two  catches  engaged. 
This  holds  the  operating  catch  arm  in  such  a  posi¬ 
tion  that  the  saddle  end  can  act  as  a  fulcrum  for  the 
catch  finger.  As  the  handle  is  turned  counter-clockwise 
the  catch  finger  will  rotate  forcing  the  operating  rod 
against  the  compression  of  the  spring  down  through 
the  bearing  to  turn  the  valve  crank  and  open  the  valve. 
The  valve  is  held  in  the  open  position  by  the  cam  crank 
being  rotated  past  the  dead  center  position. 

If  the  solenoid  is  not  energized  the  plunger  will  be 
lifted  until  the  catches  are  disengaged  thus  dropping 
the  operating  catch  arm  to  a  position  where  it  cannot 
act  as  a  fulcrum  for  the  catch  finger.  If  desired,  the 
valve  can  be  closed  manually  by  rotating  the  handle 
in  a  clockwise  direction. 

The  Maxon  Safety  Shutoff  Valve  has  been  approved 
by  the  Factory  Mutual  Laboratories,  Report  No.  10429. 


RECOMMENDATION 

The  Maxon  Premix  Gas  Burner  was  inspected  and 
tested  by  the  Committee  on  Tests  of  the  Board  at  230 
East  45th  Street,  New  York  City.  On  the  basis  of  this 
inspection  and  test  and  the  report  of  the  Factory 
Mutual  Laboratories  the  Committee  on  Tests  recom- 
mends.  the  approval  of  the  Maxon  Premix  Gas  Burner 
( Multi-Ratio- Valve  Type)  when  installed  with  the 
Maxon  Safety  Shutoff  Valve,  Series  404,  in  accordance 
with  this  report  and  the  provisions  of  C26-696.0,  Ad¬ 
ministrative  Building  Code,  and  in  accordance  with  the 
manufacturer’s  specification,  provided  there  be  in¬ 
stalled  in  the  gas  line  remotely  located  a  manually 
operated  shut-off  valve  and  that  the  device  bear  a  label 
permanently  affixed  reading '  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  Citv 
under  Cal.  203-44-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 
Commissioner, 

CHARLES  M.  BLUM, 
Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Maxon  Premix 
Gas  Burner  (Multi-Ratio- Valve  Mixer  Type)  with  the 
Maxon  Safety  Shutoff  Valve,  Series  404,  on  condition  that 
the  appliance  be  manufactured,  installed,  and  labelled, 
stamped  or  tagged  in  accordance  with  the  above  report. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

120-44-A 

APPLICANT — Sol.  A.  Herzog,  for  Moxon  Corporation, 
owner  (42nd  Street  Fotoshop,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 18  East  42nd  street,  south  side, 
166  ft.  east  of  5th  avenue  (Block  1276,  Lot  66), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Elaine  Feldman. 

ACTION  OF  BOARD — Laid  over  to  June  20,  1944  at  10 
A.  M.  on  request  of  applicant’s  representative. 


243-44-A 

APPLICANT — Frank  D.  Hutchinson,  for  Metropolitan 
Engineering  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1236-1286  Atlantic  avenue, 
south  side,  80  ft.  west  of  Nostrand  avenue  (Block 
1200,  Lot  21),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration  :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  June  20,  1944  at  10 
A.  M.  on  written  request  of  applicant. 


91-44-A 

APPLICANT— John  J.  McNamara,  for  Hillcrest  Jewish 
Center,  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 80-15  Kent  road,  east  side, 
82.9  ft.  south  of  Union  Turnpike  (Block  7248,  Lots’ 
3,  4  and  6),  Jamaica,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  John  J.  McNamara. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW—  .  . 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  . (j) 

Absent:  Commissioner  Savage .  1 


231-44-A 

APPLICANT— Kingsway  Builders’  Specialties,  Inc.,  for 
1602  Troy  Avenue  Corporation,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1602  Troy  avenue,  west  side, 
137  ft.  north  of  Avenue  H  (Block  7727,  part  of 
Lot  73),  Borough  of  Brooklyn. 

APPEARANCES—  ,  0 ,  , 

For  Applicant :  Emil  Beye  and  Robert  Schaefer. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  ® 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (231-44-A) 

Whereas,  Kingsway  Builders’  Specialties,  Incorporated, 
for  1602  Troy  Avenue  Corporation,  owner,  filed  April  19, 
1944,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  1602  Troy  avenue,  west  side,  137  ft.  north  of 
Avenue  H  (Block  7727,  part  of  Lot  73),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  Order  96479-LC,  issued  by  the  fire  commis¬ 
sioner  January  31,  1944,  and  repeated  in  a  decision  of  the 
fire  commissioner  dated  April  12,  1944,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  and  use  paints,  enamels, 
etc.,  shows  that  the  following  must  be  done  before  the 
permit  requested  by  you  can  be  issued: 

Forthwith 

1.  Discontinue  the  storage  of  Savasol  No.  4  (volatile 
inflammable  oil)  in  excess  of  5  gallons,  or 

Provide  an  approved  buried  storage  system  for  the 
storage  of  same.  Plans  to  be  filed  and  approved  by 
the  Department  of  Housing  and  Buildings  before  work 
is  commenced.  Installation  to  be  supervised  by  a  rep¬ 
resentative  of  Division  of  Combustibles,  Fire  Depart¬ 
ment,  C-19-11.0,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story 
(12  ft.)  in  height;  10  ft.  by  29  ft.  in  area;  of  Class  1  con¬ 
struction;  erected  1926;  located  in  an  unrestricted  use,  A 
area  district  and  used  for  the  storage  of  paint  and  savasol 
in  excess  of  5  gallons  ;  and 

Whereas,  the  applicant  requests  that  the  Board  grant 
permission  to  store  paints  and  one  55  gallon  drum  of  Savasol 
No.  4  in  the  specially  constructed  concrete  block  building- 
located  about  10  ft.  away  from  the  building  proper ;  and 
Whereas,  the  applicant  contends  that  the  present  factory 
building  proper  is  one  hundred  per  cent  sprinklered;  that 
the  lessee  has  been  using  the  concrete  block  building  as  a 
storage  place  for  paint  and  thinners  and  is  now  forced  to 
use  it  for  storage  of  savasol  for  the  duration  of  the  war  and 
it  is  engaged  in  very  essential  war  work  for  the  Navy 
and  for  the  war  effort. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  96479-LC,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  not 
more  than  one  55-gallon  drum  of  savasol  No.  4  shall  be 
stored ;  that  such  savasol  No.  4  shall  be  stored  and  use  for 


thinning  as  proposed  within  the  concrete  block  building 
located  10  ft.  away  from  the  building  proper;  that  the 
sprinkler  system  within  the  main  building  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner  and  that 
in  all  other  respects,  the  building  and  premises  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto ; 
that  such  portable  fire  fighting  appliances  shall  be  maintained 
within  the  concrete  block  paint  storage  building  as  the  fire 
commissioner  shall  direct  and  ventilation  shall  be  maintained 
to  his  satisfaction. 


252-44-A 

APPLICANT— John  J.  Morro,  for  Greenpoint  Realty  Cor¬ 
poration,  owner  (Zone  Oil  Trucking  Corporation 
and  Newtown  Machine  Shop,  lessees). 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 64-84  Van  Dam  street  and  59- 
67  Bridgewater  street,  southeast  corner  (Block  2663, 
Lot  17),  Bordugh  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Morro. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (252-44-A) 

Whereas,  John  J.  Morro,  for  Greenpoint  Realty  Cor¬ 
poration,  owner  (Zone  Oil  Trucking  Corporation  and  New¬ 
town  Machine  Shop,  lessees),  filed  April  26,  1944,  an  ap¬ 
peal  from  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  64-84  Van  Dam  street  and  59-67  Bridgewater  street, 
southeast  corner  (Block  2663,  Lot  17),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  Order  95685-C  issued  by  the  fire  commissioner 
September  27,  1943  and  repeated  in  a  decision  of  the  fire 
commissioner  dated  April  5,  1944,  reads  : 

“2.  Separate  the  space  where  open  flames  (oxy- 
acetylene  torch)  are  used,  from  the  place  where  autos 
are  kept,  by  an  enclosure  of  fire-retarding  material. 

Door  to  said  enclosure  to  be  fireproof  and  self¬ 
closing.  C19-72,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (15  ft.)  in  height,  202  ft.  by  100  ft.  in  area,  of  Class 
3  construction,  equipped  with  a  sprinkler  system  and  stand¬ 
pipe  system,  erected  in  1934,  located  in  an  unrestricted  use, 
A  area  district  and  used  and  occupied  as  an  automobile  re¬ 
pair  shop  and  for  the  manufacturing  of  Marine  metal  equip¬ 
ment,  30  persons ;  and 

Whereas,  the  applicant  contends  that  permit  150704  was 
issued  for  the  maintenance  of  a  storage  garage  and  motor 
vehicle  repair  shop ;  that  in  addition  to  the  use  for  which 
this  permit  was  issued,  a  portion  of  the  space  is  now  being- 
used  as  a  Marine  equipment  manufacturing  shop  engaged 
100%.  in  war  work;  that  in  January,  1942,  an  affiliate  cor¬ 
poration  of  the  applicant  was  approached  by  representatives 
of  the  Government  and  war  industries  and  requested  to 
engage  in  the  production  of  war  materials  and  utilize  for 
the  war  effort,  the  machine  tools  which  had  been  formerly 
used  in  the  fabrication  of  oil  burners  and  steel  boiler-burner 
units  ;  that  in  order  to  undertake  this  operation  it  was  neces¬ 
sary  to  rearrange  the  machinery,  since  the  items  to  be  pro¬ 
duced  for  the  war  effort  were  too  heavy  to  permit  their 
production  in  the  original  factory  building  which  was  di¬ 
vided  into  three  floors ;  that  the  only  available  space  suit¬ 
able  for  the  production  was  the  building  in  question;  that 
no  welding,  cutting  or  any  like  operation  was  done  on  the 
premises  for  the  first  year  at  which  time  they  were  again 
approached  by  the  Government  and  war  industries’  repre¬ 
sentatives  to  undertake  the  complete  production  of  certain 
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items,  instead  of  just  machining  certain  parts;  that  this 
operation  involved  the  installation  of  automatic  oxy-acety- 
lene  cutting  equipment  ;  that  the  entire  building  is  equipped 
with  an  approved  sprinkler  system  and  standpipe  system ; 
the  floor  is  concrete,  the  walls  are  brick  and  all  windows 
are  set  in  metal  sash ;  that  the  space  allotted  to  the  pro¬ 
duction  of  war  work  is  over  60  ft.  from  the  area  where 
truck  repairs  are  carried  on  and  is  separated  therefrom  by 
an  8  ft.  metal  partition  equipped  with  a  self-closing  door ; 
a  portion  of  this  partition  is  carried  to  the  roof ;  that  the 
lessee  owns  and  maintains  a  fully  equipped  American  La 
France  fire  fighting  truck  outfitted  with  a  500  gallon  per 
minute  pump,  400  gallon  reserve  water  tank,  300  ft.  of  2*4 
in.  fire  hose,  a  150  ft.  reel  of  \l/2  in.  fire  hose  equipped 
with  American  LaFrance  fog  nozzles,  a  foam  hopper  con¬ 
nected  to  pump  and  reserve  water  tank,  and  has  ten  50- 
pound  cans  of  foam,  two  2l4-gallon  hand  foam  extinguishers, 

'  four  2^2-gallon  soda  acid  extinguishers,  two  2j4-gallon 
pyrene  extinguishers,  ladders,  hooks,  axes,  flood  light,  etc. ; 
that  this  truck  is  maintained  on  the  premises  with  trained 
men  on  available  day  and  night  and  is  ready  for  instant  use ; 
that  the  present  use  of  oxy-acetylene  cutting  and  welding 
is  a  temporary  one  and  it  will  be  a  hardship  to  be  com¬ 
pelled  to  erect  an  acceptable  partition  for  this  temporary 
period  and  it  is  therefore  requested  that  the  Board  modify 
the  provisions  of  the  fire  commissioner’s  order,  to  permit 
the  operation  to  continue  for  the  duration  of  the  war  effort. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  95685-C,  Objection  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  premises  shall  be  maintained  as  proposed ;  that  the 
acetylene  welding  shall  be  maintained  only  in  the  shop  as 
indicated;  that  the  metal  partitions  indicated  on  plans  filed 
with  this  appeal  marked  “Received  April  26,  1944”  shall 
be  maintained,  and  doors  within  such  partitions  maintained 
as  self-closing;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  and  all  other  items  of  Order  95685-C 
shall  be  complied  with ;  that  this  variance  shall  continue 
only  so  long  as  the  premises  are  occupied  substantially  as 
proposed. 


Adjourned:  11:50  A.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  13,  1944. 

Present:  Chairman  Murdock,  Commissioner  Blum  and 
Deputy  Chief  Gunn. 


ZONING  CASES 

621-24-BZ 

APPLICANT — Howrard  H.  Snyder,  for  Dexter  Holding 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  superintendent  of  buildings)  granted  on  condi¬ 
tion,  permitting  in  a  business  use  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles). 

PREMISES  AFFECTED — 234-240  East  54th  street,  south 
side,  100  ft.  west  of  Second  avenue  (Block  1327, 
Lot  29),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  H.  Snyder. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  ITON  OF  BOARD — Application  reopened. 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  q 

Absent:  Commissioner  Savage .  1 


381-27-BZ 

APPLICANT — The  Cord  Meyer  Company,  owner. 


bLLJLCi — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  acting  borough  superintendent)  previously 
granted  on  condition,  permitting  in  a  business  use 
district  the  conversion  of  occupancy  of  a  building 
occupied  as  a  garage  for  more  than  five  motor 
vehicles  (granted  by  the  Board  under  Cal.  381- 
27-BZ)  to  a  commercial  storage  building  for  a 
temporary  period  of  three  years  and  at  the  end  of 
that  time  to  revert  back  to  its  former  use. 
PREMISES  AFFECTED — 88-01  to  88-15  Roosevelt  ave¬ 
nue,  north  side,  from  88th  to  89th  streets  (Block 
617,  Lot  38),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 


For  Applicant:  Walter  Adikes  and  J.  A.  Kibler. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  o 

Absent:  Commissioner  Savage .  1 


741-41-BZ 

APPLICANT — Clayton  G.  Shirkey,  for  Estate  of  Ann 
Eliza  Morrison  (Leonore  Morrison,  executrix), 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  transient  parking  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 165  Beach  102nd  street,  north¬ 
west  corner  of  Shore  Front  parkway  (Block  641, 
part  of  Lots  35  and  48),  Rockaway  Beach,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Clayton  G.  Shirkey. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  set  for  hearing  on  July  5,  1944  at 
10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 


596-42-BZ 

APPLICANT— Koch  and  Wagner,  for  The  Roberts  Num¬ 
bering  Machine  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  Application  (decision 
of  the  borough  superintendent)  under  section  7c  of 
the  zoning  resolution,  granted  on  condition,  per¬ 
mitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  garage  for  five  motor  vehicles 
(of  the  pleasure-car  type)  for  storage  of  cars  owned 
by  the  officers  of  the  owners  of  factory  buildings 
located  on  the  same  plot. 
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PREMISES  AFFECTED— 30  Richmond  street,  west  side, 
194  ft.  6  in.  south  of  Jamaica  avenue  and  692-710 
Jamaica  avenue  (Block  4102,  Lots  19  and  35),  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Harry  L.  Yakel.  ( 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  . ; .  ^ 

Absent:  Commissioner  Savage .  1 


810-42-BZ 

APPLICANT— Abraham  Farber,  for  Monford  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the 
alteration  and  extension  of  a  factory  building— by 
the  erection  of  a  third  story. 

PREMISES  AFFECTED— 1-27  Montauk  avenue,  3144- 
3166  Atlantic  avenue,  southeast  corner  and  2-40  Mil- 
for  street  (Block  3976,  Lots  25  to  48,  inclusive), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Abraham  Farber. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 


528-31-BZ 

APPLICANT— George  W.  Herr,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  reso¬ 
lution,.  permitting  in  a  business  use  district,  the 
maintenance  of  a  gasoline  service  station  for  a 
temporary  period. 

PREMISES  AFFECTED— 70-52  Kissena  boulevard,  north¬ 
west  corner  of  70th  road  (Block  2235,  Lot  1), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jacob  Herr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 


THE  RESOLUTION  (528-31-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  the  maintenance  of  a  gasoline  service 
station  for  a  term  of  two  years,  affecting  premises  70-52 
Kissena  boulevard,  northwest  corner  of  70th  road  (Block 


2235,  Lot  1),  Flushing,  Borough  of  Queens,  was  granted 
by  the  Board  on  March  18,  1932,  on  certain  conditions  and 
permit  extended  from  time  to  time,  the  last  such  extension 
having  been  granted  on  June  23,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  18,  1932,  as  amended 
through  June  23,  1942,  only  in  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7,  subdivision  f,  for  a  term 
of  two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution,  on  condition  *  *  *” 


52-38-BZ 

APPLICANT— Frank  S.  Parker,  for  Lincoln  Warehouse 
Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent),  previously 
granted  on  condition,  under  section  7c  of  the  zon¬ 
ing  resolution,  permitting  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  one-story  extension  to  an 
existing  business  building ;  the  proposed  extension 
to  be  used  as  a  loading  platform  and  truck  space. 
PREMISES  AFFECTED— 1187-1201  Third  avenue,  east 
side,  from  East  69th  to  East  70th  street,  201-2Q3 
East  69th  street  and  202-204  East  70th  street  (Block 
1424,  Lot  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  S.  G.  Feldman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (52-38-BZ) 

Whereas,  this  application,  under  sections  7c  and  21  of 
the  zoning  resolution,  to  permit  in  a  residence  use  district 
the  erection  of  a  garage  for  more  than  three  (3)  motor 
vehicles,  to  be  used  in  conjunction  with  the  warehouse  lo¬ 
cated  on  the  westerly  portion  of  the  plot,  premises  1187- 
1201  Third  avenue,  east  side,  from  East  69th  street  to  East 
70th  street,  201-203  East  69th  street  and  202-204  East  70th 
street  (Block  1424,  Lot  1),  Borough  of  Manhattan,  was 
denied  by  the  Board  April  19,  1939 ;  and 

Whereas,  Frank  S.  Parker  for  Lincoln  Warehouse  Cor¬ 
poration,  owner,  requested  reopening  of  the  application,  under 
section  7c  of  the  zoning  resolution,  to  permit  partly  in  a 
business  use  district  and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  one  (1)  story  extension 
to  an  existing  building;  said  extension  to  be  used  as  a 
loading  platform  and  truck  space;  and 

Whereas,  on  December  16,  1941,  this  application  was 
granted  by  the  Board,  on  certain  conditions  and  time  ex¬ 
tended  on  June  22,  1943,  to  obtain  permits  and  complete  the 
work  and  the  applicant  requested  a  further  extension  of  time 
to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  16,  1941,  as 
amended  on  June  22,  1943,  only  in  so  far  as  it  has  reference 
to  the  time  within  which  to  complete  the  work,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“In  view  of  the  statement  by  the  applicant  that  all 
permits  have  been  obtained,  all  work  shall  be  completed 
within  one  (1)  year  from  the  date  of  this  amended 
resolution.” 
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259-39-BZ 

APPLICANT — Meyer  Wilen,  for  Michael  Lordi,  owner ; 
Lena  Lordi,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  21  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  a  garage  for  eight  (8)  motor  vehicles,  for 
a  term  of  five  years. 

PREMISES  AFFECTED — 57-18  to  57-24  Granger  street, 
south  side,  131  ft.  east  of  Martense  avenue  (Block 
1950,  Lot  46),  Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Meyer  Wilen. 

For  Administration:  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (259-39-BZ) 


Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  five  years,  the  maintenance  of  a  garage  for  eight  (8) 
motor  vehicles,  affecting  premises  57-18  to  57-24  Granger 
street,  south  side.  131  ft.  east  of  Martense  avenue  (Block 
1950,  Lot  46),  Corona,  Borough  of  Queens,  was  granted 
by  the  Board  on  June  7,  1939,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  7,  1939,  only  in  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7f  for  a  term  of  five  (5) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  continuance  of  the  existing  garage  building  as 
permitted  by  the  borough  superintendent  and  as  shown 
on  filed  plans  marked  ‘Received  February  8,  1939’  on 
condition  *  *  *” 


704-41-BZ 

APPLICANT — Max  Horn,  for  Edward  W.  Stellges,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 127  Beach  67th  street,  west 
side,  161.78  ft.  north  of  Boardwalk  and  138  Beach 
68th  street  (Block  360,  Lot  85  and  part  of  Lot  12), 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 


THE  RESOLUTION  (704-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  127  Beach  67th  street,  west 
side,  161.78  ft.  north  of  Boardwalk  and  138  Beach’  68th 
street  (Block  360,  Lot  85  and  part  of  Lot  12),  Arverne, 
Borough  of  Queens,  was  granted  by  the  Board  on  July  7, 
1942,  on  certain  conditions;  and 

\V  hereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  7,  1942,  only  in  so  far 
as  it  has  reference  to  the  term  of  the  permit;  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
premises  on  Beach  67th  street  with  a  frontage  of  ap¬ 
proximately  175  ft.  and  a  depth  of  100  ft.  to  be  occu¬ 
pied  for  the.  parking  and  storage  of  more  than  five 
(5)  motor  vehicles,  *  *  *” 


707-41-BZ 

APPLICANT  Max  Horn,  for  Leo  H.  Rich,  owner 
(Nathan  Zucker,  lessee). 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 34-21  Sprayview  avenue,  south¬ 
east  corner  of  Beach  35th  street  (Block  306,  Lot 
1),  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  o 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (707-41-BZ) 


W  hereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  34-21  Sprayview  avenue 
southeast  corner  of  Beach  35th  street  (Block  306,  Lot  1), 
Edgemere,  Borough  of  Queens,  was  granted  by  the  Board 
on  June  30,  1942,  on  certain  conditions  and  time  to  obtain 
permits  and  complete  the  work,  was  extended  on  September 
9,  1942;  and 

W'hereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  30,  1942,  as  amended 
on  September  9,  1942,  only  in  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  *  *  *  that  all  permits  shall  be  obtained  and  all 
work  completed  within  two  (2)  months  from  the  date 
of  this  amended  resolution.” 
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831-41-BZ 

APPLICANT— Max  Horn,  for  Ocean  Gold  Realty  Corpora¬ 
tion,  owner ;  Ocean  Edge  Baths,  lessee. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 34-01  Sprayview  avenue,  south¬ 
west  corner  of  Beach  34th  street  (Block  306,  Lot  7), 
Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition:  Harold  Klorfein,  Dept  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (831-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  34-01  Sprayview  avenue, 
southwest  corner  of  Beach  34th  street  (Block  306,  Lot  7), 
Edgemere,  Borough  of  Queens,  was  granted  by  the  Board 
on  June  30,  1942,  on  certain  conditions,  resolution  amended 
and  time  extended  on  September  9,  1942  and  time  further 
extended  on  May  25,  1943 ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  30,  1942,  as  amended 
through  May  25,  1943,  only  insofar  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
premises  to  be  occupied  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles,  on  condition  ...  A 


836-41-BZ 

APPLICANT— Max  Horn,  for  Zimergast  Realty  Company, 
Incorporation,  owner  (Paul  J.  Paul,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  granted  under  section 
7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 98-01  Rockaway  Beach  boule¬ 
vard  and  185  Beach  98th  street,  southwest  corner 
(Block  637,  Lot  39),  Rockaway  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (836-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  98-01  Rockaway  Beach 
boulevard  and  185  Beach  98th  street,  southwest  corner 
(Block  637,  Lot  39),  Rockaway  Beach,  Borough  of  Queens, 
was  granted  by  the  Board  on  May  26,  1942,  on  certain 
conditions  and  time  extended  on  September  9,  1942,  to  obtain 
permits  and  complete  the  work ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  26,  1942  as  amended  on 
September  9,  1942,  only  insofar  as  it  has  reference  to  the 
term  of  the  permit,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  years 
from  the  date  of  this  amended  resolution,  to  permit  that 
portion  of  the  plot  with  a  frontage  of  approximately 
40  ft.  toward  the  west  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  on 
condition  .  .  . 


841-41-BZ 

APPLICANT— Max  Horn,  for  Belle  Goldstein,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 33-03  Sprayview  avenue,  south¬ 
west  corner  of  Beach  33rd  street  (Block  305,  Lot  6), 
Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (841-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  affecting  premises  33-03  Sprayview  avenue, 
southwest  corner  of  Beach  33rd  street  (Block  305,  Lot  6), 
Edgemere,  Borough  of  Queens,  was  granted  by  the  Board 
on  May  26,  1942,  on  certain  conditions,  time  extended  on 
September  9,  1942  and  May  25,  1943 ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  26,  1942  as  amended 
through  May  25,  1943,  only  insofar  as  it  has  reference  to 
the  term  of  the  permit,  so  "that  as  amended,  this  portion  of 
the  resolution  shall  read : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  plot  with  a  forntage  of  100  ft.  on  Sprayview  avenue 
and  a  depth  of  120  ft.  on  Beach  33rd  street  to  be 
occupied  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicle,  on  condition  .  .  . 
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1085-41-BZ 

Henry  Nordlieim,  for  Benjamin  Gertner, 

owner. 

Application  for  consideration — reopening  and 
rehearing  on  new  proposal  and  decision,  re  Applica¬ 
tion  (decision  of  the  acting  borough  superintendent) 
previously  denied  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  a  building  to  use  for  the 
storage  or  baling  of  junk,  paper  and  rags. 

PREMISES  AFFECTED — 1463  Crotona  place,  west  side, 

?^ftUnorth  of  St  Paul’s  Place  (Block  2927,  Lot 
30),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  Benjamin 
Gertner. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen  denied 
THE  VOTE  TO  REOPEN— 

Affirmative  .  q 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (1085-41-BZ) 

Whereas  this  application  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the  conversion 
of  occupancy  of  a  building  to  the  use  for  the  storage  or 
baling  of  junk,  paper  or  rags,  affecting  premises  1463 

side’  85  ft  north  of  st-  Paul’s  place 
(Block  29-7,  Lot  30),  Borough  of  The  Bronx,  was  dismissed 
for  lack  of  prosecution  on  April  14,  1942;  and 

Whereas,  upon  request  of  the  owner’s  representative,  the 
case  was  reopened  by  vote  of  the  Board  on  January  12 
1943 ;  and 

V  hereas,  this  application  was  denied  bv  the  Board  on 
February  9,  1943;  and 

Whereas,  the  present  applicant  requested  a  reopening 
and  rehearing  of  the  case,  based  on  a  new  proposal ;  and 

Whereas,  the  premises  and  area  were  inspected  by  a 
committee  of  the  Board  on  May  25,  1944 ;  and 

Whereas,  the  Board  deemed  that  no  substantial  new  facts 
were  presented  to  warrant  a  rehearing. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
denied. 


I. 


| 


67-42-BZ 

APPLICANT — Lauer  Realty  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7e  of  the  zoning  resolution, 
permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  maintenance  of  a  building  used  for 
the  storage,  sale  and  engraving  of  stone  monuments. 

•PREMISES  AFFECTED — 2020  Jerome  avenue,  east  side 
100  ft.  north  of  East  179th  street  (Block  2854,  Lot 
34),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Isidore  Lauer. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Ob  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn . . .  3 

Negative  . '  q 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (67-42-BZ) 

Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  maintenance  of  a  building  used  for  the 
storage,  sale  and  engraving  of  stone  monuments,  affecting 
premises  2020  Jerome  avenue,  east  side,  100  ft.  north  of 
East  179th  street  (Block  2854,  Lot  34),  Borough  of  The 
Bronx,  was  granted  by  the  Board  on  June  9  1942  on 
certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  9,  1942,  only  insofar 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7e  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  continuation  of  the  occupancy  as  proposed  on 
condition  .  . 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

576-43-SA 

APPLICANT — Alken-Murray  Corporation,  owner. 

SUBJECT— Hydrokleen  By  Pass  Feeder,  Approval  of 
APPEARANCES— 

For  Applicant:  S.  Judson. 

ACTION  OF  BOARD — Application  withdrawn 
quest  of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative  .  q 

Absent :  Commissioner  Savage  .  1 


on  re- 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


778-39-A 

APPLICANT — Saul  Goldsmith,  for  Oak-Cal  Realty  Cor¬ 
poration,  owner;  Bushwick  Iron  and  Steel  Co.,  Inc 
lessee. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  (Reopened  May  31,  1944). 

PREMISES  AFFECTED — 116-126  Green  street,  south 
side,  295  ft.  west  of  Franklin  street  (Block  2522, 
Lots  18  and  22),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murd'ock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative  .  q 

Absent:  Commissioner  Savage  .  1 

THE  RESOLUTION  (778-39-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  130-142  Green  street, 
^t!?  side>  263  ft-  7i/2  in.  west  of  Manhattan  avenue  and 
135-137  Huron  street  (Block  2522,  Lots  22,  24  and  59), 
°f  Bn?oklyn,  was  granted  by  the  Board  on  July 
5,  1939,  on  certain  conditions  and  the  resolution  was  amended 
on  July  13,  1943;  and 

Whereas,  the  applicant  requested  a  reopening  of  the 
appeal,  based  on  a  recent  decision  of  the  borough  super¬ 
intendent,  affecting  premises  116-126  Green  street,  south  side 
29o  ft.  west  of  Franklin  street  (Block  2522,  Lots  18  and  22)’ 
Borough  of  Brooklyn;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  31,  1944  and  restored  to  the  calendar;  and 
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Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  24,  1944,  on  Alt.  Applic.  1421-44;  reads: 

“1.  Proposed  removal  of  masonry  wall  to  combine 
two  floor  areas  aggregating  15000  sq.  ft.  in  area  and 
of  non-fireproof  construction  is  contrary  to  Section  4.2.1 
of  the  Building  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  one  and 
two  stories  (24  ft.)  in  height,  150  ft.  by  100  ft.  in  area  at 
1st  floor;  50  ft.  by  20  ft.  6  in.  in  area  at  2nd  floor;  of  Class 
3  and  4  construction;  erected  1910  and  prior  thereto  located 
in  an  unrestricted  use,  A  area  district  and  used  since  1935, 
as  a  warehouse  for  steel  storage,  10  persons;  the  first  floor, 
and  offices  on  the  second  floor,  30  persons ;  that  the  build¬ 
ing  will  be  provided  with  one  interior  stairs  from  2nd  story 
to  street,  44in.  wide  of  steel  construction,  enclosed  in  par¬ 
titions  constructed  of  wood  studs  with  metal  lath  and  cement 
plastered  both  sides,  equipped  with  kalamein  self-closing 

doors ;  and  ,  , 

WMereas,  the  applicant  contends  that  the  premises  consist 

of  a  one  and  two  story  brick  building  and  a  one  story  frame 
building;  that  it  is  proposed  to  connect  both  buildings  at  1st 
floors  into  one  area  of  150  ft.  by  100  ft.  or  15,000  sq.  ft.,  by 
removing  the  brick  and  frame  dividing  walls  on  the  1st 
floor  to  permit  the  crane  runways,  for  the  handling  of  steel, 
to  run  continuously  for  150  ft.;  that  all  of  the  present  frame 
walls  in  the  existing  frame  building  will  be  removed  and 
rebuilt  of  brick,  which  will  make  the  entire  area  constructed 
of  brick  walls,  steel  girders  and  columns,  wood  roof  and 
floor  beams;  that  the  2nd  floor  consists  of  an  area  of  1,000 
sq.  ft.  from  which  egress  is  had  by  means  of  a  44  in.  steel 
stair  directly  to  the  street,  enclosed  with  fire  retarded  con¬ 
struction,  equipped  with  fireproof  self-closing  doors  ;  that  the 
first  floor  will  be  occupied  for  the  storage  of  steel,  the  2nd 
floor  for  lockers  and  showers;  that  the  occupancy  is  low, 
the  use  of  the  premises  is  non-hazardous  and  the  intervening 
walls  would  create  a  practical  difficulty. 

Resolved  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1421—44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  objec¬ 
tion  1  on  condition  that  the  building  shall  be  reconstructed 
substantially  as  indicated  on  plans  filed  with  this  appeal, 
marked  “Received  May  24,  1944 ;”  that  any  opening  between 
this  building  and  that  adjoining  to  the  east,  shall  be  equipped 
with  approved  fire  doors  on  each  side  thereof  ;  that  a  means 
of  access,  from  the  second  story  roof  to  adjoining  roofs,  shall 
be  provided  with  a  steel  ladder  on  the  parapet,  to  provide  a 
means  of  escape  in  case  of  fire;  that  this  variance  shall  con- 
tinue  only  so  long  as  the  building  is  occupied  and  maintained 
substantially  as  proposed;  that  the  building  shall  not  be 
increased  in  height  and  area ;  and  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


154-44-A 

APPLICANT— Morris  Whinston,  for  Mickey  Funeral 
Service,  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent  (previously  withdrawn  -reopened  May  9, 
1944). 

PREMISES  AFFECTED— 226-228  Lenox  avenue,  east 
side,  61  ft.  10  in.  north  of  West  121st  street  (Block 
1720,  Lots  38  and  39),  Borough  of  Manhattan. 

APPEARANCES—  .  ,  T 

For  Applicant:  Morris  Whinston  and  Jesse  Oppen- 

heim. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  w  .  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  ® 

Absent:  Commissioner  Savage  .  1 


THE  RESOLUTION  (154-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  226-228  Lenox  avenue, 
east  side,  61  ft.  10  in.  north  of  West  121st  street  (Block 
1720,  Lots  38  and  39),  Borough  of  Manhattan,  was  with¬ 
drawn  on  April  11,  1944;  and 

Whereas,  the  applicant  requested  a  reopening  and  restora¬ 
tion  to  the  calendar;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  9,  1944  and  restored  to  the  calendar,  subject  to  usual 
procedure ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  3;  1944,  re  Alt.  Applic.  116-44,  affecting  226 
Lenox  avenue,  reads : 

“4.  Proposed  occupancy  of  this  nonfireproof  structure 
as  a  funeral  parlor  is  contrary  to  Section  C26-254.0 
Code.  Reconsideration  denied. 

5.  Exits  from  building  are  inadequate,  width  of  stairs, 
stairhalls,  construction  of  stairs,  capacity  of  stairs  and 
enclosure  of  stairs  are  contrary  to  sections  6.4.1. 1,  6.3.1, 
6.4.1. 7.1,  and  6.4.1.8.1  Code.  Reconsideration  denied. 

7.  All  windows  on  course  of  fire-escape  to  be  auto¬ 
matic  fire  windows  10.7.5  Code.  Reconsideration  denied. 

6e.  Beams  as  shown  on  plans  for  basement,  1st  and 
2nd  floors  are  inadequate  for  75  lb.  liveload  required 
under  section  7. 3. 2.2. 5  of  Code.  Maximum  live  load  for 
which  beams  are  adequate,  are  as  follows : 

2nd  floor — 3x10  spruce — full  size — 16"  o.c. — 65  lbs. 
live  load. 

1st  floor — 3x10  spruce — full  size — 16"  o.c. — 65  lbs. 
live  load. 

basement — 3x10  spruce — full  size  16"  o.c. — adequate 
for  75  lbs. 

live  load— but  wood  girders  supporting  beams— 
size  6x10. 

spruce — full  size — 10’  o.c.  is  good  for  65  lbs.  live 
load.” 

and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  3,  1944,  on  Alt.  Applic.  117-44,  affecting  228 
Lenox  avenue,  reads : 

“4.  Proposed  occupancy  of  this  nonfireproof  structure 
as  a  funeral  parlor  is  contrary  to  section  C26-254.0 
Code.  Reconsideration  denied. 

5.  Exits  from  building  inadequate.  Width  of  stairs, 
stair  halls,  construction  of  stairs  and  enclosure  of  stairs 
are  contrary  to  sections  6.4.1. 1,  6.3.1,  6.4.1. 7.1  and 
6.4.1.8.1  Code.  Reconsideration  denied 

7.  All  windows  on  course  of  fire-escape  to  be  auto¬ 
matic  fire-windows  10.7.5  Code.  Reconsideration  denied. 

6e.  Beams  as  shown  on  plans  for  1st  floor  as  inade¬ 
quate  for  100  lbs.  live  load  required  under  section 
7.3.2.2.S  of  Code.  Maximum  live  load  for  which  beams 
are  adequate  are  as  follows  : 

1st  floor — 3x10  spruce  full  size — 16"  o.c. — 65  lbs.  live 
load.” 

and 

Whereas,  the  applicant  states  that  each  building  is  four 
stories  and  basement  (45  ft.)  in  height,  20  ft.  by  60  ft.  in 
area ;  Class  3  construction,  erected  in  \888,  located  in  busi¬ 
ness  use,  B  area,  district ;  and  used  and  occupied  as  follows : 
226  Lenox  avenue,  cellar:  storage  of  caskets  and  boiler 
room,  1  person;  basement  to  4th  floors,  vacant,  formerly 
business;  228  Lenox  avenue:  cellar,  storage  of  caskets  in 
boilerroom,  1  person;  basement,  waiting  room  and  office, 
10  persons;  1st  floor,  funeral  parlor,  60  persons;  2nd  and 
3rd  floors,  combined,  1-family  dwelling;  4th  floor,  1-family 
dwelling;  proposed  to  be  used  and  occupied  as  follows :  226 
Lenox  avenue— cellar,  general  storage  of  caskets  and  boiler- 
room,  1  person;  basement — embalming  and  rest  room,  10 
persons;  1st  floor,  reposing  and  rest  room,  20  persons;  2nd 
floor,  showroom  for  caskets,  10  persons;  3rd  floor,  1  family; 
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4th  floor,  1  family;  228  Lenox  avenue — cellar,  storage  of 
caskets  and  boilerroom,  1  person ;  basement,  waiting  room 
and  office,  10  persons;  1st  floor,  funeral  parlor,  60  persons; 
2nd  and  3rd  floors,  combined,  dwelling,  1  family;  4th  floor, 
dwelling,  1  family;  and 

Whereas,  the  applicant  contends  as  to  objection  4,  of  the 
borough  superintendent’s  decision  acting  on  Alt.  Applic. 
116-44,  affecting  226  Lenox  avenue,  that  under  Section 
C26-227.0  “Mixed  Occupancy”,  it  is  proposed  to  provide 
construction  securing  the  greater  safety,  by  fire-retarding 
the  stairhall  partitions  with  rock  wool  a  full  thickness  of 
studs  in  basement  and  on  1st  and  2nd  stories,  and  to  fire- 
retard  the  ceiling  on  the  2nd  story  with  yA  in.  portland 
cement  plaster  or  26  gauge  stamped  metal  on  top  of  present 
plaster,  which  is  in  good  condition;  that  all  present  hard¬ 
wood  doors  to  present  stair  hall  in  basement  and  1st  floor 
will  be  made  self-closing  and  doors  to  2nd  floor  stair  hall 
will  be  y  hour  doors ;  that  present  hardwood  doors  on  2nd 
and  3rd  floors  will  be  made  self-closing;  as  to  objection  5, 
that  since  the  capacity  of  the  building  is  small  it  would  be 
an  unnecessary  hardship  to  remove  the  present  3  ft.  stair 
and  replace  it  with  a  new  stair  only  8  in.  wider;  it  is  pro¬ 
posed  to  provide  a  second  means  of  egress,  by  erecting  a 
new  party  wall  fire  escape  at  the  rear  from  1st  floor  to  roof 
to  comply  with  Sections  6.1.2.4.7  and  6.7.1  of  the  Building 
Code ;  that  this  additional  means  of  egress  will  provide 
ample  safety  for  the  occupants  of  the  business  and  residential 
portions  of  the  building;  that  permission  is  also  requested  for 
relief  from  complying  with  Section  10.7.5  of  the  Building 
Code  requiring  all  windows  on  the  course  of  fire  escape  to 
be  fireproof,  as  this  is  not  a  factory  building;  as  to  objection 
6e,  that  the  existing  live  load  of  65  lbs.  per  sq.  ft.  is  adequate 
to  sustain  the  load  on  the  floor  and  stair  and  also  framing 
around  stair,  which  will  be  superimposed  by  reason  of  this 
light  occupancy;  and 

Whereas,  the  applicant  contends  further  that  the  open¬ 
ings  in  the  fire  wall  will  be  equipped  with  3-hour  open 
protective  assemblies ;  and 

Whereas,  the  applicant  contends  as  to  the  decision  of  the 
borough  superintendent  on  Alt.  Applic.  117-44,  affecting  228 
Lenox  avenue,  objection  4,  that  it  is  proposed  to  provide 
construction  securing  greater  safety  by  fire-retarding  the 
stairhall  partitions  with  rock  wool  full  thickness  of  studs 
in  basement  and  1st  floor;  that  the  ceiling  of  1st  floor  is 
fire-retarded  with  Y  in.  plaster  board  and  26  gauge  stamped 
metal,  and  all  present  hardwood  doors  opening  onto  stair 
hall  will  be  made  self-closing;  as  to  objection  5,  that  the 
capacity  of  the  building  is  small  and  it  would  be  an  unneces¬ 
sary  hardship  to  be  required  to  remove  the  3  ft.  wood  stair 
and  replace  it  with  a  new  stair  only  8  in.  wider;  that  a 
second  means  of  egress  will  be  provided,  by  erecting  a  new 
party  wall  fire  escape  at  rear  of  building,  extending  from 
1st  floor  to  roof;  as  to  objection  7,  that  the  owner  should 
be  relieved  of  making  the  windows  on  the  course  of  fire 
escape  fireproof,  by.  reason  of  the  fact  it  is  not  a  factory 
building;  and  contends  as  to  objection  6e,  that  the  existing 
65  lb.  live  load  is  adequate  to  sustain  the  load  which  will  be 
superimposed  by  this  light  occupancy. 

Resolved,  that  the  decisions  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  116-44,  affecting  226  Lenox  avenue 
and  No.  117-44.  affecting  228  Lenox  avenue,  be  and  they 
hereby  are  modified  and  that  the  appeal  be  and  it  hereby 
is  granted,  as  to  objection  4,  on  condition  that  the  buildings 
shall  not  be  increased  in  height  or  area ;  that  fire  doors  shall 
be  installed  in  the  proposed  openings  between  buildings,  as 
indicated  on  revised  plans  marked  “Received  May  26,  1944”; 
as  to  objection  5,  on  condition  that  the  proposed  exits  shall 
be  maintained  for  the  public  occupancy  covered  by  this  appeal 
for  the  basement  and  first  floor;  that  the  first  floor  of  No. 
228  and  the  second  floor  of  No.  226  shall  have  means  of 
egress  complying  with  the  requirements  of  law  for  such 
occupancy  as  is  permitted  by  the  borough  superintendent; 
as  to  objection  7,  that  automatic  fire  windows  may  be  omitted 
on  the  course  of  the  fire  escape  at  the  rear  on  the  first  story ; 
as  to  objection  6e  as  amended  by  the  borough  superintendent 
June  8,  1944,  that  the  existing  live  load  of  65  lbs.  per  super¬ 
ficial  foot  may  be  approved,  in  view  of  the  previous  occu- 
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pancy  of  the  buildings  under  which  such  loading  was  ap- 
pioved,  provided  that  at  no  time  shall  the  public  occupancy 
be  in  excess  of  the  number  of  persons  proposed,  namely, 
60  persons  on  the  first  story  of  No.  228  and  20  persons  on 
the  first  story  of  No.  226 ;  that  otherwise  the  buildings  may 
be  occupied  as  proposed,  except  that  this  Board  is  making 
no  ruling  as  to  the  occupancy  of  the  upper  portions  of  the 
buildings  other  than  as  to  the  proposed  funeral  parlor  occu- 
pancy  and  the  proposed  showroom  for  caskets  on  the  second 
floor  of  No.  226;  that  in  all  other  respects,  the  buildings  and 
occupancies  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


163-44-A 


APPLICANT  David  Kopper,  lessee,  for  Eugene  Higgins, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super- 
tendent. 


PREMISES  AFFECTED — 217  West  80th  street,  north 
side,  172  ft.  10  in.  east  of  Broadway  (Block  1228, 
Lot  22),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant :  Joseph  Lau  and  George  M.  Feigin. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn  .  3 

Negative  .  q 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (163-44-A) 


Whereas,  David  Kopper,  lessee,  for  Eugene  Higgins, 
owner,  filed  March  16,  1944  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  217  West 
80th  street,  north  side,  172  ft.  10  in.  east  of  Broadway  (Block- 
1228,  Lot  22),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  May  11,  1944  on  amendment  to  Alt.  Applic.  135-44 
reads : 


“1.  Building  should  comply  with  Section  270  para¬ 
graph  3,  4,  5  of  the  Labor  Law. 

Two  means  of  egress  required  from  every  floor  lead¬ 
ing  directly  to  the  street.  Fire  escape  shown  cannot  be 
accepted  and  is  not  further  considered.  Provide  ladder 
and  scuttle  to  roof. 

2.  Live  load  for  factory  and  storage  use  should  be 
120  lb.  per  sq.  ft.  present  floor  not  good  for  120  lb.  live 
load.” 


Whereas,  the  applicant  states  that  the  building  is  3 
stories  (30  ft.)  in  height,  25  ft.  by  90  ft.  in  area,  of  class  3 
construction,  erected  in  1925,  located  in  a  business  use,  B 
area  district  and  used  and  occupied  as  follows:  1st  floor — 
candy  manufacturing — 5  persons  ;  2nd  floor — storage  of  paper 
cartons — no  persons  ;  3rd  floor — storage  of  paper  cartons — 
no  persons ;  proposed  to  be  used  and  occupied  as  follows : 
1st  floor— candy  manufacturing,  sales  counter  and  office- 
20  persons  ;  2nd  floor — candy  manufacturing  and  storage — 
25  persons  ;  3rd  floor — storage  of  paper  cartons — no  persons, 
not  more  than  the  area  of  the  lot  will  be  used  for  manufac¬ 
turing  on  1st  and  2nd  floors;  that  the  building  is  equipped 
with  one  3  ft.  8  in.  wide  iron  stairs,  enclosed  in  partitions 
of  metal  lath  and  YA  in.  cement  plaster  both  sides,  equipped 
with  fireproof  self-closing  doors  and  extending  from  roof 
bulkhead  directly  to  the  street  and  one  fire  escape  at  rear 
extending  from  top  story  with  ladder  to  roof  with  egress 
from  its  lowest  balcony  by  ladder  and  egress  from  the 
termination  of  the  fire  escape  through  the  adjoining  premises 
to  the  street ;  and 

Whereas,  the  applicant  contends  that  the  rear  yard  of  the 
building  in  question  adjoins  the  yards  of  the  buildings  on 
both  sides  and  the  yard  of  the  81st  street  Theatre  in  the 
rear  and  egress  can  be  had  from  the  yard  of  the  building 
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in  question  by  means  of  a  doorway  in  the  fence  leading 
to  the  yard  of  the  theatre,  which  has  access  to  the  street 
by  means  of  an  open  passageway;  that  the  building  is 
equipped  with  an  iron  stairway,  fire-retarded,  leading  from 
the  roof  to  the  street  and  a  fire  escape  at  the  rear ;  that  the 
floors  are  all  of  concrete  deafening  covered  with  tile ;  that 
the  ceilings  are  all  metal  covered  and  there  is  no  cellar ; 
that  the  doors  on  each  floor  are  fireproof  self-closing  and 
the  windows  are  metal  sash,  metal  frames  with  wire  glass  , 
that  there  is  no  boiler  nor  any  fuel  stored  on  the  premises ; 
that  Certificate  of  Occupancy  12020  issued  in  1927,  permits 
the  following  use  and  occupancy:  1st  floor— stores— -120  lbs. 
live  load— 6  persons;  2nd  floor— restaurant— 120  lbs.  live 
load— 25  persons  ;  3rd  floor— club— 120  lbs.  live  load— 20  per¬ 
sons;  that  Certificate  of  Occupancy  30076  issued  in  1943, 
permits  the  use  of  the  building  as  follows :  1st  floor  candy 
manufacturing  and  office ;  2nd  floor — storage ;  3rd  A001" 
storage ;  that  the  floors  of  the  2nd  and  3rd  stories  are  ade¬ 
quate  for  120  lbs.  per  sq.  ft.  except  that  the  area  of  the 
floor  adjacent  to  the  stair  framing  is  good  for  75  lbs.  per 
sq.  ft. ;  that  the  owner  is  willing,  if  the  Board  accepts  the 
75  lbs.  floor  loading,  to  post  the  floor  for  this  loading  through¬ 
out  ;  that  no  heavy  machinery  will  be  used. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law, 
as  cited  in  a  decision  of  the  borough  superintendent,  acting 
on  Alt.  Applic.  135-44,  and  that  the  appeal  be  and  it  hereby 
is  granted  as  to  objection  1,  on  condition  that  the  primary 
stairway  and  exterior  fire  escape  shall  be  constructed  and 
maintained  substantially  as  indicated  on  plans  filed  with  this 
appeal  marked  “Received  June  7,  1944”,  except  that  the  fire 
escape  shall  have  either  a  fixed  or  counterbalanced  stairway 
from  the  2nd  floor  balcony  to  yard,  and  permission  shall  be 
obtained  from  the  adjoining  owner  for  a  gate  in  the  fence 
to  be  used  as  an  exit  from  such  fire  escape,  and  such  per¬ 
mission  filed  with  the  borough  superintendent ;  that  both  fire 
escape  and  stairway  shall  lead  to  the  roof;  as  to  objection  2, 
that  the  first  floor  shall  have  a  floor  loading  of  not  less  than 
120  lbs.  per  superficial  foot  and  the  second  floor  a  floor  load¬ 
ing  of  120  lbs.  per  superficial  foot,  except  that  the  framing 
around  the  stairway  may  be  not  less  than  75  lbs.  per  super¬ 
ficial  foot;  that  the  2nd  and  3rd  floors  shall,  however,  be 
posted  for  75  lbs.  per  superficial  foot  and  the  floors  at  no 
time  loaded  in  excess  of  such  carrying  capacity;  that  the 
building  shall  not  be  occupied  for  factory  purposes  contrary 
to  the  permissive  requirements  of  the  Zoning  Resolution; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto. 


176-44-A 

APPLICANT— Lena  Tramontana,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 414  Wilson  avenue,  southeast 
corner  of  Madison  street  (Block  3369,  Lot  33), 
Borough  of  Brooklyn. 

APPEARANCES—  ,  , 

For  Applicant:  John  D.  Armstrong  and  Michael 
T  ramontana. 

For  Administration:  Henry  Pheney  and  Fred 
Dahlem,  Dep’t  of  Housing  and  Building. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

N egative  . . .  0 

Absent :  Commissioner  Savage  . .  1 

THE  RESOLUTION  (176-44-A) 

Whereas,  Lena  Tramontana,  owner,  filed  March  24,  1944 
an  application  for  revocation  of  the  Certificate  of  Occupancy, 
effecting  premises  414  Wilson  avenue,  southeast  corner  of 
Madison  street  (Block  3369,  Lot  33),  Borough  of  Brooklyn; 
and 


Whereas,  the  decision  of  the  borough  superintendent 
dated  February  25,  1944  on  Alt.  Applic.  399-44  reads : 

“1.  As  certificate  of  occupancy  70192-33  was  issued 
application  to  revoke  same  must  be  made  to  the  Board 
of  Standards  and  Appeals  as  per  Sec.  646,  sub  G  of  the 
charter.  Not  further  considered.” 
and  . 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (approximately  30  ft.)  in  height,  28  ft.  by  80  ft. 
in  area  at  1st  floor,  28  ft.  by  60  ft.  in  area  at  typical  floor, 
of  class  4  construction,  erected  in  1891,  located  in  a  business 
use,  C  area  district  and  used  and  occupied  as  follows: 
cellar — for  use  in  conjunction  with  the  store  on  the  1st  floor; 
first  floor — store;  2nd  floor — dwelling — two  families;  ord 
floor — dwelling — two  families ;  proposed  to  be  used  and 
occupied  as  follows:  cellar — same;  1st  floor — same;  2nd  and 
3rd  floors— same;  that  the  building  is  equipped  with  one 
31  inch  wide  open  wood  stairs  and  one  fire  escape  at  rear 
which  leads  to  the  roof  by  ladder  and  to  the  street  by 
ladder;  and 

Whereas,  the  applicant  contends  that  the  building  was 
purchased  by  her  recently  and  has  been  occupied  since  its 
erection  as  a  four  family  dwelling  and  store ;  that  the 
building  presently  and  since  1933  has  been  classified  accord¬ 
ing  to  Certificate  of  Occupancy  70192,  as  a  store  and  two 
families ;  that  application  was  made  to  the  borough  super¬ 
intendent  for  revocation  of  such  certificate;  that  application 
for  revocation  of  such  certificate  was  denied  on  the  grounds 
that  the  department  had  no  jurisdiction  to  revoke _  such 
certificate ;  that  the  applicant  believes  that  such  certificate 
should  be  revoked,  on  the  basis  of  affidavits  and  information 
filed  with  this  appeal ;  and  _  . 

Whereas,  the  records  of  the  Housing  Division  indicate 
that  the  building  has  been  occupied  continuously  as  an  old 
law  tenement  house  and  no  record  shows  that  the  Certificate 
of  Occupancy  70192— as  issued  by  the  Department  of  Build¬ 
ings  1933,  was  unknown  to  that  department,  which  at  that 
time  was  the  Tenement  House  Department  and  had  extensive 
jurisdiction  over  the  classification  of  occupancy;  and 

Whereas,  the  records  of  the  Building  Department  con¬ 
tain  no  application  for  issuance  of  Certificate  of  Occupancy 
70192  and  no  indication  of  a  bases  for  such  issuance  other 
than  a  minor  application  to  repair  fire  damage,  on  which 
application  the  occupancy  was  listed  as  store  and  two 
families,  contrary  to  the  records  of  the  actual  occupancy 
as  recorded  by  the  Tenement  House  Department;  and 

Whereas,  the  Board  deemed  that  Certificate  of  Occu¬ 
pancy  70192  was  improperly  issued  and  should  be  revoked. 

Resolved,  that  the  decision  of  the  borough  superintendent 
as  to  Alt.  Applic.  399-44  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted,  revoking  Cer¬ 
tificate  of  Occupancy  70192-33,  to  permit  the  building  to  be 
classified  as  an  old  law  tenement  and  permit  the  Deputy 
Commissioner  of  Housing  to  make  a  determination  as  to 
the  lawful  number  of  apartments. 


187-44-A 

APPLICANT— Lama  and  Proskauer,  for  Toma  J.  Cook, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 112-06  71st  road,  southeast  cor¬ 
ner  of  112th  street  (Block  2248,  Lot  9),  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant — Alfred  A  Lama,  Marion  Cook  and 
•  Toma  J.  Cook. 

For  Opposition :  Reed  Hartel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  . 0 

Absent:  Commissioner  Savage .  1 
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THE  RESOLUTION  (187-44- A) 

Whereas,  Lama  and  Proskauer  for  Toma  J.  Cook,  owner 
filed  March  28,  1944  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  112-06  71st  road 
southeast  corner  of  112th  street  (Block  2248,  Lot  9),  Forest 
Hills,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  24,  1944  relating  to  violation  925-44,  reads: 

This  refers  to  your  letter  of  March  23rd  requesting 
that  premises  112-06  71st  road,  Forest  Hills,  Borough 
of  Queens,  be  reclassified  as  a  two-family  dwelling. 
In  your  letter  you  refer  to  BN  No.  4091-1941,  which 
was  only  for  the  purpose  of  change  in  the  stairs  from 
first  to  second  floors,  and  cellar  to  first  floor.  Em¬ 
bodied  in  application  BN4091-41  are  two  questions  and 
tbeir  answers  which  had  to  be  completed  by  applicant 
before  plans  could  be  approved.  These  questions  and 
answers  are : 

Q  :  How  occupied  ? 

A  :  One-family  residence. 

Q :  How  to  be  occupied  ? 

A  :  One-family  residence. 

And,  as  this  building  is  located  in  a  residence  use, 
“G”  area  district  since  September  25th,  1941,  I  am 
denying  your  request.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (19  ft.)  in  height,  57  ft.  by  24  ft.  6  in.  in  area  at 
1st  floor,  35  ft.  by  24  ft.  6  in.  in  area  at  typical  floor,  of 
Class  4  construction,  erected  in  1922,  located  in  a  residence 
use,  G  area  district  and  used  since  July  1941  as  a  two-family 
dwelling;  and 

Whereas,  the  applicant  contends  that  this  is  an  appeal 
from  a  decision  of  the  borough  superintendent  to  reclassify 
the  building  from  a  one-  to  a  two-family  dwelling;  that 
in  May  1941,  the  owner  of  the  premises  contracted  with  G. 
Zeron  to  have  the  building  converted  to  a  two-family  resi¬ 
dence;  that  this  contract  called  for  changing  stairway  and 
installing  kitchenette  on  the  second  floor;  that  on  May  15, 
1941,  an  application  was  filed  with  the  building  department 
under  B.  N.  4091-1941,  for  permission  to  reverse  the  present 
wood  stairs  from  first  floor  to  second  floor  and  from  first 
floor  to  cellar,  and  approved  May  26,  1941;  that  on  this 
plan,  there  appears  on  the  second  floor  a  room  marked 
“kitchenette” ;  that  the  architect,  in  his  application  filed  with 
the  Department  of  Housing  and  Buildings  in  answer  to  a 
question  as  to  how  the  building  was  to  be  occupied,  answered, 
“one  family”;  that  the  applicant  is  not  able  to  ascertain 
the  reason  for  this  answer,  as  the  time  the  application  was 
filed,  the  premises  under  appeal  was  in  an  F  Zone,  which 
permitted  a  two-family  house;  that  Permit  No.  3117  was 
issued  June  10,  '1941  ;  that  this  alteration  was  completed 
and  signed  off  by  the  Department  of  Housing  and  Buildings 
on  July  9.  1941  ;  that  the  change  of  zone  from  F  to  G  area 
became  effective  September  25,  1941,  several  months  after 
the  filing  of  the  application  with  the  Department  of  Hous¬ 
ing  and  Buildings  and  the  completion  of  the  work;  that 
the  premises  have  been  occupied  as  a  two-family  dwelling 
since  completion  of  the  alteration;  and 
Whereas,  the  petition  to  change  the  area  in  question 
from  an  “F”  to  a  “G”  area  district  was  filed  with  the  City 
Planning  Commission  on  April  21,  1941,  public  hearing  was 
held  by  the  Commission  on  June  18,  1941,  the  amendment 
adopted  June  25,  1941,  and  approved  by  the  Board  of  Esti¬ 
mate,  September  25,  1941 ;  and 
Whereas,  the  applicant  has  filed  a  communication  dated 
September  8,  1941,  addressed  to  the  owner  by  a  Real  Estate 
broker,  indicating  that  a  lease  had  been  prepared  at  that 
time  for  the  lower  apartment  to  be  occupied  by  Charles 
V.  Kettering ;  and 

Whereas,  the  applicant  has  filed  an  affidavit  of  Charles 
V.  Kettering,  dated  April  19,  1944,  wherein  he  states 
that  he  has  resided  on  the  1st  floor  of  the  premises  since 
September  20,  1941 ;  that  the  1st  floor  is  arranged  as  living 
room,  bedroom,  kitchen,  bath,  den  and  porch,  and  has  been 


so  arranged,  and  the  2nd  floor  occupied  as  the  owner’s 
apartment  since  the  beginning  of  his  tenancy;  and 

Whereas,  a  report  of  the  committtee  of  the  Board  was 
read  at  this  hearing,  which  report  reads  as  follows : 

REPORT  OF  COMMITTEE. 


Re:  Cal.  187-44-A. 


June  8,  1944. 


Premises  112-06  71st  road,  southeast  corner  112th 
st.,  Forest  Hills,  Queens. 

This  appeal  is.  from  a  decision  of  the  Borough  Super- 
refusing  to  vacate  a  violation,  No.  925  of 
1944,  for  converting  a  building  from  one  to  two  families 
without  a  permit. 

The  building,  when  erected  under  N.  B.  10373  of  1921 
as  a  one-family  residence  for  Garo  Zeron,  owner  and 
builder,  on  a  corner  plot  50  ft.  by  100  ft.,  was  in  a  D 
residence  zone  In  1922  the  lot  and  building  were  deeded 
to  JJikxam  J.  Cook,  husband  of  the  present  owner.  The 
deed  carried  forward  certain  restrictions,  including  the 
provision  that  any  dwelling  erected  on  the  lot  shall 
be  tor  the  use  and  occupancy  of  one  family. 

.  ,°p  ,M*y  12-  !94L  Building  Notice  4091  was  filed 
by  Rudolf  C.  P.  Boehler,  a  registered  architect,  read- 
mg:  It  is  intended  to  reverse  the  present  wood  stairs 
from  first  floor  to  second  floor  and  the  present  cellar 
stairs  from  first  floor  to  cellar,  as  shown  on  plans.” 
t  was  represented  that  the  building  was  a  one-family 
residence  and  would  be  occupied  after  alteration  as  a 
one-family  residence.  Plans  showing  only  the  changes 
of  stairs  were  approved  May  26,  1941,  and  Permit  3117 
!sns.u.e^  June  10,  1941,  and  work  was  completed  July  9 
1941.  In  addition,  plumbing  work,  consisting  of  chang¬ 
ing  a  bathroom  on  the  second  floor  to  a  kitchenette,  was 
also  done,  no  plans  having  been  filed  and  no  permit 
issued  for  these  additional  changes.  On  July  15,  1941 
an  application  for  a  “letter  of  completion,”  on  the  blank 
usually  employed  for  requesting  a  Certificate  of  Occu- 
PSny>  yas  filed  by  the  builder,  Garo  Zeron,  and  on  July 
1/,  1941,  a  form  letter  was  furnished  by  the  Borough 
Superintendent,  reading:  “This  is  to  certify  that  the 
work  called  for  in  Permit  No.  Misc.  4091-1941,  con¬ 
sisting  of  minor  alterations,  has  been  completed  in 
accordance  with  all  the  requirements  of  the  Building 

Code  Construction  July  9,  1941— Plumbing - X _ - 

\\  hue  it  should  have  been  apparent  to  the  Examiner 
and  to  the  Inspector  that  the  effect  of  the  change  of 
stairs  and  the  installation  of  a  second  floor  kitchenette 
was  to  change  the  arrangement  of  the  dwelling  so  as  to 
provide  for  two  families  instead  of  one,  no  question 
was  apparently  raised  even  though  at  the  time  a  change 
of  zone  was  contemplated  under  a  petition  before  the 
Uty  Planning  Commission,  filed  April  21,  1941,  for  a 
change  of  zone  for  an  area  which  included  the  lot  in¬ 
volved  in  this  appeal  to  a  G  area  district,  under  which 
a  dwelling,  erected  after  the  change  to  a  G  area  district 
would  be  restricted  to  a  single  family.  After  public 
be,fore  the  City  Planning  Commission  on  June 
U  “ie  amendment  was  approved  and  adopted  bv 

the  Board  of  Estimate,  effective  September  25  1941 

It  has  been  suggested  that  the  reason  for  not  stating 
correctly  that  it  was  intended  to  alter  the  dwelling  so 
as  to  accommodate  two  families  instead  of  one  and  for 
not  filing  and  obtaining  a  permit  for  the  plumbing 
changes  that  were  made  to  provide  a  second  kitchen 
may  have  been  due  to  an  erroneous  impression  that 
the  change  in  the  zoning  to  a  G  area  district  had  al¬ 
ready  been  effectuated,  which  was  not  the  fact  Had 
the  facts  been  correctly  stated  and  the  plumbing  plans 
filed,  the  permit  would  have  been  issued.  The  work 
was  actually  completed  on  July  9.  1941,  and  the  change 

25  *1941  Z°ne  dld  n0t  g°  int°  effect  until  September 

The  Committee  recommends  that  this  appeal  be  with¬ 
drawn  and  that  the  architect  request  the  Borough  Super- 
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intendent  to  restore  Building  Notice  4091  of  1941  to 
the  active  file  for  the  purpose  of  considering  amend¬ 
ment  to  the  application,  correctly  setting  forth  the  pro¬ 
posed  alterations  and  proposed  change  from  a  one-family 
dwelling  to  a  two-family  dwelling;  that  a  plumbing  ap¬ 
plication  with  plans  also  be  filed  and  a  permit  obtained 
by  the  registered  plumber,  who  unlawfully  made  the 
plumbing  changes;  that  the  Borough  Superintendent 
passing  on  these  applications  and  permit  may  endorse 
them  as  of  a  date  prior  to  the  time  that  the  work  was 
actually  completed,  namely,  prior  to  September  25, 
1941,  the  date  on  which  the  change  to  a  G  zone  be¬ 
came  effective. 

The  Board  is  informed  that  an  agreement  has  been 
entered  into,  releasing  the  premises  from  the  private 
deed  restriction  which  limited  the  occupancy  of  the 
building  to  a  single  family.  . 

These  recommendations  are  made  without  prejudice 
to  a  restoration  of  the  appeal  for  appropriate  action  in 
the  event  the  solution  suggested  is  not  effectuated. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

CHARLES  M.  BLUM, 

JOHN  E.  GUNN, 

Committee. 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdrawn. 


271-44-A 

APPLICANT— Henry  Woermann,  for  Chas.  Pfizer  and 
Company,  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 400-12  Marcy  avenue,  west 
side,  southwest  corner  of  Lorimer  street  (Block 
2244,  Lots  25  and  33),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

N egative  . 0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (271-44-A) 

Whereas,  Henry  Woermann,  for  Charles  Pfizer  and 
Company,  Incorporated,  owner,  filed  May  5,  1944,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
400-412  Marcy  avenue,  southwest  corner  Lorimer  street 
(Block  2244,  Lots  25  and  33)  (Building  No.  3),  Borough 
of  Brooklyn ;  and 

Whereas,  when  this  appeal  was  called  for  hearing,  no 
appearance  was  made  on  behalf  of  the  applicant,  although 
duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosection. 


296-44-A 

APPLICANT— J.  S.  and  W.  R.  Eakins,  Incorporated, 
owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 120-128  North  11th  street  and 
49-55  Berry  street,  southeast  corner  (Block  2297, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  W.  R.  Eakins. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  . 

Absent:  Commissioner  Savage . . .  1 

THE  RESOLUTION  (296-44-A) 

Whereas,  J.  S.  and  W.  R.  Eakins,  Incorporated,  owner 
and  occupant,  filed  May  20,  1944,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  120-128  North 
11th  street  and  49-55  Berry  street,  southeast  corner  (Block 
2297,  Lot  1),  Borough  of  Brooklyn;  and 

Whereas,  Order  11037-LF,  issued  by  the  fire  commis¬ 
sioner  on  August  17,  1943,  reads : 

“5.  Arrange  street  doors  on  1st  floor  so  same  can 
be  opened  from  both  sides.  Section  272  of  the  Labor 
Law.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
May  11,  1944,  reads: 

“Your  letter  of  February  8th  requesting  cancellation 
of  Item  No.  5  of  Order  11037-LF  has  been  received. 
However,  your  request  is  denied  for  the  reason  that 
this  item  has  been  issued  under  a  mandatory  provision 
of  the  Labor  Law,  over  which  the  fire  commissioner 

has  no  discretion.  .  .  . 

Inasmuch  as  the  Plant  Security  Division  of  the 
Second  Service  Command  has  recommended  that  panic 
bolts  be  provided  on  the  doors,  it  will  be  necessary  for 
you  to  file  a  proper  application  with  the  Board  of 
Standards  and  Appeals,  Room  1000,  Municipal  Build¬ 
ing,  Manhattan,  for  permission  to  carry  out  this  recom¬ 
mendation.” 

and 

Whereas,  the  applicant  states  that  the  building  is  six 
stories  in  height;  160  ft.  by  100  ft.  in  area  at  1st  floor, 
100  ft.  by  100  ft.  in  area  at  typical  floor;  of  Class  1  con- 
struction ;  erected  1917;  located  in  an  unrestricted  use,  B 
area  district  and  used  since  1929  as  follows :  subcellar,  boiler 
room,  3  persons;  cellar,  storage,  2  persons;  1st  floor,  ship¬ 
ping  and  storage,  6  persons ;  2nd  floor,  chemical  manufac¬ 
turing,  10  persons ;  3rd  floor,  chemical  manufacturing,  3 
persons ;  4th  floor,  chemical  manufacturing,  4  persons ;  5th 
floor,  storage  and  office,  10  persons ;  6th  floor,  chemical 
manufacturing,  10  persons;  that  no  change  in  use  or  occu¬ 
pancy  is  proposed;  that  the  building  is  equipped  with  a 
two-source  sprinkler  system,  an  interior  fire  alarm  system 
and  fire  drills  are  maintained  and  that  there  are  three  3  ft. 
9  in.  fireproof  stairs  extending  from  the  street  to  the  roof, 

Whereas,  the  applicant  states  that  the  U.  S.  Army  Plant 
Security  Officer  has  directed  the  installation  of  panic  bolts 
on  the  entrance  doors  to  the  plant;  and 

Whereas,  the  applicant  contends  that  in  the  present 
emergency,  the  internal  protection  and  security  of  the  plant 
which  produces  important  essential  and  critical  supplies  for 
war  use,  is  increasingly  vital  and  it  is  therefore  requested 
that  the  Board  grant  a  variation  of  the  provisions  of  the 
Labor  Law,  to  permit  the  installation  of  panic  bolts  as  indi¬ 
cated  on  plans  filed  with  this  appeal ;  and 

Whereas,  the  appplicant  has  filed  a  copy  of  recommenda¬ 
tion  of  the  Plant  Security  Officer,  U.  S.  Army,  Second 
Service  Command,  that  the  stairway  double  door  on  North 
11th  street  front,  be  equipped  with  panic  bolt  and  used  for 
emergency  exit  only  and  a  similar  recommendation  made 
for  the  double  door  located  on  Berry  street,  southwest  cor¬ 
ner  of  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  Order  11037-LF,  of  the  fire  commissioner, 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  objec¬ 
tion  5,  on  condition  that  no  panic  bolts  shall  be  installed, 
except  on  the  double  doors  leading  from  stairway  to  Berry 
street  and  the  double  doors  leading  from  stairway  at  North 
11th  street  toward  the  center  of  the  building,  but  not  on 
the  double  doors  to  the  east;  that  such  panic  bolts  shall  be 
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of  approved  type;  that  this  variance  may  be  continued  only 
during  the  term  of  the  present  emergency;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


323-44-A 

APPLICANT-— Bureau  of  Real  Estate,  Board  of  Estimate, 
for  City  of  New  York,  owner  (Pleasant  Waste 
Material,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 82-96  Lincoln  avenue  and  270- 
276  East  133rd  street,  southeast  corner  (Block  2308, 
Lot  1),  Borough  of  The  Bronx. 
APPEARANCES— 

bor  Applicant:  Andrew  Olivieri  and  George  R. 
Hennig. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  0 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (323-44-A) 


Whereas,  the  Bureau  of  Real  Estate  of  the  Board  of 
Estimate  of  the  City  of  New  York,  owner  (Pleasant  Waste 
Material,  Inc.,  lessee),  filed  June  1,  1944,  an  appeal  from 
an  order  of  the  fire  commissioner,  affecting  premises  82-96 
Lincoln  avenue  and  270-276  East  133rd  street,  southeast 
corner  (Block  2308,  Lot  1),  Borough  of  The  Bronx;  and 
W hereas,  the  decision  of  the  fire  commissioner  dated 
May  20,  1944,  reads : 

“Inspectors  of  the  Division  of  Fire  Prevention  re¬ 
port  hazardous  conditions  and  this  department  requires 
the  following  changes  to  be  made  in  order  to  render 
safe  the  premises  located  at  88-92  Lincoln  avenue,  Bor¬ 
ough  of  The  Bronx. 

1.  Provide  a  fixed  fire  extinguishing  system  or  other 
means  for  the  extinguishment  of  fire  satisfactory  to  the 
Fire  Commissioner  throughout  the  building.  C19-161.0 
Adm.  Code. 

2.  Arrange  fire  doors  at  horizontal  openings  all 
stories  to  be  automatic  self-closing.  C 19- 161 .0  Adm 
Code. 

3.  Provide  self-closing  trap  doors  in  floor  openings 
all  stories.  09-161.0  Adm.  Code. 

Note :  An  appeal  may  be  made  from  this  order  to 
the  Board  of  Standards  and  Appeals,  Room  1000, 
Municipal  Building,  Manhattan,  within  thirty  days 
from  date.” 
and 


Whereas,  the  applicant  states  that  the  building  is  three 
stories^  (36  ft.)  in  height,  200  ft.  by  100  ft.  in  area,  of 
Class  3  construction,  erected  before  1916,  located  in  an  un¬ 
restricted  use,  A  area  district  and  used  and  occupied  as 
follows :  1st  floor,  fabrication  of  steel,  30  persons,  and 
storage  of  baled  rags,  2  persons ;  2nd  floor,  storage  of  baled 
rags,  2  persons ;  3rd  floor,  vacant ;  that  the  building  is 
equipped  with  two  5  ft.  wide  steel  stairs  enclosed  in  brick, 
equipped  with  steel  doors  and  extending  from  first  story 
to  third  story  and  two  fire  escapes  extending  to  the  roof 
by  stairs  and  to  the  street  by  stairs,  but  windows  on  the 
course  of  the  fire  escape  are  not  protected ;  and 
1  Whereas,  the  applicant  contends  that  approximately 
15.000  sq.  ft.  of  the  ground  floor  is  occupied  for  fabricating 
steel  and  kindred  articles,  the  remaining  portion  of  the 
ground  floor,  approximately  5,000  sq.  ft.  and  the  2nd  floor 
are  used  for  the  storage  of  baled  rags;  that  all  openings 
in  floors  will  be  equipped  with  self-closing  trap  doors  and 
portable  fire  extinguishing  equipment  will  be  installed  to  the 
satisfaction  of  the  fire  commissioner;  and 
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Whereas,  the  applicant  has  stated  to  the  Board  that  the 
portions  of  the  building  used  for  the  storage  of  baled  rags 
consist  of  the  area  fronting  on  East  133rd  street  for  100  ft 
having  a  depth  of  50  ft.  from  East  133rd  street  and  the 
entire  2nd  floor  area  of  the  building. 

Resolved ,  that  the  decision  of  the  fire  commissioner  dated 
May  20,  1944,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted,  as  to  item  1,  on  condition 
that,  only  that  part  of  the  building  on  the  first  and  second 
stories  shall  be  occupied  for  the  storage  of  rags  as  pro¬ 
posed,  and  the  third  story  shall  remain  vacant  and  un¬ 
occupied  ;  that  in  all  other  respects,  the  premises  shall  be 
maintained  substantially  as  proposed  and  to  the  satisfaction 
of  the  fire  commissioner  and  with  such  portable  fire  fight¬ 
ing  equipment  as  he  shall  require;  that  this  variance  shall 
continue  only  so  long  as  conditions  remain  substantially  as 
set  forth ;  as  to  item  2,  that  all  fire  doors  on  the  second 
floor  shall  be  made  self-closing,  as  indicated  on  plans  filed 
with  this  appeal  marked  “Received  June  1,  1944”;  as  to 
item  3,  that  all  trap  doors  in  floors  on  all  stories  shall  be 
equipped  with  fusible  links  so  as  to  be  made  automatically 
self-closing;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


338-44-A 

APPLICANT — William  J.  Minogue,  for  Mary  C.  Condon, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1972  Benedict  avenue,  south¬ 
west  corner  of  Pugsley  avenue  (Block  3930,  Lot 
45),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  J.  Minogue. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  o 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (338-44-A) 


W hereas,  William  J.  Minogue,  for  Alary  C.  Condon, 
owner,  filed  June  7,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  1972  Benedict 
avenue,  southwest  corner  of  Pugsley  avenue  (Block  3930, 
Lot  45),  Borough  of  The  Bronx;  and 

W hereas,  the  decision  of  the  borough  superintendent, 
dated  June  5,  1944,  on  Alt.  Applic.  236-44,  reads : 

“2.  Building  should  be  of  fireproof  construction 
throughout  as  same  is  a  public  building  over  two  stories 
in  height.  (Sec.  4.2.1.) 

4.  Interior  stairs  should  be  of  incombustible  materials 
and  should  be  enclosed  by  two-hour  fire  resisting  ma¬ 
terials.  (Sec.  6.4.I.8.I.)” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
and  attic  (26  ft.)  in  height;  52  ft.  by  29  ft.  in  area;  of 
Class  3  construction;  erected  1930;  located  in  a  residence 
use,  B  area  district,  and  used  and  occupied  since  1940  as 
follows :  cellar,  playroom,  owner’s  room  and  boiler  room. 
20  persons;  1st  floor,  nursery  rooms,  kitchen  and  office,  28 
persons;  2nd  floor,  owner’s  apartment,  15  persons;  proposed 
to  be  used  and  occupied  as  follows:  cellar,  same;  1st  floor, 
same,  41  persons ;  2nd  floor,  2  classrooms,  owner’s  chambers, 
35  persons ;  and 

Whereas,  the  applicant  contends  that  the  attic  is  unused 
except  for  storage;  that  the  school  has  been  in  existence 
since  1940  and  it  is  proposed  to  expand  it  as  the  parents 
of  the  pupils  are  anxious  to  have  their  children  continue  in 
school  for  kindergarten  and  first  grade  work ;  that  in  view 
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of  the  small  number  of  pupils,  less  than  72  in  the  entire 
building,  it  is  felt  that  the  non-fireproof  building  is  adequate 
protection;  that  there  are  two  means  of  egress  from  the 
1st  floor  and  there  will  be  provided  two  outside  iron  stairs 
leading  to  the  rear  yard,  which  open  directly  to  the  street 
from  each  side  of  the  2nd  floor,  so  that  each  classroom  will 
have  two  means  of  egress ;  that  the  children  are  under  the 
constant  supervision  of  teachers  and  it  is  therefore  felt  that 
the  proposed  exits  are  adequate ;  that  a  fire  alarm  system 
will  be  installed  in  accordance  with  the  requirements  of  the 
Administrative  Code. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  236-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  objec¬ 
tion  2,  on  condition  that  the  building  shall  not  be  increased 
in  height  or  area  and  shall  be  occupied  substantially  as 
proposed,  except  that  the  proposed  exterior  stairways  shall 
be  so  located  as  to  be  accessible  from  the  rear  window  of 
each  second  story  classroom ;  that  the  existing  windows 
shall  be  changed  to  outwardly  opening  casements  with  sills 
not  more  than  8  inches  above  the  floor  of  the  room ;  as 
to  objection  4,  on  condition  that  the  existing  means  of  exit 
as  proposed  shall  be  maintained,  and  that  in  all  other  re¬ 
spects,  the  building  shall  be  maintained  substantially  as 
proposed;  that  an  interior  fire  alarm  system  in  accordance 
with  the  requirements  of  the  Administrative  Code  and  the 
rules  of  the  Board  of  Standards  and  Appeals  shall  be  main¬ 
tained,  as  called  for  by  objection  6  of  the  borough  super¬ 
intendent;  that  fire  drills  shall  be  maintained  under  the 
supervision  of  competent  instructors  not  less  than  once 
every  two  weeks;  that  all  children  under  five  years  of  age 
shall  be  located  on  the  first  floor;  that  all  exit  doors  shall 
swing  outwardly;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto,  and  that  all  other  objections 
raised  by  the  borough  superintendent  under  Alt.  Applic. 
236-44  shall  be  complied  with. 


342-44-A 

APPLICANT— Fred  B.  Edwards,  for  The  Maltine  Co., 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 436-450  18th  street,  1801-1823 
8th  avenue,  southeast  corner  and  427-441  19th  street 
(Block  882,  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Fred  B.  Edwards  and  Ralph  M. 
Rice. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  . 0 

Absent:  Commissioner  Savage... .  1 

THE  RESOLUTION  (342-44-A) 

Whereas,  Fred  B.  Edwards,  for  The  Maltine  Co.,  owner, 
filed  June  9,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  436-450  18th  street,  180 1  - 
1823  8th  avenue,  southeast  corner,  and  427-441  19th  street 
(Block  882,  Lot  1),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 

dated  June  7,  1944,  on  Alt.  Applic.  1529-44,  reads : 

“1.  Two  means  of  exit  complying  with  Art.  270  of 
the  Labor  Law  are  required  from  this  building.” 

and 

Whereas,  the  applicant  states  that  the  proposed  addition 
will  be  two  stories  (24  ft.)  in  height,  35  ft.  by  36  ft.  in 
area,  of  Class  3  construction,  located  in  an  unrestricted  use 
district  and  used  as  follows:  1st  floor,  offices  and  labora¬ 
tories,  7  persons ;  2nd  floor,  offices  and  laboratory,  7  persons ; 


that  the  building  will  be  equipped  with  a  sprinkler  system, 
interior  fire  alarm  system  and  fire  drills  will  be  maintained; 
that  there  will  be  one  3  ft.  8  in.  fireproof  stairs  and  one 
exterior  stairs  leading  from  the  2nd  story  to  the  yard ;  and 

Whereas,  the  applicant  contends  that  the  proposed  work 
consists  of  the  erection  of  a  35  ft.  by  36  ft.,  two  story,  non- 
fireproof  addition  to  an  existing  two  story  non-fireproof 
building  occupied  by  offices  and  laboratories,  which  is  part 
of  the  manufacturing  plant  located  on  the  premises ;  that 
the  desirable  arrangement  of  working  spaces  requires  the 
location  of  the  stairway  at  the  end  of  the  building  adjacent 
to  the  wall  of  the  adjoining  building  and  the  installation 
of  an  exterior  open  steel  stairway  3  ft.  8  in.  wide  at  the 
remote  end  of  the  building ;  that  access  to  the  exterior 
stairway  will  be  from  hallway  through  rest  room,  which 
will  be  equipped  with  a  door  without  any  lock ;  that  the 
opening  connecting  the  proposed  extension  with  the  adjoin¬ 
ing  building  on  the  2nd  story  will  be  protected  by  VA 
hour  opening  protective  assemblies  on  each  side. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  1529-44,  Objection  1,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  an  additional 
means  of  exit,  as  proposed  and  as  indicated  on  plans  filed 
with  this  appeal  marked  “Received  June  9,  1944,”  shall  be 
maintained;  that  the  sprinkler  system,  interior  fire  alarm 
system  and  fire  drills  shall  be  maintained  to  the  satisfac¬ 
tion  of  the  fire  commissioner ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  this  variance  shall 
continue  only  so  long  as  the  building  is  used  substantially 
as  proposed. 


346-38-A 

APPLICANT— Oscar  Goldschlag,  for  Estate  of  Pauline  S. 

Murray,  owner  (P.  R.  Coudert,  Trustee)  ;  M  &  H 
Realties,  Inc.,  lessee. 

SUBJECT— Application  for  consideration— reopening  _  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent,  previously  granted 
on  condition. 

PREMISES  AFFECTED— 2473-2475  Broadway,  and  254 
West  92nd  street,  southwest  corner  (Block  1239, 
Lot  55),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD— Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  . ’■ .  0 

Absent:  Commissioner  Savage .  1 


1058-38-A 

APPLICANT— Maurice  G.  Uslan,  for  Lena  Fisher  and 
Bella  Levine,  owners;  B.  T.  Washington  Service¬ 
men’s  Center,  lessee. 

SUBJECT— Application  for  consideration— reopening  and 
amendment — re  Appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  of  buildings,  previously  granted 
on  condition. 

PREMISES  AFFECTED— 23-25  Sand  street  and  24  Wave 
street  (Block  489,  Lot  19),  Stapleton,  Borough  of 
Richmond. 

APPEARANCES— 

For  Applicant:  Maurice  G.  Uslan. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


540 


MINUTES 


ACT  ION  OF  BOARD — Application  reopened  and  restored 
Tm,  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  q 

Absent:  Commissioner  Savage .  1 


160-44-A 

APPLICANT — Herbert  H.  Pensig,  for  Lina  Bender, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 443  Hudson  avenue,  east  side, 
18/  ft.  10  in.  north  of  DeKalb  avenue  and  258  Navy 
street  (Block  2086,  Lots  7  and  33),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1944  at  2 
P.  M.  at  written  request  of  applicant. 

219-44-A 

APPLICANT — George  E.  Sweet,  for  Fulant  Realty  Cor- 
poration,  owner  (Childs  Company,  lessee). 
SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 366  Fulton  street,  south  side 
107  ft.  west  of  Smith  street  (1st  and  2nd  floors); 

APPEARANCES— ^  Borough  of  Brooklyn. 

bor  Applicant:  George  E.  Sweet  and  Marvin  A. 
LeGette. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


PREMISES  AFFECTED — 48  East  80th  street,  south  side, 

t  °  l6‘n-  east  of  Madison  avenue  (Block  1491, 
Lot  48),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Chester  May  and  Frank  Brown, 
bor  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened,  restored  to  cal- 
endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative .  Chairman  Murdock,  Commissioner 

Savage  and  Deputy  Chief  Murphy .  3 

Negative  .  q 

Absent:  Commissioner  Blum .  j 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,  Commissioner 
Savage  and  Deputy  Chief  Murphy....  3 

Negative  .  .  . .[[  0 

Absent:  Commissioner  Blum .  j 

THE  RESOLUTION  (104-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  48  East  80th  street,  south 
side,  100  ft.  6  in  east  of  Madison  avenue  (Block  1491,  Lot 

in  )  Bon?uSh  of  Manhattan,  was  withdrawn  on  April  11 
1944;  and 

W  herras,  the  applicant  requested  a  reopening  and  res¬ 
toration  to  the  calendar;  and 

a  }^r,H!T?EiAS’  the  decision  of  the  borough  superintendent, 
Bebruary  11,  1944,  on  amendment  to  Alt.  Applic. 
1164-43,  reads: 

4.  Repeat.  Building  should  be  of  fireproof  con- 
struction ^as  height  exceeds  35  ft.  or  two  stories;  sec. 

and 

a  WHERE^S>  the  decision  of  the  borough  superintendent, 
dated  April  14,  1944,  on  amendment  to  Alt.  Applic  1164-43 
reads :  ’ 


— 

265-44-A 

j  APPLICANT  Martyn  N.  Weinstein,  for  McIntyre  Build¬ 
ing  Corporation,  owner. 

^hIBJBCT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 874  Broadway  and  27-29  East 
18th  street,  northeast  corner  (Block  847,  Lot  24), 
Borough  of  Manhattan. 

'  APPEARANCES— 

For  Applicant :  Martyn  N.  Weinstein  and  Ray¬ 
mond,  Levine. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


I  Adjourned:  4:45  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
an<I  Appeals  held  on  May  2,  1944,  as  they  appeared  in 
Bulletin  No.  19,  V ol.  29,  are  hereby  corrected  to  read  as 
follows : 

104-44-A 

j  APPLICANT  Manhattan  Church  of  Christ,  Inc.,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent. 
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4  Repeat.  Occupancy  changed  to  church,  building 
should  be  of  fireproof  construction,  as  height  exceeds 
35  ft.  or  two  stories.  Sec.  4.2.1,  B.  C. 

“13.  Egress  should  comply  with  Article  6  of  B.  C.” 


Whereas,  the  applicant  states  that  the  building  is  5  stories 
(a4  ft.)  m  height,  23.5  ft.  by  102  ft.  in  area,  of  Class  3 
construction,  erected  in  1910,  located  in  a  residence  use,  B 
area  district  and  used  and  occupied  since  1941  as  follows: 
cellar  storage  and  boiler  room ;  1st  floor,  foyer,  study  and 
hies ;  2nd  floor,  library,  study  and  church ;  3rd,  4th  and  5th 
Moors,  1  family ;  proposed  to  be  used  and  occupied  as  follows  : 
cellar,  same;  1st  floor,  foyer,  lounge  and  study;  2nd  floor, 
library,  study  and  church,  157  persons;  3rd,  4th  and  5th 
floors  dwelling,  1  family,  arranged  as  follows :  3rd  story, 
two  chambers,  two  baths ;  4th  story,  living  room,  kitchen, 
baths  and  three  bedrooms ;  5th  story,  two  baths,  7  chambers  ; 
that  the  building  is  now  equipped  with  one  3  ft.  fireproof 
stairzcay  at  rear,  leading  from  roof  to  cellar  and  one  3  ft 
8  in  n>ood  stairs  extending  from  street  floor  at  front  to 
fourth  floor,  enclosed  for  the  full  depth;  and 
-  Whereas,  Certificate  of  Occupancy  505  issued  September 
20,  1917,  permitted  the  use  of  the  building  as  a  private 
dwelling,  90  lbs.  liveload ;  and 


Whereas,  the  applicant  contends  that  even  though  the 
building  exceeds  35  ft.  in  height,  only  the  first  and  second 
floors  which  are  less  than  35  ft.  in  height,  will  be  used  as 
a  public  occupancy;  that  two  means  of  egress  from  all  floors 
will  be  provided  via  the  front  stairway  and  the  rear  stair¬ 
way,  as  indicated  on  plans  filed  with  this  appeal ;  that  the 
building  is  completely  controlled  by  ushers  during  church 
meetings  held  weekly;  that  reconstruction  of  the  existing 
stairs  of  incombustible  materials  would  be  difficult,  due  to 
the  existing  construction  and  architecture  of  the  building; 
that  windows  above  the  paved  yard  and  at  rear  are  more 
than  30  ft.  from  any  openings  in  adjoining  buildings;  that 


I 
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risers  comply  with  Section  6. 4. 1.4  of  the  Building  Code  and 
are  on  an  existing  stairway  between  the  second  and  third 
floors,  which  will  not  be  used  by  the  public  occupancy. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  February  11,  1944  as  to  objection  4  and  the  decision 
of  the  borough  superintendent  dated  April  14,  1944  as  to 
objections  4  and  13  be  and  hereby  are  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  not  be  increased  in  height  or  area ;  that  the 
occupancy  shall  be  only  as  proposed;  that  the  building  shall 
be  altered  substantially  as  indicated  on  revised  plans  marked 


“Received  April  8,  1944“  ;  that  the  exits  and  liveload  shown 
thereon  shall  be  maintained;  that  no  signs  shall  be  erected 
on  the  premises,  except  a  neat  sign  attached  to  the  exterior 
facade  not  exceeding  3  sq.  ft.  in  area ;  that  no  portion  of 
the  premises  above  the  2nd  floor  shall  be  used  for  public 
occupancy ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  other  laws,  rules  and  regula¬ 
tion  applicable  thereto. 

*  Correction — The  resolution  corrected,  starting  with  line 
35,  as  above  indicated  in  italics. 


RULES  RELATING  TO  SMOKING  IN  PROTECTED  PORTIONS  OF  FACTORIES,  AND 

IN  SPECIAL  CLASSES  OF  OCCUPANCIES. 


Adopted  by  the  Board  of  Standards  and  Appeals  August  13,  1918,  effective  September  9,  1918, 
powers  conferred  upon  the  Board  by  Section  718-a,  Subsections  2  and  3  (Old  Charter)  to  supplement 
of  the  Labor  Law  (Old  Section  83c). 

[Cal.  1262-18-SR] 


under  the 
Section  283 


Labor  Law 

Section  283.  Smoking. 

1.  No  person  shall  smoke  in  a  factory.  A  notice  of  such 
prohibition  stating  the  penalty  for  violation  thereof  shall  be 
kept  posted  in  every  entrance  hall,  elevator,  stairhall  and 
room  of  a  factory  in  English,  and  in  such  other  languages  as 
the  fire  commissioner  of  the  city  of  New  York  in  such  city 
and  elsewhere  the  commissioner  shall  direct. 

2.  The  board  in  its  rules  may  permit  smoking  in  protected 
portions  of  a  factory,  or  in  such  classes  of  occupancies  where 
in  its  opinion  the  safety  of  the  employees  will  not  be  en¬ 
dangered  thereby.  The  fire  commissioner  of  the  city  of  New 
York  in  such  city  and  elsewhere  the  commissioner  may  issue 
such  permits  in  accordance  with  rules  adopted  by  the  board. 

3.  The  fire  commissioner  of  the  city  of  New  York  in  such 
city  and  elsewhere  the  commissioner  shall  enforce  this  section. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 

period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which,  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 


(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that: 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making ; 

Brick,  terra  cotta  or  artificial  stone  works; 

Forge  shops; 

Foundries ; 

Iron,  steel,  brass  or  copper  works ; 

Machine  shops ; 

Smelting; 

Stone  or  monumental  works; 
provided  that  in  any  case: 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed ; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  re¬ 
ceptacles. 
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PROPOSED  RULES  FOR  USE  OF  METHYL  CHLORIDE  IN  CLASS  B  AND  C 

REFRIGERATING  SYSTEMS. 


NOTICE  IS  HEBEBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  June  23,  1944  at  10  A.  M.,  Room  1013,  Municipal 
Building,  Manhattan,  on  the  Proposed  Rules  for  Use  of 
Methyl  Chloride  in  Class  B  and  C  Refrigerating  System. 

(Cal.  333-44-SR.) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Par.  2  of  the  Charter  of 
the  City  of  New  York  and  Section  C19-98.0  of  the  Ad¬ 
ministrative  Code. 

Scope : 

These  rules  are  supplementary  and  additional  to  the  re¬ 
quirements  of  C19-98.0  providing  for  the  use  of  methyl 
chloride  in  class  B  and  class  C  refrigerating  systems. 

The  promulgation  of  these  rules  has  become  necessary 
because  of  the  military  requirements  for  Freon  (F12). 
Methyl  chloride,  while  not  permitted  to  be  used  in  class  A 
systems,  is  permissively  allowed  in  class  B  and  C  systems. 
However,  when  used  in  refrigerating  systems  which  formerly 
used  Freon,  additional  precautions  and  safeguards  are  neces¬ 
sary  to  adapt  the  refrigerating  equipment  for  use  with 
methyl  chloride. 

Note  :  References  given  herein  preceded  by  C19-  or 
C26-  refer  to  specific  sections  of  the  Administrative 
Code.  Wherever  decimal  numbers  occur,  such  system 
of  numbering  refers  to  these  rules. 

•  Permits — a.  Except  as  provided  in  this  article, 

it  snail  be  unlawful  to  maintain  or  operate  a  refrigerating 
system  without  a  permit. 

b.  A  permit  will  not  be  required  for  a  class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house,  or  a  business 
building. 

c.  It  shall  be  unlawful  to  maintain  or  operate  any  re- 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article,  as 
are  deemed  by  the  commissioner  necessary  in  the  interest 
of  public  safety. 

d.  A  permit,  where  required,  shall  be  applied  for  forty- 
eight  hours  after  installation  is  completed,  containing  the 
name  of  the  person  for  whom  the  system  is  installed  and 
the  place  of  location  of  the  system. 

e.  Only  the  refrigerant  specified  in  the  permit  shall  be 
used  m  the  system. 

f.  Refrigerating  systems  to  which  these  provisions  can¬ 
not  be  applied,  may  be  maintained  and  operated  subject  to 
sucli  conditions  as  are  deemed  necessary  by  the  commissioner. 

09-97.0  Classifications.— a.  The  total  amount  of  re- 
fi  lgerant  common  to  a  system  operating  through  one  or 
more  evaporators,  shall  be  considered  the  capacity  of  the 
system  and  determine  its  class. 

b.  A  class  A  system  is  a  system  containing  one  thousand 
pounds  or  over  of  refrigerants,  or  capable  of  thirty  tons 
capacity  or  over. 

c.  A  class  B  system  is  a  system  capable  of  less  than 
thirty  tons  capacity,  or  containing  less  than  one  thousand 
pounds  of  refrigerant  and  more  than  the  amounts  provided 
for  in  a  class  C  system. 

d.  A  class  C  system  is  a  system  containing  not  more  than 
twenty  pounds  of  refrigerant. 


C19-98.0  Permissible  locations!— a.  It  shall  be  unlawful 
to  install  any  class  A  or  class  B  systems  in  any  public  build¬ 
ing  as  defined  by  subdivision  a  of  section  C26-235.0  of  the 
code,  until  plans  have  been  filed  with  and  approved  by  the 
fire  commissioner,  or  no  refrigerant  shall  be  placed  in  the 
system  until  a  permit  has  been  obtained  from  such  com¬ 
missioner. 

b.  The  direct  method  of  refrigeration  shall  not  be  used 
in  any  building,  whether  or  not  a  permit  is  required  for 
installation  therein,  outside  of  the  refrigerating  machinery 
loom,  except  in  buildings  used  exclusively  for  ice  making 
or  for  refrigerating  purposes,  or  when  ’  such  method  is 
not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  when  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a 
residence  building  occupied  by  not  more  than  two  families, 
or  in  any  building  in  which  a  non-irritant  and  non-inflam- 
mable  refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
pnor  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

.  It  shall  be  unlawful  to  use  brine  in  any  brine  circulat¬ 
ing  system  that  will  generate  inflammable  vapor  at  a  tem¬ 
perature  below  one  hundred  degrees  Fahrenheit  when  tested 
in  a  Taghabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

d.  It  shall  be  unlawful  to  install  or  maintain  a  class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
e\  el  unless  such  building  is  exclusively  for  ice  making  or 
refrigerating  purposes.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

e.  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
pounds  of  refrigerant. 

f.  It  shall  be  unlawful  to  install  or  maintain  a  refrigerat- 
mg  system  employing  an  irritant  or  inflammable  refrigerant 
in  or  on: 

1.  The  stairways,  halls,  lobbies,  entrances,  exits,  or 
auditoriums  of  any  building; 

2.  Dance  halls,  courtrooms,  police  stations,  jails, 
subways,  theatres,  or  motion  picture  theatres ; 

3.  \\  aiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre  or  where  persons  are  detained 
or  confined ; 

5.  A  school,  unless  the  refrigerating  system  is  used 
exclusively  for  instruction  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  con¬ 
fined  or  given  medical  treatment,  or  are  helpless.  Un¬ 
less  otherwise  required  by  this  section,  such  refrigerat¬ 
ing  system  shall  be  cut  off  from  the  building  by  un¬ 
pierced  fireproof  construction.  The  foregoing  provi¬ 
sions  do  not  apply  to  hermetically  sealed  unit  systems 
containing  not  more  than  six  pounds  of  refrigerant 
when  located  in  dance  halls,  police  stations,  diet  kitchens 
of  hospitals,  schools,  or  laboratories,  and  when  located 
in  rooms  shut  off  from  the  rest  of  the  building  by  tight 
partitions  and  tight  fitting,  solid  self-closing  doors,  and 
located  in  a  room  having  a  window  to  the  outside  air. 

g.  An  intermittent  absorption  type  of  refrigerating  ma¬ 
chine  shall  not  be  permitted  in  a  class  A  system  Such 
type  of  machine  shall  be  permitted  in  a  class  B  system  only 
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when  a  heating  medium  of  low  pressure  steam  is  used  in 
its  operation. 

h.  The  use  of  methyl  and  ethyl  chloride,  suphur  dioxide, 
or  a  hydro-carbon  refrigerant  is  not  permitted  in  class  A 
system. 

i.  A  class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  borough  of  Manhattan  or  in  other  built-up  sectiqns  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating,  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
of  brick  or  six  inches  of  reinforced  concrete.  Direct  exit 
therefrom  leading  to  the  open  air  and  not  to  any  other  part 
of  the  building  shall  be  maintained  and  shall  be  provided 
with  vapor-tight,  self-closing  fireproof  doors. 

Rule  1.0  Prohibited  Uses  of  Methyl  Chloride  Refrigerant. 

1.1  No  direct  system  or  indirect  open  spray  sys¬ 
tem  of  air  conditioning  employing  methyl 
chloride  shall  be  permitted  in  a  public  build¬ 
ing  as  defined  in  C26-235.0. 

1.2  The  direct  method  of  refrigeration  may  be 
permitted  when  the  installation  satisfies  the 
requirements  of  Section  C  19-98.0  and  only 
when  the  percentage  of  methyl  chloride  to  the 
volume  of  conditioned  space  is  not  over  .7  of  1 
per  cent.  (Methyl  chloride  to  equal  8.0  cubic 
feet  per  lb.) 

Rule  2.0  Requirements  for  Permissible  Uses  of  Methyl 

Chloride  Refrigerant  in  Class  B  and  C  Refrigerat¬ 
ing  Systems. 

2.1  That  the  refrigerating  equipment  room  shall 
be  isolated  from  human  occupancies  by  rea¬ 
sonably  gas  tight  opening  closures. 

2.2  A  mechanical  exhaust  system  with  a  capacity 
of  ten  changes  of  air  per  hour  shall  be  pro¬ 
vided  for  the  refrigeration  equipment  room 
and  so  controlled  electrically  and  automatic¬ 
ally  that  it  shall  start  with  the  refrigerating 
system  and  be  kept  running  while  the  system 
is  in  operation ;  that  an  independent  switch 
remotely  located  and  labeled  shall  be  pro¬ 
vided  for  the  mechanical  exhaust  system  so 
that  such  ventilating  system  may  operate  in¬ 
dependently  if  it  should  become  necessary  to 
stop  the  refrigerating  system  during  an 
emergency ;  that  the  intake  to  the  exhaust 
fan  shall  be  located  as  near  the  floor  as  prac¬ 
ticable.  The  capacity  of  such  ventilating  sys¬ 
tem  shall  comply  with  the  requirements  of 
Section  C-19-99,  b3. 

2.3  That  the  service  company  making  the  con¬ 
version  shall  check  with  the  manufacturer  of 
the  specific  equipment  and  certify  in  writing 
that  conversion  to  methyl  chloride  can  be 
safely  made  and  shall  list  the  changes  in  the 
system  and  controls  as  recommended  by  the 
manufacturer  to  make  the  equipment  suitable 
for  use  with  methyl  chloride.  The  service 
company  shall,  after  complying  with  the 
recommended  changes  by  the  manufacturer, 
certify  to  the  Fire  Commissioner  that  such 
recommended  changes  have  been  made  and 
shall  certify  that  all  the  requirements  of 
these  rules  have  been  complied  with. 

2.3.1  The  system  shall  be  completely  purged 
of  all  freon  and  the  lubricating  oil 


replaced  with  fresh  oil  suitable  for  use 
in  refrigeration. 

2.3.2  The  system  shall  be  thoroughly  cleansed, 
dehydrated  and  tested  for  tightness  and 
leaks  by  pressure  immediately  after 
methyl  chloride  is  added.  After  the 
system  has  been  purged  as  provided  in 
Rule  2.3.1  and  before  methyl  chloride 
is  added,  special  tubes  shall  be  at¬ 
tached  on  the  feed  side  of  the  line, 
containing  either  silica  gel  (high  test 
solid  material  specifically  designed  for 
refrigerant  drying),  activated  alumina 
or  suitable  drying  agent  to  insure  thor¬ 
ough  dryness  of  the  refrigerant. 

2.3.3  Expansion  valves  shall  be  reset  or  re¬ 
placed  as  required. 

2.3.4  Relief  valves  and  pressure  limiting  de¬ 
vice  shall  be  reset  to  conform  to  the 
Administrative  Code  requirements. 

2.3.5  All  gaskets  in  the  system  shall  be  re- 
,  placed  with  gaskets  suitable  for  use 

with  methyl  chloride. 

2.3.6  Only  the  exact  amount  of  methyl 
chloride  shall  be  charged  into  the  sys¬ 
tem.  Capacities  shall  be  measured  on 
the  basis  of  weight  of  the  refrigerant 
and  not  volume.  Under  no  circum¬ 
stances  shall  external  heat,  steam,  open 
flame  or  otherwise,  be  applied  to  the 
cylinder  containing  the  refrigerant  and 
only  the  exact  amount  of  refrigerant 
required  for  charging  shall  be  per¬ 
mitted  to  be  delivered  to  the  premises. 
After  charging  the  cylinder  shall  be 
immediately  disconnected  and  removed. 
No  reserve  storage  of  methyl  chloride 
snail  be  permitted  nor  shall  there  be 
any  open  flames  in  the  same  room  with 
the  refrigeration  equipment. 

2.3.7  Before  charging  any  refrigeration  sys¬ 
tem  with  methyl  chloride,  all  parts 
which  are  in  contact  with  the  refriger¬ 
ant  and  are  composed  of  aluminum, 
magnesium,  zinc  or  their  alloys,  shall 
shall  be  replaced  with  parts  made  of 
suitable  metals. 

2.3.8  Upon  completion  of  the  conversion 
from  freon  to  methyl  chloride,  and  be¬ 
fore  the  equipment  is  put  in  operation, 
the  service  company  shall  make  a  com¬ 
plete  check  for  leaks  using  a  Halide 
torch  and  immediately  remedy  any 
leaks. 

2.3.9  A  mask  or  helmet  as  approved  by  the 
Bureau  of  Mines  of  the  U.  S.  Dept, 
of  Interior  for  use  with  methyl  chlor¬ 
ide  shall  be  provided  in  a  suitable  wall 
cabinet  located  immediately  outside  the 
equipment  room. 

2.3.10  A  weekly  inspection  by  the  person  hold¬ 
ing  a  certificate  of  fitness  to  supervise 
refrigerating  equipment  as  provided  in 
C26-214.0  shall  be  made  of  the  refrig¬ 
eration  equipment  and  all  piping  and 
connections  for  leakage. 

2.3.11  Refrigeration  equipment  within  the  pur¬ 
view  of  these  rules  shall  bear  a  metal 
sign  reading  :  “Caution  :  Methyl  Chlor¬ 
ide  Refrigerant,  Guqrd  against  Leaks.” 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  (either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with  this 
board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  June  20,  1944. 

Cal.  No.  Dept.  Premises  Affected 

357.44.  A — F.D. — 430-432  12th  street,  south  side,  234  ft. 
east  of  7th  avenue  (Building  M);  (Block  1098,  Lot  1), 
Borough  of  Brooklyn,  12409-LF  and  Decision. 

358-44-A — F.D. — 178-188  Varick  avenue,  northeast  corner 
of  Meadow  street  (Block  2957,  Lot  8),  Borough  of 
Brooklyn,  Decision  re  95220-LC. 

359.44.  A— H.B.B.— 54-68  North  11th  street,  south  side, 
100  ft.  east  of  Kent  avenue  (Block  2295,  Lot  9),  Borough 
of  Brooklyn,  Alt.  1408-44. 

360- 44-A— F.D.— 949-953  Kent  avenue,  east  side,  250  ft. 
north  of  DeKalb  avenue  (Block  1926,  Lot  10),  Borough 
of  Brooklyn,  Decision  re  96808-LC. 

361 - 44- A — H.B.M. — 9  East  71st  street,  north  side,  145  ft. 
west  of  Madison  avenue  (Block  1386,  Lot  10),  Borough 
of  Manhattan,  Alt.  660-44. 

362- 44-SM — The  Patent  Scaffolding  Co.,  Inc.,  “Trouble 
Saver  Scaffold,”  manufactured  by  The  Patent  Scaffold¬ 
ing  Co.,  Inc.,  Material. 

363- 44-SM — The  Patent  Scaffolding  Co.,  Inc.,  “G.M. 
Steel  Tubelox  Scaffolding,  ’  manufactured  by  The  Patent 
Scaffolding  Co.,  Inc.,  Material. 

354.44. SM — Chesebro  Whitman  Co.,  Inc.,  “Tubelox  Steel 
Hoisting  Towers,”  manufactured  by  Chesebro  Whitman 
Co.,  Inc.,  Material. 

355-44-SM — The  Patent  Scaffolding  Co.,  Inc.,  “G.M. 
Sidewalk  Bridge,”  manufactured  by  The  Patent  Scaffold¬ 
ing  Co.,  Inc.,  Material. 

366- 44-SM — Chesebro  Whitman  Co.,  Inc.,  “Steel  Dirt 
Chutes,”  manufactured  by  Chesebro  Whitman  Co.,  Inc., 
Material. 

367- 44-SM— Chesebro  Whitman  Co.,  Inc.,  “Three  Sec¬ 
tion  Sectional  Ladders,”  manufactured  by  Chesebro 
Whitman  Co.,  Inc.,  Material. 

368- 44-SM — Chesebro  Whitman  Co.,  Inc.,  “Two  Section 
Extension  Ladders,”  manufactured  by  Chesebro  Whit¬ 
man  Co.,  Inc.,  Material. 

369- 44-SM — Chesebro  Whitman  Co.,  Inc.,  “Window 
Cleaners’  Ladders,”  manufactured  by  Chesebro  Whitman 
Co.,  Inc.,  Material. 

370- 44-SM— Chesebro  Whitman  Co.,  Inc.,  “Ship  Masons’ 
Ladders,”  manufactured  by  Chesebro  Whitman  Co.,  Inc., 
Material. 

371- 44-SM— Chesebro  Whitman  Co.,  Inc.,  “G.M.  Single 
Ladders,”  manufactured  by  Chesebro  Whitman  Co.,  Inc., 
Material. 

372- 44-SM — Chesebro  Whitman  Co.,  Inc.,  “Extension 
Trestle,”  manufactured  by  Chesebro  Whitman  Co.,  Inc., 
Material. 


373.44.  SM — Chesebro  Whitman  Co.,  Inc.,  “Masons’ 
Horses,”  manufactured  by  Chesebro  Whitman  Co.,  Inc., 
Material. 

374.44. A— H.B.M.— 140  East  14th  street,  south  side,  158 
ft.  4  in.  west  of  3rd  avenue  (1st  floor);  (Block  559,  Lot 
27),  Borough  of  Manhattan,  Amendment  to  Alt.  554-44. 

375-44-BZ — H.B.R. — 6276  Amboy  road,  south  side,  254  ft. 
west  of  Sharrett  avenue  (Block  7702,  Lot  66),  Pleasant 
Plains,  Borough  of  Richmond,  Amendment  to  Alt. 
182-42. 

376.44. A — H.B.B. — 66-70  Prince  street,  west  side,  75  ft. 
south  of  Tillary  street  (Block  134,  Lot  24),  Borough  of 
Brooklyn,  Alt.  1562-44. 

377.44.SM— Chesebro  Whitman  Co.,  Inc.,  “Patent  Put- 
Log  Scaffold,”  manufactured  by  Chesebro  Whitman  Co., 
Inc.,  Material. 

378-44-SM — The  Patent  Scaffolding  Co.,  Inc.,  “Exten¬ 
sion  Trestle  (Steel),”  manufactured  by  The  Patent  Scaf¬ 
folding  Co.,  Inc.,  Material. 

379.44.  A— F.D.— Re:  Packaging  of  inflammable  mixture 
known  as  “Carbona  Cleaning  Fluid”  in  9  oz.  glass  bottles 
(capacity  of  glass  bottles  not  in  conformity  with  Ad¬ 
ministrative  Code  requirements),  Decision. 

380- 44-A — H.B.Bx. — 1656  Hering  avenue,  east  side,  105.03 
ft.  south  of  Van  Nest  avenue  (Block  4113,  Lot  62),  Bor¬ 
ough  of  The  Bronx,  Decision  re  Alt.  1117-41. 

381- 44-A — F.D. — 203  East  15th  street,  north  side,  80  ft. 
east  of  3rd  avenue  (Block  897,  Lot  6),  Borough  of  Man¬ 
hattan,  3831 1-LC. 

382- 44-A— F.D.— 105-123  River  street,  29-35  Metropolitan 
avenue,  northwest  corner  and  18-26  North  3rd  street 
(Block  2355,  Lots  3-10,  inclusive),  Borough  of  Brooklyn, 
9981-LF  and  Decision. 

Restored  to  Calendar 

212-44-A — F.D. — Re:  Packaging  of  combustible  mixture 
known  as  “Du  Barry  Dry  Cleaner”  in  one  gallon  and 
one-half  gallon  glass  bottles  (capacity  of  glass  bottles 
not  in  conformity  with  Administrative  Code  Require¬ 
ments),  Decision. 

270- 38-SA — Bidoro  Vacuum  Breaker,  Type  D,  Appliance. 

985-40-SM— Gold  Bond  Acoustical  Products  (Econo- 
coustic,  Acoustex,  Travacoustic  and  Acoustimetal), 
manufactured  by  National  Gypsum  Co.,  Material. 

271- 44-A — H.B.B. — 400-412  Marcy  avenue,  southwest 
corner  of  Lorimer  street  (Building  No.  30);  (Block 
2244,  Lots  25  and  33),  Borough  of  Brooklyn,  B.  N.  420-44. 

426-41-BZ — H.B.M. — 125  Fort  Washington  avenue,  west 
side,  204  ft.  north  of  West  163rd  street  and  660  West 
165th  street  (Block  2136,  part  of  Lot  235),  Borough  of 
Manhattan,  Decision  re  Certificate  of  Occupancy. 
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DESIGNATIONS:  H.B.  Department  of  Housing  and  Buildings; 
H.B.B.— Department  pf  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  HBQ — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
F.D. — Fire  Department. 


RULES 

.  ■  n  .  „  ,  ,  _  .  Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing 

r  ,and  U*e  of. : . . Dec.  28,  1943— Vol.  28,  No.  S2A 

Carbon  Dioxide  Liquefier,  Rules - Dec.  28,  1943— Vol.  28,  No.  52A 

Certificates  of  Occupancy,  approved 

rnJr0,?1  V  ci‘  . P' c-  28’  1943~ V°l-  28-  N°-  S2A 

Concrete  Flat  Slabs  Rules.. . July  13,  1937— Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of.  .  . .  . . .  .  .  ......  Dec.  28,  1943— Vol.  28,  No.  S2A 

Concrete  Rules  (Hydrated  Lime)  ...  Aug.  3,  1937— Vol.  22,  No.  31 

Elevator  Rules  Mar.  3,  1936— Vol.  21,  No.  9 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings i  . . . Dec.  28,  1943 — Vol.  28,  No.  52A 

Exit  Rules  (Revolving  Doors) - June  15,  1937— Vol.  22,  No  24 

Factory  Exit  Rules  .... .  . Mar.  14,  1944— Vol.  29,  No.  11 

hire  Alarm  Rules  (Interior) . Dec.  28,  1943— Vol.  28,  No.  52A 

Fire  Drill  Rules  .  Mar.  7,  1944— Vol.  29,  No.  10 

i*  ire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of Feb.  15.  1944— Vol.  29.  No  7 

Fire  Retarding  Rules  for  Garages, 

r-  r  ••••*••; . Dec-  28,  1943 — Vol.  28,  No.  52A 

fireproof  Wood,  Testing  of . Apr.  13,  1937— Vol.  22,  No.  15 

frame  Garages,  Ruling  for . Jan.  21,  1919— Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

r  cu1?  A*  '  L'  . Dec-  28’  1943— Vol.  28,  No.  52A 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . June  5,  1928— Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . Dec.  28,  1943— Vol.  28,  No.  52A 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems ...  June  27,  1944— Vol.  29,  No.  26 

Oil  Burner  Rules. . Dec.  28,  1943— Vol.  28,  No.  52A 

Opening  Protective  Assemblies, 

.  Rules  for  Inspection  of . Apr.  1 1,  1944— Vol.  29,  No.  15 

ramt.  Varnish  and  Lacquer  Spray- 

p,  Jng  mules,  \v  •  • : . Mar.  28-  1944— Vol.  29,  No.  13 

r  atform  Trucks,  Specifications  for..  Nov.  24,  1936 — Vol.  21  No  47 

Plumbing  Rules  . . Aug.  3,  1937— Vol.  22,  No.  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply). Mar.  14,  1944— Vol.  29,  No  11 

Procedure,  Rules  of . . . . . Sept.  7,  1937— Vol.  22,  No'.  36 

Refrigerating  Systems,  Extract  A. C. .April  25,  1944 — Vol.  29,  No  17 

Smoking  in  Factories,  Rules  for - June  20,  1944 — Vol.  29,  No.  25 

Sprinkler  Rules  . . June  29,  1937— Vol.  22,  No.  26 

Standpipe  Fireline  Rules . June  8,  1937— Vol.  22,  No.  23 

Structura!  Alterations,  Reporting. . .  June  7,  1932— Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

,lank  J,ruckV.  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code)  ..  Dec.  28,  1943— Vol.  28.  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8  1943,  Vol.  28 
No.  23A. 


JUNE  27,  1944,  10  A.  M. 

.NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  June  27,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters : 

Zoning  Applications. 

805-42-BZ  Application  of  A.  H.  Salkowitz,  applicant, 
on  behalf  of  1  erminal  Garage,  Inc.,  owner,  reopened 
June  6,  1944,  for  consideration  as  to  extension  of  time 
to  obtain  permits  and  complete  work — Application,  pre¬ 
viously  granted  on  condition,  under  section  7c  of  the 
zoning  resolution,  permitting  partly  in  an  unrestricted 
use  and  partly  in  a  business  use  district,  the  erection  and 
maintenance  of  a  building  to  be  used  as  a  garage  for 
more  than  five  motor  vehices  (buses)  and  also  as  a 
motor  vehicle  repair  shop;  premises  54-47  74th  street, 
northeast  corner  of  57th  avenue  (Block  2805,  Lots  10, 
142  and  151),  Maspeth,  Borough  of  Queens. 

619-43-BZ— Application,  December  21,  1943,  under  sec¬ 
tion  7e  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
appheante,  on  behalf  of  Aaron  Gottlieb,  owner  (Corbin 
and  Morrison,  Inc.,  lessee),  to  permit  in  a  residence 


use  district,  for  a  temporary  period  of  two  vears,  the 
use  ot  part  of  the  2nd  story  of  an  existing  multiple 
dwelling,  as  a  private  telephone  exchange;  premises  533- 
545  Clinton  avenue,  east  side,  130  ft.  10  in.  north  of 
Atlantic  avenue  (Block  2011,  Lot  7),  Borough  of  Brook- 


Z10-^-£5  Zj- 


-application,  April  iu,  iy44,  under  section 
7e  of  the  zoning  resolution,  of  Judson  E.  Schnall,  appli- 
cant,  on  behalf  of  McDonough  Realty  Corporation, 
owner  (Lehigh.  Lumber  Co.,  lessee),  to  permit  in  a 
business  use  district,  for  a  temporary  period  of  two 
years,  the  use  of  a  plot  of  ground  as  a  lumber  yard 
(used  as  a  lumber  terminal  only— no  lumber  is  sold 
from  the  premises);  premises  2183  McDonald  avenue 
east  side,  20.78  ft.  south  of  Avenue  T  and  2030-2050 
West  street  (Block  7104,  Lots  325,  275  and  237),  Bor¬ 
ough  of  Brooklyn. 


Appeals  from  Administrative  Decisions. 


343-44-A— 2183  McDonald  avenue,  east  side  20  78  ft 
south  of  Avenue  T  and  2030-2050  West  street  (Block 
7104,  Lots  325,  275  and  237),  Borough  of  Brooklyn 
(under  section  35,  General  City  Law  re  bed  of  mapped 
streets  Sloan  place  and  Whitney  place). 


25-43-A— 113-119  West  68th  street,  north  side,  97  ft  6V2 
in.  east  of  Broadway  (Block  1140,  Lot  23),  Borough  of 
Manhattan. 


3 14-44-A— 243-245  East  3oth  street,  north  side,  100  ft. 
west  of  2nd  avenue  (Block  916,  Lots  26  and  27)  Bor¬ 
ough  of  Manhattan. 

383-44- A— 42-18  West  street,  west  side,  200  ft.  south  of 
Jackson  avenue  and  south  side  of  Jackson  avenue  50 
ft.  west  of  West  street  (Building  2);  (Block  264,  Lot  1), 
Long  Island  City,  Borough  of  Queens. 

Appliances  for  Approval 

558-39-SA — 4-GA  Standard  Ideal  Gas  Fired  Boiler. 

594- 39-SA  1-G  Standard  Ideal  Gas  Fired  Boiler. 

595- 39-SA — 4-G  Standard  Ideal  Gas  Fired  Boiler. 

HARRIS  H.  MURDOCK,  Chairman. 


JUNE  27,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

im/' ia?r  atte.rn°on’  J.un.e  27 ’  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


Appeals  from  Administrative  Decisions. 

308-44- A— -233-245  Spring  street,  north  side,  123.8  ft. 
east  of  \  arick  street  and  20-24  Van  Dam  street,  south 
side,  274.1  ft.  east  of  Varick  street  (8th  floor);  (Block 
505,  Lot  36),  Borough  of  Manhattan. 


128-44-A— 250-254  17th  street,  south  side,  70  ft.  east  of 
5th  avenue  (front  and  rear  buildings);  (Block  1873,  Lot 
12),  Borough  of  Brooklyn. 


160-44-A — 443  Hudson  avenue,  east  side,  187  ft.  10  in. 
"°Tth  °f  DeKalb  avenue  and  258  Navy  street  (Block 
2086,  Lots  /  and  33),  Borough  of  Brooklyn. 


322-44-A-— 318  Third  avenue,  west  side,  157  ft.  8  in.  south 
of  Carroll  street  (Block  453,  Lot  52),  Borough  of  Brook¬ 
lyn. 


305-44- A— 45-10  94th  street  (Cord  place),  (formerly  82-12 
Corona  avenue),  west  side,  100  ft.  north  of  Corona  ave- 
nue  (Block  1600,  Lot  4),  Elmhurst,  Borough  of  Queens. 

53 1-43-S— 30-02  to  30-20  Thompson  avenue,  south  side 
from  30th  street  to  30th  place,  45-01  to  45-15  30th  street 
and  45-02  to  4a-16  30th  place  (cellar);  (Block  274,  Lot 
I),  Long  Island  City,  Borough  ofQueens. 
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295-44-A — 22-28  Henry  street  and  73-79  Middagh  street, 
northwest  corner  (Block  211,  part  of  Lot  22),  Borough 
of  Brooklyn. 

219-44-A — 366  Fulton  street,  south  side,  107  ft.  west  of 
Smith  street  (1st  and  2nd  floors);  (Block  154,  Lot  14), 
Borough  of  Brooklyn. 

265-44-A — 874  Broadway  and  27-29  East  18th  street, 
northeast  corner  (Block  847,  Lot  24),  Borough  of  Man¬ 
hattan. 

361-44-A — 9  East  71st  street,  north  side,  145  ft.  west  of 
Madison  avenue  (Block  1386,  Lot  10),  Borough  of  Man¬ 
hattan. 

287-44-A — 204  East  Broadway,  north  side,  157.4  ft.  east 
of  Jefferson  street  (Block  285,  Lot  37),  Borough  of 
Manhattan. 

242-44-A— 30-02  to  30-20  Thomson  avenue,  south  side, 
from  Thomson  avenue  to  47th  avenue  and  from  30th 
street  to  30th  place  (6th  floor  and  part  of  4th  floor); 
(Block  274,  Lot  1),  Long  Island  City,  Borough  of  Queens. 

487-43-A— 1571-1575  Southern  boulevard,  southwest  cor¬ 
ner  of  East  173rd  street  (Block  2977,  Lot  150),  Borough 
of  The  Bronx. 

155_44-A — 404  East  14th  street,  south  side,  66  ft.  east  of 
First  avenue  and  405  East  13th  street  (Block  441,  Lot 
9),  Borough  of  Manhattan. 

694-42-S — 566-572  Johnson  avenue  and  72-80  Stewart 
avenue,  southeast  corner  (Block  2995,  Lot  6),  Borough 
of  Brooklyn. 

312-44-A — 185-199  West  9th  street,  north  side,  64.6  ft. 
east  of  Court  street,  499-505  Court  street  and  182-202 
Huntington  street  (Block  476,  Lot  6),  Borough  of 
Brooklyn. 

349.44.  A — 193  Lefferts  place,  north  side,  128  ft.  1  U>  in. 
west  of  Franklin  avenue  (Block  2016,  Lot  58),  Borough 
of  Brooklyn. 

492-43-A — 192  Powell  street,  west  side,  150  ft.  north  of 
Belmont  avenue  (Block  3728,  Lot  25),  Borough  of 
Brooklyn. 

337.44.  A — 1239-1243  Fulton  street,  north  side,  340  ft.  east 
of  Bedford  avenue  (Block  1842,  Lot  50),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  5,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  July  5,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Zoning  Applications 

274-44-BZ— Application,  May  8,  1944,  under  section  7c 
of  the  zoning  resolution,  of  A.  H.  Salkowitz,  applicant, 
on  behalf  of  Charles  Fuchs,  owner,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  the 
conversion  of  occupancy  of  a  building  from  a  motion 
picture  theatre  (previously  acted  upon  by  the  Board), 
to  a  warehouse  for  the  storage  of  household  furniture; 
premises  68-10  Woodside  avenue,  southeast  corner  of 
68th  street  (Block  1346,  Lot  13),  Woodside,  Borough 
of  Queens. 

741-41-BZ — Application  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Estate  of  Ann  Eliza  Morrison  (Lenore 
Morrison,  executrix),  owner,  reopened  June  13,  1944,  for 
consideration  as  to  extension  of  time  to  complete — Ap¬ 
plication,  previously  granted  on  condition,  under  section 
7h  of  the  zoning  resolution,  permitting  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles;  premises  165  Beach 


102nd  street,  northwest  corner  of  Shore  Front  parkway 
(Block  641,  part  of  Lots  35  and  48),  Rockaway  Beach, 
Borough  of  Queens. 

246-44-BZ— Application,  April  21,  1944,  under  sections 
7(a),  7(c)  and  21  of  the  zoning  resolution,  of  Irving  M. 
Fenichel,  applicant,  on  behalf  of  Stapleton  Service 
Laundry,  Inc.  and  Margreen  Realty  Co.,  Inc.,  owners 
(Stapleton  Service  Laundry,  Inc.,  lessee),  to  permit, 
upon  the  manufacturing  use  district  portion  of  a  plot 
which  is  located  partly  in  a  manufacturing  use  and 
partly  in  a  residence  use  district,  the  erection  of  a  one 
story  non-fireproof  extension  to  the  existing  wet  wash 
laundry  (which  extension  is  to  be  used  for  pressing  and 
assembly);  the  erection  of  a  one  story  extension  to  the 
existing  boiler  room  (which  extension  is  to  be  used  as 
a  machine  shop  and  accessory  to  the  wet  wash  laundry) 
and  also,  the  erection  of  a  one  story  motor  vehicle  re¬ 
pair  shop  (accessory  to  the  wet  wash  laundry).  These 
premises  were  previously  acted  upon  by  the  Board  under 
Cal.  893-41-BZ;  premises  46-62  Greenleaf  avenue  and 
141-157  Marion  street,  northwest  corner  (Block  236, 
Lots  66,  69  and  73),  West  Brighton,  Borough  of  Rich¬ 
mond. 

294-44-BZ— Application,  May  19,  1944,  under  section  21 
of  the  zoning  resolution,  of  Syska  &  Hennessy,  appli¬ 
cants,  on  behalf  of  City  of  New  York,  owner  (operated 
by  Department  of  Hospitals;  City  of  New  York),  to 
permit  partly  in  a  residence  use  and  partly  in  a  business 
use  district,  the  erection  and  maintenance  of  a  central 
laundry  for  a  group  of  city  owned  and  operated  hospi¬ 
tals;  premises  550-578  Rutland  road  and  567-597  King¬ 
ston  avenue,  southeast  corner  (Block  4812,  part  of  Lot 
1),  Borough  of  Brooklyn. 

161- 44-BZ — Application,  March  16,  1944,  under  sections 
7(c)  and  21  of  the  zoning  resolution,  of  John  Jos.  Carroll 
and  Thomas  W.  Constable,  applicants,  on  behalf  of 
Theodore  Fuhrer  and  Grace  Fuhrer,  owners,  to  permit 
partly  in  a  residence  use  and  partly  in  an  unrestricted 
use  district,  the  alteration  and  conversion  of  occupancy 
of  an  existing  dwelling  to  an  undertaking  establishment; 
premises  519  Clinton  avenue,  east  side,  381  ft.  4  in.  north 
of  Atlantic  avenue  and  506  Waverly  avenue  (Block  2011, 
Lot  19),  Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

162- 44-A — 519  Clinton  avenue,  east  side,  381  ft.  4  in. 
north  of  Atlantic  avenue  and  506  Waverly  avenue  (Block 
2011,  Lot  19),  Borough  of  Brooklyn. 

5-44-A — 440  West  240th  street,  southeast  corner  of 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20), 
Borough  of  The  Bronx. 

Appliance  and  Material  for  Approval. 

596-39-SA — 1-G  Empire  Ideal  Gas-Fired  Boiler. 

189-44-SM — Republic  Fireproofing  Company  Wall  Slag- 
blok  Concrete  Units. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  5,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  July  5,  1944  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions. 

554-43-A — 341-347  Adams  street,  east  side,  225  ft.  south 
of  Myrtle  avenue  (Block  145,  Lot  5),  Borough  of  Brook¬ 
lyn. 

418-23-A — 896-898  Prospect  avenue,  east  side,  171.51  ft. 
south  of  East  162nd  street  (Block  2690,  Lot  14),  Bor¬ 
ough  of  The  Bronx  (reopened  May  23,  1944). 
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299-44-A— 356  Castle  Hill  avenue  and  2200  Norton  ave- 

nfUe+nSO litheaSt  COrner  <Block  3486,  Lot  24),  Borough 
of  Ihe  Bronx. 

29c8~£*'£~J 188  Grand  street-  south  side>  142  ft-  2  in.  east 
of  Bedford  avenue  (Block  2393,  Lot  17),  Borough  of 
Brooklyn.  6 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  11,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  July  11,  1944  at  10  o’clock  in  Room 
1U1J,  Municipal  Building,  Manhattan,  on  the  following 
matters :  b 

Zoning  Applications 

426-41-BZ— Application  of  DeForest  and  Elder,  appli¬ 
cants,  on  behalf  of  The  Presbyterian  Hospital,  owner 
reopened  June  20,  1944,  for  consideration  as  to  extension 
of  term  of  permit— Application,  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution  per¬ 
mitting  in  a  residence  use  district,  for  a  term  of  two 
years  the  parking  and  storage  of  more  than  five  motor 
vehicles  (owned  by  the  staff  or  employees  of  the  Pres¬ 
byterian  Hospital);  premises  125  Fort  Washington  ave- 

™e’  west  V*re\  204  ft-  north  of  West  163rd  street  and 
660  West  165th  street  (Block  2136,  part  of  Lot  235), 
Borough  of  Manhattan. 

150-44-BZ— Application,  March  10.  1944,  under  section 
/(c)  of  the  zoning  resolution,  of  Sidney  L.  Strauss 
applicant,  on  behalf  of  Haney  Corporation,  owners,  to 
permit  in  a  residence  use  district,  the  extension  of  an 
existing  business  use  (restaurant);  premises  409-411 

;SSt,24^oStTreet’  n°rth  S,ide4  100  ft’  west  of  Ninth  avenue 
(Block  722,  Lots  31  and  32),  Borough  of  Manhattan. 

510-43-BZ— Application,  October  26,  1943,  under  section 
/(h)  of  the  zoning  resolution,  of  Lama  and  Proskauer 
applicants,  on  behalf  of  John  Savino,  owner,  to  permit 
in  a  business  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles- 
premies  3°01-3011  Edwards  place,  northwest  corner  of 

Brooklyn  1  (B1°Ck  7°67’  Lot  29)’  BorouSh  of 

°f  T-  H-  Engelhardt,  applicant, 
on  behalf  of  The  Cord  Meyer  Company,  owner  (Ranger 


Aircraft  Engines,  lessee),  reopened  June  13,  1944,  under 
section  /(e)  of  the  zoning  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance,  for  a 
term  of  two  years,  of  a  driveway  and  loading  platform 
o  be  used  in  conjunction  with  an  existing  garage  and 
stores  building,  which  is  now  used  (in  accordance  with 
an  action  of  the  Board)  for  a  temporary  period,  for  light 
manufacturing  limited  to  25%  of  the  total  floor  spice 
of  the  building.  Also,  the  location  of  this  proposed  drive¬ 
way  is  contrary  to  section  7A  of  the  zoning  resolution— 
the  location  is  at  a  point  more  than  25  ft.  from  the  inter- 

88C01Ontn°8«^OReVe U  aunUC  and  89th  street!  Premises 
♦  fiOfi  88~19  R°0SeAelt  avenue,  north  side,  from  88th 

37  70  Rgt't  /5’  ?7;i3,  tC?  317;d?  88th  street  and  G7-54  to 
37-/0  89th  street  (Block  14/6,  Lots  38  and  54),  Elm- 

hurst,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  11,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Sn  M  af.tC.nTnC  !1W1944  at  2  o’clock  in  Room 

matter  .  umcipa  Building,  Manhattan,  on  the  following 

Appeal  from  Administrative  Decision. 

253-44-A  51 15-5117  Second  avenue,  east  side.  46  ft.  8 
Brookh  n  °f  5  (B1°Ck  ?97’  Lot  3)’  BorouSh  of 

HARRIS  H.  A1URDOCK,  Chairman. 


JULY  14,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
/hi<fay  morning  July  14,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter: 

Rules. 

353-30-SR— Proposed  Amendments  to  Rules  Governing 
the  Storage  and  Use  of  Equipment  for  Spraying  and 

2Tingc°ffPam^S’  Varmshes.  Lacquers  and  other  Flam¬ 
mable  Surface  Coatings. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


REGULAR  MEETING 
TUESDAY  MORNING,  JUNE  20,  1944 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  I  uesday  morning,  June  13,  1944,  and  Tuesday  after- 
noon  June  13,  1944,  were  approved,  as  printed  in  Bulletin 
INO.  25,  Volume  29. 


BOARD  OF  STANDARDS  AND  APPEALS 


274-44-BZ  Z°NING  CASES 

APPLICANT  A.  H.  Salkowitz,  for  Charles  Fuchs, 
owner. 

SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  section  /c  of  the  zoning  reso¬ 


lution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  conversion 
of  occupancy  of  a  building  from  a  motion  picture 
theatre  (previously  acted  upon  by  the  Board) 
to  a  warehouse  for  the  storage  of  household 
furniture. 

PREMISES  AFFECTED — 68-10  Woodside  avenue  south¬ 
east  corner  of  68th  street  (Block  1346,  Lot  13) 
woodside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  A.  H.  Salkowitz  and  Charles 
ruchs. 

For  Opposition :  Samuel  J.  Warms  and  others 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1944  at 
10  A.M.  on  request  of  objector’s  representative. 
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535-32-BZ 

APPLICANT— Frederick  R.  Ryan,  for  W.  Parsons  Todd, 
owner. 

SUBJECT— Application  reopened  May  31,  1944  for  con¬ 
sideration  as  to  extension  of  permit — Application, 
previously  granted  on  condition  under  section  71 
of  the  zoning  resolution,  permitting  in  a  business 
use  district,  the  maintenance  of  a  gasoline  service 
station  for  a  temporary  term  of  two  years. 
PREMISES  AFFECTED— 2300-2310  Boston  road  and 
701-709  Astor  avenue,  northeast  corner  (Block 
4346,  Lot  5),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  R.  Ryan. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (535-32-BZ) 

Whereas,  this  application  under  section  7f  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district  for 
a  term  of  two  years,  the  maintenance  of  a  gasoline  service 
station,  affecting  premises  2300-2310  Boston  road,  and  701- 
709  Astor  avenue,  northeast  corner  (Block  4346,  Lot  5), 
Borough  of  The  Bronx,  was  granted  by  the  Board  on 
November  16,  1937  on  certain  conditions,  and  the  permit 
extended  on  November  21,  1939  and  December  9,  1941; 

and  , 

Whereas,  the  applicant  requested  a  further  extension  ot 

the  permit;  and  , 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  31,  1944  and  set  for  hearing  on  June  20,  1944  at 

10  A.M. ;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  June  20,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  16,  1937,  as 
amended  through  December  9,  1941,  only  in  so  far  as  it 
has  reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“Granted  under  section  7,  subdivision  f,  for  a  term 
of  two  (2)  years,  expiring  November  16,  1945,  on 
condition  *  *  *  and  that  a  Certificate  of  Occupancy 
shall  be  obtained.” 


35-44-BZ 

APPLICANT— Roy  Clinton  Morris,  for  Joseph  Lanza, 
owner  (Jack  Ditchek,  lessee). 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7i  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  con¬ 
version  of  occupancy,  of  an  existing  building  (now 
operating  as  a  motor  vehicle  repair  shop  without 
a  certificate  of  occupancy)  to  a  motor  vehicle  re¬ 
pair  shop. 

PREMISES  AFFECTED— 8230  18th  avenue,  west  side, 
46  ft.  6  in.  north  of  84th  street  (Block  6314,  Lot 
75),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Roy  Clinton  Morris  and  Jack 
Ditchek. 

For  Opposition :  Howard  C.  Kelly,  Patrick  Grace, 
and  Harold  Klorfein,  Dep’t  of  Parks. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE—  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative  .  ® 

THE  RESOLUTION  (35-44-BZ) 

Whereas,  Roy  Clinton  Morris,  for  Joseph  Lanza,  owner 
(Jack  Ditchek,  lessee),  filed  January  13,  1944,  an  appli¬ 
cation  under  section  7-i  of  the  zoning_  resolution,  to  permit 
in  a  business  use  district,  the  conversion  of  occupancy  of 
an  existing  building  (now  operating  as  a  motor  vehicle 
repair  shop  without  a  certificate  of  occupancy)  to  a  motor 
vehicle  repair  shop;  premises:  8230  18th  avenue,  west  side, 
46  ft.  6  in.  north  of  84th  street  (Block  6314,  Lot  75), 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  held  on  June  20,  1944,  after  due  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  18th  avenue  is  in  business  and  resi¬ 
dence  use,  C  area  and  1-times  height  districts;  New 
Utrecht  avenue  is  in  business  use,  C  area  and  1-times 
height  districts;  84th  street  is  in  business  and  residence 
use,  C  area  and  1 -times  height  district  and  83rd  street  is 
in  business  and  residence  use,  C  area  and  1-times  height 

district ;  and  . 

Whereas,  the  decision  of  the  borough  superintendent, 

dated  December  14,  1943,  reads : 

“Application  for  a  Certificate  of  Occupancy  for  the 
proposed  use  of  the  above  building  as  an  automobile 
repair  shop  is  denied,  as  the  building  is  within  a 
business  use  district  and  such  occupancy  is  contrary 
to  the  Building  Zone  Resolution,  Art.  II,  Sec.  4,  Par. 
2- (19).” 

and 

Whereas,  the  applicant  stated  that  the  premises  con- 
sist  of  an  irregularly  shaped  plot  having  a  frontage  of 
23  ft.  6  in.  and  a  maximum  depth  of  162  ft.  8  in. ;  that  on 
the  front  is  a  one-story,  Class  3  building,  23  ft.  6  in.  by 
77  ft.  in  area,  now  occupied  as  a  motor  vehicle  repair  shop 
without  a  certificate  of  occupancy  for  such  use;  that  the 
existing  Certificate  of  Occupancy  100550,  dated  April  1, 
1941,  is  for  the  sale  of  automobile  accessories;  that  it  is 
proposed  to  use  the  building  as  a  motor  vehicle  repair  shop ; 
and 

Whereas,  the  applicant  contends  that  the  building  has 
been  leased  by  the  same  tenant  for  the  last  13  years  and 
previously  leased  by  same  lessee  and  a  partner  for.  ten 
years  before  that,  doing  business  as  a  fender  and  radiator 
repair  shop;  that  the  lessee  filed  a  plan  in  1940  for  an 
extension  at  the  rear  of  the  building,  Alt.  712-40  and  the 
architect  on  the  application  for  the  certificate  of  occupancy 
was  only  able  to  get  one  allowing  “Sale  of  Auto  Acces¬ 
sories”  ;  that  although  the  lessee  has  been  selling  auto  ac¬ 
cessories  principally,  this  business  due  to  war  conditions, 
has  become  negligible;  that  the  building  adjoining  at 
north  is  a  legally  operating  garage  approved  by  the  Board 
of  Standards  and  Appeals;  that  a  repair  shop  exists  next 
door  to  the-  south  and  a  gasoline  station  is  on  the  corner 
to  the  south;  that  the  only  machinery  to  be  used  in  the 
shop  will  be  a  1J4  h.p.  air  compressor  and  a  ventilating 
fan  about  h.p.;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  i,  of  the  zoning  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  Use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7i 
thereof,  for  a  term  of  two  (2)  years  from  the  date  of  this 
action,  to  permit  the  occupancy  of  the  building  and  prem¬ 
ises  substantially  as  proposed  for  motor  vehicle  repair¬ 
ing,  on  condition  that  such  repairing  and  any  fender  and 
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body  work  shall  be  done  with  hand  tools  only;  that  any 
acetylene  equipment  shall  be  subject  to  a  permit  to  be 
issued  by  the  fire  commissioner;  that  any  spraying  or 
painting  shall  be  similarly  subject  to  a  permit  issued  by  the 
hre  commissioner;  that  all  work  shall  be  done  within  the 
building  or  within  the  open  yard  at  the  rear  and  not  on 
the  public  sidewalk  or  street;  that  such  repairing  shall  be 
limited  to  motor  vehicles  of  the  pleasure  car  type ;  that 
no  repair  work  shall  be  done  except  during  business  hours 
on  regular  working  days ;  that  no  additional  signs  shall  be 
erected  on  the  premises  other  than  those  now  existing, 
except  that  any  sign  extending  over  the  building  line  shall 
be  removed  and  the  sign  reading  “Jack’s  Body  and  Fender 
Works  shall  be  removed  and  an  equivalent  sign  may  be 
painted  on  the  plate  glass  windows;  that  such  plate  glass 
windows  shall  have  a  dado  painted  on  the  glass  from  the 
sill  of  the  main  window  to  the  sill  of  the  transom  and 
similarly  on  the  entrance  doors;  that  the  main  entrance 
doors  shall  be  made  self-closing;  that  a  curb  cut  permit 
shall  be  obtained  for  the  entrance  from  18th  avenue;  that 
such  curb  cut  shall  not  exceed  6  ft.  in  width ;  that  the 
curb  in  front  of  the  premises  shall  be  restored ;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws  rules 
and  regulations  applicable  thereto;  that  all  permits’  shall 
be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


120-44-A 

APPLICANT— Sol  A.  Herzog,  for  Moxon  Corporation, 
owner  (42nd  street  Fotoshop,  Inc.,  lessee). 
SUBJECT— Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 18  East  42nd  street,  south 
166  ft.  east  of  5th  avenue  (6th  floor)  ;  (Block 
1276,  Lot  66),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant :  Sol  A.  Herzog. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


THE  RESOLUTION  (120-44-A) 


Whereas,  Sol  A.  Herzog,  for  Moxon  Corporation 
owner  (42nd  Street  Fotoshop,  Incorporated,  lessee),  filed 
rebruary  18,  1944,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  18  East  42nd  street 
south  side,  166  ft.  east  of  5th  Avenue  (6th  floor)  ;  (Block 
1276,  Lot  66),  Borough  of  Manhattan;  and 
.  ™  hereas,  Order  36754-LC,  issued  by  the  fire  commis- 
sioner  December  13,  1943,  and  repeated  in  a  decision  of 
the  fire  commissioner,  dated  January  26,  1944,  reads. 

You  are  hereby  ordered  and  required  to: 

1.  Discontinue  the  operation  of  a  still  film  laboratory 
on  the  above  premises. 


Reasons : 


_  A.  B_uilding  is  not  of  fireproof  construction.  Section 
C19- 1 1 7.0-4  .Administrative  Code. 

B.  Building  is  not  equipped  with  an  approved  sys¬ 
tem  of  automatic  sprinklers.  Section  C19-117.0-5  Ad¬ 
ministrative  Code.” 


W  hereas,  the  applicant  states  the  building  is  6  stories, 
‘U L  height;  22  ft.  by  98  ft.  9  in.  in  area  at  1st 

Moor ;  22  ft.  by  89  ft.  in  area  at  typical  floor ;  of  Class  1 
construction;  erected  1913:  located  in  a  restricted  retail  use, 
B  area  district  and  occupied  since  1920  as  follows:  cellar,’ 


storage  amd  boilerroom,  4  persons ;  1st  floor,  store,  18  per- 
sons  2nd  to  5th  floors,  offices  and  salesrooms,  5  persons  on 
\K  "ii  nr>  k  Persons  on  the  3rd  floor,  10  persons  on 
the  4th  floor  and  5  persons  on  the  5th  story;  6th  floor 
offices,  salesrooms  and  still  film  laboratory,  11  persons;  that 
the  building  is  equipped  with  one  3  ft.  6  in.  fireproof 
stans  from  loof  to  1st  story,  and  one  fire  escape  at  rear 
extending  to  the  roof  by  a  ladder  and  to  the  yard  by  stairs 
\\ith  egress  to  adjoining  premises;  that  all  windows  and 
doors  on  the  course  of  the  fire  escape  are  fireproof  self¬ 
closing;  and 

V  hereas.  Certificate  of  Occupancy  3500-21,  permits  the 
use  of  the  building  throughout  as  offices  and  salesrooms- 
and 

Whereas,  the  applicant  contends  that  the  building  is 
used  by  one  tenant,  a  dealer  in  photographic  supplies;  that 
there  is  a  small  space  in  the  rear  of  the  6th  floor  which  is 
used  for  enlarging  or  printing  of  some  35mm.  films;  that 
there  is  no  processing  of  this  film;  that  the  quantity  of 
film  stored  consists  of  30  small  rolls  which  are  enlarged 
for  printing  purposes;  that  most  of  this  film  is  safety 
film  but  occasionally  there  is  some  nitrate  film,  which  is 
the  cause  of  the  issuance  of  the  Fire  Department  order* 
that  a  separate  room  has  been  provided  for  the  film  use 
and  has  a  partly  metal  covered  partition ;  that  it  is  pro¬ 
posed  to  separate  this  room  by  fire  retarded  partitions; 
that  a  sprinkler  system  connected  to  the  house  supply  has 
been  installed,  covering  the  rear  portion  of  the  6th  floor; 
that  Objection  A  of  the  fire  commissioner’s  order  states 
that  the  building  is  not  fireproof,  but  the  certificate  of 
occupancy  indicates  the  building  to  be  fireproof;  that  the 
building  is  equipped  with  a  fireproof  stairs  and  the  occu¬ 
pancy  is  less  than  the  capacity  of  the  interior  stairs  alone; 
that  the  laboratory  is  so  small,  that  it  would  be  a  hard¬ 
ship  to  be  compelled  to  install  a  sprinkler  system  through¬ 
out  the  building;  that  in  view  of  the  fact  that  the  portion 
involved  is  sprinklered,  _  the  building  is  fireproof  and  has 
a  small  occupancy,  it  is  requested  the  Board  grant  this 
appeal. 

Resolved,  that  Order  36754-LC  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  to  permit  the  southerly  portion 
of  the  premises  on  the  6th  floor,  as  indicated  on  plans  filed 
with  this_  appeal  marked  “Received  February  18,  1944,”  to 
be  occupied  as  proposed,  for  a  still  film  laboratory,  on 
condition  that  the  sprinkler  heads  shown  shall  be  main¬ 
tained  and  that  the  supply  for  same  may  be  from  the 
house  supply,  provided  the  supply  is  sufficient  for  the 
number  of  heads .  serviced ;  that  the  partitions,  separating 
the  rooms  in  which  the  proposed  still  film  laboratory  is 
to  be  located,  shall  be  of  fire-retarded  partitions  and  the 
doors  as  approved  for  one  hour  test;  that  the  still  film 
laboratory  _  shall  be  maintained  to  the  satisfaction  of  the 
fire  commissioner ;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto  other  than  as  modified  by  the 
Board  under  Cal.  .  No.  429-20-A  and  59-44-A ;  that  this 
variance  shall  continue  only  so  long  as  conditions  are  main¬ 
tained  substantially  as  herein  permitted  and  as  set  forth 
and  the  building  is  occupied  as  a  whole  by  one  tenant. 


211-44-A 

* 

APPILCANT — Stoll  Metal  Corporation,  lessee,  for  36-08 
Review  Avenue  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 36-08  Review  avenue,  west 
side,  98.99  ft.  south  of  Greenpoint  avenue  (Block 
312,  Lot  35),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Karl  Stoll. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative  .  0 

THE  RESOLUTION  (211-44-A) 

Whereas,  Stoll  Metal  Corporation,  lessee  for  36-08 
Review  Avenue  Corporation,  owner,  filed  April  6,  1944,  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
36-08  Review  avenue,  west  side,  98.99  ft.  south  of  Green- 
point  avenue  (Block  312,  Lot  35),  Long  Island  City, 
Borough  of  Queens;  and 

Whereas,  Order  96319-C,  issued  by  the  fire  commis¬ 
sioner  January  24,  1944,  and  repeated  in  a  decision  of  the 
fire  commissioner,  dated  March  21,  1944,  reads: 

“1  Surrender  to  the  bearer  Fire  Department  Per¬ 
mit  No.  150085  expiring  June  11,  1944  authorizing  the 
storage  and  use  of  275  gallons  of  fuel  oil  on  above 
premises  as  same  is  hereby  revoked  until  the  following 
is  done. 

2.  Discontinue  use  of  275  gallon  fuel  oil  tank  as  an 
auxiliary  tank.” 

and 

Whereas,  the  applicant  states  the  building  is  2  stories, 
(40  ft.)  in  height,  77  ft.  by  265  ft.  and  56  ft.,  irregular  in 
area ;  of  Class  1  construction ;  erected  1925 ;  located  in  an 
unrestricted  use,  A  district,  and  used  as  follows  :  1st  floor, 
smelting  plant,  15  persons;  2nd  floor,  office  and  dead  stor¬ 
age,  4  persons;  proposed  to  be  used  as  follows:  1st  floor, 
same,  20  persons;  2nd  floor,  same,  4  persons;  that  the 
building  is  equipped  with  two  4  ft.  wide  concrete  stairs 
enclosed  in  concrete  and  steel,  equipped  with  steel  doors 
which  are  not  self-closing;  that  these  stairs  extend  from 
roof  the  bulkhead  directly  to  the  street;  that  the  building 
is  equipped  with  a  standpipe  system  and  fire  drills  are 
maintained  and  that  there  is  no  interior  fire  alarm  system; 
and 

Whereas,  the  applicant  contends  that  a  5,000  gallon 
tank  buried  under  adjoining  building  and  a  275  gallon  aux¬ 
iliary  tank  installed  in  the  building  in  question  are  used 
to  feed  the  burners  connected  to  the  furnaces;  that  two 
of  the  furnaces  need  a  1-inch  supply  line  and  one  is  sup¬ 
plied  by  a  -inch  line;  that  this  condition  and  the  fact 
that  the  large  storage  tank  is  too  far  away,  made  it  neces¬ 
sary  to  install  the  auxiliary  tank  with  a  minimum  capacity 
of  275  gallons,  in  order  to  supply  3  furnaces  at  the  same 
time;  that  each  burner  is  operated  by  an  individual  pump 
and  blower;  that  when  all  three,  furnaces  are  in  operation, 
approximately  100  gallons  of  oil  is  consumed  per  hour; 
that  this  quantity  could  not  be  supplied  by  the  auxiliary 
tank  of  60  gallons ;  that  any  change  in  the  installation.  at 
the  present  time  will  cause  an  interruption  in  production 
and  hinder  the  war  effort;  that  ffhe  plant  is  operating  on 
a  24-hour  basis  and  is  behind  in  its  schedule  of  shipments 
of  brass,  bronze  and  aluminum  alloy  ingots. 

Resolved,  that  Order  No.  96319-C  issued  by  the  fire 
commissioner  be  and  it  hereby  is  modified  .  and  that  the 
appeal  be  and  it  hereby  is  granted  as  to  Objections  1  and 
2,  on  condition  that  the  proposed  auxiliary  tank  shall  not 
exceed  275  gallons  and  shall  be  maintained  to  the  satisfac¬ 
tion  of  the  fire  commissioner  and  substantially  as  indicated 
on  plans  filed  with  this  appeal  marked  “Received  April  6, 
1944”  ;  that  the  oil  burners  shall  be  of  a  type  as  approved 
by  the  Board;  that  the  doors  leading  to  the  stairway  shall 
be  fireproof  self-closing;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  other  than  as  modified 
by  the  Board  under  Cal.  No.  153-43-A. 


243-44-A 

APPLICANT — Frank  D.  Hutchinson,  for  Metropolitan 
Engineering  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 


PREMISES  AFFECTED— 1236-1286  Atlantic  avenue, 
south  side,  80  ft.  west  of  Nostrand  avenue  (Block 
1200,  Lot  21),  Borough  of  Brooklyn. 

APPEARANCES—  ^  tt 

For  Applicant:  John  Lawrence  and  F.  D.  Hutch¬ 
inson. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative  .  0 

THE  RESOLUTION  (243-44-A) 

Whereas,  Frank  B.  Hutchinson,  for  Metropolitan  Engi¬ 
neering  Company,  owner,  filed  April  21,  1944,  an  appeal 
from  a  decision  re  an  order  of  the  fire  commissioner, 
affecting  premises  1236-1286  Atlantic  avenue,  south  side, 
80  ft.  west  of  Nostrand  avenue  (Block  1200,  Lot  21),  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  Order  96463-LC,  issued  by  the  fire  commis¬ 
sioner  January  31,  1944,  and  repeated  in  his  decision  dated 
March  28,  1944,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  and  use  lacquers,  etc., 
shows  the  following  must  be  done  before  the  permit 
requested  by  you  can  be  issued : 

12.  Discontinue  the  maintenance  of  any  open  flames 
within  floor  area  where  spray  coating  is  carried  on 
or  separate  said  open  flames  or  sparking  device  by 
partitions  constructed  of  fireproof  or  fire  resisting 
material.  Rule  6.1.8  Spray  Rules.” 

13.  Discontinue  the  storage  of  spraying,  dipping  and 
immersing  materials  in  excess  of  200  gallons  in  a 
storage  room.  Rule  6.2  Spray  Rules. 

14.  Provide  a  buried  storage  system  for  storage  of 
Savasol  No.  2.  C-19-11,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  buildings  are  one, 
two  and  four  stories  (21  ft.,  35  ft.  and  58  ft.)  in  height; 
465  ft.  by  100  ft.  at  street  level;  465  ft.  by  90  ft.  in  area 
at  typical  floor  level;  Class  3  construction;  erected  in 
1913;  located  in  unrestricted  use,  C  area  district  ;  occupied 
for  the  manufacture  of  metal  products  and  equipped  with 
a  two  source  sprinkler  system,  standpipe  system,  interior 
fire  alarm  system  and  fire  drills  are  not  maintained ;  and 

Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  to  allow  the  use  of  a  gas-fired  washer  alongside 
the  specially-designed  DeVilbis  paint  spray  machine  and 
drying  table ;  that  these  machines  wash,  warm  paint  and 
dry  81mm  shells  weighing  4  lbs.  each  in  a  continuous 
operation;  that  as  the  paint  required  by  the  Ordnance 
Dept,  has  to  be  applied  on  warm  metal,  this  work  should 
be  done  in  one  room ;  that  the  room  has  a  volume  of  100,- 
000  cu.  ft.;  that  the  exhaust  flue  of  the  washer  is  30  in. 
in  diameter,  extending  through  the  roof  ;  that  paint  machine 
has  an  exhaust  fan  of  2,200  cu.  ft.  per  minute  operating 
continuously  and  discharging  through  the  roof ;  there  is  also 
an  exhaust  fan  of  7,800  cu.  ft.  per  minute  over  the  drying 
table  operating  continuously  and  discharging  through  the 
roof ;  that  permission  is  requested  to  allow  the  storage  of 
900  gallons  of  spraying  materials  and  50  gallons  of 
Savasol  No.  2  in  the  fireproof  storage  room  between  build¬ 
ings  1  and  3  at  4th  floor  level  shown  on  plans  filed  with 
this  appeal. 

Resolved,  that  Order  96463-LC  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  as  to  Objection  12  on  condition 
that  no  additional  open  flames  shall  be  maintained  other 
than  the  gas  flame  in  connection  with  the  dryer  and  wash¬ 
ing  equipment,  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  April  20,  1944”,  and  as  herein  described; 
that  the  spraying  mechanism  shall  be  interconnected  with 
the  ventilating  system,  so  as  to  ensure  simultaneous  opera¬ 
tion  ;  that  a  fireproof  self-closing  door  shall  be  maintained 


552 


MINUTES 


in  the  wall  separating  Building  Nos.  5  and  6  from  Build- 
2,  that  such  door  may  be  held  back  in  an  open 
position  by  a  fusible  link;  as  to  Objection  13,  that  spraying, 
dipping  and  immersing  materials  may  be  stored  in  the 
paint  storage  room  of  fireproof  construction  on  the  4th 
floor,  as  indicated  on  plans  and  as  approved  by  the  bor¬ 
ough  superintendent,  provided  such  materials  do  not  exceed 
1,000  gallons  in  the  paint  storage  room  and  not  over 
1,200  gallons  throughout  the  plant,  including  the  contents 
of  the  storage  room;  as  to  Objection  14,  that  a  buried 
storage  system  for  the  storage  of  Savasol  No.  2,  need 
not  be  installed  provided,  the  amount  of  Savasol  No.  2,. 
does  not  exceed  one  55  gallon  drum;  that  such  drum  shall 
be  stored  within  the  fireproof  storage  room  on  the  4th 
floor;  and  shall  be  equipped  with  a  pump  as  approved  by 
the  Underwriters’  Laboratories  or  the  Factory  Mutuals 
Laboratories ;  that  any  Savasol  taken  from  such  drum  for 
use  throughout  the  factory,  shall  be  carried  in  an  approved 
safety  can  only;  that  the  sprinkler  system,  standpipe  system 
and  fire  alarm  system  shall  be  maintained,  to  the  satisfaction 
of  the  fire  commissioner  and  in  accordance  with  the  re¬ 
quirements  therefor;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto  other  than  as  modified  by  the 
Board  under  Cal.  No.  444-43-A. 


286-44-A 

APPLICANT — Samuel  W.  Ross,  for  Bowman  Biltmore 
Hotel  Corporation,  owner. 

SUBJECT  Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 117  East  42nd  street,  north¬ 
west  corner  of  Lexington  avenue  (28th  floor)  ; 
(Block  1280,  Lots  30  and  60),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Samuel  W.  Ross. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  q 

THE  RESOLUTION  (286-44-A) 

Whereas,  Samuel  W.  Ross,  for  Bowman  Biltmore  Hotel 
Corporation,  owner,  filed  May  15,  1944,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  117  East 
4_nd  street,  northwest  corner  Lexington  avenue  (28th 
floor);  (Block  1280,  Lots  30  and  60),  Borough  of  Man¬ 
hattan  ;  and 

.  Whereas,  Order  361/2-LC,  issued  by  the  fire  commis¬ 
sioner  October  13,  1943,  reads : 

‘‘Before  a  permit  may  be  issued  for  the  storage 
of  paint,  enamel,  linseed  oil,  lacquer  and  turpentine, 
the  following  must  be  done: 

1.  Discontinue  the  spraying  of  any  article  or  thing 
with  any  flammable  paint,  varnish,  lacquer  or  any 
other  flammable  substance,  mixture  or  compound  com¬ 
monly  used  for  painting,  varnishing,  staining  or  similar 
purpose  on  these  premises.  Spray  Rule  1.3.1— Board 
of  Standards  and  Appeals. 

NOTE:  If  spraying  were  permitted,  booth .  would 
be  required  to  be  sprinklered,  and  person  in  charge 
would  be  required  to  obtain  the  required  certificate 
of  fitness.  Moreover,  electrical  equipment  would  be 
required  to  conform  to  rules  if  subsequent  inspection 
disclosed  any  variation  therefrom.” 
and 

Whereas,  Order  o8112-LC,  issued  by  the  fire  commis¬ 
sioner  April  25,  1944,  reads : 

regard  to  your  request  to  reissue  order  No. 
3617--LC  in  order  to  enable  you  to  appeal  to  the  Board 


of  Standards  and  Appeals  for  a  variation  therefrom, 
please  be  informed  that  you  may  use  this  communica¬ 
tion  in  lieu  of  such  order. 

In  anticipation  of  your  appealing  to  the  Board,  in- 
spectiori  was  made  with  respect  to  electrical  equipment 
referred  to  in  note  following  item  No.  1  of  said  order 
and  the  following  correction  must  be  made. 

1.  Replace  present  direct  current  motor  and  knife 
switch  on  top  of  spray  booth,  with  equipment  approved 
tor  use  in  explosive  atmospheres  or  in  lieu  thereof 
relocate  same  to  a  point  more  than  10  ft.  away  from 
spray  booth.  Rule  4.4  Board  of  Standards  and  Appeals.” 

and 

r97j  Hr!RfA-S’  ,th?  "PP^t  states  the  building  is  28  stories, 
(274  ft).  in  height;  275  ft.  by  208  ft.  in  area;  of  Class  1 
construction;  erected  1919;  located  in  a  business  use,  B 
aiea  district,  and  used  and  occupied  as  a  hotel,  the  28th 
or  pent  house  story  in  question  being  used  for  tank  room 
’a'1  rooms’  and  paint  shop,  10  persons;  and 
Whereas,  Certificate  of  Occupancy  1289  issued  1919 

preiS-en-  u;se  and  occupancy  of  the  building  with 
the  28th  floor  limited  to  elevator  machinery,  tank  and  fan 
rooms ;  and 

Whereas,  the  applicant  contends  that  the  hotel  occu¬ 
pancy  extends  only  to  the  26th  floor;  that  the  27th  floor 
is  used  for  valet  service,  telephone  switchboard  and  work 
'  s  .  Ps  >  that  the  28th  floor  is  used  for  tank  room,  fan  rooms 
paint  shop  and  spray  room;  that  the  spray  room,  which 
has  been  in  use  since  the  occupancy  of  the  building  is  fire- 
proot,  equipped  with  an  exhaust  fan,  explosion-proof  elec- 
tncal  fixtures  and  an  automatic  “Alfite”  fire  extinguishing 
system  installed  by  the  American  LaFrance  Foamite  Cor¬ 
poration  ;  that  this  fire  extinguishing  system  is  throughout 
the  spray  room  and  paint  shop ;  that  paints  are  stored  in 
a  separate  fireproof  room  outside  of  the  spray  room ;  that 
the  spray  room  is.  used  for  spraying  of  parts  of  furniture 
or  small  articles  in  conjunction  with  the  maintenance  of 
the  hotel ;  that  the  spray  room  complies  with  all  the  rules 
ot  the  Board  of  Standards  and  Appeals,  except  Rule  1.3.1. 

Resolved,  that  Order  36172-LC  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  as  to  Objection  1  on  condition 
that  the  arrangement,  as  proposed  and  as  indicated  on  plan 
hied  with  this  appeal  marked  “Received  May  15  1944  ”  js 
maintained  to  the  satisfaction  of  the  fire  commissioner ; 
that  such  spraying  shall  be  limited  to  the  equipment  of  the 
hotel,  and  shall  comply  with  the  requirements  therefor ; 
that  the  fire  extinguishing  system  as  proposed  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner; 
that  an  amendment  to  the  Certificate  of  Occupancy  shall 
be  obtained  in  view  of  the  additional  use  on  this  floor 
not  now  covered  by  such  certificate;  that  the  require- 
ments  °t  Order  38112-LC  shall  be  complied  with;  that  in 
all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


288-44-A 

APPLICANT— Wabash  Appliance  Corporation,  lessee,  for 
Carroll  Street  Realty,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 335  Carroll  street,  north  side, 

io?  T  east  of  Hoyt  stre€t  (BIock  444,  part  of  Lot 
18),  Borough  of  Brooklvn. 

APPEARANCES— 

For  Applicant:  A.  Rosenblatt,  Otto  Foell  and 
Louis  J.  Manganielo. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition 
THE  VOTE— 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 


( 
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THE  RESOLUTION  (288-44-A) 

Whereas,  Wabash  Appliance  Corporation,  lessee,  for 
Carroll  Street  Realty,  Incorporated,  owner,  filed  May  10, 
1944,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  335  Carroll  street,  north  side,  230  ft. 
east  of  Hoyt  street  (Block  444,  part  of  Lot  18),  Borough 
of  Brooklyn;  and 

Whereas,  Order  96877-LC,  issued  by  the  fire  commis¬ 
sioner  April  14,  1944,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  and  use  lacquers,  thin- 
ners,  etc.,  shows  that  the  following  must  be  done  be¬ 
fore  the  permit  requested  by  you  can  be  issued : 

FORTHWITH 

1.  Discontinue  delivery  of  lacquer  from  drums  into 
dipping  tanks  under  pressure  and  provide  tanks  of 
not  more  than  60  gallons  individual  capacity,  designed, 
constructed  and  approved  by  the  Board  of  Standards 
and  Appeals.” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories 
in  height;  60  ft.  by  100  ft.  in  area;  of  Class  3  construc¬ 
tion;  erected  1883;  located  in  an  unrestricted  use,  A  area 
-district  and  used  as  follows :  cellar,  manufacturing  in¬ 
candescent  lamps  and  storage,  8  persons;  1st  floor,  manu¬ 
facturing  incandescent  lamps,  30  persons ;  2nd  floor,  same, 
15  persons;  3rd  floor,  same,  80  persons;  that  the  building 
is  equipped  with  a  one  source  sprinkler  system,  standpipe 
system,  interior  fire  alarm  system  and  that  fire,  drills  are 
not  maintained;  that  the  building  is  equipped  with  one  45 
in.  wide  wood  stairs  with  soffits  protected  by  metal  lath 
and  cement  plaster  reinforced  concrete  backing,.  enclosed 
in  brick  partitions,  equipped  with  metal  self-closing  doors 
and  extending  from  roof  bulkhead  direct  to  street,  and  one 
fire  escape  extending  from  the  top  story  to  the  yard  by 
stairs  with  egress  through  the  adjoining  building;  that 
windows  on  the  course  of  the  fire  escape  are  glazed  with 
wire  glass  and  steel  sash ;  and 

Whereas,  the  applicant  contends  that  it  uses  air  pressure 
of  not  more  than  7  lbs.,  which  is  introduced,  into  53  gallon 
lacquer  drums  for  the  purpose  of  sustaining  a  constant 
level  of  lacquers  in  an  open  dip  tank ;  that  the  dip  tank 
is  an  open  shallow  tank,  150  gallons  capacity,  ,  constructed 
of  stainless  steel,  5  ft.  by  8  ft.  in  area,  and  varying  in  depth 
from  8  in.  in  front  to  2j4  in.  in  back,  with  an  exhaust  sys¬ 
tem  for  lacquer  fumes  and  equipped  with  a  completely 
automatic  C02  fire  extinguishing  system;  that  there  are 
two  or  more  conveniently  placed  hand  operated  LU2  ex¬ 
tinguishers  maintained  adjacent  thereto;  that  from  50  to 
100  gallons  of  lacquer  are  used  per  day;  that  two  ot  the 
drums  are  connected  to  a  common  air  line  and  a  common 
lacquer  line ;  that  each  drum  is  equipped  with  individual 
valves  for  air  and  lacquer ;  that  in  addition,  there  is  a 
reducing  valve  and  a  master  valve  on  the  common  air 
line  and  a  master  valve  on  the  dip  tank  on  the  common 
lacquer  line;  that  the  drums  are  Underwriters  approved 
and  capable  of  sustaining  from  3  to  4  times  the.  pressure 
used  •  that  the  air  pump  is  not  capable  of  supplying .  more 
than ’l0  lbs.  pressure;  that  only  one  drum  is  in  operation  at 
a  time,  the  valves  to  the  2nd  drum  being  closed ,  that 
before  opening  the  valves  to  the  second  drum,  all  valves 
to  the  first  drum  are  closed;  that  the  CO2  tanks  are  kept 
loaded  at  all  times  and  regularly  checked  for  workability. 

Resolved,  that  Order  96877-LC  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  as  to  Item  1,  on  condition 
that  not  more  than  two  (2)  drums  shall  be.  maintained  as 
proposed  and  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  May  13,  1944”.;  that  a  mechanical  float 
or  other  device  shall  be  maintained  in  the  dipping  tank 
to  prevent  overflow  by  stopping  the  flow  of  lacquer  from 
the  drums ;  that  such  overflow  device  and  the  entire  equip¬ 
ment  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner;  that  the  drums  shall  be  constructed  under 


specifications  of  the  Interstate  Commerce  Commission; 
that  approved  fire  doors  shall  be  maintained  at  the  passage 
indicated  to  the  adjoining  building;  that  the  sprinkler  sys¬ 
tem,  standpipe  system  and  interior  fire  alarm  system  shall 
be  maintained  in  accordance  with  the  requirements  and  to 
the  satisfaction  of  the  fire  commissioner;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


292-44-A 

APPLICANT— Kason  Hardware  Corporation,  lessee,  for 
Sonabend  &  Katz,  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 127-137  Wallabout  street, 
north  side,  49  feet  inches  east  of  Middleton 
street  (4th  floor)  ;  (Block  2239,  Lot  3),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Dorf. 

For  Administration:  Insp.  Meyer,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.. 
Negative  . 


4 
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THE  RESOLUTION  (292-44-A) 

Whereas,  Kason  Hardware  Corporation,  lessee,  for 
Sonabend  and  Katz,  Incorporated,  owner,  filed  May  18, 
1944,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  127-137  Wallabout  street,  north  side, 
49  ft.  5J4  in.  east  of  Middleton  street  (4th  floor)  ;  (Block 
2239,  Lot  3),  Borough  of  Brooklyn;  and 
Whereas,  Order  96620-LC,  issued  by  the  fire  commis¬ 
sioner  February  28,  1944,  and  repeated  in  a  decision  of 
the  fire  commissioner,  dated  May  17,  1944,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  paints,  etc.,  shows  that 
the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued : 

FORTHWITH 

3.  Discontinue  the  maintenance  of  any  open  flames 
within  floor  area,  4th  floor,  where  spray  coating,  is 

carried  on,  or  separate  said  open  flames  or  sparking 
device  by  partitions  constructed  of  fireproof  or  fire 
resisting  material.  Rule  6.1.8,  Spray  Rules.” 

and 

Whereas,  the  applicant  states  the  building  is  4  stories, 
(52  ft.)  in  height;  62  ft.  by  72  ft.  in  area;  of  Class  3  con¬ 
struction;  erected  1895;  located  in  an  unrestricted  use, 
B  area  district,  and  used  since  1934  as  follows :  Cellar, 

storage,  no  persons;  1st  floor,  heating  apparatus  and  man¬ 
ufacturing  hardware,  55  persons ;  2nd  floor,  manufacturing 
hardware  and  office,  70  persons ;  3rd  floor,  manufacturing 
hardware,  65  persons;  4th  floor,  manufacturing  hardware, 
65  persons;  that  no  change  in  use  or  occupancy  is.  pro¬ 
posed;  that  the  building  is  equipped  with  a  sprinkler 
system,  standpipe  system,  interior  fire  alarm  system  and 
fire  drills  are  maintained  ;  that  there  are  two  interior  stairs, 
3  ft.  8  in.  wide  leading  from  the  top  story  to  the  street, 

one  of  which  is  of  wood  construction,  and  the  other  con¬ 

crete,  enclosed  in  brick  partitions,  equipped  with  fire- 
retarding  doors  and  two  fire  escapes,  one  on  Wallabout 
street  and  one  on  Middleton  street,  extending  to  the  roof 
by  ladder  and  to  the  street  by  ladder;  that  windows  and 
doors  on  the  course  of  the  fire  escape  are  fireproof  self¬ 
closing;  and 

Whereas,  Certificate  of  Occupancy  104191,  issued  Janu¬ 
ary  20,  1942,  permits  the  present  use  and  occupancy;  and 
Whereas,  the  applicant  contends  that  the  open  flame  is 
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created  by  a  small  bunsen  burner  used  by  tool  and  die 
makers  in  experimental  work  and  is  located  about  30  ft. 
from  the  spraying  area ;  that  it  would  be  a  hardship  to  be 
compelled  to  remove  this  burner,  as  it  would  cause  a  loss 
ot  man  hours  in  work  for  the  tool  and  die  makers  if  these 
workers  were  required  to  move  substantial  distances  be¬ 
tween  the  flame  and  the  work  benches ;  that  the  bunsen 
burner  name  is  used  only  periodically  and  is  remote  from 
the  spraying  area ;  that  since  the  plant  is  engaged  in  vital 
war  work,  it  is  desired  to  conserve  every  minute  of  the 
tool  and  die  maker’s  time;  that  it  is  therefore  requested, 
the  board  permit  burner  to  remain  for  the  duration  of  the 
war. 

Resolved,  that  Order  96620-LC  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  as  to  Item  3,  on  condition  that 
no  open  flame  shall  be  maintained  on  the  4th  floor  in  ques¬ 
tion  other  than  the  Bunsen  burner  adjacent  to  the  Wal- 
1  about  street  wall,  as  indicated  on  plans  filed  with  this 
appeal  marked  “Received  May  18.  1944“ ;  that  fire  doors 
shall  be  maintained  in  the  fire  wall  between  the  east  and 
west  sections  of  the  building  and  at  the  entrance  to  the 

T?niriTac  al  mdl,cated  .on  previous  plans  filed  under  Cal. 
/aU-41-b ;  that  the  sprinkler  system,  standpipe  system  in¬ 
terior  fire  alarm  system  and  fire  drills  shall  be  maintained 
in  accordance  with  the  requirements  and  to  the  satisfaction 
ot  the  fire  commissioner;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  other  than  as  modified  by 
the  Board  under  Cal.  730-41-S. 


212-44-A 

APPLICANT  Golumbia-Bedford  Corporation,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
restoration  to  calendar  (previously  dismissed  for 
lack  of  prosecution)  re  Appeal  from  a  decision  of 
commissioner  re  Packaging  of  Combust¬ 
ible  Mixture  known  as  “DuBarry  Dry  Cleaner” 
m  One  Gallon  and  One-Half  Gallon  Glass  Bot- 
tles  (capacity  of  glass  bottles  not  in  conformity 
with  Administrative  Code  specifications) 
APPEARANCES— 

For  Applicant :  J.  J.  Simpson. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  cal¬ 
endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  n 


THE  RESOLUTION  (212-44-A) 

\\  here  as,  the  Columbia-Bedford  Corporation,  owne 
filed  on  April  8,  1944,  an  appeal  from  a  decision  of  tl 
fire  commissioner,  relating  to  the  packaging  of  “DuBarr 
b>ry  Cleaner  in  glass  containers  of  one-half  and  on 
gallon  sizes;  and 

Whereas  this  appeal  was  dismissed  for  lack  of  nrosi 
cution  on  May  31,  1944  and  the  applicant  requested  a  re 
opening  and  restoration  to  the  calendar;  and 

\\  hereas  the  decision  of  the  fire  commissioner,  date 
March  10,  1944,  reads: 


“Refer  to  Folder  No.  22-711. 
“In  reply  to  your  letter  of  March  1,  1944,  it  is 
regretted  that,  your  request  for  permission  to  pack 
your  product  in  glass  containers  larger  than  32  ozs. 

™S'be/e,nied;  ,as  this  is  Prohibited  by  Section  C19- 
62.0-B  of  the  Administrative  Code.” 


Whereas,  the  applicant  states  that  “DuBarry  Dry 
Cleaner  is  Varsol;  that  it  is  proposed  to  package  this  ma¬ 
terial  in  glass  jugs  manufactured  by  the  Owens-Illinois 
Glass  Company  under  the  name  of  Duro  Glass,  as  indi- 
Catjed™0£  d‘'awings  WB-225  for  the  one-half  gallon  size 
and  WC-391  for  the,  one  gallon  size  as  filed  with  the 
Loard  under  Cal.  18-44-SM,  which  is  the  manufacturer’s 
application  for  general  approval  of  the  containers ;  that 
these  jugs  will  be  packed  in  200  lb.  test  cartons,  each  carton 
fitted  with  partitions  to  separate  the  jugs;  that  tops  and 
bottoms  of  cartons  will  lap  one  another,  so  as  to  give 
two  thicknesses  of .  board  for  added  protection  against 
breakage ,  that  all  jugs  will  be  fitted  with  metal  screw 
caps  with  pulp  and  oil  liners  and  caps  will  be  properly 
fitted  to  fit  bottleneck  threading,  so  as  to  make  a  tight 
leak-proof  seal;  that  the  product  in  question  has  a  flash¬ 
point  of  104  deg.  F.  (Pensky-Martens)  ;  and 

Whereas,  the  applicant  stated  that  the  proposed  use  of 
glass  jugs  was  temporary  and  would  be  discontinued  as 
soon  as  tin  cans  are  available. 

Rcjo/wd,  that  the  decision  of  the  fire  commissioner  dated 
*May  ,  i!  1944  be  and  n  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted,  to  permit  the  packag¬ 
ing  of  DuBarry  Dry  Cleaner”  with  a  flashpoint  of  not 
less  than  104  deg.  F.  in  one  gallon  and  ^-gallon  Duraglas 
jugs  as  manufactured  by  the  Owens  Illinois  Glass  Com- 

P§n/.  c™  n0W  Su^ect  to  test  the  Board  wnder  Cab 
lo-44-bM,  on  condition  that  in  all  other  respects  all  re¬ 
quirements  relating  to  the  packaging,  storage  and’  sale  of 
this  material  shall  be  complied  with;  that  this  variance 
shall  continue  only  for  a  term  of  six  (6)  months  from  the 
date  of  this  action. 


Adjourned:  12:35  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 


TUESDAY  AFTERNOON,  JUNE  20,  1944 

Present :  Chairman  Murdock,  Commissioners  Blum 
Savage  and  Deputy  Chief  Chief  Gunn. 


and 


426-41-BZ 


ZONING  CASES 


APPLICANT— De  Forest  and  Elder,  for  The  Presbvterian 
Hospital,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution  per¬ 
mitting  in  a  residence  use  district,  for  a  temporary 
period  of  two  years,  the  parking  of  more  than  five 
motor  vehicles  (owned  by  the  staff  or  employees 
of  the  Presbyterian  Hospital) 

PREMISES  AFFECTED-125  Fort  Washington  avenue, 

*enst,*!de’  ?d4  ,ft  north  of  West  163rd  street  and 
660  West  165th  street  (Block  2136,  part  of  Lot 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  W.  Finnerty. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  restored  to 
calendar  and  set  for  hearing  on  July  11,  1944  at 
10  A .  A 1 . 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . .  '*  q 
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309-2S-BZ 

APPLICANT— Richard  Shutkind,  for  Finat  Corporation, 


owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 2323-2331  Flatbush  avenue  and 
2370-2384  Utica  avenue,  northeast  corner  (Block 
8310,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Richard  Shutkind. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 


tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  . 
N egative  . 


4 

0 


THE  RESOLUTION  (309-28-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  2323-2331  Flatbush  avenue  and  2370-2384  LTica 
avenue,  northeast  corner  (Block  8510,  Lot  1),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  October  23,  1928,  on 
certain  conditions,  resolution  amended  on  December  4,  1928, 
time  extended  on  June  25,  1929  and  the  resolution  amended 
on  October  1,  1929,  September  29,  1936  and  June  15,  1943; 
and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  October  23,  1938,  as 
amended  through  June  15,  1943,  only  so  far  as  it  has  refer¬ 
ence  to  obtaining  permits  and  completion  of  the  wmrk,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 
“  *  *  *  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


152-37-BZ 

APPLICANT— Abraham  H.  Brodsky,  for  Michael  Falzar- 
ano,  lessee;  I.  Rosenwasser,  N.  Glantz  and  Bessie 
Greenwald,  owners. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 9508-9530  Church  avenue, 
southeast  corner  of  East  96th  street  (Block  4716, 
Lots  42  to  50,  inclusive),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 
Negative  .  0 

THE  RESOLUTION  (152-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 

resolution,  permitting  in  a  business  use  district,  for  a  term 

of  two  years,  the  parking  and  storage  of  more  than  five  motor 


vehicles,  affecting  premises  9508-9530  Church  avenue,  south¬ 
east  corner  of  East  96th  street  (Block  4716,  Lot  Nos.  42  to 
50  inclusive),  Borough  of  Brooklyn,  was  granted  by  the 
Board  May  24,  1938,  on  certain  conditions,  permit  extended 
May  28,  1940  and  May  19,  1942  and  the  applicant  requested 
a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  24,  1938,  as 
amended  through  May  19,  1 942,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  plot  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  on  condi¬ 
tion  *  *  *  and  that  a  new  certificate  of  occupancy  shall 
be  obtained 


286-37-BZ 

APPLICANT — Trinor  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
the  extension  of  an  existing  business  building. 
PREMISES  AFFECTED— 428-436  West  54th  street,  south 
side,  350  ft.  west  of  Ninth  avenue  (Block  1063, 
Lot  47),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Henry  A.  Jencks. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative  .  0 

THE  RESOLUTION  (286-37-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  exten¬ 
sion  of  an  existing  laundry,  affecting  premises  428-436  West 
54th  street,  south  side,  350  ft.  west  of  Ninth  evenue  (Block 
1063,  Lot  47),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  July  9,  1937,  on  certain  conditions,  time  extended 
to  obtain  permits  and  complete  the  work  on  May  10,  1938, 
July  5,  1939,  July  2,  1940,  June  24,  1941,  June  30,  1942 
and  June  29,  1943  and  the  applicant  requested  a  further 
extension  of  time. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  9,  1937,  as  last 
amended  on  June  29,  1943,  only  so  far  as  it  has  reference 
to  the  time  within  which  to  obtain  permits  and  complete 
the  work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

“  *  *  *  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


1029-41-BZ 

APPLICANT — Henry  C.  Brockman,  for  Gulf  Oil  Cor¬ 
poration  and  Staten  Island  Rapid  Transit  Rail¬ 
road  Company,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  permitting  in  a  business  use 
district,  the  extension  and  reconstruction  of  an 
existing  gasoline  service  station. 

PREMISES  AFFECTED — 263  Bay  street  and  16  Hannah 
street,  southeast  corner  (Block  487,  Lot  42),  Tomp- 
kinsville,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (1029-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  ex¬ 
tension  on  reconstruction  of  an  existing  gasoline  service 
station,  affecting  premises  263  Bay  street  and  16  Hannah 
street,  southeast  corner  (Block  487,  Lot  42),  Tompkins- 
ville,  Borough  of  Richmond,  was  granted  by  the  Board 
on  July  14,  1942,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  14,  1942, 
only  so  far  as  it  has  reference  to  completion  of  the  work, 
so  as  amended,  this  portion  of  the  resolution  shall  read: 

“*  *  *  that  in  view  of  statement  by  applicant  that  all 
the  plans  approved  by  the  Board  have  been  approved  by 
the  borough  superintendent,  that  all  work  completed 
within  one  year  from  the  date  of  this  amended  reso¬ 
lution. 


262-42-BZ 

APPLICANT  Paul  Friedman,  for  Welz  and  Zerweck, 
owner  (Sebastiano  Simone,  lessee). 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term 
of  two  .years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 159-173  Onderdonk  avenue  and 
1851-1859  Troutman  street,  northwest  corner 

APPEARANCES94’  ^  Maspeth’  Borough  of  Queens. 

For  Applicant:  Harry  Teichner. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


THE  RESOLUTION  (262-42-BZ) 

V  hereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  159-173  Onderdonk  ave- 
1851-1859  Troutman  street,  northwest  corner  (Block 
,94,  Lot  1),  Maspeth,  Borough  of  Queens,  was  granted  by 
'  ur  °arC*  °n  ^Une  on  certain  conditions;  and 

W  hereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  30,  1942, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit! 
so  that  as  amended,  this  portion  of  the  resolution  shall 
read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years,  from  the  date  of  this  amended  resolution,  to 
permit  the  premises  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  motor  vehicles,  on  con¬ 
dition  *  *  *  ” 


727-42-BZ 

APPLICANT  Lama  and  Proskauer,  for  Green  Bus  Lines, 
Incorporated,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  21  of  the  zon¬ 
ing  resolution,  permitting  in  an  undetermined  use 
and  also  an  F  area  district,  the  erection  and  main¬ 
tenance  of  an  extension  to  an  existing  garage  for 
fore  than  five  motor  vehicles  (buses)  ;  the  said 
extension  does  not  comply  with  the  setback  or  with 
requirements  of  the  zoning  resolution. 
PREMISES  AFFECTED— 148-02  to  148-18  147th  ave- 
s°uth  Slde-  from  148th  to  149th  streets  (Block 

APPEARANCES—  ’  S°Uth  ^amaica’  Borough  of  Queens. 
For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Ob  BOARD — Application  reopened  ,and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 

THE  RESOLUTION  (727-42-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  an  undetermined  use  and  also  an 
F  area  district,  the  erection  and  maintenance  of  an  exten- 
smn  to  an  existing  garage  for  more  than  five  motor  ve¬ 
hicles  (buses)  ;  the  said  extension  does  not  comply  with 
the  setback  or  with  the  area  requirements  of  the  zoning 
resolution;  affecting  premises  148-02  to  148-18  147th  ave- 
nue,  south  side,  from  148th  to  149th  streets  (Block  4233, 
f‘otJ )’  South  Jamaica,  Borough  of  Queens,  was  granted 
by  the  Board  on  November  10,  1942,  on  certain  conditions; 
and  ’ 

W  hereas,  the  applicant  requested  an  extension  of  time 
to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  10,  1942, 
only  so  far  as  it  has  reference  to  the  completion  of  the 
work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read: 

*  *  *  tdat  in  view  of  the  statement  by  applicant  that 
a  plans  have  been  approved,  all  permits  obtained  and 
all  work  substantially  completed,  that  all  work  shall 
be  completed  within  six  (6)  months  from  the  date  of 
this  amended  resolution.” 


138-43-BZ  “ 

APPLICANT— Lama  and  Proskauer,  for  Amijo  Realty 
Corporation,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time,  to  complete— re  Application  (de¬ 
cision  of  the  acting  borough  superintendent)  pre¬ 
viously  granted  on  condition,  under  section  7h  of 
the  zoning  resolution,  permitting  partly  in  a  busi¬ 
ness  use  and  partly  in  an  unrestricted  use  district, 
for  a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

REMISES  AFFECTED — 92-12  60th  avenue  and  60-03 
to  60-11  92nd  street,  southeast  corner  (Block  1876 

APPEARANCES— rCSt  Hi“S’  B°r°Ugh  °‘  QueenS' 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  q 
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THE  RESOLUTION  (138-43-BZ) 

W hereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  an  unrestricted  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles  af¬ 
fecting  premises  92-12  60th  avenue  and  60-03  to  60-11 
92nd  street,  southeast  corner  (Block  1876,  Lot  7),  Forest 
Hills,  Borough  of  Queens,  was  granted  by  the  Board  on 
September  28,  1943,  on  certain  conditions;  and  _ 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  28,  1943, 
only  so  far  as  it  has  reference  to  obtaining  permits  and 
completion  of  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“In  view  of  statement  by  applicant  that  all  the  work 
on  the  premises  has  been  completed  and  all  permits  ob¬ 
tained,  except  the  permit  for  the  carriage-way  for 
crossing  the  sidewalk,  that  all  work  shall  be  completed 
within  three  (3)  months  from  the  date  of  this  amended 
resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

237-44-A 

APPLICANT— Italo  Nicolai,  for  William  and  Etta  Old¬ 
enburg,  owners.  . 

SUBJECT — Appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent.  . 

PREMISES  AFFECTED— 71  Central  avenue,  east  side, 
75  ft.  north  of  Slosson  terrace  (Block  5,  Lot  39), 
St.  George,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Italo  Nicolai.  ( 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  t  ,  _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  9 

THE  RESOLUTION  (237-44-A) 

Whereas,  Italo  Nicolai,  for  William  and  Etta  Olden¬ 
burg,  owners,  filed  April  21,  1944,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent,  affecting  premises 
71  Central  avenue,  east  side,  75  ft.  north  of  Slosson  terrace 
(Block  5,  Lot  39),  St.  George,  Borough  of  Richmond;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  6,  1944,  on  Alt.  Applic.  37-44,  reads : 

“Proposed  increase  in  occupancy  not  permitted  in 
a  frame  multiple  dwelling.  Section  56 — Multiple  Dwell¬ 
ing  Law. 

NOTE:  Housing  Division  records  show  reception 
room,  office,  one  bedroom,  pantry  and  dining  room 
on  first  story.” 

and 

Whereas,  the  applicant  states  the  building  is  four  stories, 
(41  ft.)  in  height;  39  ft.  by  71  ft.  in  area;  erected  1906; 
located  in  a  business  and  residence  use,  D  and  C  area 
district;  of  Class  3  construction  on  the  first  story  and 
Class  4  construction  above,  and  used  and  occupied  as 
follows:  cellar,  boiler  room,  storage  and  two  furnished 
rooms;  1st  floor,  3  furnished  rooms,  dining  room,  and 
kitchen,  60  persons;  2nd  floor,  9  furnished  rooms  and 
toilet,  15  persons;  3rd  floor,  10  furnished  rooms  and  toilet, 
18  persons;  4th  floor,  7  furnished  rooms  and  toilet,  10 
persons ;  proposed  to  be  used  and  occupied  as  follows : 
cellar,  same;  1st  floor,  3  furnished  rooms,  1  apartment 
and  five  rooms  and  two  toilets,  10  persons,  2nd  floor,  9 
furnished  rooms  and  toilet;  3rd  floor,  10  furnished  rooms 
and  toilet;  4th  floor,  7  furnished  rooms  and  toilet;  that 


the  building  is  equipped  with  sprinklers  in  the  main  stair¬ 
way  and  public  halls ;  that  there  are  two  interior  40  in. 
wood  stairs  enclosed  in  wood  stud  partitions,  equipped 
with  wood  doors  with  access  to  the  roof  through  ladder 
and  scuttle;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1906  as  a  rooming  house  for  furnished  room 
house  with  meals  served ;  that  the  dining  room  on  the 
1st  floor  was  of  ample  space  and  used  by  an  average  of 
60  persons  or  more  at  each  meal;  that  not  only  roomers, 
but  outsiders  were  admitted  to  the  dining  room ;  that 
when  the  present  owner  came  into  possession  over  a  year 
ago,  it  was  decided  to  eliminate  the  serving  of  meals  due 
to  difficulties  created  by  food  rationing;  that  the  owners 
were  then  left  with  the  problem  of  a  large  unoccupied 
dining  room  space  of  956  sq.  ft.  plus  200  sq.  ft.  of  pantry 
area ;  that  plans  were  submitted  to  subdivide  the  area, 
to  form  a  new  apartment  to  be  occupied  by  the  owners 
and  to  convert  the  pantry  space  to  additional  toilets,  not 
then  existing  on  the  1st  floor;  that  the  creation  of  an 
apartment  by  sub-dividing  the  dining  room  area  is  not 
contrary  to  Section  56  of  the  Multiple  Dwelling  Law,  as 
the  occupancy  of  the  1st  floor  will  be  decreased  and  not 
increased ;  that  the  number  of  occupants  will  be  about  10 
persons,  including  3  furnished  rooms,  in  lieu  of  the  60 
or  more  which  was  the  original  condition;  that  the  pro¬ 
posed  occupancy  will  comply  with  Article  2,  Section  8, 
Paragraph  3  of  the  Multiple  Dwelling  Law,  which  allows 
the  caretaker  or  owner  to  occupy  the  premises  and  relieve 
him  of  the  undue  hardship  of  having  to  live  elsewhere,  with 
his  family;  that  the  construction  of  the  1st  floor  is  of 
solid  masonry ;  that  the  sprinkler  heads  are  extended  to 
the  proposed  private  hall  and  the  owners  are  willing  to 
install  additional  sprinkler  heads  if  required  by  the  Board ; 
that  the  records  of  the  Housing  Division  showing  recep¬ 
tion  room  and  office,  is  purely  a  guess  of  the  Inspector, 
as  the  floor  was  vacant  when  such  inspection  occurred ; 
and 

Whereas,  a  report  of  the  committee  of  the  Board 
was  read  at  this  hearing,  which  report  reads  as  follows : 

REPORT  OF  COMMITTEE. 

June  15,  1944. 

Re:  Cal.  237-44-A 

Premises  71  Central  Avenue, 

St.  George,  Borough  of  Richmond. 

This  building  was  apparently  constructed  in  1906 
as  a  boarding  house  and,  except  for  a  period  of  vacancy 
about  1938,  has  been  occupied  as  such  continuously, 
having  been  classified  as  a  hotel  in  1913  and,  upon 
the  passage  of  the  Multiple  Dwelling  Law,  as  here¬ 
tofore  erected  Class  B  multiple  dwelling  as  a  furnished 
room  house.  The  records  of  the  Housing  Division  bear 
this  out  and  also  the  available  records  of  the  Engi¬ 
neering  Division  of  the  Department  of  Housing  and 
Buildings,  from  which  it  would  appear  that  the  first 
story  is  brick  construction  and  the  upper  three  stories 
frame.  The  appeal  is  to  review  the  finding  of  the 
Borough  Superintendent — that  the  proposed  alteration 
to  change  the  use  of  the  rear  of  the  first  story  from 
a  large  dining  room  and  kitchen  to  an  apartment  for 
the  caretaker — is  contrary  to  Section  56  o.f  the  Multi¬ 
ple  Dwelling  Law.  The  proposed  changes  are  shown 
on  a  plan  filed  with  the  Borough  Superintendent  under 
Alteration  Application  3  of  1944  and  also  on  plans 
filed  with  the  Board  with  this  appeal,  marked  “Re¬ 
ceived  April  21,  1944.” 

There  are  now  no  apartments  in  the  building,  the 
arrangement  being  individual  rooms.  Under  Section 
8,  paragraph  3,  a  rooming  house  is  entitled  to  have 
one  apartment  to  be  occupied  “solely  by  the  owner, 
janitor,  superintendent  or  caretaker  of  such  rooming 
or  lodging  house.”  The  point  made  by  the  applicant 
that  to  discontinue  the  large  dining  room  and  substitute 
the  proposed  apartment  would  reduce  the  occupancy  is 
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well  taken,  as  the  number  of  persons  within  the  build¬ 
ing  at  one  time  would  presumably  be  reduced  and 
certainly  this  would  be  true  on  the  first  floor  in  ques¬ 
tion.  In  this  respect,  the  proposal  is  not  inconsistent 
with  the  requirements  of  Section  56,  second  sentence. 
The  first  sentence  of  Section  56  presents  what  might 
be  deemed  the  only  obstacle,  but  when  it  is  considered 
that  the  first  story  of  this  building  is  non-fireproof 
with  brick  walls  and  not  frame  and  that  no  increase 
of  occupancy  or  change  is  proposed  above  the  first 
story,  it  would  also  appear  that  there  is  no  incon¬ 
sistency  with  the  terms  of  Section  56.  It  might  further 
be  said  that  Section  56,  which  carries  forward  certain 
provisions  of  Section  31  and  34  of  the  Tenement 
House  Law,  while  applicable  to  both  Class  A  and 
Class  B  buildings,  is  intended  primarily  to  prevent 
greater  occupancy  in  frame  Class  A  heretofore  erected 
dwellings. 

The  Committee  recommends  that  the  appeal  be 
granted  according  to  the  interpretation  herein  set 
forth. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 
JOHN  E.  GUNN, 

Committee. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  37-44,  dated  April  6,  1944  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  in  accordance  with  Report  of  the  Committee. 


335-44-A 

APPLICANT — Charles  Karsch,  for  Estate  of  Leo  B. 
Schlesinger,  Inc.,  owner  (Liggett  Drug  Co.,  Inc., 
lessee). 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREAIISES  AFFECTED — 637-643  Madison  avenue,  north¬ 
east  corner  of  East  59th  street  (Block  1374,  Lot 
21),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  Karsch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  . .  0 

THE  RESOLUTION  (335-44-A) 

Whereas,  Charles  Karsch,  for  Estate  of  Leo  B.  Schles¬ 
inger,  Inc.,  owner  (Liggett  Drug  Co.,  Inc.,  lessee),  filed 
June  5,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  637-643  Madison  ave¬ 
nue,  northeast  corner  of  East  59th  street  (Block  1374, 
Lot  21),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  May  25,  1944  on  E.  S.  Applic.  514-41  reads : 
“Application  disapproved. 

Illuminated  sign  unlawful  at  this  location.  Section 
B-26-7.0.” 
and 

Whereas,  the  applicant  states  that  the  buliding  is  5 
stories  (55  ft.)  in  height,  100  ft.  by  100  ft.  in  area,  of 
Class  3  construction,  erected  in  1935,  located  in  restricted 
retail  use,  B  area  district  and  used  and  occupied:  cellar — 
storage  and  boiler  room;  1st  floor — stores  and  restaurant — 
140  persons;  2nd  floor — ballroom  (vacant) — 350  persons; 
3rd  floor — offices  and  business  studio — 100  persons;  4th 
floor — offices  and  business  studio — 100  persons;  5th  floor 


(penthouse) — business  studio — 7  persons;  no  change  in  use 
or  occupancy  is  proposed ;  and 

W  hereas,  the  applicant  contends  that  an  appeal  was 
filed .  under  Cal.  329-42-A,  relating  to  this  sign  and  was 
dismissed  _by  the  Board  for  lack  of  prosecution ;  that  Vio¬ 
lation  3217-41  had  been  issued  and  in  order  to  secure  its 
dismissal,  the  neon  tubing  was  removed  from  the  sign ; 
that  the  neon  tubing  projected  2  inches  beyond  the  build¬ 
ing  line  and  the  sign  panel  was  allowed  to  remain  over 
the  store  front  inside  the  building  line;  that  as  the  dimout 
regulations  have  since  been  lifted,  the  tenant  proposes  to 
install  neon  tubing,  which  consists  of  an  outline  for  the 
present  porcelain  plate  and  the  lettering  on  the  sign; 
that  the  appeal  should  be  granted,  as  there  are  existing 
signs  projecting  beyond  the  building  line  on  similarly  lo¬ 
cated  buildings  in  the  area. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
on  E.  S.  Applic.  514-41,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  sign  shall  not  extend  beyond  the  building  line  for 
a  distance  of  more  than  2  in.  at  any  point;  and  that  in 
all  other  respects,  the  sign  shall  meet  all  requirements 
therefor. 


344-44-A 

APPLICANT — Sidney  L.  Strauss,  for  City  of  New 
York  (Bureau  of  Real  Estate),  owner  (Jacob  A. 
Riis  Neighborhood  Settlement,  Inc.,  lessee). 
SUBJECT  Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 11-13  Hancock  street,  south 
side,  100  ft.  east  of  Franklin  avenue  (Block  1998, 
Lot  20),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Thomas  A.  Larkin.  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  q 

THE  RESOLUTION  (344-44-A) 

Whereas,  Sidney  L.  Strauss,  for  the  City  of  New  York, 
owner  (Jacob  A.  Riis  Neighborhood  Settlement,  Incorpo¬ 
rated,  lessee),  filed  on  June  9,  1944,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  11-13 
Hancock  street,  south  side,  100  ft.  east  of  Franklin  ave¬ 
nue  (Block  1998,  Lot  20),  Borough  of  Brooklyn;  and 
.  WrHEREAs,  Order  12803-LF,  issued  by  the  fire  commis¬ 
sioner  May  17,  1944,  reads : 

"1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals,  and  the  enclosed  approved 
layout.  Sec.  487e2.0-C-l  Administrative  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories, 
(58  ft.)  in  height;  65  ft.  4  in.  by  100  ft.  in  area;  of  Class 
3  construction;  erected  1924;  located  in  a  business  use,  B 
area  district  and  used  since  1943  at  follows:  1st  floor, 
nursery  school,  60  persons ;  2nd  floor,  nursery  school,  60 
persons ;  that  the  building  is  equipped  with  two  5  ft.  3  in. 
wide  fireproof  stairs  at  front,  leading  from  2nd  floor  and 
mezzanine  to  the  street,  equipped  with  kalamein  self¬ 
closing  doors  and  one  44  in.  non-fireproof  stair  in  rear,  and 
one  fire  escape  at  west  side  of  the  building,  leading  from 
the  2nd  floor  to  the  street;  that  all  doors  on  the  course 
of  the  fire  escape  are  fireproof;  and 
Whereas,  Certificate  of  Occupancy  5643,  issued  Janu¬ 
ary  23,  1925,  permits  the  use  of  the  building  as  follows: 
1st  floor,  chapel  and  ladies  meeting;  2nd  floor,  Sunday 
School ;  balcony,  Sunday  School ;  and 
WRHEREAS,  the  applicant  contends  that  a  manually  op¬ 
erated  bell  is  maintained  and  fire  drills  are  conducted 
weekly;  that  all  teachers  and  children  on  the  premises  are 
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familiar  with  the  procedure  when  the  bell  is  sounded; 
that  the  building  contains  two  fireproof  interior  stairways 
at  the  front  extending  from  the  3rd  floor  to  the  street, 
with  fireproof  doors  at  all  openings ;  that  in  addition,  there 
are  horizontal  openings  .protected  with  kalamein  doors  and 
Underwriter’s  doors,  as  indicated  on  plans  filed  with  this 
appeal,  leading  to  passageway  which  connects  directly  to 
the  street;  that  there  is  one  fireproof  enclosed  wood  stair¬ 
way  at  the  northeast  corner,  which  extends  from  the  2nd 
floor  to  the  1st  floor,  terminating  in  the  passageway  at 
the  easterly  side  of  the  building;  that  further  exits  are 
maintained  from  the  2nd  floor  to  a  continuous  fire  escape 
balcony  with  stairway  directly  to  the  street;  that  a  city 
fire  alarm  box  is  located  approximately  300  ft.  from  the 
premises;  that  in  view  of  the  fact  that  children  occupy¬ 
ing  the  premises  have  ample  supervision  by  experienced 
teachers  and  that  the  nursery  school  is  well  organized 
with  respect  to  fire  drill,  ample  exit  facilities  are  main¬ 
tained,  it  is  requested  that  a  variation  be  granted,  elimin¬ 
ating  the  necessity  of  the  approved  interior  fire  alarm. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  12803-LF,  be  and  it  hereby  is  modified  a nd  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  installed  a  gong  system,  with  a  push  button, 
and  which  may  operate  on  dry  cell  batteries;  that  the  push 
button  shall  be  located  on  the  1st  floor  adjacent  to  the 
easterly  or  westerly  entrance,  and  so  arranged  as  to  ring 
a  gong  on  each  occupied  floor  ;  that  such  gongs  shall  be 
not  less  than  6  in.  in  diameter ;  that  this  system  shall  be 
used  solely  in  connection  with  fire  drills ;  that  fire  drills 
shall  be  maintained  not  less  than  once  every  two  weeks 
and  shall  be  under  the  supervision  of  experienced  instruc¬ 
tors  in  charge  of  the  nursery  school,  that  at  the  coin  tele¬ 
phone  located  on  the  first  floor,  there  shall  be  a  sign 
posted  above  same,  giving  the  telephone  number  of  fire 
headquarters  and  giving  the  location  of  the  nearest  fire 
alarm  box ;  that  a  supply  of  nickels  shall  be  available  in  a 
receptacle  with  a  break  glass  device  in  the  event  of  imme¬ 
diate  need  for  use  of  the  telephone  for  giving  an  alarm 
in  case  of  fire. 


359-44-A 

APPLICANT — M.  Allen  Schlendorf,  for  J.  L.  J.  Realty 
Corporation,  owner  (Ment  Brothers,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 54-68  North  11th  street,  south 
side,  100  ft.  east  of  Kent  avenue  (Block  2295,  Lot 
9),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  M.  Allen  Schlendorf. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (359-44-A) 

Whereas,  M.  Allen  Schlendorf,  for  J.  L.  J.  Realty  Cor¬ 
poration,  owner  (Ment  Brothers,  lessee),  filed  June  15, 
1944,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  54-68  North  11th  street,  south 
side,  100  ft.  east  of  Kent  avenue  (Block  2295,  Lot  9),  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  14,  1944  on  Alt.  Applic.  1408-44  reads: 

“1.  Exits  from  2nd  floor  to  comply  with  Sec.  270 
of  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1 
and  2  stories  (24  ft.)  in  height,  200  ft.  by  100  ft.  in  area 
at  1st  floor,  27  ft.  8  in.  by  30  ft.  in  area  at  2nd  floor,  of 
Class  3  construction,  erected  in  1941,  located  in  an  un¬ 
restricted  use,  A  area  district  and  used  and  occupied  as 


an  iron  shop — 35  persons  on  the  1st  floor;  proposed  to  be 
used  and  occupied  as  an  iron  shop  and  office — -47  persons 
on  the  1st  floor;  2nd  floor — drafting  and  estimating  room — 
3  persons;  that  the  building  will  be  equipped  with  one  3 
ft.  wide  wood  stairs,  enclosed  in  partitions  of  metal  lath 
and  plaster,  equipped  with  wood  self-closing  doors,  ex¬ 
tending  from  the  2nd  story  to  the  street;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
add  a  one  story  rear  extension  to  the  shop  and  a  2nd 
story  over  the  present  one  story  office  portion,  for  a 
drafting  and  estimating  room ;  that  to  be  compelled  to 
provide  two  3  ft.  8  in.  wide  staircases  of  fireproof  con¬ 
struction  with  8  in.  masonry  enclosure  walls  in  accordance 
with  the  Labor  Law  for  the  proposed  second  floor  draft¬ 
ing  room,  would  create  a  hardship,  due  to  the  cost  and 
the  space  to  be  occupied  by  these  stairs ;  that  the  proposed 
new  2nd  floor  will  not  be  used  as  a  factory  and  will  have 
an  occupancy  of  three  persons  engaged  in  engineering 
work  and  preparation  of  plans. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  1408-44,  Objection  1,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  second  story 
shall  be  arranged  substantially  as  indicated  on  plans  filed 
with  this  appeal  marked  “Received  June  16,  1944”;  that 
in  lieu  of  the  ladder  leading  from  the  garage  roof  to  the 
roof  of  the  proposed  second  story,  there  shall  be  main¬ 
tained  on  the  roof,  a  ladder  of  sufficient  length  to  reach 
the  ground  from  the  one  story  roof,  as  indicated  on  such 
plans ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


376-44-A 

APPLICANT — Hyman  E.  Konnoson,  for  Charles  W. 

Philipbar,  Jr.,  owner  (Roseth  Corporation,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 66-70  Prince  street,  west  side, 
75  ft.  south  of  Tillary  treet  (Block  134,  Lot  24), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Hyman  E.  Konnoson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 

THE  RESOLUTION  (376-44-A) 

Whereas,  Hyman  E.  Konnoson,  for  Charles  W.  Philip¬ 
bar,  Jr.,  owner  (Roseth  Corporation,  lessee),  filed  June 
16,  1944,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  premises  66-70  Prince  street,  west  side, 
75  ft.  south  of  Tillary  street  (Block  134,  Lot  24),  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  13,  1944,  on  Alt.  Applic.  1562-44,  reads: 

“1.  Proposed  temporary  use  for  factory  while  con¬ 
tinuing  garage  certificate  of  occupancy  in  force,  is 
contrary  to  the  Building  Code,  Section  2. 1.3. 5.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story 
(13  ft.)  in  height;  75  ft.  by  104  ft.  6  in.  in  area  at  1st 
floor ;  25  ft.  4  in.  by  22  ft.  in  area  at  pent  house ;  of  Class 
3  construction;  erected  1919;  used  as  a  public  garage  on 
the  first  floor  and  office  in  pent  house,  and  proposed  to  be 
used  and  occupied  as  follows :  cellar,  boiler  room  and  stor¬ 
age,  1  person;  1st  floor,  manufacturing  paper  products,  15 
persons;  pent  house,  rest  room,  10  persons;  that  the  build¬ 
ing  is  equipped  with  one  3  ft.  8  in.  wide  stairs  enclosed 
in  4  in.  fireproof  block  partitions,  equipped  with  fireproof 
self-closing  doors  on  the  1st  story;  and 
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Whereas,  Certificate  of  Occupancy  4512  issued  June  12, 
1919,  permits  the  use  of  the  building  for  public  garage* 
and  ’ 

\\  Here  AS,  the  applicant  contends  that  the  building  was 
erected  as  a  public  garage  in  an  unrestricted  use  district, 
which  has  since  been  changed  to  business  use ;  that  due  to 
existing  war  conditions  and  the  resultant  curtailment  of 
the  use  of  motor  vehicles,  the  building  cannot  be  used 
foi  garage  use  for  the  duration  of  the  war ;  that  it  becomes 
necessary  for  the  owner  to  seek  another  use  to  carry  the 
building  for  the  duration  of  the  war ;  that  application  was 
made  to  the  Borough  Superintendent  for  permission  to  use 
the  building  for  a  temporary  period  of  three  years  for  the 
manufacture  of  paper  products ;  it  is  requested  that  the 
Boai  d  determine  that  such  use  may  be  permitted  for  a 
temporary  period  without  the  loss  of  the  Certificate  of 
Occupancy  for  garage  use;  that  the  proposed  temporary 
use  is  merely  an  expedient  to  minimize  the  owner’s  loss 
for  the  duration  of  the  war. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1562-44,  Objection  1,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  the  building  shall  comply  with  all 
requirements  therefor  for  the  temporary  use  as  proposed, 
and  may  be  restored  upon  termination  of  such  temporary 
use,  to  the  garage  use  as  permitted  under  Certificate  of 
Occupancy  No.  4512,  as  a  public  garage;  that  no  factory 
'7VTkflSha  carried  on  in  the  small  office  portion  on  the 
2nd  floor;  that  one  of  the  windows  in  such  2nd  floor 
space  shall  be  so  arranged  as  to  permit  a  second  means 
of  egress  through  same  to  the  roof;  that  a  loose  iron 
ladder  shall  be  maintained  on  such  roof  of  sufficient  length 
to  i  each  the  street  from  the  top  of  the  one  story  parapet  ■ 
that  this  temporary  use  may  continue  only  for  a  term  of 
three  (3)  years  from  the  date  of  this  resolution. 


1 17-37-A 

APPLICANT — Board  of  Education,  City  of  New  York 
owner. 

SUBJECT— Application  for  consideration— amendment  of 
resolution  as  to  extension  of  time — re  Appeal  from 
a  decision  of  the  commissioner  of  buildings 
PREMISES  AFFECTED — 92-02  to  92-10  172nd  '  street, 
west  side,  100  ft.  south  of  Jamaica  avenue  (Block 

APPEARANCES—  ’  Jamaica’  Borough  of  Queens. 

For  Applicant:  Barnet  Quart. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

T5?Axt0TE  TO- REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  . '  q 


THE  RESOLUTION  (117-37-A) 

\\  hereas,  this  appeal  from  decision  of  the  commissioner 
ot  buildings,  affecting  premises  92-02  to  92-10  172nd  street, 
west  side,  100  ft.  south  of  Jamaica  avenue  (Block  1174,’ 
Lot  11),  Jamaica,  Borough  of  Queens,  was  granted  by  the 
Hoard  on  April  6,  1937,  on  conditions  and  resolution  amended 
on  November  23,  1937;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  as  to  the  extension  of  time. 

hesolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  6,  1937,  as 
amended  November  23,  1937,  only  so  far  as  it  has  reference 
to  tlie  temporary  term  for  which  the  variance  was  granted, 

so  that  as  amended,  this  portion  of  the  resolution  shall 
read : 


690-41-A 

APPLICANT— Benjamin  Englander,  lessee,  for  Carolina 
Heinlein,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete— re  Appeal  from  an 
order  and  a  decision  of  the  fire  commissioner  (pre¬ 
viously  granted  on  condition). 

PREMISES  AFFECTED-1 17-121  West  128th  street, 
Tslde’  200  ft  west  of  Lenox  avenue  (Block 
.  1913,  Lots  20,  21  and  22),  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant:  Samson  Z.  Sorkin. 

ACTION  OF  BOARD — Appeal  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative  .  n 


THE  RESOLUTION  (690-41-A) 


\\  hereas,  this  appeal  from  an  order  and  decisions  of 
the  fire  commissioner,  affecting  premises  117-121  West 

7'°,  stTf,e^’  north  side-  200  ft-  west  of  Lenox  avenue 
(Block  1913,  Lots  20,  21  and  22),  Borough  of  Manhattan 
was  granted  by  the  Board  on  April  28,  1942,  on  certain 
conditions,  resolution  amended  on  July  14,  1942  and  time 
extended  on  October  19,  1943,  and  the  applicant  requested 
a  further  extension  of  time  to  comply  with  the  conditions 
ot  the  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  28  1942  as 
amended  through  October  19,  1943,  only  so  far  as  it  ’has 
lefeience  to  completion  of  the  work,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 


*  *  *  that  the  installation  of  the  thermostatic  alarm 
system  hereinbefore  required,  may  be  postponed  for 
six.  (6)  months  from  the  date  of  this  amended  reso¬ 
lution,  provided  that  in  all  other  respects,  the  require¬ 
ments  of  the  resolution  are  complied  with.” 


27 1-44- A 

APPLICANT  Henry  YVoermann,  for  Charles  Pfizer  and 
Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
of  the  borough  superintendent  (previously  dis¬ 
missed  for  lack  of  prosecution). 

PREMISES  AFFECTED — 400-412  Marcy  avenue,  south¬ 
west  corner  of  Lorimer  street  (Bldg.  No.  30)  ; 
(Block  224,  Lots  25  and  33),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Henry  Woermann. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  cal¬ 
endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  . .  q 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  q 


*  ,*n *Q Granted  for  a  temporary  term  expiring  Marc 
31,  1948  *  *  *  and  that  the  number  of  pupils  accow 
modated  shall  not  exceed  700.” 


THE  RESOLUTION  (271-44-A) 

Whereas,  Henry  Woermann,  for  Charles  Pfizer  and 
Company,  Incorporated,  owner,  filed  May  5,  1944,  an  ap- 
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peal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  400-412  Marcy  avenue,  southwest  corner 
Lorimer  street  (Building  No.  30)  ;  (Block  2244,  Lots  25 
and  33),. Borough  of  Brooklyn;  and 

Whereas,  this  appeal  was  dismissed  for  lack  of  prosecu¬ 
tion  on  June  13,  1944  and  the  applicant  requested  a  re¬ 
opening  and  restoration  to.  the  calendar ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  24,  1944,  on  B.N.  Applic.  420-44,  reads: 

“1.  Window  guards  in  a  factory  is  contrary  to  Sec. 

272,  Para.  3  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
and  basement  (42  ft.)  in  height;  106  ft.  by  120  ft.  in 
area  at  1st  floor ;  55  ft.  8  in.  by  120  ft.  in  area  at  2nd 
floor;  of  class  3  construction;  erected  in  1924;  located  in 
an  unrestricted  use,  B  area  district  and  used  and  occupied : 
cellar,  storage,  1  person;  1st  floor,  engine  room,  tank  room, 
35  persons;  2nd  floor,  tank  room,  15  persons;  that  the  en¬ 
tire  building  is  used  for  the  manufacture  of  penecilin;  that 
no  change  in  use  or  occupancy  is  proposed;  that  the  build¬ 
ing  is  equipped  with  two  44  in.  wide  iron  stairs,  enclosed 
in  8  in.  of  brick  and  6  in.  of  terra  cotta;  equipped  with 
fireproof  self-closing  doors,  one  of  which  extends  to  the 
roof  and  both  extend  to  the  street;  and 

Whereas,  the  applicant  states  there  are  ten  _  windows 
affected,  four  facing  Marcy  avenue  and  six  facing  Lori¬ 
mer  street  on  the  1st  floor;  that  there  are  two  doors  to 
stairs,  two  doors  to  street,  and  one  door  to  alley  as  means 
of  egress  from  this  space;  and 

Whereas,  the  applicant  contends  that  the  window  guards 
in  question  have  been  installed  by  order  of  the  U.  S.  Army, 
Second  Service  Command,  as  a  safety  measure ;  and 
Whereas,  the  applicant  has  filed  a  recommendation  of 
the  Second  Service  Command,  U.  S.  Army  Security  and 
Intelligence  Division,  requiring  the  installation  of  the 
guards  in  question;  and 

Whereas,  the  windows  are  factory  sash  and  the  open- 
able  portion  consisting  of  pivoted  sections  would  not  be 
available  for  exit  and  consequently  the  screening  proposed 
does  not  obstruct  exit  or  access  to  the  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
B.  N.  Applic.  420-44,  Objection  1,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  existing 
exits  to  Marcy  avenue  and  to  Lorimer  street,  and  also  to 
the  rear  alley  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  May  5,  1944,”  shall  be  maintained  and 
remain  openable  at  all  times  while  the  premises  are  in 
operation;  that  this  variance  shall  continue  only  during  the 
term  of  the  present  emergency ;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto,  other  than  as 
modified  by  the  Board  under  Cal.  6-44-A. 


56-44-A 

APPLICANT — Molina  Industrial  Diamond  Co.  of  U.  S., 
lessee,  for  Joseph  Cohn,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 29-31  West  47th  street,  north 
side,  455  ft.  west  of  5th  avenue  (15th  floor)  ; 
(Block  1263,  Lot  18),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


264-44-A 

APPLICANT— John  J.  Gilmartin,  for  Dominick  Allegra, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 466-470  17th  street,  south 
side,  93  ft.  2  in.  east  of  7th  avenue  and  471  18th 
avenue  (Block  873,  Lot  30),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  John  J.  Gilmartin. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD— Appeal  withdrawn  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


418-23-A 

APPLICANT— Henry  Nordheim,  for  Troy  Savings  Bank, 
owner  (Samuel  Leibowitz,  lessee). 

SUBJECT — Application  reopened  May  23,  1944 — re  Appeal 
from  a  decision  of  the  acting  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 896-898  Prospect  avenue,  east 
side,  171.51  ft.  south  of  East  162nd  street  (Block 
2690,  Lot  14),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1944  at  2 
P.M.  at  written  request  of  the  applicant. 


554-43-A 

APPLICANT— Brooklyn  Association  for  Improving  Con¬ 
dition  of  the  Poor,  lessee,  for  Frank  H.  Bulley, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 341-347  Adams  street,  east 
side,  225  ft.  south  of  Myrtle  avenue  (Block  145, 
Lot  5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Hartley  E.  Campbell. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1944  at  2 
P.M.  for  further  •  consideration. 


253-44-A 

APPLICANT — Ferdinand  Savignano,  for  Anthony  Borelli, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 5115-5117  2nd  avenue,  east 
side,  46  ft.  8  in.  north  of  52nd  street  (Block  797, 
Lot  3),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Peter  L.  Siciliano. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1944  at  2 
P.M.,  pending  an  inspection  by  a  committee  of 
the  Board. 
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298- 44-A 

APPLICANT — James  E.  McKillop,  for  Polish  Falcons, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 188  Grand  street,  south  side, 
142  ft.  2  in.  east  of  Bedford  avenue  (Block  2393, 
Lot  17),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  James  E.  McKillop. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1944  at  2 
P.M.,  pending  an  inspection  by  a  committee  of 
the  Board. 

299- 44-A 

APPLICANT — Henry  Nordheim,  for  Stamatic  Glikos, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  bor¬ 
ough  superintendent. 

PREMISES  AFFECTED — 356  Castle  Hill  avenue  and 
2200  Norton  avenue,  southeast  corner  (Block  3486, 
Lot  24),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  5,  1944  at  2 
P.M.  at  written  request  of  applicant. 


361-44-A 

APPLICANT — Robert  J.  Reiley,  for  St.  Clare’s  Hospital, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 9  East  71st  street,  north  side, 
145  ft.  west  of  Madison  avenue  (Block  1386,  Lot 
10),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  J.  Reiley  and  Leo  F.  La 
Porte. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1944  at  2 
P.M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


APPLIANCE  AND  MATERIALS  FOR  APPROVAL 

270-38-SA 

APPLICANT — Modesto  Callejo,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Approval  of  Bidoro 
Vacuum  Breaker,  Type  D. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  referred  to  the  Committee  on  Tests. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  0 


378-38-SM 

APPLICANT — Stran-Steel  Division,  Great  Lakes  Steel 
Corporation,  owner. 

SUBJECT — Stran-Steel  Framing,  approval  of. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  q 


985-40-SM 

APPLICANT — S.  J.  Kessler  &  Sons,  for  National  Gypsum 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Gold  Bond  Acousti¬ 
cal  Products — (Econocoustic,  Acoustex,  Trava- 
coustic,  Acoustmetal  and  Perforated  Asbestos 
Panels),  approval  of. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kessler. 

ACTION  Oh  BOARD— Application  reopened,  restored  to 
calendar  and  referred  to  the  Committee  on  Tests. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  q 


Adjourned:  3:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


SPECIAL  MEETING 

FRIDAY  MORNING,  JUNE  23,  1944,  10  A.M. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


RULES 

333-44-SR 

SUBJECT— Proposed  Rules  for  Use  of  Methyl  Chloride  in 
Class  B  and  C  Refrigerating  Systems,  adoption  of. 
APPEARANCES— 

For  Applicant :  George  Sklenarik,  Fire  Depart¬ 
ment  and  Harold  S.  Birkett. 

ACTION  OF  BOARD — Rules  adopted,  as  printed  on  pages 
564  and  565  of  this  Bulletin. 

THE  VOTE  TO  ADOPT  RULES— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  Q 


Adjourned:  10:30  A.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 


Copies  of  the  Official  Directory  of  the  City  of  New  Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 

York  for  the  year  1944  (The  Little  Green  Book),  contain-  the  City  Record,  Room  2213,  Municipal  Building,  Man- 

mg  the  latest  authentic  information  in  relation  to  City,  hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  five 

State  and  Federal  Departments,  Bureaus,  Offices  and  cents  per  copy  must  be  added  for  postage. 
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RULES 

RULES  FOR  USE  OF  METHYL  CHLORIDE  IN  CLASS  B  AND  C 

REFRIGERATING  SYSTEMS. 

Adopted  by  the  Board  of  Standards  and  Appeals  June  23,  1944,  effective  July  17,  1944. 


(Cal.  333-44-SR.) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Par.  2  of  the  Charter  of 
the  City  of  Nezv  York  and  Section  C19-98.0  of  the  Ad¬ 
ministrative  Code. 

Scope : 

These  rules  are  supplementary  and  additional  to  the  re¬ 
quirements  of  C19-98.0  providing  for  the  use  of  methyl 
chloride  in  class  B  and  class  C  refrigerating  systems. 

The  promulgation  of  these  rules  has  become  necessary 
because  of  the  military  requirements  for  Freon  (F12). 
Methyl  chloride,  while  not  permitted  to  be  used  in  class  A 
systems,  is  permissively  allowed  in  class  B  and.  C  systems. 
However,  when  used  in  refrigerating  systems  which  formerly 
used  Freon,  additional  precautions  and  safeguards  are  neces¬ 
sary  to  adapt  the  refrigerating  equipment  for  use  with 
methyl  chloride. 

Note:  References  given  herein  preceded  by  C19-  or 
C26-  refer  to  specific  sections  of  the  Administrative 
Code.  Wherever  decimal  numbers  occur,  such  system 
of  numbering  refers  to  these  rules. 

09-96.0  Permits — a.  Except  as  provided  in  this  article, 
it  shall  be  unlawful  to  maintain  or  operate  a  refrigerating 
system  without  a  permit. 

b.  A  permit  will  not  be  required  for  a  class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house,  or  a  business 
building. 

c.  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article,  as 
are  deemed  by  the  commissioner  necessary  in  the  interest 
of  public  safety. 

d.  A  permit,  where  required,  shall  be  applied  for  forty- 
eight  hours  after  installation  is  completed,  containing  the 
name  of  the  person  for  whom  the  system  is  installed  and 
the  place  of  location  of  the  system. 

e.  Only  the  refrigerant  specified  in  the  permit  shall  be 
used  in  the  system. 

f.  Refrigerating  systems  to  which  these  provisions  can¬ 
not  be  applied,  may  be  maintained  and  operated  subject  to 
such  conditions  as  are  deemed  necessary  by  the  commissioner. 

C19-97.0  Classifications. — a.  The  total  amount  of  re¬ 
frigerant  common  to  a  system  operating  through  one  or 
more  evaporators,  shall  be  considered  the  capacity  of  the 
system  and  determine  its  class. 

b.  A  class  A  system  is  a  system  containing  one  thousand 
pounds  or  over  of  refrigerants,  or  capable  of  thirty  tons 
capacity  or  over. 

c.  A  class  B  system  is  a  system  capable  of  less  than 
thirty  tons  capacity,  or  containing  less  than  one  thousand 
pounds  of  refrigerant  and  more  than  the  amounts  provided 
for  in  a  class  C  system. 

d.  A  class  C  system  is  a  system  containing  not  more  than 
twenty  pounds  of  refrigerant. 

C19-98.0  Permissible  locations. — a.  It  shall  be  unlawful 
to  install  any  class  A  or  class  B  systems  in  any  public  build¬ 


ing  as  defined  by  subdivision  a  of  section  C26-235.0  of  the 
code,  until  plans  have  been  filed  with  and  approved  by  the 
fire  commissioner,  or  no  refrigerant  shall  be  placed  in  the 
system  until  a  permit  has  been  obtained  from  such  com¬ 
missioner. 

b.  The  direct  method  of  refrigeration  shall  not  be  used 
in  any  building,  whether  or  not  a  permit  is  required  for 
installation  therein,  outside  of  the  refrigerating  _  machinery 
room ;  except  in  buildings  used  exclusively  for  ice  making 
or  for  refrigerating  purposes,  or  when  such  method  is 
not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  when  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a 
residence  building  occupied  by  not  more  than  two  families, 
or  in  any  building  in  which  a  non-irritant  and  non-inflam¬ 
mable  refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

c.  It  shall  be  unlawful  to  use  brine  in  any  brine  circulat¬ 
ing  system  that  will  generate  inflammable  vapor  at  a  tem¬ 
perature  below  one  hundred  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

d.  It  shall  be  unlawful  to  install  or  maintain  a  class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  exclusively  for  ice  making  or 
refrigerating  purposes.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

e.  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
pounds  of  refrigerant. 

f.  It  shall  be  unlawful  to  install  or  maintain  a  refrigerat¬ 
ing  system  employing  an  irritant  or  inflammable  refrigerant 
in  or  on : 

1.  The  stairways,  halls,  lobbies,  entrances,  exits,  or 
auditoriums  of  any  building; 

2.  Dance  halls,  courtrooms,  police  stations,  jails, 
subways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein ; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre  or  where  persons  are  detained 
or  confined; 

5.  A  school,  unless  the  refrigerating  system  is  used 
exclusively  for  instruction  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  con¬ 
fined  or  given  medical  treatment,  or  are  helpless.  Un¬ 
less  otherwise  required  by  this  section,  such  refrigerat¬ 
ing  system  shall  be  cut  off  from  the  building  by  un¬ 
pierced  fireproof  construction.  The  foregoing  provi¬ 
sions  do  not  apply  to  hermetically  sealed  unit  systems 
containing  not  more  than  six  pounds  of  refrigerant 
when  located  in  dance  halls,  police  stations,  diet  kitchens 
of  hospitals,  schools,  or  laboratories,  and  when  located 
in  rooms  shut  off  from  the  rest  of  the  building  by  tight 
partitions  and  tight  fitting,  solid  self-closing  doors,  and 
located  in  a  room  having  a  window  to  the  outside  air. 


564 


RULES 


g.  An  intermittent  absorption  type  of  refrigerating  ma¬ 
chine  shall  not  be  permitted  in  a  class  A  system.  Such 
type  of  machine  shall  be  permitted  in  a  class  B*  system  only 
when  a  heating  medium  of  low  pressure  steam  is  used  in 
its  operation. 


2.3.1  The  system  shall  be  completely  purged 
of  all  freon  and  the  lubricating  oil 
replaced  with  fresh  oil  suitable  for  use 
in  refrigeration. 


h.  The  use  of  methyl  and  ethyl  chloride,  suphur  dioxide, 
or  a  hydro-carbon  refrigerant  is  not  permitted  in  class  A 
system. 

i.  A  class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
of  brick  or  six  inches  of  reinforced  concrete.  Direct  exit 
therefrom  leading  to  the  open  air  and  not  to  any  other  part 
of  the  building  shall  be  maintained  and  shall  be  provided 
with  vapor-tight,  self-closing  fireproof  doors. 

Rule  1.0  Prohibited  Uses  of  Methyl  Chloride  Refrigerant. 

1.1  No  direct  system  or  indirect  open  spray  sys¬ 
tem  of  air  conditioning  employing  methyl 
chloride  shall  be  permitted  in  a  public  build¬ 
ing  as  defined  in  C26-235.0. 

1.2  The  direct  method  of  refrigeration  may  be 
permitted  when  the  installation  satisfies  the 
requirements  of  Section  C19-98.0  and  only 
when  the  percentage  of  methyl  chloride  to  the 
volume  of  conditioned  space  is  not  over  .7  of  1 
per  cent.  (Methyl  chloride  to  equal  8.0  cubic 
feet  per  lb.) 

Rule  2.0  Requirements  for  Permissible  Uses  of  Methyl 

Chloride  Refrigerant  in  Class  B  and  C  Refrigerat¬ 
ing  Systems. 

2.1  That  the  refrigerating  equipment  room  shall 
be  isolated  from  human  occupancies  by  rea¬ 
sonably  gas  tight  opening  closures. 

2.2  A  mechanical  exhaust  system  with  a  capacity 
of  ten  changes  of  air  per  hour  shall  be  pro¬ 
vided  for  the  refrigeration  equipment  room 
and  so  controlled  electrically  and  automatic¬ 
ally  that  it  shall  start  with  the  refrigerating 
system  and  be  kept  running  while  the  system 
is  in  operation ;  that  an  independent  switch 
rettfotely  located  and  labeled  shall  be  pro¬ 
vided  for  the  mechanical  exhaust  system  so 
that  such  ventilating  system  may  operate  in¬ 
dependently  if  it  should  become  necessary  to 
stop  the  refrigerating  system  during  an 
emergency;  that  the  intake  to  the  exhaust 
fan  shall  be  located  as  near  the  floor  as  prac¬ 
ticable.  The  capacity  of  such  ventilating  sys¬ 
tem  shall  in  no  event  be  less  than  the  re¬ 
quirements  in  Section  C19-99.b,3. 

2.3  That  the  service  company  making  the  con¬ 
version  shall  check  with  the  manufacturer  of 
the  specific  equipment  and  certify  in  writing 
that  conversion  to  methyl  chloride  can  be 
safely  made  and  shall  list  the  changes  in  the 
system  and  controls  as  recommended  by  the 
manufacturer  to  make  the  equipment  suitable 
for  use  with  methyl  chloride.  The  service 
company  shall,  after  complying  with  the 
recommended  changes  by  the  manufacturer, 
certify  to  the  Fire  Commissioner  that  such 
recommended  changes  have  been  made  and 
shall  certify  that  all  the  requirements  of 
these  rules  have  been  complied  with. 


2.3.2  The  system  shall  be  thoroughly  cleansed, 
dehydrated  and  tested  for  tightness  and 
leaks  by  pressure  immediately  after 
methyl  chloride  is  added.  After  the 
system  has  been  purged  as  provided  in 
Rule  2.3.1  and  before  methyl  chloride 
is  added,  special  tubes  shall  be  at¬ 
tached  on  the  feed  side  of  the  line, 
containing  either  silica  gel  (high  test 
solid  material  specifically  designed  for 
refrigerant  drying),  activated  alumina 
or  suitable  drying  agent  to  insure  thor¬ 
ough  dryness  of  the  refrigerant. 

2.3.3  Expansion  valves  shall  be  reset  or  re¬ 
placed  as  required. 

2.3.4  Relief  valves  and  pressure  limiting  de¬ 
vice  shall  be  reset  to  conform  to  the 
Administrative  Code  requirements. 

2.3.5  All  gaskets  in  the  system  shall  be  re¬ 
placed  with  gaskets  suitable  for  use 
with  methyl  chloride. 

2.3.6  Only  the  exact  amount  of  methyl 
chloride  shall  be  charged  into  the  sys¬ 
tem.  Capacities  shall  be  measured  on 
the  basis  of  weight  of  the  refrigerant 
and  not  volume.  Under  no  circum¬ 
stances  shall  external  heat,  steam,  open 
flame  or  otherwise,  be  applied  to  the 
cylinder  containing  the  refrigerant  and 
only  the  exact  amount  of  refrigerant 
required  for  charging  shall  be  per¬ 
mitted  to  be  delivered  to  the  premises. 
After  charging  the  cylinder  shall  be 
immediately  disconnected  and  removed. 
No  reserve  storage  of  methyl  chloride 
shall  be  permitted  nor  shall  there  be 
any  open  flames  in  the  same  room  with 
the  refrigeration  equipment. 

2.3.7  Before  charging  any  refrigeration  sys¬ 
tem  with  methyl  chloride,  all  parts 
which  are  in  contact  with  the  refriger¬ 
ant  and  are  _  composed  of  aluminum, 
magnesium,  zinc  or  their  alloys,  shall 
shall  be  replaced  with  parts  made  of 
suitable  metals. 

2.3.8  Upon  completion  of  the  conversion 
from  freon  to  methyl  chloride,  and  be¬ 
fore  the  equipment  is  put  in  operation, 
the  service  company  shall  make  a  com¬ 
plete  check  for  leaks  using  a  Halide 
torch  and  immediately  remedy  any 
leaks. 

2.3.9  A  mask  or  helmet  as  approved  by  the 
Bureau  of  Mines  of  the  U.  S.  Dept, 
of  Interior  for  use  with  methyl  chlor¬ 
ide  shall  be  provided  in  a  suitable  wall 
cabinet  located  immediately  outside  the 
equipment  room. 

2.3.10  A  weekly  inspection  by  the  person  hold¬ 
ing  a  certificate  of  fitness  to  supervise 
refrigerating  equipment  as  provided  in 
C26-214.0  shall  be  made  of  the  refrig¬ 
eration  equipment  and  all  piping  and 
connections  for  leakage. 

2.3.11  Refrigeration  equipment  within  the  pur¬ 
view  of  these  rules  shall  bear  a  metal 
sign  reading:  “Caution:  Methyl  Chlor¬ 
ide  Refrigerant,  Guard  against  Leaks.” 


» 
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PROPOSED  AMENDMENTS  TO  RULES  GOVERNING  THE  STORAGE  AND  USE  OF 
EQUIPMENT  FOR  SPRAYING  AND  DRYING  OF  PAINTS,  VARNISHES, 
LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 

ADOPTED  BY  THE' BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932 
AND  REVISED,  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937. 


(3S3-30-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday  morning,  July  14,  1944,  at  10  a.m.,  Room  1013, 
Municipal  Building,  Manhattan,  on  Proposed  Amendments 
to  Rules  Governing  the  Storage  and  Use  of  Equipment  for 
Spraying  and  Drying  of  Paints,  Varnishes,  Lacquers  and 
other  Flammable  Surface  Coatings. 

NOTE — New  matter  in  italics;  old  matter  in  brackets  [  ] 
to  be  omitted. 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  New  York ,  to  effectuate  the 
provisions  of  C19-84.0,  C19-85.0  and  C19-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  SPRAY,  DIP 
or  IMMERSE  any  article  or  thing  within  the.  City 
of  New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
[Where  the  quantity  of  spraying  material  used  in 
a  day  does  not  exceed  two  (2)  quarts,  the  Fire 
Commissioner  may  modify  or  waive  these  rules.] 
Where  the  quantity  of  spraying  materials  used  in  a 
day  does  not  exceed  two  quarts,  except  for  spraying 
as  performed  under  Rule  5.13,  and  the  total  amount 
of  material  stored  does  not  exceed  twenty  gallons, 
these  rules  shall  not  apply. 

1.2.  APPLICATIONS.  Application  for  the  required  per¬ 
mit  to  store  and  use  the  above-mentioned  [articles] 
materials  shall  be  made  to  the  Fire  Commissioner 
on  forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray,  dip¬ 
ping,  immersing,  storage  or  mixing  room  is  to  be 
installed,  [plans]  an  application  shall  be  filed  with 
and  approved  by  the  Borough  Superintendent  [of 
Buildings]  before  a  permit  is  issued. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  class  A  or  B  multiple 
dwelling  or  a  dwelling  for  one  or  two-families, 
except  where  a  location  is  provided  which  is 
separated  by  fireproof  construction  from  the 
residential  occupancy  and  ventilated  as  pro¬ 
vided  in  Rule  3. 

1.3.2  Which  is  occupied  as  a  place  of  public  assem¬ 
bly  except  trade  schools  uihere  the  buildings 
are  of  fireproof  constrcution  and  painting,  dip¬ 
ping  and  immersing  are  demonstrated  for  in¬ 
struction  purposes  only. 


1.3.3  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.4  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems  and 
the  boiler  is  located  outside  the  space  zvhere 
painting,  dipping  or  spraying  is  carried  on. 

Rule  2.  Definitions. 

2.1  The  term  “SPRAY  or  SPRAYING  SPACE.” 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 
the  premises  used  for  the  actual  work  of  spraying, 
dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room  approved. 

2.2  The  term  “CABINET  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  with  a  back, 
top  and  two  sides  of  incombustble  materials  over  a 
substantial  metal  frame  and  equipped  with  air 
exhaust  facilities,  located  within  a  room  or  any 
portion  of  any  premises  where  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fully  enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or  thing 
is  sprayed  by  any  flammable  paints,  varnishes,  lac¬ 
quers  or  any  other  flammable  substances,  mixtures 
or  compounds  commonly  used  for  painting,  var¬ 
nishing,  staining  or  similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or 
thing  is  dipped,  [spread]  or  immersed  in  any  flam¬ 
mable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
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buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
[doors]  assemblies. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
used  for.  the  storage  and  mixing  of  any  inflam¬ 
mable  paints,  varnishes,  lacquers  or  any  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses. 

2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in¬ 
dividual  to  supervise  and  [handle]  process  spraying, 
dipping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  C19-14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 
to  store  and  use  materials  covered  by  Sections 
09-12.0  and  C19-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  ( 1 00*^ )  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  For  requirements  of  ventilation  of  stor¬ 
age  rooms  see  Rule  4.4.1. 

3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the  capacity 
of  the  fan  or  fans  and  in  such  a  manner  as  to  avoid 
short-circuiting  the  path  of  air  in  the  working  zone 
of  such  spaces.  Exhaust  fans  shall  be  kept  running 
constantly  while  spraying,  mixing  or  dipping.  Ex¬ 
haust  fan  controls  shall  be  interconnected  with  spray 
gun  so  as  to  operate  simultaneously.  Exhaust  fans 
shall,  in  addition,  be  arranged  to  operate  inde¬ 
pendently  of  spray  gun.  [or  mixing  and]  Ventila¬ 
tion  Equipment  shall  be  kept  in  operation  for  a 
sufficient  length  of  time  thereafter  to  exhaust  all 
vapors,  fumes  or  residues  of  spraying  materials 
from  the.  spray  booth,  dip  space  or  drying  room. 
Air '  admitted  to  the  spraying,  dipping,  immersing, 
drying  spaces  or  storage  rooms  shall  be  fresh 
air  taken  from  the  outside  of  the  building. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths, 
Spray  Rooms,  Dip  and  Immersing 
Rooms,  Drying  Equipment  and 
Material  Storage  Rooms. 

[4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  admini¬ 
strative  official  having  jurisdiction,  be  adequately 
ventilated  with  mechanical  ventilation;  if  lighted  to 
be  in  conformity  with  these  rules.  The  necessary 
fire  protection  shall  be  maintained  at  all  times.] 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  administra¬ 
tive  official  hazing  jurisdiction.  Ventilation  and 
lighting  for  spray  booths,  spray  rooms,  dipping 
rooms,  drying  rooms  and  storage  rooms  shall  com¬ 
ply  with  the  requirements  of  these  rules. 


[4.1.1  Spray,  dip  and  immersing  rooms  shall  be 
constructed  of  fireproof  or  fire-resisting  par¬ 
titions  with  waterproof  floors,  adequately 
ventilated  by  mechanical  means,  equipped 
with  the  necessary  fire  protection;  if  lighted 
and  heated  to  be  in  conformity  with  these 
rules.  Floor  drains  leading  to  the  house 
drainage  system  or  the  public  sewer,  shall  not 
be  permitted.  Where  more  than  sixty  (60) 
gallons  of  material  in  open  tanks  are  used,  a 
drain  to  an  approved  tank  located  outside  the 
building  shall  be  provided.] 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be 
enclosed  on  all  sides  with  partitions  con¬ 
structed  of  incombustible  materials  with  floors 
in  such  rooms  of  concrete.  Where  such  rooms 
are  located  over  wooden  floors,  such  wooden 
floors  shall  be  surfaced  ivith  1"  of  grout  ade¬ 
quately  reinforced  or  a  mixture  of  Portland 
cement,  asphalt  and  sand  similarly  reinforced. 
Ceilings  over  such  rooms  shall  be  protected 
by  s/8"  unsanded  gypsum  plaster  or  Vs"  of 
cement  or  sanded  gypsum  plaster  on  approved 
3.0  lb.  metal  lath  or  other  equivalent  fire- 
resistive  ceiling  protection.  Ventilation,  light¬ 
ing  and  heating  for  these  rooms  shall  comply 
unth  the  requirements  of  these  rules.  Where 
additional  fire-fighting  equipment  is  necessary, 
such  equipment  shall  be  furnished  in  accord¬ 
ance  ivith  the  direction  of  the  fire  commis¬ 
sioner.  Floor  drains  leading  to  the  house 
drainage  system  or  the  public  sewer,  shall  not 
be  permitted.  All  dip  tanks  shall  be  provided 
with  hinged  metal  covers  held  open  by  a 
fusible  link,  such  covers  to  be  equipped  with 
an  opening  to  permit  automatic  flooding  of 
the  tank  with  fire  extinguishing  media  of  a 
type  and  so  located  as  the  fire  commissioner 
shall  direct. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (V)  of  an  inch  thick,  not 
exceeding  seven  hundred  and  twenty  (720) 
square  inches  in  area  and  not  more  than 
forty-eight  (48")  inches  in  any  linear  dimen¬ 
sion  may  be  used  in  the  sides  of  a  spray 
booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  [doors. 
Only  windows  opening  to  a  street  may  be 
permitted  or  a  window  not  on  a  lot  line  more 
than  20  ft.  distant  from  windows  of  adjacent 
buildings  not  in  same  plane  may  be  used  for 
ventilation.]  opening  protective  assemblies. 
Windows  opening  on  a  street  may  be  used 
to  provide  ventilation  but  no  window  on  a 
lot  line  or  20  ft.  distant  from  any  opening 
of  a  wall  of  an  adjacent  building  shall  be 
permitted  except  when  the  subject  room  is 
more  than  20  ft.,  in  the  horizontal  plane, 
above  an  adjoining  building. 

4.1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  [a  reasonable 
length  longer  is  maintained  than  required  for 
the  article  or  thing  to  be  sprayed,  dipped  or 
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immersed.  Ferrous  metals  shall  not  be  used 
for  such  floor  surface.]  at  least  three  (3) 
feet  of  clear  working  space  shall  always  he 
maintained  for  each  operator  spraying,  dipping 
or  immersing  the  material  being  processed. 

[4.1.7  At  least  three  (3)  feet  of  clear  working 
space  shall  always  be  maintained  for  each 
operator  spraying,  dipping  or  immersing  any 
article  or  thing.] 

[4.2  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4.2.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
metal  of  not  less  than  the  following  gauges 
of  metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36")  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.2.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.2.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  protected 
with  a  screen  of  copper  or  bronze  with  a 
mesh  not  larger  than  one-quarter  (%")  inch. 

4.2.4  Where  a  duct  passes  through  a  non-fireproof 
roof,  the  duct  shall  be  protected  at  such  point 
by  an  outer  pipe  or  sleeve  with  an  air  space 
of  at  least  one  (1")  inch  between  the  sleeve 
and  duct.  The  outer  pipe  shall  be  not  less 
than  two  (2")  inches  from  any  woodwork 
and  such  woodwork  shall  be  covered  with 
metal. 

4.2.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or  of 
any  door  or  window  in  an  adjoining  building. 

4.2.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans. 

4.2.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to  any 
other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.2.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact  with 

•  spraying  fumes,  need  not  comply  with  this 
requirement.] 

4.2  STORAGE  ROOMS. 

4.2.1  Storage  rooms  shall  be  constructed  of  fire¬ 
proof  or  fire  resisting  material  and  shall 
have  a  window  opening  to  the  outer  air  but 
such  window  shall  not  be  on  a  lot  line, 
enclosed  court,  nor  opposite  within  twenty 
feet  of  windows  of  adjacent  buildings  nor 
part  of  the  same  premises,  such  window  open¬ 


ings  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvers  or  ventilated  by 
metal  duct  or  fan  at  least  8  inches  in  diam¬ 
eter.  The  floors  of  all  storage  rooms  shall 
be  of  incombustible  non-ferrous  materials. 
The  sill  of  the  door  shall  be  at  least  6 
inches  above  the  finished  floor.  All  doors  to 
be  tin-clad,  approved,  fireproof  and  self¬ 
closing. 

The  lighting  equipment,  when  necessary, 
shall  comply  with  rule  4.5.22  and  shall  have 
an  electric  switch  located  outside  the  room. 
Immediately  adjacent  to  such  room  shall  be 
provided  such  portable  fire  extinguishing 
equipment  for  use  within  the  storage  room  as 
the  fire  commissioner  shall  direct. 

4.3  DRYING  EQUIPMENT. 

4.3.1  Gas  Fired  Drying  Ovens.  Gas  fired  drying 
ovens  shall  be  of  a  type  as  approved  by  the 
Board,  Such  ovens  shall  be  constructed  of 
metal  and  incombustible  materials  so  designed 
as  to  preclude  the  direct  application  of  heat 
to  the  material  in  process.  The  exhausts  from 
both  the  heating  compartment  and  the  drying 
compartment  shall  be  individually  equipped 
with  adequate  fans  and  exhaust  piping  con¬ 
nected  directly  to  the  outer  air.  The  controls 
for  the  fans  shall  be  so  interlocked  with  the 
gas  supply  line  that  when  the  gas  is  flowing 
the  fans  are  in  operation.  An  extra  switch 
shall  be  provided  to  permit  the  operation  of 
the  fans  when  the  gas  supply  is  off.  Each 
oven  shall  be  equipped  with  approved  gas 
burning  equipment  with  electrical  controls  so 
arranged  as  to  shut  off  the  gas  valve  when 
ignition  fails  or  the  gas  supply  pressure  drops 
at  least  5  inches  of  water. 

The  use  of  a  continuous  gas  pilot  light  is 
prohibited  unless  an  automatic  gas  shut  off 
valve  is  provided,  which  will  shut  the  gas  off 
at  the  pilot  light  when  the  dame  is  extin¬ 
guished  or  the  supply  of  gas  cut  off.  Elec¬ 
trical  pilot  ignition  shall  be  of  the  continuous 
type,  designed  for  use  in  high  temperatures, 
with  controls  so  interlocked  as  to  shut  off 
the  gas  supply  when  current  is  interrupted. 
An  auxiliary  manually  operated  gas  shut  off 
valve  shall  be  located  not  nearer  than  25 
feet  from  the  oven  so  as  to  control  the  gas 
supply  in  the  event  of  an  emergency.  Such 
ovens  shall  be  adequately  insulated  on  all 
sides,  including  the  base,  which  shall  have  a 
double  thickness  of  such  insulation,  unless  the 
door  is  protected  by  a  3  in.  mat  of  reinforced 
concrete  placed  over  and  bonded  into  the 
existing  concrete  floor  and  projecting  not 
less  than  6  inches  outside  the  projected  area 
'  of  the  equipment,  or  unless  an  unenclosed 
clear  air  space  not  less  than  4  inches  above 
the  floor  is  maintained  between  the  door  and 
the  underside  of  the  oven. 

4. 3. 1.1  Gas  fired  drying  ovens  shall  not  be 
located  nearer  than  25  feet  from 
spraying  or  dipping  spaces  unless 
such  oven  is  approved  for  use  in  ex¬ 
plosive  atmospheres. 

4.3.2  Electric  Infra  Red  Ray  Drying  Ovens. 

4. 3. 2.1  Electric  Infra  Red  Ray  Drying 
Ovens  shall  be  of  a  type  as  approved 
by  the  Board.  Such  ovens  shall  be 
constructed  of  electric  equipment  in¬ 
stalled  in  accordance  with  the  Na¬ 
tional  Electric  Code  and  the  require¬ 
ments  of  the  Department  of  W ater 
Supply,  Gas  and  Electricity.  Ovens 


568 


PUBLIC  HEARING 


when  erected  shall  be  placed  on  con¬ 
crete  floors  without  any  additional 
protection,  provided  that  at  least  12 
inches  of  clear  space  above  the  floor 
is  provided  to  permit  adequate  ven¬ 
tilation. 

4. 3. 2. 1.1  In  drying  processed  ma- 
material,  involving  the 
evaporation  of  consider¬ 
able  amounts  of  flam¬ 
mable  solvents  by  infra¬ 
red  lamps,  such  installa¬ 
tions  shall  not  be  confined 
in  small  rooms  unless 
such  rooms  are  thoroughly 
ventilated  by  a  power 
driven  ventilation  system 
of  sufficient  capacity  to 
provide  100  cubic  feet  of 
air  per  minute;  the  con¬ 
trols  of  the  ventilation 
system  to  be  so  interlocked 
with  the  Infra-Red  Ray 
System  that  the  latter  can¬ 
not  function  unless  the 
ventilating  system  is  in 
operation.  W hen  equipped 
with  duct  ventilating  sys¬ 
tem,  the  Infra-Red  Ray 
Oven  shall  be  adequately 
secured  so  as  to  prevent 
moving. 

4. 3. 2. 1.2  Where  the  evaporation  of 
a  considerable  amount  of 
flammable  vapors  are  in¬ 
volved  ventilated  hoods  or 
enclosures  shall  be  pro¬ 
vided  at  the  initial  stage 
of  the  process  with  ade¬ 
quate  exhaust  system  to 
discharge  the  primary 
evaporation  from  the  sol¬ 
vents  to  the  outer  air,  so 
that  when  the  processed 
material  pro  grosses  through 
the  lamp  drying  tunnels 
only  a  comparatively 
small  amount  of  solvent 
is  left  for  evaporation.  A 
space  between  such  ven¬ 
tilating  section  and  the 
drying  section  shall  be 
maintained. 

4. 3. 2. 1.3  Lamps  and  other  electrical 
equipment  shall  be  kept 
free  from  flammable  de¬ 
posits  and  adequate  clean¬ 
ing  shall  be  maintained. 

4. 3. 2. 1.4  Lamp  drying  units  shall 
be  separated  from  spraying 
and  dipping  processes 
complying  with  these 
rules,  by  a  distance  of  at 
least  15  feet  or  shall  be  in¬ 
stalled  in  a  separate  fire¬ 
proof  room. 

4. 3. 2. 1.5  Controls  shall  be  arranged 
so  that  the  lamps  in  the 
tunnels  will  be  shut  off 
automatically  if  and  when 
the  conveyor  stops. 

4. 3.2. 1.6  Where  there  are  no  con¬ 
veyors  and  the  material 
being  processed  is  left  sta¬ 
tionary  in  the  dryer,  there 


shall  be  an  excessive  tem¬ 
perature  switch  to  shut  off 
the  lamps  to  avoid  over¬ 
heating  the  material  being 
processed  if  it  is  not  re¬ 
moved  from  the  dryer  in 
time. 

4. 3. 2. 1.7  Material  to  be  processed 
on  the  conveyors  shall  be 
rigidly  supported  so  as  not 
to  be  liable  to  displacement 
and  cause  lamp  breakage 
and  short  circuits.  Where 
there  are  no  conveyors, 
materials  should  be  fixed 
on  dollies  running  on 
tracks  or  other  equivalent 
method  to  accomplish  the 
same  result. 

4. 3. 2. 2  The  use  of  this  process  shall  be  lim¬ 
ited  to  metal  or  other  incombustible 
material  requiring  paint  processing. 

4. 3. 2. 3  Such  fire  fighting  equipment  suitable 
for  electrical  and  solvent  vapor  fires 
shall  be  provided  as  the  fire  com¬ 
missioner  may  direct. 

[4.3  Storage  rooms  shall  be  constructed  of  fireproof  or 
fire-resisting  partitions  with  waterproof  floors  and 
be  adequately  ventilated  by  either  natural  or  me¬ 
chanical  means.] 

4.4  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4.4.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
approved  incombustible  materials  or  metal 
of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36")  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.4.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.4.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  protected 
ivith  a  screen  of  copper  or  bronze  until  a 
mesh  not  larger  than  one-quarter  (%" )  inch. 

4.4.4  Where  a  duct  passes  through  a  non-fireproof 
floor  or  roof,  the  duct  shall  be  protected  at 
such  point  by  an  outer  pipe  or  sleeve  unth  an 
air  space  of  at  least  one  (1")  inch  between 
the  sleeve  and  duct  protected  from  the  wood- 
zvork  by  at  least  a  1 "  blanket  of  asbestos, 
compressed  rockzvool  or  glasszvool,  or  equiva¬ 
lent  fire-resistive  material  extending  through 
the  entire  depth  of  the  ceiling  construction 
and  adequately  secured  to  the  outer  pipe. 
The  outer  pipe  shall  be  not  less  than  tzvo 
(2")  inches  from  any  woodwork  and  such 
woodzvork  shall  be  covered  with  at  least  26 
gauge  metal. 

4.4.5  Ventilating  ducts  shall  not  terminate  zvithin 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or 
zvithin  twenty  (20)  feet  of  any  exit  or  any 
[door  or  zvmdow ]  opening  in  an  adjoining 
building. 
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4.4.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans  which,  however,  are  not  to  be  located 
where  residues  of  spraying  material  may  col¬ 
lect  on  such  equipment. 

4.4.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to  any 
other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.4.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

[4.4  No  motors,  switches,  rheostats,  lamps  or  other  elec¬ 
trical  equipment  shall  be  located  in  spray,  dipping 
or  immersing  rooms  or  within  ten  (10')  feet  of  any 
spray  compartment,  spray  booth,  immersing  or  dip¬ 
ping  space  unless  such  electrical  equipment  be  of  a 
type  approved  for  use  in  explosive  atmospheres 
and  where  a  conduit  leads  from  a  hazardous  loca¬ 
tion  to  a  non-hazardous  location,  the  conduit  shall 
be  sealed  off  by  an  approved  sealing  compound. 
Except  that  alternating  current  induction  motors 
of  the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other  arcing 
or  sparking  parts  may  be  located  within  ten  (10') 
feet  of  a  spray  booth,  spray  compartment  or  dip¬ 
ping  space  when  approved  by  the  administrative 
official  having  jurisdiction. 

4.4.1  Artificial  lighting  shall  be  only  by  means  of 
electricity.] 

[4.5  LIGHTING  FIXTURES. 

4.5.1  When  lighting  fixtures  are  located  within  10 
feet  of  a  spray  booth,  spraying  compartment 
or  dipping  space,  they  shall  be  of  the  rigid 
stem  type,  enclosing  all  wiring  and  be  equip¬ 
ped  with  keyless  sockets  having  vaporproof 
globes,  protected  by  wire  guards. 

4.5.2  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  Administrative 
Code  covering  electrical  equipment  and  per¬ 
manently  connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4.5.3  No  pin  plug  receptacles  shall  be  used. 

4.5.4  All  electric  light  wiring  shall  be  enclosed  in 
metal  conduits  and  shall  conform  to  Rule  4.4. 

4.5.5  The  use  of  portable  cords  or  trailer  lights  are 
prohibited.] 

4.5  ELECTRICAL  EQUIPMENT  AND  LIGHTING 
FIXTURES. 

4.5.1  No  motors,  switches,  rheostats,  lamps  floures- 
cent  light  or  other  electrical  equipment  shall 
be  located  in  spray,  dipping  or  immersing 
rooms  or  zvithin  ten  (10')  feet  of  the  open  end 
of  any  spray  compartment,  spray  booth,  im¬ 
mersing  or  dipping  space  unless  such  electrical 
equipment  be  of  a  type  approved  for  use  in 
explosive  atmospheres  and  where  a  conduit 
leads  from  a  hazardous  location  to  a  non- 
hazardous  location,  the  conduit  shall  be  sealed 
off  by  an  approved  sealing  compound.  Except 
that  alternating  current  induction  motors  of 
the  totally  enclosed  type ,  having  no  brushes, 


make  and  break  contacts,  collectors  or  other 
arcing  or  sparking  parts  may  be  located 
zvithin  ten  (10')  feet  of  a  spray  booth,  spray 
compartment  or  dipping  space  when  approved 
by  the  administrative  -official  having  jurisdic¬ 
tion.  No  open  flame  or  apparatus  to  produce 
arc  or  spark  shall  be  used  zvithin  25  ft.  of 
spray,  dip  or  coating  space  or  paint  storage 
room  or  cabinet  except  when  separated  by 
fireproof  construction,  except  as  provided  in 
Rule  4.3.1.  Gas  Fired  Drying  Ovens  and 
4. 3. 2. 1.4  Electric  Infra  Red  Dry  Ovens. 

4.5.2  Lighting  Fixtures. 

4. 5. 2.1  Artificial  lighting  shall  be  only  by 
means  of  electricity. 

4. 5. 2. 2  When  lighting  fixtures  are  located 
zvithin  10  feet  of  a  spray  booth, 
spraying  [ compartment ]  space,  dip¬ 
ping  space  or  zvithin  a  storage  room 
they  shall  be  of  the  rigid  stem  type, 
enclosing  all  zviring  and  be  equipped 
zvith  keyless  sockets  having  vapor 
proof  globes.  Where  exposed  to 
breakage,  globes  shall  be  adequately 
protected  by  substantial  metal 
guards  or  equivalent  means.  Flu¬ 
orescent  tube  type  lighting  fix¬ 
tures  when  used  in  spray  booths  or 
in  spray  and  dip  spaces  or  in  stor¬ 
age  rooms  shall  be  of  a  type  ap¬ 
proved  for  use  in  explosive  :  at¬ 
mospheres  or  rooms  containing  in¬ 
flammable  vapors.  The  auxiliaries  of 
mercury  vapor  lamps  shall  be  offset 
at  least  fen  (10)  feet  from  spray 
booth,  spray  or  dip  spaces  unless  en¬ 
closed  in  explosion-proof  protection. 

4. 5. 2. 3  All  electrical  equipment  shall  be  in¬ 
stalled  and  grounded  as  provided  by 
the  Administrative  Code  covering 
electrical  equipment  and  permanently 
connected  to  their  source  of  current 

’  supply,  using  metallic  conduit. 

4. 5. 2. 4  No  pin  plug  receptacles  shall  be  used 
except  zvhen  the  use  of  receptacles 
and  attachment  plugs  become  neces¬ 
sary  they  shall  be  so  connected  to  form 
a  part  of  a  unit  device  zvith  explosion- 
proof  interlocking  switch  precluding 
the  removal  of  the  plug  where  the 
switch  is  in  the  “on”  position  or  by 
an  approved  explosion-proof  enclos¬ 
ure  zvhich  can  seal  the  arc  when  the 
current  is  interrupted.  Such  recep¬ 
tacles  and  plugs  shall  be  of  the  polar¬ 
ized  type  providing  a  connection  for 
the  grounding  wire  of  the  portable 
cords. 

4. 5.2. 5  All  electric  zviring  shall  be  enclosed 
in  rigid  standard  weight  metallic 
conduits  with  explosion  proof  joints 
and  fittings:  Joints  and  metallic 
conduit  having  threaded  couplings 
shall  not  have  less  than  five  (5) 
fully  engaged  threads.  Where  flex¬ 
ible  connections  are  required  a  flex¬ 
ible  fitting  approved  by  explosive 
atmospheres  shall  be  used. 

4. 5. 2. 6  The  use  of  portable  cords  or  trailer 
lights  are  prohibited,  except  zvhen 
flexible  cord  approved  for  hard  usage 
containing  one  (1)  extra  insulated 
conductor  properly  connected  to  form 
a  grounding  connection  for  metal 
lamp  guards,  motor  frames  and  all 
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other  exposed  metal  portions  of  such 
portable  lamps  and  devices  may  be 
used.  When  portable  lamps  are  used 
they  shall  be  enclosed  in  a  manner 
approved  for  explosive  atmospheres 
and  with  substantial  guards  of  metal 
to  prevent  breakage.  Sockets  shall  be 
of  the  keyless  moulded  composition 
type  with  no  exposed  metal  parts. 

Rule  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  comply  with  the  rules  and  the 
terms  of  the  permit  are  not  violated.  No  other  duties 
shall  interfere  with  the  enforcement  of  these  rules 
while  the  work  is  in  process.  A  copy  of  these  rules 
shall  be  available  near  the  space  where  these  rules 
apply. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  cigar¬ 
ettes,  matches  or  pipes  in  spray,  dipping  or  immers¬ 
ing  space  is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  [dipping]  dip  or  immersing  spaces  and 
its  surroundings  shall  be  kept  clean  at  all  times  and 
shall  be  kept  clear  of  all  materials,  equipment  and 
utensils  not  required  in  the  operation  of  the  spray. 
Side  walls,  ceilings,  baffle  plates,  etc.,  shall  be 
sprayed  with  soap  and  water  solution,  before  clean¬ 
ing,  or  cardboard  or  masking  paper  may  be  fastened 
before  any  operation  and  after  said  operation  all 
waste  material  shall  immediately  be  removed  from 
the  premises. 

5.5  Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition;  lacquer 
spraying  booths  shall  be  wet  down  before  clean¬ 
ing. 

5.7  Implements  used  for  cleaning  shall  be  made  of 
non-ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided,  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or  de¬ 
posits  from  spray,  dip  or  immersing  space  is  pro¬ 
hibited.  All  such  waste  shall  be  placed  in  approved 
waste  cans  and  be  removed  from  the  premises  at 
the  close  of  work  each  day. 

5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

[5.12  No  motor  vehicle  shall  be  taken  into  or  out  of  a 
spray  space  under  its  own  power.  Batteries  shall 
be  removed  before  the  process  of  spraying  is  begun.] 

5.12  When  a  motor  vehicle  is  taken  into  a  spray  space, 
the  batteries  shall  be  disconnected  before  the  process 
of  spraying  is  begun. 

5.13  Before  spraying  is  performed  on  elevator  cars  all 
electric  power  operating  all  elevators  enclosed  in 


a  common  shaft,  shall  be  turned  off.  While  such 
work  is  in  progress  portable  fire  extinguishers  shall 
be  provided  and  maintained  adjacent  to  the  work  as 
the  fire  commissioner  shall  direct. 

5.14  Inflammable  solvents  used  for  cleaning  equipment 
or  for  any  other  purpose  shall  not  be  discharged 
into  the  house  drain. 

Rule  6.  Material  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  and  dipping  mate¬ 
rials  and  thinners  shall  be  kept  in  an  outside  stor¬ 
age  building,  storage  rooms  or  in  vented  metal 
cabinets  in  accordance  with  the  following  amounts : 
[6.1.1  Spraying  materials  not  in  excess  of  20  gal¬ 
lons  may  be  stored  in  metal  cabinets  or  wood 
cabinets,  metal  covered  on  both  sides  includ¬ 
ing  the  door.  All  cabinets  to  be  ventilated  at 
top  and  bottom.] 

6.1.1  Spraying  materials  not  in  excess  of  100  gal¬ 
lons  may  be  stored  in  single  walled  metal  cab¬ 
inet  ventilated  to  the  outer  air.  Such  cabinet 
to  be  metal  covered  on  all  sides,  including  the 
door  and  arranged  for  ventilation  at  top  and 
bottom. 

[6.1.2  Spraying  materials  in  excess  of  20  gallons 
and  not  exceeding  100  gallons  may  be  stored 
in  double-walled  metal  cabinets  vented  di¬ 
rectly  to  the  outer  air.] 

6.1.2  Spraying  materials  not  in  excess  of  200  gal¬ 
lons  may  be  stored  in  double-walled  metal 
cabinets  ventilated  to  the  outer  air  or  zvood 
cabinets  metal  covered  on  all  sides ,  including 
the  door,  and  arranged  for  ventilation  at  top 
and  bottom,  to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  200  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  material 
with  ventilated  plain  glass  skylight  or  in  a 
storage  room  constructed  fireproof  in  a  fire¬ 
proof  building  or  fire-resisting  in  a  non-fire- 
proof.  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be  de¬ 
termined  by  the  administrative  official  having 
jurisdiction. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  storage 
room,  except  that  containers  of  total  capacity 
not  exceeding  ten  gallons  may  be  opened  and 
their  contents  mixed  in  the  spray  room  or 
room  in  which  booths  are  located  while  the 
air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hundred 
gallons,  may  be  kept  in  the  spray  room  or 
room  in  which  spray  booths  are  located ;  cov¬ 
ers  of  containers  must  be  kept  thereon  when 
such  containers  are  not  actually  in  use.  This 
amount  is  in  addition  to  the  amount  allowed 
in  Rule  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons  in 
capacity  and  shall  be  supported  by  wire 
cables  or  metal  brackets  having  a  factor  of 
safety  of  [two]  four  when  filled  with  the 
heaviest  spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of  not 
more  than  sixty  gallons,  individual  capacity, 
designed,  constructed  and  approved  for  this 
specific  purpose  by  the  Board  of  Standards 
and  Appeals.  Each  tank  shall  be  provided 
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with  a  safety  valve  set  at  a  pressure  not 
exceeding  eighty  pounds.  All  gravity  feed 
containers  and  other  spraying  equipment 
shall  be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 

6.2  Storage  of  Materials  where  nitro  cellulose  products 
are  manufactured. 

[6.2]  Storage  of  spraying,  dipping  and  immersing 

6.2.1  materials  shall  be  as  provided  in  Rule  6.1.1 
through  Rule  6.1.3,  but  in  a  building  in  which 
nitro  cellulose  products  are  manufactured,  stored 
or  kept  the  amount  shall  be  not  over  twenty-five 
(25)  gallons  as  per  Section  C19-113.0,  subdivi¬ 
sion  h  of  the  Administrative  Code. 

6.3  Sprinklers. 

6.3.1  Sprinkler  heads  shall  be  provided  in  all  spray,  dip 
or  immersing  spaces  and  storage  rooms  and  shall 
be  installed  in  accordance  with  the  Sprinkler  Rules 
of  the  Board  of  Standards  and  Appeals,  except  in 
non-sprinklered  buildings  where  sprinkler  connec¬ 
tion  may  be  made  to  the  house  water  supply,  pro¬ 
vided  the  size  of  the  house  water  supply  line  is 
adequate  for  the  number  of  sprinkler  heads. 

6.4  Maintenance  of  Sprinkler  Heads. 

[6.4]  Sprinkler  heads  in  spray,  dip  and  immersing  spaces 

6.4.1  shall  be  cleaned  at  least  once  a  week  under  the 
supervision  of  the  person  holding  the  certificate  .of 
fitness  and  a  coating  of  light  grease  or  vaseline 
shall  be  applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the  sprinkler 
useless  in  case  of  fire.  The  use  of  paper  bags  or 
other  materials  about  sprinkler  heads  is  prohibited. 

Rule  7.  General  Requirements. 

I 

Notice — Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follows: 

Section  09-152.0  of  the  Administrative  Code,  “Any  per¬ 
son  who  shall  willfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  law  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by  both 
such  fine  and  imprisonment 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2  inches 
in  height,  shall  be  posted  at  entrances  to  and  in 
all  spray  rooms  and  paint  storage  rooms  or  build¬ 
ing. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 

(d)  Adequate  mechanical  or  natural  ventilation  shall 
be  provided. 

(e)  No  open  flames  or  devices  creating  open  flames  or 
arcs  shall  be  maintained  within  25  feet  of  the 
spray  or  dipping  process. 

(f)  The  premises  where  painting,  dipping  or  im¬ 
mersing  is  performed  shall  be  kept  clear  of  empty 


paint  cans,  rubbish,  paint  accumulations  and  other 
combustible  material. 

Rule  8.  Existing  Spray  Booths  and  In¬ 
stallations. 

8. 1  These  rules  shall  be  retroactive  in  the  following  respects  : 

Rule  1.3.4  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.0  Specifications  for  Spray  Booths,  Spray 
Rooms,  Dip  and  Immersing  Rooms,  Newr 
Drying  Equipment,  and  Material  Storage 
Rooms. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  metal  in  Booths. 

4.3.2  Maintenance  of  Ducts. 

4.4.6  Method  of  Induced  Draft. 

4.5.1  Electrical  Equipment. 

[4.5.1  Location  of  Motors.] 

4.5.2  Electric  Lighting. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  mate¬ 

rials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

5.13  Spraying  Elevator  Cabs. 

Rule  6.  Material,  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

Rule  8.1  [NOTE:]  Rules  6.1,  6.2,  6.3  and  6.4  may  not  be 
applied  in  fireproof  buildings  equipped  with  an 
approved  existing  automatic  sprinkler  system 
where  the  general  conditions  of  cleanliness  are 
properly  maintained  at  all  times. 


[Rule  9,  Approval  Forms  and  Plans. 

There  shall  be  filed  before  installation  with  the  adminis¬ 
trative  official  by  the  purchaser  (or  by  the  seller  thereof) 
an  application  form  pn  sheet  8  inches  by  10  inches,  which 
form  shall  give  the  p'roper  name  and  address  of  booth  user 
and  also  the  floor  on  which  the  booth  or  booths  are  to  be 
installed.  An  ink  drawing  of  the  floor  upon  which  the 
booth  will  be  located  shall  be  submitted  on  the  form  sheet; 
such  drawing  shall  show  by  feet  and  inches  the  location 
of  exits,  chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plans 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  shall 
be  filed  with  the  administrative  official  for  examination 
and  approval.  Such  plan  shall  show  on  the  floor  plan  the 
location  of  all  booths,  storage  and  mixing,  rooms  exits,  and 
all  chimneys  and  exterior  openings  within  15  feet  of  the 
storage  rooms  and  vent  ducts.] 

RULE  9  PERMITS  AND  PLANS. 

Before  a  permit  is  issued  by  the  fire  commissioner,  plans 
shall  be  filed  with  the  borough  superintendent,  stating  name, 
address,  floor  and  space  zvhere  the  painting,  dipping  or 
spraying  processes  or  storage  room  are  to  be  installed. 
Such  plan  shall  include  a  complete  layout  of  the  proposed 
installation  and  shall  clearly  indicate  the  location  of  all 
exterior  zvall  openings,  exits,  chimneys,  vent  openings  and 
proposed  processes. 

Plans  shall  be  filed  until  the  borough  superintendent  for 
storage  and  mixing  rooms.  Such  plans  shall  show  the  com¬ 
plete  floor  plan  of  the  proposed  equipment  and  the  location 
of  the  proposed  equipment  with  respect  to  the  storage  and 
mixing  rooms,  exterior  zvall  openings,  exits  and  all  chimneys 
within  20  feet  of  storage  rooms  and  vent  openings. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  field  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 
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HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  June  27,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

383- 44- A — H.B.Q. — 42-18  West  street,  west  side,  200  ft. 
south  of  Jackson  avenue,  and  south  side  of  Jackson  avenue, 
50  ft.  west  of  West  street  (Building  2)  :  (Block  264,  Lot  1), 
Long  Island  City,  Borough  of  Queens,  Alt.  501-44. 

384- 44-A— H.B.Bx.— 358-362  Alexander  avenue  and  331- 
335  East  142nd  street,  northeast  corner  (2nd  floor)  ;  (Block 
2305,  Lot  1),  Borough  of  The  Bronx,  Alt.  247-44. 

385- 44-A— F.D.— South  side  of  Park  avenue,  from  Clin¬ 
ton  to  Waverly  avenues,  71-77  Clinton  avenue  and  66-74 
Waverly  avenue  (Block  1888,  Lot  41),  Borough  of  Brook¬ 
lyn,  12838-LF. 


386-44-BZ — H.B.R. — 420  Targee  street,  northwest  corner 
of  Roff  street  (Block  642,  Lots  1  and  5),  Stapleton,  Borough 


396-44-A _ F.D. — 1920  West  Farms  road,  east  side,  225.16 

ft.  north  of  East  176th  street  (Block  3021,  Lot  11),  Borough 
of  The  Bronx,  38004-LC  and  Decision. 


397-44-A— H.B.B. — 43-61  Ferris  street  and  165-181  Sulli¬ 
van  street,  southeast  corner  (cellar  and  2nd  floor)  ;  (Block 
564,  Lot  1),  Borough  of  Brooklyn,  Alt.  767-44  and  F.O. 
1205-44. 


398-44-BZ — H.B.Q. — 77-08  76th  street  and  75-12  to  75-20 
Edsall  avenue,  southwest  corner  (Block  3813,  Lot  6),  Glen¬ 
dale,  Borough  of  Queens,  Alt.  585-44. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buddings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H^B.M. 
Department  of  Housing  and  Buildings,  Manhattan;  HjB.Q,.  De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department 
Housing  and  Buildings,  Bronx; 

F.D. — Fire  Department. 


H.D. — Health  Department, 


of 

and 


of  Richmond,  Alt.  50-44. 


387-44-A — H.B.B. — 693  Bedford  avenue,  east  side,  93  ft. 
54  in.  north  of  Lynch  street  (basement,  1st  and  2nd  floors)  ; 
(Block  2231,  Lot  5),  Borough  of  Brooklyn,  Alt.  1013-44. 


388-44-A — F.D. — 46  Great  Jones  street,  north  side,  166  ft. 
west  of  Bowery  (Block  531,  Lot  48),  Borough  of  Man¬ 
hattan,  Decision  re  38075-LC. 


389-44-A— H.B.B.— 1756  Ocean  parkway,  northwest  cor¬ 
ner  of  Kings  Highway  (1st  floor)  ;  (Block  6662,  Lots  33- 
35),  Borough  of  Brooklyn,  Alt.  1586-44. 


390-44-A— H.B.B.— 380-382  Fulton  street  and  14-18  Smith 
street,  southwest  corner  (4th  floor)  ;  (Block  154,  Lot  19), 
Borough  of  Brooklyn,  Alt.  83-44. 


391-44-A — F.D. — 56  Wall  street,  north  side,  194  ft.  7  in. 
east  of  William  street  and  59-61  Pine  street  (Block  40,  Lot 
10),  Borough  of  Manhattan,  30978-LF. 


392-44-A — H.B.M.— 591  5th  avenue,  southeast  corner  of 
East  48th  street  (Block  1283,  Lot  69),  Borough  of  Man¬ 
hattan,  B.N.  1273-44. 


393.44. A — H.B.M. — 22-24  East  38th  street,  south  side,  295 
ft.  west  of  5th  avenue  (1st  floor)  ;  (Block  839,  Lot  60), 
Borough  of  Manhattan,  B.N.  460-44. 


394.44. A — H.B.M. — 58  East  68th  street,  southwest  cor¬ 
ner  of  Park  avenue  (Block  1382,  Lot  37),  Borough  of 
Manhattan,  Alt.  656-44. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . •  •  • . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...Dec. 
Certificates  of  Occupancy,  approved 

form  .  . .  -4 . Dec. 

Concrete  Flat  Slabs,  Rules.  ....... .July 

Concrete  Masonry  Units,  Rules  for 


Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . . ..••••••Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . •.••••Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . •  •  •  •  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  ..  June 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . ; . Mar. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.  C.  .April 
Smoking  in  Factories,  Rules  for.... June 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting - June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 


Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


28,  1943 — Vol.  28,  No.  52A 
28,  1943 — Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28,  1943— Vol.  28,  No.  52A 

7,  i944 — -Vol.  29,  No.  10 

15,  1944— Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 

27,  1944— Vol.  29,  No.  26 

28,  1943— Vol.  28,  No.  52A 

11,  1944 — Vol.  29,  No.  15 

28,  1944 — Vol.  29,  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


14,  1944 — Vol.  29,  No.  11 

7,  1937— Vol.  22,  No.  36 
25,  1944— Vol.  29,  No.  17 
20,  1944— Vol.  29,  No.  25 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


395.44.A — F.D. — 226  West  Houston  street,  north  side,  58 
ft.  3J4  in.  east  °f  Varick  street  (Block  528,  Lot  18),  Bor¬ 
ough  of  Manhattan,  38395-LC. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


CALENDAR 


JULY  5,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  July  5,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Zoning  Applications 

274-44-BZ— Application,  May  8,  1944,  under  section  7c 
of  the  zoning  resolution,  of  A.  H.  Salkowitz,  applicant, 
■on  behalf  of  Charles  Fuchs,  owner,  to  permit  partly  in  a 
business  use  and  partly  in  a  residence  use  district,  the 
conversion  of  occupancy  of  a  building  from  a  motion 
picture  theatre  (previously  acted  upon  by  the  Board),  to 
a  warehouse  for  the  storage  of  household  furniture ; 
premises  68-10  Woodside  avenue,  southeast  corner  of  68th 
N  street  (Block  1346,  Lot  13),  Woodside,  Borough  of 
Queens. 

741-41-BZ  Application  of  Clayton  G.  Shirkey,  applicant, 
on  behalf  of  Estate  of  Ann  Eliza  Morrison  (Lenore 
;  Morrison,  executrix),  owner,  reopened  June  13,  1944,  for 
consideration  as  to  extension  of  time  to  complete — Ap¬ 
plication,  previously  granted  on  condition,  under  section  7h 
of  the  zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict,  for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles;  premises  165  Beach 
102nd  street,  northwest  corner  of  Shore  Front  parkway 
(Block  641,  part  of  Lots  35  and  48),  Rockaway  Beach, 
/(  Borough  of  Queens. 

I  246-44- BZ  Application,  April  21,  1944,  under  sections 
7(a),  7(c)  and  21  of  the  zoning  resolution,  of  Irving  M 
Fenichel,  applicant,  on  behalf  of  Stapleton  Service  Laundry, 
Inc.  and  Margreen  Realty  Co.,  Inc.,  owners  (Stapleton 
Service  Laundry,  Inc.,  lessee),  to  permit,  upon  the  manu¬ 
facturing  use  district  portion  of  a  plot  which  is  located 
partly  in  a  manufacturing  use  and  partly  in  a  residence 

I  use  district,  the  erection  of  a  one  story  non-fireproof  ex¬ 
tension  to  the  existing  wet  wash  laundry  (which  extension 
is  to  be  used  for  pressing  and  assembly)  the  erection  of 
a  one  story  extension  to  the  existing  boiler  room  (which 
extension  is  to  be  used  as  a  machine  shop  and  accessory 
to  the  wet  wash  laundry)  and  also,  the  erection  of  a 
one  story  motor  vehicle  repair  shop  (accessory  to  the  wet 
wash  laundry).  These  premises  were  previously  acted  upon 
by  the  Board  under  Cal.  893-41-BZ;  premises  42-62  Green- 
/■ni  ^venue  and  141-157  Marion  street,  northwest  corner 
(Block  236,  Lots  66,  69  and  73),  West  Brighton,  Borough 
of  Richmond. 

294-44-BZ— Application,  May  19,  1944,  under  section  21 
!  of  the  zoning  resolution,  of  Syska  &  Hennessy,  appli- 
j*  cants,  on  behalf  of  City  of  New  York,  owner  (operated 
by  Department  of  Hospitals;  City  of  New  York),  to  per- 
;  nut  partly  in  a  residence  use  and  partly  in  a  business 
use  district,  the  erection  and  maintenance  of  a  central 
I  Sundry  for  a  group  of  city  owned  and  operated  hospi¬ 
tals;  premises  550-578  Rutland  road  and  567-597  Kingston 
avenue,  southeast  corner  (Block  4812,  part  of  Lot  1)  Bor- 
i  ough  of  Brooklyn. 

161-44-BZ— Application,  March  16,  1944,  under  sections 
'  /74nd  21  of  the  zoninS  resolution,  of  John  Tos.  Carroll 
and  Ihomas  W.  Constable,  applicants,  on  behalf  of  Theo¬ 
dore  Fuhrer  and  Grace  Fuhrer,  owners,  to  permit  partly  in 
a  residence  use  and  partly  in  an  unrestricted  use  district, 
the  alteration  and  conversion  of  occupancy  of  an  existing 
dwelling  to  an  undertaking  establishment;  premises  519 
Clinton  avenue,  east  side,  381  ft.  4  in.  north  of  Atlantic 
avenue  and  506  Waverly  avenue  (Block  2011,  Lot  19)  Bor¬ 
ough  of  Brooklyn. 


Appeals  from  Administrative  Decisions 
162-44-A— 519  Clinton  avenue,  east  side,  381  ft.  4  in 

'  inn  t  Atlantic  avenue  and  506  Waverly  avenue  (Blocl 
2011,  Lot  19),  Borough  of  Brooklyn. 


313-44-A — 50-00  Grand  avenue  (formerly  Grand  street), 
south  side,  636.06  ft.  west  of  Garrison  avenue  (Block  2611, 
Lot  26),  Maspeth,  Borough  of  Queens. 

348-44-A — 20  Cabrini  boulevard  and  840-846  West  178th 
street,  southwest  corner  (Block  2177,  Lot  310),  Borough 
of  Manhattan. 

358-44-A — 178-188  Varick  avenue,  northeast  corner  of 
Meadow  street  (Block  2957,  Lot  8),  Borough  of  Brooklyn. 

360-44-A— 949-953  Kent  avenue,  east  side,  250  ft.  north 
of  DeKalb  avenue  (Block  1926,  Lot  10),  Borough  of 
Brooklyn. 

379-44-A — Re  packaging  of  inflammable  mixture  known 
as  “Carbona  Cleaning  Fluid”  in  9  oz.  glass  bottles  (capacity 
of  glass  bottles  not  in  conformity  with  Administrative 
Code  Specifications). 

381-44-A — 203  East  15th  street,  north  side,  80  ft.  east  of 
3rd  avenue  (Block  897,  Lot  6),  Borough  of  Manhattan. 

201-44-A — 11-48  47th  road,  south  side,  90  ft.  west  of  21st 
street  (Block  59,  Lots  23  and  24),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

395- 44-A — 226  West  Houston  street,  north  side,  58  ft. 
3)4  in.  east  of  Varick  street  (Block  528,  Lot  18),  Borough 
of  Manhattan. 

396- 44-A — 1920  West  Farms  road,  east  side,  225.16  ft. 
north  of  East  176th  street  (Block  3021,  Lot  11),  Borough 
of  The  Bronx. 

401-44-A — 42-02  55th  drive,  south  side,  240  ft.  west  of 
43rd  street  (2nd,  3rd  and  4th  floors)  ;  (Block  2520,  Lot 
60),  Long  Island  City,  Borough  of  Queens. 

81-44-A — 115-117  Dobbin  street,  west  side,  100  ft.  south 
of  Meserole  avenue  (2nd  and  3rd  floors)  ;  (Block  2616, 
Lot  17),  Borough  of  Brooklyn. 

407-44-A — 115-117  Dobbin  street,  west  side,  100  ft.  south 
of  Meserole  avenue  (1st  and  2nd  floors)  ;  (Block  2616,  Lot 
12),  Borough  of  Brooklyn. 

406-44-A — 795  Fifth  avenue  and  2-6  East  61st  street, 
southeast  corner  (1st,  3rd,  41  st,  42nd  and  sub-cellar  floors)  ; 
(Block  1375,  Lot  67),  Borough  of  Manhattan. 

383-44- A — 42-18  West  street,  west  side,  200  ft.  south  of 
Jackson  avenue  and  south  side  of  Jackson  avenue,  50  ft. 
west  of  West  street  (Building  2);  (Block  264,  Lot  1), 
Long  Island  City,  Borough  of  Queens. 

5-44-A — 440  West  240th  street,  southeast  corner  of 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20), 
Borough  of  The  Bronx. 

Appliance  and  Material  for  Approval. 

596-39-SA — 1-G  Empire  Ideal  Gas-Fired  Boiler. 

189-44-SM — Republic  Fireproofing  Company  Wall  Slag- 
blok  Concrete  Units. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  5,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  af  ternoon,  July  5,  1944  at  2  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Appeals  from  Administrative  Decisions. 

554-43-A — 341-347  Adams  street,  east  side,  225  ft.  south 
of  Myrtle  avenue  (Block  145,  Lot  5),  Borough  of  Brook¬ 
lyn. 

346-44-A — 193  Joralemon  street,  north  side,  140.5  ft.  west 
of  Court  street  (Block  255,  Lot  7),  Borough  of  Brooklyn. 
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221-43-S — 468-512  Vanderbilt  avenue,  west  side,  257  ft 
7  in.  north  of  Atlantic  avenue,  783-803  Atlantic  avenue  and 
481-515  Clermont  avenue  (Building  No.  3;  9th,  10th  floors 
and  Pent  House)  ;  (Block  2009,  Lot  1),  Borough  of  Brook¬ 
lyn. 

257-44-A — 440-442  (444  displayed)  12th  street,  south  side, 
385  ft.  east  of  7th  avenue  (Building  G)  ;  (Block  1098,  Lot 
1),  Borough  of  Brooklyn. 

357-44-A— 430-432  12th  street,  south  side,  234  ft.  east  of 
7th  avenue  (Building  M)  ;  (Block  1098,  Lot  1),  Borough 
of  Brooklyn. 

269-44-A — 444  East  68th  street,  on  block  bounded  by  East 
67th  and  East  68th  streets  and  by  York  and  First  avenues 
(Block  1462,  Lot  1),  Borough  of  Manhattan. 

339-44-A — 1802  Andrews  avenue,  east  side,  298  ft.  8  in. 
north  of  West  Tremont  avenue  (Block  2879,  Lots  107  and 
109),  Borough  of  The  Bronx. 

382-44-A— 105-123  River  street,  29-35  Metropolitan  ave¬ 
nue,  northwest  corner  and  18-26  North  3rd  street  (Block 
2355,  Lots  3-10,  inclusive),  Borough  of  Brooklyn. 

196-44-A — 455-463  East  147th  street,  north  side,  90  ft. 
west  of  Brook  avenue  (Block  2292,  Lot  52),  Borough  of 
The  Bronx. 

391- 44-A — 56  Wall  street,  north  side,  194  ft.  7  in.  east  of 
William  street  and  59-61  Pine  street  (Block  40,  Lot  10), 
Borough  of  Manhattan. 

418-23-A — 896-898  Prospect  avenue,  east  side,  171.51  ft. 
south  of  East  162nd  street  (Block  2690,  Lot  14),  Bor¬ 
ough  of  The  Bronx  (reopened  May  23,  1944). 

299-44-A — 356  Castle  Hill  avenue  and  2200  Norton  ave¬ 
nue,  southeast  corner  (Block  3486,  Lot  24),  Borough  of 
The  Bronx. 

298-44-A — 188  Grand  street,  south  side,  142  ft.  2  in.  east 
of  Bedford  avenue  (Block  2393,  Lot  17),  Borough  of 
Brooklyn. 

312-44-A— 185-199  West  9th  street,  north  side,  64.6  ft. 
east  of  Court  street,  499-505  Court  street  and  182-202 
Huntington  street  (Block  476,  Lot  6),  Borough  of  Brooklyn. 

392- 44-A — 591  Fifth  avenue,  southeast  corner  of  East 
48th  street  (Block  1283,  Lot  69),  Borough  of  Manhattan. 

336-44-A— 222-232  East  92nd  street,  south  side,  142  ft. 
6  in.  west  of  Second  avenue  (Block  1537,  Lot  32),  Borough 
of  Manhattan. 

353-44-A — 157  South  street,  west  side,  71  ft.  2  in.  south 
of  Dover  street  (1st  floor)  ;  (Block  107,  Lot  4),  Borough 
of  Manhattan. 

329-44-A — -3-5  Wrilloughby  street,  north  side,  22  ft.  10  in. 
east  of  Adams  street  (Block  145,  Lot  44),  Borough  of 
Brooklyn. 

394.44. A — 58  East  68th  street,  southwest  corner  of  Park 
avenue  (Block  1382,  Lot  37),  Borough  of  Manhattan. 

374-44-A— 140  East  14th  street,  south  side;  158  ft.  4  in. 
west  of  3rd  avenue  (1st  floor)  ;  (Block  559,  Lot  27),  Bor¬ 
ough  of  Manhattan. 

356-44- A— 286  Avenue  X,  south  side,  80  ft.  west  of  West 
2nd  street  (Block  7193,  Lot  6),  Borough  of  Brooklyn. 

289-44-A — 50  Antin  place,  south  side,  141  ft.  2  in.  west  of 
Brady  avenue  (Block  4200,  Lots  33-48),  Borough  of  The 
Bronx. 

497-43-A— 714  Beach  20th  street,  east  side,  56  ft.  south  of 
Cornaga  avenue  (Block  84,  Lot  7),  Far  Rockaway,  Borough 
of  Queens. 

400-44- A— 177-24  to  177-28  Baisley  boulevard,  southeast 
corner  of  119th  road  (Block  3170,  Lot  1),  St.  Albans,  Bor¬ 
ough  of  Queens. 


387-44-A — 693  Bedford  avenue,  east  side,  93  ft  Y\  in. 
north  of  Lynch  street  (basement,  1st  and  2nd  floors)  ; 
(Block  2231,  Lot  5),  Borough  of  Brooklyn. 

389- 44-A — 1756  Ocean  parkway,  northwest  corner  of 
Kings  highway  (Block  6662,  Lots  33-35),  Borough  of 
Brooklyn. 

390- 44-A— 380-382  Fulton  street  and  14-18  Smith  street, 
southwest  corner  (4th  floor)  ;  (Block  154,  Lot  19),  Borough 
of  Brooklyn. 

397_44_A — 43-61  Ferris  street  and  165-181  Sullivan  street, 
southeast  corner  (cellar  and  2nd  floors)  ;  (Block  564,  Lot 
1),  Borough  of  Brooklyn. 

399.44.A— South  side  of  East  134th  street,  132  ft.  east  of 
Locust  avenue  (Block  3583,  Lot  365),  Borough  of  The 
Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  11,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  11,  1944  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : . 

Z oning  A  p plications 

426-41-BZ — Application  of  DeForest  and  Elder,  appli¬ 
cants,  on  behalf  of  The  Presbyterian  Hospital,  owner, 
reopened  June  20,  1944,  for  consideration  as  to  extension 
of  term  of  permit — Application,  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution,  permitting 
in  a  residence  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles 
(owned  by  the  staff  or  employees  of  the  Presbyterian  Hos¬ 
pital)  ;  premises  125  Fort  Washington  avenue,  west  side, 
204  ft.  north  of  West  163rd  street  and  660  West  165th 
street  (Block  2136,  part  of  Lot  235),  Borough  of  Man¬ 
hattan. 

150-44-BZ— Application,  March  10,  1944,  under  section 
7(c)  of  the  zoning  resolution,  of  Sidney  L.  Strauss, 
applicant,  on  behalf  of  Haney  Corporation,  owners,  to 
permit  in  a  residence  use  district,  the  extension  of  an 
existing  business  use  (restaurant)  ;  premises  409-411  West 
24th  street,  north  side,  100  ft.  west  of  Ninth  avenue  (Block 
722,  Lots  31  and  32),  Borough  of  Manhattan. 

510-43-BZ— Application,  October  26,  1943,  under  section 
7(h)  of  the  zoning  resolution,  of  Lama  and  Proskauer, 
applicants,  on  behalf  of  John  Savino,  owner,  to  permit 
in  a  business  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles; 
premises  3001-3011  Edwards  place,  northwest  corner  of 
West  30th  street  (Block  7067,  Lot  29),  Borough  of  Brook¬ 
lyn. 

381-27-BZ— Application  of  T.  H.  Engelhardt,  applicant, 
on  behalf  of  The  Cord  Meyer  Company,  owner  (Ranger 
Aircraft  Engines,  lessee),  reopened  June  13,  1944,  under 
section  7(e)  of  the  zoning  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance,  for  a 
term  of  two  years,  of  a  driveway  and  loading  platform 
to  be  used  in  conjunction  with  an  existing  garage  and 
stores  building,  which  is  now  used  (in  accordance  with 
an  action  of  the  Board)  for  a  temporary  period,  for  light 
manufacturing  limited  to  25%  of  the  total  floor  space 
of  the  building.  Also,  the  location  of  this  proposed  drive¬ 
way  is  contrary  to  section  7 A  of  the  zoning  resolution — 
the  location  is  at  a  point  more  than  25  ft.  from  the  inter¬ 
section  of  Roosevelt  avenue  and  89th  street;  premises  88-01 
to  88-19  Roosevelt  avenue,  north  side,  from  88th  to  89th 
streets,  37-53  to  37-69  88th  street  and  37-54  to  37-70  89th 
street  (Block  1476,  Lots  38  and  54),  Elmhurst,  Borough 
of  Queens. 
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Appeals  from  Administrative  Decisions. 

25-43-A— 113-119  West  68th  street,  north  side,  97  ft  6J4 
in  east  of  Broadway  (Block  1140,  Lot  23),  Borough  of 
Manhattan. 


Surface  Coatings,  as  printed  in  the  Bulletin  of  June  27, 
1944  and  as  will  be  printed  in  the  Bulletin  of  July  11,  1944! 

HARRIS  H.  A1URDOCK,  Chairman. 


Appliance  and  Material  for  Approval. 

250-44-SA — Richards-Wilcox  Mfg.  Company  748-W  Ele¬ 
vator  Door  Interlock. 

326-44-SM— Bethlehem  Open  Web  Expanded  Steel 
Joists. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  11,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  11,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Alanhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

253-44-A — 5115-5117  Second  avenue,  east  side,  46  ft  8 
in.  north  of  52nd  street  (Block  797,  Lot  3),  Borough  of 

Brooklyn. 

487-43-A — 1571-1575  Southern  boulevard,  southwest  cor¬ 
ner  of  East  173rd  street  (Block  2977,  Lot  150),  Borough 
of  The  Bronx. 

155-44-A — 404  East  14th  street,  south  side,  66  ft.  east  of 
First  avenue  and  405  East  13th  street  (Block  441,  Lot 
9),  Borough  of  Alanhattan. 

694-42-S — 566-572  Johnson  avenue  and  72-80  Stewart 
avenue,  southeast  corner  (Block  2995,  Lot  6),  Borough 

of  Brooklyn. 

384-44-A — 358-362  Alexander  avenue  and  331-335  East 
142nd  street,  northeast  corner  (Block  2305,  Lot  1),  Borough 

of  The  Bronx. 

346-38-A — 2473-2475  Broadway  and  292  West  92nd  street, 
southwest  corner  (Block  1239,  Lot  55),  Borough  of  Man¬ 
hattan  (reopened  June  13,  1944). 

316-44-A — 4  Park  avenue,  west  side,  from  East  33rd  to 
East  34th  streets  (Block  863,  Lot  44),  Borough  of  Alan¬ 
hattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  18,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  18,  1944  at  10  o’clock  in  Room  1013, 
Afunicipal  Building,  Alanhattan,  on  the  following  matters : 


Zoning  Applications. 

340-44-BZ— Application,  June  8,  1944,  under  section  7(c) 
ot  the  zoning  resolution,  of  Henry  George  Greene,  appli- 
cant,  on  behalf  of  Durand  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  the  maintenance  of  part  of  an  existing  business  build¬ 
ing  (bakery)  which  is  located  (without  permit)  and  which 
projects  approximately  5  ft.  into  a  residence  use  district 
and,  also,  to  permit  the  erection  and  maintenance  of  a  struc¬ 
ture  (wall  and  shed — which  is  accessory  to  the  business 
(bakery)  use)  which  also  extends  less  than  5  ft  into  a 
residence  use  district;  premises  750-762  Allerton  avenue  and 
2.1.56-2560  Holland  avenue,  southeast  corner  (Block  4435 
Lot  32),  Borough  of  The  Bronx. 


— Application,  March  22,  1944,  under  section  21 
of  the  zoning  resolution,  of  Cafiero  and  Lacerenza,  appli¬ 
cants,  on  behalf  of  Antonetta  Trupiano,  owner  (Ralph  De- 
Luca,  lessee),  to  permit  in  a  business  use  district,  the  con- 
version^of  occupancy  of  an  existing  building  from  “light 
stoi age  to  a  junk  shop;  premises  127-129  Kingsland  ave¬ 
nue,  west  side,  125  ft.  north  of  Herbert  street  (Block 
2829.  Lot  27),  Borough  of  Brooklyn.  K 


307-44-BZ— Application,  May  24,  1944.  under  section  7(h) 
of  the  zoning  resolution,  of  Harry  P.  Jaenike.  applicant, 
on  behalf  of  Guaranty  Trust  Company  of  New  York! 
owner,  to  permit  in  a  business  use  district,  the  parking  of 
more  than  five  motor  vehicles;  premises  332-338  West  31st 
street,  south  side.  345  ft.  in.  west  of  Eighth  avenue 
(Block  754,  Lots  59,  60,  61  and  62),  Borough  of  Manhattan. 


Appeal  from  Administrative  Decision. 

314-44-A — 243-245  East  35th  street,  north  side.  100  ft. 
west  of  2nd  avenue  (Block  916,  Lots  26  and  27),  Bor¬ 
ough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  14,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  July  14,  1944  at  10  o’clock  in  Room  1013, 
Afunicipal  Building,  Alanhattan,  on  the  following  matter: 

Rules. 

353-30-SR — Proposed  Amendments  to  Rules  Governing 
the  Storage  and  Use  of  Equipment  for  Spraying  and  Dry¬ 
ing  of  Paints,  Varnishes,  Lacquers  and  other  Flammable 


JULY  18,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  18,  1944  at  2  o’clock  in  Room 
1013,  Alunicipal  Building,  Alanhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

492-43-A— 192  Powell  street,  west  side,  150  ft.  north  of 
Belmont  avenue  (Block  3728,  Lot  25),  Borough  of 
Brooklyn. 

HARRIS  H.  A1URDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  27,  1944 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning.  Tune  20.  1944.  and  Tuesday  afternoon, 
June  20.  1944.  and  the  minutes  of  the  special  meeting  of  the 
Board  held  on  Friday  morning,  June  23.  1944,  were  approved 
as  printed  in  Bulletin  No.  26,  Volume  29. 
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805-42-BZ 


ZONING  CASES 


APPLICANT— A.  H.  Salkowitz,  for  Terminal  Garage,  Inc., 
owner.  . 

SUBJECT— Application  reopened  June  6,  1944  for  considera¬ 
tion  as  to  extension  of  time  to  obtain  permits  and 
complete  work — Application  (decision  of  the  bor¬ 
ough  superintendent)  previously  granted  on  condi¬ 
tion,  under  section  7c  of  the  zoning  resolution,  per¬ 
mitting  partly  in  an  unrestricted  use  and  partly  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  building  to  be  used  as  a  garage  for  more  than 
five  motor  vehicles  (buses)  and  also  as  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED— 54-47— 74th  street,  northeast 
corner  of  57th  avenue  (Block  2805,  Lots  10,  142  and 
151),  Maspeth,  Borough  of  Queens. 

APPEARANCES—  0  J  „  . 

For  Applicant :  A.  H.  Salkowitz  and  Louis  Gallucci. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Housing 
and  Buildings. 

ACTION  OF  BOARD— Time  extended. 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative: .  0 

THE  RESOLUTION  (805-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  an  unrestricted  use  and  partly 
in  a  business  use  district,  the  erection  and  maintenance  of  a 
building  to  be  used  as  a  garage  for  more  than  five  motor 
vehicles  (buses)  and  also  a  motor  vehicle  repair  shop,  affect¬ 
ing  premises  54-47— 74th  street,  northeast  corner  of  57th  ave¬ 
nue  (Block  2805,  Lots  10,  142  and  151),  Maspeth,  Borough 
of  Queens,  was  granted  by  the  Board  on  December  22,  1942, 
on  certain  conditions ;  and  _  . 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
June  6,  1944  and  set  for  hearing  on  June  27,  1944;  and. 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals  at  its  regular  meeting, 
June  27,  1944,  after  due  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  22,  1942, 
only  so  far  as  it  has  reference  to  the  submission  of  plans  and 
obtaining  of  permits,  so  that  the  resolution  as  a  whole,  as 
amended,  shall  read : 

“Granted  under  Section  7c  thereof,  to  permit  the  exten¬ 
sion  of  the  proposed  bus  garage  and  repair  shop  into  the 
business  district  substantially  as  indicated  on  plans  filed 
with  this  application  and  subject  to  franchise  issued  by 
the  Board  of  Estimate,  on  condition  that  in  all  other 
respects  all  laws,  rules  and  regulations  applicable  to  the 
use  of  the  building  and  premises  shall  be  complied  with, 
subject  to  such  further  conditions  as  the  Board  may 
decide  are  necessary  upon  consideration  of  final  plans, 
which  shall  be  submitted  to  the  Board  for  approval  within 
one  (1)  year  from  the  date  of  this  amended  resolution, 
and  prior  to  same  being  submitted  to  the  borough  super¬ 
intendent ;  that  after  approval  of  such  plans  by  this 
Board,  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  thereafter.” 


619-43-BZ 

APPLICANT— Lama  and  Proskauer  for  Aaron  Gottlieb, 
owner  (Corbin  and  Morrison,  Inc.,  lessee). 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  term  of  two 
years,  the  use  of  part  of  the  second  story  of  an 
existing  multiple  dwelling,  as  a  private  telephone 
exchange. 


PREMISES  AFFECTED— 533-545  Clinton  avenue,  east 
side,  130  ft.  10  in.  north  of  Atlantic  avenue  (Block 
2011,  Lot  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Joseph  L. 
Morrison. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem  and  Henry 
Pheney,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE—  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . .  4 

Negative :  .  0 

THE  RESOLUTION  (619-43-BZ) 

Whereas,  Lama  and  Proskauer,  for  Aaron  Gottlieb,  owner 
(Corbin  and  Morrison,  Inc.,  lessee),  filed  December  21,  1943, 
an  application  under  section  7e  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  for  a  term  of  two  years,  the 
use  of  part  of  the  second  story  of  an  existing  multiple  dwell¬ 
ing  as  a  private  telephone  exchange ;  premises  :  533-545  Clinton 
avenue,  east  side,  130  ft.  10  in.  north  of  Atlantic  avenue 
(Block  2011,  Lot  7),  Borough  of  Brooklyn;  and  .  • 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals  at  its  regular  meeting 
held  on  June  27,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Clinton  avenue  is  in  residence,  business 
and  unrestricted  use,  B  area  and  1 54  times  height  districts; 
Waverly  avenue  is  in  unrestricted  and  business  use,  B  area 
and  1.54  times  height  districts;  Atlantic  avenue  is  in  unre¬ 
stricted  use,  B  area  and  1 54  times  height  districts ;  and  Fulton 
street  is  in  business  use,  B  area  and  154  times  height  districts ; 

Whereas,  the  decision  of  the  borough  superintendent,  dated 
December  14,  1943,  and  amended  June  6,  1944,  re  Alt.  Applic. 
3660-43,  reads : 

“1.  Proposed  business  use  of  a  private  telephone  ex¬ 
change  in  a  Residential  District  is  contrary  to.  Article 
2,  Section  3  of  the  Zoning  Resolution.  Denied.” 

and  ,  .  .  ,  .... 

Whereas,  the  applicant  contends  that  the  existing  building 
is  six  stories  in  height,  100  ft.  by  91  ft.  4  in.  in  area,  of  non- 
fireproof  construction;  that  its  occupancy,  as  per  Certificate 
of  Occupancy  43335,  dated  February  26,  1927  (permit  6674- 
26),  is:  tenement— 65  families;  that  it  is  proposed  to  use  for 
a  temporary  period  of  two  years,  an  area  (approximately 
42  ft.  by  16  ft.),  located  at  the  northerly  rear  of  the  2nd  story 
of  this  building  as  a  private  telephone  exchange;  and 
Whereas,  the  applicant  contends  that  there  are  four  switch¬ 
boards  in  the  living  room ;  that  the  exchange  employs  approxi¬ 
mately  ten  operators  working  at  various  shifts,  giving. a  24- 
hour  service  to  professional  men,  particularly  doctors  in  the 
area;  that  no  one  has  access  to  the  apartment  other  than 
the  operators  employed ;  that  there  are  no  signs  displayed  on 
the  outside  of  the  building  and  no  noises  emanate  from  the 
apartment;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  two  (2)  years  from  the  date  of  this  resolution,  to 
permit  the  continuance  of  the  private  telephone  exchange  as 
described,  only  so  long  as  the  arrangements  as  set  forth  are 
continued ;  and  cm  condition  that  no  signs  advertising  the  use 
are  to  be  displayed  on  the  exterior  of  the  building ;  that  a  floor 
load  sign  shall  be  posted,  stating  that  the  floor  load  shall  not 
exceed  40  pounds  per  superficial  foot ;  and  that  in  all.  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 
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215-44-BZ 

|  APPLICANT — Judson  E.  Schnall,  for  McDonough  Realty 

j  Corporation  (Lehigh  Lumber  Company,  lessee). 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  21  and  7e  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  for  a 
term  of  two  years,  the  use  of  a  plot  of  ground  as  a 
lumber  yard  (used  as  a  lumber  terminal  only — no 
lumber  is  sold  from  the  premises). 

PREMISES  AFFECTED — 2183  McDonald  avenue,  east 
side,  20.78  ft.  south  of  Avenue  T  and  2030-2050  West 
street  (Block  7104,  Lots  325,  275  and  237),  Borough 
of  Brooklyn. 

appearances— 

For  Applicant:  Judson  E.  Schnall  and  M.  Cohen. 

For  Opposition  :  Samuel  Sutro,  Peter  V.  Caccihione, 
Edward  Vogel,  S.  R.  Putterman,  Rev.  Hugon, 
Abraham  Nester  and  others. 

For  Administration:  Fred  Dahlem  and  John  E. 
Davis,  Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

I  THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (215-44-BZ) 

Whereas,  Judson  E.  Schnall,  for  McDonough  Realty  Corp., 
owner  (Lehigh  Lumber  Co.,  lessee),  filed  April  10,  1944,  an 
application  under  sections  21  and  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  for  a  term  of  two  years, 
the  use  of  a  plot  of  ground  as  a  lumber  yard  (used  as  a 
:  lumber  terminal  onlv — no  lumber  is  sold  from  the  premises), 
affecting  premises  2183  McDonald  avenue,  east  sid°.  20. 7ft  ft. 
south  of  Avenue  T  and  2030-2050  West  street  (Block  7104, 
Lots  325,  275  and  237),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 

■  June  27,  1944,  after  due  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  McDonald  avenue  is  in  a  business  use, 

D  area  and  1  times  height  district ;  West  street  is  in  a  business 
1  use,  D  area  and  1  times  height  district ;  Avenue  T  is  in  a 
business  use,  D  area  and  1  times  height  district  and  Avenue  U 
!  is  in  a  business  use,  D  area  and  1  times  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent  on 
BN.  141-44,  dated  March  28,  1944  and  amended  June  7,  1944, 

.  reads : 

“1.  Proposed  lumber  yard  within  a  business  use  dis¬ 
trict  is  contrary  to  Art.  2,  Sect.  4a-31  of  the  Zoning 

resolution.” 

!  and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
an  irregularly  shaped  plot  having  a  frontage  of  608  ft.  on 
McDonald  avenue,  230  ft.  on  West  street  and  a  distance  of 
approximately  380  ft.  along  the  southerly  lot  lines;  that  part 
of  the  plot  is  within  the  bed  of  mapped  streets;  that  it  is 
|  proposed  to  use  the  plot  for  a  temporary  term  of  two  years 
as  a  lumber  yard  (used  as  a  lumber  terminal  only;  the  lumber 
is  used  solely  for  IT.  S.  Government  projects — no  lumber  is 
sold  from  the  premises)  ;  and 
Whereas,  the  applicant  contends  that  at  the  present  time 
the  plot  is  occupied  solely  as  a  lumber  transfer  point ;  that  the 
lumber  in  question  is  transported  by  another  contmcto*-  and 
unloaded  on  the  premises  in  question  from  freight  cars,  using 
the  railroad  siding  located  upon  the  McDonald  avenue  por¬ 
tion  of  the  site;  that  it  is  then  taken  from  this  lumber  transfer 
point  by  still  another  contractor  and  delivered  to  Armv  bases, 
piers,  etc.;  that  the  following  is  a  partial  list  of  the  places  to 
which  this  lumber  is  transferred:  Armv  Transport  Service; 
Bush  Terminal.  Brooklyn ;  Cavens  Point.  N.  T. :  Bavonne. 

N.  J.,  Todd  Shipyards;  Erie  Basin;  Bethlehem  Steel  Co.. 
New  York  docks  and  piers  and  Staten  Island  Government 
piers;  that  the  lumber  is  generally  used  for  the  crating  of 
‘  tanks,  airplanes,  etc. ;  that  it  is  also  used  as  “Donnage”  for 
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the  cargo;  that  the  lumber  is  entirely  consumed  in  these 
government  projects  and  no  lumber  is  sold  from  the  premises 
to  individuals;  that  at  present,  the  yard  presents  a  rather 
unsightly  and  possibly  hazardous  condition,  but  this  condition 
will  be  remedied  by  an  orderly  arrangement  of  lumber  piles, 
driveways,  etc. ;  that  there  are  approximately  31  fifty-gallon 
water  barrels  and  pails,  distributed  throughout  the  plot ;  that 
no  illumination  for  night  work  has  been  provided,  and  the 
operation  of  the  Lumber  Transfer  base  is  and  will  be  re¬ 
stricted  to  day  time  work ;  that  the  work  is  all  unionized  and 
the  hours  are  from  8  A.M.  to  5  P.M. ;  that  prior  to  July  1943, 
the  lessee  had  a  contract  with  the  government  to  provide 
donnage  lumber  storage  and  since  July  1943  the  plot  in  ques¬ 
tion  has  been  used  as  a  lumber  transfer  base;  that  a  lumber 
transfer  base  had  to  be  located  within  an  area  described  by 
the  government  as  this  donnage  had  to  be  available  to  the 
convoys  at  a  moment’s  notice  and  close  to  delivery  points ; 
that  the  lessee  inspected  many  properties  and  this  site  was 
recommended  to  him  by  the  South  Brooklyn  Railroad  Co., 
owned  by  the  City  of  New  York;  that  unaware  of  the  regula¬ 
tions  of  the  Zoning  Resolution,  he  leased  the  plot  as  a  lumber 
transfer  base;  that  a  survey,  copy  filled  with  this  application, 
shows  that  the  premises  was  occupied  as  a  coal  yard  in  1924; 
that  a  layout  plan  of  the  site  is  filed  with  this  application; 
that  lumber  is  piled  to  a  height  of  10  ft.  and  no  lumber  is 
placed  in  the  bed  of  the  street;  that  permission  is  requested 
to  use  this  plot  as  a  lumber  terminal  for  a  term  of  two  years ; 
and 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to  grant 
under  section  21  of  the  Zoning  Resolution  and  is  therefore 
not  entitled  to  relief  on  the  grounds  of  practical  difficulty  and 
unnecessary  hardship  and  that  there  was  no  justification  for 
the  exercise  of  the  Board’s  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  e  of  the  zoning  resolu¬ 
tion. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
acting  on  B.N.  141-44,  dated  March  28,  1944  and  amended 
Tune  7,  1944,  be  and  it  hereby  is  affirmed  and  that  the  applica¬ 
tion  be  and  it  hereby  is  denied. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

558-39-SA 

APPLICANT — Harold  Massey,  for  American  Radiator- 
Standard  Sanitary  Corporation,  owner. 

SUBJECT — Standard  Ideal  Gas-Fired  Boiler,  Model  4-GA, 
sizes  9,  11  and  13,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  T9  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (558-39-SA) 

Whereas,  Harold  Massey,  for  American  Radiator-Stand¬ 
ard  Sanitary  Corporation,  owner,  filed  on  May  3,  1939,  an 
application  with  the  Board  of  Standards  and  Anneals  for 
approval  of  the  appliance  known  as  the  Standard  Ideal  Gas- 
Fired  Boiler,  Model  4-GA,  sizes  9,  11  and  13;  and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

June  12,  1944. 

Re :  Cal.  558-39-SA. 

Subject:  Standard  Tdeal  Gas-Fired  Boiler,  Model  4-GA, 
sizes  9.  11  and  13.  approval  of. 

The  American  Radiator-Standard  Sanitary  Corpora¬ 
tion,  owner,  filed  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  Standard 
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Ideal  Gas  Fired  Boiler,  Model  4-GA,  sizes  9,  11  and  13, 
under  the  provisions  of  C26-178.0b,  C26-690.0  and 
C26-697.0  Administrative  Building  Code. 

DESCRIPTION 

The  Standard  Ideal  Gas  Fired  Boiler,  Model  4-GA  is  a 
vertical  cast  iron  sectional  boiler  manufactured  for  use 
with  domestic  hot  water  house  heating  systems.  Sections 
are  assembled  at  the  factory  with  push  nipples  and  tie- 
rods.  Basic  equipment  consists  of  raised  drilled  port 
burners  with  gas  valve  electrically  operated  from  a  room 
thermostat  and  mechanically  controlled  by  a  water  tem¬ 
perature  regulator.  The  appliance  is  equipped,  with  com¬ 
bination  altitude  gauge  and  thermometer  and  with  thermo¬ 
static  safety  pilot  and  draft  divertor.  Gas  burners  are 
completely  surrounded  by  cast  ,  iron  water-backed  sur¬ 
faces.  The  boiler  is  insulated  with  one  inch  asbestos  air- 
cell  insulation  and  the  boiler  is  enclosed  within  a  steel 
jacket  finished  in  baked  enamel.  Throttling,  limit  and 
safety  pilot  controls  function  independently  of  current 
supply.  A  manual  gas  shut-off  valve  is  provided  re¬ 
motely  located.  ...  . 

This  appliance  is  similar  to  the  Empire-Ideal  Gas  hired 
Boiler,  Model  4-GA  approved  by  the  Board  May  23, 
1939,  except  that  in  the  present  model  the  enameled  jacket 
does  not  cover  the  piping  and  controls.  This  appliance 
has  been  approved  by  the  American  Gas  Association, 
Certificate  #4-131701. 

Recommendation 

On  the  basis  of  the  approval  by  the  American  Gas 
Association  and  the  approval  of  the  Board  of  a  similar 
appliance  except  for  minor  details,  under  Cal.  556-39-SA 
it  is  recommended  that  the  Standard  Ideal  Gas-Fired 
Boiler,  Model  4-GA,  sizes  9,  11  and  13,  for  hot  water 
systems  be  approved  for  use  in  New  York  City,  on  condi¬ 
tion  that  the  installation  conforms  to  the  requirements  of 
Article  12,  Administrative  Building  Code,  and  that,  the 
appliance  bears  a  label,  permanently  affixed,  reading: 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  558-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM,  . 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 
applience. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Standard  Ideal 
Gas-Fired  Boiler,  Models  4-GA,  sizes  9,  11  and  13,  on  condi¬ 
tion  that  the  appliance  be  manufactured,  installed,  and  labelled, 
stamped  or  tagged  in  accordance  with  the  above  report. 


594-39-SA 

APPLICANT— Harold  Massey,  American  Radiator-Stand¬ 
ard  Sanitary  Corporation,  owner. 

SUBJECT— Standard  Ideal  Gas-Fired  Boiler,  Model  I-G, 
sizes  4.  5,  6,  7,  8,  9,  10  and  11,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N  egative  . .  0 

THE  RESOLUTION  (594-39-SA) 

Whereas,  Harold  Massey,  for  American  Radiator-Stand¬ 
ard  Sanitary  Corporation,  owner,  filed  on  May  8,  1939,  an 


application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  appliance  known  as  the  Standard  Ideal  Gas- 
Fired  Boiler,  Model  I-G,  sizes  4,  5,  6,  7,  8,  9,  10  and  11  ;  .and 
Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

June  12,  1944 

Re:  Cal.  594-39-SA. 

Subject:  Standard  Ideal  Gas-Fired  Boiler,  Model  I-G, 
sizes  4,  5,  6,  7,  8,  9,  10  and  11,  Approval  of. 

The  American  Radiator-Standard  Sanitary  Corpora¬ 
tion,  owner,  filed  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  Standard  Ideal 
Gas-Fired  Boiler,  Model  I-G,  under  Section  C26-178.0.b 
for  use  under  C26-690.0  and  C26-697.0  of  the  Adminis¬ 
trative  Building  Code. 

DESCRIPTION 

The  Standard  Ideal  Gas-Fired  Boiler,  Model  I-G,  is  a 
vertical  cast  iron  sectional  boiler  manufactured  for  use 
with  a  low  pressure  steam  or  domestic  hot  water  house 
heating  system.  Sections  are  assembled  at  the  factory 
with  push  nipples  and  tie  rods.  Basic  equipment  consists 
of  raised  drilled  port  burners  with  gas  valve  electrically 
operated  from  a  room  thermostat  and  mechanically  con¬ 
trolled  by  steam  pressure  or  water  temperature.  Gas 
burners  are  completely  surrounded  by  cast  iron  water- 
backed  surfaces.  Low  water  cutoff  is  standard  equip¬ 
ment  on  steam  installations.  Combination  attitude  gauge 
and  thermometer  are  standard  equipment  on  hot  water 
installations.  Thermostatic  safety  pilot  and  draft  divertor 
are  provided.  Pop  safety  valve  is  standard  equipment 
on  steam  installations  and  is  set  at  15  lbs. 

Boiler  is  insulated  with  1"  asbestos  air-cell  insulation. 
Entire  boiler  insulation  is  enclosed  within  gray  vitreous 
enamel  jacket. 

Throttling,  limit  and  safety  pilot  controls  function  inde¬ 
pendently  of  current  supply,  and  are  integrated  so  as  to 
furnish  completely  automatic  heat  from  any  standard 
room  thermostat.  .  . 

The  appliances  vary  in  size,  number  of  boiler  sections 
and  BTU  input,  depending  on  the  heat  requirements,  and 
are  known  as  I-G,  4,  5,  6.  7.  8.  9.  10  and  11.  These  num¬ 
bers  represent  the  number  of  sections  the  BTU  input 
runs  from  193,000  BTU’s  per  hour  for  four  sections  to 
529,500  BTU’s  per  hour  for  11  sections.  The  controls 
consist  of  a  vertical  cone-type  draft  hood,,  an  equitable 
or  Reynolds  gas  pressure  regulator,  a  Detroit  Lubricator, 
UX,  VW  or  VF  gas  control  valve  or  a  Minneapolis 
Honeywell  valve,  a  low  water  cut-off  for  steam  installa¬ 
tions,  a  combination  altitude  gauge  and  thermometer  cali¬ 
brated  0.70  ft.  for  hot  water  installations  and  a  steam 
pressure  gauge  calibrated  to  0.30  lbs.  for  steam  installa¬ 
tions. 

The  appliances  have  been  approved  by  the  American 
Gas  Association  and  certificates  issued  February  5,  1936, 
Nos.  4-6-301  to  4-6-308. 

Inspection  and  test  of  sample  model  of  these  appliances 
was  made  by  the  Committee  on  Tests  at  1/4  Sixth  Avenue, 
Brooklyn.  The  appliance  was  found  to  operate  satis-  ■ 
factorily  under  working  conditions. 

Recommendation 

On  the  basis  of  this  inspection  and  test  and  the  approval 
of  the  American  Gas  Association,  the  Committee  on  Tests 
recommends  the  approval  under  C26-191.0  of  the  Admin¬ 
istrative  Building  Code  of  the  Standard  Ideal  Gas-Fired 
Boiler,  Model  1-G,  sizes  4,  5,  6,  7,  8,  9,  10  and  11,  for 
steam  and  hot  water  systems,  when  manufactured  m 
accordance  with  this  report,  provided  the  installation  con¬ 
forms  to  the  requirements  of  Art.  2  of  the  Administrative 
Building  Code,  and  that  the  appliance  bears  a  label  per¬ 
manently  affixed,  reading :  “Approved  by  the  Board  of 
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Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  594-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of  this 

appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Standard  Ideal 
Gas-Fired,  Boiler,  Model  I-G,  sizes  4,  5,  6,  7,  8,  9,  10  and  11, 
cm  conchhcm  that  the  appliance  be  manufactured,  installed, 
and  labelled,  stamped  or  tagged  in  accordance  with  the  above 
report. 


595-39-SA 

APPLICANT  Harold  Massey,  for  American  Radiator- 
Standard  Sanitary  Corporation,  owner. 

SUBJECT— -Standard  Ideal  Gas-Fired  Boiler,  Model  4-G 
sizes  13  15,  17,  19,  21,  22,  25,  28,  31,  33,  37  and  41,’ 
approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  .OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  Tp  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 

THE  RESOLUTION  (595-39-SA) 

Whereas,  Harold  Massey,  for  American  Radiator- Stand¬ 
ard  Sanitary  Corporation,  owner,  filed  on  May  8,  1939,  an 
application  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  appliance  known  as  the  Standard  Ideal  Gas- 
fjttd  Boiler,  Model  4-G,  sizes  13,  15,  17,  19,  21,  22,  25,  28,  31, 
33,  37  and  41 ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads  : 

REPORT  OF  COMMITTEE  ON  TESTS 

June  12,  1944. 

Re:  Cal.  595-39-SA. 

Subject :  Standard  Ideal  Gas-Fired  Boiler,  Model  4-G, 
approval  of. 

.  The  American  Radiator-Standard  Sanitary  Corpora¬ 
tion,  owner,  filed  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  Standard  Ideal  Gas- 
Fired  Boiler,  Model  4-G,  under  the  provisions  of  C26- 
178.0, b  for  use  under  C26-690.0  and  C26-697  of  the 
Administrative  Building  Code. 

DESCRIPTION 

The  Standard  Ideal  Gas-Fired  Boiler,  Model  4-G,  is  a 
vertical  cast  iron  sectional  boiler  manufactured  for  use 
with  a  low  pressure  steam  heating  system  or  hot  water 
systems.  Sections  are  assembled  at  the  factory  with  push 
nipples  and  tie  rods.  Basic  equipment  consists  of  raised 
drilled  port  burners  with  gas  valve  electrically  operated 
from  a  room  thermostat  and  mechanically  controlled  by 
steam  pressure  or  water  temperature  regulator.  Gas  bur¬ 
ners  are  completely  surrounded  by  cast  iron  water-backed 
surfaces.  Low  water  cutoff  is  provided  on  steam  installa¬ 
tions.  Combination  altitude  gauge  and  thermometer  is 
provided  on  hot  water  installation.  A  thermostatic  safety 
pilot  and  draft  divertor  is  provided  for  all  sizes.  A  pop 
safety  valve  is  provided  on  steam  installations  and  is  set 
at  15  lbs. 


.  The  boiler  is  insulated  with  1"  asbestos  air-cell  insula- 
tion.  The  entire  boiler  insulation  is  enclosed  within  gray 
vitreous  enamel  jacket.  1  hrottling,  limit  and  safety  pilot 
controls  function  independently  of  current  supply,  and 
are  integrated  so  as  to  furnish  completely  automatic  heat 
from  any  standard  room  thermostat. 

The  number  of  sections  height,  length  and  width  of 
boiler  vary  with  the  heating  requirements  from  2  end  and 
4  centre  sections  to  2  ends  3  intermediate  and  36  centre 
sections..  The  size  of  gas  manifold,  number  of  burner 
cocks,  size  of  throttling  valves,  safety  pilots  also  vary 
with  the  heating  requirements.  Secondary  air  is  supplied 
through  fixed  openings  in  the  sheet  metal  jacket.  Com¬ 
bustion  products  pass  up  between  sections  and  vent 
through  to  a.  chimney  flue,  depending  in  size  on  the 
number  of  boiler  sections. 

The  controls  consist  of  a  ^586  or  565  throttling  valve 
with  thermostatic  pilot  or  an  MHV  15  motor  valve  with 
Baltimore  safety  pilot,  a  Reynolds  or  Pittsburgh  Equit- 
able  Gas  Pressure  Regulator,  a  vertical  cone  draft  hood. 
With  steam  installations,  a  steam  pressure  regulator,  a 
A.G.P.  resettling  low  water  cut-off  compound  steam 
gauge  and  pop  safety  valve.  With  hot  water  installations 
a  water  temperature  regulator  and  a  combination  altitude 
gauge  and  thermometer. 

This  appliance  has  been  approved  by  the  American  Gas 
Association,  Certificates  4-83-2010,  to  4-83-2017,  dated 
February  16,  1936.  One  of  these  appliances  was  in¬ 
spected  at  380  Clinton  avenue,  Brooklyn,  by  the  Com¬ 
mittee  on  Tests.  It  was  found  to  have  operated  success¬ 
fully  for  a  period  of  seven  years. 

Recommendation 

On  the  basis  of  the  inspection  by  the  Committee  on 
Tests  and  the  approval  of  the  American  Gas  Association, 
the  Committee  on  Tests  recommends  the  approval  of  the 
Standard  Ideal  Gas-fired  Boiler,  Model  4-G,  for  use  in 
New  York  City  under  the  provisions  of  C26-191.0a  and 
Art.  12,  Administrative  Building  Code,  when  manu¬ 
factured  and  installed  in  accordance  with  this  report  and 
the  approval  of  the  American  Gas  Association,  provided 
the  appliance  bears  a  label,  permanently  affixed,  reading: 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
Use  in  New  York  City  under  Cal.  595-39-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Standard  Tdeal 
Gas-Fired  Boiler,  Model  4-G,  sizes  13,  15,  17,  19,  21,  22,  25, 
28,  31,  33,  37  and  41,  on  condition  that  the  appliance  be  manu¬ 
factured,  installed,  and  labelled,  stamped  or  tagged  in  accord¬ 
ance  with  the  above  report. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

25-43-A 

APPLICANT — Columbia  University,  College  of  Pharmacy 
of  the  City  of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 113-117  West  68th  street,  north 
side,  97  ft.  6j4  in.  east  of  Broadway  (Block  1140, 
Lot  23),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jane  M.  Pritchard. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
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ACTION  OF  BOARD— Laid  over  to  July  11,  1944  at  10 
A.M„  for  further  consideration. 


314-44-A 

APPLICANT— Ajax  Holding  Co.,  Inc.,  for  Med  Realty 
Holding  Co.,  Inc.,  owner  (Henry  B.  Cohen  Drug 
Co.  lessee). 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 243-245  East  35th  street,  north 
side,  100  ft.  west  of  2nd  avenue  (Block  916,  Lots  26 
and  27),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  E.  Horwood. 

For  Administration  :  Insp.  Meyer,  Fire  Dep  t. 

ACTION  OF  BOARD— Laid  over  to  July  18,  1944  at  10 
A.M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


383-44-A 

APPLICANT— Herbert  Heitman,  for  West  Disinfecting 
Co.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 42-18  West  street,  west  side,  200 
ft.  south  of  Jackson  avenue  and  south  side  of  Jackson 
avenue,  50  ft.  west  of  West  street  (Building  No.  2)  ; 
(Block  264,  Lot  1),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Herbert  Heitman,  George  H.  Heuer, 
Jr.,  R.  E.  Stock  and  S.  T.  Schratz. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1944  at  10  A.M., 
for  further  consideration. 


343-44-A 

APPLICANT— Judson  E.  Schnall,  for  McDonough  Realty 
Corporation,  owner  (Lehigh  Lumber  Co.,  lessee). 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2183  McDonald  avenue,  east 
side,  20.78  ft.  south  of  Avenue  T  and  2030-2050  West 
street  (Block  7104,  Lots  325,  275  and  237),  Borough 
of  Brooklyn  (Under  section  35,  General  City  Law, 
re  bed  of  mapped  streets — Sloan  place  and  Whitney 

Til  P  CP  ) 

APPEARANCES-  r 

For  Applicant :  Judson  E.  Schnall  and  M.  Cohen. 
For  Opposition:  Samuel  Sutro,  Peter  V.  Caccihione, 
Edward  Vogel,  S.  R.  Putterman  and  others. 

For  Administration:  Fred  Dahlem  and  John  E. 
Davis,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 


applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  . 
Negative:  . 


4 

0 


173-42-A 

APPLICANT— Sidney  L.  Strauss,  for  Ponok  Realty  Cor¬ 
poration,  owner  (Adamas  Carbide  Corporation, 
lessee) . 

SUBJECT— Application  reopened  March  7,  1944— re  Appeal 
from  a  decision  re  an  order  of  the  fire  commis¬ 
sioner.  . , 

PREMISES  AFFECTED— 40-30  23rd  street,  west  side,  150 
ft.  south  of  40th  avenue  (Block  409,  Lot  38),  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . 
Negative:  . 


4 

0 


THE  RESOLUTION  (173-42-A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  40-30 — 23rd  street,  west 
side,  150  ft.  south  of  40th  avenue  (Block  409,  Lot  38),  Long 
Island  City,  Borough  of  Queens,  was  dismissed  for  lack  of 
prosecution  on  June  2,  1942;  and 

Whereas,  the  applicant  requested  a  reopening  of  the  case 
and  restoration  to  the  calendar ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  March  7,  1944  and  restored  to  the  calendar;  and 

Whereas,  order  95847-LC,  issued  by  the  fire  commissioner 
October  27,  1943  and  repeated  in  a  decision  of  the  fire  com¬ 
missioner  dated  January  14,  1944  reads: 

“1.  Remove  all  cylinders  of  hydrogen  gas  from  the 
premises  and  discontinue  the  further  storage  and  use  of 
hydrogen  gas  on  said  premises  for  the  reason  that  its 
present  use,  storage  and  manipulation  creates  a  great 
hazard  and  is  not  in  the  interest  of  public  safety.  09-11, 
Administrative  Code.” 


Whereas,  the  applicant  states  that  the  building  is  1  story 
(12  ft.)  in  height,  25  ft.  by  100  ft.  in  area,  of  class  3  con¬ 
struction,  erected  in  1926,  located  in  an  unrestricted  use, 
B  area  district  and  used  since  1940  as  a  factory  for  powdered 
metallurgy  products — 30  persons,  for  which  no  Certificate  of 
Occupancy  has  been  issued ;  and 
Whereas,  the  applicant  contends  that  the  hydrogen  gas.  is 
used  as  a  cutting  agent  and  is  never  exposed  to  the  outer  air ; 
that  a  manifold  has  been  installed  properly  valved  with  five 
cylinders  of  hydrogen  in  use  at  one  time  and  five  additional 
cylinders  connected  to  the  manifold  to  be  used  when  neces¬ 
sary  ;  that  the  piping  is  properly  valved  as  indicated  on  plans 
filed  with  this  appeal  marked  “Received  June  22,  1944”  and 
the  entire  installation  is  under  the  constant  supervision  of 
engineers  qualified  in  metallurgy;  that  iron  ladder  to  scuttle 
in  roof  will  be  properly  maintained. 

Resolved,  that  the  decision  of  the  fire  commissioner,  as  to 
Order  95847-LC,  Objection  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  number  of  cylinders  of  hydrogen  stored  shall  not 
exceed  ten;  that  such  cylinders  shall  be  installed  and  main¬ 
tained  substantially  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  June  22,  1944”  and  as  herein  proposed; 
that  the  piping,  instead  of  being  cast  iron  as  indicated,  shall 
be  cast  steel  or  standard  weight  wrought  iron  and  such  piping 
and  equipment  shall  be  firmly  supported  and  protected 
against  breakage  or  damage;  that  such  equipment  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner,  and 
in  addition,  a  flash  back  arrestor  shall  be  installed  and  main¬ 
tained  and  located  as  shall  be  directed  by  the  fire  commis¬ 
sioner;  that  the  operator  shall  hold  a  certificate  of  fitness; 
that  during  this  occupancy,  no  motor  vehicle  shall  enter  this 
premises ;  "that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  that  a  double  rung  iron  ladder  leading  to 
scuttle  with  easy  opening  device  shall  be  maintained  from 
the  floor  to  roof  toward  the  rear;  that  a  certificate  of 
occupancy  shall  be  obtained  in  view  of  the  change  of  use 
from  a  garage  to  the  use  as  proposed. 


858-42-A 

APPLICANT — Board  of  Higher  Education,  City  of  New 
York,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 695  Park  avenue,  east  side, 
from  East  68th  street  to  East  69th  street,  57  East 
68th  street  and  54  East  69th  street  (Block  1403, 
Lot  1),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Otto  Ochsenreiter. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (858-42-A) 

Whereas,  Board  of  Higher  Education  of  the  City  of 
New  York,  owner  filed  December  9,  1942,  an  appeal  from  a 
decision  of  the  fire  commissioner,  affecting  premises  695 
Park  avenue,  57  East  68th  street  and  54  East  69th  street, 
east  side  of  Park  avenue  between  East  68th  street  and  East 
69th  street  (Block  1403,  Lot  1),  Borough  of  Manhattan; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
May  28,  1942  and  repeated  in  a  decision  of  the  fire  commis¬ 
sioner  dated  December  3,  1942,  reads: 

“Before  a  permit  may  be  issued  for  you  to  store  or 
use  alcohol,  etc.,  the  following  must  be  done: 

1.  Limit  the  storage  of  benzol  and  toluol  to  one  gal¬ 
lon  as  required  by  Section  C19-51-B-1,  Art.  8,  Adminis¬ 
trative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  16 
stories  (232  ft.)  in  height,  200  ft.  10  in.  by  305  ft.  2  in.  in 
area,  of  class  1  construction,  erected  in  1940,  located  in  a 
residence  and  business  use,  B  area  district,  partially  equipped 
with  a  sprinkler  system,  and  equipped  with  a  standpipe  sys¬ 
tem  ;  used  and  occupied  as  follows :  sub-cellar — storage  and 
mechanical  equipment;  cellar— cafeteria,  kitchens,  swimming 
pool;  basement — locker  rooms;  1st  floor — assembly  hall, 
auditorium  and  offices— 2nd  floor— assembly  hall,  auditorium 
and  offices ;  3rd  floor — social  rooms,  auditorium,  class  rooms ; 
4th  floor — locker  rooms,  gymnasium,  class  rooms;  5th  floor 
—laboratories,  gymnasium,  class  rooms;  6th  floor — same; 
7th  floor — class  rooms;  8th  floor — class  rooms  and  labora¬ 
tories;  9th  floor — class  rooms;  10th  and  11th  floors — library; 
12th  to  15th  floors — class  rooms  and  laboratories;  16th  floor 

class  rooms  and  studios ;  penthouse — elevator  machine  and 
fan  rooms;  total  occupancy  throughout  the  building — 6,031 
persons;  and 

Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  two  specially  constructed  vaults  protected  by 
Co2  with  automatic  controls ;  than  in  one  vault,  not  more 
than  75  gallons  of  ethyl  alcohol  is  stored,  in  the  second  vault, 
nitric  and  sulphuric  acids,  in  the  3rd  vault,  hydrochloric 
acid ;  that  in  vaults  two  and  three,  the  following  inflammable 
materials  are  stored  :  benzol— 75  lbs. ;  toluol— 25  lbs. ;  ether 

50  lbs. ;  chloroform — 25  lbs. ;  that  the  Fire  Department 
objected  to  the  storage  of  more  than  one  gallon  of  benzol, 
etc. ;  that  there  are  240  students  taking  organic  chemistry 
and  frequently  more  than  two  gallons  are  used  in  one  after¬ 
noon  or  six  or  seven  gallons  in  one  week;  that  it  is  quite 
impossible  to  operate  the  Chemistry  Department  unless  per¬ 
mission  is  granted  to  store  larger  quantities  of  inflammable 
materials;  and 

Whereas  no  sprinkler  system  exists  in  the  portions  of 
this  building  affected  by  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  May  28,  1942,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  not 
more  than  25  gallons  of  benzol,  toluol  or  other  similar  in¬ 
flammable  liquids  shall  be  stored ;  that  such  material  shall 
be  stored  in  the  vault  in  Room  1509,  except  that  such 
reagent  amounts  may  be  maintained  in  the  laboratory  class 
rooms  as  are  necessary  for  instruction  purposes ;  that  the 
construction  of  the  vault,  and  the  fire  extinguishing  system 
as  stated  shall  be  maintained,  and  such  other  portable  fire 
fighting  appliances  as  the  fire  commissioner  shall  direct  shall 
be  provided. 


325-44-A 

APPLICANT — Ihomas  C.  Morgan,  for  The  Presbyterian 
Hospital,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 2-20  Haven  avenue  and  193-201 
Fort  Washington  avenue,  southwest  corner  (13th 
floor);  (Block  2139,  Lot  85),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Thomas  C.  Morgan. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative:  .  0 

THE  RESOLUTION  (325-44-A) 

Whereas,  Thomas  C.  Morgan,  for  the  Presbyterian  Hos¬ 
pital,  owner,  filed  on  June  2,  1944,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  2-20  Haven 
avenue  and  193-201  Fort  Washington  avenue,  southwest  cor¬ 
ner  (13th  floor)  ;  (Block  2139,  Lot  85),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  Order  38315-LC,  issued  by  the  fi  re  commis¬ 
sioner  May  16,  1944,  reads : 

“Before  a  permit  may  be  issued  for  your  refrigerating 
system,  the  following  must  be  done. 

1.  Remove  the  refrigerating  unit  (General  Electric) 
from  room  1320  laboratory  containing  4  lbs.  of  methyl 
chloride. 

Reason  :  Machine  is  not  of  the  hermetically  sealed 
type.  Section  C19-98.0-F.6,  Administrative  Code  of  the 
City  of  New  York.” 

and 

Whereas,  the  applicant  states  the  building  is  14  stories 
(170  ft.),  in  height;  196  ft.  by  116  ft.  in  area;  of  Class  1 
construction ;  erected  1928 ;  located  in  a  residence  use,  B 
area  district  and  used  throughout  as  a  hospital  with  offices 
and  laboratories  on  the  13th  floor,  which  is  occupied  by 
15  persons ;  that  the  building  is  equipped  with  a  standpipe 
system,  interior  fire  alarm  system  and  fire  drills  are  main¬ 
tained  and  that  there  are  two  3  ft.  8  in.  fireproof  stairs 
leading  from  the  roof  to  the  street;  and 

Whereas,  the  applicant  states  that  the  refrigerating  unit 
which  is  located  in  Room  1320,  Neurological  Institute,  is  not 
an  ordinary  refrigerated  unit,  but  is  a  specially  designed 
centrifuge  in  which  low  temperature  are  maintained  by  the 
refrigerating  unit;  and 

Whereas,  the  applicant  contends  that  the  centrifuge  has 
been  in  operation  since  1941  without  any  difficulties;  that 
it  is  in  constant  use  for  urgent  war  work  and  it  would  cer¬ 
tainly  hamper  the  progress  of  a  vital  war  project  to  interrupt 
its  operation;  that  the  refrigerating  unit  is  located  in  a 
chemical  laboratory  three  floors  above  any  hospital  wards, 
so  that  there  is  no  hazard  to  patients ;  that  the  laboratory  is 
well  equipped  with  hoods  which  would  readily  remove  the 
gas  should  any  escape. 

Resolved,  that  order  38315-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  item  1,  on  condition  that  the  hood  and 
ventilating  duct  through  the  roof  shall  be  maintained ;  that 
the  door  leading  from  Room  1320  to  the  corridor  shall  be 
metal,  self-closing  and  reasonably  tight-fitting;  that  in  addi¬ 
tion,  a  ventilating  louvre  shall  be  installed  and  maintained  in 
one  of  the  windows  facing  northerly;  and,  granted  only  so 
long  as  the  conditions  are  maintained  to  the  satisfaction  of 
the  fire  commissioner. 


328-44-A 

APPLICANT — 60  Sheriff  Street  Corporation,  owner  (Vic¬ 
tory  Burlap  Bag  Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 
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PREMISES  AFFECTED— 60  Sheriff  street,  east  side,  150 
ft.  south  of  Rivington  street  (1st  floor)  ;  (Block  333, 
Lot  7),  Borough  of  Manhattan. 
APPEARANCES—  ,  .  _  . 

For  Applicant:  Leonard  Belford  and.  Morris  Steir. 
For  Administration:  Insp.  Meyer,  hire  Dept,  and 
Fred  Dahlem,  Dept,  of  Housing  and  Buildings. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Ounn. . 
Negative:  . 


n 

0 


THE  RESOLUTION  (328-44-A) 

Vvhereas,  6U  Sheriff  Street  Corporation,  owner  (Victory 
Burlap  Bag  Company,  lessee),  filed  June  2,  1944,  an  appeal 
from  an  order  ot  the  fire  commissioner,  affecting  premises 
60  Sheriff  street,  east  side,  150  ft.  south  of  Rivington 
street  (1st  floor);  (Block  333,  Lot  7),  Borough  of  Man¬ 
hattan  ;  and 

Vvhereas,  Order  35589-LC,  issued  by  the  fire  commis¬ 
sioner  August  13,  1943,  and  repeated  in  a  decision  of  the 
fire  commissioner,  dated  May  4,  1944,  reads: 

“With  reference  to  your  application  dated  July  19, 
1943,  for  a  permit  to  store  and  use  burlap  bags  or  bag¬ 
ging  at  above  location,  1  regret  to  inform  you  that  thjs 
department  is  without  power  to  grant  such  a  permit  for 

the  reason:  _ 

Premises  are  located  within  50  ft.  of  a  place  of  public 
assembly  (Synagogue)  and  for  the  further  reason, 
no  evidence  submitted  showing  Department  of  Hous¬ 
ing  and  Buildings  has  certified  that  use  and  occupancy 
conform  to  the  use  district  (zoning  resolution)  in 
which  premises  are  located. 

You  are  therefore,  hereby,  advised  to : 

(1)  Discontinue  the  storage  of  any  combustibles, 
fibre  or  material  on  these  premises  in  a  quantity 
exceeding  one  ton.  Sec.  C19-149-B-Article  26,  Ad¬ 
ministrative  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories, 
(38  ft.)  in  height;  25  ft.  by  80  ft.  in  area  at  1st  floor; 
25  ft.  by  30  ft.  in  area  at  typical  floor ;  of  Class  3  con¬ 
struction,  with  an  extension  of  metal  and  wood,  erected 
prior  to  1900;  located  in  a  business  use,  C  area  district 
and  used  as  follows:  1st  floor,  burlap  and  burlap  bagging, 
1  person ;  2nd  floor,  dwelling,  3  persons ;  3rd  floor,  dwelling, 
3  persons;  that  the  building  is  equipped  with  one  wood 
stairway,  approximately  36  in.  wide  from  roof  bulkhead 
directly  to  the  street,  enclosed  in  plastered  partitions  with 
no  openings  therein  and  one  fire  escape  at  rear  which  ex¬ 
tends  to  the  roof  by  ladder  and  to  the  yard  by  ladder  with 
egress  from  its  termination  through  doors  in  a  fence  to 
adjoining  lot;  and 

Whereas,  the  applicant  has  filed  a  communication  dated 
April  18,  1944,  signed  by  the  Borough  Superintendent,  De¬ 
partment  of  Housing  and  Buildings,  stating  that  inspec¬ 
tion  discloses  there  is  no  objection  under  the  zoning  reso¬ 
lution  to  use  of  first  story  for  storage,  repair  and  bailing 
of  burlap  bags  under  the  laws,  ordinances,  rules  and  regu¬ 
lations  over  which  that  department  has  jurisdiction,  and 

Whereas,  the  applicant  contends  that  the  ground  _  floor 
only  is  used  as  a  bag  and  burlap  business ;  there  is  no 
open  flame  of  any  kind  used  in  connection  with  this  busi¬ 
ness;  that  there  are  no  employees  except  the  proprietor; 
that  the  premises  have  been  used  for  bag  and  burlap  busi¬ 
ness  since  1912;  that  prior  to  that  time  and  at  least  until 
1900,  the  premises  were  used  as'  a  hay  and  feed  store 
business;  that  the  synagogue  is  in  the  building  adjoining  to 
the  south;  that  the  occupants  of  the  1st  floor  of  the  build¬ 
ing  in  question  observe  the  same  religious  holidays  as 
the  members  of  the  synagogue  in  the  adjoining  building 
and  thus  the  tenant  is  not  working  in  the  building  in 
question  during  the  principal  times  the  synagogue  is  in 
use;  and 


Whereas,  it  appears  from  the  records  of  the  Depart¬ 
ment  of  Housing  and  Buildings  and  the  testimony  of  the 
owner  that  the  premises  have  been  occupied  since  before 
1916  for  the  present  use  or  one  substantially  similar  thereto. 

Resolved,  that  the  decision  of  the  Fire  Commissioner  as 
to  order  35589-LC  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  'on  condition  that 
there  shall  be  no  openings  in  the  side  lot  line  wall  adjacent 
to  the  Synagogue;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto ;  and,  granted  only  so  long  as  the 
conditions  set  forth  are  substantially  maintained  and  to 
the  satisfaction  of  the  fire  commissioner. 


Adjourned:  12:20  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  27,  1944 

Present :  Chairman  Murdock,  Commissioners  Blum  and 
Savage  and  Deputy  Chief  Chief  Gunn. 


ZONING  CASES 

67-33-BZ 

APPLICANT — -Hyman  Wiener,  for  Harry  Weissberg, 
owner. 

SUBJECT- — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent) '  previously  granted  under 
section  7f  of  the  zoning  resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station  for  a  temporary  period. 

PREMISES  AFFECTED — 3900  Baychester  avenue  and 
1225  East  233rd  street,  northeast  corner  (Block 
4955,  Lot  1),  Borough  of  The  Bronx. 

.  APPEARANCES— 

For  Applicant :  Flyman  Wiener. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  . 1 


THE  RESOLUTION  (67-33-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  erection  and  maintenance  of  a  gasoline 
service  station,  affecting  premises  3900  'Baychester  avenue 
and  1225  East  233rd  street,  northeast  corner  (Block  4955, 
Lot  1),  Borough  of  The  Bronx,  was  granted  by  the  Board 
on  June  13,  1933,  on  certain  conditions  and  permit  extended 
on  April  21,  1936,  May  14,  1940  and  May  12,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  13,  1933  as  amended 
through  May  12,  1942,  only  in  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read  : 

“Granted  under  section  7f  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution.” 


915-40-BZ 

APPLICANT — Lama  and  Proskauer,  for  Mayer  Fish, 
owner  (Pauline  Pollock,  lessee). 
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SUBJECT— Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
extension  of  a  gasoline  service  station  and  the  erec¬ 
tion  of  a  new  accessory  building. 

PREMISES  AFFECTED — 639-641  Fourth  avenue,  south¬ 
east  corner  of  19th  street  (Block  637,  Lot  7),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative :  .  0 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (915-40-BZ) 


Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,,  permitting  in  a  business  use  district,  the  extension 
of  a  gasoline  service  station  and  the  erection  of  a  new  acces¬ 
sory  building,  affecting  premises  639-641  Fourth  avenue 
southeast  corner  of  19th  street  (Block  637,  Lot  7),  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  May  27,  1941  on 
certain  conditions,  time  extended  to  complete  the  work  on 
July  23,  1942  and  June  29,  1943;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  27,  1941,  as  amended 
through  June  29,  1943,  only  in  so  far  as  it  has  reference  to 
obtaining  permits  and  completion  of  the  work,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read  : 

“In  view  of  the  statement  by  the  applicant’s  repre¬ 
sentative  that  all  plans  have  been  filed,  with  and  approved 
by  the  borough  superintendent  but  that  no  permit  has 
been  obtained  and  no  work  commenced,  all  permits  shall 
be  obtained  and  all  work  completed  within  one  (1)  year 
from  the  date  of  this  amended  resolution.” 


452-41-BZ 

APPLICANT — L.  A.  Kiesewetter,  for  The  Texas  Com¬ 


pany,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on- condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the 
construction  of  .  a  new  accessory  building  on  an 
existing  gasoline  service  station. 

PREMISES  AFFECTED — 406  Bay  street,  northwest  cor¬ 
ner  of  Clinton  street  (Block  505,  Lot  18),  Tomp- 
kinsville,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative:  . 0 

Absent:  Commissioner  Savage  .  1 

THE  RESOLUTION  (452-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  construc¬ 
tion  of  a  new  accessory  building  on  an  existing  gasoline 
service  station,  affecting  premises  406  Bay  street  northwest 
corner  of  Clinton  street  (Block  505,  Lot  18),  Tompkinsville 


Borough  of  Richmond,  was  granted  by  the  Board  September 
16,  1941,  on  certain  conditions,  resolution  amended  June  9, 
1942,  time  to  obtain  permits  and  complete  the  work,  extended 
on  October  6,  1942  and  May  4,  1943 ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  16,  1941  as 
amended  through  May  4,  1943,  only  in  so  far  as  it  has 
reference  to  the  completion  of  the  work,  so  that  as  amended, 
Ibis  portion  of  the  resolution  shall  read : 

in  view  of  the  statement  by  the  applicant’s  representa¬ 
tive  that  all  permits  have  been  obtained  and  the  work 
about  85%  completed,  all  work  shall  be  completed  within 
six  (6)  months  from  the  date  of  this  amended  reso¬ 
lution.” 


706-41-BZ 


M.  Murtha,  for  Viola  Murtha, 


APPLICANT— James 

owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 115-117  Beach  96th  street, 
northwest  corner  of  Shore  Front  parkway  (Block 

APPEARANCES^’  ^oc^away  ^eacb>  Borough  of  Queens. 

For  Applicant :  James  M.  Murtha. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  . '  ’  ‘  q 

Absent :  Commissioner  Savage  . .  '  l 


THE  RESOLUTION  (706-41-BZ) 


whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  form  a 
term  ot  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles,  affecting  premises  115-117  Beach  96th 
street  northwest  corner  of  Shore  Front  parkway  (Block 
o33,  Lot  76),  Rockaway  Beach,  Borough  of  Queens,  was 
granted  by  the  Board  on  July  14,  1942,  on  certain  con¬ 
ditions  and 


Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  14,  1942,  only  in  so 
tar  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to 
permit  the  premises  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  on 
condition,  *  *  *” 


987-41-BZ 

APPLICANT— Louis  A.  Kiesewetter,  for  The  Texas  Com¬ 
pany,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  thereof,  per¬ 
mitting  in  a  business  use  district,  the  reconstruction 
and  erection  of  a  new  accessory  building  upon  an 
existing  gasoline  service  station. 
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PREMISES  AFFECTED— 736-746  Linden  boulevard,  and 
796-804  Utica  avenue,  southwest  corner  (Block  4675, 
Lot  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended.  _ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative:  . ® 

Absent:  Commissioner  Savage  .  1 


THE  RESOLUTION  (987-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  recon¬ 
struction  and  erection  of  a  new  accessory  building  upon  an 
existing  gasoline  service  station,  affecting  premises  736-746 
Linden  boulevard  and  796-804  Utica  avenue,  southwest  cor¬ 
ner  (Block  4675,  Lot  6),  Borough  of  Brooklyn,  was  granted 
by  the  Board  on  June  8,  1943,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  8,  1943,  only  in  so  far 
as  it  has  reference  to  obtaining  permits  and  completion  of 
the  work,  so  that  as  amended,  this  portion  of  the  resolution 
sli3.ll  read  • 

“that  all  permits  required,  shall  be  obtained  and  all  work  _ 
completed  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 


1101-41-BZ 

APPLICANT — Louis  A.  Kiesewetter,  for  The  Texas  Com¬ 
pany,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete' — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  business  and  partly 
in  an  unrestricted  use  district,  the  reconstruction  of 
an  existing  gasoline  service  station.  ' 
PREMISES  AFFECTED— 451-457  Flushing  avenue  and 
713-721  Bedford  avenue,  northeast  corner  (Block 
2263,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

N  egative  :  . . .  ® 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (1101-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
an  unrestricted  use  district,  the  reconstruction  of  an  existing 
gasoline  service  station,  affecting  premises  451-457  Flushing 
avenue  and  713-721  Bedford  avenue;  northeast  corner 
(Block  2263,  Lot  1),  Borough  of  Brooklyn,  was  granted  by 
the  Board  on  July  21,  1942,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  July  21, 
1942,  only  in  so  far  as  it  has  reference  to  obtaining  permits 
and  completion  of  the  work,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“that  in  view  of  the  statement  by  the  applicant  s  repre¬ 
sentative  that  plans  have  been  filed  with  the  borough 


superintendent  and  no  permits  have  been  obtained  and 
no  work  started,  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
531-43-S 

APPLICANT— Abraham  J.  Halprin,  for  Carbide  and  Car¬ 
bide  Realty  Co.,  Inc,  owner  (Quality  Art  Novelty 
Co,  Inc,  lessee). 

SUBJECT— Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 30-02  to  30-20  Thompson  ave¬ 
nue,  south  side,  from  30th  street  to  30th  place,  45-01 
to  45-15  30th  street  and  45-02  to  45-16  30th  place 
(cellar)  ;  (Block  274,  Lot  1),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Isidore  Sohn. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep  t. 
ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Commissioners  Savage  and  Blum 

and  Deputy  Chief  Gunn  .  3 

Negative :  0 

Absent :  Chairman  Murdock  .  1 

THE  RESOLUTION  (531-43-S) 

Whereas,  Abraham  J.  Halprin,  for  Carbide  and  Carbon 
Realty  Co,  Inc,  owner  (Quality  Art  Novelty  Co,  Inc, 
lessee),  filed  October  29,  1943,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  30-02 
to  30-20  Thompson  avenue,  south  side,  from  30th  street  to 
30th  place,  45-01  to  45-15  30th  street  and  45-02  to  45-16 
30th  place  (cellar)  ;  (Block  274,  Lot  1),  Long  Island  City, 
Borough  of  Queens ;  and  _  . 

Whereas,  order  11107-LF  issued  by  the  fire  commissioner 
September  3,  1943,  reads : 

“1.  Remove  all  partitions  not  built  of  incombustible 
material  as  per  Sec.  263  and  270  of  the  Labor  Law. 

and 

Whereas,  this  order  was  repeated  in  a  decision  t>f  the 
fire  commissioner  dated  October  1,  1943 ;  and 

Whereas,  the  applicant  states  that  the  building  is  7  stories 
and  penthouse  (106  ft.  11  in.),  in  height,  200  ft.  by  301 
ft.  in  area,  of  class  1  construction,  erected  in  1914,  located 
in  an  unrestricted  use,  A  area  district  and  used  and.  oc¬ 
cupied  as  follow's :  cellar — engine  room,  electric  switch¬ 
board ;  1st  floor— advertising— 40  persons;  2nd  and  3rd 
floors— manufacturing  post  cards— 100  persons  each;  4th 
floor — storage  of  post  cards — 20  persons  ;  5th  floor  manu¬ 
facturing  post  cards — 200  persons  ;  6th  floor — manufactur¬ 
ing  radio  receivers — 225  persons  ;  7th  floor — offices— 400 
persons  ;  penthouse — advertising — 15  persons  ;  that  the  build¬ 
ing  is  equipped  with  a  two  source  sprinkler  system,  a 
standpipe  system,  interior  fire  alarm  system  and  fire  drills 
are  maintained  and  that  there  are  six  44  in.  fireproof  stairs 
leading  from  the  roof  to  the  street;  and 

Whereas,  the  applicant  contends  that  this  appeal  applies 
to  the  cellar  which  is  occupied,  by  the  Quality  Art  Noveltv 
Company;  that  about  3j4  years  ago,  all  partitions  of  wood 
were  removed;  that  apparently  the  partitions  and  shelves 
which  remained  and  which  are  indicated  on  plans  filed  with 
this  appeal,  were  overlooked ;  that  it  is  impossible  to  re¬ 
place  the  wood  shelving  with  steel  shelving,  as  the  ma¬ 
terials  are  unobtainable  at  the  present  time;  that  the  cellar 
partitions  and  shelving  do  not  interfere  with  the  operation 
of  sprinklers ;  it  is  therefore  requested  that  the  order  of  the 
fire  commissioner  be  modified  or  extended  for  at  least  six 
months  after  the  duration  of  the  present  emergency. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  an  order  of  the  fire  commissioner,  and 
that  the  application  be  and  it  hereby  is  granted  as  to  Order 
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11107-LF,  Item  1,  on  condition  that  the  partitions  in  the 
cellar,  as  shown  on  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  October  29,  1943,”  may  be  continued  for  a  term  of 
two  years  from  the  date  of  this  resolution  and  thereafter 
shall  be  removed  or  replaced  with  lawful  partitions ;  that 
in  all  other  respects,  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto 
other  than  as  modified  by  the  Board  under  Cal.  Nos.  90-35- 
A,  529-39-S,  591-42- S  and  Cal.  No.  242-44-A,  as  amended 
through  June  27,  1944. 


128-44-A 

APPLICANT- — Home  Storage  and  Warehouse  Co.,  Inc., 
lessee,  for  James  Juliano,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 250-254  17th  street,  south  side, 
70  ft.  east  of  Fifth  avenue  (front  and  rear  build¬ 
ings)  ;  (Block  1873,  Lot  12),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Paul  Brunn,  Walter  E.  Weekes, 
Joseph  J.  Brill  and  William  Pepe. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  _ 

Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Gunn  .  3 

Negative:  .  0 

Absent:  Chairman  Murdock  . 1 


THE  RESOLUTION  (128-44-A) 

Whereas,  Home  Storage  and  Warehouse  Co.,  Inc.,  lessee, 
for  James  Juliano,  owner,  filed  February  25,  1944  an  appeal 
from  an  order  of  the  fire  commissioner  affecting  premises 
250-254  17th  street,  south  side,  70  ft.  east  of  Fifth  avenue 
(front  and  rear  buildings)  ;  (Block  1873,  Lot  12),  Borough 
of  Brooklyn;  and 

Whereas,  order  11050-LF,  issued  by  the  fire  commissioner 
August  24,  1943,  reads: 

“3.  Provide  throughout  the  building  a  fixed  fire  ex¬ 
tinguishing  system  or  other  means  for  the  extinguish¬ 
ment  of  fire  satisfactory  to  the  Fire  Commissioner.  09- 
161.0  Administrative  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated  Feb¬ 
ruary  4,  1944,  reads : 

“In  your  letter  to  us  of  December  23rd,  you  stated  that 
no  appeal  had  been  filed  in  connection  with  Order  11050- 
LF  pending  in  this  Department  inasmuch  as  you  did  not 
know  whether  or  not  a  Certificate  of  Occupancy  for  the 
use  of  the  premises  would  be  issued  by  the  Depart¬ 
ment  of  Housing  and  Buildings.  We  have  written  to 
the  Department  of  Housing  and  Buildings  and  their 
reply  indicates  that  there  was  an  Alteration  Applica¬ 
tion  filed  (No.  94-1944).  This  application  has  not 
been  approved  and  it  is  recommended  that  the  owner 
consult  his  architect. 

Inasmuch  as  it  is  a  responsibility  of  the  Fire  Com¬ 
missioner  to  issue  Orders  for  the  protection  of  life 
and  property,  it  will  be  necessary  that  you  furnish 
this  office  with  definite  word  as  to  whether  or  not  the 
fixed  fire  extinguisher  system  ordered  is  to  be  installed. 

If  we  do  not  receive  some  assurance  by  return  mail 
that  the  work  is  to  be  started  or  an  appeal  filed  with 
the  Board  of  Standards  and  Appeals,  we  will  have  no 
alternative  but  to  forward  the  case  to  our  Legal  Divis¬ 
ion  for  proper  action.” 
and 

Whereas,  the  applicant  states  that  the  premises  con¬ 
sist  of  two  buildings,  the  building  at  the  front  of  the  lot  is 
3  stories  (28  ft.)  in  height,  30  ft.  by  75  ft.  2  in.  in  area, 
and  the  rear  building  which  is  2  stories  (28  ft.)  in  height, 

50  ft.  by  19  ft.  4  in.  in  area,  erected  prior  to  1900,  located 
in  a  business  use,  B  and  C  area  district  and  used  and  occu¬ 
pied  since  prior  to  1914  as  follows:  front  building — storage 
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of  household  furniture — cellar,  1st,  2nd  and  3rd  stories; 
Rear  building — storage  of  furniture — cellar,  1st  and  2nd 
stories — no  occupants ;  that  there  is  a  3  ft.  wide  wood 
stairs  in  each  building  leading  from  the  roof  bulkhead  to 
grade ;  that  the  stairs  in  the  front  building  are  enclosed  in 
partitions  constructed  of  sheet  rock;  that  there  is  one  fire 
escape  located  on  the  rear  of  252  17th  street,  which  ex¬ 
tends  to  the  roof  by  ladder  with  egress  to  the  street 
through  court  yard  from  its  termination ;  and 

Whereas,  Violation  5091  of  1943  was  issued  August  18, 
1943  for  changing  the  occupancy  of  the  three  story  frame 
building  at  rear  of  premises  to  storage  warehouse,  without 
obtaining  a  certificate  of  occupancy ;  and 

Whereas,  the  applicant  contends  that  252  17th  street  is 
of  brick  and  frame  construction  and  has  been  used  as  a 
warehouse  since  prior  to  July  25,  1916;  that  the  westerly 
portion  of  htis  building  is  fireproof ;  that  the  other  portion 
to  the  rear  of  252  17th  street  is  of  frame  construction  and 
has  been  similarly  used  for  many  years ;  that  both  buildings 
are  used  for  household  goods  storage  and  both  buildings 
are  equipped  with  sand  pails,  water  pails  and  carbon  tetra 
chloride  fire  extinguishers ;  that  there  are  42  water  pails, 
20  sand  pails  and  23  carbon  tetra  chloride  extinguishers 
installed  throughout  the  front  and  rear  buildings ;  that 
upon  receipt  of  Violation  5091-43  issued  by  the  borough 
superintendent,  Alteration  Applic.  94-44  was  filed ;  that 
this  application  has  not  yet  been  approved;  that  the  ma¬ 
terials  required  for  the  installation  of  the  sprinkler  system 
in  compliance  with  the  fire  department  order  are  not  avail¬ 
able  at  the  present  time  and  it  is  therefore  requested  that 
the  Board  waive  the  requirements  for  this  installation  and 
accept  the  equipment  now  installed  in  the  building  as  suf¬ 
ficient. 

Resolved,  that  order  11050-LF  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  as  to  Item  3,  on  condition  that 
a  thermostatic  alarm  shall  be  provided  throughout  the  two 
front  buildings;  that  the  frame  building  in  the  rear  of  the 
premises  shall  be  demolished  and  removed  within  sixty 
(60)  days ;  that  a  dry  non-automatic  system  covering  both 
cellars  with  a  single  hose  inlet  connection  shall  be  pro¬ 
vided  ;  that  the  front  buildings  shall  be  made  to  comply 
with  the  requirements  of  law  therefor,  within  two  years 
from  the  date  of  this  resolution,  and  in  the  meantime,  the 
above  requirements  shall  be  carried  out  and  such  part  of 
the  fire  fighting  appliances  shall  be  maintained  as  the  fire 
commissioner  shall  direct 


242-44-A 

APPLICANT — Oswald  Fischer,  for  Carbide  and  Carbon 
Realty  Co.,  Inc.,  owner  (P'ada  Radio  and  Electric 
Co.,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 30-02  to  30-20  Thomson  avenue, 
south  side,  from  Thomson  to  47th  avenues  and  30th 
street  to  30th  place  (6th  and  part  of  4th  floors)  ; 
(Block  274,  Lot  1),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Oswald  Fischer  and  Louis  C. 
Mancuso. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dept, 
and  Fred  Dahlem,  Dep’t  of  Housing  and  Build¬ 
ings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative:  .  0 

THE  RESOLUTION  (242-44-A) 

Whereas,  Oswald  Fischer,  for  Carbide  and  Carbon 
Realty  Co.,  Inc.,  owner  (Fada  Radio  and  Electric  Co., 
Inc.,  lessee),  filed  April  24,  1944,  an  appeal  from  a  de- 
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cision  of  the  borough  superintendent,  affecting  premises 
30-02  to  30-20  Thomson  avenue,  south  side,  between  30th 
place  and  30th  street  (6th  floor  and  part  of  4th  floor)  ; 
(Block  274,  Lot  1),  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  14,  1944  on  Alt.  Applic.  1417-43  reads : 

“3.  Non- fireproof  partitions  in  a  fireproof  building 
is  contrary  to  section  10.4.3.1  B.C. ;  also-  contrary  to 
Sec.  270,  sub.  6  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  7 
stories  and  penthouse,  (90  ft.)  in  height,  200  ft.  by  301 
ft.  in  area,  of  class  1  construction,  erected  in  1914,  lo¬ 
cated  in  an  unrestricted  use,  A  area  district  and  used  and 
occupied  as  follows:  cellar — boiler  room,  pump  room  and 
storage — 2  persons;  1st  floor — shipping,  receiving  and  offices 
—20  persons;  2nd  floor — manufacturing  greeting  cards,  of¬ 
fices  and  storage — 100  persons  ;  3rd  floor — same — 100  per¬ 
sons  ;  4th  floor — manufacturing  greeting  cards,  storage, 
packing,  shipping  and  office — 80  persons  ;  5th  floor — manu¬ 
facturing  greeting  cards  and  offices — 100  persons — 6th  floor 
— manufacturing  of  vital  war  instruments  and  offices — 480 
persons;  7th  flooi — offices — 400  persons;  penthouse — adver¬ 
tising  and  display — 6  persons;  that  the  building  is  equipped 
with  a  two  source  sprinkler  system,  standpipe  system,  in¬ 
terior  fire  alarm  system  and  fire  drills  are  maintained ; 
that  there  are  four  interior  44  in.  wide  fireproof  stairs 
and  two  fire  towers  extending  from  the  roof  to  the  street; 
and 

Whereas,  Violation  2016-43  was  issued  for  erecting  frame 
partitions  on  6th  floor  without  obtaining  permit ;  _  and 
Whereas,  the  applicant  contends  that  the  building  is 
fireproof  and  faces  on  three  streets,  is  equipped  with  a 
two  source  automatic  sprinkler  system,  a  standpipe  system, 
interior  fire  alarm  system ;  that  the  tenant  occupying  a 
portion  of  the  4th  floor  and  the  entire  6th  floor  is  engaged 
in  the  manufacture  of  products  vital  to  the  war  effort  and 
the  conduct  of  this  tenant’s  business  has  necessitated  the 
subdivision  of  the  area  to  provide  facilities  for  various  con¬ 
tracts ;  that  such  subdivision  must  be  flexible  so  that  rapid 
changes  can  be  made  in  the  various  spaces  available ;  that 
temporary  non-fireproof  partitions  have  been  erected  to  sub¬ 
divide  a  portion  of  the  4th  floor  and  the  entire  6th  floor; 
that  these  partitions  consist  of  190  linear  feet  on  the  4th 
floor  and  950  linear  feet  on  the  6th  floor;  that  the  parti¬ 
tions  are  8  ft.  high  except  for  24  linear  feet  on  the  4th 
floor  and  210  linear  feet  on  the  6th  floor,  which  extend  to 
the  ceiling;  that  all  partitions  are  constructed  of  wood 
studs  covered  with  sheet  rock  on  one  side  for  the  8  ft. 
high  partitions  and  both  sides  for  the  partitions  extending 
to"  the  ceiling ;  that  all  partitions  are  provided  with  wood 
doors,  swinging  in  the  direction  of  egress ;  that  in  view 
of  the  highly  secretive  work  being  carried  on,  the  fact  that 
the  building  is  sprinklered,  equipped  with  a  standpipe  sys¬ 
tem,  interior  fire  alarm  system  and  fire  drills  are  main¬ 
tained  and  that  the  floors  in  question  are  equipped  with 
fire  fighting  stations  with  approved  portable  fire-fighting 
appliances,  it  is  requested  that  a  variation  of  the  require¬ 
ments  of  the  Labor  Law  be  granted,  to  permit  the  non- 
fireproof  partitions,  as  herein  described  and  as  shown  on 
plans  filed  with  this  appeal,  to  remain  for  the  duration 
of  the  present  emergency. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1417-43,  and  that  the  application 
be  and  it  hereby  is  granted,  as  to  Objection  3,  on  condition 
that  no  additional  partitions  shall  be  constructed  other  than 
in  accordance  with  the  requirements ;  that  the  existing  com¬ 
bustible  partitions,  as  indicated  on  plans  filed  with  this 
appeal  marked  “Received  April  24,  1944”,  shall  be  either 
removed  or  replaced  with  lawful  partitions  within  two  (2) 
years  from  the  date  of  this  resolution;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  other  than 


as  modified  by  the  Board  under  Cal.  Nos.  90-35-A,  529-39-S, 
597-42- S  and  Cal.  No.  531-43-S  as  amended  through  June 
27,  1944. 


265-44-A 

APPLICANT— Martyn  N.  Weinstein,  for  MacIntyre  Build¬ 
ing  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 874  Broadway  and  27-29  East 
18th  street,  northeast  corner  (Block  847,  Lot  24), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Martyn  L.  Weinstein  and  Raymond 
Leonie. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. ,  4 

Negative:  .  0 

THE  RESOLUTION  (265-44-A) 

Whereas,  Martyn  N.  Weinstein,  for  MacIntyre  Build¬ 
ing  Corporation,  owner,  filed  May  1,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  prem¬ 
ises  :  874  Broadway  and  27-29  East  18th  street  northeast 
corner  (Block  847,  Lot  24),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  26,  1944,  re  Amendment  to  Alt.  Applic.  265-44, 
reads : 

“4.  New  stairway  should  be  enclosed  in  3  hour  fire 
test  rating  materials  and  should  be  3  ft.  8  in.  wide. 
Sec.  271  L.L.  Sec.  275  L.L.  and  sec.  6.4. 1.1  6.4.10.1 
B.C.,  also  3.2.1.  B.C.  Reconsideration  denied.” 

and 

Whereas,  the  applicant  states  the  building  is  10  stories, 
(140  ft.)  in  height,  24  ft.  1  in.  and  88  ft.  by  88  ft.  in 
area  at;  first  floor ;  24  ft.  1  in.  and  88  ft.  4  in.  by  78  ft.  in 
area  at  typical  floor ;  Class  1  construction ;  erected  in  1890 ; 
located  in  unrestricted  use,  B  area  district ;  used  since  1934 
as  follows :  Cellar,  boilerroom  and  storage,  0  persons ;  1st 
floor,  store,  15  persons;  2nd  to  10th  floors  inclusive,  offices 
and  lofts,  25  persons  per  floor ;  penthouse — office,  2  per¬ 
sons;  proposed  to  be  used  and  occupied:  Cellar  and  1st 
floor,  same;  2nd  to  10th  floors  inclusive,  offices  and  manu¬ 
facturing,  25  persons  per  floor;  penthouse — office,  2  per¬ 
sons  ;  that  the  building  is  equipped  with  a  standpipe  system ; 
there  is  one  existing  fireproof  stairs  from  the  roof  to  the 
street,  and  one  additional  fireproof  stairs  is  proposed ;  and 
Whereas,  the  applicant  contends  that  during  the  past 
ten  years,  some  of  the  area  on  the  various  floors  was  leased 
to  tenants  engaged  in  manufacturing  in  conjunction  with 
their  office  space;  that  the  Dept,  of  Housing  and  Buildings 
issued  a  violation,  requiring  them  to  obtain  a  certificate 
of  occupancy  for  factory  use;  that  the  existing  fireproof 
stairway,  which  leads  from  the  Broadway  street  level  to  the 
roof,  is  entirely  enclosed  in  4  in.  fireproof  block  parti¬ 
tions  plastered  on  both  sides  and  has  a  minimum  width 
of  4  ft.  2  in. ;  that  the  number  of  occupants  on  each 
floor  does  not  exceed  25  persons ;  that  in  order  to  overcome 
the  violation  and  make  the  building  comply  with  the  Labor 
Law,  it  is  proposed  to  install  a  3  ft.  wide  interior  fireproof 
stairway,  completely  enclosed  in  fireproof  block  partitions  in 
lieu  of  an  exterior  iron  screened  stairway  on  the  street 
facade  of  the  building;  that  the  only  logical  location  for 
the  proposed  stairway,  without  disturbing  too  much  of  the 
rented  floor  area,  is  between  the  chimney  stack  and  the 
freight  elevator,  at  which  points  there  exists  double  12  in. 
by  15  in.  steel  girders  in  every  tier;  that  this  condition 
restricts  the  stairs  to  limited  space  and  thus  determines  the 
proposed  width  of  3  feet;  that  the  existing  fireproof  stair¬ 
way  is  more  than  50%  wider  than  is  required  for  the 
number  of  occupants  in  the  building. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  265-44,  Objection  4.  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
the  existing  means  of  egress  shall  be  maintained  as  pro¬ 
posed  and  in  addition,  a  secondary  means  of  egress  con¬ 
sisting  of  an  interior  stair  leading  to  East  18th  street  shall 
be  constructed  and  maintained;  that  such  stair  shall  com¬ 
ply  with  all  the  requirements  of  the  law  therefor,  except 
that  the  width  of  treads  may  be  36  inches;  that  an  interior 
fire  alarm  system  shall  be  installed  and  maintained  and  fire 
drills  shall  be  maintained ;  that  each  floor  shall  be  rented 
to  one  tenant  only,  except  that  if  any  floor  area  above  the 
1st  story  is  subdivided  and  any  subdivision  occupied  for 
factory  purposes  for  more  than  one  (1)  person,  such  space 
shall  be  so  arranged  as  to  provide  two  means  of  egress, 
leading  to  the  public  hall  which  in  turn,  leads  to  the  two 
interior  stairways;  that  the  number  of  persons  per  floor 
shall  not  exceed  twenty-five  (25)  ;  that  the  building  shall 
not  be  increased  in  height  or  area;  that  the  requirements 
of  the  resolution  adopted  by  the  Board  under  Cal.  No.  27- 
31-A,  relating  to  fireproof  windows  and  fire  shutters  as 
well  as  the  requirements  of  the  Labor  Law,  shall  be  com¬ 
plied  with ;  that  in  all  other  respects,  the  building  and  oc- 
cupancv  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  including  all  other  requirements  of  the 
Labor  Law ;  that  a  new  Certificate  of  Occupancy  shall  be 
obtained. 


295-44-A 

APPLICANT — Mason,  Au  and  Magenheimer  Confection¬ 
ery  Manufacturing  Co.,  Inc.,  lessee,  for  Triname 
Realty  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED- — 22-28  Henry  street  and  73-79 
Middagh  street,  northwest  corner  (Block  211,  Lot 
22  and  part  of  Lot  2),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  Frank  G.  Hoyt  and  Waldemar  H. 
Haug. 

For  Administration :  Fred  Dahlem,  Dept,  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :' Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  . V  0 

THE  RESOLUTION  (295-44-A) 

Whereas,  MaSon,  Au  and  Magenheimer,  Confectionery 
Manufacturing  Co.,  Inc.,  lessee,  for  Triname  Realty 
Corporation,  owner,  filed  May  19,  1944  an  appeal  from  a 
decision  of  the  fire  commissioner,  affecting  premises  22-28 
Henry  street  and  73-79  Middagh  street,  northwest  corner 
(Block  211,  Lot  22  and  part  of  Lot  2),  Borough  of  Brook¬ 
lyn;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
April  24,  1944  reads: 

“We  have  your  letter  of  April  11th  wherein  you  re¬ 
quest  a  permit  for  your  employees  to  smoke  in  certain 
areas  of  your  factory  building.  Please  be  informed 
that  your  request  must  be  denied  for  the  reason  that 
smoking  is  prohibited  by  the  Rules  of  the  Board  of 
Standards  and  Appeals  and  the  provisions  of  the 
Labor  Law.” 
and 

Whereas,  the  applicant  states  that  the  building  is  6 
stories  and  basement  (approximately  84  ft.)  in  height,  65 
ft.  by  100  ft.  in  area,  of  class  6,  mill  construction,  erected 
in  1890,  located  in  an  unrestricted  use,  B  area  district  and 
used  and  occupied  as  follows:  cellar — boiler  room  and 
storage — 4  persons;  1st  floor — shipping  and  office — 20  per¬ 
sons;  2nd.  3rd  and  4th  floors — candy  manufacturing  and 
packing — 25  persons  on  the  2nd  floor,  10  persons  on  the 


3rd  floor  and  40  persons  on  the  4th  floor;  5th  and  6th 
floors — candy  manufacturing— 1 1  persons  on  the  5th  floor 
and  20  persons  on  the  6th  floor;  that  the  building  is  equipped 
with  a  two  source  sprinkler  system,  an  interior  fire  alarm 
system  and  fire  drills  are  not  maintained ;  that  there  is 
one  54  inch  wide  fireproof  stairs  from  the  street  to  the 
roof  and  one  fire  escape  at  the  front  of  the  building  from 
the  top  story  with  egress  from  lowest  balcony  by  ladder 
to  the  street;  that  windows  and  doors  on  the  course  of  the 
fire  escape  are  fireproof ;  and 
Whereas,  the.  applicant  contends  that  application  was 
made  to  .  the  Fire  Department  for  permission  to  allow 
smoking  in  the  engine  room  and  in  certain  toilets,  wash¬ 
rooms  and  offices  of  the  building  in  question ;  that  it  is 
proposed  to  smoke  in  the  toilets  on  all  floors  and  in  wash¬ 
rooms  on  the  2nd  and  6th  floors,  the  office  of  the  factory 
superintendent  on  the  3rd  floor,  the  engine  room  in  the 
basement  and  the  office  at  the  northeast  corner  of  the 
building  on  the  ground  .floor;  that  the  superintendent’s 
office  on  the  3rd  floor  is  in  the  space  marked  “washroom” 
on  the  typical  floor  plan  of  the  building;  that  all  portions 
of  the  premises,  wherein  it  is  proposed  to  smoke,  are 
equipped  with  a  sprinkler  system,  except  the  engine  room  ; 
that  the  toilets  and  washrooms  have  concrete  floors;  that 
the  building  is  equipped  with  fireproof  stairwell  and  an 
exterior  fire  escape;  that  on  the  ground  floor  there  are 
five  exits  to  the  street  and  the  office  has  four  windows 
opening  to  the  street;  that  in  the  engine  room  there  are  six 
full  length  windows  opening  to  the  street,  which  provide 
exit  to  the  sidewalk  and  an  emergency  exit  is  provided  by 
means,  of  iron  ladder  from  the  boiler  room  to  the  sidewalk- 
on  Middagh  street  and  from  the  basement  by  a  doorway 
in  the  rear,  opening  to  the  space  under  the  loading  plat¬ 
form  and  thence  by  a  ramp,  leading  to  the  sidewalk;  that 
there  is  also  an  exterior  stairway  at  the  rear  of  the  build¬ 
ing  to  Henry  street;  that  in  view  of  these  facts,  there  will 
be  .no  increase  in  fire  hazards  or  risk  to  the  employees  if 
variance  is  granted  as  herein  requested. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner  dated 
April  24,  1944,  and  that  the  application  be  and  it  hereby  is 
granted  on  condition  that  no  smoking  shall  be  permitted 
except  in  the  spaces  above  described ;  that  in  such  spaces, 
such  portable  metal  containers  shall  be  installed  and  main¬ 
tained  for  smokers’  refuse  as  the  fire  commissioner  shall 
direct;  that  anything  of  a  combustible  nature,  deemed 
dangerous  by  the  fire  commissioner  and  all  rubbish,  shall 
be  removed  and  kept  removed  from  the  spaces  wherein 
smoking  is  herein  permitted ;  that  the  sprinkler  system  and 
other  portable  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct;  that  in  all  other  re¬ 
spects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  other  than 
as  modified  by  the  Board  under  Cal.  506-43-S. 


305-44-A 

APPLICANT — Durkee  Famous  Foods  (Division  of  The 
Glidden  Co.),  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 45-10 — 94th  street  (Cord 

place)  :  (also  known  as  82-112  Corona  avenpe),  west 
side,  100  ft.  north  of  Corona  avenue  (Block  1600. 
Lot  4),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Edward  B.  Nitchie  and  Justus  H. 
Knam. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  . 

Affirmative:  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Gunn  .  3 

Negative:  .  0 

Absent :  Chairman  Murdock  .  1 
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THE  RESOLUTION  (305-44-A) 

Whereas,  Durkee  Famous  Foods  (Division  of  The 
Glidden  Company)  owner,  filed  May  23,  1944,  an  appeal 
from  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  45-10  94th  street  (Cord  place)  west  side,  100  ft. 
north  of  Corona  avenue,  and  82-112  Corona  avenue  (Block 
1600,  Lot  4),  Elmhurst,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
April  24,  1944,  reads  : 


PREMISES  AFFECTED — 233-245  Spring  street  north 
side,  123.8  ft.  east  of  Varick  street  and  20-24  Van 
Dam  street,  south  side,  274.1  ft.  east  of  Varick  stieet 
(8th  floor);  (Block  505,  Lot  36),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  B.  Mulhken. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings  and  Peter  Maher,  Fire  Dep  t. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 


*We  have  your  letter  of  April  11th,  wherein  you 
irequest  a  permit  for  your  employees  to  smoke  in  cer¬ 
tain  areas  of  your  factory  building  located  at  45-10 
94th  street,  Queens,  N.  Y.  Please  be  informed  that 
your  request  must  be  denied  for  the  reason  that  smoking 
is  prohibited  by  the  rules  of  the  Board  of  Standards 
and  Appeals  and  the  provisions  of  the  Labor  Law. 

and 

Whereas,  the  applicant  states  the  building  is  four  stories 
(52  ft.)  in  height;  100  ft.  by  400  ft.  in  area;  of  Class  1 
construction;  erected  1917;  located  in  an  unrestricted  use, 

C  area  district  and  used  and  occupied  as  a  food  factoiy, 
10  persons  on  the  cellar,  100  persons  on  the  1st  floor,  loO 
persons  on  the  2nd  floor ;  100  persons  on  the  3rd  floor  and 
100  persons  on  the  fourth  floor;  that  the  building  is  equipped 
with  a  two  source  sprinkler  system,  a  standpipe  system, 
and  five  3  ft.  8  in.  fireproof  stairs  from  the  roof  bulk¬ 
head  directly  to  the  street;  that  Certificate  of  Occupancy 
445,  issued  November  27,  1917,  permits  the  use  of  the 
building  throughout  as  a  factory ;  and 

Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  for  employees  to  smoke  in  the  office  sections  and 
lunchroom  at  the  easterly  end  of  the  building,  1st,  2nd  and 
3rd  floors,  and  in  the  boiler  room  at  the  westerly  end 
of  the  basement;  that  the  building  is  fireproof,  protected 
with  a  sprinkler  system ;  that  the  areas  in  which  permis¬ 
sion  to  smoke  is  requested,  are  not  used  for  factoiy  .pur¬ 
poses  and  are  separated  by  partitions  or  walls  from  the 
manufacturing  areas ;  that  the  fire  hazard  in  the  office  sec¬ 
tion  is  slight,  since  there  is  no  storage  of  any  quantity  of 
combustible  material ;  that  the  fire  hazard  in  the  boiler  room 
is  slight  and  if  the  applicant  is  able  to  provide  places  where 
employees  can  smoke  legally,  it  will  reduce  the  tendency 
to  smoke  illegally  in  hidden  spots  in  the  factory  and  it.  is 
felt  that  if  the  application  for  smoking  is  granted,  it  will  in¬ 
crease  rather  than  decrease  the  fire  protection. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of.  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner  dated 
April  24,  1944,  and  that  the  application  be  and  it  hereby 
is  granted  only  in  so  far  as  it  has  reference  to  smoking  in 
the  portions  of  the  premises  known  as  sales  office  on  the 
1st  floor,  offices  on  the  2nd  floor,  lunchroom  and  factory 
offices  on  the  3rd  floor  and  the  boiler  room  in  the  base¬ 
ment  all  as  shown  on  nlans  filed  with  this  appeal  marked 
“Received  May  23,  1944’’,  on  condition  that  smoking  shall 
be  limited  to  these  spaces  and  that  adequate  incombustible 
receptacles  for  smokers’  refuse  shall  be  provided  in  each 
space;  that  each  space  shall  be  provided,  in  addition, 
with  such  portable  fire-fighting  appliances  as  the  fire  com- 
missioner  shall  direct ;  that  all  refuse  and  combustible  ma- 
terial  shall  be  kept  removed  from  these  locations  ;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto,  and 
that  the  sprinkler  system  and  standpipe  system  shall  be 
maintained  to  the  satisfaction  of  the  Fire  Commissioner,  as 
modified  by  the  Board  under  the  Calender  25-44-A. 


308-44-A 

APPLICANT— Harry  B.  Mulliken,  for  Curtis  Spring  Street 
Corporation,  owner  (I.  Stern  and  Company,  Inc., 

lessee).  .  . 

SUB  TECT— Appeal  from  decisions  of  the  fire  commissioner 
and  the  borough  superintendent. 


THE  VOTE—  .  „  , 

Affirmative :  Commissioners  Savage  and  Blum 

and  Deputy  Chief  Gunn  .  3 

Negative :  . 

Absent :  Chairman  Murdock  .  1 

THE  RESOLUTION  (308-44-A) 

Whereas,  Harry  B.  Mulliken,  for  Curtis  Spring  Street 
Corporation,  owner,  (I.  Stern  and  Company,  Incorporated, 
lessee),  filed  May  24,  1944,  an  appeal  from  a  decision  of 
the  borough  superintendent,  and  a  decision  of  the  fire 
commissioner,  affecting  233-245  Spring  street,  north  side, 
123  8  ft  east  of  Varick  street  and  20-24  Van  Dam  street, 
south  side,  274.1  ft.  east  of  Varick  street  (8th  floor)  ; 
(Block  505,  Lot  36),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
May  2,  1944,  reads: 

“In  reply  to  your  request  to  install  panic,  bolts,  or 
other  device  on  the  doors  leading  to  the  exits .  of  the 
above  factory  building,  you  are  advised  that  Section  272, 
subdivision  3  of  the  State  Labor  Law  requires  that 
no  door  leading  into,  or  out  of  any  factory,  or  any 
floor,  shall  be  locked,  bolted  or  fastened  during  working 

Your  request  must  therefore  be  denied.  An  appeal 
may  be  filed  with  the  Board  of  Standards  and  Appeals 
within  30  days.” 


Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  23,  1944,  on  amendment  to  B.  N.  Applic.  979- 
44,  reads : 

“1.  No  door  leading  into  or  out  of  any  factory  or 
any  floor  thereof  shall  be  locked,  bolted,  or  fastened 
during  working  hours.  Sec.  272-3  Labor  Law.  Re¬ 
consideration  denied.” 


and  .... 

Whereas,  the  applicant  states  the  building  is  10  stories, 
(13?  ft.)  in  height;  150  ft.  by  214  ft.  in  area;  of  Class 
1  construction;  erected  1926  under  N.  B.  Applic.  449-1925, 
located  in  a  business  and  unrestricted  use ;  B  area  district 
equipped  with  a  standpipe  and  a  two  source  sprinkler  sys- 
tom  onH  ncprl  ein rp  1040  under  B.  N.  Applic.  23401  of  1940 


as  follows : 

Cellar  Boiler  room  and  storage 

1  —  Wholesale  paper  warehouse  &  office. .  60  persons 

2  —  Envelope  manufacture  and  office....  80 

3  —  Textile  Printing  and  office .  80  ^ 

4  —  Mounting  and  finishing  and  office -  80 

5  —  Manufacture  of  loose  leaf  folders 

and  office  .  100 

6  —  Storage  for  loose  leaf  folders  &  office  60  ( 

7  —  Printing  shop  and  office .  80 

8  — -  Processing  precious  metals  &  office. .  100 

9  — .  Western  Electric  reclaimation  Hdgts  100 

10  —  Printing  and  textile  printing  &  offices  120 


Whereas,  Certificate  of  Occupancy  No.  12141,  issued 
February  1,  1927.  on  completion  of  N.B.  Applic.  449  of 
1925,  permits  the  use  of  the  building  for  factory  and  offices, 
180  persons  on  each  floor,  not  more  than  25%  of  the 
floor  area  of  the  building  located  in  the  business  district 
to  be  used  for  manufacturing  purposes;  that  the  building 
is  equipped  with  one  fire  tower  and  two  stairs  of  fireproof 
construction,  leading  from  the  roof  to  the  street ,  and 
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Whereas,  the  lessee  was  convicted  and  sentence  sus¬ 
pended  in  Magistrates’  Court  on  May  5,  1944,  on  a  charge 
of  violating  Section  272  of  the  Labor  Law;  and 
Whereas,  the  applicant  contends  that  the  tenant  is  en¬ 
gaged  in  processing  precious  metals  into  bars,  plates,  sheets 
and  wire  for  use  by  manufacturers  of  medical  and  dental 
supplies  and  for  the  jewelry  and  watch  making  trades; 
that  the  materials  are  of  such  high  value  that  it  is  essential 
that  adequate  protection  be  maintained  against  sneak  thieves 
and  hold-up  bands  who  could  readily  enter  the  premises 
from  the  fire  tower  and  two  stairways ;  that  Section  C26- 
288.0  of  the  Administrative  Code,  makes  provision  for  ap¬ 
proval  by  the  borough  superintendent  of  the  use  of  approved 
tvpe  fastenings  on  exit  doors  of  premises  where  articles 
of  unusual  value  are  kept ;  that  the  labor  law  makes  no 
similar  provision;  that  the  door  leading  to  the  fire  tower 
will  be  equipped  with  approved  panic  bolt  to  operate  from 
*  the  loft  side;  that  the  exit  door  from  the  loft  to  the 
rear  elevator  hall  and  stairs  is  equipped  with  approved 
type  panic  bolt  and  in  addition  thereto  a  Segal  lock  with 
cylinder  to  hall  side  and  knob  inside;  that  this  door  can¬ 
not  be  locked  against  ready  exit;-  that  permission  is  re- 
.(  quested  to  retain  this  arrangement:  that  the  main  exit  to 
front  elevator  and  stair  hall  is  the  employee’s  entrance  and 
is  fastened  with  a  mortise  cylinder  front  door  lock,  set 
with  split  spindle  knobs  both  sides  and  a  electric  lock  re¬ 
lease  controlled  by  the  time  clerk  at  the  adjoining  desk  in 
,}  the  office;  that  in  addition,  there  is  a  Segal  lock  with  a 
evlinder  to  outside  and  knob  control  inside;  it  is  requested 
that  the  Board  prant  permission  to  retain  this  locking  ar¬ 
rangement  and  to  install  in  addition  thereto,  approved  panic 
bolts;  that  the  other  doors  leading  to  the  front  elevator 
hall  are  supplementary  exits  and  are  equipped  with  ordi¬ 
nary  office  tvpe  mortise  cylinder  locks,  knobs  both  sides 
and  split  spindles  with  Segal  locks  in  addition  •  that  as 
these  doors  are  not  required  by  law,  no  change  or  approval 
should  be  necessary ;  that  the  approval  of  the  Board  for 
these  conditions  is  sought,  not  only  for  the  period  of  the 
war  emergency,  but  permanently  for  the  term  of  the  present 
occunancv  and  use  by  this  tenant,  which  is  a  long  term 
lessee;  and 

Whereas,  the  applicant  has  filed  a  copy  of  the  recom¬ 
mendation  of  the  Plant  Security  Officer,  U.  S.  Army  Medi¬ 
cal  Purchasing  Office,  that  in  order  to  prevent  access  to 
the  premises  by  unauthorized  persons,  the  present  method 
i  of  nlant  protection  should  be  continued  ;  and 

Whereas,  applicant  has  amended  his  appeal  as  to  the 
'  Segal  locks  and  it  is  nowr  proposed  to  replace  the  existing 
Segal  locks  with  Segal  locks  having  cylinders  both  sides 
with  no  knobs  and  in  addition  thereto  to  install  panic 
bolts,  and  agrees  ,that  the  Segal  locks  will  not  be  locked 
during  working  hours. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
f  hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  fire  commissioner  dated 
Mav  2,  1944,  and  that  the  appeal  be  and  it  hereby  is  qranted 
only  so  far  as  it  pertains  to  the  installation  of  panic  bolts 
i  on  doors  leading  to  the  exits,  on  condition  that  only  ap- 
1  proved  panic  bolts  shall  be  installed  and  that  the  proposed 
tvne  of  lock  with  cylinders  on  both  sides  shall  be  pro¬ 
vided  ;  that  a  person  shall  be  designated  with  the  responsi¬ 
bility  of  insuring  that  said  doors  are  kept  unlocked  dur¬ 
ing  working  hours ;  that  this  variance  shall  continue  onlv 
during  the  term  of  the  present  emergency;  that  in  all 
other  respects,  the  building  and  occunancv  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


322-44-A 

APPLICANT — American  Nickel  Alloy  Manufacturing  Cor¬ 
poration,  lessee,  for  T.  S.  Gould  Son’s  Company, 
owner. 

SUBTECT — Anpeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 318  Third  avenue,  west  side. 
157  ft.  8  in.  south  of  Carroll  street  (Building  “A”)  ; 
(Block  453,  Lot  52),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Werner  B.  Lobbenberg. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Gunn  .  3 

Negative:  .  0 

Absent :  Chairman  Murdock  .  1 


THE  RESOLUTION  (322-44-A) 

Whereas,  American  Nickel  Alloy  Manufacturing  Cor¬ 
poration,  lessee,  for  J.  S.  Gould  Son’s  Company,  owner, 
filed  May  26,  1944  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  318  Third  avenue,  west 
side,  157  ft.  8  in.  south  of  Carroll  street  (Building  “A”)  ; 
(Block  453,  Lot  52),  Borough  of  Brooklyn;  and 
Whereas,  Order  12702-LF  issued  by  the  fire  commis¬ 
sioner  April  26,  1944,  reads : 

“2.  Arrange  all  exit  doors  leading  from  factory  so 
same  can  be  opened  from  both  sides  during  working 
hours.  Section  272  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (25  ft.  6  in.)  in  height,  50  ft.  by  300  ft.  in  area,  of 
class  4  construction,  erected  in  1907,  located  in  an  unre¬ 
stricted  use,  A  area  district  and  used  and  occupied  as  a 
smelting  plant  and  storage — 20  persons ;  and 
Whereas,  the  applicant  contends  that  on  the  north  side 
of  the  building,  which  is  300  ft.  in  length,  there  are  three 
fire  exit  doors  leading  to  a  neighboring  scrap  yard,  which 
is  operated  by  a  different  company;  that  these  doors  are 
100  ft.  apart  and  secured  on  the  inside  by  one  cross  bar 
resting  loosely  on  two  supports,  one  on  each  side  of  the 
door;  that  there  are  no  locks;  that  if  these  doors  can  be 
opened  from  the  outside,  anyone  from  the  scrap  yard  next 
door  would  have  free  access  to  the  factory;  that  in  this 
part  of  the  factory,  valuable  metals  are  stored  and  most 
of  the  time  the  employees  are  working  in  the  adjoining 
foundry,  so  that  there  will  be  no  control  over  people  enter¬ 
ing  the  factory,  which  does  government  work;  and 
Whereas  the  premises  were  inspected  by  a  committee 
of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  an  order  of  the  fire  commissioner  and 
that  the  application  be  and  it  hereby  is  qranted  as  to  Order 
12702-LF,  Item  2,  on  condition  that  the  bars  on  the  three 
exits  to  the  interior  yard  on  the  north  shall  be  permanently 
removed ;  that  such  exits  may  be  provided  with  approved 
panic  bolts;  that  the  yard  area  adjacent  to  these  three  exits, 
shall  be  kept  clear,  so  that  exit  from  this  building  to  street 
may  be  available  at  all  times ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  other  than  as  modified 
under  Calendar  392-41-A ;  that  this  variance  as  to  panic 
bolts  shall  continue  for  the  duration  of  the  present  emer¬ 
gency  and  aisles  shall  be  kept  clear  at  all  times  within  the 
building  leading  to  exits. 


327-44-A 

APPLICANT — Cafiero  and  Lacerenza,  for  Alena  F.  Car¬ 
penter,  Adela  Lyon  StewTart,  Catherine  Lyon 
Hutton,  William  H.  Lyon  and  (Herbert  L.  Car¬ 
penter,  Administrator),  owners  (Flatbush  Wilbur 
Co.,  Tnc.,  lessee). 

SUBTECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 546-554  Nostrand  avenue  and 
107-111  Herkimer  street,  northwest  corner  (Block 
1860,  Lot  56),  Borough  of  Brooklyn. 


I 
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APPEARANCES— 

For  Applicant :  William  A.  Lacerenza  and  Herbert 
L.  Carpenter. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (327-44-A) 

Whereas,  Cafiero  and  Lacerenza,  for  Herbert  L.  Car¬ 
penter,  Administrator,  owner  (Flatbush  Wilbur  Co.,  Inc., 
lessee),  filed  June  2,  1944  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  546-554  Nostrand 
avenue  and  107-111  Herkimer  street,  northwest  corner 
(Block  1860,  Lot  56),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  31,  1944  on  Alt.  Applic.  346-44,  reads: 

“1.  Provide  two  means  of  egress  complying  with 
the  requirements  of  Sec.  270  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(26  ft.)  in  height,  60  ft.  by  100  ft.  in  area,  of  class  3  con¬ 
struction,  1st  story  erected  in  1900,  2nd  story  in  1925  ;  located 
in  a  business  use,  C  area  district  and  used  since  July  1942  as 
follows  :  cellar — storage  and  boiler  room  ;  1st  floor — stores ; 
2nd  floor — offices  and  manufacturing  of  children’s  overalls — 
70  persons;  that  the  building  is  equipped  with  two  wood 
stairs  enclosed  in  partitions  constructed  of  wood  studs,  in. 
plaster  boards,  plastered  both  sides,  equipped  with  Y  hour 
self-closing  doors  and  leading  directly  to  the  street,  that  one 
stair  is  4  ft.  8  in.  in  width  and  the  other  stair  is  3  ft.  6  in. 
in  width ;  and 

Whereas,  Certificate  of  Occupancy  86925  issued  April  12, 
1938,  permits  the  use  of  the  building  as  follows :  cellar — 
ordinary;  1st  floor — stores;  2nd  floor— offices;  and 
Whereas,  Violation  3179-43  was  issued  April  29,  1943, 
for  occupying  the  2nd  floor  as  a  factory,  inconsistent  with 
the  last  issued  certificate  of  occupancy  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  fill  in 
superfluous  openings  in  the  stairhall  partitions  with,  studs, 
covered  on  both  sides  with  one  hour  fire  test  materials,  to 
provide  Y  hour  self-closing  exit  doors  to  stairhalls,  to 
swing  in  line  of  exit,  to  provide  2  ft.  by  3  ft.  counterbal¬ 
anced  scuttle  with  double  rung  iron  ladder  to  the  easteidy 
stair,  as  shown  on  Alt.  Applic.  346-44  filed  with  the  Borough 
Superintendent ;  and 

Whereas,  the  applicant  contends  that  there  is  no  safe 
egress  from  the  roof ;  that  the  second  floor  is  equipped  with 
two  iron  stairs  leading  directly  to  the  street ;  that  the  west¬ 
erly  stair  leading  to  Herkimer  street  is  of  wood  construc¬ 
tion,  3  ft.  6  in.  wide  at  top  and  4  ft.  4  in.  wide,  as  it  leads  to 
the  street  floor,  is  enclosed  with  8  in.  masonry  walls  through 
the  1st  story;  that  this  stairway  extends  to  the  roof. through 
a  bulkhead  and  is  enclosed  through  the  2nd  floor  with  wood 
stud  partitions  covered  with  J4  in.  plaster  boards  and  plaster 
both  sides;  that  this  stair  is  reduced  to  35 J4  in.  in  width  at 
the  vestibule  door;  that  the  easterly  stair  leading  to  Nostrand 
avenue  is  wood  construction,  4  ft.  8  in.  wide  throughout, 
without  openings  in  1st  story  or  cellar  and  is  enclosed  in 
wood  stud  partitions  covered  both  sides  with  y2  in.  plaster 
boards  and  plaster;  that  this  stairway  does  not  extend  to 
the  roof;  that  2  ft.  by  3  ft.  counterbalanced  scuttle  and 
double  rung  iron  ladder  will  be  provided  at  the  head  of  the 
stairhall  to  the  roof ;  that  all  doors  will  be  Y  hour  fire  test 
and  made  self-closing;  that  in  1925  under  Alt.  Application 
1237,  the  2nd  story  was  erected  to  be  used  as  a  furniture 
show  room  with  floor  load  of  120  lbs.  per  sq.  ft.;  that  in 
1938,  the  use  of  the  2nd  floor  was  changed  to  offices  and 
Certificate  of  Occupancy  86925  issued;  that  the  maximum 
number  of  persons  to  occupy  the  2nd  floor  will  be  70,  of 
which  24  females  and  4  males  will,  be  apportioned  to  the 
shop  for  the  manufacture  of  children’s  overalls. 


Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  346-44,  Objection  1,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  permitting  the  rear 
portion  of  the  second  floor  to  be  occupied  for  factory  pur¬ 
poses  as  proposed  and  as  indicated  on  plans  filed  with  this 
appeal  marked  “Received  June  8,  1944,”  on  condition  that  the 
spaces  underneath  the  factory  floor  on  the  first  floor  shall 
be  protected  with  a  wire  lath  and  plaster  ceiling  or  by  means 
of  sprinkler  heads,  which  may  be  connected  to  the  domestic 
water  supply,  where  such  spaces  are  used  for  hazardous 
occupancy  such  as  the  restaurant  kitchen ;  that  in  all.  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


337-44-A 

APPLICANT— Herbert  L.  Carpenter,  Executor,  Estate  of 
Alena  F.  Carpenter,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1239-1243  Fulton  street,  north 
side,  340  ft.  east  of  Bedford  avenue  (Block  1842, 
Lot  50),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Herbert  L.  Carpenter  and  Eric  A. 
Holmgren. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn  .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 


THE  RESOLUTION  (337-44-A) 

Whereas,  Herbert  L.  Carpenter,  Executor,  for  the  Es¬ 
tate  of  Alena  F.  Carpenter,  owner,  filed  June  7,  1944,  an 
appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises  1239-1243  Fulton  street,  north  side,  340 
ft.  east  of  Bedford  avenue  (Block  1842,  Lot  50),  Borough 
of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  5,  1944  on  Alt.  Applic.  665-44,  reads: 

“3.  The  second  means  of  exit  from  the  upper  floor 
should  conform  to  the  exit  Rule  8  of  the  Board  of 
Standards  and  Appeals. 

The  proposed  exit  across  the  roof  of  the  rear  fire¬ 
proof  building  does  not  do  so.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  and  mezzanine,  (44  ft.)  in  height,  60  ft.  by  95 
ft.  in  area,  of  class  3  construction,  erected  in  1894,  located 
in  a  business  use,  C  area  district  and  used  and.  occupied 
since  1944  as  follows:  cellar — ordinary  and  heating  plant; 
1st  floor — stores;  2nd  floor — repairing  upholstered  furni¬ 
ture — 16  persons;  mezzanine — light  storage  (furniture  ma¬ 
terials) — no  persons;  that  the  buildin~  is  equipped  with 
one  4  ft.  3  in.  and  5  ft.  5  in.  wide  iron  stairs  enclosed  in 
fire  retarded  partition,  equipped  with  metal  covered  self¬ 
closing  doors  and  leading  directly  to  the  street  and  one 
fire  escape  at  rear,  which  leads  to  the  yard  by  stairs  with 
egress  from  its  termination  by  ladder  to  the  roof  of  the 
one  story  building  at  rear;  that  the  windows. at  1st  story 
on  course  of  fire  escape  are  fireproof  self-closing;  and 
Whereas,  the  applicant  contends  that  the  existing  second 
means  of  egress  from  the  2nd  floor  is  through  a  large 
window  in  the  rear  wall  with  balcony  and  iron  ladder 
to  yard  level  and  from  yard  bv  inclined  ladder  to  the 
roof  of  one  story  fireproof  building  at  the  rear  under  the 
same  ownership;  that  in  addition,  it  is  proposed  to  pro¬ 
vide  an  iron  bridge  from  platform  to  the  roof  .  of  the 
building  at  the  rear  and  an  iron  stairs  from  said  roof 
to  the  open  yard  at  the  westerly  end  of  the  one  story 
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fireproof  building  at  the  rear;  that  egress  can  be  had  from 
this  point  directly 'to  the  street;  that  the  means  of  exit 
proposed,  will  be  more  convenient  and  better  than  required 
!•  by  the  Code;  that  in  case  of  emergency,  additional  egress 
can  be  had  to  the  roof  of  the  adjoining  building  at  the 
easterly  side,  through  the  present  window  on  side  wall ; 
j .  that  in  view  of  these  conditions  and  the  small  number  of 
occupants  employed,  it  is  requested  that  the  decision  of  the 
borough  superintendent  be  modified,  so  as  to  accept  the 
means  of  egress  as  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  665-44,  Objection  3,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it,  hereby  is  granted 
on  condition  that  the  primary  means  of  exit  and  the  second¬ 
ary  means  of  exit,  consisting  of  steel  bridge  from  the 
second  story  'to.  the  roof  of  adjoining  building  under  the 
same  ownership,  and  thence  by  steel  stairs  to  grade,  shall 
be  maintained;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto;  and  shall  be  maintained  as  shown 
on  plans  filed  with  this  appeal  marked  “Received  June 
7,  1944.” 

349-44-A 

APPLICANT — Charles  M.  Spindler,  for  Arthur  Haynes, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 193  Lefferts  place,  north  side, 
128  ft.  1  y2  in.  west  of  Franklin  avenue  (Block  2016, 
Lot  58),  Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant:  Joseph  C.  Haus. 

For  Administration :  Henry  Pheney  and  Fred 
Dahlem,  Dep’t  of  Housing  and  Buildings. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioner  Blum  .  2 

Negatiye :  Commissioner  Savage  and  Deputy 

Chief  Gunn  .  2 

THE  VOTE  TO  RECONSIDER— 

Affirmative :  Chairman  Murdock,  Commisssion- 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn  .  4 

Negative:  .  0 

THE  VOTE  T9  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn  .  4 

Negative:  . 0 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION  AS  TO  USE  OF  BATTERIES— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn  .  4 

Negative  .  0 


THE  RESOLUTION  (349-44-A) 

Whereas,  Charles  M.  Spindler,  for  Arthur  Haynes,  own- 
••  er,  filed  June  12,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  193  Lefferts 
place,  north  side,  128  ft.  1E>  in.  west  of  Franklin  avenue 
)  (Block  2016,  Lot  58)  Borough  of  Brooklyn;  and 

•  ^  hereas,  the  decision  of  the  borough  superintendent, 
dated  June  8,  1944,  on  Alt.  Applic.  1154-44,  reads: 

“L  Proposed  change  of  occupancy  of  3  story  brick- 
building  to  nursery  is  contrary  to  Sec.  4.2.1  as  per  Sec. 
21.3.5  of  the  Building  Code  as  a  fireproof  building  is 
required. 

2.  Provide  3  ft.  0  in.  stair  enclosed  in  3  hr.  par¬ 
titions.  Stairway  to  extend  to  roof.  To  comply  in  all 
respects  with  C26-292-0  of  the  Building  Code. 
j  3.  Floors  weak.  To  be  good  for  60  lbs.  live  load 
as  per  Sec.  7.32.2.3. 


4.  Provide  interior  fire  alarm  signal  system  as  per 
Rule  108-16-SR  of  the  Board  of  Stds.  and  Appeals.” 
and 

Whereas,  the  applicant  states  the  building  is  3  stories, 
(34  ft.  3  in.)  in  height;  20  ft.  by  65  ft.  in  area  at  1st 
floor;  20  ft.  by  43  ft.  in  area  at  typical  floor;  of  Class  3 
construction;  erected  about  1880;  located  in  a  residence  use, 
B  area  district  and  used  since  1939  as  furnished  rooms,  and 
proposed  to  be  used  and  occupied  as  follows :  cellar,  boiler 
room,  kitchen,  dining  room  and  play  room,  2  persons;  1st 
floor,  nursery  and  office,  32  persons;  2nd  floor,  nursery, 
47  persons ;  3rd  floor,  sleeping  rooms  for  attendants,  3 
persons;  that  the  building  is  equipped  with  one  2  ft.  8  in. 
wide  wood  stairs  enclosed  in  partitions  of  wood  studs, 
lath  and  plaster,  equipped  with  wood  doors  and  extending 
from  the  first  story  to  the  top  story,  and  proposed  to  be 
equipped  with  one  fire  escape  at  side  of  building  near  the 
rear,  extended  to  the  roof  by  ladder  and  to  the  yard  by 
drop  ladder  with  egress  through  an  open  yard  to  the  street ; 
and 

Whereas,  the  applicant  contends  as  to  Objection  1,  that 
the  nursery  will  be  confined  to  the  lower  floors,  the  3rd 
floor  being  used  solely  as  sleeping  quarters  for  the  attend¬ 
ants;  that  the  ceiling  of  the  2nd  story,  which  is  the  highest 
floor  to  be  used  as  a  nursery,  is  less  than  25  ft.  above 
grade;  and  contends  as  to  Objection  2,  that  the  primary 
exit  consists  of  a  2  ft.  8  in.  wide  stairway  from  cellar  to 
third  floor,  with  a  metal  clad  scuttle  and  stationary  iron 
ladder  to  the  roof ;  that  this  stairway  and  the  stairhall  arc 
snrinklered,  in  accordance  with  the  Multiple  Dwelling  Law 
sprinkler  rules;  it  is  requested  that  this  existing  means 
of  egress  be  accepted  with  the  proposed  fire  escape,  as  in¬ 
dicated  on  plans  filed  with  this  appeal ;  that  the  cellar, 
which  will  contain  a  play  room  used  in  conjunction  with  the 
nursery,  has  two  separate  exits  to  the  yard  and  thence 
to  the  street,  in  addition  to  the  interior  enclosed  stairs  en¬ 
closed  with  terra  cotta  block  partitions;  that  it  is  pro¬ 
posed  to  relocate  the  fireproof  self-closing  door  at  the  foot 
of  cellar  stairs,  to  make  these  stairs  accessible  without  pass¬ 
ing  through  the  boiler  room;  and  contends  as  to  Objection 
3,  that  since  the  occupants  will  be  children  and  the  actual 
live  load  will  be  less  than  in  a  dwelling  occupancy,  it  is 
requested  that  the  present  40  lb.  live  load  be  accepted;  and 
contends  as  to  Objection  4;  that  the  interior  fire  alarm 
system  should  be  omitted,  in  view  of  the  adequate  exits 
and  the  existing  sprinkler  system  in  the  stair  hall  and  the 
fact  that  the  building  is  accessible  to  the  Fire  Department ; 
that  a  non-coin  type  telephone  will  be  installed  in  the  office 
on  the  first  floor  and  a  card  posted,  giving  the  telephone 
number  of  fire  headquarters;  that  the  children  will  be  under 
the  supervision  of  qualified  adults  at  all  times  and  that 
attendants  will  be  on,  the  premises  24  hours  a  day. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
actm~  on  Alt.  Applic.  1154-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  be  altered  and  maintained  substan¬ 
tially  as  proposed,  except  that  an  additional  exit  shall  be 
constructed  and  maintained  directly  from  the  play  room  at 
the  rear  of  the  cellar  to  the  exterior;  that  in  the  kitchen, 
sprinkler  heads  shall  be  maintained  over  the  range;  that 
such  sprinkler  heads  may  be  connected  to  the  existing 
sprinkler  system,  installed'  at  the  time  this  building  was 
classified  as  a  Class  B  Multiple  Dwelling,  in  the  stair  hall, 
and  that  such  stair  hall  sprinkler  system  as  approved  for 
such  Class  B  occupancy  shall  be  maintained ;  that  there 
shall  be  however,  an  application  filed  for  a  new  Certificate 
of  Occupancy  for  the  existing  use,  changing  from  the  use 
as  a  Class  B  converted  building;  that  in  lieu  of  the  electric 
alarm,  there  shall  be  installed  a  push  button  electric  system 
operating  a  gong  on  each  floor;  that  such  gong  shall  be 
not  less  than  6  in.  in  diameter;  that  such  system  may  be 
actuated  by  dry  cells  consisting  of  two  sets  of  six,  each  set 
of  six  connected  in  parallel,  and  properly  installed  in  the 
battery  cabinet  of  wood  or  metal  with  a  suitable  lock  and 
key  and  painted  red  and  marked  “Fire  Alarm  Battery”; 
that  such  batteries  shall  be  dated  and  shall  be  replaced  at 
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the  end  of  each  year;  that  this  system  shall  be  used  only 
for  alarm  in  case  of  fire  and  for  fire  drills ;  that  fire  drdls 
shall  be  maintained  at  least  once  every  two  weeks  and  under 
the  control  of  instructors  who  are  in  charge  of  the  nursery 
school,  and  during  such  drills  all  means  of  exit  shall  be 
used ;  that  a  non-coin  telephone  shall  be  maintained  in  the 
office  on  the  first  floor  with  a  card  posted  giving  the  tele¬ 
phone  number  of  fire  headquarters ;  that  the  floor  load  shall 
be  posted  of  not  less  than  40  lbs.  per  superficial  foot  through¬ 
out,  and  that  such  floor  load  shall  not  be  exceeded ;  that 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


361-44-A 

APPLICANT— Robert  J.  Reiley,  for  St.  Clare’s  Hospital, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 9  East  71st  street,  north  side, 
145  ft.  west  of  Madison  avenue  (Block  1386,  Lot 
10),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  J.  Reiley  and  Leo  F.  La 
Porte. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

N  egative :  .  0 

THE  RESOLUTION  (361-44-A) 

Whereas,  Robert  J.  Reiley,  for  St.  Clare’s  Hospital, 
owner,  filed  June  15,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  9  East  71st  street, 
north  side,  145  ft.  west  of  Madison  avenue  (Block  1386,  Lot 
10),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  13,  1944,  on  Alt.  Applic.  660-44,  reads: 

“1.  Exits  to  conform  to  Article  6  of  the  Building 
Code  as  follows : 

a.  Provide  fire  tower  as  required  by  Secs.  6.5.1, 
6.5.2. 

b.  Provide  two  lawful  remote  means  of  egress  from 
each  floor,  6.1.2.2.3a,  6.1.2.4-4. 

d.  Winders  on  required  stairs  not  permitted,  6.4. 1.4. 

e.  Stairs  to  be  at  least  44  in.  wide  and  of  capacity 
required  by  Section  6.4. 1.1,  Para.  1  and  2. 

g.  Termination  of  required  stairs  at  lowest  levels 
as  shown  questioned.  6.4.1.11,  Para.  5  and  Para  K, 
introd.  paragr.” 

Whereas,  the  applicant  states  the  existing  unfinished 
building  is  8  stories  (104  ft.)  in  height;  50  ft.  by  92  ft.  in 
area ;  of  Class  1  construction ;  located  in  a  residence  use,  B 
district  area  district  and  erected  in  1931  for  use  as  a  one 
family  dwelling,  but  never  occupied  and  the  building  is  pro¬ 
posed  to  be  used  and  occupied  as  follows:  sub-cellar, 
mechanical  equipment,  no  persons ;  cellar,  kitchen,  dining 
rooms  and  store  rooms,  5  persons,  plus  use  of  chapel  and 
dining  rooms;  1st  floor,  chapel,  offices  and  ward,  6  persons, 
plus  use  of  chapel  and  dining  rooms;  2nd  floor,  wards,  and 
private  rooms,  14  persons;  3rd  floor,  wards  and  private 
rooms,  12  persons ;  4th  floor,  wards  and  private  rooms,  13 
persons;  5th  floor,  wards  and  private  rooms,  11  persons;  6th 
floor,  private  rooms  and  sister’s  rooms,  9  persons ;  7  and 
8th  stories,  treatment  rooms ;  that  the  building  is  equipped 
with  two  fireproof  interior  stairs,  equipped  with  fireproof 
self-closing  doors  and  leading  from  the  roof  to  the  street, 
through  halls  and  passageways,  as  indicated  on  plans  filed 
with  this  appeal ;  that  it  is  proposed  to  install  a  standpipe 
system  and  an  interior  fire  alarm  system ;  and 

Whereas,  the  applicant  states  that  request  is  hereby  made 
for  exceptions  to  Article  6  of  the  Building  Code  pertaining 


to  fire  tower,  existing  exit  stair  widths,  winders  on  existing 
stair,  and  locations  of  exit  stair ;  that  the  alteration  consists 
of  bringing  to  completion  an  almost  completed  building,  in¬ 
cluding  some  alterations  of  the  interior  to  accommodate  a 
change  of  use ;  and 

Whereas,  the  applicant  contends  that  this  building  was 
originally  planned  as  a  residence ;  that  construction  was  be¬ 
gun  in  1931  and  brought  to  completion,  with  the  exception  of 
interior  finishes  in  portions  of  the  building ;  that  St.  Clare  s 
Hospital  intends  to  use  the  building  as  a  convalescent  home ; 
that  the  existing  building  has  no  fire  tower,  although  it  is 
over  85  ft.  in  height ;  that  the  existing  fireproof  stairs  are 
38  in.  and  40  in.  wide  respectively ;  that  one  existing  stair  has 
winders ;  that  termination  of  required  stairs  at  lowest  levels 
is  questionable ;  and 

Whereas,  the  applicant  contends  that  this  appeal  to  allow 
the  existing  conditions  to  remain  is  based  on  the  following . 

1.  (Absence  of  fire-tower)— occupancy  as  a  convalescent 
home,  would  be  exceedingly  low  in  comparison  with  the 
total  area  of  the  building,  total  occupancy  being  70  persons 
including  patients,  nursing  Sister  and  help ;  that  the  roof 
of  main  area  of  building  is  93  ft.  3  in.  above  street  cuib 
(8  ft.  3  in.  higher  than  85  ft.  limit)  ;  that  this  is  the  roof 
of  the  6th  floor,  above  which  are  no  living  rooms  or  bed¬ 
rooms;  that  extending  11  ft.  6  in.  above  this  roof,  is  a  roof- 
house  of  minor  area  which  will  be  used  for  treatments  on ly , 
that  this  roof  house  is  19  ft.  9  in.  higher  than  85  ft.  limit; 
that  the  entire  population  of  70  patients,  Nursing  Sisters  and 
help  would  live,  eat  and  sleep  in  main  body  of  building 
which  exceeds  the  85  ft.  height  limit  by  only  8  ft.  3  in. , 
that  a  comparatively  small  proportion  of  this  70  population 
would  at  certain  times  occupy  the  roofhouse  comprising  only 
two  rooms,  and  then  for  treatment  only;  that  the  plan  of 
this  roof  house  (7th  floor  plan)  shows  that  these  two  rooms 
are  in  excellent  proximity  to  the  two  exit  stairs. 

2.  (Existing  stair-widths  38  in.  and  40  in.)  The  exist¬ 
ing  story  heights  are  exceptionaly  high ;  that  such  heights 
afford  greater  capacity  of  persons  in  stairs,  thereby  off¬ 
setting  the  existing  widths  of  the  stairs,  many  of  the  floor- 
to-floor  runs  of  the  stairs  will  accommodate  the  entire  popu¬ 
lation  of  70  persons,  and  these  spacious  runs  are  between 
the  lower  floors  where  the  greatest  concentration  of  persons 
would  occur  in  case  of  disaster.  I  herefore,  despite  the  fact 
that  stair  widths  are  shy,  stair  halls  are  more  than  ample 

for  capacity.  .  N  . 

3.  (Winders  on  one  existing  stair) — Although  one  exist¬ 
ing  stair  has  winders,  these  winders  occur  only  at  two  places 
in  the  full  stair-height;  that  also  the  winders  are  not  the 
usual  45  degree  angle  winders,  but  are  rather  tapered  treads ; 
that  they  actually  are  very  easy  to  walk  on  and  do  not 
break  one’s  steps  while  descending  the  stair. 

4  (Termination  of  stairs  at  lowest  levels)— Although 
stairs  do  not  lead  directly  to  the  street,  they  do  terminate  in 
an  ample  fireproof  vestibule  in  the  1st  floor  leading  directly 
to  the  street,  in  one  case,  and  in  the  other  case  into  a  fire¬ 
proof  hall  in  basement  leading  directly  to  the  street ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent,  acting  on  Alt.  Applic.  660-44,  Objection.  1,  Subdivi¬ 
sions  a,  b,  d,  e  and  g,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  stairs  as  proposed,  and  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  June  15,  1944,  shall  be  main- 
tained,  and  in  addition  that  stair  hall  2,  shall  be  carried 
to  the  basement,  and  that  a  new  exit  to  street  from  the 
basement  shall  be  installed  toward  the  easterly  side;,  that 
the  existing  sidewalk  lift  may  remain;  that  the  existing 
metal  skylight  at  first  floor  ceiling  under  westerly  light 
court  may  be  continued ;  and  there  shall  be  no  ventilating 
or  other  "openings  from,  first  floor  ceiling  to  light  shaft; 
that  the  windows  opening  upon  the  westerly  light  court 
from  the  third  to  top  floors  may  remain,  provided  the 
frames  and  sash  are  of  hardwood  and  the  existing  plain 
glass  is  removed  and  wire  glass  substituted ;  that  such 
wire  glass  may  be  polished,  and  such  windows  are  made 
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self-closing;  that  similar  windows  opening  from  the  easterly 
court  to  stairways  shall  be  similarly  glazed ;  that  a  sprink¬ 
ler  system  shall  be  maintained  throughout  the  basement ; 
that  such  sprinkler  system  may  be  fed  from  the  domestic 
water  supply,  provided  such  water  supply  is  not  less  than 
\J/>  inches  from  street;  that  a  fire  department  connection 
at  street  building  line  may  be  omitted;  that  an  interior 
fire  alarm  shall  be  installed  throughout  the  building  in 
accordance  with  requirements  therefor,  and  telegraphic  com¬ 
munication  shall  be  maintained  to  fire  headquarters  in  ac¬ 
cordance  with  requirements;  that  the  building  shall  not  be 
increased  in  height  or  area ;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto ;  that  the  modifica¬ 
tion  granted  by  the  Board  under  Cal.  No.  76-31-A,  shall 
be  deemed  as  not  to  apply  in  view  of  the  proposed  change 
of  occupancy,  and  the  requirements  as  to  installation  of 
standpipe  system  shall  be  complied  with. 


471-43-S 

APPLICANT — H.  S.  Products  Finishing  Corporation 
(lessee),  for  1768  Dean  Street  Corporation,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 1768-1784  Dean  street,  south 
side,  233  ft.  2  in.  west  of  Rochester  avenue  (Block 
1349,  Lots  21  to  30,  inclusive),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 


586-43-A 

APPLICANT — Cornell  University  Medical  College,  for 
The  New  York  Hospital  &  Cornell  University  Medi¬ 
cal  College  Association,  owners. 

SUBTECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 1274-1308  York  avenue,  east 
side,  from  East  68th  to  East  70th  Streets,  501-541 
East  68th  street  and  502-540  East  70th  street  (Block 
1480,  Lot  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  E.  U.  Taylor. 

ACTION  OF  BOARD — Appeal  withdrawn,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn  .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 


594-43-A 

APPLICANT — Sidney  L.  Strauss,  for  H.  C.  F.  Koch  and 
Co.,  Inc.,  owner  (140  West  125th  Street  Corpora¬ 
tion,  lessee). 

SUBTECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 132-140  West  125th  street,  south 
side,  250  ft.  east  of  7th  avenue  (Block  1909,  Lot  12), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 


49-44-A 

APPLICANT — William  M.  Wepfer,  for  Brooklyn  Union 
Gas  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 127-01  Farmers  boulevard,  east 
side,  301.2  ft.  north  of  Merrick  boulevard  (Block 
3392,  Lot  70),  Springfield,  Borough  of  Queens 
(Under  section  35,  General  City  Law  re  bed  of 
mapped  street — 130th  road). 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative :  .  0 

Absent :  Commissioner  Savage  .  1 


160-44-A 

APPLICANT — Herbert  H.  Pensig,  for  Lina  Bender,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 443  Hudson  avenue,  east  side, 
187  ft.  10  in.  north  of  DeKalb  avenue  and  258  Navy 
street  (Block  2086,  Lots  7  and  33),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Herbert  H.  Pensig. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Gunn  .  3 

Negative:  .  0 

Absent ;  Chairman  Murdock .  1 


281-44-A 

APPLICANT — Translite  Incorporated,  lessee,  for  Chees- 
man-Elliot,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 643-647  Kent  avenue,  cast  side, 
60  ft.  north  of  Keap  street  (Block  2191,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  withdrawn,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  .  1 


287-44-A 

APPLICANT — M.  Martin  Elkind,  for  Cohen  and  Pazer, 
owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 204  East  Broadway,  north  side, 
157.4  ft.  east  of  Jefferson  street  (Block  285,  Lot  37), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 
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694-42-S 

APPLICANT— Puro  Feather  &  Down  Corporation  (lessee), 
for  Underwriters  Trust  Company,  owner-trustee. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED— 566-572  Johnson  avenue  and 
72-80  Stewart  avenue,  southeast  corner  (Block  No. 
2995,  Lot  No.  6),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1944  at 
2  P.  M. 


487-43-A 

APPLICANT — Cuneo  Storage  Co.,  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 1571-1575  Southern  boulevard, 
southwest  corner  of  East  173rd  street  (Block  2977, 
Lot  150),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Anthony  Cuneo. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


492-43-A 

APPLICANT — Lama  and  Proskauer,  for  Jacob  Polerstock, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 192  Powell  street,  west  side,  150 
ft.  north  of  Belmont  avenue  (Block  3728,  Lot  25), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Henry  Pheney  and  Fred 
Dahlem,  Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1944  at 
2  P.  M.,  for  decision  without  argument. 


155-44-A 

APPLICANT — John  Harold  Barry,  for  Estate  of  Henry 
Fuldner,  owner  (Henry  Fuldner  and  Sons,  lessees). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 404  East  14th  street,  south  side, 
66  ft.  east  of  1st  avenue  and  405  East  13th  street 
(Block  441,  Lot  9),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  John  Harold  Barry  and  George  M. 
Fuldner. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


219-44-A 

APPLICANT — George  E.  Sweet,  for  Fulant  Realty  Cor¬ 
poration,  owner  (Childs  Company,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 366  Fulton  street,  south  side, 
107  ft.  west  of  Smith  street  (1st  and  2nd  floors)  ; 
(Block  154,  Lot  14),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  George  E.  Sweet  and  William  O. 
Le  Gelte. 


For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Referred  to  Engineer  of  the  Board. 


3 12-44- A 

APPLICANT — Art-Tex  Adhesive  Products,  Inc.,  lessee, 
for  Doehler  Die  Casting  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 185-199  West  9th  street,  north 
side,  64.6  ft.  east  of  Court  street,  499-505  Court 
street  and  182-202  Huntington  street  (Block  476, 
Lot  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  5,  1944  at  2 
P.  M.,  on  written  request  of  applicant. 


316-44-A 

APPLICANT — Four  Park  Avenue  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 4  Park  avenue,  west  side,  from 
East  33rd  to  East  34th  streets  (Block  863,  Lot  44), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lyman  D.  Hall. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


346-38-A 

APPLICANT — Oscar  Goldschlag,  for  Estate  of  Pauline  S. 
Murray,  owner  (P.  R.  Coudert,  trustee)  ;  (M  and 
H  Realties,  Inc.,  lessee). 

SUBJECT — Application  reopened  June  13,  1944 — re  Appeal 
from- a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED— 2473-2475  Broadway  and  292 
West  92nd  street,  southwest  corner  (Block  1239,  Lot 
55),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1944  at  2 
P.  M.,  pending  on  inspection  by  a  committee  of  the 
Board. 


384-44-A 

APPLICANT — Samuel  Rosenblum,  for  360  Alexander  Ave¬ 
nue  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borougli 
superintendent. 

PREMISES  AFFECTED — 362  Alexander  avenue  and  331  - 
335  East  142nd  street,  northeast  corner,  (2nd  floor)  ; 
(Block  2305,  Lot  1),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

'For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


Adjourned  :  5  :35  P.  M. 
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Joseph  J.  Doyle,  Chief  Clerk. 
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Address  all  communications  to  the  Chairman 
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This  issue  of  the  Bulletin  contains  in  the  order  given _ 

Docket. 


Rules  Directory. 

L 

The  Hearing  Calendar. 


Minutes  of  Regular  Meeting  July  5,  1944,  at  10  A.M., 
Attecting  Calendar  Numbers  246-44-BZ.  294-44-BZ 
cti‘41;BZ’  161-44'BZ-  274-44-BZ,  596-39-SA,  189-44- 

3.58'44-A>  360-44‘A’  379-44-A,  395-44-A, 
396-44-A,  401-44-A,  336-43-A,  348-44-A,  381-44-A  81- 
44-A,  162-44- A,  201-44-A,  313-44-A,  383-44-A,  406-44-A 
and  407-44-A. 


Minutes  of  Regular  Meeting  July  5,  1944,  at  2  P.M. 
Affecting  Calendar  Numbers  221-43-S,  554-43-A  269- 

«oAV>.* 259'44on^U3 * * * * *,29*'44'A’  353‘44-A’  356-44-A,  387-44-A, 
389-44-A,  390-44-A,  391-44-A,  394-44-A,  413-44-A 

507-40-BZ,  679-41-BZ,  802-41-BZ,  574-40-BZ  571- 

41-BZ,  705-41-BZ,  1022-41-BZ  and  1023-41-BZ  ’ 


(Remaining  minutes  of  the  regular  meeting  of  July  5, 
1944  will  be  printed  in  the  Bulletin  of  July  18,  1944.) 

Notice  of  Public  Hearing  on  Proposed  Amendments  to 
Rules  Governing  the  Storage  and  use  of  Equipment 
for  Spraying  and  Drying  of  Paints,  Varnishes,  Lac¬ 
quers  and  Other  Flammable  Surface  Coatings. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  field  on  the  form  required  by  the  rules 
of  this  board. 


Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 


At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 


HARRIS  H.  MURDOCK,  Chairman. 


t 
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docket 

New  Cases  Filed  up  to  July  4,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

399_44-A— H.B.Bx.— South  side  of  East  134th  street, 
132  ft.  east  of  Locust  avenue  (Block  2583,  Lot  365), 
Borough  of  The  Bronx,  Amendment  to  Alt.  152-44. 

400- 44-A — H.B.Q. — 177-24  to  177-28  Baisley  boulevard, 
southeast  corner  of  119th  road  (Block  3170,  Lot  1),  St. 
Albans,  Borough  of  Queens,  Alt.  609-44. 

401- 44-A — F.D. — 42-02  55th  drive,  south  side,  240  ft. 
west  of  43rd  street  (2nd,  3rd  and  4th  floors)  ;  (Block  2520, 
Lot  60),  Long  Island  City,  Borough  of  Queens,  97263-LF. 

402- 44-SA — Western  Electric  Co.,  Inc.,  Paint  Spray 
Booths,  Models  RS-13161  and  RS-13162  (Water  Impinge¬ 
ment  Type),  Appliance. 

403- 44-A— H.B.B.— 201-203  St.  Marks  avenue,  north 
side,  125  ft.  west  of  Vanderbilt  avenue  (1st  and  2nd 
floors)  ;  (Block  1144,  Lot  64),  Borough  of  Brooklyn,  De¬ 
cision  re  Revocation  of  Approval  of  Plans  under  Alt. 
1479-44. 

404- 44-BZ— H.B.Q.— 136-20  38th  avenue,  south  side,  150 
ft.  east  of  Main  street  (Block  4979,  Lots  12  and  15),  Flush¬ 
ing,  Borough  of  Queens,  Alt.  69-44. 

405- 44- A — H . B . B . — 22-28  Henry  street  and  73-79  Mid- 
dagh  street,  northwest  corner  (Block  211,  Lot  22  and  part 
of  Lot  2),  Borough  of  Brooklyn,  Alt.  1438-44. 

406- 44-A — F.D. — 795  5th  avenue  and  2-6  East  61st  street, 
southeast  corner  (1st,  3rd,  41st,  42nd  and  sub-cellar  floors)  , 
(Block  1375,  Lot  67),  Borough  of  Manhattan,  38157-LC  and 
Decision. 


407- 44-A— F.D.— 115-117  Dobbin  street,  west  side,  100 
ft.  south  of  Meserole  avenue  (1st  and  2nd  floors)  ;  (Block 
2616,  Lot  12),  Borough  of  Brooklyn,  87178-LC. 

408- 44-BZ— H.B.M.— 524-528  East  72nd  street,  south 
side,  373  ft.  east  of  York  avenue  and  525-533  East  71st 
street  (Block  1483,  Lot  33),  Borough  of  Manhattan,  Alt. 
408-44. 


409- 44- A — H.B.M.— ^524-528  East  72nd  street,  south  side, 
373  ft.  east  of  York  avenue  and  525-533  East  71st  street 
(3rd  and  4th  floors)  ;  (Block  1483,  Lot  33),  Borough  of 
Manhattan,  Alt.  408-44. 

410- 44-A— H.B.Q. — 102-23  43rd  avenue,  north  side,  200 
ft.  east  of  102nd  street  (Block  1977,  Lot  11),  Corona, 
Borough  of  Queens,  Alt.  465-44. 

411- 44-BZ — H.B.B. — 2500  Nostrand  avenue,  southwest 
corner  of  Avenue  K  (Block  7629,  Lots  1-80  inclusive)  ; 
(Junior  High  School  No.  240),  Borough  of  Brooklyn, 
N.B.  1411-44. 


412-44-A _ H.B.B. — 76-82  DeKalb  avenue  and  2-10  Rock¬ 

well  place,  southwest  corner  (Block  2094,  Lot  18),  Borough 
of  Brooklyn,  Alt.  2017-43. 


413.44-A—F.D.— 406-426  West  31st  street,  south  side, 
from  9th  to  10th  avenues  (10th  floor)  ;  (Block  728,  Lot 
42),  Borough  of  Manhattan,  Decision. 


414.44-A— H.B.B— 4720  15th  avenue,  northwest  corner 
of  48th  street  (Block  5630,  Lot  43),  Borough  of  Brooklyn, 
Alt.  1441-44. 


Restored  to  Calendar. 

54-40-A— H.B.R. — 141  Mesereau  avenue,  southeast  cor¬ 
ner  of  Davidson  street  (Block  1242,  Lot  5),  Mariners  Har¬ 
bor,  Borough  of  Richmond,  Alt.  67-44. 

507-40-BZ— H.B.M.— 332-342  West  96th  Street,  north 
side,  175  ft.  Ya  in-  east  of  Riverside  drive,  332-342  West 
96th  street  and  235-239  Riverside  drive  (Block  1253,  Lots 
58,  59  and  92-96,  inclusive),  Borough  of  Manhattan,  Deci¬ 
sion  re  Certificate  of  Occupancy. 


679-41-BZ— H.B.Q.— 35-01  to  35-21  Sprayview  avenue, 
southwest  corner  of  Beach  35th  street  (Block  307,  Lot  1), 
Edgemere,  Borough  of  Queens,  Misc.  5828-41. 

802-41-BZ— H.B.Q.— 219  Beach  26th  street,  west  side, 
100  ft.  south  of  Edgemere  avenue  and  220  Beach  27th 
street  (Block  280,  Lot  10),  Edgemere,  Borough  of  Queens, 
Misc.  6210-41. 


i^irmflNATIONS:  H.B. — Department  of  Housing  and  Buildings 
H.B.B.— Department  of  Housing  and  Buildmgs,  BnaoMyn;  H. 

Sassr- 

l„Sn°r‘"?.<l,nBuiStn8Br.nti  "hV.  -HW.I,  Department,  »n< 


RULES 

Last  Publication  in  Bulletii 

Blended  Cements,  Rules  for  Testing  ^  m3_Voli  28,  No.  52/ 

Carbon*^ Dicfxide  LiquefieV, '  Rules !  Dec.  28,  1943— Vol.  28,  No.  52/ 
Certificates  of  Occupancy,  approved  ^  1943_Vol.  28>  No.  52/ 

Concrete*  Flat  ’ siab’s, ’  Rules . .......  -  July  13,  1937— Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules  for 

Manufacture,.  Testtng  and  Uae  ^  „3_Vol.  2S,  No. 

Concrete  Rules  (Hydrated  Lime)  . .  .Aug.  3,  1937— Vol.  22,  No.  31 

Elevator  Rules  . ....Mar.  3,  1936— Vol.  21,  No.  V 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of  ,  „  ,, 

Buildings  . Dec.  28,  1943- — Vol.  28,  No.  .2. 

Exit  Rules  (Revolving  Doors) . June  15>  1937— Vol.  22,  No.  24 

Factory  Exit  Rules . Mar.  14,  1944 — Vol.  29,  No.  11 

Fire  Alarm  Rules  (Interior) . Dec.  28,1943 — Yol.  28,  No.  52 

Fire  Drill  Rules . Mar.  7,  1944— Vol.  29,  No.  10 

Fire-resistive,  Flameproof  Materials,  „  ,  ..  7 

etc.,  Rules  for  Testing  of . Feb.  15,  1944 — Vol.  29,  No.  7 

Fire  Retarding  Rules  for  Garages,  ,7  .  ?? 

Fireproof  Wood,  Testing  of . Apr.  13,  1937— Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . ....Jan.  21,1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting  T  to 

Rules  . . Dec.  28,  1943— Vol.  28,  No.  52 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . June  5,  1928— Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . Dec.  28,  1943 — Vol.  28,  No.  52 
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Last 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  .  .June 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Mar. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .April 
Smoking  in  Factories,  Rules  for....  Tune 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. ...  Tune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov! 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


Publication  in  Bulletin 

27,  1944— Vol.  29,  No.  26 

28,  1943— Vol.  28,  No.  52A 

11,  1944— Vol.  29,  No.  15 

28,  1944— Vol.  29,  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


14,  1944- 

7,  1937- 
25,  1944- 
20,  1944- 
29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1936- 


-Vol.  29, 
-Vol.  22, 
-Vol.  29, 
-Vol.  29, 
-Vol.  22, 
-Vol.  22, 
-Vol.  17‘, 
-Vol.  21, 
-Vol.  21, 


No.  11 
No.  36 
No.  17 
No.  25 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


28,  1943— Vol.  28,  No.  52 A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28 
No.  23A. 


JULY  11,  1944,  10  A.  M. 

(NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  11,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications 

246-44- BZ  Application,  April  21,  1944,  under  sections 
7(a),  7(c)  and  21  of  the  zoning  resolution,  of  Irving  M. 
Fenichel,  applicant,  on  behalf  of  Stapleton  Service  Laundry’ 
Inc.  and  Margreen  Realty  Co.,  Inc.,  owners  (Stapleton 
Service  Laundry,  Inc.,  lessee),  to  permit,  upon  the  manu¬ 
facturing  use  district  portion  of  a  plot  which  is  located 
partly  in  a  manufacturing  use  and  partly  in  a  residence 
use  district,  the  erection  of  a  one  story  non-fireproof  ex¬ 
tension  to  the  existing  wet  wash  laundry  (which  extension 
is  to  be  used  for  pressing  and  assembly)  the  erection  of 
a  one  story  extension  to  the  existing  boiler  room  (which 
extension  is  to  be  used  as  a  machine  shop  and  accessory 
to  the  wet  wash  laundry)  and  also,  the  erection  of  a 
one  story  motor  vehicle  repair  shop  (accessory  to  the  wet 
wash  laundry).  These  premises  were  previously  acted  upon 
by  the  Board  under  Cal.  893-41-BZ;  premises  42-62  Green- 
leaf  avenue  and  141-157  Marion  street,  northwest  corner 
(Block  236,  Lots  ,66,  69  and  73),  West  Brighton,  Borough 
of  Richmond. 

294-44-BZ— Application,  May  19,  1944,  under  section  21 
of  the  zoning  resolution,  of  Syska  &  Hennessy,  appli¬ 
cants,  on  behalf  of  City  of  New  York,  owner  (operated 
by  Department  of  Hospitals;  City  of  New  York),  to  per¬ 
mit  partly  in  a  residence  use  and  partly  in  a  business 
use  district,  the  erection  and  maintenance  of  a  central 
laundry  for  a  group  of  city  owned  and  operated  hospi¬ 
tals;  premises  550-578  Rutland  road  and  567-597  Kingston 
avenue,  southeast  corner  (Block  4812,  part  of  Lot  1)  Bor¬ 
ough  of  Brooklyn. 

426-41-BZ-— Application  of  DeForest  and  Elder,  appli¬ 
cants,  on  behalf  of  The  Presbyterian  Hospital,  owner, 
reopened  June  20,  1944,  for  consideration  as  to  extension 
of  term  of  permit— Application,  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution,  permitting 
m  a  residence  use  district,  for  a  term  of  two  years  the 
parking  and  storage  of  more  than  five  motor  vehicles 
(owned  by  the  staff  or  employees  of  the  Presbyterian  Hos- 
pita!)  ;  premises  125  Fort  Washington  avenue,  west  side 
204  ft.  north  of  West  163rd  street  and  660  West  165th 
street  (Block  2136,  part  of  Lot  235),  Borough  of  Man¬ 
hattan. 


150-44-BZ— Apphcation,  March  10,  1944,  under  section 
/(c)  of  the  zoning  resolution,  of  Sidney  L.  Strauss 
applicant,  on  behalf  of  Haney  Corporation,  owners  to 
permit  m  a  residence  use  district,  the  extension  of  an 
existing  business  use  (restaurant);  premises  409-411  West 
-4,  street,  north  side,  100  ft.  west  of  Ninth  avenue  (Block 
Lots  31  and  32),  Borough  of  Manhattan. 

510-43-BZ— Apphcation,  October  26,  1943,  under  section 
/(h)  of  the  zoning  resolution,  of  Lama  and  Proskauer 
applicants,  on  behalf  of  John  Savino,  owner,  to  permit 
in  a  business  use  district,  for  a  term  of  two  years,  the 
paiking  and  storage  of  more  than  five  motor  vehicles* 
prenuses  Bl-30!!  Edwards  place,  northwest  corner  of 
West  30th  street  (Block  7067,  Lot  29),  Borough  of  Brook- 
lyn. 

381:2?'^rZ_CAJPpllc^tl0”  of  T*  Engelhardt,  applicant, 
on  behalf  of  The  Cord  Meyer  Company,  owner  (Ranger 
Aircraft  Engines,  lessee),  reopened  June  13,  1944,  under 
section  7(e)  of  the  zoning  resolution,  to  permit  in  a  resi¬ 
dent,  e  use  district,  the  erection  and  maintenance,  for  a 
term  of  two  years,  of  a  driveway  and  loading  platform 
to  be  used  in  conjunction  with  an  existing  garage  and 
stores  _  building,  which  is  now  used  (in  accordance  with 
an  action  of  the  Board)  for  a  temporary  period  for  light 
manufacturing  limited  to  25%  of  the  total  floor  space 
of  the  building.  Also,  the  location  of  this  proposed  drive¬ 
way  is  contrary  to  section  7A  of  the  zoning  resolution — 
the  location  is  at  a  point  more  than  25  ft.  from  the  inter- 

m  DR°°Sev,elt  avenue  and  89th  street;  premises  88-01 
to  88- 19  Roosevelt  avenue,  north  side,  from  88th  to  89th 
streets ,  37-53  to  37-69  88th  street  and  37-54  to  37-70  89th 

of^Quins0^  ^  L°tS  38  a"d  54)’  EImhurst-  Borough 

Appeals  from  Administrative  Decisions. 

424-44- A— 88-01  to  88-19  Roosevelt  avenue,  north  side 

JPu  t ?IA, to  -17- 88th  street  and 
37-54  to  37-70  89th  street  (Block  1476,  Lots  38  and  54) 
Elmhurst,  Borough  of  Queens. 

25-43-A  113-119  West  68th  street,  north  side,  97  ft  6JA 

Manhatta°n  Br0adway  (B]ock  *140,  Lot  23),  Borough  of 

395- 44-A — 226  West  Houston  street,  north  side  58  ft 
34J  in.  east  of  Varick  street  (Block  528,  Lot  18),  Borough 
of  Manhattan. 

396- 44-A— 1920  West  Farms  road,  east  side,  225  16  ft 

n°r^,of  East  176th  street  (Block  3021,  Lot  11),  Borough 
of  The  Bronx. 

401-44-A — 42-02  55th  drive,  south  side,  240  ft.  west  of 
43rd  street  (2nd.  3rd  and  4th  floors);  (Block  2520,  Lot 
60),  Long  Island  City,  Borough  of  Queens. 

578-43-A— 93-99  Lafayette  street,  east  side,  84.6  ft.  north 
rrankhn  street  (southerly  portion  of  building);  (Block- 
197,  Lot  4),  Borough  of  Manhattan. 

Appliance  and  Material  for  Approval. 

25 0-44- S A — Richards- Wilcox  Mfg.  Company  748-W  Ele¬ 
vator  Door  Interlock. 


Open  Web  Expanded  Steel 


326-44-SM — Bethlehem 
Joists. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  11,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  July  11,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 
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Appeals  from  Administrative  Decisions. 

399.44-A — South  side  of  East  134th  street,  132  ft.  east  of 
Locust  avenue  (Block  3583,  Lot  365),  Borough  of  The 
Bronx. 

257-44-A — 440-442  (444  displayed)  12th  street,  south  side, 
385  ft.  east  of  7th  avenue  (Building  G)  ;  (Block  1098,  Lot 
1),  Borough  of  Brooklyn. 

357-44- A — 430-432  12th  street,  south  side,  234  ft.  east  of 
7th  avenue  (Building  M)  ;  (Block  1098,  Lot  1),  Borough 
of  Brooklyn. 

382-44-A— 105-123  River  street,  29-35  Metropolitan  ave¬ 
nue,  northwest  corner  and  18-26  North  3rd  street  (Block 
2355,  Lots  3-10,  inclusive),  Borough  of  Brooklyn. 

196-44-A— 455-463  East  147th  street,  north  side,  90  ft 
west  of  Brook  avenue  (Block  2292,  Lot  52),  Borough  of 
The  Bronx. 

259-44- A— 29-31  West  47th  street,  north  side,  455  ft. 
west  of  Fifth  avenue  (8th  floor);  (Block  1263,  Lot  18), 
Borough  of  Manhattan. 

324-44-A — 533  86th  street,  north  side,  245  ft.  6  in.  west 
of  Fort  Hamilton  parkway  (Block  6036,  Lot  52),  Borough 
of  Brooklyn. 

54-40-A — 175  Mesereau  avenue,  southeast  corner  of  Da¬ 
vidson  street  (Block  1242,  Lot  5),  Mariners  Harbor,  Bor¬ 
ough  of  Richmond  (reopened  July  5,  1944). 

253-44-A — 5115-5117  Second  avenue,  east  side,  46  ft.  8 
in.  north  of  52nd  street  (Block  797,  Lot  3),  Borough  of 
Brooklyn. 

487-43-A— 1571-1575  Southern  boulevard,  southwest  cor¬ 
ner  of  East  173rd  street  (Block  2977,  Lot  150),  Borough 
of  The  Bronx. 

155-44-A — 404  East  14th  street,  south  side,  66  ft.  east  of 
First  avenue  and  405  East  13th  street  (Block  441,  Lot 
9),  Borough  of  Manhattan. 

694-42-S— 566-572  Johnson  avenue  and  72-80  Stewart 
avenue,  southeast  corner  (Block  2995,  Lot  6),  Borough 
of  Brooklyn. 

384-44-A — 358-362  Alexander  avenue  and  331-335  East 
142nd  street,  northeast  corner  (Block  2305,  Lot  1),  Borough 
of  The  Bronx. 

346-38-A — 2473-2475  Broadway  and  292  West  92nd  street, 
southwest  corner  (Block  1239,  Lot  55),  Borough  of  Man¬ 
hattan  (reopened  June  13,  1944). 

316-44-A — 4  Park  avenue,  west  side,  from  East  33rd  to 
East  34th  streets  (Block  863,  Lot  44),  Borough  of  Man¬ 
hattan. 

299-44-A— 356  Castle  Hill  avenue  and  2200  Norton  ave¬ 
nue,  southeast  corner  (Block  3486,  Lot  24),  Borough  of 
The  Bronx. 

392-44-A _ 591  Fifth  avenue,  southeast  corner  of  East 

48th  street  (Block  1283,  Lot  69),  Borough  of  Manhattan. 

374-44-A— 140  East  14th  street,  south  side,  158  ft.  4  in. 
west  of  3rd  avenue  (1st  floor)  ;  (Block  559,  Lot  27),  Bor¬ 
ough  of  Manhattan. 

400-44-A _ 177-24  to  177-28  Baisley  boulevard,  southeast 

corner  of  119th  road  (Block  3170,  Lot  1),  St.  Albans,  Bor¬ 
ough  of  Queens. 

113-44- A — 46  West  55th  street,  south  side,  372  ft.  east  of 
6th  avenue  (Block  1270,  Lot  60),  Borough  of  Manhattan. 

210-44-A— 1704-1724  St.  Johns  place,  south  side,  90.5  ft. 
west  of  Howard  avenue  and  1429-1447  Eastern  parkway 
(Block  1473.  Lot  25),  Borough  of  Brooklyn. 

134-44-A — 2120  Daly  avenue,  east  side,  72  ft.  south  of 


East  181st  street  (Block  3128,  Lot  7),  Borough  of  The 
Bronx. 

277-44-A — 546  Pearl  street,  north  side,  146  ft.  3  in  west 
of  Elm  street  (Block  157,  Lot  27),  Borough  of  Manhattan. 

300-44- A— 564-574  Southern  boulevard,  south  side,  267.44 
ft.  east  of  East  149th  street  (Block  2603,  Lot  11),  Borough 
of  The  Bronx. 

303-44- A— 215-229  Dupont  street,  northwest  corner  of 
Provost  street  (Block  2489,  Lot  25),  Borough  of  Brooklyn. 

414_44_A — 4720  15th  avenue,  northwest  corner  of  48th 
street  (Block  5630,  Lot  43),  Borough  of  Brooklyn. 

412-44-A— 76-82  DeKalb  avenue  and  2-10  Rockwell  place, 
southwest  corner  (Block  2094,  Lot  18),  Borough  of 

Rl°°kl>n'  HARRIS  H.  MURDOCK,  Chairman. 


JULY  14,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Friday  morning,  July  14,  1944  at  10  o’clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matter : 

Rules. 

353-30-SR — Proposed  Amendments  to  Rules  Governing 
the  Storage  and  Use  of  Equipment  for  Spraying  and  Dry¬ 
ing  of  Paints,  Varnishes,  Lacquers  and  other  Flammable 
Surface  Coatings,  as  printed  in  the  Bulletin  of  June  27, 
1944  and  as  will  be  printed  in  the  Bulletin  of  July  11,  1944. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  18,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  18,  1944  at  10  o  clock  in  Room  1013, 
Municipal  Building,  Manhattan,  on  the  following  matters: 

Zoning  Applications. 

340-44-BZ— Application,  June  8,  1944,  under  section  7(c) 
of  the  zoning  resolution,  of  Henry  George  Greene,  appli¬ 
cant,  on  behalf  of  Durand  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  the  maintenance  of  part  of  an  existing  business  build¬ 
ing  (bakery)  which  is  located  (without  permit)  and  which 
projects  approximately  5  ft.  into  a  residence  use  district 
and  also,  to  permit  the  erection  and  maintenance  of  a  struc¬ 
ture  (wall  and  shed— which  is  accessory  to  the  business 
(bakery)  use)  which  also  extends  less  than  5  ft.  into  a 
residence  use  district;  premises  750-762  Alkrton  avenue  and 
2556-2560  Holland  avenue,  southeast  corner  (Block  443S, 
Lot  32),  Borough  of  The  Bronx. 

173_44-BZ — Application,  March  22,  1944,  under  section  21 
of  the  zoning  resolution,  of  Cafiero  and  Lacerenza,  a-Pph* 
cants,  on  behalf  of  Antonetta  Trupiano,  owner  (Ralph  De- 
Luca,  lessee) ,  to  permit  in  a  business  use  district,  the  con¬ 
version  of  occupancy  of  an  existing  building  from  light 
storage”  to  a  junk  shop;  premises  127-129  Kingsland  ave¬ 
nue,  west  side,  125  ft.  north  of  Herbert  street  (Block 
2829,  Lot  27),  Borough  of  Brooklyn. 

307-44-BZ — Application,  May  24,  1944.  under  section  7(h) 
of  the  zoning  resolution,  of  Harry  P.  Jaenike.  applicant, 
on  behalf  of  Guaranty  Trust  Company  of  New  York 
owner,  to  permit  in  a  business  use  district  the  parking  o 
more  than  five  motor  vehicles;  premises  332-338  West  8isi 
street,  south  side.  345  ft.  VA  in.  west  of  Eighth  avenue 
(Block  754,  Lots  59,  60,  61  and  62),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 

314_44_A— 243-245  East  35th  street,  north  side.  100  ft. 
west  of  2nd  avenue  (Block  916,  Lots  26  and  27),  Bor¬ 
ough  of  Manhattan. 
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358-44-A— 178-188  Varick  avenue,  northeast  corner  of 
Meadow  street  (Block  2957,  Lot  8),  Borough  of  Brooklyn. 
360-44- A— 949-953  Kent  avenue,  east  side,  250  ft.  north 
of  DeKalb  avenue  (Block  1926,  Lot  10),  Borough  of 
Brooklyn. 

37^"44'f—Re  packaging  of  inflammable  mixture  known 
as  Carbona  Cleaning  Fluid”  in  9  oz.  glass  bottles  (capacity 
of  glass  bottles  not  in  conformity  with  Administrative 
Code  Specifications). 

5-44- A — 440  West  240th  street,  southeast  corner  of 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20) 
Borough  of  The  Bronx. 

312-44-A— 185-199  West  9th  street,  north  side,  64.6  ft 
east  of  Court  street,  499-505  Court  street  and  182-202 
Huntington  street  (Block  476,  Lot  6),  Borough  of  Brooklyn. 

Appliance  and  Materials  for  Approval. 

597-43-SA  Water  Treatment  Corporation’s  Automatic 
Proportionate  Feeding  Device. 

338-43-SM — Williamsburg  Fireproof  Products  Corpora¬ 
tion  s  3  Hour  Fire  Wall  Door,  Model  “Sentinel”. 

461-43-SM  Magiclip  Partition  (2  in.  Solid  Gypsum 
Lath  and  Plaster  Partition). 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  18,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
afternoon,  July  18,  1944  at  2  o’clock  in  Room 
1U13,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 
346-44-A— 193  Joralemon  street,  north  side,  140.5  ft.  west 
of  Court  street  (Block  255,  Lot  7),  Borough  of  Brooklyn. 
339-44-A— 1802  Andrews  avenue,  east  side,  298  ft.  8  in 
north  of  West  Tremont  avenue  (Block  2879,  Lots  107  and 
109),  Borough  of  The  Bronx. 

492-43-A— 192  Powell  street,  west  side,  150  ft.  north  of 
Belmont  avenue  (Block  3728,  Lot  25),  Borough  of 
Brooklyn. 

418-23-A — 896-898  Prospect  avenue,  east  side,  171  51  ft 
south  of  East  162nd  street  (Block  2690,  Lot  14),  Bor¬ 
ough  of  The  Bronx  (reopened  May  23,  1944). 

2®8~447^~188  Grand  street,  south  side,  142  ft.  2  in.  east 
of  Bedford  avenue  (Block  2393,  Lot  17),  Borough  of 
Brooklyn. 

497-43-A— 714  Beach  20th  street,  east  side,  56  ft.  south  of 
Cornaga  avenue  (Block  84,  Lot  7),  Far  Rockaway,  Borough 
of  Queens. 

397-44-A— 43-61  Ferris  street  and  165-181  Sullivan  street, 
southeast  corner  (cellar  and  2nd  floors)  ;  (Block  564,  Lot 
1),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  25,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
uesday  morning,  July  25,  1944,  at  10  o’clock  in  Room 
1U13,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Zoning  Applications 

507.-4p-Bz— Application  of  Oscar  Goldschlag,  applicant, 
on  behalf  of  Eugene  Higgins,  owner,  reopened  July  5,  1944 
for  consideration  as  to  extension  of  permit — Application 
previously  granted  on  condition  under  section  7h  of  the 
zoning  resolution,  permitting  partly  in  a  business  use  and 
Partly  in  a  residence  use  district,  the  temporary  parking 
and  storage  of  more  than  five  motor  vehicles  for  a  period 
°.f,  two  years ;  premises  321-323  West  95th  street,  north 
side,  l/o  ft.  5 Vs  in.  east  of  Riverside  drive,  332-342  W’est 


96th  street  and  235-239  Riverside  drive  (Block  1253,  Lots 
.-’8,  a  >  and  L  to  96,  inclusive),  Borough  of  Manhattan. 
679-41-BZ— - Application  of  Max  Horn,  applicant,  on  be- 
lalt  ot  Wesleyan  University,  owner  (Nathan  Zucker, 
essee)  reopened  July  5,  1944  for  consideration  as  to  exten¬ 
sion  of  permit— Application,  previously  granted  on  condi¬ 
tion,  under  section  7h  of  the  zoning  resolution,  permitting 
m  a  residence  use  district,  for  a  period  of  two  years  the 
parking  and  storage  of  more  than  five  motor  vehicles- 
premises  35-01  to  3o-21  Sprayview  avenue,  southwest  cor¬ 
ner  °f  Beach  35th  street  (Block  307,  Lot  1),  Edgemere, 
Borough  of  Queens.  ’ 

?°w:41;B5~Ap?!iCution  of  Max  Horn>  applicant,  on  be- 
nalt  of  Harry  W  flkus,  owner,  reopened  July  5,  1944  for 
consideration  as  to  extension  of  permit — Application  pre¬ 
viously  granted  on  condition,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  residence  use  district,  for  a 
term  ot  two  years,  the  parking  and  storage  of  more  than 

E  "X?rf,VCh  TSi*5  219  Beadl  26th  street,  west 

side,  100  ft.  south  of  Edgemere  avenue  and  220  Beach 

Queens reet  (B1°Ck  m  L°l  10)’  Ed*emere’  Borough  of 

81°-42-BZ— Application  of  Abraham  Farber,  applicant, 
on  behalf  ot  Monford  Realty  Corporation,  owner,  re¬ 
opened  June  13,  1944,  under  sections  7(c)  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district  the 
alteiation  and  extension  of  an  existing  factory  by'  the 
inclusion  ot  a  covered  storage  and  loading  space  (These 
premises  were  previously  acted  upon  by  the  Board )  • 
premises  1-27  Montauk  avenue,  3144-3166  Atlantic  avenue’ 
southeast  corner  and  2-40  Milford  street  (Block  3976,  Lots 
Zo-48) ,  Borough  of  Brooklyn. 

228  44-BZ— Application,  April  17,  1944,  under  sections 
HU  and  /(c)  of  the  zoning  resolution,  of  Lama  and 
1  roskauer,  applicants,  on  behalf  of  Atex  Realty  Corpora¬ 
tion,  owner,  to  permit  partly  in  a  business  use  and  partly 
m  a  residence  use  district,  the  extension  of  an  existing 
gasoline  service  station  and  the  erection  and  maintenance 

?r,ravnm  V*-11C  oirAepai/  s,h°P-  also,  the  application  is  con¬ 
trary  to  section  HA  ot  the  Zoning  Resolution  in  re  the 
proximity  of  the  school;  premises  2816-2828  Atlantic  ave- 

mVfirfon  nndrlXlftSr[en'  southeast  corner  (Block 
3963<  Lot^  8>  9,  12,  13  and  10a),  Borough  of  Brooklyn 

347-44-BZ— Application,  June  12,  1944,  under  sections 
/  (c;  and  21  ot  the  zoning  resolution,  of  Benjamin  Brann- 
stem,  applicant,  on  behalf  of  Charles  j.  Jesberger,  owner, 
to  permit  the  extension  of  a  busmess  use  (machine  shop) 
trom  a  business  use  into  a  residence  use  district;  also  the 
legation  of  the  proposed  entrance  is  contrarv  to  section  7A 
ot  the  zoning  resolution  as  it  is  located  more  than  25  ft 
t'le  intersecting  business  street;  premises  112-19  to 
1 12-21. New  \ork  boulevard  and  163-03A  to  163-03  Phroane 
avenue  northeast  corner  (Block  10202,  Lots  58,  59  and  60) 
Ledar  Manor.  Borough  of  Queens. 

411-44-BZ— Application,  June  30,  1944,  under  section  21 
of  the  zoning  resolution,  of  Eric  Kebbon.  Supt.  of  School 
Buildings,  applicant,  on  behalf  of  Board  of  Education  Citv 
ot  tv  ew  xork,  prospective  owner,  to  permit  partly  in  a 
business  use  and  D  area  and  partly  in  a  residence  use  and 
t  a.rea  district,  the  erection  and  maintenance  of  a  Public 
Junior  High  School  which  is  located  less  than  10  ft  from 
the  East  29th  street  and  also  part  of  the  Avenue  K  street 
Imes:  premises  2500  Nostrand  avenue,  southwest  corner  of 
A\ enue  K  (Block  /629,  Lots  1  to  80,  inclusive),  Boroimh 
ot  Brooklyn. 

334-44-BZ— Application,  June  6,  1944,  under  section  21 
ot  the  zoning  resolution  of  Louis  Allen  Abramson,  applicant, 
on  behalf  of  Frances  M.  Newman,  owner  (Bond  Stores 
Inc.,  lessee),  to  permit  in  a  business  use  district,  the  omis- 
sion  of  a  required  loading  space  as  per  Article  IV,  Section 
ty-A  ot  the  Zoning  Resolution  in  a  building  used  for 
storage  and  goods  display;  premises  398-406  Fulton  street 
southwest  corner  of  Gallatin  place  (Block  155,  Lot  14)’ 
Borough  of  Brooklyn. 
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408-44-BZ — -Application,  June  29,  1944,  under  sections 
7(c)  and  21  of  the  zoning  resolution,  of  Charles  B.  Meyers, 
applicant,  on  behalf  of  Blackwell  Holding  Corporation, 
owner  (Phil- American,  Inc.  and  Electrolux  Corporation, 
lessees),  to  permit  partly  in  a  residence  use  and  partly  in 
an  unrestricted  use  district,  the  occupancy  as  a  factory ,  tor 
a  term  of  six  years,  of  the  3rd  and  4th  stories  of  an  exist¬ 
ing  building  now  occupied  on  the  two  lower  stories  (  A 
and  “B”)  facing  on  East  71st  street  as  a  garage  for  more 
than  five  motor  vehicles ;  for  the  storage  and  shipping  of 
vacuum  cleaner  parts  on  the  1st  and  2nd  stories  and  on  the 


3rd  and  4th  stories  as  garage  for  more  than  five  motor  vehi¬ 
cles  It  is  also  proposed  to  omit  the  required  loading  dock ; 
premises  524-528  East  72nd  street  south  side  373  ft.  east 
of  York  avenue  and  525-533  East  71st  street  (Block  1483, 
Lot  33),  Borough  of  Manhattan. 

Appeal  from  Administrative  Decision. 
409-44-A— 524-528  East  72nd  street,  south  side,  373  ft. 
east  of  York  avenue  and  525-533  East  71st  street  (Block 
1483,  Lot  33),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  MORNING,  JULY  5,  1944 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn.  , 

The  minutes  of  the  regular  meetings  of  the  Board  Held 
on  Tuesday  morning,  June  27,  1944,  and  Tuesday  afternoon, 
June  27,  1944,  were  approved  as  printed  in  Bulletin  JNo.  2/, 
Volume  29. 


ZONING  CASES 

246-44-BZ 

APPLICANT— Irving  M.  Fenichel,  for  Stapleton  Service 
Laundry,  Inc.,  and  Margreen  Realty  Co.,  Inc.,  own¬ 
ers  (Stapleton  Service  Laundry,  Inc.,  Lessee). 

SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  sections  7(a),  7(c)  and  21 
of  the  zoning  resolution,  to  permit,  upon  the  manu¬ 
facturing  use  district  portion  of  a  plot  which  is 
located  partly  in  a  manufacturing  use  and  partly  m 
a  residence  use  district,  the  erection  of  a  one  story 
non-fireproof  extension  to  the  existing  wet  wash 
laundry  (which  extension  is  to  be  used  for  pressing 
and  assembly)  ;  the  erection  of  a  one  story  exten¬ 
sion  to  the  existing  boiler  room  (which  extension 
is  to  be  used  as  a  machine  shop  and  accessory  to 
the  wet  wash  laundry)  and,  also,  the  erection  of  a 
one  story  motor  vehicle  repair  shop  (accessory  to 
the  wet  wash  laundry).  These  premises  were  pre¬ 
viously  acted  upon  by  the  Board  under  Cal.  893-41- 
BZ. 

PREMISES  AFFECTED — 46-62  Greenleaf  avenue  and 
141-157  Marion  street,  northwest  corner  (Block 
236,  Lots  66,  69  and  73),  Stapleton,  Borough  .of 
Richmond. 

APPEARANCES—  ^  .  ,  ,  . 

For  Applicant:  Irving  M.  Fenichel  and  Edward 
McCormick. 

For  Opposition:  Catherine  M.  Vroom,  Mary  Mc¬ 
Carthy,  Mrs.  E.  Fogelquist,  A.  R.  Anderson, 
Edward  M.  Vroom,  Mrs.  Gott,  Mrs.  P.  Broen- 
ner,  Katherine  Jensen  and  William  Gott. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1944  at 
10  A.  M. 


294-44-BZ 

APPLICANT— Syska  and  Hennessy,  for  City  of  New 
York,  owner  (operated  by  Department  of  Hos¬ 
pitals,  City  of  New  York). 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  21  of  the  zoning  resolution, 


to  permit  partly  in  a  residence  use  and  partly  in  a 
business  use  district,  the  erection  and  maintenance 
of  a  central  laundry  for  a  group  of  city  owned 
and  operated  hospitals. 

PREMISES  AFFECTED— 550-578  Rutland  road  and  567- 
597  Kingston  avenue,  southeast  corner  (Block  4812, 
part  of  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  G.  Lorimer. 

For  Opposition:  Benjamin  Baron. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  11,  1944  at  10 
A.  M.  on  request  of  attorney  in  opposition. 


741-41-BZ 

APPLICANT— Clayton  G.  Shirkey,  for  Estate  of  Ann 
Eliza  Morrison  (Leonore  Morrison,  executrix), 
owner. 

SUBJECT — Application  reopened  June  13,  1944,  for  con¬ 
sideration  as  to  extension  of  permit  (decision,  of 
the  acting  borough  superintendent) — Application, 
previously  granted  on  condition,  under  section  7h 
of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 165  Beach  102nd  street,  north¬ 
west  corner  of  Shore  Front  parkway  (Block  641, 
part  of  Lots  35  and  48),  Rockaway  Beach,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Clayton  G.  Shirkey. 

For  Opposition :  Harold  Klorfein,  Dep  t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Brfildings. 

ACTION  OF  BOARD — Permit  extended. 


THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  ® 


THE  RESOLUTION  (741-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  tempo¬ 
rary  term’  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  165  Beach  102nd 
street,  northwest  corner  of  Shore  Front  parkway  (Block 
641,  part  of  Lots  35  and  48),  Rockaway  Beach,  Borough  ot 
Queens,  was  granted  by  the  Board  April  14,  1942,  on  cer¬ 
tain  conditions,  resolution  amended  on  June  23,  1942,  and 
on  April  6,  1943,  the  time  was  extended  to  complete  the 

work ;  and  .  , 

Whereas,  the  applicant  requested  an  extension  ot  the 

permit;  and 
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\\  hereas,  this  case  was  reopened  by  vole  of  the  Board 
on  June  13,  1944  and  set  for  hearing  on  July  5,  1944;  and 
\\  hereas,  a  public  hearing  was  held  on  this  application 
03  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  held  on  July  5,  1944,  after  due  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  14,  1942,  as 
amended  through  April  6,  1943,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“ Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion,  to  permit  the  plot  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles,  on 
condition,  etc.  .  .  .  and  that  a  certificate  of  occupancy 
shall  he  obtained  (Misc.  7358-41).” 


161-44-BZ 

APPLICANT— John  Jos.  Carroll  and  Thomas  W.  Con¬ 
stable,  applicants,  for  Theodore  Fuhrer  and  Grace 
Fuhrer,  owners. 

SUBJECT  Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7(c)  and  21  of  the  zon¬ 
ing  resolution,  to  permit  partly  in  a  residence  use 
and  partly  in  an  unrestricted  use  district,  the  alter¬ 
ation  and  conversion  of  occupancy  of  an  existing 
dwelling  to  an  undertaking  establishment. 
PREMISES  AFFECTED — 519  Clinton  avenue,  east  side, 
381  ft.  4  in.  north  of  Atlantic  avenue  and  506  Wav¬ 
erly  avenue  (Block  2011,  Lot  19),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Carroll,  Thomas  W.  Con¬ 
stable,  Grace  Fuhrer  and  Theodore  Fuhrer. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

OF  BOARD— Application  granted  on  condition. 

I  HE  V OTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (161-44-BZ) 

Whereas,  John  Jos.  Carroll  and  Thomas  W.  Constable 
for  Theodore  and  Grace  Fuhrer,  owners,  filed  March  16’ 
1944  an  application  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  partly  in  a  residence  use  and  partly  in 
an  unrestricted  use  district,  the  alteration  and  conversion  of 
occupancy  of  an  existing  dwelling  to  an  undertaking  estab- 
lishment,  affecting  premises  519  Clinton  avenue,  east  side 
381  ft.  4  in.  north  of  Atlantic  avenue  and  506  Waverlv  ave- 
nue  (Block  2011,  Lot  19)-,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
-  tbe  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  5,  1944,  after  due  publication  in  the  Bulletin 
ot  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Clinton  avenue  is  in  a  residence  busi¬ 
ness  and  unrestricted  use,  B  area  and  P/2  times  height  dis¬ 
trict ;  Waverly  avenue  is  in  an  unrestricted  and  business 
use,  B  area  and  \*/2  times  height  district;  Atlantic  avenue 
is. in  an  unrestricted  use,  B  area  and  U/2  times  height  dis- 
tnct  and  Fulton  street  is  in  a  business  use,  B  area  and 
l/2  times  height  district ;  and 

of  the  bor°ugh  superintendent 
nated  March  17,  1944  and  as  amended  May  18,  1944  reads- 
1.  Proposed  changed  of  occupancy  of  present  two 
story  and  attic  dwelling  of  class  3  construction,  located 

J  partly  within  a  residence,  and  partly  within  an  unre¬ 
stricted  use  district,  for  use  as  Funeral  Home  and 
Lhapel  (undertaking  establishment  arranged  for  em¬ 
balming  and  holding  of  funeral  services)  is  contrary  to 
bee.  2.1.3. 5  Bldg.  Code  inasmuch  as  this  use  would 


and 


violate  Sec.  4.2.1  of  Bldg.  Code  and  Art.  II,  Sec.  3, 
Zoning  Resolution.” 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  having  a  frontage  of  41  ft.  2  in.  on  Clinton  ave¬ 
nue,  25  ft.  on  Waverly  avenue  and  a  depth  of  200  ft. ;  that 
the  easterly  half  of  the  plot  (Waverly  avenue),  is  in  an  un- 
restneted  use  district  and  the  westerly  half  of  the  plot 
(Chnton  avenue)  is  in  a  residence  use  district;  that  the 
budding  (which  is  located  in  a  residence  use  district  and 
13  ft.  back  of  the  building  line),  is  class  3  construction  2 
stories  and  attic  in  height,  38  ft.  by  84  ft.  irregular  in 
area,  occupied  as  a  one  family  dwelling;  that  it  is  proposed 
to  use  the  basement  and  1st  story  of  the  building  as  an 
undertaking  establishment  (including  reposing  rooms)  and 
to  use  the  upper  stories  as  dwelling  and  to  use  the  Wav¬ 
erly  avenue  frontage  of  the  plot  in  conjunction  with  the 
undertaking  establishment;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
use  the  Waverly  avenue  frontage  of  the  plot  as  a  drive¬ 
way  in  conjunction  with  the  undertaking  establishment;  that 
the  owner,  has  been  sexton  of  St.  Luke’s  and  St.  Matthew’s 
Church  immediately  opposite  the  premises  on  Clinton  ave- 
m!e-anid  Wltb  wife  has  been  conducting  an  undertaking 
establishment  for  many  years  at  396  Gates  avenue,  which  is 
about  a  mile  distant  from  the  Church;  that  upon  the  prem¬ 
ises  in  question  becoming  vacant  by  the  death  of  the 
tormer  owner,  a  practicing  physician  and  surgeon  who  lived 
therein,  the  rector  of  the  church  entered  into  a  contract  for 
the  purchase  ot  these  premises  and  induced  Mr.  Fuhrer  as 
sexton  and  undertaker  of  the  church  to  take  over  the  prem- 
ises  and  re-establish  their  undertaking  business  therein,  hav¬ 
ing  in  mind  also  the  conveniences  thereof  in  furtherance  of 
the  duties  of  Mr  Fuhrer,  as  sexton  of  the  Church,  and  the 
convenience  of  the  communicants  of  the  Church  who  em¬ 
ployed  him  for  his  services  as  funeral  director,  because  of 
his  personal  acquaintance  with  him  as  a  fellow  member  of 
the  Church ;  that  it  was  not  until  after  the  purchase  of  the 
premises,  that  the  owners  realized  the  proposed  use  was 
contrary  to  the  zoning  resolution ;  that  the  plot  is  to  be  used 
in  its  entirety  as  an  undertaking  establishment,  including  the 
Waverly  avenue  driveway;  that  this  appeal  is  made  under 
section  7c,  in  view  of  the  fact  that  the  easterly  portion  of 
the  plot  is  located  in  an  unrestricted  use  district,  where  an 
undertaking  establishment  would  be  permitted  and  the 
westerly  portion  of  the  plot  is  located  in  a  residence  use 
district ;  that  the  premises  will  be  used  under  such  condi¬ 
tions  as  wdl  safeguard  the  character  of  the  uses  of  the 
residential  use  district ;  that  no  structural  changes  are  con¬ 
templated  and  the  exterior  of  the  building  will  not  be 
changed  in  any  way  and  the  only  notice  of  the  use  will  be 
two  appropriate  professional  signs  designating  the  estab¬ 
lishment;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 

•  Wu-TAS’  the  B?ard  deemed  that  this  was  a  proper  case 
m  which  to  exercise  discretion  to  grant  under  section  7 
subdivision  c,  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the 
application  be  and  it  hereby  is  granted,  to  permit  the  build¬ 
ing  and  premises  to  be  occupied  substantially  as  proposed 
on  condition  that  the  building  shall  not  be  increased  in 
leight  or  area;  that  the  funeral  parlor  and  undertaking 
service  shall  occupy  exclusively  the  first  floor  and  cellar- 
that  all  service  shall  be  from  Waverly  avenue;  that  no 
signs  shall  be  erected  on  the  premises,  except  there  may  be 
a  neat  non-illunnnated  sign,  not  over  2  sq.  ft.  in  area 
erected  on  the  front  of  the  building;  that  in  all  other 
respects  the  budding  and  occupancy  shall  comply  with  all 
i-’/ju  ,  "Rations  applicable  thereto,  other  than  as 
mod.fied  by  the  Board  under  Cal.  162-44-A;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  three  (3) 
months  from  the  date  of  this  resolution. 
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274-44-BZ 

APPLICANT— A.  H.  Salkowitz,  for  Charles  Fuchs,  owner. 
SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  conversion 
of  occupancy  of  a  building  from  a  motion  picture 
theatre  (previously  acted  upon  by  the  Board)  to  a 
warehouse  for  the  storage  of  household  furniture. 
PREMISES  AFFECTED— 68-10  Woodside  avenue,  south¬ 
east  corner  of  68th  street  (Block  1346,  Lot  13), 
Woodside,  Borough  of  Queens. 

APPEARANCES—  „  „  .  ,  . 

Eor  Applicant :  A.  H.  Salkowitz  and  Charles 

Fuchs. 

For  Opposition:  None.  f 

For  Administration  :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF' BOARD— Application  granted  on  condition. 

THE  VOTE—  ,  ,  ^ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  . 

THE  RESOLUTION  (274-44-BZ) 

Whereas,  A.  H.  Salkowitz,  for  Charles  Fuchs,  owner, 
filed  May  8,  1944,  an  application  under  section  7c  of  the 
zoning  resolution,  to  permit  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  conversion  of  oc¬ 
cupancy  of  a  building  from  a  motion  picture  theatre  (pre 
viously  acted  upon  by  the  Board)  to  a  warehouse  tor  t  ie 
storage  of  household  furniture;  affecting  premises  68-10 
Woodside  avenue,  southeast  corner  of  68th  street  (Block 
1346,  Lot  13),  Woodside,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting  July  5,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Woodside  avenue  is  in  a  business 
use,  “B”  area  and  1  times  height  district ;  68th  street  is  m 
a  residence  and  business  use,  “B  area  and  1  times  height 
district;  69th  street  is  in  a  business  use,  “B”  area  and  1 
times  height  district  and  43rd  avenue  is  in  a  residence  and 
business  use,  “B”  area  and  1  times  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  1,  1944,  on  Alt.  Applic.  430-44,  reads: 

“1  To  change  the  use  of  a  motion  picture  theatre 
extending  partly  into  a  residence  district  and  previously 
granted  by  the  B.S.A.  under  BZ  474/19  to  a  ware- 
house  is  contrary  to  Sec.  3  of  the  Building  Zone 
Resolution.” 

Whereas,  the  applicant  states  the  building  is  one  story 
in  height,  with  a  frontage  of  38  ft.  on  Woodside  avenue 
and  H9  ft.  on  68th  street  and  a  distance  of  50  ft.  along 
the  southerly  lot  line ;  of  Class  3  construction,  irregular .  in 
area;  that  the  southerly  portion  of  the  existing  motion 
picture  theatre  building  extends  for  a  distance  of  approxi¬ 
mately  25  ft.  into  a  residence  use  district— the  remainder 
is  in  a  business  use  district ;  that  the  original  motion  pic¬ 
ture  theatre  (located  within  100  ft.  of  Woodside  avenue), 
was  erected  in  1913;  that  on  July  29.  1919,  the  Boar  , 
under  Cal.  474-19-BZ,  granted  a  variation,  permitting  the 
erection  of  an  extension  not  to  exceed  25  ft.  to  the  south 
and  into  a  residence  use  district ;  that  it  is  proposed  to  alter 
the  Woodside  avenue  facade  of  the  building  and  to  use  the 
building  as  a  warehouse  for  the  storage  of  household  furni¬ 
ture  and  to  use  the  east  court  of  the  building  (which  is 
in  a  business  use  district)  as  a  driveway  for  loading  and 

unloading  purposes;  and  ,  , 

Whereas,  the  applicant  contends  that  the.  proposed  stor- 
age  warehouse  use  for  household  furniture  is  a  conforming 
use  in  a  business  district,  but  of  course  is  prohibited  in  a 
residence  district;  that  the  present  building  will  not  be 


extended  in  height  or  area;  that  the  front  of  the  building 
facing  Woodside  avenue  in  the  business  area  is  intended 
to  be  bricked  up,  as  shown  in  the  plans  and  minor  interior 
alterations  are  proposed,  such  as  removing  seats,  He  to 
make  the  building  practical  for  this  use ;  that  this  applica¬ 
tion  is  made  under  Section  7c  of  the  zoning  resolution, 
to  permit  the  extension  of  the  proposed  conforming  business 
use  (storage  of  household  goods)  into  a  district  (residence) 
restricted  against  the  proposed  use ;  that  they  will  comply 
with  any  conditions  the  Board  may  require  relative  to  the 
safeguarding  of  the  character  of  the  district ;  and 

Whereas',  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  fncikc  a  vcLvicitioYi  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  uder  section  7c  to  permit  the 
building,  as  granted  by  the  Board  under  Cal.  474-19-BZ  to 
be  occupied  as  proposed,  on  condition  that  the  building  shall 
not  be  increased  in  height  or  area;  that  no  additional  en¬ 
trances  for  the  purpose  as  proposed  shall  be  installed ,  that 
the  existing  entrances  within  the  business  use  district  to  68th 
street  shall  be  used,  and  existing  entrances  to  the  alley  shall 
not  be  used  for  the  purpose  as  proposed;  that  a  substantial 
gate  shall  be  maintained  at  the  building  line  to  close  off  the 
alley ;  that  no  sign  shall  be  erected  on  the  walls  of  the  build¬ 
ing  or  on  the  roof  other  than  such  signs  as  may  be  lawful 
within  the  business  use  area ;  that  the  existing  marquee  shall 
be  removed;  that  such  portable  fire  fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct;  that 
no  new  openings  on  the  interior  lot  lines  shall  be  constructed; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  tliere- 
to ;  that  all  permits  shall  be  obtained  and  all  work  completed 
within  six  (6)  months  from  the  date  of  this  resolution. 


APPLIANCE  AND  MATERIAL '  FOR  APPROVAL 
596-39-SA 

APPLICANT— Harold  Massey,  for  American  Radiator- 
Standard  Sanitary  Corporation,  owner 
SUBJECT— Empire  Ideal  Gas-Fired  Boiler,  Model  1-U, 
sizes  4,  5,  6,  7,  8,  9,  10  and  11,  approval  of. 
APPEARANCES— 

For  Applicant:  Mr.  Garrison. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . 

THE  RESOLUTION  (596-39-SA) 

Wr hereas,  Harold  Massey,  for  American  Radiator- Stand¬ 
ard  Sanitary  Corporation,  owner,  filed  on  May  8,  1939 ,  an 
application  with  the  Board  of  Standards  and  Appeals  tor 
approval  of  the  appliance  known  as  the  Empire  Ideal  Gas- 

Fired  Boiler,  Model  1-G,  sizes  4,  5.  6,  7,  8,  9,  10  and  11  , 

a  Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report,  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  596-39-SA.  .  ,  ^  .  r 

Subject-  Empire  Ideal  Gas-Fired  Boiler,  Model  1-U, 
sizes  4,  5,  6,  7,  8,  9,  10  and  11,  approval  of. 

The  American  Radiator-Standard  Sanitary  Corpora¬ 
tion  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  Empire  Ideal  Gas- 
Fired  Boiler,  Model  1-G,  under  the  provisions  of  C20- 
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178.0.L)  for  use  in  New  York  City  under  C26-690.0  and 
L  26-697.0  of  the  Administrative  Building  Code. 

DESCRIPTION 

The  Empire  Ideal  Gas-Fired  Boiler,  Model  1-G,  is 
a  vertical  cast  iron  sectional  boiler  manufactured  for 
use  with  a  low  pressure  steam  or  hot  water  house 
heating  system.  Sections  are  assembled  at  the  factory 
with  push  nipples  and  tie  rods.  Basic  equipment  con¬ 
sists  of  raised  drilled  port  burners  with  gas  valve 
electrically  operated  from  a  room  thermostat  and 
mechanically  controlled  by  steam  pressure  or  water 
temperature.  Gas  burners  are  completely  surrounded  by 
cast  iron  water-backed  surfaces.  Low  water  cutoff  is 
standard  equipment  on  steam  installations.  Combination 
altitude  gauge  and  thermometer  is  standard  equipment 
on  hot  water  installations.  Thermostatic  safety  pilot 
and  draft  divertor  furnished  on  all  models.  Pop  safety 
valve  is  standard  equipment  on  steam  installations  and 
is  set  at  15  lbs.  p.s.i. 

Boiler  is  insulated  with  1"  asbestos  air-cell  insulation. 
Entire  boiler  insulation  and  controls  is  enclosed  within 
sheet  steel  jacket  finished  with  baked  gunmetal  enamel. 

Throttling,  limit  and  safety  pilot  controls  function 
independently  of  current  supply,  and  are  integrated  so 
as  to  furnish  completely  automatic  heat  from  any  stand¬ 
ard  room  thermostat.  The  1-G  Empire  Ideal  Gas-Fired 
Boiler  differs  from  the  1-G  Standard  Ideal  Gas-Fired 
Boiler  only  as  to  the  outer  jacket,  which  in  the  Empire 
Ideal  covers  all  piping  and  controls.  The  appliances 
vary  in  size  and  number  of  boiler  sections  and  BTU 
input  depending  on  the  heat  requirements  and  are  known 
as  1-G4,  5,  6,  7,  8,  9,  10,  11.  These  numbers  represent 
the  number  of  sections.  The  BTU  input  runs  from 
183,000  BTU’s  per  hour  for  4  sections  to  529,550 
BTU’s  per  hour  for  11  sections.  The  controls  consist 
of  a  vertical  cone  type  draft  hood.  An  equitable  or 
Reynolds  Gas  Pressure  Regulator,  a  Detroit  Lubricator, 
VS,  VW  or  VF  gas  control  valve  or  a  Minneapolis 
Honeywell  valve,  a  low  water  cut-off  for  steam  installa¬ 
tion,  a  combination  altitude  gauge  and  thermometer 
calculated  0-70  ft.  for  hot  water  installation  and  a 
steam  pressure  gauge  calibrated  to  0-30  lbs.  for  steam 
installations. 

The  appliances  have  been  approved  by  the  American 
Gas  Association  certificates  issued  February  5,  1936, 
numbers  4.6-301  to  4.6-308. 

Inspection  and  test  of  a  typical  unit  was  made  by  the 
Committee  on  Tests  at  174  Sixth  Avenue,  Brooklyn. 
The  appliance  was  found  to  operate  satisfactory  under 
working  conditions,  and  equipped  and  constructed  as 
described  herein. 

Recommendation 

On  the  basis  of  the  inspections  and  test  and  the 
approval  of  the  American  Gas  Association,  the  Com¬ 
mittee  on  Tests  recommends  the  approval  under  C26- 
191.0  of  the  Administrative  Building  Code  of  the 
Empire  Ideal  Gas-Fired  Boiler,  Model  1-G,  sizes  4,  5, 
6,  7,  8,  9,  10  and  11,  for  steam  and  hot  water  systems, 
when  manufactured  in  accordance  with  this  report, 
provided  the  installation  conforms  to  the  requirements 
of  Art.  2,  of  the  Administrative  Building  Code  and 
that  the  appliance  bear  a  label  permanently  affixed  read¬ 
ing  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  596-39-SA.” 
(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests, 
and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Empire  Ideal 
Gas-Fired  Boiler,  Model  1-G,  sizes  4,  5,  6,  7,  8,  9,  10  and 
11,  on  condition  that  the  appliance  be  manufactured,  in¬ 
stalled,  and  labelled,  stamped  or  tagged  in  accordance  with 
the  above  report. 

189-44-SM 

APPLICANT — Republic  Fireproofing  Co.,  owner. 
SUBJECT — Republic  Fireproofing  Co.,  Hollow  Wall  Slag- 
blok  Concrete  Units,  approval  of. 
APPEARANCES— 

For  Applicant:  Sigurd  Neatwait. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (189-44-SM) 

Whereas,  the  Republic  Fireproofing  Company,  owner, 
filed  on  March  29,  1944,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Republic  Fireproofing  Co.,  Hollow  Wall  Slagblok 
Concrete  Units ;  and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

June  16,  1944. 

Re :  Cal.  189-44-SM 

Subject:  Republic  Fireproofing  Co.,  Hollow  Wall  Slag¬ 
blok  Concrete  Units,  approval  of. 

The  Republic  Fireproofing  Company,  Inc.,  owner,  filed 
an  application  with  the  Board  of  Standards  and  Appeals 
for  approval  under  the  requirements  of  Section  C26- 
178. 0.b  of  the  Administrative  Building  Code  and  the 
Rules  of  the  Board  for  the  Manufacture,  Testing  and 
Use  of  Concrete  Masonry  Units,  of  their  Hollow  Wall 
Slagblok  units  for  use  in  New  York  City  under  C26- 
305.0  and  C26-309.0  of  the  Administrative  Building  Code 
and  the  Concrete  Masonry  Rules  of  the  Board. 

DESCRIPTION 

Wall  Slagblok  consists  of  precast  slag  concrete  units 
for  use  in  load  bearing  and  non-load  bearing  walls  and 
partitions.  These  concrete  masonry  units  are  manufac¬ 
tured  by  the  applicant  at  their  plant  at  Bound  Brook, 
N.  J.,  in  the  following  nominal  sizes : 

4"  x  8"  x  16"  hollow  block 
8"  x  8"  x  16" 

8"  x  12"  x  16" 

These  units  consist  of  a  mixture  of  1  part  portland 
cement,  5  parts  air  cooled  blast  furnace  slag,  3  parts 
washed  sand  and  3J4  gallons  of  water  per  sack  of 
cement.  The  cement  and  aggregates  are  dry  mixed  in 
a  batch  mixer  for  1  minute  and  wet  mixed  after  adding 
water  for  3  minutes.  The  amount  of  aggregates  and 
water  used  are  controlled  by  volume.  The  time  of  mix 
is  controlled  by  an  electric  clock  timer  located  at  the 
mixer  discharge. 

The  units  are  moulded  in  a  specially  designed  ma¬ 
chine  under  high  pressure.  The  units  are  then  steamed 
cured  at  atmospheric  pressure  for  a  period  of  15  hours 
and  then  placed  in  open  air  storage  until  shipment. 

Samples  of  the  aggregates  used  were  taken  by  a  repre¬ 
sentative  of  the  Committee  on  Tests  at  the  applicant’s 
plant  and  tested  with  the  following  results : 

SAND 

PHYSICAL  CHARACTERISTICS 


Bulk  Specific  Gravity,  20  C/20  C .  2.64 

(Saturated  surface — dry  basis) 

Weights  per  cubic  foot  (dry  loose  basis)  . .  101.1  # 

Voids .  38.6% 


/ 
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Passing  No.  4  . 

97.9% 

“  “  8  . 

91.6 

“  “  16  . 

81.4 

“  “  28  . 

54.2 

“  “  50  . 

18.1 

“  “  100  . 

2.4 

Fineness  Modulus  . 

2.54 

Decantation  Loss . 

.06 

Colorimetric  Test  for  Organic  Im- 

purities  . 

Lighter  than 
Plate  #1 

SLAG 

PHYSICAL  CHARACTERISTICS 

Bulk  Specific  Gravity,  20  C/20  C . 

(saturated  surface — dry  basis) 

Weight  per  cubic  foot  (dry  loose  basis)  . 
Voids . 


2.11 

57.1# 

52.7% 


Passing  1"  . 

100.0% 

“  Va"  . 

100.0 

“  Vz"  . 

98.5 

“  fyk"  . 

75.7 

“  No.  4 . 

4.7 

Fineness  Modulus  . 

4.7 

Decantation  Loss . 

6.2 

Colorimetric  Test  for  Organic  Im- 

purities  . ■ 

Lighter  than 
Plate  #1 

This  slag  is  an  air  cooled  blast  furnace  slag  furnished 
by  the  Bethlehem  Steel  Co.,  Bethlehem,  Pa. 

A  representative  of  the  Committee  on  Tests  witnessed 
the  manufacture  of  test  specimens  and  identified  same 
for  test.  These  specimens  were  tested  in  the  presence 
of  a  representative  of  the  Committee  on  Tests  at  the 
Haller  Testing  Laboratories,  Plainfield,  N.  J.,  with  the 
following  results : 

An  examination  of  the  applicant’s  Plant  and  Machinery 
indicates  that  they  comply  with  the  Rules  of  the  Board. 


COMPRESSION 


Nominal  Size 
No.  of  Cells. 
How  Capped 


Age  at  Test. 
Average  wgt.  in 

lbs . 

Average  Comp, 
strength — Gross 

area  . 

Req’d  LB  Hollow 
Average  Comp, 
strength — Net 

area  . 

Absorption,  lbs.  per 
cu.  ft.  Average 
Absorption,  lbs.  per 
cu.  ft.  Permitted 


A"  x  8"  x  16" 

8"  x  8"  x  16" 

8"  x  12"  x  16" 

3 

3 

3 

Half  plaster 

Half  plaster 

Half  plaster 

half  cement 

half  cement 

half  cement 

45  days 

46  days 

27  days 

20.15 

37.70 

44.55 

1610 

1476 

1478 

700 

700 

700 

3120 

2945 

3605 

9.97% 

9.24% 

10.4% 

15% 

15% 

15% 

the  manufacturing,  testing  and  use  of  Concrete  Masonry 

units.  .  „  . 

3.  That  these  units  be  marked  as  required  by  Kules 

8.1,  8.2  and  8.4. 

4.  That  Rule  8.5  be  complied  with. 

5.  That  9  copies  of  drawings  showing  the  manufac¬ 
turer’s  distinguishing  mark  and  its  method  of  applica¬ 
tion  with  the  additional  marks  required  by  Rules  8.1 
and  8.2  shall  be  filed  with  the  Board  and  accepted 
before  this  approval  becomes  effective. 

6.  That  quarterly  test  reports  of  compression  for 
not  less  than  three  representative  samples  of  each  size 
of  block  described  herein,  manufactured  during  the 
quarter,  be  filed  with  the  Board.  Unless  these  tests 
are  performed  at  a  Laboratory  approved  by  the  Board, 
such  reports  shall  be  verified  before  a  notary  public 
or  commissioner  of  deeds  by  the  person  performing 
the  same 

7.  That  only  approved  aggregates  shall  be  used. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 
mat  e  iial 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Republic  Fire¬ 
proofing  Co.  Hollow  Wall  Slagblok  Concrete  Units,  on  con 
dition  that  the  material  be  manufactured,  installed,  used  and 
labelled,  stamped  or  tagged  in  accordance  with  above 
report. 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

5-44-A 

APPLICANT— Halford  Realty  Corporation,  owner. 
SUBJECT— Appeal  from  decisions  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 440  West  240th  street,  south¬ 
east  corner  of  Greystone  avenue  to  Dash  place 
(Block  3414E,  Lot  20),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Percival  Corn.  ( 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous- 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  18,  1944  at  10 
A.  M.,  for  decision  by  the  Board. 


Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  Republic  Fireproofing 
Company’s  Hollow  Wall  Slagblok  Concrete  Units  (as 
manufactured  as  herein  set  forth  at  the  applicant’s  plant 
at  Bound  Brook,  N.  J.)  pursuant  to  Sect.  C26-191.0  for 
use  under  C26-309.0  and  the  Rules  of  the  Board,  for 
use  in  loadbearing  and  non-loadbearing  masonry  as 
covered  in  Sub-Article  4  of  Article  9  of  Chapter  26, 
Administrative  Building  Code. 

This  approval  is  recommended  on  the  following  con¬ 
ditions: 

1.  That  these  units  be  manufactured  according  to 
the  same  specifications  as  herein  set  forth. 

2.  That  these  units  be  manufactured,  cured,  stored 
and  used  in  accordance  with  the  requirements  of  the 
Administrative  Code  and  the  Rules  of  the  Board  for 


358-44-A 

APPLICANT— Frank  M.  Herbert,  Inc.,  lessee  for  Olga- 
Frank  Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 178-188  Varick  avenue,  north¬ 
east  corner  of  Meadow  street  (Block  2957,  Lot  8), 
■  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None.  , 

For  Administration:  Insp.  Meyer,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  18,  1944  at  10 
A.  M.,  on  written  request  of  applicant. 


360-44-A 

APPLICANT— S.  A.  Swenson,  for  Rubanjo  Realties,  Inc., 
owner  (Grosfeld  House,  Inc.,  lessee). 
SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 
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PREMISES  AFFECTED — 949-953  Kent  avenue,  east  side, 
250  ft.  north  of  DeKalb  avenue  (Block  1926,  Lot 
10),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  S.  A.  Swenson 
For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  July  18,  1944  at  10 
A.M.,  for  further  consideration. 


379-44-A 

APPLICANT — Carbona  Products  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  re :  Packaging  of  inflammable  mixture 
known  as  “Carbona  Cleaning  Fluid”  in  9  oz.  glass 
bottles  (capacity  of  glass  bottles  not  in  conformity 
with  Administrative  Code  requirements). 
APPEARANCES— 

For  Applicant:  Julian  Kugel  and  John  A.  Staub. 
For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  July  18,  1944  at  10 
A.M.,  for  further  consideration. 


395-44-A 


APPLICANT — Peter  Peflf,  lessee,  for  64  Downing  Street 
Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 226  West  Houston  street,  north 
side,  58  ft.  3£i  in.  east  of  Varick  street  (Block  528, 
Lot  18),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant:  None. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  July  11,  1944  at  10 
A.M. 

— 

396-44-A 

APPLICANT — H.  E.  Horwood,  for  1920  West  Farms 
Road  Holding  Corporation,  owner  (Kent  Soap 
Products  Co.,  Inc.,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1920  West  Farms  road,  east 
side,  225.16  ft.  north  of  East  176th  street  (Block 
3021,  Lot  11),  Borough  of  The  Bronx. 
APPEARANCES— 


For  Applicant :  Herman  E.  Horwood. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  July  11,  1944  at  10 
A.M.,  foe  further  consideration. 


401-44-A 

APPLICANT — General  Chemical  Co.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 42-02  55th  drive,  south  side,  240 
ft.  west  of  43rd  street  (2nd,  3rd  and  4th  floors)  ; 
(Block  2520,  Lot  60),  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Frederick  G.  Stroh,  E.  P.  Dickman 
and  H.  D.  Segool. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Laid  over  to  July  11,  1944  at  10 
A.M.,  for  further  consideration. 


336-43-A 

APPLICANT — Joseph  M.  Simmons,  for  Radbill  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  labels — re  Appeal 
from  decision  of  the  fire  commissioner,  previously 
granted  on  condition,  permitting  packaging  of  com¬ 


bustible  mixture  known  as  “Renuzit”  in  1-gallon 
glass  jugs  (capacity  of  same  not  in  conformity  with 
Administrative  Code  specifications). 
APPEARANCES— 

For  Applicant:  Joseph  M.  Simmons. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Request  to  reopen,  withdrawn 
THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 


348-44-A 

APPLICANT — Walter  and  Samuels,  Inc.,  for  Joseph  B. 
Miller,  trustee. 

SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  ATFECTED — 20  Cabrini  boulevard  and  840- 
846  West  178th  street,  southwest  corner  (Block 
2177,  Lot  310),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  James  N.  Frank. 

For  Administration :  Insp.  Meyer,  Fire  Dep't. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicants. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  q 


381-44-A 

APPLICANT — Junior  Aeronautical  Supplies,  lessee,  for 
Estate  of  Van  Horn  Stuyvesant,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 203  East  15th  street,  north 
side,  80  ft.  east  of  3rd  avenue  (Block  897,  Lot  6), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Christrix  Zail. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 

ACT  ION  OF  BOARD — Appeal  withdrawn  to  comply 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  q 


81-44-A 

APPLICANT — Tedlee  Chemical  Corporation,  lessee,  for 
115  Dobbin  Street  Corporation,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 115-117  Dobbin  street,  west 
side,  100  ft.  south  of  Meserole  avenue  (2nd  and 
3rd  floors)  ;  (Block  2616,  Lot  17),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Theodore  Heilig  and  E.  Norman 
Clarke. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  q 


THE  RESOLUTION  (81-44-A) 

Whereas,  Tedlee  Chemical  Corporation,  lessee,  for  115 
Dobbin  Street  Corporation,  owner,  filed  fanuary  29,  1944 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  115-117  Dobbin  street,  west  side  100  ft.’  south  of 
Meserole  avenue  (2nd  and  3rd  floors)  ;  (Block  2616,  Lot 
17),  Borough  of  Brooklyn;  and 
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Whereas,  order  96228-LC  issued  by  the  fire  commis¬ 
sioner  December  31,  1943,  reads: 

“An  inspection  of  your  refrigerating  system  located 
at  the  above  premises,  shows  the  following  must  be 
done  to  have  the  System  conform  with  Fire  Depart¬ 
ment  regulations :  f 

2.  Discontinue  and  remove  the  direct  method  ol 
refrigeration,  piped  from  2nd  to  3rd  floor,  on  which 
open  flames  are  located,  as  said  is  prohibited  by  09- 
98-b,  Administrative  Code.” 

and  ,  ,  .... 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (38  ft.)  in  height,  45  ft.  by  100  ft.  in  area,  of 
class  3  construction,  erected  about  1913,  located  in  an  un- 
restricted  use,  C  area  district  and  used  and  occupied  as 
follows:  1st  floor— storage,  packing  and  shipping— 9  per¬ 
sons;  2nd  floor — offices  and  packing  of  chemicals  2o  per¬ 
sons;  3rd  floor  operating  plant  and  packing  of  chemicals 
—75  persons ;  that  the  building  is  equipped  with  one  3  ft. 

8  in.  concrete  stairs,  enclosed  in  brick,  equipped  with  fire¬ 
proof  self-closing  doors  and  extending  from  the  roof  to 

the  street ;  and  . 

Whereas,  the  applicant  contends  that  it  considers  the 
method  of  piping  from  2nd  to  3rd  floors  as_  satisfactory ; 
that  such  method  was  necessitated  by.  limitation  of  space ; 
that  the  refrigerant  is  Freon  12,  which  is  non-toxic  and 
non-explosive ;  that  although  the  minimum  amount  of  refrig¬ 
eration  necessary  to  operate  the  cooling  system  for  process¬ 
ing  materials  is  used,  the  system  is  entirely  closed  and 
fully  protected  against  leaks;  that  the  plant  is  engaged  in 
100%  secret  war  work;  that  it  is  requested  that  the  order 
of  the  fire  commissioner  be  reviewed,  as  any  delay  in  the 
work  would  mean  a  loss  of  a  much  needed  product  for 
the  Armed  forces,  the  unemployment  of  over  100  people, 
the  dislocation  of  the  plant  and  financial  loss  to  the 

operators.  „  .  . 

Resolved,  that  order  96228-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  as  to  item  2,  on  condition  that  in  all 
other  respects,  the  refrigerating  system  shall  comply  with 
all  requirements  therefor;  and  that  the  system  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  other  than  as  modified  by  the  Board  under  Cals.  28-44-A 
and  407-44-A. 

162-44-A 

APPLICANT — John  Joseph  Carroll  and  Thomas  W.  Con¬ 
stable,  for  Theodore  and  Grace  Fuhrer,  owners. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 519  Clinton  avenue,  east  side, 
381  ft.  4  in.  north  of  Atlantic  avenue  and  506 
Waverly  avenue  (Block  2011,  Lot  19),  Borough  of 
Brooklyn. 

APPEARANCES—  ^  _ 

For  Applicant:  Tohn  J.  Carroll,  Ihomas  W.  Con¬ 
stable,  Grace  Fuhrer  and  Theodore  fuhrer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ^  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION  (162-44-A) 

Whereas,  John  Joseph  Carroll  and  Thomas  W.  Con¬ 
stable,  for  Theodore  and  Grace  Fuhrer,  owners,  filed  March 
16,  1944,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  premises  519  Clinton  avenue,  east  side, 
381  ft  4  in  north  of  Atlantic  avenue,  and  506  Waverly 
avenue  (Block  2011,  Lot  19),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  Mav  18,  1944  on  Alt.  Applic.  412-44,  reads: 


“1.  Proposed  change  of  occupancy  of  present  two 
story  and  attic  dwelling  of  class  3  construction,  located 
partly  within  a  residence  and  partly  within  an  unre¬ 
stricted  use  district,  for  use  as 

‘FUNERAL  HOME  AND  CHAPEL  (UNDER¬ 
TAKING  ESTABLISHMENT  ARRANGED 
FOR  EMBALMING  AND  HOLDING  OF 
FUNERAL  SERVICES)  is 
contrary  to  Sec.  2. 1.3. 5  Building  Code  inasmuch  as  this 
use  would  violate  Sec.  4.2.1  of  Building  Code  and 
Article  2,  Sec.  3  ZONING  RESOLUTION.” 

Whereas,  the  applicant  states  that  the  building  is  2  stories, 
and  attic  (35  ft.)  in  height,  38  ft.  by  44  ft.  and  70  ft.  in  area 
at  1st  floor ;  38  ft.  by  44  ft.  and  58  ft.  in  area  at  2nd  floor,  of 
class  3  construction,  erected  in  1901,  located  in  a  residence 
and  unrestricted  use,  B  area  district  and  used,  and  occupied 
as  a  one  familv  dwelling  and  resident  doctor  s  office  ,  pro¬ 
posed  to  be  used  and  occupied  as  follows :  cellar — boiler 
room,  embalming  and  storage — no  persons;  1st  floor- 
funeral  home  and  chapel — 70  persons ;  2nd  floor  and  attic 
combined— one  family— dwelling ;  that  the  building  is  equip¬ 
ped  with  one  2  ft.  8  in.  and  3  ft.  0  in.  wide  wood  stairs, 
enclosed  in  partitions  of  wood  studs,  wood  lath  and  plaster, 
extending  from  second  story  to  1st  story,  equipped  with 
wood  doors  which  are  not  self-closing;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  for  and  continuously  used  as  a  physician  s  and  sur¬ 
geon's  office  on  the  1st  story  and  the  upper  stories  for 
physician’s  residence ;  that  the  use  now  proposed  is  similar 
to  the  previous  use,  as  the  requirements  necessitated  for  the 
accommodation  of  waiting  patients  of  the  physician  on  the 
1st  floor  will  be  similar  to  the  accommodation  of  persons 
attending  funeral  services ;  that  the  occupancy  of  the  upper 
story  remains  unchanged ;  that  the  proposed  use  of  the  1st 
floor  to  provide  for  the  clientele  of  the  funeral  director  in 
their  attendance  at  funeral  services,  is  similar  to  accommoda¬ 
tions  heretofore  provided  for  the  patients  of  the  physician , 
that  the  proposed  occupancy  will  not  be  to  create  any  greater 
hazard  or  burden  on  the  property  than  has  existed  in  the 
previous  use;  that  there  is  no  work  proposed,  other  than 
decorating  and  interior  appurtenances  customarily  appropriate 
for  a  funeral  chapel ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  bv  a  Committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  412-44,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area;  that  the  cellar  throughout  shall  have  plasterboard 
installed  under  the  existing  wood  lath  and  plaster ;  that  the 
doors  leading  to  the  two  stairways  from  cellar  to  first  floor 
shall  be  fireproof  and  self-closing;  that  the  street  floor  shall 
sustain  not  less  than  75  lbs.  per  superficial  foot  and  shall  be 
so  posted ;  that  such  portable  fire  fighting  appliances  shal 
be  maintained  as  the  fire  commissioner  shall  direct ;  that  the 
window  at  the  rear  in  the  room  marked  “Reposing  Room  , 
toward  the  south,  shall  be  changed  to  a  casement  door,  to 
permit  exit  to  the  yard,  and  any  steps  necessary  shall  be 
constructed  to  bring  it  to  yard  grade;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  other  than  as 
modified  by  the  Board  under  Cal.  No.  161-44-BZ. 


201-44-A 

APPLICANT— The  Stein-Davies  Company,  owner. 
SUBTECT — Appeal  from  an  order  of  the  fire  commis- 

PREMISES  AFFECTED-11-48  47th  road,  south  side  90 
ft.  west  of  21st  street  (Block  59,  Lots  23  and  24), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Lawrence  Gussman. .  , 

For  Administration:  Insp.  Meyer,  Fire  Dept. 
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THE  VOTElB0ARD“ApI,Ca'  gra"tCd  °n  condilion-  isl  and  its  operation  shall  be  maintained  to  the  satisfaction 

r-u  •  ,  ,  _  .  .  of  the  fire  commissioner. 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn..  4  .  - 

Negative:  .  0  313'44-A 


THE  RESOLUTION  (201 -44- A) 

Whereas,  The  Stcin-Davies  Company,  owner,  filed  March 
31,  1944,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  11-48  47th  road,  south  side,  90  ft  west 
of  21st  street  (Block  59,  Lots  23  and  24),  Long  Island 
City,  Borough  of  Queens;  and 

Whereas,  order  96696-LC  issued  by  the  fire  commissioner 
March  8,  1944,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  inflammable  mixtures, 
shows  that  the  following  must  be  done  before  the  permit 
requested  by  you  can  be  issued: 

FORTHWITH 

« | 

1.  Discontinue  the  manufacture  of  inflammable  mix¬ 
ture  on  above  premises  as  Section  C19-59.6  restricts 
such  manufacture  where  dry  goods  or  other  material 
of  a  highly  inflammable  nature  are  manufactured,  stored 
or  sold  (starch), 
and 

Whereas,  the  applicant  states  that  the  building  is  five 
stories  (58  ft.)  in  height,  50  ft.  by  100  ft.  in  area;  Class  1 
construction;  erected  in  1939;  located  in  an  unrestricted 
use,  A  area  district  and  used  as  follows :  cellar,  manufac¬ 
turing  liquid  glue,  1st  floor,  manufacturing  glue;  2nd  floor, 
manufacturing  beans;  3rd  floor,  same;  4th  floor,  bean  and 
starch  storage;  5th  floor,  laboratory,  12  persons,  that  the 
building  is  equipped  with  one  4  ft.  wide  fireproof  stairs 
from  the  street  to  the  roof ;  that  Certificate  of  Occupancy 
Q10364  issued  March  14,  1940,  permits  the  use  of  the  build¬ 
ing  throughout  as  a  factory  with  8  persons  per  story;  and 
Whereas,  the  applicant  contends  that  an  application,  for 
a  permit  to  store  six  55  gallon  drums  of  ethyl  acetate  in  the 
emulsion  room  to  be  used  for  manufacturing  purposes,  was 
filed  with  the  Fire  Department,  which  has  advised  them 
that  the  solvent  may  be  stored  but  not  used  for  manufac¬ 
turing;  that  the  applicant  now  manufactures  noninflammable 
mixtures  using  solvents,  namely  Solvesso  #3  and  Sunoco 
Spirits,  which  are  stored  in  sunken  tanks  in  the  open  lot 
adjoining  the  building;  that  it  is  proposed  to  store  the 
ethyl  acetate  in  drums  in  the  emulsion  room,  as  indicated 
on  plans  filed  with  this  appeal ;  that  the  contents  of  one 
drum  will  be  pumped  into  mixing  tanks  by  means  of  an 
underwriter’s  approved  explosion-proof  pump ;  that  the  emul¬ 
sion  room  is  completely  fireproof  and  is  located  in  the 
basement ;  that  all  motors  and  electrical  devices  in  the 
room  are  explosion-proof  type;  that  the  room  is  well  venti¬ 
lated  by  suction  hoods  located  over  each  mixing  tank  and 
by  two  vent  inlets,  one  at  the  center  of  the  room  and  the 
other  over  the  steel  platform;  that  a  duct  carries  the  air 
through  the  wall  as  shown  in  drawing  11  and  to  the  roof; 
that  the  manufacture  of  dextrine  from  starch  is  done  on 
the  4th  floor  of  the  adjoining  building;  that  the  starch  is 
stored  on  the  third  and  fourth  floors  of  Building  C  and 
there  is  some  storage  on  all  floors  of  Building  B  as  indi¬ 
cated  on  plans  filed  with  this  appeal ;  that  these  buildings 
are  separated  by  fire-proof  doors;  that  the  floors  of  Build¬ 
ing  C,  are  6)4  in.  thick  concrete  and  those  of  Building  B, 

6  in.  concrete ;  that  all  the  starch  used  is  handled  in  bags 
and  there  is  little  if  any  dusting;  that  there  is  adequate 
ventilation  from  all  floor  areas  and  the  products  which  it 
is  proposed  to  manufacture,  are  used  mainly  for  vital  war 
uses. 

Resolved,  that  order  96696-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  item  1,  on  condition  that  in  all  other 
respects,  the  building  and  use  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto;  and  that  the  pretn- 


APPLICANT — Trageser  Copper  Works,  Inc.,  for  Trageser 
Copper  Works  Inc.,  Manufacturers  Trust  Company 
and  H.  C.  Bohack  Company,  owners. 

SUBJEC 1  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 


K LMISES  AFFECTED — 50-00  Grand  avenue  (rear), 
south  side,  636.06  ft.  west  of  Garrison  avenue 

2ollj  Lot  126)>  Boroilgh  of  Manhattan. 
APPEARANCES— 

bor  Applicant:  A.  H.  Trageser. 

*  Administration:  Insp.  Meyer,  Fire  Dep’t. 

OF  BOARD — Appeal  granted  on  condition. 

I  H  E  V  O  T  E — 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  q 


THE  RESOLUTION  (313-44-A) 

Whereas,  Trageser  Copper  Works  Inc.,  for  Trageser 
Copper  Works  Inc.,  Manufacturers  Trust  Company  and 
H.  C.  Bohack  and  Company,  owners,  filed  May  24,  1944, 
an  appeal  from  an  order  of  the  fire  commissioner,  affecting 
Premises  south  side  of  Grand  avenue,  636  feet  west  of 
Garrison  avenue  (Block  2611,  Lot  126),  Maspeth,  Borough 
of  Queens;  and 

\\  hereas,  Order  9/032-LC,  issued  by  the  Fire  Commis¬ 
sioner  May  4,  1944,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  and  use  Paints,  thinners, 
etc.  shows  the  following  must  be  done  before  the  per¬ 
mit  requested  by  you  can  be  issued : 

2.  Provide  a  separate  exterior  storage  building  of 
fireproof  or  fire-resisting  material  with  ventilated  plain 
glass  skylight  or  a  storage  room  constructed  fireproof 
in  a  fireproof  building  or  fire-resisting  in  a  non-fire- 
proof  building  for  the  storage  of  spray  material  in 
excess  of  100  gallons. 

Storage  rooms  shall  have  a  window  opening  to  the 
outer  air  but  such  window  shall  not  be  on  a  lot  line, 
enclosed  court,  nor  opposite  within  20’  of  windows  of 
adjacent  buildings;  nor  part  of  the  same  premises,  such 
window  openings  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvers  or  ventilated  by  a  metal  duct 
or  fan  at  least  8  in  diameter.  The  doors  of  all  storage 
rooms  shall  be  waterproof  up  to  a  height  of  at  least  6" 
from  the  floor  and  be  properly  pitched  for  drainage 
purposes  to  a  low  point  within  enclosure.  Any  drain 
in  such  storage  room  shall  not  be  connected  to  the 
bouse  drainage  system  or  street  sewer.  The  sill  of  the 
door  shall  be  at  least  6"  above  the  finished  floor.  All 
doors  to  be  tinclad  approved  fireproof  and  self-enclos¬ 
ing.  Rule  6.1.3,  Spray  Rules. 

3.  Provide  an  approved  buried  storage  system  for 
storage  of  diesel  oil  and  discontinue  the  use  of  the 
present  1100  gallon  tank  for  such  storage.  C19-11.0, 
Admin.  Code. 

and 

Whereas,  the  applicant  states  that  premises  are  unre¬ 
stricted  use  district,  used  since  1943  for  the  construction 
of  landing  craft  for  the  United  States  Army;  and 
Whereas,  the  applicant  contends  that  the  main  building 
on  the  premises  is  the  one-story  brick  building  ordinarily 
used  as  a  steel-plate  fabricating  shop,  but  now  used  for  the 
construction  of  landing  craft  for  the  U.  S.  Army;  that  this 
building  is  shown  on  Drawing  A  filed  with  this  appeal, 
as  is  the  temporary  paint  shop  in  question;  that  the  oil  tank 
in  question  is  made  of  3/16  inch  steel  welded  seams  with 
two-flanged,  but  not  dished  heads ;  that  the  tank  is  equipped 
with  a  vent,  fillers  and  1T4  inch  drain,  to  which  is  attached 
1)4  inch  rubber  hose  with  a  self-closing  dispensing  nozzle; 
that  there  are  at  all  times  two  15  lb.  C02  shatterproof  hand 
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portable  fire  extinguishers  located  near  the  tank;  that  the 
sides  at  which  paints  and  oils  are  stored,  are  isolated  and 
do  not  present  a  great  hazard ;  that  neither  the  paint  or 
the  oil  will  be  stored  during  peace  time ;  that  the  shed  tor 
storage  of  paint  has  been  erected  on  the  vacant  property 
adjoining  the  plant;  that  the  tank  for  the  storage  of  oil  is 
on  the  vacant  property  belonging  to  H.  C‘.  Bohack  &  Co. ; 
it  is  therefore  requested  the  Board  grant  permission  for  the 
temporary  use  of  the  existing  paint  storage  shed  which  is 
of  frame  construction  and  the  oil  storage  tank  for  the 
duration  of  the  present  war  emergency ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  97032-LC,  Objection  3,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  existing  tank  shall  be  maintained  to  the 
satisfaction  of  the  fire  commissioner  and  shall  continue  only 
during  the  term  of  the  present  emergency  and  thereafter 
removed ;  and  denied  as  to  Item  2,  on  the  understanding 
that  an  exterior  storage  building  complying  with  the  re- 
quirements  therefor,  will  be  constructed  within  three 
months  or  the  storage  of  paints  discontinued;  that  mean¬ 
while,  such  portable  fire  fighting  appliances  shall  be  main¬ 
tained  in  the  existing  storage  building  as  the  fire  commis¬ 
sioner  shall  direct. 

383-44-A  .  .  . 

APPLICANT — Herbert  Heitman,  for  West  Disinfecting 

Co.,  owner.  .  . 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent.  .  • 

PREMISES  AFFECTED— 42-18  West  street,  west  side,  200 
ft.  South  of  Jackson  avenue  and  south  side  of  Jack- 
son  avenue,  50  ft.  west  of  West  street  (Building  No. 
2)  ;  (Block  264,  Lot  1),  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES- 

For  Applicant:  Edward  T.  Schrotz  and  George 

Heuer. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  J  ,  _ 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative .  ® 

THE  RESOLUTION  (383-44-A)  . 

Whereas,  Herbert  Heitman,  for  West  Disinfecting  Com¬ 
pany,  owner,  filed  June  21,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  42-18  West 
street,  west  side,  200  ft.  south  of  Jackson  avenue  (Building 
No.  2,  1st  floor)  ;  (Block  264,  Lot  1),  Long  Island  City, 

Borough  of  Queens ;  and  .  , 

Whereas,  the  decision  of  the  borough  superintendent,  dated 
May  24,  1944  on  Alt.  Applic.  501-44,  reads :  . 

“1.  The  proposed  storage  in  concrete  containers  ot 
mineral  oils  and  other  combustibles  is  contrary  to  C19- 
11.0  Adm.  Code  and  to  the  provisions  of  Sec.  487-d  of 
the  New  York  City  Charter.” 

Whereas,  the  applicant  states  that  the  building  is  1  story 
(18  ft.)  in  height,  50  ft.  by  130  ft.  6  in.  in  area,  of  class  3 
construction,  erected  in  1939,  located  in  an.  unrestricted  use, 
A  area  district  and  used  for  manufacturing  and  storage , 

Whereas,  the  applicant  states  that  22  tanks  are  to  be 
installed  in  Building  No.  2,  as  indicated  on  Alt.  Applic. 
SOI -44-  that  14  of  these  tanks  are  designed  for  the  storage 
of  aqueous  disinfectants;  that  the  remaining  8  tanks  marked 
Nos.  1-8  on  plans  filed  with  this  appeal,  are  intended  for 
storage  at  atmospheric  temperatures,  of  various  vegetable 
oils  and  mineral  oils  having  flashpoints  as  follows:  castor 
oil — 375  deg. ;  linseed  oil— 375  deg. ;  high  boiling  tar  acid— 
and  cresylic  acid — 450  deg. ;  form  oil  ^32  and  light  floor 
oil _ 275  deg. ;  Westone— 220  deg. ;  kerosene  and  flybane— 


165  deg.  and  deobase — 175  deg.;  that  these  8  tanks  will  be 
lined  on  the  interior  with  five  coats  of  Line-Tite  as  manu¬ 
factured  by  the  Plastic  Lining  Corp.  of  Chicago ;  and 
Whereas,  the  applicant  contends  that  production  has 
increased  300'%  since  1941,  due  largely  to  orders  from  the 
Army,  Navy  and  war  plants;  that  due  to  this  expansion 
in  production,  there  exists  a  serious  shortage  of  manu¬ 
facturing  and  storage  space  at  the  plant  and  many  of  the 
steel  tanks  are  in  poor  condition  and  cannot  be  replaced ; 
that  the  only  reasonable  solution  is  to  provide  additional 
manufacturing  and  storage  space;  that  accordingly,  it  was 
decided  to  construct  a  series  of  reinforced  concrete  tanks 
similar  in  design  and  construction  to  several  installed  in 
Chicago  and  Montreal  plants  of  the  applicant;  that  the 
WPB  has  approved  this  project;  that  the  side  walls  of 
the  building  will  be  lined  with  salt-glazed  tile  and  the 
method  of  venting  and  filling  of  the  tanks  and  their 
location,  with  reference  to  other  tanks  to  be  installed  in 
the  same  building,  willl  be  as  indicated  on  plans  filed  with 
this  appeal;  that  while  adequate  fire  prevention  methods 
and  equipment  are  available  at  the  plant,  any  suggestions 
of  the  Board  as  to  portable  fire-fighting  materials  or  equip¬ 
ment  will  be  carried  out;  and 

Whereas,  the  applicant  has  filed  a  letter  from  the  eastern 
representative  of  the  manufacturers  of  Line-Tite,  stating 
that  Line-Tite  is  essentially  a  vinylite  compound  which 
dries  as  a  tough  impermeable  membrane  and  will  protect 
the  concrete  storage  tanks  from  corrosive  attack  as  well 
as  permeation  and  impregnation ;  that  the  Maritime  Com- 
mission  has  approved  Line- 1  ite  in  their  specifications  for 
a  synthetic  resin  coating  for  oil  tanker  cargo  holds  intended 
to  carry  fuel  oil  and  Diesel  oil,  but  no  gasoline  and  has 
approved  a  general  specification  covering  paints  and  surface 
coatings  for  concrete  ships  and  barges  and  that  Line-1  ite 
was  included  in  these  specifications  after  exhaustive  tests 
made  by  the  Bureau  of  Standards;  and 

Whereas,  the  applicant  states  that  the  concrete  in  the 
proposed  tanks  will  be  of  a  1  :2 :3  mixture,  using  y4  in. 
crushed  stone,  and  to  be  poured  monolithic,  using  integral 
waterproofing  with  a  minimum  amount  of  water  consistent 
with  best  practice,  not  to  exceed  5)4  gallons  total  water 
per  bag  of  cement ;  that  to  insure  uniform  maximum  density 
throughout,  a  vibrator  will  be  used  when  concrete  is  poured; 
that  tanks  1  to  8,  as  indicated  on  filed  drawing  No.  206-1 
are  to  be  lined  with  five  (5)  coats  of  Line-Tite,  manu¬ 
factured  by  the  Plastic  Lining  Corp.,  Chicago,  Ill.,  con¬ 
sisting  of  two  coats  of  0-49  and  three  coats  of  0-63,  applied 
in  accordance  with  their  specification  by  F.  H.  Paul  & 
Stein  Bros.,  their  Eastern  representatives  of  the  manufac¬ 
turer;  and 

Whereas,  the  applicant  further  states  that  when  the  new 
concrete  tanks  are  completed,  the  old  steel  tanks  will  be 
demolished  as  follows: 

Tanks  Nos.  7,  8,  19,  19,  20,  21,  22,  ~8,  30,  31,  32,  34,  35 
and  36,  and  the  tank  located  inside  of  Building  2,  which 
is  now  used  to  store  kerosene.  . 

Resolved ,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  501-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to 
item  1,  on  condition  that  the  tanks  shall  be  constructed  and 
for  the  purpose  as  set  forth;  that  upon  the  installation  of 
such  tanks,  the  existing  exterior  tanks  shall  be  discontinued ; 
and  that  in  all  other  respects,  the  equipment  and  installation 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


406-44-A 

APPLICANT— Edward  H.  Klein,  for  Getty  Realty  Corpo¬ 
ration,  owner.  . 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner.  ,  _  .  _ 

PREMISES  AFFECTED— 795  5th  avenue  and  2-6  East 

61st  street,  southeast  corner  (1st,  3rd,  41st,  42nd 
and  sub-cellar  floors)  ;  (Block  1375,  Lot  67), 
Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Edward  H.  Klein,  Alex.  H.  McPhee 
and  John  W.  Palmer. 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 

AC  i  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affiimative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 


THE  RESOLUTION  (406-44-A) 

Whereas,  Edward  H.  Klein,  for  Getty  Realty  Corpora¬ 
tion,  owner,  filed  June  27,  1944,  an  appeal  from  an  order 
and  a  decision  of  the  fire  commissioner,  affecting  premises 
795  Fifth  avenue  and  2-6  East  61st  street,  southeast  corner 
(1st,  3rd,  41st,  42nd  and  subcellar  floors)  ;  (Block  1375,  Lot 
67),  Borough  of  Manhattan;  and 

Whereas,  order  38157-LC,  issued  by  the  fire  commissioner, 
April  27,  1944,  and  repeated  in  a  decision  dated  June  30,’ 
1944,  reads: 


“1.  Provide  refrigerating  rooms  with  vapor  tight 
self-closing  doors. 

.  Note  :  Refers  to  all  Class  C  machines  except  the  one 
in  ice  room. 

2.  Discontinue  the  use  of  direct  system  of  air  con¬ 
ditioning  above  the  1st  floor  where  system  covers  more 
than  one  floor. 

Note:  Refers  to  the  170  lb.  Freon  system  in  tower 
used  to  air  condition  on  the  41st  and  42nd  floors  and  the 
3-100  lbs.  Freon  units  on  third  floor  used  to  air  con¬ 
dition  the  first  floor. 

4.  Make  door  to  refrigerating  room  vapor-tight  and 
self-closing. 

Note  :  Refers  to  the  40  lb.  Freon  in  laundry  and  to 
the  5  lbs.  Freon  unit  on  3rd  floor  in  dining  room. 

6.  Provide  mechanical  ventilation  for  refrigerating 
machine  located  in  ice  room  located  in  3rd  basement. 

7.  Cut  off  all  elevator  shafts  leading  into  refriger¬ 
ating  machinery  room. 

Note:  Applies  to  refrigerating  machine  located  in 
roof  kitchen  on  41st  floor.” 


and 


Whereas,  applicant  states  the  building  is  43  stories  (ap¬ 
proximately  600  ft.)  in  height,  270  ft.  by  100  ft.  in  area; 
Class  1  construction;  erected  in  1929;  located  in  residence 
use,  B  area  district  and  used  throughout  as  a  hotel,  pur¬ 
suant  to  Certificate  of  Occupancy  16835  issued  September 
23,  1930;  and 

Whereas,  the  applicant  contends  as  to  item  1  of  the  order, 
that  all  doors  leading  to  elevator  machinery  rooms  are  fire¬ 
proof  and  reasonably  tight-fitting  and  it  is  impracticable 
to  make  them  vapor  tight  in  accordance  with  the  require¬ 
ments  of  the  order ;  as  to  item  2,  the  refrigeration  system 
referred  to  consists  of  a  compressor  located  on  the  42nd 
floor  containing  170  lbs. '  of  F-12  gas,  equipped  with  all 
necessary  safety  devices  required  by  the  Code;  that  direct 
refrigerating  lines  run  from  the  compressor  located  on  the 
43d  floor,  where  fresh  air  enters  from  a  duct  leading  from 
the  outer  air ;  that  the  air  passes  through  the  conditioning 
unit  and  is  distributed  by  ducts  leading  through  the  42nd 
floor  to  the  breakfast  room  located  on  the  41st  floor,  by 
means  of  a  series  of  registers  supplied  by  metal  ducts  as 
indicated  on  plans  filed  with  this  appeal;  that  the  refriger¬ 
ating  machinery  rooms  located  on  the  42nd  and  43d  floors 
are  not  accessible  to  the  public  and  are  entirely  fireproof 
and  well  ventilated  by  means  of  windows  and  automatic 
wind-driven  ventilators  located  in  roof ;  that  a  remote 
control  switch  is  located  outside  the  door  leading  to  the 
42nd  floor  refrigeration  machine  room;  that  the  tower  break¬ 
fast  room  which  is  air-conditioned  by  this  system,  is  also 
equipped  with  an  exhaust  system  of  sufficient  capacity  to 
provide  frequent  changes  of  air  therein;  that  there  are  no 
open  flames  in  the  refrigerating  machinery  rooms  or  the 
breakfast  room  which  is  air-conditioned  by  the  system  re¬ 
ferred  to  in  this  item  of  the  Order  and  the  system  contains 

» 


only  Freon,  which  is  non-toxic  and  non-irritant  in  the 
absence  of  open  flames;  that  the  system  referred  to  in  the 
second  part  of  item  2  of  the  order  consists  of  three  100  lb 
Glass  B  Nash  Kelvinator  units  using  F-12  refrigerant, 
located  in  a  room  of  fireproof  construction  on  the  third 
story  and  used  to  air-condition  the  Cotillion  Room  on  the 
2nd  floor;  that  the  refrigerating  machinery  room  on  the 
.  ,  iloor  ,1S  ventilated  by  means  of  exhaust  ducts  and  pro¬ 
vided  with  remote  controls  located  outside  the  room,  to 
control  the  operation  of  the  refrigerating  machinery  and 
the  ventilating  system  in  case  of  emergency;  that  the  Cotil¬ 
lion  Room  which  is  air-conditioned  by  this  system,  is  sepa- 
rated  from  the  balance  of  the  1st  story  by  reasonably 
d°ors  >  that  as  to  item  4  of  the  order,  the  40 
i  k?°n  sys^em  looted  in  the  laundry  is  separated  from 
the  balance  of  the  floor  area  by  a  fireproof  partition  having 
a  self-closing  fireproof  sliding  door  which  is  reasonably 
tight-fitting,  and  the  laundry  is  adequately  supplied  with  a 
mechanical  system  of  air  exhaust  and  intake;  that  the 
refrigerating  unit  located  on  the  3rd  floor  for  the  help’s 
dimng  room,  is  equipped  with  adequate  ventilation  and  en¬ 
closed  with  fireproof  partitions  and  fireproof  self-closing 
a  mechanical  exhaust  extending  to  the  roof;  that  as  to 
lte™  °  °*  “e  orc*er>  ice  storage  room  located  in  the 
sub-basement  is  of  fireproof  construction,  equipped  with 
a  fireproof  self-closing  door  and  adequately  ventilated  with 
a  mechanical  exhaust  extending  to  the  room;  that  as  to 
item  7,  the  elevator  doors  are  fireproof  and  reasonably  tight- 
htting;  that  the  refrigerating  units  consists  of  two  Kelvina- 
tor  class  C  units  containing  8  lbs.  of  F-12  refrigerant,  and 
the  room  in  which  they  are  located,  is  of  sufficient  cubic 
capacity  to  exhaust  all  the  refrigerant  without  creating  a 
dangerous  atmosphere  in  the  event  of  leakage;  that  the 
kitchen  is  equipped  with  adequate  intake  and  exhaust  system 
ot  mechanical  ventilation  and  all  ranges  therein  are  hooded 
to  the  mechanical  exhaust  leading  to  the  outer  air;  that 
Hie  elevator  doors  throughout  the  building  are  reasonably 
tight-fitting  and  all  spaces  wherein  the  refrigerating  units 
are  located,  are  well  ventilated  by  means  of  mechanical 
systems  as  hereinbefore  described ;  that  the  entire  building, 
including  the  refrigeration  and  mechanical  equipment,  is 
under  the  supervision  of  licensed  engineers  24  hours  a  day 
and  the  mechanical  exhaust  systems  operate  24  hours  a  day ; 
that  the  building  is  entirely,  fireproof  and  all  refrigerating 
machinery  rooms  are  separated  from  the  public  spaces  by 
fireproof  construction,  equipped  with  fireproof  self-closing 
doors;  that  the  building  is  equipped  with  a  standpipe  sys¬ 
tem  and  an  interior  fire  alarm  system  and  all  employees, 
charged  with  the  supervision  or  operation  of  the  refriger¬ 
ating  equipment,  are  well  trained  and  qualified  in  the  event 
of  emergency ;  that  all  refrigerating  systems  are  equipped 
with  all  required  safety  devices  and  housekeeping  conditions 
throughout  are  excellent )  that  all  the  installations  men- 
tioned  in  the  fire  commissioner’s  order  were  designed  and 
installed  on  the  supposition  that  the  amendment  to  the  Ad- 
ministiative  Code  relative  to  installation  of  refrigerating 
systems  introduced  in  the  Council  in  1938,  would  be  passed 
and  the  systems  in  conformance  therewith. 

Resolved,  that  order  38157-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  as  to  items  1,  2,  4,  6  and  7,  on  condition 
that  the  refrigerating  systems  shall  comply  with  the  pro¬ 
posed  Local  Law,  Int.  296,  Print  357,  as  introduced  in  the 
Council  June  21,  1940,  and  shall  be  maintained  to  the  satis¬ 
faction  of  the  fire  commissioner;  that  all  doors  required 
to  be  vapor-tight  shall  be  reasonably  tight-fitting  and  self¬ 
closing  to  the  satisfaction  of  the  fire  commissioner ;  and 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  other  than  as  modified  by  the  Board  under  Cal.  91-41-BZ. 


407-44-A 

APPLICANT— Regal  Chemical  Corporation,  lessee,  for  115 
Dobbin  Street  Corporation,  owner. 
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SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner.  _  , ,  . 

PREMISES  AFFECTED— 115-117  Dobbin  street  west 
side  100  ft.  south  of  Meserole  avenue  (1st  and  2nd 
floors)  ;  (Block  2616,  Lot  12),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Theodore  Heilig  and  E.  Norman 
Clarke 

For  Administration:  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE—  w  J  „ 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn . 

Negative:  Commissioner  Savage  . 


THE  RESOLUTION  (407-44-A) 

Whereas,  Regal  Chemical  Corporation,  lessee,  for  115 
Dobbin  Street  Corporation,  owner,  filed  June  28,  1944,  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  115-117  Dobbin  street,  west  side  100  ft  south  of 
Meserole  avenue  (1st  and  2nd  floors)  ;  (Block  261o,  Lot 
12),  Borough  of  Brooklyn;  and 
Whereas,  order  97178-LC,  issued  by  the  fire  commis¬ 
sioner  May  31,  1944,  reads:  .  ,  .  ..  Q 

“With  reference  to  your  application  dated  April  8 
1944,  requesting  a  permit  for  the  storage  and  use  of 
7 — one  ton  cylinders  of  Freon  Gas,  at  115  Dobbin 
street,  please  be  advised  that  this  department  is  without 
power  to  grant  a  permit  for  the  storage  of  above  men¬ 
tioned  material  for  the  reason  that  the  storage  of  7 
one  ton  cylinders  of  Freon  Gas,  at  the  above  premises, 
is  not  in  the  interest  of  public  safety  and  is  dangerous 

^l.1  6You  are,  therefore,  ordered  to  remove  all  Freon 
Gas  from  the  premises  and  to  discontinue  the  further 
storage  of  Freon  Gas  on  said  premises.  The  storage 
of  7 — one  ton  cylinders  of  Freon  Gas  creates  a  danger¬ 
ous  condition  and  is  a  violation  of  09-11.0,  Adminis¬ 
trative  Code.” 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (38  ft.)  in  height,  45  ft.  by  100  ft.  in  area,  of  class 
3  construction,  erected  about  1913,  located  in  an  unrestricted 
use,  C  area  district  and  used  and  occupied  as  follows:  1st 
floor — storage,  packing  and  shipping — 9  persons  ;  2nd  floor— 
offices  and  packing  of  chemicals  25  persons ,  3rd  floor 
operating  plant  and  packing  of  chemicals, _  75  persons;  that 
the  building  is  equipped  with  two  3  ft.  8  in.  concrete  stairs, 
enclosed  inTrick,  equipped  with  fireproof  self-closing  doors 
leading  from  the  roof  bulkhead  directly  to  the  street ;  and 

Whereas,  the  applicant  contends  that  the  plant  is  engaged 
in  100%  vital  war  work;  that  the  one  ton  cylinders  which 
it  is  proposed  to  use  are  ICC  approved;  that  Freon  is 
non-inflammable  and  non-explosive ;  that  adequate  safety 
precautions  are  maintained ;  that  there  are  no  open  flames 
where  Freon  is  handled  ;  that  there  is  cross  ventilation  in 
the  room  where  Freon  is  stored  j  that  two  persons  handle 
the  cylinders  under  the  direct  supervision  of  the  plant 
superintendent  or  assistant  superintendent,  both  of  whom 
possess  certificates  of  fitness ;  that  in  view  of  these  facts 
and  the  important  nature  of  the  work  carried  on,  it  is 
requested  that  the  fire  commissioner’s  order  be  recon¬ 
sidered,  as  any  delay  would  cause  the  loss  of  a  much 
needed  product  for  the  Armed  forces,  the  unemployment 
of  over  100  people,  the  dislocation  of  the  plant  and  financial 

loss  to  the  lessee.  .  . 

Resolved,  that  order  97178-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  item  1,  on  condition  that  not  more 
than  ten  (10)  one-ton  cylinders  of  Freon  shall  be  stored 
on  the  premises;  that  such  cylinders  shall  be  stored  in  a 
fireproof  room  located  toward  the  front  of  the  first  story, 
substantially  in  the  area  shown  on  plans  filed  with  this 
appeal  marked  “Received  June  28,  1944”;  that  piping  from 
such  tanks  to  the  second  floor  work  benches  shall  be  con¬ 


structed  and  maintained  to  the  satisfaction  of  the  fire  com¬ 
missioner ;  that  no  open  flames  of  any  kind  shall  be  in  any 
part  of  the  second  floor ;  that  the  boiler  room  on  the  first 
floor  shall  be  separated  by  a  fireproof  partition  with  a 
fireproof  self-closing  door,  as  indicated  and  as  may  be 
approved  by  the  borough  superintendent;  that  proper  signs 
satisfactory  to  the  fire  commissioner  shall  be  posted  as  to 
the  presence  of  Freon  on  the  premises ;  and  that  in  all  other 
respects,  the  building  and  occupancj7  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  other  than 
as  modified  by  the  Board  under  Cals.  28-44- A  and  8 1-44- A. 


Adjourned:  1:40  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  JULY  5,  1944 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


221-43-S 


APPLICANT— A.  Schrader’s  Son,  owner. 

SUBJECT— Application  reopened  June  6,  1944 — re  Appeal 
from  decisions  of  the  fire  commissioner. 

PREMISES  AFFECTED — 468-512  Vanderbilt  avenue,  west 
side,  257  ft.  7  in.  north  of  Atlantic  avenue,  783-803 
Atlantic  avenue  and  481-515  Clermont  avenue 
(Building  No.  3,  9th,  10th  floors  and  Pent  House)  ; 
(Block  2009,  Lot  1),  Borough  of  Brooklyn. 


Frederick  L.  Kane  and  Carl  A. 


APPEARANCES— 

For  Applicant: 

Blum.  .  , 

For  Administration:  Thomas  A.  Larkin,  Fire  Dept. 
ACTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 


THE  RESOLUTION  (221-43-S) 

Whereas,  this  application  from  a  decision  of  the  fire 
commissioner,  affecting  premises  468-512  Vanderbilt  avenue, 
west  side,  257  ft.  7  in.  north  of  Atlantic  avenue,  783-803 
Atlantic  avenue  and  481-515  Clermont  avenue  (Block  2009, 
Lot  1),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  June  8,  1943,  on  certain  conditions;  and 

Whereas,  the  applicant  requests  an  amendment  of  the 
resolution  and  the  case  was  reopened  by  vote  of  the  Board 
on  June  6,  1944  and  restored  to  the  calendar;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
March  31,  1944,  reads: 

“In  answer  to  your  letter  of  March  17,  1944,  re¬ 
questing  permission  to  smoke  in  areas  other  than  those 
specified  in  Resolution  221-43-S,  we  are  without  au¬ 
thority  to  grant  such  permission. 

It  will  be  necessary  for  you  to  reopen  your  appeal 
before  the  Board  of  Standards  and  Appeals.” 

and  .  . 

Whereas,  said  decision  of  the  fire  commissioner  was 

repeated  May  2,  1944;  and  .  , 

Whereas,  the  applicant  states  that  the  Board  previously 
granted  permission  to  smoke  in  the  cafeteria  on  the  8th 
floor ;  that  it  is  now  requested  that  the  Board  grant  permis¬ 
sion  to  smoke  in  certain  executive  offices  on  the  9th  floor, 
executive  offices  and  reception  room  on  the  10th  floor, 
executives’  dining  room  and  lounge  on  the  penthouse  root 
as  indicated  on  plans  filed  with  this  appeal ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  a  commum- 
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cation  dated  June  20,  1944  from  the  U.  S.  Army  Service 
Forces,  Second  Service  Command,  stating  that  there  is  no 
objection  to  permitting  smoking  in  the  designated  areas 
referred  to  and  as  indicated  on  plans  filed  with  the  Board 
of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  8,  1943,  by 
adding  thereto: 

“*  *  *  that  the  variation  of  the  requirements  of  the 
Labor  Law,  as  cited  in  a  decision  of  the  fire  commis¬ 
sioner  dated  March  31,  1944,  is  also  granted  on  condi¬ 
tion  that  smoking  shall  be  restricted  to  the  spaces  as 
proposed  and  as  indicated  on  plans  filed  with  the  amend¬ 
ment  to  the  appeal  dated  June  3,  1944,  (Building  No. 
3),  on  condition  that  in  such  spaces,  the  requirements 
of  the  resolution  as  adopted  June  8,  1943  shall  also  be 
complied  with.” 


554-43-A 

APPLICANI — Brooklyn  Association  for  Improving  Con¬ 
dition  of  the  Poor,  lessee,  for  Frank  H.  Bulley, 
owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFEC  FED — 341-347  Adams  street,  east  side, 
225  ft.  south  of  Myrtle  avenue  (Block  145,  Lot  5), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Hartley  E.  Campbell. 

For  Administration :  Thomas  A.  Larkin,  Fire  De¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . : .  0 

THE  RESOLUTION  (554-43-A) 

W  hereas,  Brooklyn  Association  for  Improving  Condition 
of  the  Poor,  lessee,  for  Frank  H.  Bulley,  owner,  filed 
November  16,  1943,  an  appeal  from  an  order  and  decision 
of  the  fire  commissioner,  affecting  premises  341-347  Adams 
street,  cast  side,  225  ft.  south  of  Myrtle  avenue  (Block  145, 
Lot  5),  Borough  of  Brooklyn;  and 
W  hereas,  order  10043-LF  issued  by  the  fire  commissioner, 
January  25,  1943  and  referred  to  in  a  decision  of  the  fire 
commissioner  dated  November  3,  1943,  reads : 

“1.  Arrange  the  hardware  (panic  bolts)  on  all  doors 
leading  to  or  opening  on  required  exit  stairways  on  all 
stories  and  street  exit  doors,  so  that  doors  can  be 
opened  from  both  sides  in  such  a  manner  as  to  afford 
free  and  unobstructed  use  for  the  purpose  of  ingress 
and  egress.  Section  272  of  the  Labor  Law.” 
and 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  (53  ft.)  in  height,  74  ft.  11  in.  by  93  ft.  6  in.  in 
area,  of  class  3  construction,  erected  prior  to  1900,  located 
in  an  unrestricted  use,  B  area  district  and  used  and  occupied 
since  1942  as  follows:  cellar— storage — 1  person;  1st  floor- 
light  manufacturing  (mops)  and  offices — 21  persons;  2nd 
floor — light  manufacturing  (mops) — 12  persons;  3rd  floor 
—light  manufacturing  (pillow  cases) — 100  persons;  4th 
floor — light  manufacturing  (sheets- and  bags) — 35  persons; 
proposed  to  be  used  without  change  with  an  occupancy  as 
follows:  cellar — 1  person;  1st  floor — 21  persons;  2nd  floor 
—110  persons;  3rd  floor — 163  persons;  4th  floor — 155  per¬ 
sons;  that  the  building  is  equipped  with  a  one  source 
sprinkler  system,  an  interior  fire  alarm  system  and  fire 
drills  are  maintained;  that  there  are  two  3  ft.  10  in.  wide 
wood  stairs,  enclosed  in  partitions  constructed  of  V2  in. 
plaster  board  and  26  gauge  metal,  equipped  with  fireproof 
self-closing  type  doors,  provided  with  glass  panels  and  one 
fire  escape  on  the  rear,  which  leads  to  the  roof  by  stairs 
and  to  the  street  by  ladder  ;  and 
W  hereas,  Certificate  of  Occupancy  107911  issued  January 


27  1943,  permits  the  use  and  occupancy  of  the  building  as 
follows:  cellar— storage— 1  person;  1st  floor— light  manu¬ 
facturing— 21  persons,  100  lb.  liveload ;  2nd  floor— light 
manufacturing— 110  persons,  100  lb.  liveload;  3rd  floor- 
light  manufacturing— 163  persons,  75  lb.  liveload;  4th  floor 
—light  manufacturing— 155  persons,  75  lb.  liveload;  and 
Whereas,  the  applicant  has  applied  for  and  received 
Certificate  of  Occupancy  110355  issued  May  3,  1944,  per¬ 
mitting  the  use  and  occupancy  of  the  building  as  follows  • 
cellar— boiler  room  and  storage— 1  person;  1st  floor— office, 
shipping  and  factory  (deck  swabs) — 21  persons;  2nd  floor 
-factory  (textiles)— 100  persons,  100  lb.  liveload;  3rd  floor 
factor}-  (textiles) — 163  persons;  75  lb.  liveload;  4th 
floor— factory  (textiles)— 155  persons,  75  lb.  liveload;  and 
W  hereas,  the  applicant  states  that  there  are  six  barred 
windows  at  rear  of  building;  and 
W'hereas,  the  applicant  contends  as  to  order  10043-LF, 
that  compliance  with  the  order  would  enable  anyone  desir- 
ing  to  enter  the  building  without  the  knowledge  of  the 
occupants  to  do  so;  that  this  would  create  a  hazard  to 
property,  personnel  and  contents  since  the  plant  is  engaged 
largely  in  the  manufacture  of  material  for  the  U.  S.  Gov¬ 
ernment  and  it  is  necessary  to  protect  this  material ;  that 
the  doors  in  question  are  remote  from  the  office  and  are 
used  only  for  egress ;  that  it  is  felt  the  installation  of  equip¬ 
ment  making  it  possible  to  open  the  doors  from  the  street, 
will  in  no  way  expedite  the  removal  of  the  occupants  in 
the  event  of  an  emergency;  that  the  main  central  entrance 
is  free  for  entrance  and  egress ;  that  the  doors  in  question 
are  equipped  with  panic  bolts  and  due  to  the  type  of  handi¬ 
capped  people  occupying  the  building,  this  method  of  egress 
is  more  suitable  than  any  other  known  to  the  applicant; 
that  the  bar  on  the  panic  bolt  was  necessary  for  prompt 
opening  of  the  doors  by  blind  and  motor  handicapped 
persons. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  order  10043-LF  of  the  fire  commissioner, 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  item  1, 
on  condition  that  no  panic  bolts  shall  be  installed  except 
on  the  two  doors  to  Adams  street,  as  indicated  on  plans 
marked  “Received  June  28,  1944”;  that  such  panic  bolts 
shall  be  of  approved  type;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


269-44-A 

APPLICANT — George  F.  Holmes,  for  The  Memorial  Hos¬ 
pital  for  the  Treatment  of  Cancer  and  Allied 
Diseases,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 444  East  68th  street,  block 
bounded  by  East  67th  street  and  East  68th  streets, 
and  by  York  and  First  avenues  (Block  1462,  Lot 
1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  F.  Holmes,  W.  V.  Stirling 
and  Edward  A.  Salmon. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE : 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  .  3 

Negative:  Deputy  Chief  Gunn  .  1 


THE  RESOLUTION  (269-44-A) 

W^hereas,  George  F.  Holmes,  for  Memorial  Hospital  for 
the  Treatment  of  Cancer  and  Allied  Diseases,  owner,  filed 
May  5,  1944,  an  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  444  East  68th'  street, 
block  bounded  by  East  68th  street,  York  avenue,  East  67th 
street  and  First  avenue  (Block  1462,  Lot  1),  Borough  of 
Manhattan ;  and 


613 


MINUTES 


Whereas,  Order  17532-LF,  issued  by  the  fire  commis¬ 
sioner,  dated  March  29,  1943,  reads : 

“1.  Provide  an  automatic  wet  sprinkler  system 
throughout  sub-cellar.  Or 

Properly  segregate  by  means  of  fireproof  enclosure 
the  parts  of  sub-cellar  used  for  the  storage  of  com¬ 
bustible  materials  and  provide  an  automatic  wet  sprin¬ 
kler  system  to  cover  said  parts.  C19-161.0  Adm.  Code. 

and  .  .  j.i 

Whereas,  the  decision  of  the  fire  commissioner  dated 

April  5,  1944,  reads: 

“In  reply  to  your  request  to  omit  compliance  with 
Order  17532-LF,  requiring  the  sub-cellar  of  the  above 
hospital  to  be  protected  with  an  automatic  wet  sprinkler 
system,  you  are  advised  that  in  view  of  the  lack  of 
ventilation  and  the  storage  of  combustible  materials  in 
such  sub-cellar,  your  request  must  be  denied.” 

Whereas,  the  applicant  states  the  building  is  13  stories 
(147  ft.),  in  height;  338  ft.  by  190  ft.  in  area  at  1st  floor; 
243  ft.  by  50  ft.  in  area  at  typical  floor ;  of  Class  1  con¬ 
struction  ;  erected-  1938 ;  located  in  a  business  and  unre¬ 
stricted  use  district  and  used  throughout  as  a  hospital ;  and 
Whereas,  the  applicant  contends  that  the  entire  sub¬ 
basement  was  primarily  designed  as  a  piping  gallery  con¬ 
sisting  of  low  ceiling  heights,  sloping  floors,  liberally  spaced 
in  order  to  provide  easy  access  and  thus  does  not  lend 
itself  to  subdividing  through  the  erection  of  fireproof  par¬ 
titions  and  satisfactory  openings ;  that  the  installation  of  the 
sprinkler  system  would  entail  considerable  _  expense  and 
create  difficulties  in  connection  with  the  existing  piping ; 
that  the  materials  stored  in  the  sub-basement  are  stored  in 
bulk  and  original  wrappings  and  when  opened  for  dis¬ 
tribution,  is  taken  to  store  rooms  on  the  first  floor ;  that 
the  material  is  not  stacked  high  or  spread  out  over  large 
areas,  thus  reducing  the  concentrated  fire  hazard  at  any 
single  point;  that  the  storage  of  this  material  is  primarily 
of  a  temporary  nature,  due  to  war  conditions  ;  that  in  order 
to  avoid  serious  interruption  in  the  hospital’s  services,  it  is 
necessary  to  have  these  materials  on  hand ;  and  ^ 

Whereas,  the  applicant  has  filed  plans  marked  “Received 
June  27,  1944”  indicating  the  locations  involved;  and 
Whereas,  the  applicant  states  that  the  materials  stored 
consist  of  the  following:  In  Storeroom  No.  1,  3,000  lbs.  of 
housekeeping  supplies  consisting  of  trunks,  miscellaneous 
supplies  of  surgical,  laboratory  and  dietary  equipment; 
Storeroom  No.  2,  1,500  lbs.  of  old  records;  Storeioom  No. 
3,  1,000  lbs.  of  reprints;  Storeroom  No.  4,  5,000  lbs.  of 
paper  and  cotton  goods;  Storeroom  No.  5  (Pharmacy), 
1,200  lbs.  of  liquid  soaps  in  steel  drums;  Storeroom  No.  6 
(Pharmacy),  1,000  lbs.  of  new  empty  bottles;  Storeroom 
No  7  1,000  lbs.  of  paper  goods;  Storeroom  No.  8,  1,000 
lbs.’  of  piping  fittings;  Storeroom  No.  9,  2,000  lbs.  of  lum¬ 
ber;  Storeroom  No.  10,  2,100  lbs.  of  laundry  soap. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  17532-LF,  Objection  1,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  -be  and  it  hereby  is  granted  on 
condition  that  no  material,  deemed  highly  combustible  m 
the  opinion  of  the  fire  commissioner,  shall  be  stored  in  this 
area;  that  the  store  room  shall  be  maintained  as  proposed; 
that  within  one  year,  the  requirements  as  to  fireproof  parti¬ 
tions  and  sprinklers  shall  be  complied  with,  if  at  that  time 
the  fire  commissioner  deems  such  are  necessary. 

289-44-A  ^ 

APPLICANT— Arnold  W.  Lederer,  for  Delicia  Chocolate 
and  Candy  Manufacturing  Co.,  Inc.,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 50  Antin  place,  south  side,  141 
ft.  2  in.  west  of  Brady  avenue  (Block  4290,  Lots 
33-48),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
■  Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ® 

THE  RESOLUTION  (289-44-A) 

Whereas,  Arnold  W.  Lederer,  for  Delicia  Chocolate  and 
Candy  Manufacturing  Company,  Incorporated,  owner,  filed 
May  10,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  50  Antin  place,  south  side, 
141  ft.  2  in.  west  of  Brady  avenue  (Block  4290,  Lots  33  and 
48),  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  8,  1944  on  amendment  to  Misc.  Applic.  28-43, 
reads * 

“1.  The  connection  to  street  supply  must  be  at  least 
4  in.  in  diameter.  (Sec.  C26-1407.)  Reconsideration 
denied. 

The  removal  of  the  roof  tank  and  the  maintenance 
of  the  existing  standpipe  system  with  a  2  in.  tap  and 
3  in.  main  to  the  street  main  will  be  approved  only 
after  a  sprinkler  system  complying  with  all  the  require¬ 
ments  of  the  Building  Code  has  been  installed  and 
tested  by  the  Fire  Department.  Reconsideration  denied.’ 

and  ...  .  . 

Whereas,  the  applicant  states  the  building  is  2  stories  (29 
ft.),  in  height;  277  ft.  6  in.  by  100  ft.  in  area;  of  Class  1 
construction ;  erected  in  1928 ;  located  in  an  unrestricted  use, 
C  area  district  and  used  and  occupied  as  follows :  cellar, 
boiler  room;  1st  floor,  candy  factory,  45  persons;  2nd  floor, 
candy  factory,  45  persons;  that  the  building  is  equipped 
with  two  interior  3  ft.  8  in.  wide  fireproof  stairs  leading 
directly  to  the  street,  and  one  of  which  leads  to  the  roof ; 

Whereas,  Violation  487-44  was  issued  for  disconnecting 
roof  tank  from  standpipe  system  without  approval  of  the 
Department  of  Housing  and  Buildings;  and  _ 

Whereas,  the  applicant  contends  that  the  building  was 
formerly  occupied  as  a  garage  and  is  now  being  altered 
to  a  candy  factory;  that  it  is  proposed  to  maintain  the 
standpipe  with  the  existing  2  in.  tap  and  3  in.  main  as 
installed  when  the  building  was.  erected ;  that  this  standpipe 
will  be  maintained  as  an  auxiliary  fighting  unit,  inasmuch 
as  Section  16.1.1,  Subdivision  2  does  not  require  a  stand¬ 
pipe  system  in  buildings  two  stories  high,  if  hand  ex¬ 
tinguishers  are  provided;  that  the  gasoline  systems  have 
been  sealed  and  the  second  floor  has  been  divided  into 
smaller  areas  by  gypsum  blocks;  that  in  view  of  the  small 
excess  area  over  the  25,000  sq.  ft.  specified  in  Section  16.1.1, 
Subdivision  2,  where  no  standpipe  is  required,  and  in  view 
of  the  fact  that  the  Code  does  not  take  into  consideration 
the.  fireproof  construction  of  the  building,  it  is  requested 
that  relief  be  granted.  . 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Applic.  28-43,  be  and  it  hereby  is  modified , 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to 
objection  1,  on  condition  that  a  sprinkler  system  shall  be 
installed  throughout  the  building  within  one  year  from  the 
date  of  this  resolution;  that  the  existing  3  in.  standpipe 
system  with  3  2  in.  feed  from  the  w3ter  m3in  sh3.ll  be 
maintained  with  not  less  than  two  outlets  on  each  of  the 
first  and  second  floors;  that  at  such  outlets  there  shall  be 
150  ft.  of  hose  not  less  than  1J4  in.  in  diameter  with  ap¬ 
proved  nozzles;  that  such  portable  fire-fighting  appliances 
shall  be  installed  and  maintained  throughout  the  building 
as  the  fire  commissioner  shall  direct;  and  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


329-44-A 

APPLICANT — John  J.  McNamara,  for  The  Horn  and 
Hardart  Company,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  A b  FECTED — 3-5  \\  illoughby  street,  north 
side,  22  ft.  10  in.  east  of  Adams  street  (Block  145, 
Lot  44),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  McNamara  and  C.  H. 
Schutze. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (329-44-A) 

Whereas,  John  J.  McNamara,  for  The  Horn  and  Hardart 
K  Company,  owner,  filed  June  3,  1944,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
3-5  Willoughby  street,  north  side,  22  ft.  10  in.  east  of 
Adams  street  (Block  145,  Lot  44),  Borough  of  Brooklyn; 

;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  19,  1944  on  Alt.  Applic.  1097-44,  reads : 

“1.  Two  legal  means  of  egress  leading  directly  to 
the  street,  required  as  per  sec.  6.1.2.2.3,  6.4.1. 1,  6.4.1. 8.1 
and  6.4.1.11  of  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1 
story  (30  ft.)  in  height,  45  ft.  8  in.  by  100  ft.  in  area, 
of  class  3  construction,  erected  in  1936,  located  in  an  un¬ 
restricted  use,  B  area  district  and  used  since  its  erection 
as  follows :  cellar — kitchen,  ordinary  and  toilets- — 6  persons ; 
1st  floor — restaurant — 100  persons  ;  mezzanine — restaurant — 
70  persons;  proposed  to  be  used  and  occupied  as  follows: 
cellar — kitchen  and  general  toilets — 20  persons;  1st  floor- 
restaurant — 198  persons;  2nd  floor — restaurant — 165  per¬ 
sons  ;  that  the  building  is  equipped  with  one  3  ft.  8  in. 
wide  steel  stairs  enclosed  in  4  in.  terracotta  blocks,  equipped 
with  kalamein  self-closing  doors  from  cellar  to  1st  floor 
at  the  Willoughby  street  front  of  building,  one  5  ft.  stairs 
at  the  rear  from  1st  floor  to  mezzanine  and  one  2  ft.  8  in. 
stairs  at  the  rear,  enclosed  from  cellar  to  1st  floor,  equipped 
[  with  a  3  ft.  wide  fireproof  self-closing  door  at  the  cellar; 
and 

Whereas,  the  applicant  contends  that  the  plans  for  the 
present  building  were  approved,  in  1936,  construction  com¬ 
pleted  and  Certificate  of  Occupancy  78803  issued,  showing 
a  capacity  of  six  persons  in  the  cellar  which  is  used  for 
kitchen  general  use  and  toilet  rooms ;  that  there  are  two 

S  stairways  from  the  cellar  to  1st  floor,  both  constructed  of 
incombustible  materials  and  enclosed  with  masonry  enclos¬ 
ures;  that  one  of  these  stairs  leads  to  a  point  only  12  ft. 

1  from  the  exit  doors  On  the  street  front  and  has  an 
unobstructed  aisle  leading  to  the  street  door ;  that  there 
have  been  no  alterations  to  the  building  since  1936;  that 
a  new  application  for  a  Certificate  of  Occupancy  has  been 
filed  requesting  an  occupancy  of  20  persons  in  the  cellar ; 
that  a  modification  of  the  requirements  of  the  Administra¬ 
tive  Code  is  requested,  to  permit  the  present  cellar  exits  to 
remain  for  an  occupancy  of  20  persons,  as  there  is  an  un¬ 
obstructed  access  directly  to  the  street  and  the  entire  first 
floor,  as  well  as  the  mezzanine  floor,  are  of  fireproof  con¬ 
struction. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1097-44,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
oil  condition  that  the  rear  service  stairway  between  kitchen 
and  rear  of  restaurant  shall  have  a  vestibule  with  self-closing 
doors  either  at  the  cellar  level  or  at  the  first  floor  level, 
and  the  stairway  enclosed  either  on  the  cellar  level  or  the 
first  floor  level  with  approved  partitions;  that  a  door  shall 
be  constructed  which  may  be  a  sliding  door,  with  fusible 
links,  in  the  corridor  in  the  cellar  between  the  help’s  locker 
room  and  the  refrigerator  space,  to  provide  an  area  of 


refuge  and  for  exit  by  means  of  the  engineer’s  ladder  and 
by  means  of  an  exit  through  the  men’s  locker  room  through 
a  door  installed  in  the  locker  room  partition,  leading  to 
the  stairway  to  street;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


353-44-A 

APPLICANT— Julius  Bleich,  for  Agra  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 157  South  street,  west  side,  71 
ft.  2  in.  south  of  Dover  street  (1st  floor)  ;  (Block 
107,  Lot  4),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Julius  Bleich. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative :  .  q 

THE  RESOLUTION  (353-44-A) 

Whereas,  Julius  Bleich,  for  Agra  Realty  Corporation, 
owner,  filed  June  13,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  157  South  street, 
west  side,  and  71  ft.  2  in.  south  of  Dover  street  (1st  floor)  ; 
(Block  107,  Lot  4),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  June  7,  1944  on  Alt.  Applic.  443-44,  reads : 

‘‘1.  Marquee  not  permitted  to  be  erected  being  con¬ 
trary  to  Sec.  2.4. 1.4.8  Bldg.  Code. 

2.  All  parts  of  marquee  should  not  extend  within 
2  feet  of  curb  line  nor  more  than  2l/2  feet  beyond  either 
side  of  entrance.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5 
stories  (57  ft.)  in  height,  25  ft.  by  71  ft.  in  area,  of  class  3 
construction,  date  of  erection  unknown,  located  in  an  un¬ 
restricted  use,  A  area  district  and  used  since  1920  as  a  fish 
market;  that  the  building  is  equipped  with  one  3  ft.  wide 
wood  stairs  extending  from  the  roof  bulkhead  to  1st  floor 
and  one  fire  escape  at  the  front  of  the  building,  extending 
to  the  roof  by  a  ladder  and  to  the  street  by  a  drop  ladder ; 
and 

Whereas,  the  applicant  contends  that  the  proposed  mar¬ 
quee  is  required  as  weather  protection  for  the  fish,  which  is 
kept  in  barrels,  ready  to  be  shipped;  that  it  is  essential  to 
the  conduct  of  the  business  transacted  on  the  premises, 
which  is  that  of  a  wholesale  fish  market;  that  this  business 
cannot  be  conducted  in  a  sanitary  manner  without  the  pro¬ 
posed  protection;  that  the  adjoining  buildings  at  153-155- 
156-158  South  street,  have  a  marquee  protection  as  shown 
on  photographs  filed  with  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  443-44.  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  Objec¬ 
tion  1,  to  permit  the  erection  of  the  marquee  as  proposed 
and  as  indicated  on  plans  marked  “Received  June  13,  1944,” 
on  condition  that  spaces  shown  on  such  plan  shall  be  pro¬ 
vided  at  either  end  of  marquee,  to  accommodate  the  drop 
ladders  of  the  fire  escape  on  the  building;  that  such  spaces 
shall  be  maintained  at  all  times ;  that  such  marquee  may  be 
continued  only  so  long  as  the  first  floor  is  occupied  as  a 
fish  market ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  and  denied  as  to  Objection  2. 


356-44-A 

APPLICANT— Arnold  W.  Lederer,  for  Serafina  Polacco, 
owner  (Paulette  Mandel,  lessee). 
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SUBJECT — Appeal  from  a  decision  of  the  borough  superin-  THE  RESOLUTION  (387-44-A) 


tendent. 

PREMISES  AFFECTED— 286  Avenue  X,  south  side,  80 
ft.  west  of  West  2nd  street  (Block  7193,  Lot  6), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE —  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gumi . .  4 

Negative:  .  0 


THE  RESOLUTION  (3S6-44-A) 

Whereas,  Arnold  W.  Lederer,  for  Serafina  Polacco, 
owner,  (Paulette  Mandel,  lessee),  filed  June  13,  1944,  an 
appeal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  286  Avenue  X,  south  side,  80  ft.  west  of  West 
2nd  street  (Block  7193,  Lot  6),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  875-44,  dated  May  26,  1944,  reads  :  . 

“Iron  bars  on  windows  in  a  factory  is  contrary  to 
Sec.  272,  Para.  3  of  Labor  Law.” 

Whereas,  the  applicant  states  that  the  building  is  one 
story  (12  ft.)  in  height;  20  ft.  by  57  ft.  in  area;  of  Class  3 
construction ;  erected  1936 ;  located  in  a  business  use,  B 
area  district  and  used  and  occupied  for  the  manufacturing 
of  Army  money  bags,  12  persons ;  that  there  are  6  windows 
affected,  located  at  the  rear  yard  and  along  the  easterly 
lot  line;  that  egress  consists  of  one  2  ft.  6  in.  door  to  the 
yard  and  one  2  ft.  11  in.  door  to  the  street;  and 

Whereas,  the  applicant  contends  that  exits  are  adequate 
and  always  open  during  business  hours ;  that  these  premises 
have  been  continuously  used  for  factory  and  have  been 
robbed  twice  of  motors,  machinery  and  supplies,  that  the 
occupancy  is  small  and  that  in  view  of  these  facts,  it  is 
requested  that  the  appeal  be  granted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  875-44  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  existing  means  of 
exit  consisting  of  a  door  to  the  rear  yard  and  a  door 
to  the  street,  as  shown  on  plans  filed  with  this  appeal  marked 
“Received  June  13,  1944”,  shall  be  maintained  ;  that  a  gate 
shall  be  installed  in  the  fence  on  the  lot  line  enclosing 
the  rear  yard,  so  as  to  provide  exit  to  adjoining  premises, 
that  permission  for  same  shall  be  obtained  from  the  adjoin¬ 
ing  owner  and  filed  with  the  borough  superintendent,  as 
required ;  and  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


387-44-A 

APPLICANT— Dominick  Salvati,  for  State  Brokerage 
Corp.,  owner.  .  ,  ,  . 

SUBTECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PRFMISES  AFFECTED— 693  Bedford  avenue,  east  side, 
93  ft  24  in.  north  of  Lynch  street  (Basement,  1st 
and  2nd  floors)  ;  (Block  2231,  Lot  5),  Borough  of 
Brooklyn. 

APPEARANCES—  ,  _ 

For  Applicant:  Arnold  W.  Lederer  and  Carmine 

A.  Ventiera. 

For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


Whereas,  Dominick  Salvati,  for  State  Brokerage  Cor 
poration,  owner,  filed  June  22,  1944,  an  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  affecting  premises  693 
Bedford  avenue,  east  side,  93  ft.  24  in.  north  of  Lynch 
street  (Basement,  1st  and  2nd  floors)  ;  (Block  2231,  Lot  5), 
Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  1013-44,  dated  June  22,  1944,  reads: 

“2.  The  change  of  occupancy  of  the  basement,  first, 
and  second  floors  of  this  three  story  and  basement, 
non-fireproof  building  from  residence  to  public  use  is 
contrary  to  Sec.  2. 1.3. 5  and  Sec.  4.2.1  of  the  Building 
Code. 

3.  Two  exit  stairways  enclosed  in  fireproof  parti¬ 
tions  and  otherwise  complying  with  the  building  code 
are  required  by  Section  6. 1.2. 2. 3- (a)  and  Section 
6.4.1.8.1-Par.  1(a). 

4.  The  first  and  second  floors  are  weak  to  support 
the  required  100  lbs.  per  sq.  ft.  of  live  load.  Bearing 
partitions  are  not  a  permitted  support  for  floor  beams 
in  a  public  building,  see  Sec.  8.7.1. 1.  par.  d.” 

Whereas,  the  applicant  states  the  building  is  3  stories, 
and  basement  (40  ft.)  in  height;  21  ft.  9  in.  by  40  ft.  in 
area:  of  Class  3  construction,  date  of  erection  unknown; 
located  in  a  business  use,  C  area  district  and  used  and 
occupied  since  1943  as  follows:  cellar,  storage;  basement, 
meeting  rooms,  75  persons ;  1st  floor,  meeting  room,  75 
persons ;  2nd  floor,  card  room,  20  persons ;  3rd  floor,  dwell¬ 
ing,  one  family;  that  the  building  is  equipped  with  one  2  ft. 
g  in.  and  3  ft.  wide  wood  stairs,  enclosed  in  fire  retarded 
partitions  on  basement  and  first  floor  and  leading  directly 

to  the  street;  and  . 

Whereas,  the  applicant  contends  the  building  will  be 
occupied  by  a  political  club ;  that  the  basement  will  be 
occupied  as  a  meeting  room  and  the  first  floor  for  similar 
purpose ;  that  the  2nd  floor  will  be  used  as  card  room  and 
office ;  that  the  third  floor  to  be.  used  as  caretaker’s  apart¬ 
ment ;  that  the  actual  height  of  the  portion  of  the  building 
used  by  the  club  will  be  within  the  limits  of  the  basement 
to  2nd  story ;  that  a  new  3  ft.  wide  stairway  will  be  pro¬ 
vided  from  the  basement  to  the  first  floor  and  the  existing 
2  ft.  8  in.  wide  stairway  maintained  from  the  first  to  second 
floor ;  that  stairhall  partitions  on  the  basement  and  first 
floor  will  be  fire  retarded  on  both  sides  and  it  is  requested 
that  the  arch  be  permitted  to  remain  leading  to  the  stair- 
hall,  as  indicated  on  plans ;  that  a  fire  escape,  in  accordance 
with  Section  145  of  the  Multiple  Dwelling  Law,  will  be 
provided  for  the  1st,  2nd  and  3rd  floors;  that  the  first 
tier  of  beams  in  the  basement  meeting  room  will  be  rein¬ 
forced  to  sustain  a  live  load  of  100  lbs.  per  sq.  ft. ;  it  is 
requested  that  the  1st  and  2nd  floors  with  a  limited  occu¬ 
pancy,  be  permitted  to  remain  with  the  floor  loads  posted , 
that  the  cellar  ceiling  will  be  fire  retarded  and  the  cellai 
stairs  enclosed  with  fireproof  partitions;  that  new  toilet 
rooms  will  be  installed  on  the  basement  and  2nd  floor;  that 
in  view  of  the  small  area  and  occupancy,  it  is  requested 
that  the  Board  grant  a  variance  under  such  conditions  as 
it  may  deem  necessary. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1013-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to 
objections  2  and  3,  on  condition  that  the  stairways,  including 
a  rear  fire  escape,  shall  be  maintained  as  proposed,  except 
that  the  rear  fire  escape  shall  have  a  fixed  stair  from  the 
lowest  balcony  to  the  vard,  instead  of  the  counterbalanced 
ladder:  that  a  gate  shall  be  made  in  the  fence  surrounding 
the  rear  vard,  giving  access  to  adjoining  premises  for  use 
in  case  of  fire;  that  a  sprinkler  system,  as  required,  for  a 
converted  multiple  dwelling,  shall  be  maintained  in  the 
stairhall :  and  as  to  objection  4,  on  condition  that  the  first 
tier  of  beams  shall  be  reinforced,  as  proposed,  so  as  Jo  j 
sustain  a  liveload  of  not  less  than  100  lbs.  per  superficia 
foot ;  that  such  load  shall  be  posted ;  that  the  second  floor  ■ 
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shall  be  posted  for  a  liveload  of  not  less  than  40  lbs.  per 
superficial  foot ;  that  such  reinforcement  of  the  floor  shall 
be  accomplished  by  means  of  beams  and  columns  inde¬ 
pendent  of  bearing  partitions;  that  such  portable  fire  extin¬ 
guishers  shall  be  installed  and  maintained  as  the  fire 
commissioner  shall  direct;  and  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules' 
and  regulations  applicable  thereto;  that  this  variance  shall 
continue  only  so  long  as  the  conditions  proposed  are  sub¬ 
stantially  maintained. 


389-44-A 

APPLICANT— Boris  W.  Dorfman,  for  Shaare  Zion  Con¬ 
gregation,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1756  Ocean  parkway,  north¬ 
west  corner  of  Kings  Highway  (Block  6662,  Lots 
33  and  35),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Boris  W.  Dorfman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION  (389-44-A) 

Whereas,  Boris  W.  Dorfman,  for  Shaare  Zion  Congre¬ 
gation,  owner,  filed  June  23,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  1756 
Ocean  parkway,  northwest  corner  of  Kings  Highway 
(Block  6662,  Lots  33  and  35),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  19,  1944,  on  Alt.  Applic.  1586-44,  reads: 

“1-  The  change  of  occupancy  of  the  1st  floor  of  this 
frame  bldg,  from  residence  to  synagogue  is  contrary 
to  Sections  2.1.3.5,  4.1.2  and  4.2.1  of  the  Code.  The 
last  Section  (4.2.1.)  requires  that  a  public  bldg,  of  this 
height  be  of  fireproof  construction.” 
and 

Whereas,  the  applicant  states  the  building  is  2  stories 
(28  ft.),  in  height;  36  ft.  by  72  ft.  in  area;  of  Class  3 
construction ;  erected  1923 ;  located  in  a  residence  use,  C 
area  district  and  used  and  occupied  as  a  two  family 
dwelling;  proposed  to  be  used  and  occupied  as  follows: 
cellar,  boiler  room  and  storage;  1st  floor,  synagogue,  200 
persons ;  2nd  floor  and  attic — dwelling,  one  family ;  that 
the  building  is  equipped  with  one  2  ft.  11  in.  wide  wood 
stairs,  enclosed  in  partitions  of  wood  studs,  lath  and  plaster, 
equipped  with  wood  self-closing  doors  leading  directly  to 
the  street;  and 

Whereas,  Certificate  of  Occupancy  7172  issued  May  12, 
1926,  on  Alt.  Permit  11425-23,  permits  the  use  of  the  build¬ 
ing  as  a  two  family  dwelling ;  and 

Whereas,  the  applicant  contends  that  the  building  is  fully 
detached,  brick  veneered  and  has  a  tile  roof ;  that  the 
ground  floor  has  large  windows  on  all  sides ;  that  liberal 
exits  are  provided-  from  the  assembly  floor;  that  there  will 
be  no  cooking  on  the  1st  floor;  that  the  first  tier  will  be 
reinforced  to  carry  100  lbs.  live  load  per  sq.  ft. ;  that  the 
use  of  the  premises  for  church  purposes  precludes  night 
and  boisterous  assembly;  that  the  premises  were  purchased 
for  the  express  purpose  of  a  house  of  worship  with  igno¬ 
rance  as  to  the  necessary  requirements;  that  the  proposed 
alteration  provides  all  necessary  measures  for  a  safe  place 
for  the  use  as  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1586-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  objec¬ 
tion  1,  on  condition  that  the  building  shall  not  be  increased 
.  m  height  or  area ;  that  the  building  shall  be  brick  veneered 
on  all  sides;  that  the  main  floor  shall  be  leveled  and  rein¬ 


forced,  so  as  to  sustain  a  liveload  of  not  less  than  100  lbs. 
per  superficial  foot  and  shall  be  so  posted ;  that  the  proposed 
exits  shall  be  maintained,  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  June  23,  1944”;  that  the 
cellar  ceiling  shall  be  fire-retarded  throughout;  that  the 
cellar  shall  be  occupied  for  no  other  purpose  than  the 
heating  system;  that  the  attic  space  shall  be  used  onl^  for 
stoi  age  purposes  and  not  for  human  occupancy,  except  that 
if  such  attic  is  occupied  as  indicated  on  plans  marked 
Received  June  23,  1944  ,  a  second  means  of  exit  leading 
to  grade  shall  be  installed  toward  the  rear,  to  the  satisfac¬ 
tion  of  the  borough  superintendent;  that  the  existing  build- 
mg  at  the  rear  shall  not  be  occupied  for  human  occupancy, 
and  if  occupied  as  a  garage,  shall  not  be  used  for  storing 
cars  other  than  those  belonging  to  the  occupant  of  the  pro- 
posed  synagogue ;  that  such  portable  fire-fighting  appliances 
shall  be  installed  and  maintained  as  the  fire  commissioner 
shall  direct ;  that  this  variance  shall  be  continued  only  so 
long  as  the  premises  are  occupied  substantially  as  proposed. 


390-44-A 

API  LICANT  Koch  and  Wagner,  for  Balch  Price  and 
Co.,  owner. 


SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFHCTED— 380-382  Fulton  street  and  14- 
18  Smith  street,  southwest  corner  (4th  floor)  ;  (Block 
154,  Lot  19),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arthur  R.  Koch. 

For  Administration:  Fred  Dahlem,  Dep’f  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  q 


THE  RESOLUTION  (390-44-A) 

Whereas,  Koch  and  Wagner,  for  Balch  Price  and  Co., 
owner,  filed  June  23,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  380-382  Fulton 
street  and  14-18  Smith  street,  southwest  corner  (4th  floor)  ; 
(Block  154,  Lot  19),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  13,  1944  on  Alt.  Applic.  83-44,  reads : 

“Comply  with  Section  10.8.1  Bldg.  Code,  as  to  re¬ 
quirement  for  three  hour  assemblies  on  each  side  of 
horizontal  exit  on  fourth  floor.” 

and 

Whereas,  the  applicant  states  that  the  building  is 
4  and  6  stories  (85  ft.)  in  height,  29  ft.  by  185  ft.  in  area, 
of  class  1  construction,  erected  in  1903  and  1916,  located  in 
a  business  use,  B  area  district  and  used  and  occupied :  base¬ 
ment— storage— 5  persons;  1st  floor— sales  room— 10  per¬ 
sons  ;  2nd  floor — sales  room  and  cold  storage — 7  persons ; 
3rd  floor — office  and  cold  storage — 11  persons;  4th  floor — 
cold  storage  of  furs — no  persons,  5th  floor — cold  storage 
of  furs — no  persons;  6th  floor — manufacturing  fur  coats — 
35  persons ;  no  change  in  use  or  occupancy  is  proposed ;  that 
the  building  is  equipped  with  a  one  source  sprinkler  system, 
a  standpipe  system,  an  interior  fire  alarm  system,  but  fire 
drills  are  not  maintained;  that  there  are  two  3  ft.  8  in.  wide 
stairs,  constructed  of  iron  risers  and  cement  treads,  en¬ 
closed  in  6  in.  terra  cotta  blocks,  equipped  with  fireproof 
self-closing  doors  and  extending  from  the  roof  to  the  street 
and  one  exterior  stairs  from  6th  floor  to  the  roof  of  4 
story  building  with  fireproof  windows  on  the  course  thereof ; 
and 

Whereas,  the  applicant  contends  that  the  fourth  and 
fifth  stories  of  the  6  story  building  were  converted  from 
manufacturing  use  to  cold  storage  of  furs  under  Alt. 
Applic.  83-44  and  the  horizontal  exit  on  the  4th  floor  be¬ 
tween  the  front  and  rear  portion  was  altered  to  provide 


617 


a 


MINUTES 


vestibule  constructed  of  8  in.  terra  cotta  blocks  with  $4  in. 
thick  cement  plaster  both  sides  and  sprinkler  head  located 
in  the  ceiling  of  vestibule ;  that  the  new  openings  on  each 
end  of  the  vestibule  are  fitted  with  standard  metal  clad  cold 
storage  doors  constructed  of  2  in.  by  4  in.  wood  frame 
with  two  2  in.  by  4  in.  diagonal  wood  stiffeners,  covered 
with  waterproof  insulation  paper  and  54  in.  thick  tongue 
and  groove  sheathing  on  each  side  with  the  space  between 
the  frame  filled  with  4  in.  of  cork;  that  the  jamb  and 
casing  are  constructed  of  V/\  in.  by  in.  wood;  that  the 

doors,  jambs  and  casing  are  completely  covered  with  gal- 
vanized  iron  with  all  seams  locked  and  soldered ;  that  each 
door  is  equipped  with  galvanized  malleable  iron  hardware 
weighing  19j4  lbs.  per  set,  consisting  of  three  hinges  and 
one  fastener,  which  are  bolted  to  solid  wood  blocks  inside 
the  door  construction;  that  there  will  be  no  manufacturing 
use  on  the  entire  fourth  floor  and  that  the  horizontal  exit 
leads  directly  into  the  enclosed  stairway  of  the  rear  four 
story  building,  and  it  is  therefore  requested  that  the  Board 
grant  a  variation  of  the  provisions  of  the  Administrative 
Code,  to  accept  the  doors  as  proposed,  in  lieu  of  the  re¬ 
quired  three  hour  opening  protective  assemblies.  . 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  83-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  sprinkler,  standpipe  and  interior  fire  alarm  systems 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner;  that  any  additional  new  doors  installed  throughout 
the  building  shall  be  in  accordance  with  the  requirements 
therefor;  and  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


391-44-A 

APPLICANT— Earl  D.  Roberts,  for  Sixty  Wall  Tower, 
Inc.,  owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis- 

'sioner.  ,  ... 

PREMISES  AFFECTED— 56  Wall  street,  north  side,  194 
ft  7  in.  east  of  William  street  and  59-61  Pine 
street  (Block  40,  Lot  10),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None.  ( 

For  Administration  :  Peter  Maher,  Fire  Dep  t. 
ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 


prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION  (391-44-A) 

Whereas,  Earl  D.  Roberts,  for  Sixty  Wall  Tower,  In¬ 
corporated,  owner,  filed  June  24,  1944,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises,  56  Wall 
street  and  59-61  Pine  street,  north  side  of  Wall  street,  194 
ft.  7  in.  east  of  William  street  (Block  40,  Lot  10),  Borough 
of  Manhattan ;  and 

Whereas,  when  this  case  was  called  for  hearing,  no 
appearance  was  made  on  behalf  of  the  applicant,  although 

duly  notified  to  do  so.  .  .. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 

for  lack  of  prosecution. 


394-44-A 

APPLICANT— Frederic  R.  King,  for  Council  on  Foreign 
Relations,  Inc.,  lessee  (Harriet  B.  Pratt,  owner). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 58  East  68th  street,  southwest 
corner  of  Park  avenue  (Block  1382,  Lot  37), 
Borough  of  Manhattan. 


APPEARANCES—  .  _ _ .  ,  ...  M 

For  Applicant:  Frederic  R.  King  and  W.  M. 

Chadbourne.  , 

For  Administration  :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  ,  _ 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

"\T<=»rro  f  i  at**  •  . . . . . 


THE  RESOLUTION  (394-44-A) 

Whereas,  Frederic  R.  King,  for  Council  on  Foreign 
Relations,  Inc.,  lessee  (Harriet  B.  Pratt,  owner),  filed  June 
22,  1944,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  premises  58  East  68th  street,  southwest 
corner  of  Park  avenue  (Block  1382,  Lot  37),  Borough  ot 

Manhattan ;  and  . 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  8,  1944  on  Alt.  Applic.  656-44,  reads : 

“1.  Provide  two  means  of  egress  from  every  floor 
as  per  Sec.  6. 1.2.2. 2  and  6. 1.2. 2. 3  Bldg.  Code. 

2  Exits  should  be  remote  from  one  another.  Sec. 

6. 1.2.4  B.C.  .  ,  ,  .  . 

3.  Every  required  stairway  should  have  a  min.  clear 

width  of  44  inches.  Sec.  6.4. 1.1  B.C. 

5.  All  required  stairways  should  lead  in  a  continuous 
enclosure  from  roof  to  street.  Sec.  6.4.1.11  B.C. 

7.  Winders  in  required  stairways  are  unlawful.  Sec. 

6.4. 1.4  B.C.  ,  ,  ,,  . 

8.  Dimensions  of  risers  and  treads  should  comply 

with  Sec.  6.4.1.4  B.C. 

10.  Basement,  ground  and  4th  floors  should  be  good 
for  120  lbs.  per  sq.  ft.  liveload.  Entire  1st  floor  should 
be  good  for  100  #,/sq.  ft.  liveload.”  , 

and  .  c 

Whereas,  the  applicant  states  that  the  building  is  5 
stories  (73  ft.)  in  height,  40  ft.  by  92  ft.  in  area,  of  class  1 
construction,  erected  in  1920,  located  in  a  residence  use,  B 
area  district  and  used  as  a  dwelling;  proposed  to  be  used 
and  occupied  as  follows:  sub-cellar — boiler  room  1  pei- 
son ;  cellar — library  book  stacks — 1  person;  1st  floor 
library— 6  persons  ;  2nd  floor— library  and  lounge— 60  per¬ 
sons ;  3rd  floor — study  and  research — 10  persons;  4th  floor 
— study  and  research — 11  persons;  5th  floor — records  and 
caretaker— 2  persons ;  that  the  building  is  equipped  with 
two  interior  fireproof  stairs  2  ft.  6  in.  and  o  ft.  3  in.  wide, 
one  of  which  leads  to  the  roof;  and 

Whereas,  the  applicant  contends  that  the  building  will 
be  used  as  a  center  for  research  and  study,  open  only  to 
members  and  qualified  readers ;  that  the  number  of  occu¬ 
pants  proposed  is  small  and  well  within  the  capacity  of 
the  existing  stairs  and  floors;  that  by  completely  enclosing 
one  of  the  existing  stairs  with  self-closing  fire.  doors,  a 
continuous  fireproof  means  of  egress  will  be  provided  from 
the  roof  to  the  street ;  that  the  other  stairs  will  be  enclosed 
from  3rd  to  1st  floors,  at  which  point  egress  will  be  by 
main  stairs  from  1st  to  ground  floors  and  directly  to  the 
street ;  that  the  occupancy  of  the  5th  floor  will  be  limited 
to  two  persons,  consisting  of  the  caretaker  and  his  wife; 
that  the  occupancy  of  the  3rd  and  4th  floors  will  be 
limited  to  a  total  of  21  persons ;  that  although  the  existing 
main  stairs  is  open  from  1st  to  ground  floors,  it  is  ot 
ample  width  and  leads  to  the  street  through  a  passage  7 
ft.  wide;  that  wall  railings  will  be  added  on  all  stairs  ann 
doors  will  be  made  to  swing  in  the  direction  of  egress: 
that  no  part  of  the  building  will  be  used  as  a  public  library, 
but  will  have  a  limited  number  of  reference  books,  prin¬ 
cipally  for  use  of  the  staff ;  that  the  total  weight,  of  books 
and  occupancy  will  be  kept  well  within  the  capacity  of  the 
existing  floor  loads ;  that  in  view  of  the  fireproof  construe 
tion  of  the  building,  the  restricted  use,  the  small  occupancy, 
and  the  fact  that  the  building  is  on  a  corner  and  the  means 
of  egress  are  widely  separated,  it  is  requested  that  the 
Board  vary  the  requirements  of  the  Administrative  Code, 
to  permit  the  use  and  occupancy  as  proposed. 
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Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  650-44,  Objections  1.  2.  3,  5,  7,  8  and’ 

10  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
hereby  is  granted  on  condition  that  stairways  and  exit 

shall  be  maintained,  as  indicated  on  plans  filed  with  this 
appeal  marked  “Received  June  22,  1944”;  that  all  windows 
within  the  stairway  enclosure,  opening  upon  interior  court, 
shall  be  fireproof,  self-closing;  that  the  ventilating  ridge’ 
on  the  skylight  at  the  bottom  of  the  court,  shall  be  closed  • 
that  the  building  shall  not  be  increased  in  height  or  area! 
and  granted  only  so  long  as  the  building  is  used  substan¬ 
tially  as  proposed  and  complies  with  requirements  of  all 
laws,  rules  and  regulations  in  all  other  respects;  that  the 
additional  stairway  from  cellar  to  first  floor  foyer  shown 
on  such  plan,  shall  be  installed  and  maintained,  and  exit 
„  from  the  rear  stairway  at  basement  level  by  means  of  ramp 
to  Park  avenue  as  shown,  shall  be  maintained;  that  the 
existing  floor  loads  as  indicated  on  such  plans,  and  as 
approved  at  the  time  the  building  was  constructed,  shall 
be  posted  ;  that  such  live  load  per  superficial  foot  shall  not 

11  jXceet^ec^  1  plans  showing  the  load  arrangement  of 
all  noors  shall  be  submitted  to  and  approved  by  the  boromdi 
superintendent. 


413-44-A 

APPLICANT— Carey  Press  Corp.,  for  Printerion  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED — 406-426  West  31st  street,  south 
side,  from  9th  to  10th  avenues  (10th  floor)  ;  (Block 
728,  Lot  42),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Harold  M.  Goldblatt. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION  (413-44-A) 

Whereas,  Carey  Press  Corporation,  for  Printerion  Realty 
Corporation,  owner,  filed  July  3,  1944,  an  appeal  from  a 
decision  of  the  fire  commissioner,  affecting  premises  406-426 
West  31st  street,  south  side,  from  9th  to  10th  avenues  (10th 
floor);  (Block  728,  Lot  42),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
June  19,  1944,  reads: 

“In  reply  to  your  request  to  install  approved  type 
panic  bolts  on  the  exit  doors  from  the  10th  story  of 
the  above  factory  building,  Section  272  of  the  State 
Labor  Law  requires  that  no  door  leading  into  or  out 
of  any  factory  shall  be  locked,  bolted  or  fastened  dur¬ 
ing  working  hours.  Your  request  must  therefore  be 
denied.” 
and 

Whereas,  the  applicant  states  that  the  building  is  15 
stories  in  height,  250  ft.  by  85  and  103  ft.,  irregular  in  area; 
Class  1  construction;  erected  in  1913;  located  in  an  unre¬ 
stricted  use  district;  used  and  occupied  as  follows:  sub¬ 
cellar,  storage  and  boiler  room,  5  persons;  cellar,  storage; 

1  person;  1st  floor,  printing,  24  persons;  2nd  floor,  clothing, 

I  22  persons;  3rd  and  4th  floors,  printing  20  and  22  persons, 
respectively;  5th  floor,  printing  and  bookbinding,  28  per¬ 
sons;  6th  floor,  printing,  25  persons;  7th  floor,  printing  and 
metal  working,  32  persons;  8th  floor,  printing,  metal  work¬ 
ing  and  fur  dressing,  37  persons ;  9th  floor,  stationery  manu¬ 
facturing,  38  persons;  10th  floor,  printing,  28  persons;  11th 
floor,  fur  dressing,  40  persons ;  12th  floor,  printing,  20  per¬ 
sons;  13th  and  14th  floors,  lithography,  15  and  28  persons, 
respectively;  15th  floor,  printing  and  photo  engraving,  27 
persons ;  penthouse,  storage,  1  person ;  no  change  in  use  or 
occupancy  is  proposed;  that  the  building  is  equipped  with 
a  2-source  sprinkler  system,  a  standpipe  system,  has  five 


44  in.  fireproof  stairs  from  the  street  to  the  roof  and  two 
exterior  stairs  extending  to  the  roof  by  stairs  with  access 
to  the  street  through  passage ;  that  windows  and  doors  on 
coyrse  °f  exterior  stairs  are  fireproof,  self-closing;  and 
Whereas,  the  applicant  contends  that  it  operates  a  print¬ 
ing  plant  engaged  in  printing  confidential  matter  for  the 
United  States  Army;  that  it  has  received  an  order  from 
the  Second  Service  Command  of  the  U.  S.  Army,  recom¬ 
mending  the  installation  of  panic  bolts  on  the  plant  side 
ot  the  doors  leading  to  the  applicant’s  premises;  that  it  is 
proposed  to  install  approved  panic  bolts  on  three  of  the 
doors  leading  to  the  10th  story,  one  of  these  doors  leads 
to  the  main  hallway  and  two  lead  to  exit  stairways  on  either 
side  of  the  premises,  as  indicated  on  drawings  submitted 
with  this  appeal;  and 

.  Whereas,  the  applicant  has  filed  a  copy  of  recommenda¬ 
tion  of  the  U.  S.  Army,  recommending  the  installation  of 
panic  bolts  as  herein  proposed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
June  19,  1944,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  panic  bolts  shall  be  installed 
except  on  exit  doors  1,  2  and  3  on  the  10th  story,  as  indi¬ 
cated  on  plans  filed  with  this  appeal  marked  “Received  July 
3,  1944  ,  that  such  panic  bolts  shall  be  of  approved  type; 
that  on  Door  #2  adjacent  to  passenger  elevators,  there 
shall  be  installed  and  maintained  a  bell  actuated  by  a  push 
button,  so  as  to  call  attention  to  anyone  desiring  to  enter; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  ;  and  that  this  variance  is  granted  only  for  the  term  of 
the  present  emergency. 


ZONING  CASES 

507-40-BZ 

A I  PLICAN  F — Oscar  Goldschlag,  for  Robert  Dolman, 
lessee;  Eugene  Higgins,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (deci¬ 
sion  of  the  acting  borough  superintendent)  pre¬ 
viously  granted  on  condition,  under  section  7h  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  temporary  parking  and  storage  of  more 
than  five  motor  vehicles  for  a  period  of  two  years 
re  Lots  92,  93,  94,  95  and  96. 

PREMISES  AFFECTED — 321-323  West  95th  street,  north 
side,  175  ft.  5J4  in.  east  of  Riverside  drive,  332-342 
West  96th  street  and  235-239  Riverside  drive 
(Block  1253,  Lots  58,  59  and  92  to  96,  inclusive), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Oscar  Goldschlag. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  set  for  hearing  on  July  25  1944  at 
10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 


679-41-BZ 

APPLICANT — Max  Horn,  for  Wesleyan  University, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit— re  Application  (decision  of 
the  borough  superintendent)  previouslv  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 


I 

I 
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PREMISES  AFFECTED— 35-01  to  35-21  Sprayview  ave- 
nue,  southwest  corner  of  Beach  35th  street  (Block 
307,  Lot  1),  Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  restored  to 
calendar  and  set  for  hearing  on  July  25,  1944  at 
10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


802-41-BZ 

APPLICANT— Max  Horn,  for  Harry  Wilkus,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit  re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on 
condition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 219  Beach  26th  street,  west 
side  100  ft.  south  of  Edgemere  avenue  and  220 
Beach  27th  street  (Block  280,  Lot  10),  Edgemere, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  restored  to 
calendar  and  set  for  hearing  on  July  25,  1944  at 
10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


574-40-BZ 

APPLICANT— Lama  and  Proskauer,  for  Giuseppe  Proscia, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district, 
the  alteration  and  conversion  of  occupancy  of  an 
existing  building  to  a  garage  for  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 565-569  Carroll  street,  north 
side,  220  ft.  east  of  Fourth  avenue  (Block  958,  Lot 
70),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened,  and  time 


tions,  time  extended  October  21,  1941,  October  20,  1942 
and  July  20,  1943  and  the  applicant  requested  a  further 
extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  24,.  1940 
as  amended  through  July  20,  1943,  only  in  so  far  as  it  has 
reference  to  the  completion  of  the  work,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read  : 

“that  all  permits  shall  be  obtained  and  all  work  shall 
be  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution  (Alt.  2326-40). 


571-41-BZ 

APPLICANT— Max  Horn,  for  Beatrice  Roma  Gerard, 


owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted,  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 26-02  to  26-08  Seagirt  avenue, 
north  side,  between  Beach  26th  and  Beach  27th 
streets,  201-209  Beach  26th  street  and  202-212  Beach 
27th  street  (Block  280,  Lots  16  and  19)  Far  Rock- 
awav.  Borough  of  Queens. 

APPEARANCES— 


For  Applicant:  Mrs.  Max  Horn. 

For  Administration  :  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTFND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  ® 


THE  RESOLUTION  (571-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a 
temporary  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles,  affecting  premises  26-02  to 
26-08  Seagirt  avenue,  north  side,  between  Beach  26th  and 
Beach  27th  streets,  201-209  Beach  26th  street  and  202-212 
Beach  27th  street  (Block  280,  Lots  16  and  19),  Far  Rock- 
away,  Borough  of  Queens,  was  granted  by  the  Board  on 
July  17,  1941,  on  certain  conditions  and  time  to  obtain 
permits  and  complete  the  work,  was  extended  on  December 
16.  1941 ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  July  .17,  1941,  as 
amended  on  December  16,  1941,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

granted  under  section  7h  for  a  temporary  term  of  two 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  etc.  (Miscl.  4658-41).” 


extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative:  . . .  0 

THE  RESOLUTION  (574-40-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district  the  alteration 
and  conversion  of  occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  motor  vehicles,  affecting  premises 
565-569  Carroll  street,  north  side,  220  ft.  east  of  Fourth 
avenue  (Block  958,  Lot  70),  Borough  of  Brooklyn,  was 
granted  by  the  Board  September  24,  1940,  on  certain  condi- 
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705-41-BZ 

APPLICANT— Idella  R.  Koeshel,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit— re  Application  (decision  of 
the  borough  superintendent)  previously  granted,  on 
condition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 170  Beach  105th  street,  north¬ 
east  corner  of  Shore  Front  parkway  (Block  643, 
Lots  10,  17  and  18),  Rockaway  Beach,  Borough  of 
Queens. 


MINUTES 


APPEARANCES— 

For  Applicant:  James  A.  Martin  and  Idella  R. 
Koeshel. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC IION  OF  BOARD — Application  reopened  as  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative :  .  0 

THE  RESOLUTION  (705-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  170  Beach  105th  street, 
northeast  corner  of  Shore  Front  parkway  (Block  643,  Lots 
10,  17  and  18),  Rockaway  Beach,  Borough  of  Queens,  was 
granted  by  the  Board  on  July  21,  1942,  on  certain  conditions; 
and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  21,  1942,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

granted  under  section  7h  for  a  temporary  term  of 
two  years  from  the  date  of  this  amended  resolution, 
to  permit  the  premises  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  motor  vehicles,  etc.  *  *  * 
(Miscl.  6142-42).” 


1022-41-BZ 

APPLICANT — Max  Horn,  for  Dorothy  Jacobs  and  Hor- 
tense  Margolis,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  granted  under  section  7h 
of  the  zoning  resolution,  permitting  in  a  residence 
use  district  for  a  term  of  two  years,  on  the  same 
premises  with  a  multiple  dwelling,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 124-128  Beach  63rd  street,  east 
side,  355  ft.  south  of  Larkin  avenue  (Block  355, 
Lot  24  and  part  of  Lot  19),  Arverne,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative: .  0 

THE  RESOLUTION  (1022-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 

resolution,  permitting  in  a  residence  use  district  for  a  term 

of  two  years,  on  the  same  premises  with  a  multiple  dwelling, 

the  parking  and  storage  of  more  than  five  motor  vehicles, 


affecting  premises  124-128  Beach  63rd  street,  east  side,  355 
ft.  south  of  Larkin  avenue  (Block  355,  Lot  24  and  part  of 
Lot  19),  Arverne,  Borough  of  Queens,  was  granted  by  the 
Board  on  June  16,  1942,  on  certain  conditions  and  time  to 
obtain  permits  and  complete  the  work,  was  extended  on 
September  9,  1942;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  16,  1942,  as 
amended  on  September  9,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  obtaining  permits  and  completion  of  the  work,  so 
that ^as  amended,  this  portion  of  the  resolution  shall  read: 
“granted  under  section  7h  for  a  temporary  term  of  two 
years  from  the  date  of  this  amended  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  etc.  *  *  *  (Miscl.  11061-41).” 


1023-41-BZ 

A I  1  LI  CANT  Max  Horn,  for  St.  Georges  Church,  owner; 
Harry  Zeitlin,  lessee. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

1  REMISES  Ah  FEC  I  ED — 162  Beach  110th  street,  north¬ 
east  corner  of  Ocean  promenade  (Block  654,  Lot 
42),  Rockaway  Beach,  Borough  of  Oueens 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration:  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative: .  o 


THE  RESOLUTION  (1023-41-BZ) 

V  hereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  162  Beach  110th  street, 
northeast  corner  of  Ocean  promenade  (Block  654,  Lot  42)! 
Rockaway  Beach,  Borough  of  Queens,  was  granted  by  the 
Board  on  July  28,  1942,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  its  resolution  adopted  July  28,  1942,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  for  the  parking  and  storage 
of  more  than  five  motor  vehicles,  on  condition,  etc  *  *  * 
Miscl.  9941-41).” 


-  \ 

(Remaining  minutes  of  the  regular  meeting  of  Tuly  5, 
1944  will  be  printed  in  the  Bulletin  of  July  18,  1944.) 


NOTICE 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1944  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  five 
cents  per  copy  must  be  added  for  postage. 
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PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  GOVERNING  THE  STORAGE  AND  USE  OF 
EQUIPMENT  FOR  SPRAYING  AND  DRYING  OF  PAINTS,  VARNISHES, 
LACQUERS  AND  OTHER  FLAMMABLE  SURFACE  COATINGS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932 
AND  REVISED,  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937. 


(353-30-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday  morning,  July  14,  1944,  at  10  a.m.,  Room  1013, 
Municipal  Building,  Manhattan,  on  Proposed  Amendments 
to  Rules  Governing  the  Storage  and  Use  of  Equipment  for 
Spraying  and  Drying  of  Paints,  Varnishes,  Lacquers  and 
other  Flammable  Surface  Coatings. 

NOTE— New  matter  in  italics;  old  matter  in  brackets  [  ] 
to  be  omitted. 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  New  York ,  to  effectuate  the 
provisions  of  C19-84.0,  C19-85.0  and  C19-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  SPRAY,  DIP 
or  IMMERSE  any  article  or  thing  within  the  City 
of  New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
[Where  the  quantity  of  spraying  material  used  in 
a  day  does  not  exceed  two  (2)  quarts,  the  Fire 
Commissioner  may  modify  or  waive  these  rules.] 
Where  the  quantity  of  spraying  materials  used  in  a 
day  does  not  exceed  two  quarts,  except  for  spraying 
as  performed  under  Rule  5.13,  and  the  total  amount 
of  material  stored  does  not  exceed  twenty  gallons, 
these  rules  shall  not  apply. 

1.2  APPLICATIONS.  Application  for  the  required  per¬ 
mit  to  store  and  use  the  above-mentioned  [articles] 
materials  shall  be  made  to  the  Fire  Commissioner 
on  forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray,  dip¬ 
ping,  immersing,  storage  or  mixing  room  is  to  be 
installed,  [plans]  an  application  shall  be  filed  with 
and  approved  by  the  Borough  Superintendent  [of 
Buildings]  before  a  permit  is  issued. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  anv  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  class  A  or  B  multiple 
dwelling  or  a  dwelling  for  one  or  two- 
families,  except  where  a  location  is  provided 
which  is  separated  by  fireproof  construction 
from  the  residential  occupancy  and  ven¬ 
tilated  as  provided  in  Rule  3. 

1.3.2  Which  is  occupied  as  a  place  of  public  assem¬ 
bly  except  trade  schools  where  the  buildings 
are  of  fireproof  construction  and  painting, 
dipping  and  immersing  are  demonstrated  for 
instruction  purposes  only. 


1.3.3  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.4  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems  and 
the  boiler  is  located  outside  the  space  where 
painting,  dipping  or  spraying  is  carried  on. 


Rule  2.  Definitions. 


2.1  The  term  “SPRAY  or  SPRAYING  SPACE.” 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 
the  premises  used  for  the  actual  work  of  spraying, 
dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  rmrnnses  in  anv  booth  or  room  approved. 


2.2  The  term  “CABINET  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  with  a  back, 
top  and  two  sides  of  incombustible  materials .  over  a 
substantial  metal  frame  and  equipped  with  air 
exhaust  facilities,  located  within  a  room  or  any 
portion  of  any  premises  where  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 


2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 


2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fully  enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or  thing 
is  sprayed  by  any  flammable  paints,  varnishes,  lac¬ 
quers  or  any  other  flammable  substances,  mixtures 
or  compounds  commonly  used  for  painting,  var¬ 
nishing,  staining  or  similar  purposes  is  carried  on. 


2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or 
thing  is  dipped,  [spread]  or  immersed  in  any  flam¬ 
mable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2  7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
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buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
[doors]  assemblies. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
used  for  the  storage  and  mixing  of  any  inflam¬ 
mable  paints,  varnishes,  lacquers  or  any  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses. 

2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in¬ 
dividual  to  supervise  and  [handle]  process  spraying, 
dipping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  09-14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 
to  store  and  use  materials  covered  by  Sections 
C19-12.0  and  C19-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  For  requirements  of  ventilation  of  stor¬ 
age  rooms  see  Rule  4.4.1. 

3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the  capacity 
of  the  fan  or  fans  and  in  such  a  manner  as  to  avoid 
short-circuiting  the  path  of  air  in  the  working  zone 
of  such  spaces.  Exhaust  fans  shall  be  kept  running 
constantly  while  spraying,  mixing  or  dipping.  Ex¬ 
haust  fan  control  shall  be  interconnected  with  spray 
gun  so  as  to  operate  simultaneously.  Exhaust  fans 
shall,  in  addition,  be  arranged  to  operate  inde¬ 
pendently  of  spray  gun.  [or  mixing  and]  Ventila¬ 
tion  Equipment  shall  be  kept  in  operation  for  a 
sufficient  length  of  time  thereafter  to  exhaust  all 
vapors,  fumes  or  residues  of  spraying  materials 
from  the  spray  booth,  dip  space  or  drying  room. 
Air  admitted  to  the  spraying,  dipping,  immersing, 
drying  spaces  or  storage  rooms  shall  be  fresh 
air  taken  from  the  outside  of  the  building. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 


Rule  4.  Specifications  for  Spray  Booths, 
Spray  Rooms,  Dip  and  Immersing 
Rooms,  Drying  Equipment  and 
Material  Storage  Rooms. 

[4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  administra¬ 
tive  official  having  jurisdiction,  be  adequately 
ventilated  with  mechanical  ventilation;  if  lighted  to 
be  in  conformity  with  these  rules.  The  necessary 
fire  protection  shall  be  maintained  at  all  times.] 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  administra¬ 
tive  official  having  jurisdiction.  Ventilation  and 
lighting  for  spray  booths,  spray  rooms,  dipping 
rooms,  drying  rooms  and  storage  rooms  shall  com¬ 
ply  with  the  requirements  of  these  rules. 


[4.1.1  Spray,  dip  and  immersing  rooms  shall  be 
constructed  of  fireproof  or  fire-resisting  par¬ 
titions  with  waterproof  floors,  adequately 
ventilated  by  mechanical  means,  equipped 
with  the  necessary  fire  protection;  if  lighted 
and  heated  to  be  in  conformity  with  these 
rules.  Floor  drains  leading  to  the  house 
drainage  system  or  the  public  sewer,  shall  not 
be  permitted.  Where  more  than  sixty  (60) 
gallons  of  material  in  open  tanks  are  used,  a 
drain  to  an  approved  tank  located  outside  the 
building  shall  be  provided.] 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be 
enclosed  on  all  sides  with  partitions  con¬ 
structed  of  incombustible  materials  with  floors 
in  such  rooms  of  concrete.  Where  such  rooms 
are  located  over  wooden  floors,  such  wooden 
floors  shall  be  surfaced  with  1"  of  grout  ade¬ 
quately  reinforced  or  a  mixture  of  Portland 
cement,  asphalt  and  sand  similarly  reinforced. 
Ceilings  over  such  rooms  shall  be  protected 
by  YV  unsanded  gypsum  plaster  or  %"  of 
cement  or  sanded  gypsum  plaster  on  approved 
3.0  lb.  metal  lath  or  other  equivalent  fire- 
resistive  ceiling  protection.  Ventilation,  light¬ 
ing  and  heating  for  these  rooms  shall  comply 
with  the  requirements  of  these  rules.  Where 
additional  fire-fighting  equipment  is  necessary, 
such  equipment  shall  be  furnished  in  accord¬ 
ance  with  the  direction  of  the  Fire  Commis¬ 
sioner.  Floor  drains  leading  to  the  house 
drainage  system  or  the  public  sewer,  shall  not 
be  permitted.  All  dip  tanks  shall  be  provided 
with  hinged  metal  covers  held  open  by  a 
fusible  link,  such  covers  to  be  equipped  with 
an  opening  to  permit  automatic  flooding  of 
the  tank  with  fire  extinguishing  media  of  a 
type  and  so  located  as  the  Fire  Commissicmer 
shall  direct. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (%)  of  an  inch  thick,  not 
exceeding  seven  hundred  and  twenty  (720) 
square  inches  in  area  and  not  more  than 
forty-eight  (48")  inches  in  any  linear  dimen¬ 
sion  may  be  used  in  the  sides  of  a  spray 
booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  [doors. 
Only  windows  opening  to  a  street  may  be 
permitted  or  a  window  not  on  a  lot  line  more 
than  20  ft.  distant  from  windows  of  adjacent 
buildings  not  in  same  plane  may  be  used  for 
ventilation.]  opening  protective  assemblies. 
Windows  opening  on  a  street  may  be  used 
to  provide  ventilation  but  no  window  on  a 
lot  line  or  20  ft.  distant  from  any  opening 
of  a  wall  of  an  adjacent  building  shall  be 
permitted  except  when  the  subject  roam  is 
more  than  20  ft.,  in  the  horizontal  plane, 
above  an  adjoining  building. 

4.1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  [a  reasonable 
length  longer  is  maintained  than  required  for 
the  article  or  thing  to  be  sprayed,  dipped  or 
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immersed.  Ferrous  metals  shall  not  be  used 
for  such  floor  surface.]  at  least  three  (3) 
feet  of  clear  working  space  shall  always  be 
maintained  for  each  operator  spraying,  dipping 
or  immersing  the  material  being  processed. 

[4.1.7  At  least  three  (3)  feet  of  clear  working 
space  shall  always  be  maintained  for  each 
operator  spraying,  dipping  or  immersing  any 
article  or  thing.] 

[4.2  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4.2.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
metal  of  not  less  than  the  following  gauges 
of  metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36")  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.2.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.2.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  protected 
with  a  screen  of  copper  or  bronze  with  a 
mesh  not  larger  than  one-quarter  04")  inch. 

4.2.4  Where  a  duct  passes  through  a  non-fireproof 
roof,  the  duct  shall  be  protected  at  such  point 
by  an  outer  pipe  or  sleeve  with  an  air  space 
of  at  least  one  (1")  inch  between  the  sleeve 
and  duct.  The  outer  pipe  shall  be  not  less 
than  two  (2")  inches  from  any  woodwork 
and  such  woodwork  shall  be  covered  with 
metal. 

4.2.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or  of 
any  door  or  window  in  an  adjoining  building. 

4.2.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans. 

4.2.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to 
any  other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.2.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement.] 

4.2  STORAGE  ROOMS. 

4.2.1  Storage  rooms  shall  be  constructed  of  fire¬ 
proof  or  fire  resisting  material  and  shall 
have  a  window  opening  to  the  outer  air  but 
such  window  shall  not  be  on  a  lot  line, 
enclosed  court,  nor  opposite  within  twenty 
feet  of  windows  of  adjacent  buildings  nor 
part  of  the  same  premises,  such  window  open¬ 


ings  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvers  or  ventilated  by 
metal  duct  or  fan  at  least  8  inches  in  diam¬ 
eter.  The  floors  of  all  storage  rooms  shall 
be  of  incombustible  non-ferrous  materials. 
The  sill  of  the  door  shall  be  at  least  6 
inches  above  the  finished  floor.  All  doors  to 
be  tin-clad,  approved,  fireproof  and  self¬ 
closing. 

The  lighting  equipment,  when  necessary, 
shall  comply  with  rule  4.5.22  and  shall  have 
an  electric  switch  located  outside  the  room. 
Immediately  adjacent  to  such  room  shall  be 
provided  such  portable  fre  extinguishing 
eguipment  for  use  within  the  storage  room  as 
the  fire  commissioner  shall  direct. 

4.2  DRYING  EQUIPMENT. 

4.3.1  Gas  Fired  Drying  Ovens.  Gas  fired  drying 
ovens  shall  be  of  a  type  as  approved  by  the 
Board.  Such  ovens  shall  be  constructed  of 
metal  and  incombustible  materials  so  designed 
as  to  preclude  the  direct  application  of  heat 
to  the  material  in  process.  The  exhausts  from 
both  the  heating  compartment  and  the  drying 
compartment  shall  be  indizndual ly  _  eguipped 
with  adequate  fans  and  exhaust  piping  con¬ 
nected  directly  to  the  outer  air.  The  controls 
for  the  fans  shall  be  so  interlocked  with  the 
gas  supply  line  that  when  the  gas  is  flowing 
the  fans  are  in  operation.  An  extra  switch 
shall  be  provided  to  permit  the  operation  of 
the  fans  when  the  gas  supply  is  off.  Each 
oven  shall  be  equipped  zmth  approved  gas 
burning  equipment  with  electrical  controls  so 
arranged  as  to  shut  off  the  gas  valve  when 
ignition  fails  or  the  gas  supply  pressure  drops 
at  least  5  inches  of  water. 

The  use  of  a  continuous  gas  pilot  light  is 
prohibited  unless  an  automatic  gas  shut  oft 
valve  is  provided,  which  will  shut  the  gas  off 
at  the  pilot  light  when  the  flame  is  extin¬ 
guished  or  the  supply  of  gas  cut  off.  Elec¬ 
trical  pilot  ignition  shall  be  of  the  continuous 
type,  designed  for  use  in  high  temperatures, 
with  controls  so  interlocked  as  to  shut  off 
the  qas  supply  when  current  is  interrupted. 
An  auxiliary  manually  operated  gas  shut  off^ 
valve  shall  be  located  not  nearer  than  25 
feet  from  the  oven  so  as  to  control  the  gas 
supply  in  the  event  of  an  emergency.  Such 
ovens  shall  be  adequately  insulated  on  all 
sides,  including  the  base,  which  shall  have  a 
double  thickness  of  such  insulation,  unless 
the  floor  is  protected  by  a  3  in.  mat  of  rein¬ 
forced  concrete  placed  over  and  bonded  into 
the  existing  concrete  floor  and  projecting  not 
less  than  6  inches  outside  the  projected  area 
of  the  equipment,  or  unless  an  unenclosed 
clear  air  space  not  less  than  4  inches  above 
the  floor  is  maintained  betzveen  the  floor  and 
the  underside  of  the  oven. 

4. 3. 1.1  Gas  fired  drying  ovens  shall  not  be 
located  nearer  than  25  feet  from 
spraying  or  dipping  spaces  unless 
such  oven  is  approved  for  use  in 
explosive  atmospheres. 

4.3.2  Electric  Infra ■  Red  Ray  Drying  Ovens. 

4. 3. 2.1  Electric  Infra  Red  Ray  Drying 
Ovens  shall  be  of  a  type  as  approved 
by  the  Board.  Such  ovens  shall  be 
constructed  of  electric  equipment 
installed  in  accordance  with  the  Na¬ 
tional  Electric  Code  and  the  require¬ 
ments  of  the  Department  of  Water 
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Supply,  Gas  and  Electricity.  Ovens 
when  erected  shall  be  placed  on  con¬ 
crete  floors  without  any  additional 
protection,  provided  that  at  least  12 
inches  of  clear  space  above  the  floor 
is  provided  to  permit  adequate  ven¬ 
tilation. 

4. 3. 2. 1.1  In  drying  processed  ma¬ 
terial,  involving  the  evap¬ 
oration  of  considerable 
amounts  of  flammable  sol¬ 
vents  by  infra-red  lamps, 
such  installations  shall  not 
be  confined  in  small  rooms 
unless  such  rooms  are 
thoroughly  ventilated  by  a 
power  driven  ventilation 
system  of  sufficient  capac¬ 
ity  to  provide  100  cubic 
feet  of  air  per  minute; 
the  controls  of  the  ven¬ 
tilation  system  to  be  so 
interlocked  with  the  In¬ 
fra-Red  Ray  System  that 
the  latter  cannot  function 
unless  the  ventilating  sys¬ 
tem  is  in  operation.  IV hen 
equipped  with  duct  ven¬ 
tilating  system,  the  Infra- 
Red  Ray  Oven  shall  be 
adequately  secured  so  as 
to  prevent  moving. 

4. 3. 2. 1.2  Where  the  evaporation  of 

a  considerable  amount  of 
flammable  vapors  are  in¬ 
volved  ventilated  hoods  or 
enclosures  shall  be  pro¬ 
vided  at  the  initial  stage 
of  the  process  until  ade¬ 
quate  exhaust  system  to 
discharge  the  primary 
evaporation  from  the  sol¬ 
vents  to  the  outer  air,  so 
that  when  the  processed 
material  progresses 
through  the  lamp  drying 
tunnels  only  a  compara¬ 
tively  small  amount  of  sol¬ 
vent  is  left  for  evaporation. 
A  space  between  such  ven¬ 
tilating  section  and  the 
drying  section  shall  be 
maintained. 

4. 3. 2. 1.3  Lamps  and  other  electrical 
equipment  shall  be  kept 
free,  from  flammable  de¬ 
posits  and  adequate  clean¬ 
ing  shall  be  maintained. 

4. 3. 2. 1.4  Lamp  drying  units  shall 
be  separated  from  spraying 
and  dipping  processes  com¬ 
plying  with  these  rules,  by 
a  distance  of  at  least  15 
feet  or  shall  be  installed  in 
a  separate  fireproof  room. 

4. 3. 2. 1.5  Controls  shall  be  arranged 
so  that  the  lamps  in  the 
tunnels  will  be  shut  off 
automatically  if  and  when 
the  conveyor  stops. 

4 .3 .2 .1 .6  Where  there  are  no  con¬ 
veyors  and  the  material 
being  processed  is  left  sta¬ 
tionary  in  the  dryer,  there 


shall  be  an  excessive  tem¬ 
perature  switch  to  shut  off 
the  lamps  to  avoid  over¬ 
heating  the  material  being 
Processed  if  it  is  not  re¬ 
moved  from  the  dryer  in 
time. 

4. 3. 2. 1.7  Material  to  be  processed 
on  the  conveyors  shall  be 
rigidly  supported  so  as  not 
to  be  liable  to  displacement 
and  cause  lamp  breakage 
and  short  circuits.  Where 
there  are  no  conveyors, 
materials  should  be  fixed 
on  dollies  running  on 
tracks  or  other  equivalent 
method  to  accomplish  the 
same  result. 

4. 3. 2. 2  The  use  of  this  process  shall  be  lim¬ 
ited  to  metal  or  other  incombustible 
material  requiring  paint  processing. 

4. 3. 2. 3  Such  fire  fighting  equipment  suitable 
for  electrical  and  solvent  vapor  fires 
shall,  be  provided  as  the  fire  com¬ 
missioner  may  direct. 

[4.3  Storage  rooms  shall  be  constructed  of  fireproof  or 

fire-resisting  partitions  with  waterproof  floors  and 

he  adequately  ventilated  by  either  natural  or  me¬ 
chanical  means.  1 

4.4  SPECIFICATIONS  FOR  DUCTS  PIPES  AND 
FANS. 

4.4.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
approved  incombustible  materials  or  metal 
of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36" )  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.4.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall,  be  rigidly  supported. 

4.4.3  V entilating  ducts  shall  run  as  directly  as 
Practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  pro¬ 
tected  with  a  screen  of  copper  or  bronze  with 
a  mesh  not  larger  than  one-quarter  (XA" ) 
inch. 

4.4.4  IP  here  a  duct  passes  through  a  non- fire  proof 
floor  or  roof,  the  duct  shall  be  protected  at 
siich  point  by  an  outer  pipe  or  sleeve  with  an 
air  space  of  at  least  one  ( 1 ")  inch  between 
the  sleeve  and  duct  protected  fro-m  the  wood¬ 
work  by  at  least  a  1"  blanket  of  asbestos, 
compressed  rockzvool  or  qlasszvool,  or  equiv¬ 
alent  fire-resistive  material  extending  through 
the  entire  depth  of  the  ceiling  construction 
and  adeguately  secured  to  the  outer  pipe. 
1'he  outer  pipe  shall  be  not  less  than  two 
(2")  inches  from  any  woodwork  and  such 
zvoodwork  shall  be  covered  zvith  at  least  26 
gauge  metal. 

4.4.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or 
within  tzventv  (20)  feet  of  any  exit  or  any 
\door  or  zvindozu 1  openinq  in  an  adjoining 
building. 
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4.4.6  If  induced  draft  is  used  to  create  an  air 
movement ,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray,  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans  which,  however,  are  not  to  be  located 
where  residues  of  spraying  material  may  col¬ 
lect  on  such  equipment. 

4.4.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to  any 
other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.4.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

[4.4  No  motors,  switches,  rheostats,  lamps  or  other  elec¬ 
trical  equipment  shall  be  located  in  spray,  dipping 
or  immersing  rooms  or  within  ten  (10')  feet  of  any 
spray  compartment,  spray  booth,  immersing  or  dip¬ 
ping  space  unless  such  electrical  equipment  be  of  a 
type  approved  for  use  in  explosive  atmospheres 
and  where  a  conduit  leads  from  a  hazardous  loca¬ 
tion  to  a  non-hazardous  location,  the  conduit  shall 
be  sealed  off  by  an  approved  sealing  _  compound. 
Except  that  alternating  current  induction  motors 
of  the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other  arcing 
or  sparking  parts  may  be  located  within  ten  (10') 
feet  of  a  spray  booth,  spray  compartment  or  dip¬ 
ping  space  when  approved  by  the  administrative 
official  having  jurisdiction. 

4.4.1  Artificial  lighting  shall  be  only  by  means  of 
electricity.] 

[4.5  LIGHTING  FIXTURES. 

4.5.1  When  lighting  fixtures  are  located  within  10 
feet  of  a  spray  booth,  spraying  compartment 
or  dipping  space,  they  shall  be  of  the  rigid 
stem  type,  enclosing  all  wiring  and  be 
equipped  with  keyless  sockets  having  vapor- 
proof  globes,  protected  by  wire  guards. 

4.5.2  All  electrical  equipment  shall  be  installed  and 
grounded  as  provided  by  the  Administrative 
Code  covering  electrical  equipment  and  per¬ 
manently  connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4.5.3  No  pin  plug  receptacles  shall  be  used. 

4.5.4  All  electric  light  wiring  shall  be  enclosed  in 
metal  conduits  and  shall  conform  to  Rule  4.4. 

4.5.5  The  use  of  portable  cords  or  trailer  lights  are 
prohibited.] 

4.5  ELECTRICAL  EQUIPMENT  AND  LIGHTING 
FIXTURES. 

4.5.1  No  motors,  switches,  rheostats,  lamps,  flour es- 
cent  light  or  other  electrical  equipment  shall 
be  located  in  spray,  dipping  or  immersing 
rooms  or  within  ten  (10' )  feet  of  the  open  end 
of  any  spray  compartment,  spray  booth,  im¬ 
mersing  or  dipping  space  unless  such  electrical 
equipment  be  of  a  type  approved  for  use  in 
explosive  atmospheres  and  where  a  conduit 
leads  from  a  hazardous  location  to  a  non- 
hazardous  location,  the  conduit  shall  be  sealed 
off  by  an  approved  sealing  compound.  Except 
that  alternating  current  induction  motors  of 
the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other 


arcing  or  sparking  parts  may  be  located 
within  ten  (10')  feet  of  a  spray  booth,  spray 
compartment  or  dipping  space  when  approved 
by  the  administrative  official  having  jurisdic¬ 
tion.  No  open  flame  [or  apparatus  to  produce 
arc  or  spark ]  shall  be  used  within  25  ft.  of 
spray,  dip  or  coating  space  or  paint  storage 
room  or  cabinet  except  when  separated  by 
fireproof  construction,  except  as  provided  in 
Rule  4.3.1.  Gas  Fired  Drying  Ovens  and 
4. 3. 2. 1.4  Electric  Infra  Red  Dry  Ovens. 


4.5.2 


Lighting  Fixtures. 

4. 5. 2.1  Artificial  lighting  shall  be  only  by 
means  of  electricity. 

4. 5. 2. 2  When  lighting  fixtures  are  located 
within  10  feet  of  a  spray  booth, 
spraying  [compartment]  space,  dip¬ 
ping  space  or  within  a  storage  room  | 
they  shall  be  of  the  rigid  stem  type, 
enclosing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vapor 
proof  globes.  Where  exposed  to 
breakage,  globes  shall  be  adequately 
protected  by  substantial  metal 
guards  or  equivalent  means.  Flu¬ 
orescent  tube  type  lighting  fix¬ 
tures  when  used  in  spray  booths  or 


in  spray  and  dip  spaces  or  in  stor¬ 
age  rooms  ( or  rooms  containing  in¬ 
flammable  vapors)  shall  be  of  a 
type  approved  for  use  in  explosive 
atmospheres.  The  auxiliaries  of 
mercury  vapor  lamps  shall  be  offset 
at  least  ten  (10)  feet  from  spray 
booth,  spray  or  dip  spaces  unless  en¬ 
closed  in  explosion-proof  protection. 

4. 5. 2. 3  All  electrical  equipment  shall  be  in¬ 
stalled  and  grounded  as  provided  by 
the  Administrative  Code  covering 
electrical  equipment  and  permanently 
connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4.5 .2.4  No  pin  plug  receptacles  shall  be  used 
except  when  the  use  of  receptacles 
and  attachment  plugs  become  neces¬ 
sary  they  shall  be  so  connected  to 
form  a  part  of  a  unit  device  with  ex¬ 
plosion-proof  interlocking  switch  pre¬ 
cluding  the  removal  of  the  plug 
where  the  switch  is  in  the  “on”  posi¬ 
tion  or  by  an  approved  explosion- 
proof  enclosrue  which  can  seal  the 
arc  when  the  current  is  interrupted. 
Such  receptacles  and  plugs  shall  be 
of  the  polarized  type  providing  a  con¬ 
nection  for  the  grounding  wire  of  the 
portable  cords. 

4. 5. 2. 5  All  electric  wiring  shall  be  enclosed 
in  rigid  standard  weight  metallic 
conduits  with  explosion  proof  joints 
and  fittings.  Joints  in  metallic 
conduit  having  threaded  couplings 
shall  not  have  less  than  five  (5) 
fully  engaged  threads..  Where  flex- 1 
ible  connections  are  required  a  flex- 1 
ible  fitting  approved  for  explosive  | 
atmospheres  shall  be  used. 

4. 5. 2. 6  The  use  of  portable  cords  or  trailer  \ 
lights  are  prohibited,  except  when 
flexible  cord  approved  for  hardusaae\ 
containing  one  (1)  extra  insulated  j 
conductor  properly  connected  to  form  I 
a  grounding  connection  for  metal 
lamb  auards.  motor  frames  and  atl 
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other  exposed  metal  portions  of  such 
portable  lamps  and  devices  may  be 
used.  When  portable  lamps  are  used 
they  shall  be  enclosed  in  a  manner 
approved  for  explosive  atmospheres 
and  with  substantial  guards  of  metal 
to  prevent  breakage.  Sockets  shall  be 
of  the  keyless  moulded  composition 
type  with  no  exposed  metal  parts. 

0 

Rule  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  comply  with  the  rules  and  the 
terms  of  the  permit  are  not  violated.  No  other 
duties  shall  interfere  with  the  enforcement  of  these 
rules  while  the  work  is  in  process.  A  copy  of 
these  rules  shall  be  available  near  the  space  where 
these  rules  apply. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  ciga¬ 
rettes,  matches  or  pipes  in  spray,  dipping  or  im¬ 
mersing  space  is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  [dipping]  dip  or  immersing  spaces  and 
its  surroundings  shall  be  kept  clean  at  all  times  and 
shall  be  kept  clear  of  all  materials,  equipment  and 
utensils  not  required  in  the  operation  of  the  spray. 
Side  walls,  ceilings,  baffle  plates,  etc.,  shall  be 

,  sprayed  with  soap  and  water  solution,  before 
cleaning,  or  cardboard  or  masking  paper  may  be 
fastened  before  any  operation  and  after  said  op¬ 
eration  all  waste  material  shall  immediately  be 
removed  from  the  premises. 

5.5  Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained 
in  clean  and  efficient  working  condition ;  lacquer 
spraying  booths  shall  be  wet  down  before  clean¬ 
ing. 

5.7  Implements  used  for  cleaning  shall  be  made  of 
non-ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or 
deposits  from  spray,  dip  or  immersing  space  is 
prohibited.  All  such  waste  shall  be  placed  in  ap¬ 
proved  waste  cans  and  be  removed  from  the  prem¬ 
ises  at  the  close  of  work  each  day. 

5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

[5.12  No  motor  vehicle  shall  be  taken  into  or  out  of  a 
spray  space  under  its  own  power.  Batteries  shall 
be  removed  before  the  process  of  spraying  is  begun  ] 

5.12  When  a  motor  vehicle  is  taken  info  a  spray  space, 
the  bateries  shall  be  disconnected  before  the  proc¬ 
ess  of  spraying  is  begun. 

5.13  Before  spraying  is  performed  on  elevator  cars  all 
electric  power  operating  all  elevators  enclosed  in 


a  common  shaft,  shall  be  turned  off.  While  such 
work  is  in  progress  portable  fire  extinguishers  shall 
be  provided  and  maintained  adjacent  to  the  work 
as  the  fire  commissioner  shall  direct. 

5.14  Inflammable  solvents  used  for  cleaning  equipment 
or  for  any  other  purpose  shall  not  be  discharged 
into  the  house  drain. 

Rule  6.  Material  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  and  dipping  mate¬ 
rials  and  thinners  shall  be  kept  in  an  outside  stor¬ 
age  building,  storage  rooms  or  in  vented  metal 
cabinets  in  accordance  with  the  following'  amounts  i 
[6.1.1  Spraying  materials  not  in  excess  of  20  gal¬ 
lons  may  be  stored  in  metal  cabinets  or  wood 
cabinets,  metal  covered  on  both  sides  includ¬ 
ing  the  door.  All  cabinets  to  be  ventilated  at 
top  and  bottom.] 

6.1.1  Spraying  materials  not  in  excess  of  100  gal¬ 
lons •  may  be  stored  in  single  ivalled  metal 
cabinet  ventilated  to  the  outer  air.  Such  cab¬ 
inet  to  be  metal  covered  on  all  sides,  includ¬ 
ing  the  door  and  arranged  for  ventilation  at 
top  and  bottom. 

[6.1.2  Spraying  materials  in  excess  of  20  gallons 
and  not  exceeding  100  gallons  may  be  stored 
in  double-walled  metal  cabinets  vented  di¬ 
rectly  to  the  outer  air.] 

6.1.2  Spraying  materials  not  in  excess  of  200  gal¬ 
lons  may  be  stored  in  double-walled  metal 
cabinets  ventilated  to  the  outer  air  or  wood 
cabinets  metal  covered  on  all  sides,  including 
the  door,  and  arranged  for  ventilation  at  top 
and  bottom,  to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  200  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  mate¬ 
rial  with  ventilated  plain  glass  skylight  or 
in  a  storage  room  constructed  fireproof  in  a 
fireproof  building  or  fire-resisting  in  a  non- 
fireproof  building.  The  maximum  amount 
of  spraying  materials  to  be  stored  in  a  stor¬ 
age  room  of  a  non-fireproof  building  shall 
be  determined  by  the  administrative  official 
having  jurisdiction. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  stor¬ 
age  room,  except  that  containers  of  total 
capacity  not  exceeding  ten  gallons  may  be 
opened  and  their  contents  mixed  in  the  spray 
room  or  room  in  which  booths  are  located 
while  the  air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hun¬ 
dred  gallons,  may  be  kept  in  the  spray  room 
or  room  in  which  spray  booths  are  located ; 
covers  of  containers  must  be  kept  thereon 
when  such  containers  are  not  actually  in  use. 
This  amount  is  in  addition  to  the  amount 
allowed  in  Rule  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons 
in  capacity  and  shall  be  supported  by  wire 
cables  or  metal  brackets  having  a  factor  of 
safety  of  [two]  four  when  filled  with  the 
heaviest  spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  capa- 
ticy,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand¬ 
ards  and  Appeals.  Each  tank  shall  be  pro- 
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vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity 
feed  containers  and  other  spraying  equip¬ 
ment  shall  be  approved  as  above. 

6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 

6.2  Storage  of  Materials  where  nitro  cellulose  products 
are  manufactured. 

[6.2]  Storage  of  spraying,  dipping  and  immersing 

6.2.1  materials  shall  be  as  provided  in  Rule  6.1.1 
through  Rule  6.1.2,  but  in  a  building  in  which 
nitro  cellulose  products  are  manufactured,  stored 
or  kept  the  amount  shall  be  not  over  twenty-five 
(25)  gallons  as  per  Section  09-113.0,  subdivi¬ 
sion  h  of  the  Administrative  Code. 

6.3  Sprinklers. 

6.3.1  Sprinkler  heads  shall  be  provided  in  all  spray,  dip 
or  immersing  spaces  and  storage  rooms  and  shall 
be  installed  in  accordance  with  the  Sprinkler  Rules 
of  the  Board  of  Standards  and  Appeals,  except  in 
non-sprinklered  buildings  where  sprinkler  connec¬ 
tion  may  be  made  to  the  house  water  supply ,  pro¬ 
vided  the  size  of  the  house  water  supply  line  is 
adequate  for  the  number  of  sprinkler  heads. 

6.4  Maintenance  of  Sprinkler  Heads. 

[6.4]  Sprinkler  heads  in  spray,  dip  and  immersing  spaces 

6.4.1  shall  be  cleaned  at  least  once  a  week  under  the 
supervision  of  the  person  holding  the  certificate  of 
fitness  and  a  coating  of  light  grease  or  vaseline 
shall  be  applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the  sprinkler 
useless  in  case  of  fire.  The  use  of  paper  bags  or 
other  materials  about  sprinkler  heads  is  prohibited. 

Rule  7.  General  Requirements. 

Notice — Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follows: 

Section  09-152.0  of  the  Administrative  Code,  “ Any  per¬ 
son  who  shall  willfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  law  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by  both 
such  fine  and  imprisonment !’ 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects ;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2 

inches  in  height,  shall  be  posted  at  entrances  to 
and  in  all  spray  rooms  and  paint  storage  rooms  or 
building.  x 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 

(c)  All  stocks  shall  be  arranged  so  as  not  to  interfere 
with  the  operation  of  automatic  sprinkler  heads. 

(d)  Adequate  mechanical  or  natural  ventilation  shall 
be  provided. 

(e)  No  open  flames  or  devices  creating  open  flames  or 
arcs  shall  be  maintained  zvithin  25  feet  of  the 
spray  or  dipping  process. 

(f)  The  premises  where  painting,  dipping  or  im¬ 
mersing  is  performed  shall  be  kept  clear  of  empty 


paint  cans,  rubbish,  paint  accumulations  and  other 
combustible  material. 

Rule  8.  Existing  Spray  Booths  and  In¬ 
stallations. 

8.1  These  rules  shall  be  retroactive  in  the  following  respects : 

Rule  1.3.4  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.0  Specifications  for  Spray  Booths,  Spray 
Rooms,  Dip  and  Immersing  Rooms,  New 
Drying  Equipment,  and  Material  Storage 
Rooms. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  metal  in  Booths. 

4.3.2  Maintenance  of  Ducts. 

4.4.6  Method  of  Induced  Draft. 

4.5.1  Electrical  Equipment. 

[4.5.1  Location  of  Motors.] 

4.5.2  Electric  Lighting. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  mate¬ 

rials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

5.13  Spraying  Elevator  Cabs. 

Rule  6.  Material,  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

Rule  8.1  [NOTE:]  Rules  6.1,  6.2,  6.3  and  6.4  may  not  be 
applied  in  fireproof  buildings  equipped  with  an 
aproved  existing  automatic  sprinkler  system 
where  the  general  conditions  of  cleanliness  are 
properly  maintained  at  all  times. 

[Rule  9.  Approval  Forms  and  Plans. 

There  shall  be  filed  before  installation  with  the  adminis¬ 
trative  official  by  the  purchaser  (or  by  the  seller  thereof) 
an  application  form  on  sheet  8  inches  by  10  inches,  which 
form  shall  give  the  proper  name  and  address  of  booth  user 
and  also  the  floor  on  which  the  booth  or  booths  are  to  be 
installed.  An  ink  drawing  of  the  floor  upon  which  the 
booth  will  be  located  shall  be  submitted  on  the  form  sheet; 
such  drawing  shall  show  by  feet  and  inches  the  location 
of  exits,  chimneys  and  booths. 

When  a  storage  and  mixing  room  is  to  be  installed,  plans 
drawn  to  a  scale  of  at  least  1/16  of  an  inch  to  a  foot  shall 
be  filed  with  the  administrative  official  for  examination 
and  approval.  Such  plan  shall  show  on  the  floor  plan  the 
location  of  all  booths,  storage  and  mixing  rooms  exits,  and 
all  chimneys  and  exterior  openings  within  15  feet  of  the 
storage  rooms  and  vent  ducts.] 

RULE  9.  PERMITS  AND  PLANS. 

Before  a  permit  is  issued  by  the  fire  commissioner,  plans 
shall  be  filed  with  the  borough  superintendent,  stating  name, 
address,  floor  and  space  where  the  painting,  dipping  or 
spraying  processes  or  storage  room  are  to  be  installed. 
Such  plan  shall  include  a  complete  layout  of  the  proposed 
installation  and  shall  clearly  indicate  the  location  of  all 
exterior  wall  openings,  exits,  chimneys,  vent  openings  and 
proposed  processes. 

Plans  shall  be  filed  zvith  the  borough  superintendent  for 
storage  and  mixing  rooms.  Such  plans  shall  show  the  com¬ 
plete  floor  plan  of  the  proposed  equipment  and  the  location 
of  the  proposed  equipment  with  respect  to  the  storage  ami 
mixing  rooms,  exterior  wall  openings,  exits  and  all  chimneys 
within  20  feet  of  storage  rooms  cmd  vent  openings. 
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10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  field  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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docket 

New  Cases  Filed  up  to  July  11,  1944. 
Cal.  No.  Dept.  Premises  Affected. 


427-44-A— F.D.— 7802-7824  Bay  Parkway,  2175  79th 
street  northwest  corner,  west  side  of  Bay  Parkway  from 
78th  to  79th  streets  (Block  6264,  Lot  30),  Borough  of 
Brooklyn,  112C6-LF  and  Decision. 


415-44-BZ— H.B.M.— 349  Rivington  street,  south  side,  22 
ft.  west  of  East  River  drive  (Block  323,  Lot  52),  Borough 
of  Manhattan,  Alt.  663-44. 


416-44-A— F.D.— 144-156  Green  street,  south  side,  80  ft. 
west  of  Manhattan  avenue  (Block  2522,  Lot  31),  Borough 
of  Brooklyn,  97241-LC. 


417-44-A— H.B.M.— 111-117  East  Houston  street  and  229 
Chrystie  street,  southwest  corner  (6th  floor)  ;  (Block  427, 
Lot  27),  Borough  of  Manhattan,  B.N.  1085-44. 


418-44-BZ— H.B.M.— 221-251  Nagle  avenue  and  501-539 
Academy  street,  southeast  corner  (Block  2216,  Lots  1,  7, 
11,  15  and  42),  Borough  of  Manhattan,  Alt.  427-44. 

419.44.A— H.B.M.— 234-240  East  54th  street,  south  side. 
100  ft.  west  of  2nd  avenue  (Block  1327,  Lot  29),  Borough 
of  Manhattan,  Amendment  to  Alt.  498-44. 


420-44- A — H.B.B. — 375  South  1st  street,  north  side,  63  ft. 
4  in.  east  of  Grand  street  Extension  and  206  Grand  street 
Extension  (Block  2399,  Lot  23),  Borough  of  Brooklyn, 
Amendment  to  Alt.  2573-39. 


428-44-BZ — H.B.B. — 51-67  Montieth  street,  north  side, 
125  feet  V/4  inches  east  of  Stanwix  street  (Block  3140, 
Lot  20— formerly  lots  25  to  28,  inclusive),  Borough  ^  of 
Brooklyn,  Alt.  1595-44. 


429-44-A— H.B.B.— 51-67  Montieth  street,  north  side,  125 
feet  1)4  inches  east  of  Stanwix  street  (Block  3140,  Lot  20 

_ formerly  lots  25  to  28  inclusive),  Borough  of  Brooklyn, 

Alt.  1595-44. 


Restored  to  Calendar 

1366-17-BZ _ H.B.Q. — 1920  Harman  street,  south  side, 

165  feet  west  of  Fairview  avenue  (Block  3388,  Lot  21), 
Ridgewood,  Borough  of  Queens,  Alt.  642-44. 

771-26-BZ— H.B.B.— 606-618  East  Fordham  road,  south¬ 
west  corner  of  Hughes  avenue  (Block  3078,  Lots  16  and 
17),  Borough  of  the  Bronx,  Alt.  269-44. 


200-27-BZ — H.B.Q. — 83-30  Kew  Gardens  road,  south¬ 
west  corner  of  83rd  drive  (west  side  of  Kew  Gardens 
road,  between  Kingsley  place  and  Jenmco  place)  ;  (Block 
3356,  Lot  30),  Kew  Gardens,  Borough  of  Queens,  Alt. 

440-44. 


421-44-BZ— H.B.Q.— 118-14  to  118-18  Merrick  road, 
south  side,  20  ft.  west  of  118th  road  (Block  12371,  Lots 
330,  331  and  332),  St.  Albans,  Borough  of  Queens,  N.B. 
125-44. 


422-44-A— H.B.B.— 367-369  Halsey  street,  north  side,  45 
ft.  east  of  Sumner  avenue  (Block  1659,  Lots  78  and  79), 
Borough  of  Brooklyn,  Sprinkler  Applic.  806-44. 


423-44-A— H.B.B— 143-145  Degraw  street  and  492-508 
Hicks  street,  northwest  corner  (1st  floor)  ;  (Block  320, 
Lots  69,  70  and  part  of  Lot  1),  Borough  of  Brooklyn, 
Amendment  to  N.B.  59-44. 


424-44-A— H.B.Q.— 88-01  to  88-19  Roosevelt  avenue, 
north  side,  from  88th  to  89th  streets,  37-53  to  37-69  88th 
street  and  37-54  to  37-70  89th  street  (1st  and  2nd  floors)  ; 
(Block  1476,  Lots  34  and  38),  Elmhurst,  Borough  of 
Queens,  Alt.  324-44. 


368-40-BZ _ H  B.B.— 2-14  Plaza  street,  405-413  Flatbush 

avenue,  northeast  corner  (Block  1169,  Lot  1),  Borough  of 
Brooklyn,  Alt.  1569-44. 


834-41-BZ _ H.B.Q.— 101  Beach  61st  street,  west  side, 

566  feet  south  of  Larkin  avenue  (Block  354,  Lot  75). 
Arverne,  Borough  of  Queens,  Misc.  7630-41. 

824-42-A _ H.B.M. — 579  Fifth  avenue,  northeast  corner 

of  East  47th  street  (Block  1283,  Lot  1),  Borough  of  Man¬ 
hattan,  Alt.  664-44. 


Buildings; 

H.B.M.- 


H.B. — Department  of  Housing  and 

Departme^C^rtIHous^8H*"d  ” BuUdii^l^Manhattan ;  y HJB.Q,.— 

partment  of  Housing  and  Buddings,  Queens^ 
of  Housing  and  Buildings, 

Housing  and  Buildings,  Bronx, 

F.D. — Fire  Department. 


Department^  of  Housing  ^  ;,dings‘“ Queens r’H.B.k.— Department 

Richmond;  H.B.Bx.-Department  of 
H.D. — Health  Department,  and 


RULES 


425-44- A — H.B.M. — 28  West  94th  street,  south  side,  252 
feet  9  inches  west  of  (_ entral  Park  \\  est  ( Block  1207, 
Lot  42)4),  Borough  of  Manhattan,  Alt.  746-44. 


426-44-A— H.B.M.— 334-338  East  32nd  street,  south  side, 
206  feet  west  of  First  avenue  (Block  937,  Lot  48),  Borough 
of  Manhattan,  Alt.  623-44. 


Last 

Blended  Cements,  Rules  for  Testing 

and  Use  of .  . . .........  . . 

Carbon  Dioxide  Liquefier,  Rules.  ...uec. 
Certificates  of  Occupancy,  approved 

form  . . . Pc,c* 

Concrete  Flat  Slabs,  Rules.  ....... .July 

Concrete  Masonry  Units,  Rules  tor 
Manufacture,  Testing  and  Use 

of  . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 


Publication  In  Bulletin 

28,  1943— Vol.  28,  No.  S2A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52 A 
13;  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3.  1936 — Vol.  21,  No.  9 
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_  . ,  I>a»t 

Erection,  Alteration,  Repair,  Ex¬ 

cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Mar- 

Fire  Alarm  Rules  (Interior) . Dec ' 

Fire  Drill  Rules  . Mar 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb 

Fire  Retarding  Rules  for  Garages, 

etc.  . . Dec 

Fireproof  Wood,  Testing  of . Apr 

Frame  Garages,  Ruling  for . jan  ‘ 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec 

Gas  Shut-Off  Rules . Xpr 

Hatchway  Protection  .  Tunj 

Insulating  Fibre  Board  Rules . Dec 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .  .June 

Oil  Burner  Rules . Dec 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . \pr 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Mar. 

Platform  Trucks,  Specifications  for..  Nov 

Plumbing  Rules  .  lUK' 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Mar 

Procedure,  Rules  of . Sept 

Refrigerating  Systems,  Extract  A. C. .April 
Smoking  in  Factories,  Rules  for.... Tune 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . .'.".’.June 

Structural  Alterations,  Reporting. ..  .June 

lank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 
Rule  505  of  Industrial  Code).. Dec 


Publication  in  Iliilletin 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28,  1943— Vol.  28,  No.  52 A 

7,  1944— Vol.  29,  No.  10 

15,  1944— Vol.  29,  No.  7 


28,  1943- 
13,  1937- 
21,  1919- 

28,  1943- 
7,  1925- 
5,  1928- 
28, 1943- 

27,  1944- 

28,  1943— 


-Vol.  28,  No.  52A 
-Vol.  22,  No.  15 
-Vol.  4,  No.  3 

-Vol.  28,  No.  52A 
-Vol.  10,  No.  14 
-Vol.  13,  No.  23 
-Vol.  28,  No.  52A 

-Vol.  29,  No.  26 
-Vol.  28.  No.  52A 


11,  1944— Vol.  29,  No.  15 

28,  1944— Vol.  29.  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  3. 


14,  1944— Vol. 

7,  1937— Vol. 
25,  1944— Vol. 
20,  1944— Vol. 
29,  1937— Vol. 

8,  1937— Vol. 
7,  1932— Vol. 

24,  1936— Vol. 
24,  1936— Vol. 


29,  No.  1 1 
22,  No.  36 
29,  No.  17 
29,  No.  25 
22,  No.  26 
22,  No.  23 
17,  No.  23 
21,  No.  47 
21,  No.  47 


28,  1943— Vol.  28,  No.  52 A 


Approved  appliances  and  materials  are  printed  in  the 
supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


JULY  18,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
luesday  morning,  July  18,  1944  at  10  o’clock  in  Room  1013 
Municipal  Building,  Alanhattan,  on  the  following  matters : 

Zoning  Applications. 

340-44-BZ  Application,  June  8,  1944,  under  section  7(c) 
of  the  zoning  resolution,  of  Henry  George  Greene,  appli¬ 
cant,  on  behalf  of  Durand  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  the  maintenance  of  part  of  an  existing  business  build¬ 
ing  (bakery)  which  is  located  (without  permit)  and  which 
projects  approximately  5  ft.  into  a  residence  use  district 
and,  also,  to  permit  the  erection  and  maintenance  of  a  struc- 
ture  (wall  and  shed — which  is  accessory  to  the  business 
(bakery)  use)  which  also  extends  less  than  5  ft  into  a 
district;  P^mises  750-762  Allerton  avenue  and 
4XS6-2560  Holland  avenue,  southeast  corner  (Block  4435 
Lot  32),  Borough  of  The  Bronx. 

173-44-BZ— Application,  March  22,  1944,  under  section  21 
of  the  zoning  resolution,  of  Cafiero  and  Lacerenza,  appli¬ 
cants,  on  behalf  of  Antonetta  Trupiano,  owner  (Ralph  De- 
Luca,  lessee),  to  permit  in  a  business  use  district,  the  con¬ 
version^  occupancy  of  an  existing  building  from  "light 
storage  ’  to  a  junk  shop;  premises  127-129  Kingsland  ave- 

™e-  r’est  *ldev,12S  ft‘  north  of  Herbert  street  (Block 
2829,  Lot  27),  Borough  of  Brooklyn. 

307-44-BZ— Application,  May  24,  1944,  under  section  7(h) 
of  the  zoning  resolution,  of  Harry  P.  Jaenike,  applicant, 
on  behalf  of  Guaranty  Trust  Company  of  New  York 
owner,  to  permit  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  of  more  than  five  motor  vehicles- 
’remises  332-338  West  31st  street,  south  side  345  ft  \%  in’ 
•vest  of  Eighth  avenue  (Block  754,  Lots  59,  60,  61  and  62)' 
.Uorough  of  Manhattan. 


381‘2^‘®.?~APPllc^tlon  T.  H.  Engelhardt,  applicant 
on  behalf  of  The  Cord  Meyer  Company,  owner  (Ranger 
Aircraft  Engines  lessee),  reopened  June  13,  1944,  under 
section  7(e)  of  the  zoning  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance,  for  ' a 
term  of  two.  years,  of  a  driveway  and  loading  platform 
to  be  used  in  conjunction  with  an  existing  garage  and 
stores  building,  which  is  now  used  (in  accordance  with 
an  action  of  the  Board)  for  a  temporary  period,  for  light 
manufacturing  limited  to  25%  of  the'  total  floor  space 
of  the  building.  Also,  the  location  of  this  proposed  drive¬ 
way  is  contrary  to  section  7A  of  the  zoning  resolution — 
the  location  ,s  at  a  point  more  than  25  ft.  from  the  inter- 

f  QoniofDR°°Sev,elt  avenue  and  89th  streetl  Premises  88-01 
l?  *  ,-K?°sevelt  avenue,  north  side,  from  88th  to  89th 
streets  37-53  to  37-69  88th  street  and  37-54  to  37-70  89th 

ofreQue(ens°Ck  ^  L°tS  38  ^  54)’  Elmhurst-  Borough 

Appeals  from  Administrative  Decisions. 

424-44- A—88-01  to  88-19  Roosevelt  avenue,  north  side, 
from  88th  to  89th  streets,  37-53  to  37-69  88th  street  and 
37-54  to  37-70  89th  street  (Block  1476,  Lots  38  and  54) 
Elmhurst,  Borough  of  Queens. 

25-43-A— 113-119  West  68th  street,  north  side,  97  ft  6V, 
Manhattan  Br°adway  (BIock  1140’  Lot  23),  Borough  of 

3 14-44- A— 243-245  East  35th  street,  north  side,  100  ft 

WCSu  2nd,avenue  (Block  916,  Lots  26  and  27),  Bor¬ 
ough  of  Manhattan. 

358-44-A— 178-188  Varick  avenue,  northeast  corner  of 
Meadow  street  (Block  2957,  Lot  8),  Borough  of  Brooklyn. 

360-44-A— 949-953  Kent  avenue,  east  side,  250  ft.  north 

Brooklyn  5  aVCnUe  (B’°Ck  1926’  L°l  10)’  Borou8h  of 

379;44-^—Re  Packaging  of  inflammable  mixture  known 
as  Carbona  Cleaning  Fluid”  in  9  oz.  glass  bottles  (capacity 
of  glass  bottles  not  in  conformity  with  Administrative 
Code  Specifications). 

1U'44_A— Transportation  of  Fuel  Oil  in  tank  truck 
m  New  York  City  (capacity  of  tank  not  in  conformity 
trucks)  tnmistratlve  Code  requirements  governing  tank 

5-44-A  440  West  240th  street,  southeast  corner  of 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20) 
Borough  of  The  Bronx. 

312-44-A— 185-199  West  9th  street,  north  side,  64.6  ft. 
east  of  Court  street,  499-505  Court  street  and  182-202 
Huntington  street  (Block  476,  Lot  6),  Borough  of  Brooklyn. 

Appliance  and  Materials  for  A pproval. 

597-43-SA— Water  Treatment  Corporation’s  Automatic 
1  roportionate  Feeding  Device. 

338-43-SM— -Williamsburg  Fireproof  Products  Corpora¬ 
tion  s  3  Hour  Fire  Wall  Door,  Model  “Sentinel”. 

461-43-SM— Magiclip  Partition  (2  in.  Solid  Gypsum 
Lath  and  Plaster  Partition). 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  18,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
J™sday  afje^oon  July  18,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 
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Appeals  from  Administrative  Decisions. 

399.44. A — South  side  of  East  134th  street,  132  ft  east 
of  Locust  avenue  (Block  3583,  Lot  365),  Borough  of  The 
Bronx. 


259-44- A— 29-31  West  47th  street  1?or1th1^e’T  l55,  ne¬ 
west  of  Fifth  avenue  (8th  floor);  (Block  1-63,  Lot  18), 
Borough  of  Manhattan. 

401-44-A— 42-02  55th  drive,  south  s|de«  240  ft  west  of 
43rd  street  (2nd,  3rd  and  4th  floors)  ;  (Block  2520,  Lot 
60),  Long  Island  City,  Borough  of  Queens. 

486-43-A — 448  Greenwich  street,  west  side,  49.1  ft.  south 
of  Desbrosses  street  (Block  223,  Lot  30),  Borough  of 
Manhattan. 


346-44-A— 193  Toralemon  street,  north  side  140.5  ft.  west 
of  Court  street  (Block  255,  Lot  7),  Borough  of  Brooklyn. 


339-44-A— 1802  Andrews  avenue,  east  side,  298  ft.  8  in. 
north  of  West  Tremont  avenue  (Block  2879,  Lots  107  and 
109),  Borough  of  The  Bronx. 

196.44.A- 455-463  East  147th  street,  north  side,  90  ft 
west  of  Brook  avenue  (Block  2292,  Lot  52),  Borough  of 
The  Bronx. 

324-44-A— 533  86th  street,  north  side,  245  ft.  6  in.  west 
of  Fort  Hamilton  parkway  (Block  6036,  Lot  52),  Borough 
of  Brooklyn. 


475-43-S— 45-17  Pearson  street,  east  side,  150  ft  south  of 
Jackson  avenue  (Block  393,  Lot  11),  Long  Island  City, 
Borough  of  Queens. 

480-43-A— 2075  Fifth  avenue,  east  side  84  ft.  11  in.  north 
of  East  128th  street  (Block  1753,  Lot  4),  Borough  of  Man¬ 
hattan  (reopened  and  restored  to  calendar,  May  9,  1944, 
previously  withdrawn). 

427-44-A— 7802-7824  Bay  parkway,  2175  79th  street, 
northwest  corner,  the  west  side  of  Bay  parkway  from  78th 
to  79th  streets  (Block  6264,  Lot  30),  Borough  of  Brooklyn 


181-44-A— 80-90  11th  avenue,  531-535  West  18th  street 
and  532-540  West  19th  street,  south  side,  20  ft.  2%  in.  east 
of  11th  avenue  (Block  690,  Lot  12),  Borough  of  Manhat- 


235-44-A — 108-11  69th  road,  north  side,  100  ft.  east  of 
108th  street  (Block  2219,  Lot  59),  Forest  Hills,  Borough 
of  Queens. 

42.44- A— 316-322  East  149th  street,  south  side ,  300  ft. 
west  of  Courtlandt  avenue  (Block  2330,  Lot  26),  Borough 
of  The  Bronx. 

393.44.A— 22-24  West  38th  street,  south  side,  295  ft  west 
of  5th  avenue  (Block  839,  Lot  60),  Borough  of  Manhattan. 

417-44-A _ 111-117  East  Houston  street  and  229  Chrystie 

street,  southwest  corner  (Block  427,  Lot  27),  Borough  of 
Manhattan. 

318  44-A— 1476  East  222nd  street,  southwest  corner  of 
Edson  avenue  (Block  4758,  Lot  9),  Borough  of  The  Bronx. 

422-44-A— 367-369  Halsey  street,  north  side  45  ft.  east 
of  Sumner  avenue  (Block  1659,  Lots  78  and  79),  Borough 
of  Brooklyn. 

321-44-A— 29-10  Thomson  avenue,  southeast  corner  of 
30th  street  (4th  floor)  ;  (Block  273,  Lot  1),  Long  Island 
City,  Borough  of  Queens. 

410-44-A— 102-23  43rd  avenue,  north  side,  200  ft.  east  of 
102nd  street  (Block  1977,  Lot  11),  Corona,  Borough  oi 
Queens. 

425- 44-A — 28  West  94th  street,  south  side,  252  ft  9  in. 
west  of  Central  Park  West  (Block  1207,  Lot  4 2j4),  Bor¬ 
ough  of  Manhattan. 

420-44-A— 375  South  1st  street,  north  side,  63  ft.  4  in.  east 
of  Grand  street  extension  and  206  Grand  street  extension 
(Block  2399,  Lot  23),  Borough  of  Brooklyn. 

426- 44-A— 334-338  East  32nd  street,  south  side,  206  ft 
west  of  First  avenue  (Block  937,  Lot  48),  Borough  of 
Manhattan. 

440-44-A— 2067  Broadway,  west  side,  72  ft.  3)4  m  north 
of  West  71st  street  (part  of  5th  floor);  (Block  1163,  Lot 
32),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


tan. 


433-44- A — 68-38  Yellowstone  boulevard  and  north  side 
of  68th  drive,  200  ft.  west  of  Yellowstone  boulevard  (Block 
2138,  Lot  29),  Forest  Hills,  Borough  of  Queens. 


11 3-44- A _ 46  West  55th  street,  south  side,  372  ft.  east  of 

6th  avenue  (Block  1270,  Lot  60),  Borough  of  Manhattan. 


414-44-A _ 4720  15th  avenue,  northwest  corner  of  48th 

street  (Block  5630,  Lot  43),  Borough  of  Brooklyn. 


492-43- A — 192  Powell  street,  west  side,  150  ft.  north  of 
Belmont  avenue  (Block  3728,  Lot  25),  Borough  of 
Brooklyn. 


418-23-A — 896-898  Prospect  avenue,  east  side,  171.51  ft. 
south  of  East  162nd  street  (Block  2690  Lot  14),  Bor¬ 
ough  of  The  Bronx  (reopened  May  23,  1944). 


298-44-A — 188  Grand  street,  south  side,  142  ft.  2  in.  east 
of  Bedford  avenue  (Block  2393,  Lot  17),  Borough  of 
Brooklyn. 


497.43. A — 714  Beach  20th  street,  east  side,  56  ft.  south  of 
Cornaga  avenue  (Block  84,  Lot  7),  Far  Rockaway,  Borough 
of  Queens. 


397.44. A _ 43-61  Ferris  street  and  165-181  Sullivan  street, 

southeast  corner  (cellar  and  2nd  floors)  ;  (Block  564,  Lot 
1),  Borough  of  Brooklyn. 


256-44-A— 516  (512  displayed)  Schenck  avenue,  west  side, 
175  ft.  north  of  Dumont  avenue  (Block  4059,  Lot  31), 
Borough  of  Brooklyn. 


JULY  25,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  25,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat- 

Zoning  Applications 

507-40-BZ— Application  of  Oscar  Goldschlag,  applicant, 
on  behalf  of  Eugene  Higgins,  owner  reopened  July5,  lW 
for  consideration  as  to  extension  of  permit— Application 
previously  granted  on  condition  under  section  7h  ot  the 
zoning  resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  temporary  parking 
and  storage  of  more  than  five  motor  vehicles  for  a  period 
of  two  veam;  premises  321-323  West  95th  street  north 
side,  175  ft.  5)4  in.  east  of  Riverside  drive  332-342  Wes 
96th  street  and  235-239  Riverside  drive  (Block  1253  Lot. 
58,  59  and  92  to  96,  inclusive),  Borough  of  Manhattan. 

679-41-BZ— Application  of  Max  Horn,  applicant,  on  be¬ 
half  of  Weslevan  University,  owner  (Nathan  Zucke 
lessee),  reopened  Tuly  5,  1944  for  consideration  as  to  exten 
sion  of  permit — Application,  previously  granted  on  cojd 
tion,  under  section  7h  of  the  zoning  resolution,  pennitt  m 
in  a  residence  use  district,  for  a  period  of  two >  years  th 
parking  and  storage  of  more  than  five  motor  vehicles 
premises  35-01  to  35-21  Sprayview  avenue,  southwest  co 
Her  5  Beach  35tl.  street  (Block  307.  Lot  1),  Edttenter, 
Borough  of  Queens. 

802-41-BZ— Application  of  Max  Horn,  applicant,  on  f 

half  of  Harry  Wilkus,  owner,  reopened  July  X  . 
consideration  as  to  extension  of  permit— Application,  1 
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viously  granted  on  condition,  under  section  7h  of  the  zon- 
'  ?Ilir^Sf°  |Jtlon’  Permitting  in  a  residence  use  district,  for  a 
te rm  ot  two  years,  the  parking  and  storage  of  more  than 

side  nioO)rff’eli,C S’’  ^  219  Beach  26th  s,rect.  west 
side,  100  ft  south  of  Edgemere  avenue  and  220  Beach 

Queens  (B  °Ck  280’  Lot  10)-  Edgemere,  Borough  of 

294-44-BZ— Application,  May  19,  1944,  under  section  21 
ot  the  zoning  resolution,  of  Syska  &  Hennessv,  appli¬ 
cants,  on  behalf  of  City  of  New  York,  owner  (operated 
by  Department  of  Hospitals;  City  of  New  York),  to  per¬ 
use  d?s?r,VV  residence  usf  and  Partly  in  a  business 
lanndrv1 7nr  tle  erectl?n  ,and  maintenance  of  a  central 
laundrj  for  a  group  of  city  owned  and  operated  hospi¬ 
tals,  premises  5^0-578  Rutland  road  and  567-597  Kingston 

oS'ofSBrooklj.„COrner  (B'°Ck  48‘2’  '’ar*  °f  L°'  ')■'  Bor- 

771-26-BZ— Application  of  The  Firestone  Tire  and  Rub- 
1  Der  ko.,  applicant  and  owner,  reopened  July  H  1944  fnr 
consideration  as  to  amendment  of  resolution— Application 
previously  granted  on  condition,  under  sections  7c  and  21 
°L  *  Z?mng  resolution,  permitting  partly  in  a  business  use 

tenaSe  nyf  ^  l  TtSld(tn(*  l!*e  district-  the  erection  and  main- 
tenance  of  a  business  building,  also  a  gasoline  service  sta- 

rorn’p  prfnVfes ,  606~618  East  Fordliam  road,  southwest 
R  ™  r  7  Hughes  avenue  (Block  3078,  Lots  16  and  17) 
Borough  of  The  Bronx. 

200-27-BZ— Application  of  Sylvania  Electric  Products 

Ind'  WM  S',  R°ni behal  f  ,°f  Samuel  J'  Lefrak-  Ethel  Lefrak 
an  1  William  B.  Lampert,  owners,  reopened  July  11  1944 

or  consideration  as  to  amendment  of  resolution— Applica- 

.on  under  section  7e  of  the  zoning  resolution,  to  permit 

a  justness  use  district,  the  conversion  of  occupancy  for 

a  temporary  period,  of  a  garage  for  more  than  five  motor 

\ eludes  (previously  granted  by  the  Board)  to  a  technical 

,  laboratory;  premises  83-30  Kew  Gardens  road,  southwSt 

[ Borough ' o f 3Qu^ens 6  (B,°Ck'  L°’  30)’  Kew  Gard^ 

B0-42-BZ— Application  of  Abraham  Farber,  applicant 
in  behal t  of  Monford  Realty  Corporation,  owner  re¬ 
opened  June  13,  1944,  under  sections  7(c)  and  21  of  the 

'  ihe'rir  reSOlU!,10n'  to  permit  in  a  residence  use  district  the 
i  ^  •  fnd  ex tension  of  an  existing  factory  by  the 
elusion  ot  a  covered  storage  and  loading  space  (These 
^nses  were  previously  acted  upon  by  the  Board) 
ireimses  1-2/  Montauk  avenue,  3144-3166  Atlantic  avenue’ 

ix\eaSLC°rne,r  aad2'40  Milford  street  (Block  3976,  Lots 
-48),  Borough  of  Brooklyn. 

Ji)44i',B|Z7/A?Plirat?n'  ApHI  17’  1944’  under  sectmns 
G)  and  /(c)  of  the  zoning  resolution,  of  Lama  and 

oskauer,  applicants,  on  behalf  of  Atex  Realty  Corpora- 

1  "a  ZT\'  Perm>t  partly  in  a  business  use  and  partly 

;  1  a  reside"^  use  district,  the  extension  of  an  existing 

f  a  motor  ,Statl°n- the  ,erection  and  maintenance 
.-an-  ° l V ?1,lcIe  repair  shop  also,  the  application  is  con- 

•roximitv  n?1^  21  ^  7  t  lC  Zoning  Resolution  in  re  the 
“  ty?  J  *  :ho°] Premises  2816-2828  Atlantic  ave- 

63  L  ts2R  Q4l9  nnd?,7eeTl'  southeast  corner  (Block 
;  Lots  8-  9-  12-  13  and  10a),  Borough  of  Brooklyn. 

rc-)44;B,Z7AfP!:Catl0n’  ^Une  12,  1944,  under  sections 
ic)  and  21  of  the  zoning  resolution,  of  Benjamin  Braun- 

permil  the11;  T  behaIff  of  .Charles  J.  Jesberger,  owner, 
pernut  the  extension  of  a  busmess  use  (machine  shop) 

Son  nTthSS  USC  mt,°  a  residence  use  district ;  also  the 
r  f  the  Proposed  entrance  is  contrary  to  section  7A 

om  th?n'T  res°lutl°"  as  is  located  more  than  25  ft 
2-21  vrS?Cti!nR,  bus'ness  street;  premises  112-19  to 
Aew  ^  ork  boulevard  and  163-03A  to  163-03  Phroane 
t  enue  n  th  (Block  10202,  Lots  58^9  :!nd  60) 

<iar  Manor,  Borough  of  Queens. 

1 1fb!'?Z~AppIi<?at?0n'  June  30*  1944-  tmder  section  21 
the  zoning  resolution,  of  Eric  Kebbon,  Supt.  of  School 


Buildings  appn^ut,  on  behalf  of  Board  of  Education.  City 
,  JNew  i  ork  prospective  owner,  to  permit  partly  in  a 

F  area5 ^  and  1>artly  in  a  residence  use  and 
i  Tj  tr'Ct,  the  erection  and  maintenance  of  a  Public 
&nipr  ^,gb  School  which  is  located  less  than  10  ft.  from 
the  Last  29th  street  and  also  part  of  the  Avenue  K  street 
mes;  premises  2500  Nostrand  avenue,  southwest  corner  of 

^Brooklyn B  °Ck  /6  ’  L°tS  1  l°  8°'  inc,usive>-  Borough 

334-44-BZ— Application,  June  6,  1944,  under  section  21 
R  /e  <^oning  resolution,  of  Louis  Allen  Abramson  and 
5 ,  S  A°rreSxT  InC'  (lessee)>  applicants,  on  behalf  of 
.•  an-C<JS  ti  ’  Re)vn.ian-  owner,  to  permit  in  a  business  use 
YrfiYFTV6  2mis.slon  °f a  required  loading  space  as  per 
hnilrlin  IV’  ,S?ctlon  19‘A  of  the  Zoning  Resolution  in  a 
d£S  wu  USC  f  f°r  storfge  and  goods  display ;  premises  398- 
406  Eulton  street,  southwest  corner  of  Gallatin  place  (Block 
Rot  14),  Borough  of  Brooklyn. 

621-24-BZ— Applictition  of  Howard  H.  Snyder  applicant 
on  behalf  of  Lansing  Financial  Corporation,'  owner*?  wl 
J  ard  fSt°rage  Warehouse,  Inc.,  lessee),  reopened  June  13, 
A  consideration  as  to  amendment  of  resolution— 

Application  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period,  the  conversion  of  occupancy  of  a  garage  for 

Bolrd Wo  hfiVC  7°f°r  VehlcIeS  (Previously  granted  by  the 
Roar  cl)  to  be  used  for  storage;  premises  234-240  East'  54th 

Lotee?9)S°Rth  Sld<T  ,WCSt  of  2nd  avenue  (Block  1327, 

Rot  29),  Borough  of  Manhattan. 

7(f‘)44mdZ27^fPR!iCati0n’  Jun?  29’  1944’  under  actions 
/(C)  and  21  of  the  zoning  resolution,  of  Charles  B  Mevers 

ownef"  ’Phi?  Abd,a!f  ofIHlack»e"  Holdi"2  Corporation,’ 
owner  (I  hd-Amencan,  InC.  and  Electrolux  Corporation 

essees),  to  permit  partly  in  a  residence  use  and  partly  in’ 

n  unrestricted  use  district,  the  occupancy  as  a  factory  for 

fn  7 mf  S1X  yearS’  of  the  3rd  and  4th  stories  of  an  ekist- 
and  “R-d7fg  n°W  occ^Pied  on  the  two  lower  stories  (“A” 

,  c  ^  facing  on  East  /  1st  street  as  a  garage  for  more 
than  five  motor  vehicles;  for  the  storage  and  Shipping  of 

3rdUand  ^  °U  thc  Ist  and  2nd  stories  a’ld  on  the 

7  4  f0nes  as  garage  for  m°re  than  -five  motor  vehi- 

cies.  it  is  also  proposed  to  omit  the  required  loading  dock  • 
premises  524-528  East  72nd  street,  south  side,  373  7.  east 
?  .Y5k  avenue  and  520-533  East  71st  street  (Block  1483 
Lot  33),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 

4  09- 44  -  A— 5 24  -  5 28  East  72nd  street,  south  side,  373  ft. 

1483, °Lot  33) , Torote.ghnof  ManSt^  71St  (B'°Ck 

4 19-44- A— 234-240  East  54th  street,  south  side  100  ft 

Manhattan  aVCnUe  (B'°Ck  U2?’  Lot  29)’  Bor’ough  of 

w6'44'^~144~156  Green  street,  south  side,  80  ft.  west  of 
Manhattan  avenue  (1st  floor);  (Block  2522,  Lot  31) 
Borough  of  Brooklyn. 

403'44'At20,1'203  St-  Marks  avenue,  north  side,  125  ft 
of  BrookTynnderbl U  aVCnUe  (B1°Ck  H44’  Lot  64)’  Boro«gh 


Appliances  and  Material  for  Approval 

904-40-SA  Kres-Kno  Ball  Flame  Pressing  Machine 
Burner,  Sizes  1 M,  2M  and  3M. 

Kres-Kno  Ball  Flame  Range  Burner  Modek 
BFM-10,  BFM-13,  BFTDR,  BEF,  BFWDR  and  BFSE. 

470-43-SA—Chemistat  (Proportionate  feed  for  Treating 
Water  with  Sodium  Silicate).  g 

291-44-SM  Johns-Manville  I.  W.  Transite  Fluepipe. 

HARRIS  H.  MURDOCK,  Chairman. 


/ 
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JULY  25,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  25,  1944  at  2  o  clock  in  oom 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters:  .  , 

Zoning  Application. 


357.44. A— 430-432  12th  street,  south  side,  234  ft  east  of 
7th  avenue  (Building  M)  ;  (Block  1098,  Lot  1),  Borough 
of  Brooklyn. 


437.44.A_ 419  13th  street,  north  side,  280  ft.  east  of  7th 
avenue  (Building  F)  ;  (Block  1098,  Lot  1),  Borough  of 
Brooklyn. 


834-41-BZ— Application  of  Max  Horn,  applicant,  on  be¬ 
half  of  101  Beach  61st  Street  Corporation,  owner  reopened 
t ulv  11  1944  for  consideration  as  to  extension  of  permit 
Application,  previously  granted  on  condition,  under  section 
7h  of  the  zoning  resolution,  permitting  in  a  residence  use 
district,  for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles ;  premises  101  Beach  61sJ 
street,  west  side,  566  ft.  south  of  Larkin  avenue  (Block 
354,  Lot  75),  Arverne,  Borough  of  Queens. 


385-44-A— 71-77  Clinton  avenue  and  66-74  Waverly  ave¬ 
nue,  the  south  side  of  Park  avenue  between  Clinton  and 
Waverly  avenues  (Block  1888,  Lot  41),  Borough  of  Brook¬ 
lyn. 


3 10-44- A— 303-309  Rodney  street,  west  side,  80  ft.  north 
of  South  5th  street  (Block  2448,  Lot  17),  Borough  of 
Brooklyn. 


Appeals  from  Administrative  Decisions. 

388-44-A— 46  Great  Jones  street,  north  side ,166  ft  west 
of  Bowery  (Block  531,  Lot  48),  Borough  of  Manhattan. 

257-44-A— 440-442  (444  displayed)  12th  street,  south  sMe, 
385  ft.  east  of  7th  avenue  (Building  G)  ,  (Block  1098,  L 
1),  Borough  of  Brooklyn. 


300-44-A— 564-574  Southern  boulevard,  south  side,  267.44 
ft.  east  of  East  149th  street  (Block  2603,  Lot  11),  Borough 
of  The  Bronx. 


219-44-A— 366  Fulton  street,  south  side,  107  ft.  west  of 
Smith  street  (1st  and  2nd  floors)  ;  (Block  154,  Lot  14), 
Borough  of  Brooklyn. 


HARRIS  H.  MURDOCK,  Chairman. 


(Continuation  of  the  minutes  of  the  regular  meeting  of 
July  5,  1944  at  2  P.  M.) 


1032-41-BZ 


APPLICANT— Max  Horn  for  Jacob  Liebowitz,  owner. 

SUB  I ECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  o 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7h  of  the  zoning  resolution 
permitting  in  a  residence  use  district  for  a  term  o 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles  and  the  maintenance  of  a  one 
car  (non-accessory)  garage. 

PREMISES  AFFECTED— 175  Beach  72nd  street  west 
side  259  ft.  south  of  Rockaway  Beach  boulevard 
(Block  608,  Lot  69),  Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn 
For  Opposition :  Harold  Klorfein,  Dept,  of  Parks 
For  Administration  :  Fred  Dahlem,  Department  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . 


hereby  amend  its  resolution  adopted  June  16,  1942,  as 
amended  on  September  14,  1943,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read: 

“granted  under  section  7h  for  a  temporary  term  0 
two  years  from  the  date  of  this  amended  resolution, 
to  permit  the  premises  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  motor  vehicles,  on  con¬ 
dition,  etc.  and  that  all  permits  shall  be  obtained  and 
all  work  completed  and  a  certificate  ot  occupancy  ob¬ 
tained  within  two  months  from  the  date  of  this  amended 
resolution  (Miscl.  11063-41). 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


54-40-A 


THE  RESOLUTION  (1032-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  districtforaterm 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  and  the  maintenance  of  a  one-car  (ncn- 
accessorv)  garage,  affecting  premises  17a  Beach  72nd  street 
west  side,  259  ft.  south  of  Rockaway  Beach  boulevard 
(Block  608,  Lot  69),  Arverne,  Borough  of  Queens,  was 
Granted  by  She  Board  on  June  16  1942,  on  certa'n  cond.hons 
and  time  to  obtain  permits  and  complete  the  work,  was 

extended  on  September  14,  1943 ;  and  ,  , 

Whereas,  the  applicant  requested  an  extension  of  the 

VQVRc solved,  that  the  Board  of  Standards  and  Appeals  does 


APPLICANT — Bethlehem  Steel  Co.,  Inc.,  owner. 

SUB  IECT— Application  for  consideration— reopening  am 

amendment  of  resolution— re  Appeal  from  a  decisio 
of  the  borough  superintendent  (previously  grante 
on  condition).  ., 

PREMISES  AFFECTED-Southeast  corner  Davidso 

street  and  Mersereau  avenue  (Block  1242,  Lot  o, 
Arlington,  Borough  of  Richmond.  | 

APPEARANCES—  t  u  i 

For  Applicant :  Thomas  J.  Hughes. 

For  Administration:  Fred  Dahlem,  Dept  of  Hou. 
ing  and  Buildings.  , 

ACTION  OF  BOARD— Appeal  reopened  restored  to  ca 
endar  and  set  for  hearing  on  July  11,  1944  at  2  r.  i 
THE  VOTE  TO  REOPEN—  ^  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . 
Negative :  . . . 


269-43-A 

APPLICANT— Herman  Kron,  for  Helen  S.  Sherman  owne, 

SUBJECT _ Appeal  from  a  decision  of  the  borough  sup 

intendent. 


634 


MINUTES 


PREMISES  AFFECTED— 2925  Avenue  I  and  2276  Nos¬ 
trand  avenue  northwest  corner  (Block  7575,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative: .  q 


APPEARANCES— 

For  Applicant:  Simon  Katz. 

For  Administration :  Peter  Maher  Fire  Den’t 
ACT  ION  OF  BOARD— Laid  over  to  July  11,  1944  at  2  P.  M. 
at  request  of  applicant’s  representative. 


336-44-A 

APPLICANT— Henry  G.  Harris,  for  Fing  Holding  Corpo- 

QTTPTir/mtl0A’  own,erf  (Bremer  Tool  Corporation,  lessee). 
SUBJhC  I— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

I  REMISES  AFFECT  ED — 222-232  East  92nd  street,  south 
side,  142  ft.  6  in.  west  of  2nd  avenue  (Block  1537, 
a  .a tat-  .  ,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Henry  G.  Harris. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Appeal  withdrawn  without  preju¬ 
dice. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative: .  q 


418-23-A 

APPLICANT— Henry  Nordheim,  for  Troy  Savings  Bank, 
ciTDTvr°Tner  (Samuel  Leibowitz,  lessee). 

SUBJECT— Application  reopened  May  23,  1944 — re  Appeal 

PPFA/fTcirc1  °Ffhe  acting  borough  superintendent. 

REMISES  AFFECTED — 896-898  Prospect  avenue,  east 

Wi  l, L  ft-  south  of  East  162nd  street  (Block 
APPEARANCES—  '  gh  °f  T'’C  Br°nX' 

For  Applicant :  Henry  Nordheim. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1944  at  2  P.  M., 
pending  an  inspection  by  a  committee  of  the  Board. 


497-43-A 

APPLICANT— Clayton  G.  Shirkey,  for  Isadore  Jutkowitz 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 714  Beach  20th  street,  east  side, 
TS  s,  1  of  Cornaga  avenue  (Block  84,  Lot  7) 
a  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Clayton  G.  Shirkey  and  Alexander 
Jutkowitz. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Laid  over  to  July  18,  1944  at  2  P  M 
for  applicant  to  file  plans. 


196-44-A 

APPLICANT— Cluff  Fabric  Products,  lessees,  Willis  Avenue 
Kealty  Corporation,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— J55-463  East  147th  street,  north 
side,  90  ft.  west  of  Brook  avenue  (Block  2292  Lot 
52),  Borough  of  The  Bronx. 


257-44-A 

APPLICANT— Henry  G.  Harrington,  for  Ansonia  Holding 
lessee*^11011'  °Wner  (G'°be  Weine  CorPoration, 

PR FMrST AaP ta "  ?^er  of  the  fire  commissioner. 

^  EFFECTED— 440-442  (  444  displayed)  12th 
s  reet  soutli  side,  385  ft.  east  of  7th  avenue  (Build- 

APPEARANcilS— °Ck  1098’  Lot  BorouSh  of  Brooklyn. 

For  Applicant :  Henry  G.  Harrington 

ArTtnxV ,  Thomas  A-  Larkil1.  Fire  Dep’t. 
AC  TION  OF  BOARD — Laid  over  to  July  11,  1944  at  2  P  M 

for  further  consideration. 


298-44-A 

APPLICANT— James  E.  McKillop,  for  Polish  Falcons  Inc 
owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  y 

PREMISES  AFFECTED— 188  Grand  street,  south  side,  142 
It.  2  in.  east  of  Bedford  avenue  (Block  2393,  Lot  17) 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  McKillop. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
'  mg  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  18,  1944  at  2  P  M 
for  an  inspection  by  a  committee  of  the  Board. 


299-44-A 

APPLICANT— Henry  Nordheim,  for  Stamatic  Glikos 

Owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 356  Castle  Hill  avenue  and  2200 
Norton  avenue,  southeast  corner  (Block  3486,  Lot 
24),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OI7  BOARD — Laid  over  to  July  11,  1944,  at  2  P.  M., 
pending  an  inspection  by  a  committee  of  the  Board! 


3 12-44- A 

APPLICANT— Art-Tex  Adhesive  Products,  Inc.,  lessee,  for 

c;TTRTT7rR’0ehier  1}l,e  rCastin2  Co.,  owner. 
oucjliLi  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 185-199  West  9th  Street,  north 
side,  64.6  ft.  east  of  Court  street,  499-505  Court 
street  and  182-202  Huntington  street  (Block  476  Lot 
6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1944  at  10 
A.  M.,  at  written  request  of  applicant. 


339-44-A 

r  SiIven?ian-.  for  Jack  Silverman,  owner, 
putrlirckc  T!?5a decision  of  the  fire  commissioner. 
REMISES  AFFECTED — 1802  Andrews  avenue,  east  side, 
298  8  north  of  West  Tremont  avenue  (Block  2879 
Lot  107  and  109),  Borough  of  The  Bronx. 
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APPEARANCES 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1944  at  2  P.  M., 
at  written  request  of  applicant. 


346-44-A 

APPLICANT— 105  Furman  Street  Corporation,  owner. 

SUBTECT — Appeal  from  an  order  and  a  decision  of  the  hre 
commissioner.  .  , 

PREMISES  AFFECTED — 193  Joralemon  street  north  side, 
140.5  ft.  west  of  Court  street  (Block  255,  Dot  /), 
Borough  of  Brooklyn. 

APPEARANCES—  ,  T  _  .  p  ntil  « 

For  Applicant:  Edward  J.  Gaynor  and  rrank  IN. 

Gaynor.  tv  ><- 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep  t. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1944  at  2  P.  M., 
for  further  consideration. 


lessee,  for  Ansonia 


357-44-A 

APPLICANT— National  Silver  Co., 

Holding  Corporation,  owner.  ^ 

SUBJECT— Appeal  from  an  order  and  a  decision  ot  the  hre 
commissioner.  ,  , 

PREMISES  AFFECTED  430-432  12th  street,  south  side, 
234  ft.  east  of  7th  avenue  (Building  M)  ;  Block  1098, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES—  ,  T  ,  r.  , 

For  Applicant :  James  Pressman  and  J  acob  Glohe.( 
For  Administration  :  Thomas  A.  Larkin,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  11,  1944  at  2  P.  M., 

for  further  consideration. 


374-44-A 

APPLICANT— Samuel  A.  Hertz,  for  David  R.  Schulte, 
owner  (Leon  C.  Leventhal,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  .  . 

PREMISES  AFFECTED — 140  East  14th  street,  south  side, 
158  ft.  4  in.  west  of  3rd  avenue  (1st  floor)  ;  (Block 
559,  Lot  27),  Borough  of  Manhattan. 

APPEARANCES—  a 

For  Applicant — Samuel  A.  Hertz.  j 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  11, 1944  at  2  P.  M., 
for  further  consideration. 


APPEARANCES—  ,  1T.  .  t  n  aa  a 

For  Applicant :  N.  E.  Berkel  and  Livingston  Goddard. 

For  Opposition  :  William  Bolger.  ( 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD— Laid  over  to  July  11,  1944  at  2  i  .  M., 
for  further  consideration. 

397-44-A 

APPLICANT — Samuel  Gardstein,  for  Norwalk  Lock  lo„ 

owner.  , 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent.  .  1  1  AC  101 

PREMISES  AFFECTED— 43-61  Ferris  street  and  165-181 
Sullivan  street,  southeast  corner  (cellar  and  ^nd 
floors)  ;  (Block  564,  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Gardstein.  _ 

For  Administration  :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1944  at  2 
P.  M.,  for  further  consideration. 

399-44-A 

APPLICANT— Theron  R.  Galloway,  for  Consolidated  Edi¬ 
son  Company  of  New  York,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent.  „  i 

PREMISES  AFFECTED— South  side  of  East  134th 
street,  132  ft.  east  of  Locust  avenue  (Block  5580, 
Lot  365),  Borough  of  The  Bronx. 

APPEARANCES—  ta 

For  Applicant:  Theron  R.  Gallowa).  , 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1944  at 
2  P.  M.,  for  further  consideration. 


382-44-A 

APPLICANT — Herman  E.  Horwood,  for  Brooklyn  Ter¬ 
minal  Stores,  Inc.,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  hre 
commissioner.  „ 

PREMISES  AFFECTED — 105-123  River  Street  29-35 
Metropolitan  avenue,  northwest  corner  and  18-20 
North  3rd  street  (Block  2355,  Lots  3-10,  inclusive), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Herman  E.  Horwood.  ( 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep  t. 
ACTION  OF  BOARD— Laid  over  to  July  11,  1944  at2P.  M., 
for  further  consideration. 


40O-44-A 

APPLICANT— Philip  H.  Maher,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent.  „  „  .  ,  .  , 

PREMISES  AFFECTED — 177-24  to  177-28  Baisley  boule¬ 
vard,  southeast  corner  of  119th  road  (Block  ol/U, 
Lot  1),  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Department  ot 
Housing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  11,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 

Board. 


Adjourned:  5:30  P.  M. 


Joseph  J.  Doyi.e,  Chief  Clerk. 


392-44-A 

APPLICANT— Lee  Schoen,  for  Estate  of  Robert  W.  Goelet, 
owner  (N.  Y.  Young  Republican  Club,  lessee). 

SUBJECT— Appeal  from  a  decision-  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 591  Fifth  avenue,  southeast  cor¬ 
ner  of  East  48th  street  (Block  1283,  Lot  69),  Bor¬ 
ough  of  Manhattan. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  May  2,  1944,  as  they  appeared  in 
Bulletin  No.  19,  Vol.  29,  are  hereby  corrected  to  read  as 
follows : 

104-44-A 

APPLICANT— Manhattan  Church  of  Christ,  Inc.,  owner 
SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar— re  Appeal  from  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED — 48  East  80th  street,  south  side, 
100  ft.  6  in.  east  of  Madison  avenue  (Block  1491, 
Lot  48),  Borough  of  Manhattan. 

APPEARANCES—  ,  ^ 

For  Applicant :  Chester  May  and  Frank  Brown. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACT  ION  OI<  BOARD — Appeal  reopened,  restored  to  cal¬ 
endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 

Savage  and  Deputy  Chief  Murphy .  3 

Negative:  .  0 

Absent :  Commissioner  Blum  .  1 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Murdock,  Commissioner 

Savage  and  Deputy  Chief  Murphy .  3 

Negative:  .  0 

Absent:  Commissioner  Blum  .  1 


the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  not  be  increased  in  height  or  area;  that  the 
occupancy  shall  be  only  as  proposed ;  that  the  building  shall 
be  altered  substantially  as  indicated  on  revised  plans  marked 
Received  April  8,  1944” ;  that  the  exits  and  liveload  shown 
thereon  shall  be  maintained;  that  no  signs  shall  be  erected 
on  the  premises,  except  a  neat  sign  attached  to  the  exterior 
facade  not  exceeding  3  sq.  ft.  in  area;  that  no  portion  of 
the  premises  above  the  2nd  floor  shall  be  used  for  public 
occupancy ;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  other  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


THE  RESOLUTION  (104-44-A) 


W  hereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  48  East  80th  street,  south 
side,  100  ft.  6  in.  east  of  Madison  avenue  (Block  1491,  Lot 
48),  Borough  of  Manhattan,  was  withdrawn  on  April  11 
1944 ;  and 

Whereas,  the  applicant  requested  a  reopening  and  res¬ 
toration  to  the  calendar;  and 
W  hereas,  the  decision  of  the  borough  superindendent, 
dated  hebruary  11,  1944,  on  amendment  to  Alt.  Applic. 
1164-43,  reads: 

4.  Repeat.  Building  should  be  of  fireproof  con- 
struction  as  height  exceeds  35  ft.  or  two  stories ;  sec. 

and 


Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  14,  1944,  on  amendment  to  Alt.  Applic.  1164-43’ 
reads :  ' 


4.  Repeat.  Occupancy  changed  to  church,  building 
should  be  of  fireproof  construction,  as  height  exceeds 
35  ft.  or  two  stories.  Sec.  4.2.1.  B.  C. 

“13.  Egress  should  comply  with  Article  6  of  B.  C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5  stories 
U4  ft.)  in  height,  23.5  ft.  by  102  ft.  in  area,  of  Class  3 
construction,  erected  in  1910,  located  in  a  residence  use,  B 
area  district  and  used  and  occupied  since  1941  as  follows: 
cellar,  storage  and  boiler  room;  1st  floor,  foyer,  study  and 
files;  2nd  floor,  library,  study  and  church;  3rd.  4th  and  5th 
floors,  1  family ;  proposed  to  be  used  and  occupied  as  fol¬ 
lows :  cellar,  same;  1st  floor,  foyer,  lounge  and  study;  2nd 
floor,  library,  study  and  church,  157  persons;  3rd,  4th  and 
Dth  floors,  dwelling,  1  family,  arranged  as  follows :  3rd 
story,  two  chambers,  Uvo  baths;  4th  story,  living  room, 
kitchen,  baths  and  three  bedrooms;  5th  story,  two  baths,  7 
chambers ;  that  the  building  is  now  equipped  with  one  3  ft. 
fire-proof  stairway  at  rear ,  leading  from  roof  to  cellar  and 
one  3  It.  8  in.  wood  stairs  extending  from  street  floor  at 
front  to  fourth  floor,  unenclosed  for  the  full  height;  and 
Whereas,  Certificate  of  Occupancy  505  issued  September 
20,  1917,  permitted  the  use  of  the  building  as  a  private 
dwelling,  90  lbs.  liveload;  and 
Whereas,  the  applicant  contends  that  even  though  the 
building  exceeds  35  ft.  in  height,  only  the  first  and  second 
floors  which  are  less  than  35  ft.  in  height,  will  be  used  as 
a  public  occupancy  ;  that  two  means  of  egress  from  all  floors 
will  be  provided  via  the  front  stairway  and  the  rear  stair- 
wav,  as  indicated  on  plans  filed  with  this  appeal;  that  the 
building  is  completely  controlled  by  ushers  during  church 
meetings  held  weekly;  that  reconstruction  of  the  existing 
stairs  of  incombustible  materials  would  be  difficult,  due  to 
the  existing  construction  and  architecture  of  the  building; 
that  windows  above  the  paved  yard  and  at  rear  are  more 
than  30  ft.  from  anv  openings  in  adjoining  buildings;  that 
risers  comply  with  Section  6.4. 1.4  of  the  Building  Code  and 
are  on  an  existing  stainway  between  the  second  and  third 
floors,  which  will  not  be  used  by  the  public  occupancy. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  February  11.  1944  as  to  objection  4  and  the  decision 
of  the  borough  superintendent  dated  April  14,  1944  as  to 
objections  4  and  13  be  and  hereby  are  modified  and  that 


*  Correction  The  words  “enclosed”  changed  to  “unen¬ 
closed”  and  “depth”  changed  to  " height ”  in  line  38  of  the 
resolution. 


REGULAR  MEETING 
TUESDAY  MORNING,  JULY  11,  1944 

I  resent :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

1  he  minutes  of  the  regular  meetings  of  the  Board,  held 
on  Wednesday  morning,  July  5,  1944,  and  Wednesday  after¬ 
noon,  July * I * * *  5 * 7,  1944,  were  approved,  as  printed  in  Bulletin 
No.  28,  Volume  29. 


381-27-BZ 


ZONING  CASES 


APPLICANT— T.  H.  Engelhardt,  for  The  Cord  Meyer 

aiDrrrT0milany,’-owner  (Ranger  Aircraft  Engines,  lessee). 

SUHJFL  [—Application  reopened  June  13,  1944  (decision  of 
the  acting  borough  superintendent)  under  section 

7  (e)  of  the  zoning  resolution,  to  permit  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance,  for 
a  term  of  two  years,  of  a  driveway  and  loading 
platform  to  be  used  in  conjunction  with  an  existing 
garage  and  stores  building,  which  is  now  used  (in 
accordance  with  an  action  of  the  Board)  for  a  tem¬ 
porary  period,  for  light  manufacturing  limited  to 
25%  of  the  total  floor  space  of  the  building.  Also, 
the  location  of  this  proposed  driveway  is  contrary 
to  section  7A  of  the  zoning  resolution— the  location 
is  at  a  point  more  than  25  ft.  from  the  intersection 
of  Roosevelt  avenue  and  89th  street 

PREMISES  AFFECTED — 88-01  to  88-19  Roosevelt  ave¬ 
nue,  north  side,  from  88th  to  89th  streets,  37-53  to 
37-69  88th  street  and  37-54  to  37-70  89th  street 
(Block  1476,  Lots  38  and  54),  Elmhurst,  Borough 
of  Queens. 

APPEARANCES— 

Bor  Applicant :  John  Adikes,  T.  H.  Engelhardt, 
Major  A.  E.  Dennis  and  J.  A.  Kibler. 

For  Opposition :  Winfield  DeWitt. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1944  at  10 
A.  M.,  for  further  consideration. 


294-44-BZ 

APPLICANT— Sy ska  and  Hennessy,  for  City  of  New 
York,  owner  (operated  by  Department  of  Hos¬ 
pitals,  City  of  New  York). 

Application  (decision  of  the  borough  super- 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  residence  use  and  partly 
in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  central  laundry  for  a  group  of  city 
owned  and  operated  hospitals. 

PREMISES  AhFECTED — 550-578  Rutland  road  and  567- 
597  Kingston  avenue  southeast  corner  (Block  4812, 
part  of  Lot  1),  Borough  of  Brooklyn. 
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APPEARANCES—  „  .  „  ,.  T„ 

For  Applicant:  Abraham  Prober,  Albert  Butt,  Jr., 
and  Isidore  Rosenfield  and  Philomina  Mando- 

For  Opposition:  Benjamin  Baron,  Mr.  Schwebber, 
John  Zogaro,  and  others.  , 

For  Administration :  Fred  Dahlem,  Dept  of  Dous¬ 
ing  and  Buildings  and  Dr.  Samuel  Frant,  Dept, 
of  Health. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1944  at  1U 
A.  M.,  for  decision,  without  further  argument. 


771-26-BZ 

APPLICANT — C.  H.  Bergstrom,  for  The  Firestone  Tire  & 
Rubber  Company,  owner.  . 

SUB TECT— Application  for  consideration— reopening  .  and 
'  amendment  of  resolution— re  Application  (decision 
of  the  commissioner  of  buildings)  previously 
granted  on  condition,  under  sections  7c  and  21  ot 
the  zoning  resolution,  permitting  partly  m  a  busi¬ 
ness  use  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance .  of  a  business  building, 
also  a  gasoline  service  station. 

PREMISES  AFFECTED  600-618  -East  Fordham  road, 
southwest  corner  ot  Hughes  avenue  (Block  3U/8, 
Lots  16  and  17),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  C.  H.  Bergstrom. 

ACTION  OF  BOARD— Application  reopened,  restored  to 
calendar  and  set  for  hearing,  on  July  25,  1944  at 
10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . 


426-41-BZ  _ 

APPLICANT— DeForest  and  Elder,  for  Ihe  Presbyterian 
Hospital,  owner. 

SUB  TECT— Application  reopened  June  20,  1944  tor  con¬ 
sideration  as  to  extension  of  permit  (decision  ot 
the  borough  superintendent) — Application,  pre- 
viously  granted  on  condition,  under  section  7h  ot 
the  zoning  resolution,  permitting  in  a  residence  use 
district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles,  (owned 
by  the  staff  or  employees  of  the  Presbyterian  Hos- 

PREMISEsP  AFFECTED— 125  Fort  Washington  avenue 
^  west  side,  204  ft.  north  of  West  163rd  street  and 
660  West  165th  street  (Block  2136,  part  of  Lot 
235),  Borough  of  Manhattan. 

APPEARANCES- 

For  Applicant :  W.  H.  Welsh. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT—  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative  :  . . . 

THE  RESOLUTION  (426-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles  (owned  by  the  staff  or  employees  of  the 
Presbyterian  Hospital),  affecting  premises  12a  Fort  Wash¬ 
ington  avenue,  west  side,  204  ft.  north  of  W  est  163rd  street 
and  660  West  165th  street  (Block  2136,  part .of  Lot  235), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  July 

8,  1941,  on  certain  conditions;  and  , 

Whereas,  the  applicant  requested  an  extension  of  the 

permit ;  and 


Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  June  20,  1944  and  set  for  hearing  on  July  11,  1944;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals  at  its  regu  ar  meeting, 
July  11,  1944,  after  due  publication  in  the  Bulletin  ot  the 

Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  8,  1941,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

“qranted  under  section  7h,  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
premises  to  be  occupied  as  a  transient  parking  space  for 
the  doctors  and  employees  of  the  Medical  Center,  on 
condition  *  *  *” 

510-43-BZ 

APPLICANT— Lama  and  Proskauer,  for  John  Savino, 

owner.  ,  '  , 

SUB  TECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7(h)  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 3001-3011  Edwards  place, 
northwest  corner  of  West  30th  street  (Block  7067, 
Lot  29),  Borough  of  Brooklyn. 

APPEARANCES—  T  ,  T  .  c  • 

For  Applicant:  Alfred  A.  Lama  and  John  Savino. 

For  Opposition:  None.  „ 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  " 


THE  RESOLUTION  (510-43-BZ) 

W hereas,  Lama  and  Proskauer,  for  John  Savino,  owner, 
filed  October  26,  1943,  an  application  under  section  7h  oi 
the  zoning  resolution,  to  permit  in  a  business  use  aistric 
for  a  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles;  affecting  premises  3001-3011 
Edwards  place,  northwest  corner  of  West  30th  street  (Block 
7067.  Lot  29),  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and'  Appeals,  at  its  regular 
meeting  July  11,  1944,  after  due  publication  m  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and  . 

Whereas  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Edwards  place  is  in  a  business  use 
“A”  area  and  1  times  height  district;  West  30th  street  is  in 
a  business  and  residence  use,  “A”  area  and  1  times  heigh 
district;  Surf  avenue  is  in  a  business  rise,  /  area  and 
1  times  height  district  and  Riegelmann  Boardwalk  is  in  a 
business  use,  “A"  area  and  1  times  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  4,  1943,  on  N  B.  Applic  I46-43,  reads  : 

“Proposed  parking  and  storing  of  more  than  5  cars 
'  within  a  business  use  district  is  contrary  to  Art.  A 
Sect.  4a- 15  of  the  zoning  resolution. 

^Whereas,  the  applicant  states  that  the  Premises  consist 
of  a  plot  of  ground  having  a  frontage  of  120  it.  on 
Edwards  place  and  100  ft.  on  West  30th  street ;  that  the 
plot  is  now  vacant  and  that  it  is  proposed  to  use  the  plot 
for  a  term  of  two  years  for  parking  and  storage  of  more 

than  five  motor  vehicles ;  and  ,  ,  •. 

Whereas  the  applicant  contends  that  the  site  is  a  suit- 
able  one  for  the  proposed  use;  that,  the  proposed  use  W.H 
not  affect  the  surrounding  properties,  but  ™,n  'jTnat, 
narkine  in  the  streets  and  alleys  of  the  neighborhood ,  and 
Whfreas,  the  Board  deemed  that  this  was  a  proper  cas 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
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subdivision  h  of  the  zoning  resolution,  for  a  temporary  term 
ot  two  (2)  years. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7 h  thereof  for  a 
temporary  term  of  two  (2)  years,  from  the  date  of  this 
resolution,  to  permit  the  premises  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles, 
on  condition  that  only  cars  of  the  pleasure-car  type  shall  be 
so  parked  or  stored  ;  that  the  plot  shall  be  leveled  substan¬ 
tially  to  the  grade  of  the  adjoining  streets  and  surfaced  with 
steam  cinders,  clean  gravel  or  other  suitable  material,  prop¬ 
erly  rolled  and  treated  with  a  binder,  and  graded  to  provide 
surface  drainage;  that  there  shall  be  erected  on  street  and 
interior  lot  lines  continuously,  a  woven  wire  fence  of  the 
anchor  post  type  not  less  than  7  feet  in  height  with  no 
openings  thereto,  except  one  to  Edwards  place,  not  over 
15  feet  in  width,  with  curb  cut  opposite  not  over  15  feet  in 
width  ;  that  during  the  term  of  this  permit,  the  premises 
shall  be  occupied  for  on  other  use  than  as  herein  permitted 
and  no  building  shall  be  erected  thereon,  except  there  may 
be  erected  a  building  to  be  occupied  solely  as  an  office  and 
shelter  for  the  attendant,  to  be  located  near  the  entrance, 
as  indicated^on  plan  filed  herewith  marked  “Received  Octo¬ 
ber  26,  1943” ;  that  such  building  may  be  of  frame,  provided 
it  is  surfaced  on  the  exterior  with  fire-retarded  siding  or 
shingles ;  that  it  shall  not  exceed  one  story  in  height ;  that 
no  signs  shall  be  erected  on  the  premises  except  one  at  the 
entrance,  attached  to  the  fence,  advertising  the  parking  and 
storage  use  and  the  rates  charged,  provided  it  does  not 
exceed  15  square  feet,  does  not  extend  beyond  the  building 
line  and  is  not  illuminated;  that  all  permits  required  shall 
be  obtained  and  all  work  completed  within  six  months  from 
the  date  of  this  resolution ;  that  no  parking  and  storage 
shall  be  maintained  until  the  requirements  of  this  resolution 
have  been  complied  with ;  that  a  certificate  of  occupancy 
shall  be  obtained. 


150-44-BZ 

APPLICANT — Sidney  L.  Strauss,  for  Haney  Corporation, 
owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7(c)  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the  exten¬ 
sion  of  an  existing  business  use  (restaurant). 
-PREMISES  AEFECTED— 409-411  West  24th  street, 
north  side,  100  ft.  west  of  Ninth  avenue  (Block  722, 
Lots  31  and  32),  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Opposition :  None.* 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
£  ing  and  Buildings. 

’  U  T  ION  OF  BOARD — Application  granted  on  condition 
I  !  HE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  .  0  * 

1 

HE  RESOLUTION  (150-44-BZ) 

Whereas,  Sidney  L.  Strauss,  for  Haney  Corporation, 
wner,  filed  March  10,  1944,  an  application  under  section  7c 
’  the  zoning  resolution,  to  permit  in  a  residence  use  district, 

!  i e  extension  of  an  existing  business  use  (restaurant); 
necting  premises  :  409-411  West  24th  street,  north  side, 

00  ft.  west  of  Ninth  avenue  (Block  722,  Lots  32  and  31), 
lorough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
Y  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
's.  July  11,  1944,  after  due  publication  in  the  Bulletin  of 
.'e  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
■solution  show  that  \\rest  24th  street  is  in  residence  and 
.  tail  use,  B  area  and  \l/2  times  height  district;  West  25th 
reet  is  in  residence  and  retail  use,  B  area  and  V/2  times 


height  district;  9th  avenue  is  in  retail  use,  B  area  and  lJA 
times  height  district;  and 

Whereas  the  decision  of  the  borough  superintendent, 
dated  March  7,  1944,  and  as  amended  June  8,  1944,  reads- 
ihese  two  buildings  (409  and  411  West  24th  Street) 
are  located  in  a  residence  district.  Records  of  this 
department  indicate  that  the  entire  1st  story  of  411 
West  24th  street  is  used  as  a  restaurant  (a  legal  non- 
conforming  use).  The  records  also  indicate  that  the 
entire  1st  story  of  409  West  24th  street  is  now  arranged 
tor  two  apartments  (a  legal  use  in  a  residence  district). 
However,  the  plan  filed  with  this  application  indicates  a 
proposed  extension  of  the  restaurant  (a  business  use) 
from  411  West  24th  street  to  409  West  24th  street, 
puch  extension  of  a  business  use  in  a  residence  district 
is  not  permissible  under  Art.  2,  Sec.  3  of  the  Building 
Zone  Resolution.  Not  further  considered  ” 

and 

W  hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  having  a  frontage  of  50  ft.  and  a  depth  of  99  ft- 
that  upon  the  front  of  the  easterly  portion  (409  West  24th 
street),  is  a  4-story,  nonfireproof  building,  25  4t.  by  56  ft. 
6  in  in  area,  occupied  as  a  dwelling;  at  the  rear  of  this 
pudding  is  a  one-storv  nonfireproof  building,  25  ft  by  25  ft 

\hat  £ertifi.cate  of  Occupancy  13638  dated  January 
dO,  1928,  has  been  issued  for  the  use  of  this  rear  building 
as  a  one-family  dwelling;  that  on  the  westerly  portion  of 
the  site  (411  West  24th  street),  is  a  4-story  (front)  and  a 
2-story  (rear),  nonfireproof  building,  25  ft.  by  99  ft.  in 
area,  occupied  on  the  1st  story  as  a  kitchen,  grill  and 
restaurant  and  as  dwelling  above;  that  Certificate  of  Occu- 
pancy  16792  dated  September  11,  1930,  has  been  issued  for 
this  budding;  basement— tea  room;  1st  to  3rd  stories,  mul¬ 
tiple  dwelling — Class  A;  that  it  is  proposed  to  occupy  the 
westerly  part  of  the  1st  story  of  409  West  24th  street'  as  a 
bar  and  grill,  to  use  the  yard  as  a  "yard  restaurant”  and 
rear  building  as  a  dining  room  and  to  use  411 
West  24th  street  as  a  restaurant  and  grill  as  shown  on 
nled  plans,  filed  with  this  application;  and 
Whereas,  the  applicant  contends  that  Ninth  avenue  at 
this  point  is  zoned  for  business,  and  premises  411  West  24th 

wCet  oV,50  ft  west  of  ^.intersection  of  Ninth  avenue  and 
Y\  est  24th  street  and  it  is  now  proposed  to  extend  the 
present  business  use  into  409  West  24th  street,  easterly  of 
the  previous  nonconforming  use.  directly  adioining  the'  100 
ft.  business  influence  from  Ninth  avenue;  that  both  build¬ 
ings  are  cellar  and  4  stories,  converted  dwellings;  that  the 
hrst  floor  of  411  is  beine  used  at  present  as  a  tea  room,  and 
the  entire  building  at  409  is  used  for  dwelling  purposes- 
that  it  is  proposed  to  connect  409  with  411  on  the  first  floor 
only  to  be  occupied  as  a  restaurant;  that  all  other  portions 
of  the  buildings  will  remain  as  now  existing,  as  multiple 
dwellings :  that  there  will  be  no  change  or  alterations  to  the 
exterior  of  the  buildines.  nor  will  there  be  anv  additional 
signs  of  anv  tvpe  indicating  business  use;  that  it  can  be 
noted  from  the  plans,  the  only  entrance  to  the  restaurant 
w1  1  remain  as  it  now  is  at  the  easterly  side  of  premises, 
411  West  24th  street;  that  in  view  of  the  fact  the  extension 
of  the  existing  business  use  is  easterlv,  directlv  abutting  the 
business  influence  from  Ninth  avenue,  a  variation  of  the 
budding  zone  resolution  should  be  granted;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  bv  a  committee  of  the  Board :  and 
.  Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c  of  the  zoning  resolution. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to 
permit,  the  extension  of  the  business  use  now  existing  in 
# j  j  nt°  as  Pr°Posed,  on  condition  that  such  ex¬ 

tended  use  shall  be  confined  to  the  space  now  occupied  as 
an  anartment  at  the  westerly  side  of  the  street  floor  and  the 
yard  and  building  in  the  rear,  as  proposed ;  that  the  cellar 
ceiling  shall  be  fi re- retarded ;  that  no  doors  shall  open  from 
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the  proposed  extension  into  the  existing  hallway  of  #409 , 
that  such  hallway  shall  not  be  used  as  an  entrance  to  any 
part  of  the  restaurant,  but  may  be  used  solely  as  an  exit 
therefrom;  that  the  proposed  openings  as  shown  shall  be 
properly  protected  with  fire  doors,  as  required  by  the  Lode , 
that  no  signs  shall  be  erected  on  any  portion  of  the  exterior 
of  premises  #409,  advertising  the  proposed  nonconforming 
use;  that  such  fire-fighting  appliances  shall  be  maintained 
as  the  fire  commissioner  shall  direct ;  that  in  al|  othe 
respects,  the  buildings  and  occupancies  of  409  and  411 -.shall 

comply  with  all  laws,  rules  and  regulations  apphcable 

thereto ;  and  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  one  (1)  year  from  the  date  of 
this  resolution. 


246-44-BZ 

APPLICANT — Irving  M.  Fenichel,  for  Stapleton  Service 
Laundry,  Inc.  and  Margreen  Realty  Co.  Inc.,  owner 
(Stapleton  Service  Laundry,  Inc.,  lessee) 
SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  sections  7(a),  7(c)  and  21 
of  the  zoning  resolution,  to  permit,  upon  the  manu¬ 
facturing  use  district  portion  of  a  plot  which  is 
located  partly  in  a  manufacturing  use  and  partly 
in  a  residence  use  district,  the  erection  of  a  one 
story  non-fireproof  extension  to  the.  existing  we 
wash  laundry  (which  extension  is  to  be  used  for 
pressing  and  assembly)  ;  the  erection  of  a  one  story 
extension  to  the  existing  boiler  room  (which  exten¬ 
sion  is  to  be  used  as  a  machine  shop  and  accessory 
to  the  wet  wash  laundry)  and,  also,  the  erection  ot 
a  one  story  motor  vehicle  repair  shop  accessory  to 
the  erection  of  a  one  story  motor  vehicle  repair 
shop  (accessory  to  the  wet  wash  laundry).  Ihese 
premises  were  previously  acted  upon  by  the  Board 
under  Cal.  893-41-BZ.  , 

PREMISES  AFFECTED — 42-62  Greenleaf  avenue  and 
141-157  Marion  street,  northwest  corner  (Block  230, 
Lots  66,  69  and  73)  West  Brighton,  Borough  of 
Richmond. 

APPEARANCES—  w  , 

For  Applicant:  Irving  M.  Fenichel. 

For  Opposition:  None.  ,  __ 

For  Administration  :  Fred  Dahlem,  Dep  t  of  Lous¬ 
ing  and  Buildings  and  Gustave  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE—  .  „ 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative :  . 


Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Greenleaf  avenue  is  in  manufacturing 
residence  and  business  use,  C  and  E  area,  and  1 -times  height 
districts;  Marion  street  is  in  manufacturing  and  residence 
use,  C  and  E  area,  and  1 -times  height  districts  ;  and  Dubois 
avenue  is  in  residence  use,  C  and  E  area  and  1  times  height 

district;  and  ,  ,  .  .  ,  . 

Whereas,  the  decision  of  the  borough  superintendent, 

dated  April  20,  1944,  re  Alt.  Applic.  31-44,  reads: 

“The  proposed  erection  of  a  1-story  nonhreproot 
extension  to  the  existing  wet  wash  laundry  (which 
extension  is  to  be  used  for  pressing  and  assembly)  and 
also  a  1  story  non-fireproof  extension  to  the  existing 
boiler  room  (which  extension  is  to  be  used  as  a  machine 
shop  and  accessory  to  the  existing  wet  wash  laundry) 
is  denied  as  being  contrary  to  Art.  II,  Sec.  4-b  of  the 
Building  Zone  Res.  and  also  to  the  Resolution  of  the 
B  of  S.  &  A.  Tuly  28,  1942,  Cal.  #893-41-BZ. 


and 


THE  RESOLUTION  (246-44-BZ) 

Whereas,  Irving  M.  Fenichel,  for  Stapleton  Service 
Laundry  Inc.  and  Margreen  Realty  Co.,  Inc.,  owners 
(Stapleton  Service  Laundry  Inc.,  lessee),  filed  April  21, 
1944,  an  application  under  sections  7a,  7c  and  21  of  the 
zoning  resolution;  to  permit  upon  the  manufacturing  use 
district  portion  of  a  plot  located  partly  in  a  manufacturing 
use  district  and  partly  in  residence  use  district,  the  erection 
of  a  one  story,  nonfireproof  extension  to  the  existing  wet 
wash  laundry,  to  be  used  for  pressing  and  assembly;  also, 
the  erection  of  a  one  story  extension  to  the  existing  boiler- 
room  to  be  used  as  a  machine  shop  and  accessory  to  the 
wet  wash  laundry;  and  also  the  erection  of  a  one  story 
motor  vehicle  repair  shop  (accessory  to.  the  wet  wash 
laundry)  ;  this  laundry,  including  dry  cleaning  use  was  pre¬ 
viously  granted  by  the  Board  tinder  Cal.  893-41-BZ., 
premises  f 42-62  Greenleaf  avenue  and  141-157  Marion  street 
northwest  corner  (Block  236,  Lots  66,  69  and  73),  West 
Brighton,  Borough  of  Richmond;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  Tuly  11,  1944,  after  due  publication  m  the  Bulletin  ot 
the  Board  of  Standards  and  Appeals ;  and 


iU  . 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  with  a  frontage  of  225  ft.  6  in.  on  Greenleai 
avenue  and  250  ft.  on  Marion  street,  occupied  as  a  wet  wash 
laundry ;  that  the  northerly  portion  extends  for  a  distanct 
of  approximate  25  ft.  into  a  residence  use  district ,  t 
remainder  is  in  a  manufacturing  use  district;  that  on  tht 
plot  are  located  several  structures,  namely,  Building 
which  is  3  stories  in  height,  frame,  157  ft.  on  Marion  stree 
and  95  ft.  5  in.  on  Greenleaf  avenue,  occupied  for  receiving 
shipping,  wet  wash,  etc. ;  and  Building  B,  which  is  1-stor 
in  height,  nonfireproof,  48  ft.  by  46  ft.  in  area,  occupie< 
as  a  boiler  and  machinery  room;  Building  L,  which  1 

1- story  in  height,  nonfireproof  72  ft.  on  Marion  street  an* 
97  ft.  deep,  occupied  as  a  finishing  room ;  Building 
which  is  1-story  in  height,  nonfireproof,  65  ft.  by  23  tt 
irregular,  in  area,  occupied  for  dry  cleaning  and  auto  repai 
shop;  that  the  erection  and  maintenance  of  this  b uildin 
was  granted  bv  the  Board  acting  under  Sec.  7c  on  July  2i 
1942  under  Cal.  893-41-BZ;  that  Building  E  and  1  an 

2- story  frame  building,  45  ft.  by  56  ft.,  irregular  in  are: 
is  occupied  as  garage  and  machine  shop  on  the  1st  stor 
and  for  rug  cleaning  on  the  2nd  story;  that  there  are  tw 
1-story  frame  dwellings  on  the  North  Greenleaf  aveni 
frontage  of  the  plot ;  that  it  is  proposed  to  demolish  buildin 
B  and  part  of  Building  D  and  to  erect  on  the  portion  c 
plot  west  of  the  boiler  room,  as  shown  on  filed  plan 
a  1-story  building,  103  ft.  by  73  ft.  in  area  to  be  used  fc 
pressing  and  assembly;  and  to  erect  to  the  north  of  t 
boiler  room,  a  1 -story  machine  shop  (accessory  to  the  w 
wash  laundry),  47  ft.  by  16  ft.  in  area;  and  to  erect  to  tl 
north  of  Building  D  as  altered  a  1-story  cement  bloc 
building  to  be  used  as  a  motor  vehicle  repair  shop  acces-o 

to  the  wet  wash  laundry;  and 

Whereas,  the  applicant  contends  that  the  patronaj 
served  by  the  Stapleton  Service  Laundry  Inc.  consists  < 
families  engaged  in  essential  war  work  which  has  necess 
Gated  the  abandonment  of  home  laundering  and  caused  co 
siderable  increase  in  the  business  of  the  plant ;  th^t  th 
together  with  the  need  for  greater  production  efficient 
because  of  reduction  of  available  manpower,  has  result 
in  an  indispensible  need  for  greater  operating  space ;  th 
it  is  proposed  to  use  the  Extension  Building  E  for  assenib 
of  items  in  the  process  of  being  laundered  cleane 
pressed;  that  the  assembly  operation  is  carried  on  ent 
without  the  use  of  machinery;  the  pressing  is  to  cons 
partly  of  ironing  with  hand  irons  and  part  y  with  prc 
machines  of  the  type  generally  used  m  valet  stores, 
as  are  permitted  in  business  use  districts ;  that  these  P 
machines  are  to  be  taken  from  Building  A  and  a  few 
them  are  to  be  added  to  the  number  of  machines  now  u. 
on  the  premises ;  that  this  application  comes  within 
purview  of  the  following  sections  of  the  Zoning  Resouffi 
viz  ■  Section  7a-in  that  part  of  the  proposed  Buildmg 
and  part  of  the  machine  shop  are  p  aimed  to  be  located 
the  lot  occupied  by  Bldg.  A,  which  has  been  used 
nonconforming  use  since  and  prior  to  tBe  adoption  0  1 

Zoning  Resolution ;  that  the  proposed  machine  shop  is  to 
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a  physical  extension  to  Building  A;  that  the  said  proposed 
extensions  are  to  be  used  for  the  same  purpose  as  the 
existing  Bldg.  A;  as  to  Section  7c,  in  that  lots  69  and 
66  are  restricted  against  the  proposed  use  as  a  laundry  and 
as  such  portions  of  Bldg.  E  and  the  machine  shop,  which 
are  planned  to  be  located  on  lot  69,  are  to  consist  of 
extension  to  the  existing  Building  A  and  the  use  thereof, 
and  as  the  proposed  use  of  Building  F  is  to  be  an  accessory 
to  the  existing  Bldg.  A  and  is  therefore  not  permitted 
in  a  manufacturing  zone,  although  this  use  would  be  per¬ 
mitted  under  the  Zoning  Resolution  in  a  manufacturing 
zone,  if  it  were  independent  of  the  prohibited  use;  that  if 
the  proposed  work  is  permitted  by  the  Board,  the  intention 
is  to  do  it  in  such  a  manner  as  to  safeguard  the  character 
of  the  district;  as  to  Section  21,  in  that  the  Stapleton  Service 
Laundry  Inc.,  the  applicant,  would  suffer  practical  diffi¬ 
culties  and  unnecessary  hardships  for  reasons  set  forth,  and 
as  the  public  health,  safety  and  general  welfare  will  be 
secured  if  the  Board  sees  fit  to  grant  the  relief  sought  and 
urgently  needed ;  and 

\\  hereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  under  section  7, 
subdivision  c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 

Ibe  and  it  hereby  is  granted  under  section  7c  thereof,  to 
permit  the  proposed  extension  of  the  existing  wet  wash 
laundry  as  described  and  indicated  on  revised  plans  marked 
Received  July  10,  1944”,  on  condition  that  the  sprinkler 
system  shall  be  maintained  throughout  the  existing  and  pro¬ 
posed  buildings  in  accordance  with  the  requirements  there- 
tor  and  to  the  satisfaction  of  the  fire  commissioner;  that 
the  existing  brick  boiler  stack  shall  be  increased  in  height 
by  adding  thirty  (30)  feet  as  proposed,  and  that  both  stacks 
shall  be  maintained  not  less  than  90  feet  in  height  each ; 
that  on  each  stack  there  shall  be  installed  and  maintained 
a  soot  eliminator ;  that  the  boiler  blow  off  lines  shall  be 
relocated  substantially  as  proposed  and  made  to  comply  with 
the  requirements  therefor;  that  the  existing  frame  residence 
buildings  facing  Greenleaf  avenue  shall  be  maintained  and 
used  only  for  residential  purposes;  that  a  fence  shall  be 
i  erected  in  front  of  same  as  proposed;  that  the  driveway 
from  the  auto  repair  shop  indicated  on  drawings  “Received 
luly  10,  1944,  as  Building  F,  shall  be  maintained  as  shown 
j  thereon,  extending  to  Greenleaf  avenue  through  the  existing 
‘xit ;  that  any  repairing  of  automobiles  shall  be  done  by 
'and  tools  only ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  other  than  as  modified  by  the  Board  under 
:  -ah  893-41 -BZ ;  that  all  permits  required  shall  be  obtained 
ind  all  work  completed  within  one  (1)  year  from  the  date 
I  4  this  resolution. 


appliances  AND  MATERIAL  SUBMITTED  FOR 

APPROVAL 

150-44-SA 

Richards- \\  ilcox  Manufacturing  Co.,  owner. 
pUBJECT  Richards-V  ilcox  No.  748-V  Elevator  Door 
Interlock,  approval  of. 

APPEARANCES— 

I  For  Applicant :  Mr.  Wallander. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
'  _  wRh  report  of  the  Committee  on  Tests. 

HE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  :  . . .  0 


HE  RESOLUTION  (250-44-SA) 

V  hereas,  Richards- Wilcox  Manufacturing  Company, 
Avner,  filed  on  April  21,  1944,  an  application  with  the 
'  >oard  of  Standards  and  Appeals  for  approval  of  the 
,  Pphance  known  as  the  Richards- Wilcox  No.  748- W  Ele¬ 
anor  Door  Interlock;  and 


\\  hereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 


n  r  i  oca  aa  c  a  June 

Ke :  Cal.  2oO-44-SA. 

Subject.  Richards-W  ilcox  No.  /48-W  Elevator  Door 
Interlock — Approval  of. 

The  Richards-lWilcox  Manufacturing  Company  of 
Aurora,  Illinois,  filed  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  their  Elevator 
Door  Interlock,  Type  748-W  in  accordance  with  the 
requirements  of  C26-178.0,b,  and  as  meeting  the  require¬ 
ments  of  C26-1179.0  through  C26-1 185.0  of  the  Adminis¬ 
trative  Building  Code. 

OPERATION 


The  Richards- Wilcox  “748-W”  Elevator  Door  Inter¬ 
lock  consists  of  a  door  closer,  an  electric  switch  and  a 
rack  and  pawl.  When  the  car  arrives  at  the  landing, 
the  operator  opens  the  door  by  taking  hold  of  the  door 
closer  handle  (Fig.  1.)  and  pulling  in  the  direction 
of  the  arrow.  Folding  of  the  door  closer  arms  about 
the  pivot  points  (7,  8,  9,  10-11)  on  the  door  closer  for 
single  doors  and  pivot  points  of  the  two-speed  closer 
arms  causes  the  door  or  doors  to  move  toward  the 
open  position.  In  so  doing  the  piston  rod  (12)  of  the 
checking  device  is  carried  upward  from  the  checking 
cylinder  (3).  At  the  same  time,  the  connecting  rod 
moves  upward  and  through  the  action  of  the  cam  (14) 
the  circuit  is  broken  in  the  interlock  switch  (3)  pre¬ 
venting  further  operation  of  the  car.  As  the  door  closer 
arms  fold,  the  closing  spring  inside  of  the  spring  barrel 
(15)  is  compressed  by  the  chain  (8)  or  (10)  winding 
around  drum  (16).  When  the  car  is  ready  to  start 
again,  the  operator  releases  his  hand  from  the  door 
closer  handle  (6),  the  closing  spring  acts  to  straighten 
the  door  closer  arms  carrying  the  door  into  the  closed 
position.  As  the  door  closer  arms  straighten,  the  piston 
rod  (12)  is  forced  downward  into  the  checking  cylinder 
(2),  retarding  the  movement  of  the  door  as  it  ap¬ 
proaches  its  closed  position.  As  the  door  approaches 
its  closed  position,  the  loosely  pivoted  pawl  (17)  comes 
into  contact  with  the  bevelled  surface  of  the  keeper 
member  (18).  Free  movement  of  the  door  is  permitted 
in  the  closing  direction,  but  if  an  attempt  is  made  to 
reopen  the  door  within  4  inches  of  the  closed  position, 
the  end  of  the  pivoted  pawl  (17)  will  come  into  contact 
with  the  shoulder  (20)  and  prevent  further  movement 
of  the  door  in  the  opening  position.  Just  before  the 
door  arrives  at  its  final  closed  position,  the  pawl  (17) 
will  drop  past  the  end  of  the  keeper  (18)  so  that  the 
door  can  again  be  reopened  from  the  final  closed  posi- 
tion.  The  drawings  (big.  1.)  show  non-reversing 
devices  attached  to  the  door  hanger  and  non-reversing 
devices  attached  to  the  sill.  It  should  be  understood 
that  although  two  non-reversing  devices  are  shown  that 
only  one  type  will  be  used  on  each  installation,  and  that 
it  is  optional  as  to  which  of  the  two  types  shall  be  used. 

As  the  door  closer  arms  move  into  the  straightened 
position  the  connecting  rod  (13)  moves  downward  clos¬ 
ing  the  circuit  in  the  interlock  switch  just  before  the 
door  reaches  its  closed  position,  permitting  the  car 
starting  circuit  to  be  made  up.  In  this  position,  the 
door  closer  arms  are  straightened  and  the  doors  are 
locked  against  operation  from  the  corridor  side. 
DESCRIPTION  AND  TESTS 
One  arm  of  the  door  closer  is  attached  by  a  pivot  to 
the  hoistway  door,  the  other  arm  is  attached  pivotally 
to  the  one  end  of  the  first  arm  and  at  the  other  end 
to  a  bracket  attached  to  the  mounting  plate  which  is 
secured  to  the  hoistway  enclosure.  The  electric  switch 
is  attached  to  the  mounting  plate  and  is  connected  to 
the  door  closure  arm  by  the  switch  arm  and  the  link. 
The  closer  spring  is  contained  within  a  spring  housing 
attached  at  the  upper  edge  of  the  closer  arm.  The 
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N2  748-W  INTERLOCK  FOR  TWO  SPEED  DOORS 
—  "  DOORS  CLOSED 


Fig.  1 
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closer  arms  are  of  all-steel  construction.  The  central 
pivot  of  the  arms  has  a  ball  bearing;  the  remaining 
two  pivots  have  plain  bearings.  A  door  closer  liquid 
checking  device  is  attached  to  the  closer  arm  and  the 
bracket.  The  closer  cylinder  is  a  die  casting  and  the 
piston  and  piston  rod  are  of  cast  iron  and  steel,  re¬ 
spectively. 

I  he  interlock  switch  is  housed  in  a  fabricated  steel 
case  with  removable  side  plates.  The  switch  is  of  the 
single-break  type  with  a  stationary  contact  and  a  mov¬ 
able  contact  is  pivoted  on  a  bracket  which  is  mounted 
on  a  bakelite  block  secured  to  a  second  bakelite  block 
which  also  supports  the  stationary  contact  and  thus 
insulates  the  current-carrying  parts  from  the  metal  case. 
A  bakelite  switch-operating  arm  is  also  pivoted  on  the 
bracket  and  is  connected  to  the  closer  arm  by  a  link. 
The  contact  spring  is  of  phosphor  bronze. 

The  non-reversing  device  is  a  rack  and  pawl  of 
malleable  iron.  The  pawl  mounting  plate  is  of  steel. 
The  pawl  pin  is  a  steel  rivet  with  a  brass  sleeve. 

A  complete  device  as  described  above  is  provided  for 
the  door  of  each  landing  in  the  hoistway.  The  several 
interlock  switches  in  an  entire  hoistway  are  wired  in 
series  and  so  connected  into  the  elevator  control  circuit 
that  unless  the  circuit  is  completed  through  all  of  the 
interlock  switches  the  car  cannot  be  started. 

The  device  was  subjected  to  the  following  standard 
tests : 

Endurance  Test — C26-1 180.0 
Current-Interrupting  Test — C26-1 181.0 
Test  in  Moist  Atmosphere — C26-1 182.0 
Test  without  Lubricant — C26-1 183.0 
Misalignment  Test — C26-1 184.0 
Insulation  Test — C26-1 185.0 

The  interlock  was  satisfacforily  subjected  to  the  fore¬ 
going  tests  at  the  National  Bureau  of  Standards,  Test 
No.  VI-1/mm  83-C,  copies  of  which  are  filed  with  the 
application. 

To  meet  the  requirements  of  C26-1179.0  the  applicant 
has  furnished  computations  of  coefficients  of  thermal 
expansion  between  25  deg.  to  140  deg.  F,  which  indicate 
that  the  device  will  function  properly  within  such  tem¬ 
perature  limitations. 


RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  the  Elevator  Door 
Interlock  “748-W”  (Fig.  1)  manufactured  by  the 
Richards-Wilcox  Manufacturing  Company  under  C26- 
191.0a  as  meeting  the  requirements  of  C26-1 179.0  for 
use  under  Article  14  entitled  "Elevators”  Administrative 
Building  Code,  provided  the  interlock  is  manufactured 
as  described  Tierein  and  each  device  shall  bear  a  tag, 
or  label  or  decalcomania  reading  "Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  250-44-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Richards-Wilcox 
No.  748-W  Elevator  Door  Interlock,  on  conditicm  that  the 
appliance  be  manufactured,  installed,  and  labelled,  stamped 
or  tagged  in  accordance  with  the  above  report. 


326-44-SM 

APPLICANT — Bethlehem  Steel  Co.,  owner. 

SUBJECT — Bethlehem  Open  Web  Expanded  Steel  Joists, 
approval  of. 


APPEARANCES— 

For  Applicant :  G.  D.  Zimmerman. 

ACTION  Oh  BOARD — Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  q 


THE  RESOLUTION  (326-44-SM) 

\\  hekeas,  the  Bethlehem  Steel  Company,  owner,  filed  on 
June  2,  1944,  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  the  material  known  as  the 
Bethlehem  Open  Web  Expanded  Steel  Joists;  and 

ereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 


d  /"i  ik  aa  cu  Juiy 

Re  Cal :  326-44-SM. 

Subject:  Bethlehem  Open  Web  Expanded  Steel  Joists, 
approval  of. 

The  Bethlehem  Steel  Company  of  Bethlehem,  Penn¬ 
sylvania,  filed  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals,  under  the  requirements  of  C26-178  0b 
for  the  approval  of  their  Open  Web  Expanded  Steel 
Joists  for  use  under  C26-519.0  in  classes  of  construc¬ 
tion  as  provided  under  C26-240.0,  C26-241.0,  C26-244.0 
and  C26-620.0,  paragraph  c,  item  1  (b),  for  loads  as 
specified  under  C26-519.0b,  such  joists  to  meet  the  load¬ 
ing  and  bridging  tests  as  provided  in  C26-519.0e 
Administrative  Building  Code. 


DESCRIPTION  AND  MANUFACTURE 
Bethlehem  Open  Web  Expanded  Steel  Joists,  as  used 
in  a  floor  system  (Fig.  1),  are  one  piece  units  with 
T-shaped  chords,  with  a  double  web  system  integral 
with  the  chords  at  the  panel  points.  The  bottom  chord 


Figure  1 

is  bent  up  at  each  end  and  electric  arc  welded  to  the 
top  chord,  simulating  a  solid  I-beam.  The  joists  are 
manufactured  from  I-beam  blanks,  ranging  in  depth 
from  3.09"  to  4.112"  with  web  thicknesses  ranging  from 
.255"  to  .410".  The  blanks  are  processed  into  joists  by 
first  heating  the  blanks  in  an  electrically  controlled  oil 
fired  furnace  to  a  temperature  of  approximately  1800° 
F.  After  heating,  the  blanks  are  discharged  onto  a 
roller  conveyor  leading  to  a  pair  of  slitting  rolls,  where 
three  lines  of  intermittent  slits  are  rolled  in  the  web  of 
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the  heated  blank.  After  slitting,  the  blank  is  passed 
through  an  expansion  guide  which  engages  the  flanges 
and  gradually  forces  the  flanges  outward  to  the  required 
joist  depth,  corresponding  to  the  predetermined  size  for 
which  the  expansion  guide  is  set.  The  expanded  blanks 
then  pass  through  a  pair  of  sizing  rolls  which  checks 
the  depth  and  draws  the  expanded  blank  over  the 
expansion  guide,  and  it  is  during  this  operation  that  the 
slit  portions  in  the  web  of  the  expanded  blank  form 
into  a  double  lattice.  The  expanded  latticed  blank  is 
then  run  onto  a  cooling  table  where  it  is  air  cooled, 
after  which  it  is  cold  straightened  in  a  straightening 
machine.  The  straightened  expanded  blanks  are  then 
transferred  to  the  fabricating  line  where  the  bottom 
chord  is  bent  up  and  electric  arc  welded  to  the  top  chord, 


and  the  end  struts  are  installed  at  the  first  and  last 

interior  panel  points,  and  electric  arc  welded  to  the  top 
and  bottom  chords.  The  unfinished  ends  of  the  partially 
completed  joist  are  then  trimmed  and  anchor  holes 
punched  at  the  bearing  ends.  During  the  process  pre¬ 
cautions  are  observed  to  insure  removal  of  excess  scale. 
The  joists  are  now  complete  and  ready  for  inspection 
consisting  of  checks  of  welding,  dimensions  and 
straightness.  The  joists  are  then  tagged,  after  which 
they  are  painted  by  dipping  in  a  paint  consisting  of  40% 
asphalt,  10%  Gilsenite  and  50%  solvent.  The  finished 
joist  is  then  placed  in  stock,  and  prior  to  shipment, 
receives  a  second  coat  of  the  same  paint. 

The  properties  and  dimensions  of  these  joists  are  as 
follows : 


PROPERTIES  AND  DIMENSIONS  OF  EXPANDED  STEEL  JOISTS 
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PROPERTIES 


Type 

Depth 

Mo¬ 

ment 

of 

Inertia 
Axis  1-1 

Top  Chord 

r 

of 

Top 

Plate. 

Axis 

2-3 

Bot¬ 

tom 

Chord 

Area 

Web 

Strut 

Area 

i 

Axis 

2-2 

r 

Axis 

3-3 

Section 

Modu¬ 

lus 

Axis 

3-3 

Area 

r 

Axis 

2-2 

Area 

r 

Axis 

2-2 

1 

Ins. 

Ins.4 

Ins.2 

Ins. 

Ins. 

Ins.2 

Ins. 

Ins.2 

Ins.2 

Ins. 

Ins.2 

Ins. 

ST  82 

8 

12.2 

.467 

.344 

.363 

.074 

.425 

.401 

.151 

.078 

.156 

.072 

SJ  102 

10 

18.8 

.444 

.353 

.323 

.059 

.425 

.381 

.170 

.077 

.234 

.091 

SJ  103 

10 

23.4 

.585 

.351 

.435 

.116 

.444 

.489 

.197 

.096 

.234 

.091 

SJ  104 

10 

28.9 

.715 

.425 

.431 

.133 

.524 

.604 

.206 

.101 

.234 

.091 

SJ  123 

12 

32.5 

.542 

.368 

.374 

.086 

.444 

.454 

.233 

.094 

.234 

.091 

SJ  124 

12 

40.5 

.670 

.438 

.366 

.098 

.524 

.567 

.244 

.099 

.234 

.091 

SJ  125 

12 

48.8 

.840 

.443 

.500 

.183 

.557 

.702 

.238 

.111 

.234 

.091 

SJ  126 

12 

63.5 

1.078 

.563 

.486 

.216 

.679 

.918 

.246 

.116 

.234 

.091 

SJ  145 

14 

64.1 

.790 

.455 

.440 

.143 

.557 

.651 

.284 

.108 

.328 

.108 

SJ  146 

14 

84.9 

1.027 

.576 

.431 

.168 

.679 

.865 

.294 

.113 

.328 

.108 

ST  166 

16 

115.9 

1  1.083 

1  .578 

.421 

.174 

.689 

.892 

.335 

.127 

.438 

‘  .126 

S.  J.  I.  Standard 
Properties 


Resist¬ 
ing 


In. -lbs. 


End 

Re¬ 

action 


Lbs. 


52,500 

63,000 

82,000 

100,000 

92,000 

115,000 

142,000 

175,000 

156,000 

205,000 

232,000 


1900 

1900 

19S0 

2200 

2200 

2300 

2500 

2700 

2900 

3100 

3200 


DIMENSIONS 


Type 

A 

B 

C 

D 

F 

G 

H 

K 

M 

N 

O 

P 

R 

S 

T 

U 

W 

X 

iST  82 

330 

.178 

7.492 

8 

1.625 

1.205 

6.138 

.657 

.244 

.890 

.244 

16 

4.38 

,120 

.140 

.255 

.280 

.620 

ST  102 

290 

.156 

9.554 

10 

1.625 

1.115 

8.306 

.579 

.244 

.890 

.244 

20 

4.34 

.120 

.140 

.255 

.274 

.700 

SJ  103 

.415 

.232 

9.353 

10 

1.680 

1.413 

7.749 

.832 

.492 

1.042 

.272 

20 

5.02 

.145 

.160 

.310 

.348 

.666 

ST  104 

.400 

.230 

9.370 

10 

2.000 

1.444 

7.687 

.869 

.521 

1.071 

.301 

20 

5.18 

.150 

.186 

.325 

.369 

.665 

SJ  123 

345 

.193 

11.462 

12 

1.680 

1.275 

10.000 

.725 

.492 

1.042 

.272 

24 

4.99 

.145 

.160 

.310 

.337 

.785 

ST  124 

.337 

.195 

11.468 

12 

2.000 

1.306 

9.938 

.756 

.521 

1.071 

.301 

24 

5.14 

.150 

.186 

.325 

.356 

.787 

SJ  125 

.465 

.260 

11.275 

12 

2.125 

1.665 

9.360 

.975 

.593 

1.288 

.322 

24 

5.77 

.162 

.200 

.355 

.406 

.702 

SJ  126 

.446 

.259 

11.295 

12 

2.625 

1.715 

9.260 

1.025 

.641 

1.336 

.370 

24 

6.03 

.170 

.234 

.368 

.424 

.704 

qT  145 

401 

.214 

13.385 

14 

2.125 

1.527 

11.641 

.832 

.593 

1.288 

.322 

28 

5.72 

.162 

.200 

.355 

.391 

*835 

ST  146 

|  .389 

.220 

13.391 

14 

2.625 

1.577 

11.541 

.882 

.641 

1.336 

.370 

28 

5.96 

.170 

.234 

.368 

.408 

.839 

SJ  166 

j  .401 

.222 

15.377 

16 

2.667 

1.563 

13.569 

.868 

1  .641 

1.336 

.370 

32 

5.90 

.170 

.276 

.410 

.462 

.855 
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TESTS 

Samples  of  the  applicant’s  joist  were  subjected  to 
tests  at  the  Lackawanna  Plant  of  the  Bethlehem  Steel 

Co--  N.  Y.  on  June  28th,  1944,  as  prescribed 

in  C26-M9.0e,  as  follows: 

..AT,he Pand  consisted  of  three  joists,  designated  as 

•  ■  ’  ,  ,  ^  ^  being  the  middle  joist.  Each 

joist  had  eleven  panel  points,  #4  &  #8  being  at  the 

third  points  of  the  span  and  #6  being  at  mid-span. 

1  he  joists  were  type  SJ82,  8"  in  depth,  mounted  on  a 
structural  frame  composed  of  18"  W.  F.  supporting 
beams,  16'-0"  apart  in  the  clear,  and  8"  W.  F.  side 
beams.  4  he  length  of  bearing  of  the  joists  on  the  18" 
beams  was  4".  Joists  were  connected  to  the  supports 
by  means  of  welds  1"  long,  on  each  side  of  the  joist 
1  ange.  Bridging  of  the  strut  type  was  installed  at  the 
t  urd  points.  Simulated  bridging  was  provided  from 
the  side  beams  to  the  two  adjacent  joists.  The  two  side 
beams  were  held  in  position  by  welding  3^"  x  2}/i”  x 
*8  cold-rolled  channels  to  the  top  and  bottom  flanges 
near  the  third  points.  These  channels  were  shimmed 
out  to  clear  the  joists.  A  load  of  815#,  consisting  of 
steel  slabs  welded  together  and  hung  on  the  joist  by 
means  of  a  strap  approximately  2"  wide,  was  applied 
in  succession  to  the  eleven  panel  points  of  the  middle 
joist,  “B”.  The  load  was  moved  from  point  to  point 
bv  means  of  a  block  and  fall.  Deflection  readings  were 
taken  by  a  surveyor’s  level  sighted  on  scales  set  at 
points  #4,  #6  &  #8.  The  readings  for  the  various 
positions  of  the  load  were  as  follows : 


middle  joist  “B  to  the  adjoining  joists  “A”  &  “C” 
equal  to  520#,  arrived  at  as  follows: 


d 


F  a2  b2 


3  El  L 
.0164  FL3 


L  2L 

where  a  =  —  and  b  =  - 

3  3 


El 

For  two  joists,  “A”  &  “B”, 

_ 6 

.0859  x  29  x  10  x  2  x  12.2 


_ 3 

.0164  x  16  x  1728 
=  520# 

Conclusion :  The  test  showed  that  the  smallest  joist 
er/om/n<i  bridged,  was  capable  of  sustaining  a  load 
ot  800#  at  any  panel  point,  and  that  the  bridging  was 
capable  of  transmitting  at  least  500#  from  the  loaded 
joist  to  the  adjoining  joists  as  prescribed  in  C26-519.0e. 

Tests  on  Bridging  Clips 

Tests  on  bridging  clips  used  with  applicants  joists  to 
meet  the  requirements  of  C26-519.0e  were  made  at 
Lemgh  University  on  5-29-44,  under  supervision  of  Prof. 
Hale  Sutherland.  The  clips  were  made  of  Bethanized 
wire  and  were  designated  as  Bethlehem  Bridging  Clips. 
1  be  measured  diameter  of  specimens  varied  from  .175" 
to  .177  .  The  clip  was  hooked  around  a  flange  simulat- 


Loaded 
Panel 
Point 
No  load 
1 
2 

3 

4 

5 

6 

7 

8 
9 

10 

.11 


Joist  “A” 

' - * - , 

Point  4  Point  6  Point  8 

Defl.  Defl.  Defl. 

0  0  0 

—  .0468"  — 

—  .0547  — 

.0781  — 

.0781"  .0937  — 

—  .1015  — 

—  .1015  — 

—  .0937  — 

.0859  .0625" 

—  .0703  — 

.0547  — 

—  .0312  — 


Loaded  Joist  “B” 

- - * - , 

Point  4  Point  6  Point  8 

Defl.  Defl.  Defl. 

0  0  0 

—  .0312"  — 

—  .0312  _ 

.0468  — 

•  1718"  .1328  — 

—  .1406  — 

—  .1562  — 

—  .1328  — 

.125  .1094" 

—  .1093  — 

—  .0625  — 

—  .0468  — 


Joist  “C” 

Point  4  Point  6  Point  8 

Defl.  Defl.  Defl 

0  0  0 

—  .0312"  _ 

.0547  — 

.0781  — 

.0937"  .0937  — 

.0937  _ 

—  .1015  — 

.0937  — 

—  .0937  .0781" 

.0781  — 

.0625  — 

.0312  — 


/ 


Discussion  of  Results 

Type  SJ82  is,  the  smallest  expanded  joist  that  is 
produced  and  is  more  highly  stressed  under  a  concen¬ 
trated  load  of  800#  than  are  the  larger  joists.  No 
distress  was  observed,  in  any  part  of  the  joist  or  bridg¬ 
ing  at  any  time  during  the  test. 

The  deflection  of  a  single  joist  under  a  load  of  815# 
applied  at  mid-span  will  be  approximately  equal  to: 

F  x  L3  x  1728 

where  d  = - 

48xExl 

_ 3 

815  x  16  x  1728 

d  =  -  =  0.34"  =  L/565 

_ 6 

48  x  29  x  10  x  12.2 

The  observed  deflection  of  the  middle  joist  “B”  at 
mid-span,  when  the  load  was  applied  at  the  middle 
amounted  to  0.156"  =  L/1230  or  46%  of  that  of  an 
unbridged  joist. 

W  hen  the  load  was  applied  at  panel  point  4,  adjacent 
f.°  ,?ne  bridging  line,  the  average  deflection  of  joists 
“A”  &  “C”  at  point  4  amounted  to  0.0859".  This  deflec¬ 
tion  corresponds  to  a  load  transfer  (F)  from  the 


Max.  Loa< 
1290# 
1180# 
1255# 
1430# 
1444# 


mg  its  position  on  a  joist  flange  with  a  downward  loa< 
applied  by  machine.  The  machine  loads  were  recordei 
at  an  observed  downward  movement  of  the  bridgim 
strut  equal  to  1/16"  and  at  the  maximum  for  eacl 
specimen,  with  results  as  follows : 

Specimen  Load  at  1/16"  movement 
#1  930# 

2  72 0# 

3  970# 

4  920# 

5  1250# 

A  length  of  straight  wire  serving  as  a  tension  speci 

men  was  tested  up  to  4,450#,  or  183,000#  p.s.i. 

I  he  applicant  has  filed  test  date  of  several  load  test 
with  details  and  results  as  follows  : 

A  load  test  for  the  Department  of  Buildings  am 
fyfy  Engineering,  City  of  Detroit  was  made  on  Feb 
14,  1929.  Jwo  8"  joists  on  a  clear  span  of  13'  9"  wer< 
spread  24  apart  and  were  braced  with  2  rows  of  rigic 
bridging.  A  concrete  slab  2//'  thick  was  laid  over  th< 
joists  and  was  loaded  uniformly  with  lead  pigs  Maxi, 
mum  total  load  at  failure  equalled  5723#  per  joist 
Catalogue  rated  load  per  joist  was  2630#.  Deflectior 
at  a  total  load  of  2630#  per  joist  was  0.35",  or  1/47^ 
of  the  span. 

A  load  test  for  the  Board  of  Education,  Jamestown 


I 
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New  York  was  made  by  the  Hallenbeck  Inspection  and 
Testing  Laboratory  of  Buffalo,  New  York  on  Sept.  10, 
1934.  Three  12"  joists  on  a  clear  span  of  22-0  were 
spaced  21"  apart  and  were  braced  with  2  rows  of  rigid 
bridging.  A  concrete  slab  2J4"  thick  was  laid  over  the 
joists  and  was  loaded  uniformly  with  cement  filled 
sacks.  Maximum  total  load  per  joist  at  failure  equalled 
9566#.  Catalogue  rated  load  per  joist  is  3480#.  i he 
deflection  at  a  total  load  of  3480#  per  joist  was  0.665 

or  l/396th  of  the  span.  _  , e  -  . 

A  load  test  for  the  Department  of  Public  Safety, 
Bureau  of  Building  Inspection,  City  of  Philadelphia 
was  made  by  Prof.  H.  C.  Berry  of  Pennsylvania  Uni¬ 
versity  on  Nov.  13th  to  16th,  1929.  Four  101  joists 
spaced  13"  apart  on  a  clear  span  of  13  6  were  braced 
with  two  rows  of  rigid  bridging.  A  concrete  slab  2 
thick  was  laid  over  the  joists  and  was  loaded  uniformly 
with  3"  I-beams.  Maximum  total  load  per  sq.  ft.  at 
failure  equalled  272#.  The  catalogue  rated  load  per 
sq  ft  was  119#.  The  deflection  at  a  total  load  of 
119# 'per  sq.  ft.  was  0.40"  or  1/555  of  the  span. 

A  load  test  for  the  City  of  New  York,  Board  of 
Buildings  was  made  by  Geo.  E.  Strehan,  Consulting 
Engineer,  New  York  City,  on  Tan.  15,  1934.  Nine  12 
joists  spaced  24"  apart  on  a  clear  span  of  20  0  were 
braced  with  3  rows  of  Rigid  Bridging.  A  wood  plat¬ 
form  made  of  3"  x  12"  planks  are  laid  over  the  joists 
and  non-rigid  sides  were  attached  to  form  a  box  into 
which  sand  was  placed  uniformly  over  the  platform 
area.  Maximum  total  load  per  sq.  ft.  at  failure  was 
233#.  Catalogue  rated  load  per  sq.  ft.  is  139.#. 

A  load  test  for  the  City  of  New  York,  Board  of 
Buildings  was  made  by  Geo.  E.  Strehan,  Consulting 
Engineer,  New  York  City  on  Jan.  17,  1934.  Nine  12 
joists  spaced  24"  apart  on  a  clear  span  of  20'0"  were 
braced  with  3  rows  of  Rigid  Bridging.  A  wood  plat¬ 
form  made  of  3"  x  12"  planks  was  laid  over  the  joists 
and  non-rigid  sides  were  attached  to  form  a  box  into 
which  sand  was  placed  uniformly  over  the  platform 

STRUCTURAL  ANALYSIS  OF  BETHLEHEM 
OPEN  WEB  EXPANDED  STEEL  JOISTS. 
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T 
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Loading  Diagram 

Inc/inotion  d web  -  &  *  tort'  -  ton  -476  -  2.5°  27 

l/R  top c/>ord -  ox  7S3-3 _ z*°°74>n  3 5/ i  d/owob/e  4  - 75,000 */*• 

-  web  (see  catalogue p  28)  ~  ax  /S2  -2  -  (/°  x'1%1  -7/5;  “  '  76,380 

••  strut  “  "  ''  "  ~/0,760 

Totot  rated  tood  (cata/ogue  pgo)- 2790*',  Pane/ toad  *  -  7/f°  -254* 


Reaction. 


7*7 c 

fAB 


fct> 


Max.  top  chord  stress  ■■ 

Max.  bot.  chord stress  < 

Max  web  stress 

Strut  stress-- 
Bent-up  tower  chord  stress  *  V* 


System  A 

Rl  *727+254**0-  =  66/'* 

(68/ *70-/27 *6- 254  *6) 72  =  45,200 '• 
M &  *  7,260  *7°’ 

MS  =  (60/ *72  ~727 *70 -254*72) 72*  46,200 "* 

-  ♦  6,870  */•>• 

»  554* 

-  -5,540  */•' 

-  -  542*/<r 
m  +4.080*/°’ 


46  zoo 


.454  X 77.462 
Ver  *  687-/27 


*£6 


554  x  2. 33 

. 233 

7*3 
tz/xgn 


tnc/mo/ton  of  bent-up  tower  chord,  4  *  tan~/  ^24  1  *  ton~  /. 395  •  27“  32 


area.  Maximum  total  load  per  sq.  ft.  at  failure  was 
233#.  Catalogue  rated  load  per  sq.  ft.  is  96#. 

A  load  test  for  the  City  of  New  York,  Board  of 
Buildings  was  made  by  Geo.  E.  Strehan,  Consulting 
Engineer,  New  York  City  on  Jan.  15th,  1934.  Nine 
10"  joists  spaced  24"  apart  on  a  clear  span  of  2U0 
were  braced  with  3  rows  of  Rigid  Bridging  A  wood 
platform  made  of  3"  x  12"  planks  was  laid  over  the 
joists  and  non-rigid  sides  were  attached  to  form  a  box 
into  which  sand  was  placed  uniformly  over  the  platform 
area.  Maximum  total  load  per  sq.  ft.  at  failure  was 
254#.  Catalogue  rated  load  per  sq.  ft.  is  84#. 


254  127 


563 


Reoct/on - 

Max  top  chord  stress 

Max  boh  chord  stress 

Max  web  stress  ■■ 

Strut  stress  ■■ 

Bent- up  tower  chord  stress  • 


System  B 

*t  -.,27 + 

MC  -  ( 589  *72  -727  * 70  ~254  *8) /2 
t  45200 

'48  -  .542 x 77.462 

mA  -  (589*70-/27*8-254*4)72 


■f  44.300 

'CD  -  454  x /7462 

VFH  --  589-/27 


frn  = 
fen  = 
fete  ” 


SS9 


.234 


589x2.72 

.454 


=  589* 

=  45,200 ’* 
=»-  7R80  *d>’ 

-  46,300 ’* 

‘  +  8,870*/“- 

=  46/* 

=  +  4,6/0  *A- 

-  -  2,520*/“’ 

-  +  3,530*+ 


Max  Combined  Stresses  ■ 

Top  chord. _ - /4, 560*/“- 

Bot  " _ +  77,740 

Comp  web - ”  5,540 

Tens-  "  _ +4,6/0 

Strut _ _  3,062 

Bent-up  tower  chord - +  7,6/0 


C26-5/90-e  tood/ng  and  bridging  of  s/eet Jo/Sts,  -  br/dg/ng shad 
be  r/gidin  chcrrcrcher  and  capab/e  of  /ronsm/t/mg 
d/rech/y  ah  /east  500#  from  eochjo/shho  the,  two 
od/b/n/ng  Joists  ah  each  /me  of  br/dg/ng - 

Standard  M/hh  Rrach/ce  perm/hs  a  oar  a  hr  on 
rn  tb/chmess  of  .006  ouer  or  under  tor 
sheets  d  "th/ch  f here  fore,  proper. h/es 
of  Bridging  Strut  ore  based  on  o  M/chmess 
of  (0625  -  006)  O 0565 


Jf 


Bridging  Strut 
Areo  =./09o-,  G-y  a./7‘ 


Crih/coh food  transfer  condition  for  8 Jo/st  type  32  o/?d /6 Joist  type  t66 


SJ  82 


0  =  8 
L/r  = 
fA8  = 


l  -  29f 
-  ,73  ; 

-*D  =4*% 


A/towobte  ’s  =  6760  */°‘ 
-4§£  =  -  4,230  */o- 


SJ/66 


D  */<?";  2  =  3/£" 

t/f.  =  3/625  _  /q£  .  At/owob/e  /s  *  6/60 


*A8 


fcp 


POO 

4X./09 


*  OA625.  =  -2,210*/°- 


646 


MINUTES 


C26-S/90-e  taad/ay  oppd  Ar/dy /ay  of s/ee/ yo/s/s  -  “jb/s/s  wAea 
erected  aad  Ar/a(yed  sAo// Ae  capaA/e  of  s/Ps/opa/Ay  o 
/oado/  800  /As  0/ e/py  paoe/popp?/  opp  aay  aaejo/s/.  -  •> 

fy/ca/ stress  appo/yses  of  00  8  oad/4jo/s/oa  /farjmrx/mttm  spo/xs 
o/v y/xea  Ae/on' 


Sd 82  ~  76-0  " Spaa 


Oe//ectxoa  %  =  £-*<?£;  4,0 

*  -  &cm*-*(fr]~(o 
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- 

0 
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Zt  /s  assumed  fAo/  /Ae  Zaaded yo/s/  a/pd  7Ae  /wo  ecfro/A/Ay  fp/s/s  d/Zect 
e poody  a/ /Ae  Ar/dyed/PO/A/s.  fyea/pAy  /Aese  e(r/7ee/pepis  af/pa/a/s/Axm/Zt) 
dp/ 6)  WAr=i  (*3  +  *s)  or  9.28  -  0/476 -.0226% -.0073/  *.0//3 S-  fr) 
dp/ (2)  %-*4-*6=i  (%++()  or  /S.76 ~ .0226 f  -  0372 6  =.OP/3 6  +  0/66  6-(S) 

rewrite  ef  (4)  . 022  6  +.  0339  6=9.28 

"  ey(S)  .03396  +0SS8  6  =75.76 
%  +/S6%  =  422 
%  +/6S%  =  46S 

■09%  =  43 
%  =  477 * 

%  =  422- 766*477= -3/3* 

,  3/J  T  V 

\e--2S6  m  447 

dxx  momery/  A/=  (266  *  /4  *  447 *2 8 -3/3  *8.40)  /2  =’28,200“" 

Max  cAord stress  *s  =  /fot/yjss  =  2770*/°- 

XpcAord  fr  Ae/*r Arrdy/Ay  »  748;  A/topvoA/e  ^s  -  8/20  */°- 


C26S/9.0  d.  Spoo  aad spac/ppy  0/ s/ee,  yo/s/s  -  /  “/Ae  /t/ox/ppopp? 

de/7ec//o/p  sAa//  Ae  o/pe-/Aree  Aep/?dred  s/xZ/eZA  or  /ess 
of  /Ae  spaa  /or  /Ae  ta/a/  /ood  as  de/er/pp/Aed  Ay  Zest. " 


Typ/co/  ca/pp 0/0 //oo  of  4/0/77 eo/  of  foerZ/o  da/s/  type  SJ82 
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0.467  *3.W*=  5.60 
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Def/ec/Zorps 

//?  Stee/ do/st  Copps/racAo/p  fAe  coacre/e  s/aA  ca/p/r/Aa/es 
to  //pe  s/pf/Aess  of  /Ae  f /oar,  appd  /Ae  def/ec/popp  P7PoyAe  perp/Zepp: — 
4  =  fxte*  >  wAere  d yoo/s  /ofo/ /aad  appd  /  /s  pA  /? 


/Ae  copps tap?/  C  pppppy  Ae  ee<p/cpa/ed  froppp  7es7  da/a  os  /b/Zotes  — 


TABL6-/ 
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L 
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W 

./As 

a  at  rated 
Lood@ 
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C=  ax/x/o* 
Wli 

Ka/map!  6-/4 

/3-9 

2630 

0.350 

/2  68 

0548 

"  /24 

22-0 

3480 

0.665 

40.5 

0.725 

••  /0//3 

/ 8-6 

3350 

0.400 

2729 

0.5/5 

l 

1 

/8-6 

5220 

0.570 

4/46 

07/5 

"  /Oc  J 

/7~8i 

3820 

0  420 

32.04 

0.6/7 

Averoffe 

% 0.644 

The  applicant  has  submitted  test  reports  on  which 
»le,,  'n  ^ie  table  is  based.  An  assumed  value  of 
‘  C’  equal  to  .700  is  well  over  the  average  of  .644  shown 
in  the  table  and  will  result  in  computed  deflections 
approx.  28%  higher  than  the  lowest  test  value. 

GENERAL 

1  he  use  of  steel  joist  construction,  which  renders  a 
building  fire  safe,  is  permissible  for  use  in  Class  II 
construction,  when  protected  by  a  top  slab  of  concrete 
and  a  ceiling  of  metal  lath  and  plaster,  as  provided 
in  C26-620.0,  Paragraph  c,  item  (b).  In  order  that 
installations  be  properly  made,  the  following  require¬ 
ments  must  be  observed: 

Each  joist  shall  receive  paint  protection  complying 
with  C26-'519.0h,  and  after  placing  in  position,  all  abra¬ 
sions  and  welds  shall  be  similarly  protected. 

Design  spacing,  span  and  loading  of  steel  joists  shall 
comply  with  C26-519.0a,  c  and  d. 

Permissive  uses  of  steel  joists  shall  be  as  contained 
herein,  and  within  load  limits  as  prescribed  in  C26- 
519.0b. 

Bridging  shall  be  of  the  strut  type,  meeting  the  re¬ 
quirements  of  C26-519.0c,  and  tightly  secured  to  the 
joist  flanges  by  clipping,  bolting  or  welding,  before 
attaching  the  joists  to  the  bearings.  Beam"  bridging 
may  be  used  as  an  alternate  to  strut  bridging,  when 
such  bridging  consists  of  properly  proportioned  hot 
rolled  channels,  is  attached  to  the  under  side  of  the 
top  flange,  and  is  positioned  rigidly  by  means  of  U- 
bolts  or  equivalent  welding.  Where  the  last  joist 
parallels  a  structural  steel  beam,  equivalent  bridging  to 
such  beam  shall  be  provided.  The  spacing  of  such 
bridging  shall  conform  to  the  requirements  of  C26- 
519.0e,  wherein  it  is  provided  that  bridging  be  spaced 
not  more  than  6  feet  apart  and  not  more  than  6  feet 
from  the  supports. 

Bearing  and  anchoring  of  steel  joists  on  steel  sup¬ 
ports  shall  meet  the  requirements  of  C26-519.0e.  Before 
securing  the  joists  to  the  supports  they  shall  be  posi¬ 
tioned  as  required  in  the  design.  The  joists  shall  then 
be  secured  by  means  of  adequate  clips,  bolts  or  electric 
arc  welds.  When  welding  is  used,  the  welds  shall  be 
not  less  than  one  inch  in  length,  on  both  sides  of  the 
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flange,  such  welding  to  be  in  accordance  with  the  re¬ 
quirements  of  the  Board’s  rules. 

When  used  on  masonry  bearing  walls  each  third 
joist  shall  be  provided  with  at  least  a  Vs"  diameter  rod 
anchor  attached  to  the  bearing  end  of  the  joist,  so  as 
to  secure  the  joist  to  the  masonry.  Bearing  area  shall 
be  so  proportioned  that  allowable  compressive  strengths 
of  masonry  under  Sec.  C26-356.0  and  C26-362.0  are  not 
exceeded. 

All  steel  joists  shall  be  fastened  and  permanently 
bridged  before  subjecting  the  panel  to  construction  or 
other  loads.  Caution  shall  be  exercised  to  prevent  un¬ 
due  load  concentrations.  . 

Floor  openings  not  exceeding  4  feet  in  either  direc¬ 
tion  at  right  angles  to  joist  may  be  framed  by  means 
of  adequately  proportioned  header  angles  secured  to 
framing  joists  by  adequate  bolts  or  welds,  and  provided 
the  joists  are  designed  accordingly. 

Ceilings  and  plaster  may  be  of  the  suspended  type, 
complying  with  the  requirements  of  C26.461.0,  or  of 
the  contact  type,  in  which  case  adequate  extension  rods 
secured  to  the  bent  up  lower  chord  of  the  joists  shall 
be  provided.  Metal  lath  shall  be  rib  lath  weighing  not 
less  than  3#  per  square  yard,  or  other  types  of  lath 
which  have  been  approved  for  use  with  1| ^  hour  tire 
resistive  ceiling  construction. 

As  the  construction  proceeds,  no  cutting  away  of  the 
flanges  or  web  sections  shall  be  permitted. 

Recommendations 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  tests  recommends  the  approval  of  the  Bethlehem 
Open  Web  Expanded  Steel  Joists  in  sizes  as  listed  here¬ 
in,  under  C26-191.0a  as  having  met  the  requirements  of 
C26-519.0e  for  use  in  classes  of  construction  as  provided 
under  C26-240.0,  C26-241.0,  C26-244.0  and  C26-620.0 
paragraph  c,  item  1  (b)  when  made  and  installed  as  de¬ 
scribed  herein  and  as  required  under  C26-519.0,  with 
such  welding  as  is  required  performed  in  accordance 
with  the  rules  of  the  Board,  and  provided  further  that 
each  bundle  of  joists  shall  be  identified  as  to  dimen¬ 
sions  and  shall  bear  additional  wording,  reading  as 
follows:  “Approved  for  use  in  New  York  City  by  the 
Board  of  Standards  and  Appeals  under  Cal.  326-44- 
SM”.  It  is  also  recommended  that  each  design  sub¬ 
mitted  to  the  Department  of  Housing  and  Buildings 
shall  bear  wording  reading  as  follows :  J oists  used  in 
this  design  are  made,  designed  and  used  in  accordance 
with  the  provisions  of  the  approval  granted  under  Cal. 
326-44-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 


Whereas,  this  report  recommended  the  approval  of  this 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the.  Bethlehem 
Open  Web  Expanded  Steel  Joists,  on  condition  that  the 
material  be  manufactured,  installed,  used  and  labelled, 
stamped  or  tagged  in  accordance  with  the  above  report. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

2S-43-A 

APPLICANT — Columbia  University,  College  of  Pharmacy 
of  the  City  of  New  York,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  hre 
commissioner. 


PREMISES  AFFECTED— 113-119  West  68th  street, 

north  side,  97  ft.  6j4  in.  east  of  Broadway  (Block 
1140,  Lot  23),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None.  , 

For  Administration:  Vincent  Matteis,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  18,  1944  at  10 
A.  M.,  for  further  consideration. 


401-44-A 

APPLICANT— General  Chemical  Company,  owner. 

SUB  1ECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED— 42-02  55th  drive,  south  side, 
240  ft.  west  of  43rd  street  (2nd,  3rd  and  4th 
floors)  ;  (Block  2520,  Lot  60),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES—  „  ,  a  _  ,  .  , 

For  Applicant:  Howard  D.  Segool  and  Frederick 

G.  Stroh.  , 

For  Administration:  Vincent  Matteis,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  July  18,  1944  at  2 
P.  M.,  for  further  consideration. 


424-44-A 

APPLICANT— T.  H.  Engelhardt,  for  Cord  Meyer  Co., 
owner  (Ranger  Aircraft  Engines,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 88-01  to  88-19  Roosevelt  ave¬ 
nue,  north  side,  from  88th  to  89th  streets,  37-53  to 
37-69  88th  street  and  37-54  to  37-70  89th  street 
(Block  1476,  Lots  24  and  38),  Elmhurst,  Borough 


of  Queens. 

APPEARANCES—  „  „  , 

For  Applicant :  John  Adikes,  Theo.  H.  Engelhardt, 
Major  A.  E.  Dennis  and  J.  A.  Kibler. 

For  Opposition :  Winfield  DeWitt. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  18,  1944  at  10 

A  M  fnr  fnrtVipr  rnmuderation. 


578-43-A 

APPLICANT— Carl  L.  Norden,  Inc.,  lessee,  for  Wallaf 
Corporation,  owner. 

SUB TECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 93-99  Lafayette  street,  east 
side,  84.6  ft.  north  of  Franklin  street  (southerly 
portion  of  building)  ;  (Block  197,  Lot  4),  Borough 
of  Manhattan. 


APPEARANCES—  ^  0 ,  ,  , 

For  Applicant:  Leo  Pillar,  W.  F.  Schmelz  and 
A.  E.  Kahn.  , 

For  Administration:  Vincent  Matteis,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  ® 


395-44-A 

APPLICANT— Peter  Peff,  lessee,  for  64  Downing  Street 
Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner.  . 

PREMISES  AFFECTED— 226  West  Houston  street,  north 
side,  58  ft.  3V  in-  east  of  Varick  street  (Block 
528,’  Lot  18),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Peter  Peff.  , 

For  Administration:  Vincent  Matteis,  Fire  Dept. 
ACTION  OF  BOARD— Appeal  withdrawn  on  request  of 
applicant. 
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THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 


396-44-A 

APPLICANT — H.  E.  Horwood,  for  1920  West  Farms 
Road  Holding  Corporation,  owner  (Kent  Soap 
Products  Company,  Inc.,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1920  West  Farms  road,  east 
side,  225.16  ft.  north  of  East  176th  street  (Block 
3021,  Lot  11),  Borough  of  The  Bronx. 
APPEARANCES— 

hor  Applicant:  Herman  E.  Horwood. 

For  Administration :  Vincent  Matteis,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION  (396-44-A). 

Whereas,  H.  E.  Horwood,  for  1920  West  Farms  Road 
Holding  Corp.,  owner  (Kent  Soap  Products  Co.,  Inc., 
lessee),  filed  June  26,  1944,  an  appeal  from  an  order  and 
decision  of  the  fire  commissioner,  affecting  premises  1920 
West  Farms  road,  east  side,  225.16  ft.  north  of  East  176th 
street  (Block  3021,  Lot  11),  Borough  of  The  Bronx;  and 
Whereas,  Order  38004-LC,  issued  by  the  fire  commis¬ 
sioner  April  13,  1944,  and  referred  to  in  a  decision  of  June 
21,  1944,  reads : 

“With  reference  to  your  application  dated  recently 
for  a  permit  to  use  cocoanut  oil  at  above  location,  it 
is  regretted  that  this  department  is  without  power  to 
grant  such  a  permit  for  the  reason  that  Sec.  Cl 9-1 30.0-4, 
Art.  22  Admin.  Code  prohibits  the  issuance  of  permit 
to  store  oils,  fats,  greases  or  soap  stock  in  any  building 
or  premises  which  is  of  wooden  construction.  Subd.  0-5 
states  which  is  not  equipped  with  a  fire  extinguishing 
system  satisfactory  to  the  fire  commissioner. 

You  are  therefore  hereby  advised  to 

L  Discontinue  the  storage  of  cocoanut  oil  in  a  quan¬ 
tity  exceeding  five  barrels  on  these  premises.  Sec.  09- 
129.0  Art.  22,  Admin.  Code.” 
and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(24  ft.)  in  height,  93  ft.  by  48  ft.  in  area;  Class  3  and  4 
construction;  erected  in  1889  and  1891;  located  in  unre¬ 
stricted  use,  A  area  district ;  used  as  follows  :  cellar,  boiler- 
room  and  storage  of  cocoanut  oil,  1  person;  1st  floor, 
manufacturing  soap,  4  persons;  2nd  floor,  manufacturing 
and  storage,  4  persons;  that  the  building  is  equipped  with 
two  34  in.  and  42  in.  wide  wood  stairs,  unenclosed ;  and 
Whereas,  the  applicant  contends  that  the  building  is 
of  brick  construction  in  the  northerly  section,  and  brick 
and  frame  in  the  southerly  section,  separated  by  a  fire 
wall  with  openings  protected  by  3-hour  test  doors ;  that  the 
premises  are  used  for  the  manufacture  of  candles  in  the 
brick  section  on  the  second  floor  and  cocoanut  oil  soap  in  the 
brick  section  of  1st  story  and  cellar;  that  there  are  steel 
storage  tanks  in  the  brick  section  of  the  cellar  used  to 
receive  shipments  in  bulk,  but  due  to  war  conditions,  ship¬ 
ments  of  cocoanut  oil  are  now  received  in  drums  and  in 
bulk ;  that  by  reason  of  the  consolidation  of  several  business 
houses,  there  is  an  accumulation  of  material  faster  than 
it  can  be  utilized  and  thus  it  had  to  be  stored  in  the  cellar 
of  the  frame  portion;  that  all  manufacturing  done  is  in 
the  brick  section  and  only  due  to  the  unavoidable  storage 
of  cocoanut  oil  in  the  frame  section,  was  this  order  issued; 
that  cocoanut  oil  is  an  edible  oil ;  that  under  Section  09- 
129  no  permit  is  required;  that  the  Fire  Dept,  contends 
that  although  it  is  an  edible  oil,  the  fact  it  is  used  in  the 


manufacture  of  soap,  makes  it  soap  stock  and  therefore 
requires  a  permit;  that  within  the  next  five  or  six  months, 
the  storage  of  drums  of  such  oil  will  be  reduced  to  60,  and 
it  is  requested  the  Board  permit  the  continuance  of  that 
storage  in  that  quantity  in  the  south  cellar;  and 
V\  hereas,  alt.  applic.  67-44,  filed  with  and  approved  by 
the  borough  superintendent,  provides  for  improvements  in 
the  premises  which  minimize  the  hazard  involved;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board, 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  38004-LC,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  be  made  to  comply  with  the  requirements  of 
the  borough  superintendent  as  shown  on  Alt.  Applic.  67-44 
and  plans  filed  thereunder  (two  sheets)  as  approved  April 
24,  1944;  that  the  cocoanut  oil  shall  be  stored  in  that 
portion  of  the  building  as  proposed  and  shall  not  exceed 
the  proposed  quantity;  that  no  open  flame  shall  be  used 
throughout  the  building  either  in  connection  with  the  manu- 
tacture  of  soap  or  candles  or  any  other  material,  and  any 
heat  required  shall  be  furnished  by  steam  from  the  boiler 
in  the  enclosed  boiler  room  ;  that  such  portable  fire  fighting 
appliances  shall  be  maintained  as  the  fire  commissioner 
shall  direct;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  ;  that  this  variance  shall  continue  only  so 
long  as  the  conditions  are  maintained  as  herein  permitted  ; 
that  as  soon  as  bulk  deliveries  of  cocoanut  oil  are  available, 
such  cocoanut  oil  shall  be  stored  in  storage  tanks  and  the 
storage  of  cocoanut  oil  in  drums  shall  be  discontinued. 


Adjourned:  12:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  11,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  an^l  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

346-38-A 

APPLICANT — Oscar  Goldschlag,  for  Estate  of  Pauline  S. 
Murray,  owner  (P.  R.  Coudert,  trustee);  (M  and 
H  Realties,  Inc.,  lessee). 

SUBJECT — Application  reopened  June  13,  1944 — re  Appeal 
from  a  decision  of  the  borough  superintendent. 
PREMISES  AFFECTED — 2473-2475  Broadway,  and  252- 
254  West  92nd  street,  southwest  corner  (Block  1239, 
Lot  55),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Oscar  Goldschlag. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 

THE  RESOLUTION  (346-38-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  2473-2475  Broadway  and 
252-254  West  92nd  street,  southwest  corner  (Block  1239, 
Lot  55),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  July  12,  1938,  on  certain  conditions  and  resolution 
amended  on  November  9,  1938;  and 
Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution ;  and 
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Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  June  13,'  1944,  subject  to  usual  procedure;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  23,  1944,  on  Alt.  Applic.  553-44,  reads : 

“1.  Provide  two  interior  stairways  to  street  as  per 
Sec.  64.2.2.3  Bldg.  Code.” 

Whereas,  the  applicant  states  the  building  is  two  stories 
(28  ft.)  in  height;  50  ft.  by  100  ft.  in  area;  of  Class  3 
construction;  erected  1930;  located  in  a  business  use,  B 
area  district  and  used  and  occupied  as  follows :  cellar  boiler 
room  and  storage;  1st  floor,  store  and  restaurant,  175  per- 
sons;  2nd  floor,  billiard  room,  75  persons;  proposed  to  be 
used  and  occupied:  cellar,  boiler  room  and  storage,  1st 
floor,  restaurant  and  store,  175  persons ;  2nd  floor,  syna¬ 
gogue,  150  persons;  that  the  building  is  equipped  with  one 
6  ft.  wide  stairs,  constructed  of  steel  treads  and  risers  and 
steel  stringers,  enclosed  in  partitions  of  4  in.  terra  cotta 
blocks  with  concrete  landings  and  concrete  ceilings  and 
equipped  with  metal  covered  self-closing  doors ;  that  these 
stairs  extend  from  street  to  roof  bulkhead;  and 
Whereas,  Certificate  of  Occupancy  27717  issued  May  26, 
1941,  permits  the  present  use  and  occupancy;  and 

Whereas,  the  applicant  contends  that  it  is  impossible  to 
restore  the  original  exit,  as  stipulated  in  the  resolution  of 
the  Board  under  Cal.  346-38-A ;  that  the  first  floor  is  now 
leased  for  a  long  term;  that  additional  exit  facilities  are 
being  provided,  as  indicated  on  drawings  filed  with  this  ap¬ 
peal  ;  that  the  new  occupancy  will  be  less  hazardous  and 

will  serve  a  better  purpose.  . 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  553-44,  objection  1,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


54-40-A 

APPLICANT — T.  J.  Hughes,  for  Bethlehem  Steel  Com¬ 
pany,  Inc.,  owner. 

SUBJECT— Application  reopened  July  5,  1944— Appeal 

from  a  decision  of  the  acting  borough  superinten¬ 
dent.  , 

PREMISES  AFFECTED— 175  Mesereau  avenue,  south¬ 
east  corner  of  Davidson  street  (Block  1242,  Lot  5), 
Mariners  Harbor,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  Thomas  J.  Hughes.  ) 

For  Administration:  Fred  Dahlem,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Blum  and  Savage  and  Deputy  Chief 

Gunn  .  4 

Negative  .  0 

THE  RESOLUTION  (54-40-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  175  Mesereau  avenue, 
southeast  corner  of  Davidson  street  (Block  1242,  Lot  5), 
Mariners  Harbor,  Borough  of  Richmond,  was  granted  by 
the  Board  on  February  6,  1940,  on  certain  conditions  and 
the  resolution  amended  on  February  25,  1941  and  February 

17,  1942;  and  t 

Whereas,  the  applicant  requested  a  further  amendment 

of  the  resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  July  5,  1944  and  set  for  hearing  on  July  11,  1944;  and 
Whereas,  a  new  decision  issued  by  the  borough  super¬ 
intendent,  dated  June  8,  1944,  on  Alt.  Applic.  67-44,  reads : 
“The  proposed  alteration  consisting  of  sand  bin, 
blacksmith  shop,  sand  blasting  room  and  storage  room, 
together  with  the  existing  foundry  exceed  the  tabular 
limits  (C26-254.0).” 

and  . 

Whereas,  the  applicant  states  that  it  is  now  proposed  to 
construct  a  one  story  fireproof  building  to  replace  the 


existing  frame  sand  bin  structure  adjoining  the  foundry 
building,  which  was  permitted  by  the  Board  to  be  erected 
of  Class  5  construction;  that  the  proposed  fireproof  struc¬ 
ture  will  comply  with  the  Code  in  all  respects,,  except  that 
the  three  hour  fireproof  construction,  separating  it  from 
the  class  5  foundry  structure  granted  by  the  Board,  will 
not  be  carried  3  ft.  above  the  roof,  as  required ;  and 

Whereas,  the  applicant  contends  that  the  wall  of  the 
existing  foundry  building  consists  of  8  in.  brick,  equipped 
with  steel  sash ;  that  it  is  proposed  to  remove  the  steel  sash 
and  continue  the  8  in.  brick  to  the  new  concrete  roof  slab , 
that  it  is  impracticable  to  comply  with  the  Code  by  carry¬ 
ing  the  wall  to  a  height  of  3  ft.  above  the  roof,  as  it  would 
be  necessary  to  increase  the  thickness  of  the  existing  wall 
to  12  in.  and  the  footings  proportionately,  in  order  to  obtain 
a  three  hour  wall  and  for  the  necessary  height,  which 
would  include  a  3  ft.  parapet;  it  is  therefore  requested  that 
the  Board  amend  its  resolution,  to  permit  the  construction 
of  the  1  story  fireproof  building,  200  ft.  10J4  in.  by  26  ft. 
in  area,  as  indicated  on  drawings  filed  with  this  appeal,  the 
new  construction  to  be  separated  from  the  existing  foundry 
building  by  8  in.  brick  walls,  all  openings  to  be  equipped 
with  3  hour  opening  protective  assembles;  that  the  pro¬ 
posed  structure  is  essential  to  the  war  effort  and  its  erection 
will  remove  the  existing  frame  sand  bin  structure  .which 
was  existing  at  the  time  the  Board  granted  permission  to 
erect  the  foundry  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  February  6,  1940,  as 
amended  by  resolutions  adopted  through  February  17,  1942, 

by  adding  thereto :  . 

“Resolved  further  that  in  the  event  the  owner  desires 
to  reconstruct  the  portion  of  the  building  now  con¬ 
structed  of  wood  and  occupied  for  sand  bins.,  so  as  to 
reconstruct  the  building  of  fireproof  materials, .  such 
change  may  be  made  as  herein  proposed  and  indicated 
on  plans  filed  marked  ‘Received  June  26,  1944.’ 


694-42-S 

APPLICANT— Puro  Feather  and  Down  Corporation  (les¬ 
see),  for  Underwriters  Trust  Company,  owner-trus¬ 
tee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFECTED— 566-572  Johnson  avenue  and  72- 
80  Stewart  avenue,  southeast  corner  (Block  2995, 
Lot  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  applicant:  Irving  Saltzman. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Lommissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  ® 

THE  RESOLUTION  (694-42-S) 

Whereas,  Puro  Feather  and  Down  Corporation  (lessee), 
for  Underwriters  Trust  Company,  owner-trustee,  filed  Sep¬ 
tember  23,  1942,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  566-572  Johnson  avenue 
and  72-80  Stewart  avenue,  southeast  corner  (Block  2995,  Lot 
6),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  23,  1942  (C-6522),  reads:  . 

“This  refers  to  your  letter  of  August  14th,  in  which 
you  propose  to  install  panic  bolts  on  the  side  entrance 
doors  of  this  building.  This  is  a  requirement  contrary 
to  the  Labor  Law,  and  for  this  reason  we  have  no  au¬ 
thority  to  approve  this  change. 

In  view  of  the  circumstances,  if  you  take  this  up 
promptly  with  the  Board  of  Standards  and  Appeals, 
tenth  floor,  Municipal  Building,  Manhattan,  you  will  no 
doubt  be  granted  permission  without  delay. 
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We  regret  that  we  are  unable  to  comply  with  your 
request.” 
and 

Whereas,  the  applicant  states  that  the  building  is  4  stories 
(60  ft.)  in  height,  90  ft.  by  60  ft.  in  area,  of  class  3  con¬ 
struction,  erected  in  1910,  located  in  an  unrestricted  use, 
A  area  district  and  used  since  1942  as  follows:  cellar — 
washing  and  drying— 5  persons;  1st  floor— storage  and  offi¬ 
ces — 5  persons;  2nd  floor — sewing  and  filling  machines  and 
shipping —  30  persons;  3rd  floor — sewing,  filling  and  cut¬ 
ting — 30  persons ;  that  the  entire  plant  being  used  for  the 
manufacture  of  sleeping  pillows  for  the  Armed  Services; 
that  the  building  is  equipped  with  a  sprinkler  system,  in¬ 
terior  fire  alarm  system  and  fire  drills  are  maintained;  that 
there  are  two  4  ft.  wide  steel  and  concrete  stairs,  enclosed 
in  brick  partitions,  equipped  with  wood  and  glass  and  metal 

I  doors  and  that  these  stairways  lead  directly  from  the  roof 
bulkhead  to  the  street ;  and 

Whereas,  the  applicant  contends  that  90  percent  of  the 
production  of  the  plant  is  for  the  U.  S.  Army;  that  as  a 
result  of  inspections  made,  the  U.  S.  Army  Plant  Protection 
Officer  has  directed  the  installation  of  panic  bolts  on  the 
Stewart  avenue  door  entrance,  to  prevent  unauthorized  en¬ 
trance;  and 

Whereas,  the  applicant  has  filed  a  recommendation  of 
the  Plant  Protection  Officer  of  2nd  Corps  Area,  Quarter¬ 
master  Office,  U.  S.  Army,  directing  that  panic  bolt  locks 
be  installed  on  the  grade  floors  and  that  the  front  entrance 
door  and  grade  floor  exit  doors  should  be  provided  with 
electric  alarm  bells  to  warn  when  these  doors  are  open ;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent, 
dated  September  23,  1942,  File  No.  C-6522,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  no  panic  bolts 
shall  be  installed,  except  on  the  exit  door  on  the  first  story 
leading  to  Stewart  avenue,  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  September  23,  1942;”  that 
such  panic  bolts  shall  be  of  approved  type;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  the 
;  sprinkler  system,  interior  fire  alarm  system  and  fire  drills 
shall  be  maintained  in  accordance  with  the  requirements  and 
to  the  satisfaction  of  the  fire  commissioner;  that  this  vari¬ 
ance  as  to  panic  bolts  shall  continue  only  during  the  term 
of  the  present  emergency. 


487-43-A 

APPLICANT — Cuneo  Storage  Co.,  Inc  ,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 1571-1575  Southern  boulevard, 
southwest  corner  of  East  173rd  street  (Block  2977, 
Lot  150),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Anthony  Cuneo. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Blum  and  Savage  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (487-43-A) 

•  Whereas,  Cuneo  Storage  Company,  Inc.,  owner,  filed 
October  14,  1943,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1571-1575  Southern  boule¬ 
vard,  southwest  corner  of  East  173rd  street  (Block  2977, 
Lot  150),  Borough  of  The  Bronx;  and 
I  Whereas,  the  decision  of  the  borough  superintendent, 

.  dated  September  20,  1943  on  amendment  to  B.  N.  Applic. 
160-43,  reads : 


2.  Wood  boards,  metal  covered,  not  acceptable  in 
lieu  of  iron  shutters  for  rear  windows.” 

and 

Whereas,  the  applicant  states  that  the  building  is  7 
stories  (80  ft.)  in  height,  50  ft.  by  100  ft.  in  area,  of 
class  1  construction,  erected  in  1914,  located  in  a  business 
use,  B  area  district  and  used  and  occupied  as  follows : 
cellar— boiler  room;  1st  floor— office  and  storage— 5  persons; 
2nd  floor— piano  storage— no  persons ;  3rd,  4th,  5th,  6th  and 
7th  stories — storage — no  persons;  and 
.  Whereas,  the  applicant  contends  that  although  the  build¬ 
ings  to  the  west  have  windows  10  ft.  from  the  windows 
of  the  building  in  question,  relief  is  requested  as  on  all 
floors  except  the  2nd  story,  the  furniture  is  enclosed  in 
small  fireproof  compartments  with  heavy  steel  doors;  that 
the  buildings  on  the  west  were  erected  prior  to  the  building 
in  question  and  the  rear  wall  of  the  building  in  question 
never  had  shutters;  it  is  therefore  requested  that  the  Board 
accept  the  existing  condition,  as  the  furniture  is  not  stored 
in  an  open  floor  area  except  on  the  2nd  floor,  wjhere  pianos 
are  stored  in  an  open  floor  area ;  and 

Whereas,  the  owner  was  convicted  and  fined  in  Magis¬ 
trates  Court  October  26,  1943  for  violation  of  Section 
488-1.0  of  the  Administrative  Code;  and 
Whereas,  the  premises  was  inspected  by  a  Committee 
of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  B.  N.  Applic.  160-43,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  objec¬ 
tion  2,  on  condition  that  instead  of  metal  covered  shutters 
as  proposed,  either  steel  shutters  or  fireproof  windows  shall 
be  installed  on  the  2nd  floor,  which  is  an  open  floor,  pro¬ 
vided  the  upper  floors  shall  be  continued  to  be  subdivided 
into  cubicles  as  at  present,  each  cubicle  to  be  of  terra  cotta 
block  from  floor  to  ceiling  and  equipped  with  a  heavy 
steel  door. 


134-44-A 

APPLICANT— Henry  Nordheim,  for  Max  Schonbuck, 
owner  (Rabbi  A.  Ben-Hillel,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 2120  Dalv  avenue,  east  side,  72 
ft.  south  of  East  181st  street  (Block  3128,  Lot  7), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim  and  S.  Ben-Hillel. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn  .  3 

Negative:  Commissioner  Savage .  1 


THE  RESOLUTION  (134-44-A) 

Whereas,  Henrv  Nordheim,  for  Max  Schonbuck,  owner 
(Rabbi  A.  Ben-Hillel,  lessee),  filed  March  1,  1944,  an  ap¬ 
peal  from  a  decision  of  the  acting  borough  superintendent, 
affecting  premises  2120  Daly  avenue,  east^  side,  72  ft.  south’ 
of  East  181st  street  (Block  3128,  Lot  7),  Borough  of 
The  Bronx;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  dated  February  14,  1944,  on  Alt.  Applic.  34-44, 
reads : 

“1.  The  use  of  this  two-story  frame  structure  as  a 
public  building  is  contrary  to  Section  4.2.1  of  the  Build¬ 
ing  Code.” 

and 

Whereas,  additional  objections  issued  by  the  borough 
superintendent  May  5,  1944,  reads: 

“2.  File  complete  *4  in.  scale  plans  showing  size  of 
rooms,  width  of  doorways,  detail  of  stairways,  etc. 

3.  Indicate  number  of  occupants  on  specification 
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sheet  and  plans.  Show  number  of  occupants  of  each 

class  room.  , 

4.  Give  details  of  construction  of  first  floor  to  enable 
checking  strength  of  floor  or  live  loads  as  specified  in 
Sec.  7.2)22.2)  of  the  Building  Code. 

5.  Construction  and  enclosure  of  stairway  from  sec¬ 
ond  floor  must  comply  with  Sections  6.4.17.1  and 
6.4. 1.8.1  of  the  Building  Code,  respectively. 

P-6.  Proper  toilet  facilities  must  be  provided  for 
proposed  occupancy,  as  per  Sec.  14.8.4  of  the  Building 
Code.  File  plumbing  application  and  plan  and  section 
for  all  new  plumbing  work  done.” 

and  ... 

Whereas,  applicant  states  the  building  is  two  stories, 
(27  ft.)  in  height,  22  ft.  by  50  ft.  in  area  at  1st  floor,  22  by 
35  ft.  in  area  at  second  floor;  located  in  a  residence  use,  B 
area,  district ;  erected  in  1912 ;  occupied,  cellar,  furnace  and 
storage;  1st  floor,  apartment;  2nd  floor,  apartment  of  Rabbi , 

and  ...  , 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
convert  the  first  floor  to  private  school  rooms  for  religious 
instruction  for  small  children  ranging  in  age  from  six  to 
sixteen  years  of  age;  that  the  first  floor  is  well  equipped 
with  exits,  ventilation  and  light;  that  as  the  proposed  use 
is  on  the  first  floor  which  is  3  ft.  6  in.  above  the  street 
grade  level  and  since  the  means  of  egress  from  each  room 
is  good  and  can  be  had  through  windows  as  well  as  doors 
to  "the  hall  or  doors  from  room  to  room,  and  the  fact  the 
first  floor  hall  extends  directly  from  the  street  to  yard  as 
the  room  marked  “kitchen”  on  the  plans  is  no  longer  used 
as  such,  the  proposed  use  should  be  permitted ;  that  of  the 
two  classrooms  shown,  one  will  be  used  for  children  from 
six  to  ten  years  and  the  other  for  children  from  11  to 
16  years,  but  only  one  room  will  be  used  at  a  time;  that 
the  room  used  for  the  smaller  children  will  accommodate  18, 
and  the  other  for  larger  children  will  accommodate  25 ;  that 
under  these  circumstances  there  will  never  be  more  than  25 
pupils  on  the  premises  at  any  one  time ;  that  the  music  room 
will  be  used  only  when  the  classrooms  are  not  in  use;  that 
the  rear  room  marked  “reception  room”  is  used  only  for 
conferences  during  the  week,  until  Saturday,  when  religious 
services  take  place  and  can  accommodate  15  persons;  that 
this  room  has  five  windows  and  a  door  for  egress ;  that  the 
building  is  located  on  a  38  ft.  in.  wide  plot  with  a  4  ft. 
court  on  northerly  side  and  13  ft.  court  on  the  southerly 
side;  that  the  additional  objections  dated  May  5,  1944,  do 
not  affect  this  appeal  and  will  be  complied  with  in  the  event 
the  Board  grants  a  variance  as  to  objection  1;  and  specifi¬ 
cally  as  to  these  objections  2— the  Vs  in.  scale  will  be  ac¬ 
cepted  by  the  borough  superintendent;  as  to  objection  3,  the 
number  of  occupants  is  now  indicated;  objection  4,  the  de¬ 
tails  of  the  floor  construction  and  floor  loading  will  be 
arranged  to  the  satisfaction  of  the  borough  superintendent 
and  will  be  60  lbs.  in  accordance  with  the  Code;  as  to 
objection  5,  that  the  question  of  enclosing  the  stairway  from 
the  2nd  floor  should  be  overruled,  for  the  reason  it  is  not  a 
required  means  of  exit;  as  to  objection  6,  that  proper  toilet 
facilities  are  provided  for  the  students  and  it  is  not  neces¬ 
sary  to  conform  to  Sec.  14.8.4,  which  is  a  provision  for 
facilities  where  construction  is  in  progress. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  34-44,  Objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in  height 
or  area ;  that  the  first  floor  only,  shall  be  occupied  for  the 
purpose  as  proposed,  and  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  the  floor  load  of  the  first 
floor  shall  be  not  less  than  60  lbs.  per  superficial  foot ;  that 
in  addition  to  the  exits  as  shown  on  plans  filed  with  this 
appeal  marked  “Received  March  1,  1944,”  additional  means 
of  exit  shall  be  provided  and  maintained  consisting  of  .an 
exit  through  the  rear  window  in  the  Reception  Room,  with 
steps  to  grade ;  that  a  fire  alarm  system  shall  be  maintained 
in  the  premises,  which  may  consist  of  a  push  button  operated 
by  dry  cell  batteries  to  ring  a  gong  not  less  than  6  in.  in 


diameter,  located  as  determined  by  the.  Fire  Commissioner, 
and  to  be  used  solely  in  connection  with  fire  drills,  which 
shall  be  maintained  at  least  once  every  two  weeks  under  the 
supervision  of  qualified  persons ;  that  a  series  of  six  dry 
cell  batteries  shall  be  maintained  in  a  box  painted  hire  De¬ 
partment  red  and  labelled  and  shall  be  replaced  with  new 
batteries  when  necessary,  properly  to  operate  the  gong. 


155-44-A 

APPLICANT— John  Harold  Barry,  for  Estate  of  Henry 
Fuldner,  owner  (Henry  Fuldner  and  Sons,  lessees). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ,  . 

PREMISES  AFFECTED— 104  East  14th  street,  south  side, 
66  ft.  east  of  1st  avenue  and  405  East  13th  street 
(Block  441,  Lot  9),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  Harold  Barry.  > 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  ^ 

Affirmative  :  Chairman  Murdock,  Commissioners 
Blum  and  Savage  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  ® 

THE  RESOLUTION  (155-44-A) 

Whereas,  John  Harold  Barry,  for  Estate  of  Henry 
Fuldner,  owner  (Henry  Fuldner  and  Sons,  lessee),  filed 
March  13,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  404  East  14th  street, 
south  side,  66  ft.  east  of  First  avenue  and  405  East  13th 
street  (Block  441,  Lot  9),  Borough  of  Manhattan;  and 
Whereas  the  decision  of  the  borough  superintendent, 
dated  March  6,  1944  on  Alt.  Applic.  186-44,  reads : 

“1.  Stairs  should  be  enclosed  from  street  to  roof  in 
fire  resisting  partitions,  with  F.P.S.C.  doors  as  per 
Sec.  271  Labor  Law. 

2.  If  safe  egress  may  be  had  from  roof,  as  defined 
by  Rule  11  of  Factory  Exit  Rules,  the  stairs  should  be 
continued  to  roof,  otherwise  egress  to  roof  should  be 
provided  as  per  Rule  12  of  Factory  Exit  Rules. 

and  . 

Whereas,  the  applicant  states  that  the  building  is  6  stories 
(69  ft.)  in  height,  28  ft.  by  206  ft.  6  in.  in  area,  of  class  3 
construction,  erected  in  1888,  located  in  a  business  use,  B 
area  district  and  used  and  occupied  as  follows :  cellar— 
vacant;  1st  floor — office — 2  persons;  2nd  floor  vacant,  3id 
to  6th  floors  inclusive— manufacturing  of  furniture— 14  per¬ 
sons  on  the  3rd  floor,  24  persons  on  the  4th  floor,  8  persons 
on  the  5th  floor  and  6  persons  on  the  6th  floor;  that  the 
building  is  equipped  with  a.  two.  source  sprinkler  system, 
a  standpipe  system,  and  an  interior  fire  alarm  system  and 
fire  drills  are  maintained;  that  there  are  two  wood  stairs, 
enclosed  in  partitions  of  wood  and  metal,  equipped  with 
wood  and  metal  doors,  one  stair  leading  directly  to  the 
street  and  the  other  by  a  passage  to  the  street ;  that,  the 
14th  street  stair  is  30  in.  wide  and  the  13th  street  stair  is 
36  in.  w'ide;  that  doors  on  the  14th  street  stair  are  self¬ 
closing;  that  there  is  also  one  fire  escape  on  the  13th  street 
end  of  the  building,  leading  to  the  roof  by  ladder  and  to 
the  street  by  ladder;  that  windows  and  doors  along  the 
course  of  the  fire  escape  are  not  fireproof  self-closing;  and 
Whereas,  Violation  263  was  issued  January  13,  1943,  for 
violation  of  sections  271  and  272  of  the  Labor  Law  and 
Rule  12  of  the  Rules  of  the  Board  of  Standards  and 
Appeals,  in  that  the  north  and  south  interior  stairways  are 
not  enclosed  in  fire-resisting  material,  in  accordance  with 
the  Labor  Law;  stationary  iron  ladder  within  north  and 
south  stair  enclosure  not  provided,  as  required  by  the  rules 
of  the  Board  of  Standards  and  Appeals  and  exit  signs  and 
red  lights  indicating  both  interior  stairways  have  not  beer 
provided  on  each  floor ;  and 
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Whereas,  Order  20745-LF  issued  by  the  fire  commis¬ 
sioner  January  28,  1944,  required  the  owner  to  paint  and 
scrape  fire  escapes  on  the  south  side  of  the  building,  to 
paint  iron  shutters  on  west  wall  of  the  building,  to  remove 
rubbish,  etc.  from  cellar,  to  arrange  test  of  sprinkler 
Siamese  and  connections ;  and 

Whereas,  the  applicant  contends  that  the  stairs  at  the 
13th  street  side  are  enclosed  by  wood  partitions  and  have 
wood  doors  at  openings ;  that  the  stairs  at  14th  street  side 
are  enclosed  by  26  gauge  metal  and  have  self-closing  metal 
doors  at  each  floor  opening  in  the  direction  of  egress,  in 
compliance  with  the  resolution  of  the  Board  adopted  in 
1920;  that  there  is  also  an  approved  fire  escape  at  the  13th 
street  end  of  the  building;  that  an  interior  stairway,  located 
approximately  at  the  center  of  the  building,  was  removed 
some  years  ago;  that  the  building  is  equipped  with  an 
approved  type  sprinkler  system  and  a  standpipe  system ; 
that  there  is  also  an  interior  fire  alarm  system  and  fire 
drills  are  maintained ;  that  the  occupancy  of  the  building 
is  limited  to  54  persons  throughout ;  that  there  are  no  retail 
sales  conducted  in  the  building ;  that  the  owner  will  comply 
with  the  requirements  for  an  iron  ladder  from  top  floor  to 
the  roof  and  a  scuttle  to  the  roof  at  each  stair;  that  exit 
signs  and  lights  have  been  provided ;  that  the  requirements 
of  the  fire  commissioner,  as  contained  in  order  20745-LF, 
will  be  complied  with  in  all  respects ;  that  in  view  of  the 
partial  compliance  with  the  requirements  of  the  Labor 
Law,  the  limited  occupancy  of  the  building,  the  fact  that 
the  building  is  completely  sprinklered  and  that  there  is  an 
approved  fire  alarm  system  and  two  interior  stairs  and  one 
fire  escape,  it  is  believed  that  reasonable  exit  and  safety 
factors  are  provided  and  it  is  therefore  requested  that  a 
I,  variation  be  granted ;  and 

Whereas,  the  premises  was  inspected  by  a  Committee  of 
the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 

■  acting  on  Alt.  Applic.  186-44,  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  objection  1,  on  condition  that  the 
stairways  both  on  the  13th  and  14th  street  sides  shall  be 
enclosed  from  first  floor  to  top,  as  shown  on  plans  marked 
“Received  July  11,  1944”,  and  as  already  required  in  connec- 
'  tion  with  the  stair  toward  14th  street,  in  the  resolution 
adopted  by  the  Board  under  Cal.  392-18-S,  as  amended  July 
8,  1920.  and  provided  that  within  each  stair  enclosure,  there 
shall  be  installed  a  double  rung  ladder  with  scuttle  to  the 
roof  with  an  easy-opening  device;  that  the  fire  escape  on 
•  the  13th  street  side  of  the  building  shall  be  maintained  with 
'  a  counterbalanced  ladder  to  the  sidewalk  and  a  gooseneck 
ladder  to  the  roof ;  that  the  sprinkler,  standpipe  and  fire 
alarm  systems  and  ftre  drills  shall  be  maintained  in  accord¬ 
ance  with  requirements  and  to  the  satisfaction  of  the  fire 
,  commissioner ;  and  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 

- — 

210-44-A 

APPLICANT— Lama  and  Proskauer,  for  Raydella  Co.,  Inc., 
owner  (Louis  Camardella,  lessee). 

,  SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1704-1724  St.  Johns  place,  south 
side,  90.5  ft.  west  of  Howard  avenue  and  1429-1447 
Eastern  parkway  (Block  1473,  Lot  25),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  . 
Negative : 


THE  RESOLUTION  (210-4UA) 

Whereas,  Lama  and  Proskauer,  for  Raydella  Co.,  Inc. 
owner  (Louis  Camardella,  lessee),  filed  April  6,  1944,  an 
appeal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  1704-1724  St.  Johns  place,  south  side,  90.5  west 
of  Howard  avenue  and  1429-1447  Eastern  parkway  (Block 
1473,  Lot  25),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  6,  1944,  re  Alt.  Applic.  354-44,  reads: 

“1.  This  building  and  use  was  granted  by  the  Board 
of  Standards  and  Appeals  under  Cal.  617-19-BZ.  Pro¬ 
posed  deviation  from  above  resolution,  to  be  referred 
to  the  Board. 

2.  Proposed  use  in  nonfireproof  building  exceeding 
5,000  sq.  ft.  in  area  is  contrary  to  Sec.  4.2.1  of  Bldg. 
Code. 

3.  Wood  wainscoting  treated  to  render  it  fire  resis¬ 
tive  is  permitted  only  in  a  fireproof  building  for  this 
use  and  area. 

4.  Subdividing  partitions  to  comply  with  Sec.  10.9.2.5 
Bldg.  Code  as  to  material  of  construction  for  sub¬ 
divided  areas  over  5,000  sq.  ft. 

5.  J/2  in.  thick  accoustical  wall  board  on  partitions 
and  masonry  walls  is  contrary  to  Sec.  10.9.2.7  (b).” 

and 

Whereas,  the  applicant  states  that  the  building  is  one  and 
two  stories  (15  and  27  ft.)  in  height,  209  ft.  7  in.  by  131  ft. 
8  in.  in  area  at  1st  floor;  40  ft.  by  22  ft.  in  area  at  second 
floor;  Class  3  construction;  erected  in  1919;  located  in  a 
business  use,  C  area,  district ;  occupied  :  cellar — ordinary  ; 
1st  floor,  public  garage  office,  3  persons;  proposed  to  be 
used  and  occupied:  cellar,  same;  1st  floor,  skating  rink, 
office  and  stores,  2,500  persons;  2nd  floor,  offices;  that  the 
building  is  equipped  with  one  10  ft.  wide  masonry  stairs 
enclosed  in  brick,  equipped  with  wood  doors,  which  are  not 
self-closing;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
discontinue  the  use  of  the  building  as  a  garage  and  construct 
a  roller  skating  rink;  that  the  building  has  a  nonfireproof 
truss  roof  approximately  27  ft.  in  height  and  is  over  5,000 
sq.  ft.  in  area  ;  that  ample  exit  facilities  are  provided. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  354-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to 
Objection  1,  on  condition  that  the  proposed  use  shall  in  all 
respects  be  in  conformance  with  the  requirements  of  a 
business  district;  as  to  Objection  2,  that  the  building  shall 
not  be  increased  in  height  or  area,  and  that  this  variance 
shall  continue  only  so  long  as  the  building  is  occupied  for 
the  purposes  as  set  forth ;  and  withdrawn  as  to  Objections 
3,  4  and  5,  to  comply;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto;  that  any  subdividing  partitions  con¬ 
structed  throughout  the  building  shall  comply  with  the 
requirements  therefor  or  shall  be  constructed  of  materials 
meeting  the  requirements  for  one  hour  construction  under 
Section  C26-’636.0. 


253-44-A 

APPLICANT — Ferdinand  Savignano,  for  Anthony  Borelli, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 5115-5117  2nd  avenue,  east  side, 
46  ft.  8  in.  north  of  52nd  street  (Block  797,  Lot  3)’ 
Borough  of  Brookfvn. 

APPEARANCES— 

For  Applicant:  Peter  L.  Siciliano. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
0  Negative :  .  q 
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THE  RESOLUTION  (253-44-A) 

Whereas,  Ferdinand  Savignano,  for  Anthony  Borelli, 
owner,  filed  on  April  26,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  5115-5117 
2nd  avenue,  east  side,  46  ft.  8  in.  north  of  52nd  street 
(Block  797,  Lot  3),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  10,  1944,  on  amendment  to  Alteration  Applica¬ 
tion  1387-43,  reads : 

“1.  Two  fireproof  exits  are  required  as  per  #270 
of  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories, 
(34  ft.)  in  height;  53  ft.  6  in.  by  100  ft.  in  area;  of  Class  3 
construction;  erected  1920;  located  in  an  unrestricted  use, 
A  area  district  and  used  and  occupied  since  1939  as  follows  : 
cellar,  rag  and  paper  storage,  no  persons;  1st  floor,  loading 
platform,  storage  and  sorting  of  rags  and  paper,  3  persons  ; 
2nd  floor,  office,  storage  and  sorting  of  rags  and  paper, 

7  persons ;  3rd  floor,  rag  and  paper  storage,  no  persons ; 
that  the  building  is  equipped  with  a  one  source  sprinkler 
system,  two  4  ft.  wide  wood  stairs  enclosed  in  partitions  of 
wood  studs  and  wood  sheathing,  equipped  with  wood  doors, 
which  are  not  self-closing;  that  one  stairway  extends  to 
the  roof  and  one  stairway  extends  to  the  street ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
change  the  occupancy  of  the  building  from  warehouse  for 
general  storage  to  rag  and  paper  storage,  and  obtain  a  new 
certificate  of  occupancy ;  that  compliance  with  Section  270, 
subdivision  4  of  the  Labor  Law  would  create  an  undue 
hardship;  that  the  erection  of  two  stairs  with  entrance  halls 
leading  directly  to  the  street,  would  necessitate  a  loss  of 
space  at  the  front  of  the  building  through  the  loading  plat¬ 
form  and  driveway;  that  the  nature  of  the  business  reouires 
trucks  to  back  into  the  driveway  and  load  and  unload  from 
a  platform;  that  the  available  space  at  the  front  of  the 
building  is  therefore  of  the  highest  value  to  the  owner ; 
that  any  alteration  to  the  existing  area  would  deprive  the 
owner  of  space  to  the  detriment  of  the  operation  of  the 
premises ;  that  the  existing  stair  at  the  front  of  the  building 
leads  directly  to  the  street  and  complies  with  Section  270, 
subdivision  4,  of  the  Labor  Law,  with  the  exception  of  its 
not  being  fireproof  ;  that  it  is  proposed  to  fire  retard  both 
sides  of  the  entrance  and  stair  hall  partition  and  the  soffits 
of  both  flights  of  stairs ;  that  in  addition,  it  is  also  proposed 
to  erect  a  new  labor  law  fire  escape  with  counterbalanced 
ladder  to  street  level  at  the  front  of  the  building;  that  this 
fire  escape  will  be  remote  from  the  existing  stairway  which 
now  leads  to  the  street;  that  the  entire  building  is  fully 
sprinklered  with  an  approved  wet  sprinkler  system ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1387-43.  and  that  the  appeal  be  and 
it  hereby  is  granted,  as  to  objection  1,  on  condition  that 
stairways  shall  be  maintained  enclosed,  as  indicated  on  re¬ 
vised  plans  marked  “Received  July  6,  1944”,  except  that  the 
stairway  passage  ending  at  the  line  of  the  platform  shall 
have  the  steps  to  driveway  grade  recessed,  and  that  a  door 
shall  be  installed  near  the  end  of  such  passage ;  that  at  all 
times  during  working  hours,  the  overhead  doors  at  the 
driveway  shall  remain  either  open  or  unlocked  in  openable 
condition ;  and  that  the  sprinkler  system  shall  be  maintained 
to  the  satisfaction  of  the  fire  commissioner ;  and  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


299-44-A 

APPLICANT — Henry  Nordheim,  for  Stamatio  Glikos, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 


PREMISES  AFFECTED— 356  Castle  Hill  avenue  and  2200 
Norton  avenue,  southeast  corner  (Block  3486,  Lot 
24),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . . .  0 

THE  RESOLUTION  (299-44-A) 

Whereas,  Henry  Nordheim,  for  Stamatio  Glikos,  owner, 
filed  May  22,  1944  an  appeal  from  a  decision  of  the  borough 
superintendent  affecting  premises  356  Castle  Hill  avenue  and 
2200  Norton  avenue,  southeast  corner,  (Block  3486,  Lot  24), 
Borough  of  The  Bronx ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  May  16,  1944  on  N.  B.  Applic.  34-43  reads : 

“9.  No  frame  structure  outside  the  fire  limits  may  be 
erected  for  commercial  purposes  or  as  a  place  of  public 
assembly  (Sec.  4.1. 3. 5)  ;  (C26-248  Adm.  Code).” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story  in  height,  22  ft.  6  in.  by  35  ft.  in  area,  of  class  4 
construction,  located  in  an  unrestricted  use,  A  area  district 
and  used  and,  occupied  as  a  dining  and  dance  hall  for  73 
persons ;  and 

Whereas,  the  applicant  contends  that  this  appeal  is  filed 
to  obtain  a  modification  of  the  provisions  of  the  Adminis¬ 
trative  Building  Code  as  to  the  material  of  which  the  build¬ 
ing  was  constructed ;  that  at  the  time  of  filing  the  plan, 
it  was  intended  to  use  the  building  as  a  shelter  for  patrons 
purchasing  food  and  drinks  in  the  establishment  located  on 
the  front  of  the  plot  and  the  plan  provides  for  a  frame 
shed  in  accordance  with  Section  C26-7.0  and  was  approved 
to  permit  the  erection  of  a  building  of  frame  with  three 
walls  and  a  roof ;  that  the  building  was  so  constructed  and 
when  the  cold  weather  arrived,  the  owner  saw  that  the  ele¬ 
ments  would  soon  destroy  it  if  the  open  end  remained ; 
that  subsequently  amendments  were  filed  to  brick  veneer  the 
side  and  rear  walls  and  to  provide  a  rear  extension  for 
an  orchestra ;  that  plans  were  subsequently  amended  to  pro¬ 
vide  the  fourth  wall  and  to  permit  the  use  of  the  building 
for  dining  and  dancing;  that  it  is  from  the  disapproval 
of  the  borough  superintendent  on  this  latter  amendment  that 
the  appeal  is  taken ;  and 

Whereas,  the  applicant  further  contends  that  with  all 
exterior  wall  surfaces  brick  veneered  and  the  rear  music 
extension  entirely  of  brick  and  the  entire  interior  of  the 
building  covered  with  sheet  rock,  no  greater  hazard  is 
presented  than  would  be  presented  with  a  building  with 
brick  walls  and  furring  applied  with  wood  lath  and  plaster; 
that  the  building  is  located  on  a  point  of  land  in  a  dis¬ 
trict  with  a  swimming  pool,  bathing  beach  and  recreation 
park ;  that  the  proposed  use  is  in  keeping  with  surrounding 
like  activities ;  that  the  building  is  located  on  the  plot,  14  ft. 
from  Norton  avenue  building  line  and  13  ft.  6  in.  off  the 
south  lot  line  and  8  ft.  off  the  east  lot  line,  surrounded 
by  a  6  ft.  heavy  wire  fence  along  the  three  lines ;  that  exit 
facilities  consist  of  two  3  ft.  rear  doors,  a  3  ft.  front  door 
and  a  double  doorway  of  5  ft.  in  width  all  provided  with 
red  lights;  that  in  view  of  the  small  size  of  the  dance  floor, 
21  ft.  by  34  ft.,  these  exit  facilities  are  twice  what  is  needed ; 
that  there  is  no  cellar  and  the  building  is  unheated ;  and 

Whereas,  the  premises  was  inspected  by  a  Committee  oi 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  34-43,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to 
objection  9,  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area ;  that  no  other  building  shall  be 
erected  on  the  plot  other  than  the  building  under  appeal  and 
the  existing  building  which  occupies  the  front  portion  of 
the  lot  as  a  restaurant  and  grill  and  for  which  the  applicant 
states  there  is  a  certificate  of  occupancy ;  that  there  shall 
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be  constructed  in  the  woven  wire  fence  now  existing  on  the 
lot  lines,  a  double  gate  leading  to  Norton  avenue,  located 
about  midway  of  the  lot;  that  the  swing  of  such  gate 
shall  comply  with  the  requirements  therefor;  that  no  heat 
shall  be  maintained  on  the  premises ;  and  the  building  shall 
be  used  during  the  summer  season  only;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  and  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


374-44-A 

APPLICANT — Samuel  A.  Hertz,  for  David  R.  Schulte, 
owner  (Leon  C.  Leventhal,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 140  East  14th  street,  south  side, 
158  ft.  4  in.  west  of  Third  avenue  (1st  floor) ; 
(Block  559,  Lot  27),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  A.  Hertz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (374-44-A) 

Whereas,  Samuel  A.  Hertz,  for  David  R.  Schulte,  owner 
(Leon  C.  Leventhal,  lessee),  filed  June  16,  1944,  an  appeal 
from  decision  of  the  borough  superintendent,  affecting 
premises  140  East  14th  street,  south  side,  158  ft.  4  in.  west 
of  Third  avenue  (1st  floor)  ;  (Block  559,  Lot  27),  Borough 
of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
Alt.  Applic.  554-44,  dated  June  8.  1944,  reads: 

“5.  Repeat.  Exits  should  lead  to  unobstructed  out¬ 
lets  to  street.  Sec.  C26-757.0  of  Adm.  Code. 

6.  Repeat.  Exit  passageway  should  comply  with 
Sec.  C26-758.0  of  Adm.  Code. 

14.  Opening  in  fire  wall  used  as  an  exit  should  be 
protected  with  a  3  hr.  S.C.  fire  door  at  each  side  of 
opening.  Sec.  10.8.1  B.C.  C26-660.0  Ad.  Code.” 
and 

Whereas,  the  applicant  states  the  building  is  five  stories 
(62  ft.  3  in.)  in  height;  20  ft.  10  in.  by  106  ft.  6  in.  and 
136  ft.  2  in.  in  area  at  1st  floor;  20  ft.  10  in.  by  62  ft.  6  in. 
in  area  at  typical  floor;  of  Class  3  construction;  erected 
prior  to  1876;  located  in  a  business  use,  B  area  district  and 
used  since  1923  as  follows:  cellar,  storage;  1st  floor,  res¬ 
taurant,  6  persons ;  2nd  to  5th  floors,  vacant ;  proposed  to 
be  used  and  occupied  as  follows:  cellar,  storage;  1st  floor, 
motion  picture  theatre  and  restaurant,  99  persons  in  the 
theatre  and  20  persons  in  the  restaurant  portion  of  the  build¬ 
ing  ;  2nd,  3rd,  4th  and  5th  floors  to  remain  vacant ;  that  the 
building  is  equipped  with  one  labor  law  fire  escape  connect¬ 
ing  all  floors  except  1st  and  2nd  floors  and  that  the  stair¬ 
ways  in  the  building  have  been  removed ;  and 
Whereas,  the  applicant  contends  that  the  entire  cellar 
ceiling  will  be  fire  retarded;  that  the  iron  stairs  to  the 
cellar  will  be  enclosed  in  fireproof  partitions  with  fireproof 
self-closing  one  hour  test  doors  top  and  bottom ;  that  heat 
will  be  provided  by  steam  from  adjoining  premises  to  the 
east;  that  the  first  floor  will  be  occupied  by  a  motion  picture 
theatre  of  the  news  reel  type,  with  an  occupancy  not  exceed¬ 
ing  99  fixed  seats;  that  the  upper  stories  will  remain 
vacant ;  that  the  entire  ceiling  of  the  motion  picture  theatre 
and  first  story  will  be  fire  retarded  throughout  and  there 
will  be  no  connection  between  the  first  story  and  the  upper 
stories;  that  only  non-inflammable  16  mm.  film  will  be 
used ;  that  written  permission  will  be  obtained  for  a  second 
means  of  egress  through  the  fire  wall  consisting  of  one 
3  hour  door  assembly  at  the  horizontal  opening  leading  to 
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adjoining  premises  to  east,  now  used  as  a  cafeteria  which 
is  open  24  hours,  7  days  a  week;  that  the  exit  capacity  of 
the  front  is  far  in  excess  of  the  proposed  occupancy;  that 
the  aggregate  width  of  the  front  exits  to  East  14th  street 
are  10  ft.  0  in.;  that  adequate  aisle  widths  will  be  provided; 
that  the  emergency  exit  from  the  theatre  to  the  restaurant 
will  be  provided  with  a  5  ft.  clear  opening,  protected  with 
self-closing  fire  door  one  hour  test  and  equipped  with  a 
panic  bolt;  that  the  directional  signs  and  exit  lights  will  be 
provided;  that  the  entire  partitions  separating  the  motion 
picture  theatre  from  the  restaurant,  will  be  fire  retarded. 

Resolved ,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  554-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  objec¬ 
tions  5  and  6,  on  condition  that  an  exit'  passageway  without 
openings  into  other  portions  of  the  premises  and  leading 
to  the  open  court  of  the  Academy  of  Music,  through  which 
free  exit  may  be  had  to  East  13th  street,  shall  be  con¬ 
structed  and  maintained  substantially  as  indicated  on  revised 
plan  marked  “Received  July  11,  1944”;  that  in  other  respects, 
the  alteration  shall  comply  With  such  plans  as  to  enclosing 
walls  and  ceiling  protection  ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  this  variance  shall 
continue  only  so  long  as  the  premises  are  maintained  as 
permitted  herein. 


384-44-A 

A I  PLICAN1  Samuel  Rosenblum,  for  360  Alexander  Ave¬ 
nue  Corporation,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 358->362  Alexander  avenue  and 
331-335  East  142nd  street,  northeast  corner  (2nd 

APPEARANCES  l0Ck  23°5’  ^  ^  Borough  of  The  Bronx- 
For  Applicant:  Samuel  Rosenblum. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

1  HE  VOTE — 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  n 


THE  RESOLUTION  (384-44-A) 

Whereas,  Samuel  Rosenblum,  for  360  Alexander  Avenue 
Corporation,  owner,  filed  on  June  21,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
3^8-362  Alexander  avenue  and  331-335  East  142nd  street 
northeast  corner  (2nd  floor)  ;  (Block  2305,  Lot  1),  Borough 
of  The  Bronx ;  and 

\\  hereas,  the  decision  of  the  borough  superintendent, 
dated  June  13,  1944,  on  Alt.  Applic.  247-44,  reads: 

“2.  Second  floor  construction  is  of  inadequate 
strength  to  support  proposed  factory  use.  The  floor 
should  be  good  for  a  live  load  of  120  lbs.  per  sq  ft 
as  per  Sec.  7.32.3  of  the  Building  Code.  It  has  been 
approved  for  60  lbs.  per  sq.  ft.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories, 
ft-  6  in.)  in  height;  74.36  ft.  by  105  ft.  in  area  at  1st 
loo?  ’  ft.  by  96  ft.  8  in.  in  area  at  2nd  floor;  erected 

1887 ;  located  in  an  unrestricted  use,  B  area  district ;  of 
Class  4  construction;  used  and  occupied  as  follows:’  1st 
floor,  stores  and  garage,  10  persons;  2nd  floor,  office, 
bowling  alleys  and  billiard  room,  50  persons;  proposed  to 
be  used  and  occupied  as  follows:  1st  floor,  stores  and 
manufacturing  of  shaving  brushes,  35  persons;  2nd  floor 
manufacturing  shaving  brushes,  35  persons;  that  the  build¬ 
ing  is  equipped  with  one  3  ft.  8  in.  wide  interior  wood  stairs 
which  will  be  enclosed  in  fire  retarded  partitions  on  the  grade 
floor,  equipped  with  wood  doors,  which  will  be  made  self¬ 
closing  and  one  fire  escape  on  the  easterly  side  of  the  build¬ 
ing  from  the  2nd  story  to  the  street  with  window  and  door 
openings  on  the  course  thereof  of  fireproof  construction ;  and 
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Whereas,  the  applicant  states  that  the  building  consists 
of  two  sections — the  front  portion  on  Alexander  avenue, 
which  is  used  for  stores  is  not  proposed  to  be  changed— the 
rear  portion  on  East  142nd  street  has  been  heretofore  used 
for  garage  and  is  proposed  to  be  used  for  manufacturing 
and  the  2nd  floor  to  be  used  for  offices  and  manufacturing ; 
that  the  2nd  floor  is  now  used  for  billiard  rooms  and 
bowling  alleys,  although  no  certificate  of  occupancy  has 
been  obtained  for  such  use ;  that  the  new  owner  who  manu¬ 
factures  shaving  brushes,  does  not  use  any  heavy  equip¬ 
ment  or  heavy  merchandise  and  the  nature  of  the  business 
is  such  that  at  no  time  will  the  bearing  capacity  of  60  lbs. 
per  sq.  ft.  be  exceeded;  that  by  actual  experience,  the  load 
that  the  2nd  floor  will  be  subjected  to  will  not  exceed  30 
lbs.  per  sq.  ft. ;  that  the  floor  will  be  posted  with  a  safe 
bearing  capacity ;  that  ample  exit  facilities  will  be  provided 
in  compliance  with  the  Labor  Law  and  that  in  view  of  the 
limited  use  and  the  fact  that  the  occupancy  will  not  exceed 
the  bearing  capacity  of  the  floor  as  previously  approved, 
it  is  requested  that  a  variance  be  granted  to  permit  the 
occupancy  of  the  second  floor  with  a  live  load  of  60  lbs.  per 
sq.  ft. ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  247-44,  Objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in  height 
or  area ;  that  the  existing  means  of  exit  shall  be  maintained, 
and  that  in  addition,  the  exit  shown  along  the  142nd  street 
wall  shall  be  enclosed  in  fire  retarded  partitions  throughout 
and  have  a  door  leading  directly  to  street  at  foot ;  that  the 
second  floor  shall  be  posted  for  a  live  load  per  superficial 
foot  of  not  less  than  60  lbs.,  that  the  floor  shall  not  be 
loaded  in  excess  thereof  at  any  time ;  that  the  general  supply 
of  materials  and  finished  goods  required  shall  be  stored  on 
the  first  floor  and  not  on  the  second  floor;  that  this  variance 
shall  continue  only  so  long  as  the  building  is  maintained 
substantially  as  proposed;  that  such  portable  fire  fighting 
appliances  shall  be  maintained  as  the  fire  commissioner  shall 
direct. 


392-44-A 

APPLICANT — Lee  Schoen,  for  Estate  of  Robert  W. 

Goelet,  owner  (N.  Y.  Young  Republican  Club, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 591  Fifth  avenue,  southeast 
corner  of  East  48th  street  (Block  1283,  Lot  69), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  S.  McCook,  Lee  Schoen, 
M.  E.  Perkel  and  Frederick  A.  Hartman. 

For  Opposition :  William  Bolger. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION  (392-44-A) 

Whereas,  Lee  Schoen,  for  Estate  of  Robert  W.  Goelet, 
owner  (New  York  Young  Republican  Club,  lessee),  filed 
Tune  26,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  591  Fifth  avenue,  south¬ 
east  corner  East  48th  street  (Block  1283,  Lot  69),  Borough 
of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  21,  1944,  on  B.  N.  1273-44,  reads: 

“1.  It  is  unlawful  to  construct  frame  structures  of 
wood  within  the  fire  limits.  Sec.  4.1.2.  Bldg.  Code.” 

and 


Whereas,  the  applicant  states  the  building  will  be  one 
story  (12  ft.)  in  height;  20  ft.  by  12  ft.  in  area;  of  Class  4 
construction ;  located  in  a  business  use,  B  area  district  and 
used  as  an  information  booth  with  an  occupancy  of  10 
persons ;  and 

Whereas,  it  is  proposed  to  erect  a  temporary  wood  frame 
structure,  20  ft.  by  12  ft.  in  area,  one  story  in  height  to  be 
surfaced  on  the  exterior  with  wood  clap  boards  and  sheath¬ 
ing  on  2  in.  by  4  in.  studs ;  roof  to  be  surfaced  with  asphalt 
shingles;  that  the  proposed  building  will  be  set  back  from 
the  5th  avenue  building  line  a  distance  of  20  ft.  and  will 
have  a  side  yard  on  the  north  side  of  10  ft.  and  on  the 
south  side  of  20  ft. ;  that  the  building  will  be  used  for 
a  temporary  period  not  to  extend  beyond  November,  1944, 
under  the  auspices  of  the  New  York  Young  Republican 
Club,  to  dispense  information  to  members  of  the  armed 
services  in  connection  with  war  ballots ;  that  while  the  pro¬ 
posed  building  will  be  of  frame  construction  located  within 
the  fire  limits  contrary  to  the  provision  of  the  Administra¬ 
tive  Code,  it  is  requested  that  the  Board  grant  a  variance, 
so  as  to  permit  its  erection  and  maintenance  for  the  tem¬ 
porary  period  proposed ;  and 

Whereas,  the  applicant  amended  his  appeal  and  submitted 
a  new  decision  reading : 

‘‘2.  It  is  unlawful  to  construct  a  frame  structure  of 
fireproofed  wood  within  the  fire  limits— Section  4.1.2 
Building  Code” ; 

and 

Whereas,  the  Board  deemed  that  the  temporary  variance 
should  be  granted  under  certain  conditions  ;  and 

Whereas,  the  New  York  Young  Republican  Club  has 
advised  in  letter  of  July  10,  1944,  that  the  building  will  be 
used  solely  for  disseminating  military  voting  information. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  B.  N.  Applic.  1273-44,  Objections  1  and  2  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  be 
constructed  of  fireproof  wood,  as  proposed,  meeting  the 
requirerrtents  of  Section  C26-331.0,  through  C26-339.0;  that 
this  building  shall  be  erected  not  nearer  than  15  ft.  to  any 
building  on  an  adjoining  lot;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  this  building  shall 
continue  only  so  long  as  required  for  the  purpose  as  set 
forth  and  shall  be  completely  removed  at  the  expiration 
thereof,  and  in  no  event  not  later  than  December  1,  1944. 


412-44-A 

APPLICANT — Tobias  Goldstone,  for  Barton,  Inc.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 76-82  DeKalb  avenue  and  2-10 
Rockwell  place,  southwest  corner  (Block  2094,  Lot 
18),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Tobias  Goldstone. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (412-44-A) 

Whereas,  Tobias  Goldstone,  for  Barton  Inc.,  owner,  filed 
June  30,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  76-82  DeKalb  avenue  and 
2-10  Rockwell  place,  southwest  corner  (Block  2094,  Lot  18), 
Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  26,  1944,  on  Alt.  Applic.  2017-43,  reads: 

“1.  Additional  floor  to  be  constructed — exits  must 
therefore  comply  with  Sec.  270  of  Labor  Law.  Denied.” 

and 
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Whereas,  the  applicant  states  the  building  is  2  and  3 
stories  (45  ft.)  in  height,  127  ft.  4  in.  by  100  ft.  5  in., 
irregular  in  area ;  t  lass  1  and  3  construction ;  erected  ap¬ 
proximately  1892 ;  located  in  an  unrestricted  use,  B  area 
district;  used  since  1943  as  follows:  subcellar,  pipe  space; 
|  cellar,  storage  of  empty  cartons,  5  persons;  1st  floor,  office, 
10  persons;  2nd  and  3rd  floors,  candy  factory,  50  persons 
per  floor ;  proposed  to  be  used  and  occupied :  subcellar, 
same;  cellar,  storage  of  empty  cartons  and  barrels  of  fruit; 
5  persons;  1st  floor,  office  and  factory,  40  persons;  2nd  and 
3rd  floors,  candy  factory,  50  persons  per  floor ;  that  the 
building  is  equipped  with  two  steel  stairs  enclosed  in  brick 
and  4  in.  terra  cotta  blocks,  equipped  with  fireproof  self¬ 
closing  doors,  one  of  which  leads  to  the  roof  and  both  to 
the  street ;  that  one  stairway  is  3  ft.  wide  and  the  other 
stairway  is  3  ft.  8  in.  wide;  that  there  is  also  a  fire  escape 
at  the  front  of  the  building,  leading  to  the  street  by  counter¬ 
balanced  stairs;  that  the  windows  and  doors  along  course 
thereto  are  fireproof,  self-closing;  and 
Whereas,  the  applicant  contends  that  the  buildings  con¬ 
sist  of  a  3-story  and  cellar  fireproof  building  and  2-story 
Class  3  building;  that  the  lower  portion  of  the  3-story 
building  was  occupied  as  a  generating  plant,  necessitating 
a  height  of  22  ft. ;  that  this  space  is  approximately  10  ft. 
below  grade  and  12  ft.  above  street  grade ;  that  it  is 
proposed  to  install  reinforced  concrete  floor  in  this  build¬ 
ing  and  use  the  portion  below  for  storage  and  portion  at 
street  grade  for  factory ;  that  the  3-story  building  is  pro¬ 
vided  with  a  3  ft.  iron  stairs,  enclosed  in  terra  cotta  block 
partitions,  equipped  with  fireproof,  self-closing  doors  on 
each  floor;  that  there  is  a  2  ft.  wide  iron  fire  escape  at  the 
front  of  the  building  with  counterbalanced  stairs  to  the 
street,  all  doors  thereto  are  fireproof,  self-closing  and  open 
outwardly  and  all  the  windows  on  the  course  thereof  are 
fireproof,  self-closing;  that  there  are  horizontal  exits  on 
the  2nd  and  3rd  floors,  equipped  with  double  fire  doors 
opening  to  the  2-story  building;  that  the  two-story  building 
is  equipped  with  a  3  ft.  wire  iron  stairs  from  the  street 
to  the  roof,  enclosed  in  brick  walls  and  all  doors  are  fire¬ 
proof  and  open  outwardly;  that  in  connection  with  the 
installation  of  the  proposed  floor,  it  is  proposed  to  install 
a  3  ft.  8  in.  iron  stairs  enclosed  in  4  in.  terra  cotta  block- 
partitions  and  fireproof  self-closing  doors  at  the  front  of 
the  building  to  extend  from  the  cellar  to  the  first  floor  and 
to  open  to  the  present  stairhall  and  thence  to  the  street, 
that  it  is  also  proposed  to  install  a  3  ft.  8  in.  iron  stairs 
enclosed  in  4  in.  cinder  block  and  equipped  with  fireproof 
self-closing  doors;  and 

Whereas,  the  applicant  contends  that  as  the  contemplated 
f  alterations  does  not  increase  the  actual  size  of  the  building 
and  as  the  exit  facilities  of  the  upper  floors  will  not  be 
affected  in  any  way,  it  is  requested  the  Board  grant  the 
>  variation  as  proposed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
I  hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2017-43,  and  that  the  appeal  be  and 
it  hereby  is  granted,  as  to  objection  1  on  condition  that  in 
|  all  other  respects,  the  building  and  occupancy  shall  comply 
t  with  all  laws,  rules  and  regulations  applicable  thereto;  that 
this  variance  shall  continue  only  so  long  as  the  building  is 
maintained  substantially  as  proposed  herein  and  as  shown 
*  on  plans  filed  with  this  appeal  marked  “Received  lune  30, 

I  1944”,  and  also  that  a  goose  neck  double  rung  ladder  shall’ 
be  installed  leading  from  the  third  story  roof  to  the  second 
story  roof. 

216-34-A 

}  APPLICANT — Haeuser  Shellac  Company,  Incorporated, 
lessee. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  an  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 52-64  Warren  street,  south  side, 
214  ft.  west  of  Columbia  street  (Block  303,  Lot  1)’ 
Borough  of  Brooklyn. 

i 


APPEARANCES— 

For  Applicant:  Arthur  Hafner: 

For  Administration:  Vincent  M.  Matteis,  Fire 
Dep’t. 

AC  1  ION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 


THE  RESOLUTION  (216-34-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  52-64  Warren  street,  south  side 
214  ft.  west  of  Columbia  street  (Block  303,  Lot  1),  Borough 
ot  Brooklyn,  was  granted  by  the  Board  June  18,  1935,  on 
certain  conditions;  the  term  of  the  permit  extended  from 
time  to  time;  resolution  amended  November  12,  1941,  permit 
last  extended  June  29,  1943,  and  the  applicant  requested  a 
further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  18,  1935  as 
amended  through  June  29,  1943,  and  particularly  November 
12,  1941,  only  so  far  as  it  has  reference  to  the  term  of  the 
permit,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

‘‘Granted  for  a  term  of  one  (1)  year  from  the  date 
of  this  amended  resolution,  permitting  the  use,  etc. 
and  that  in' the  ezent  the  chlorine  system  is  not  tem¬ 
porarily  in  use,  that  all  piping  shall  he  renewed  and 
tested  to  the  satisfaction  of  the  fire  commissioner  before 
reuse  of  the  system 


258-37-A 

APPLICANT — Pell  Real  Estate  Company,  for  James  G. 
Coffin,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  re  Appeal  from  a  decision 
of  the  commissioner  of  buildings,  previously 
granted  on  condition. 

I  REMISES  AFFECTED — 35-55  223rd  street,  northeast 
corner  of  37th  avenue  (Block  6192,  Lot  60),  Bay- 
side,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  G.  Coffin. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  q 

THE  RESOLUTION  (258-37-A) 

Whereas,  this  appeal  from  a  decision  of  the  commis¬ 
sioner  of  buildings  affecting  premises  35-55  223rd  street 
northeast  corner  of  37th  avenue  (Block  6192,  Lot  60)  Bay- 
side,  Borough  of  Queens,  was  granted  by  the  Board  July 
7,  1937,  on  certain  conditions,  for  a  temporary'  period  of 
three  (3)  years,  permit  extended  on  June  22,  1943  and  the 
resolution  amended  on  September  14,  1943;  and 
Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  July 
7,  1937,  as  amended  through  September  14,  1943,  so  that 
amended,  the  added  clause  shall  read  as  follows: 

*  *  *  that  in  the  event  the  owner  desires  to  enclose 
the  2nd  floor  porch,  such  enclosure  may  be  constructed, 
provided  the  requirements  of  this  resolution  are  carried 
out  in  all  other  respects  and  the  enclosure  of  such 
porch  does  not  invalidate  any  required  exit  and  the 
number  of  persons  occupying  the  second  floor  does  not 


I 
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exceed  14;  that  in  all  other  respects,  the  resolution  as 
adopted  July  7,  1937  shall  be  complied  with  (No. 
508-37).” 


250-43-A 

APPLICANT— Henry  Nordheim,  for  Nicholas  R.  Mainiere, 
owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Appeal  from  decisions  of 
the  borough  superintendent,  previously  granted  on 
condition  for  a  temporary  term  of  one  (1)  year. 
PREMISES  AFFECTED— 1600  Stillwell  avenue  and  1600 
McDonald  street,  southeast  corner  (Block  4223,  Lot 
1),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (250-43-A) 

Whereas,  this  appeal  from  decisions  of  the  borough 
superintendent,  affecting  premises  1600  Stillwell  avenue  and 
1600  McDonald  street,  southeast  corner  (Block  4223,  Lot 
1),  Borough  of  The  Bronx,  was  granted  by  the  Board  on 
July  20,  1943,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  20,  1943,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read  : 

*  *  *  to  permit  the  continuation  of  the  existing 

buildings  for  a  term  of  two  (2)  years  from  the  date  of 
this  amended  resolution,  on  condition  that  the  buildings 
are  maintained  in  a  safe  and  sanitary  condition  to  the 
satisfaction  of  the  borough  superintendent  and  all  other 
departments  having  jurisdiction  over  the  use  and  oc¬ 
cupancy,  and  that  a  certificate  of  occupancy  shall  be 
obtained. 


“*  *  *  that  during  the  term  of  this  temporary 

permit,  the  label  as  submitted  as  formerly  used  on  this 
product,  when  marketed  in  tin  containers,  may  be  used, 
provided  also  that  the  additional  label  located  on  the 
back  of  the  bottle,  opposite  the  main  label,  shall  read : 
‘CAUTION— INFLAMMABLE  MIXTURE,  etc.’  as 
approved  by  the  fire  commissioner.” 


824-42-A 

APPLICANT— Robert  Teichman,  for  James  T.  Lee, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  on  new  decision  for  change  of  use  - 
re  Appeal  from  decision  of  the  borough  super¬ 
intendent  previously  granted  on  condition. 

PREMISES  AFFECTED— 579  Fifth  avenue,  northeast 
corner  of  East  47th  street  (Block  1283,  Lot  1), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  Teichman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  restored  to 
the  calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


561-43-A 

APPLICANT — L.  E.  Scott  Co.,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  decision 
of  the  fire  commissioner  re  Transportation  of  in¬ 
flammable  mixture  known  as  “Lesco  Cleaning 
Fluid”  in  8  oz.  glass  containers  (capacity  of  glass 
containers  not  in  conformity  with  Administrative 
Code  requirements). 

APPEARANCES— 

For  Applicant:  James  Smail. 

For  Administration  :  Vincent  M.  Matteis,  Fire  Dep’t. 
THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (561-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  relative  to  the  transportation  of  an  inflammable 
mixture  known  as  “Lesco  Cleaning  Fluid”  in  8  oz.  glass 
containers,  was  granted  by  the  Board  on  November  30,  1943, 
on  certain  conditions  and  permit  extended  on  May  31,  1944; 
and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  30,  1943, 
as  amended  on  May  31,  1944,  by  adding  thereto  : 


393-43-A 

APPLICANT— Devoe  and  Raynolds  Co.,  Inc.,*  owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  re  Packaging  of  inflammable  mixtures  known 
as  “Devoe  and  Raynolds  Co.,  Inc.,  Paint  and  Var¬ 
nish  Products”  in  8  oz.,  16  oz.,  32  oz.,  and  one 
gallon  glass  containers  (capacity  of  glass  con¬ 
tainers  not  in  conformity  with  Administrative  Code 
Specifications) . 

APPEARANCES— 

For  Applicant :  Frank  C.  Keller. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


423-43-S 

APPLICANT — Carl  L.  Norden,  Inc.,  lessee,  for  Eastern 
Building  Corporation,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  an  order 
and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 34-50  Varick  street,  east  side, 
99  ft.  south  of  Laight  street  (Block  212,  Lot  9), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


255-44-A 

APPLICANT — Selig  Samet,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 413-415  Bedford  avenue,  east 
side,  90  ft.  6  in.  south  of  South  8th  street  (Block 
2138,  Lot  7),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant':  None. 
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AC  I  ION  OI-  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  owner. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  BlumJ  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


277-44-A 

APPLICANT — John  C.  Burt,  for  Pearl  Street  Realty 
Corp.,  owner  (Pearl  Street  Restaurant,  Inc., 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 546  Pearl  street,  north  side, 
146  ft.  3  in.  east  of  Elm  street  (Block  157,  Lot  27), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  C.  Burt. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . .  0 


303-44-A 

APPLICANT — Tobias  Goldstone,  for  Wilk  and  Sterling 
Inc.,  owner. 

SUBJEC  1  — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 215-229  Dupont  street,  north¬ 
west  corner  of  Provost  street  (Block  2489,  Lot 
25),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Tobias  Goldstone. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


|  316-44-A 

APPLICANT — Four  Park  Avenue  Corporat  ion,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

i  PREMISES  AFFECTED — 4  Park  avenue,  west  side,  from 
East  33rd  to. East  34th  streets  (Block  863,  Lot  44), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lyman  D.  Hall. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  after  discussion 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  0 


382-44-A 

APPLICANT— Herman  E.  Horwood,  for  Brooklyn  Termi¬ 
nal  Stores,  Inc.,  owner. 

SUBJECT — Appeal  f  rom  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 105-123  River  street,  29-35 
Metropolitan  avenue,  northwest  corner  and  18-26 
North  3rd  street  (Block  2355,  Lots  3-10,  inclusive), 
Borough  of  Brooklyn. 

APPEARANCES — 

For  Applicant :  Herman  E.  Horwood. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 


AC  I  ION  OF  BOARD — Appeal  withdrawn  after  discussion. 
THE  VOTE  TO  WITHDRAW — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  q 


400-44-A 

APPLICANT— Philip  H.  Mahe  r,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 177-24  to  177  Baisley  boule¬ 
vard,  southeast  corner  of  119th  road  (Block  3170, 
Lot  1),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Philip  H.  Maher. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  Ob  BOARD — Appeal  withdrawn  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  q 


1 13-44-A 

APPLICANT — Watson  Elevator  Co.,  Inc.,  for  Marion 
.A.  S.  and  H.  S.  Newcomer,  owners  (Dioptric  In¬ 
strument  Corp.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 46  West  55th  street,  south  side, 
372  ft.  east  of  6th  avenue  (Block  1270,  Lot  60), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Laid  over  to  July  18,  1944  at  2 
P.  M.  No  appearance  for  applicant. 


196-44-A 

APPLICANT — Guff  Fabric  Products,  lessees;  Willis  Ave¬ 
nue  Realty  Corporation,  owner. 

SUBJECT — .Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

I  REMISES  AhFECTED — 455-463  East  147th  street,  north 
side,  90  ft.  west  of  Brook  avenue  (Block  2292,  Lot 
52),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1944  at  2 
P.  M.  for  further  consideration. 


257-44-A 

APPLICANT — Henry  G.  Harrington,  for  Ansonia  Holding 
Corporation,  owner  (Globe  Weine  Corporation,  les¬ 
see). 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED — 440-442  (444  displayed)  12th 
street,  south  side,  385  ft.  east  of  7th  avenue  (Build- 

.DD„ing SiFFl0Ck  1098'  Lot  -  Bor°ugh  of  Brooklyn. 
Ar  1  hAKANCES — 

For  Applicant :  Henry  G.  Harrington  and  Jacob 
Globe. 

A(  TION  OF  BOARD — Laid  over  to  July  25,  1944  at  2 
P.  M.  for  further  consideration. 


259-44-A 

APPLICANT— Ralph  W.  Biggs  and  Co.,  Inc.,  lessee,  for 
Joseph  Cohn,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED — 29-31  West  47th  street,  north 
side,  455  ft.  west  of  5th  avenue  (8th  floor)  ;  (Block- 
1263,  Lot  18),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  None. 

For  Administration  :  Vincent  M.  Matteis,  Fire  Dep  t. 
ACTION  OF  BOARD— Laid  over  to  July  18,  1944  at  2 
P.  M.  at  written  request  of  applicant. 


300-44-A 

APPLICANT — Anthony  M.  De  Rose,  for  Beatrice  Proper¬ 
ties,  Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 564-574  Southern  boulevard, 
south  side.  267.44  ft.  east  of  East  149th  street 
(Block  2603,  Lot  11),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Anthony  M.  De  Rose. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


324-44-A 

APPLICANT — Anna  Kahn,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 533  86th  street,  north  side,  245 
ft.  6  in.  west  of  Ft.  Hamilton  parkway  (Block 
6036,  Lot  52),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD— Laid  over  to  July  18,  1944  at  2 
P.  M.  at  written  request  of  applicant. 


357-44-A 

APPLICANT — National  Silver  Co.,  lessee,  for  Ansonia 
Holding  Corporation,  owner. 

SUBJECT — -Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 430-432  12th  street,  south  side, 
234  ft.  east  of  7th  avenue  (Building  M)  ;  (Block 
1098,  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  Pressman. 

ACTION  OF  BOARD — Laid  over  to  July  25,  1944  at  2 
P.  M.  for  further  consideration. 


APPEARANCES— 

For  Applicant :  Irving  Seelig. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  18,  1944  at  . 
P.  M.,  pending  an  inspection  by  a  committee  o 
the  Board. 


MATERIALS  SUBMITTED  FOR  APPROVAL 

476-40-SM 

APPLICANT — Armstrong  Cork  Company,  owner. 

SUBJECT — Armstrong’s  Armaflor  (mastic  and  Linoflor 
—Approval  of. 

APPEARANCES— 

For  Applicant :  Robert  M.  Allard. 

ACTION  OF  BOARD — Application  withdrawn  on  reques 
of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  . 
Negative:  . . .  . . . .  1 

483- 40-SM 

APPLICANT — Emanuel  M.  Glick,  for  Armstrong  Corl 
Co.,  Inc.,  owner. 

SUBJECT — Armstrong’s  Temlok  Insulating  Board,  Temlol 
Insulating  Lath  and  Temseal  Insulating  Sheathing 
approval  of. 

APPEARANCES— 

For  Applicant:  Robert  M.  Allard. 

ACTION  OF  BOARD — Application  withdrawn  on  reque^ 
of  owner’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  . 
Negative :  . 

484- 40-SM 

APPLICANT— Emanuel  M.  Glick,  for  Armstrong  Cor' 
Co.  Inc.,  owner. 

SUBTECT— Armstrong’s  Temcoustic,  approval  of. 
APPEARANCES— 

For  Applicant :  Robert  M.  Allard. 

ACTION  OF  BOARD — Application  withdrawn  on  reques 
of  owner’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . . 
Negative :  . 


399-44-A 

APPLICANT — Theron  R.  Galloway,  for  Consolidated  Edi¬ 
son  Company  of  New  York,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — South  side  of  East  134th  street, 
132  ft.  east  of  Locust  avenue  (Block  3583,  Lot 
365),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Theron  R.  Galloway. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  July  18,  1944  at  2 
P.  M.  for  further  consideration. 


414-44-A 

APPLICANT — Seelig  and  Finkelstein,  for  Gertrude  Fisher, 
owner. 

SUBJECT- — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 4720  15th  avenue,  northwest 
corner  of  48th  street  (Block  5630,  Lot  43),  Bor¬ 
ough  of  Brooklyn. 


(Remaining  minutes  of  the  regular  meeting  of  July  11 
1944  will  be  printed  in  the  Bulletin  of  July  25,  1944. 


SPECIAL  MEETING 
FRIDAY,  JULY  14,  1944,  10  A.M. 

Present :  Chairman  Murdock,  Commissioners  Savage  an 
Blum  and  Deputy  Chief  Gunn. 


353-30-SR 


RULES 


SUBJECT — Proposed  Amendments  to  Rules  Governing  th 
Storage  and  Use  of  Equipment  for  Spraying  an> 
Drying  of  Paints,  Varnishes,  Lacquers  and  Othe 
Flammable  Surface  Coatings. 
APPEARANCES— 

For  Applicant:  Arthur  C.  Bang,  Mr.  H.  Gehnrich 
A.  W.  Smart  and  A.  Edelman. 

ACTION  OF  BOARD — Laid  over  for  adoption  withor 
further  discussion  after  consideration  of  variou 
suggestions  made. 


Adjourned:  11:30  A.  M. 

Joseph  J.  Doyle,  Chief  Clerl 
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I  (Remaining  minutes  of  the  regular  meeting  of  July  18, 
1944,  2  P.M.,  will  be  printed  in  the  Bulletin  of  August 
i  1,  1944.) 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  field  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  July  18,  1944. 


443.44.A— 277  Ralph  avenue,  east  side,  50  ft. 
north  of  Sumpter  street  (2nd  floor)  ;  (Block  1518,  Lot  3), 
Borough  of  Brooklyn,  Alt.  536-44. 


Cal.  No.  Dept.  Premises  Affected. 

430- 44-A— F.D.— 705-713  Fifth  avenue,  3-5  East  55th 
street,  northeast  corner  (Block  1291,  Lots  1,  2,  3,  4  and  5), 
Borough  of  Manhattan,  36803-LC. 

431- 44-A — F.D. — West  side  of  Gerard  avenue,  east  side  of 
River  avenue,  220  ft.  north  of  East  150th  street  (Block  2354, 
Lot  1),  Borough  of  The  Bronx,  38495-LC. 

432- 44-A— H.B.B.— 1174-1184  Bedford  avenue,  northwest 
corner  of  Putnam  avenue  (Block  1990,  Lot  30),  Borough  of 
Brooklyn,  P.A.  24-44. 


444.44.A _ H.B.B. — 141-143  Atlantic  avenue,  north  side, 

192  ft.  6  in.  east  of  Flenry  street  (Block  275,  Lot  13),  Bor¬ 
ough  of  Brooklyn,  Alt.  1879-44. 


445.44. A— -H.B.B. — 700-712  Hicks  street,  and  23-45  Nelson 
street,  northwest  corner  (cellar,  1st  and  2nd  floors)  ,  (Block 
520,  Lot  26),  Borough  of  Brooklyn,  Alt.  2357-43. 


446-44-A— H.B.Bx.— 606-618  East  Fordham  road,  south¬ 
west  corner  of  Hughes  avenue  (Block  3078,  Lots  16  and  17), 
Borough  of  The  Bronx,  Alt.  296-44. 


433-44-A— F.D.— 68-38  Yellowstone  boulevard,  north  side, 
200  ft.  west  of  68th  drive  (Block  2138,  Lot  29),  Forest  Hills, 
Borough  of  Queens,  Decision. 

434.44-A _ H.B.Q. — 162-10  to  162-14  Jamaica  avenue,  south 

side,  51  ft.  west  of  New  York  boulevard,  92-15  to  92-29  Union 
Hall  street,  and  92-14  to  92-20  New  York  boulevard  (Block 
10102,  Lots  4,  6,  13,  15,  72,  74  and  79),  Jamaica,  Borough 
of  Queens,  Alt.  486-44. 

435-44-A— H.B.B.— 13-15  Sumpter  street,  north  side,  250 
ft.  west  of  Patchen  avenue  (1st  and  2nd  floor)  ;  (Block  1695, 
Lots  16  to  20  inclusive  and  42,  43),  Borough  of  Brooklyn, 
Alt.  1557-44. 


436- 44- A — H.B.M. — 200  Fifth  avenue,  west  side,  and 
Broadway  from  West  23rd  to  West  24th  streets,  21  West 
23rd  street  and  24  West  24th  street  (Block  825,  Lot  31), 
Borough  of  Manhattan,  Misc.  437-43. 

437- 44-A — F.D. — 419  13th  street,  north  side,  280  ft.,  east 
of  Seventh  avenue  (Bldg.  F)  ;  (Block  1098,  Lot  1),  Borough 
of  Brooklyn,  12413-LF. 

438- 44-A— H.B.M.— 828-840  Seventh  avenue,  200-206  West 
54th  street,  southwest  corner  (8th  floor)  ;  (Block  1025, 
Lot  36),  Borough  of  Manhattan,  Alt.  948-43. 

439.44. A— F.D.— 112-116  East  32nd  street,  south  side,  100 
ft.  east  of  4th  avenue  (15th  floor)  ;  (Block  887,  Lots  88-90 
inclusive),  Borough  of  Manhattan,  38443-C. 

440- 44-A _ H.B.M. — 2067  Broadway,  west  side,  72  ft.  3,)4 

in.  north  of  West  71st  street  (part  of  5th  floor)  ;  (Block  1163, 
Lot  32),  Borough  of  Manhattan,  Decision. 

441- 44-A— H.B.B— 551-555  Fulton  street,  north  side,  43 
ft.  east  of  Bond  street  and  6-10  DeKalb  avenue  (Block  2093, 
Lots  32  and  33),  Borough  of  Brooklyn,  P.A.  443-43. 

442- 44-A— H.B.B.— 110-114  Green  street,  south  side,  229 
ft.  3  in.  west  of  Franklin  street  (Block  2522,  Lot  16),  Bor¬ 
ough  of  Brooklyn,  Alt.  1978-44. 


Restored  to  Calendar 

646-24-A— H.B.M.— 177-183  East  123rd  street,  north  side, 
82  ft.  west  of  3rd  avenue  (Block  1772,  Lot  31),  Borough  of 
Manhattan,  Alt.  745-44. 

255-41-A— H.B.B.—  1935  Bedford  avenue,  east  side,  100 
ft.  north  of  Hawthorne  street  (Block  5043,  Lot  5),  Borough 
of  Brooklyn,  Alt.  1242-41. 


681-41-BZ _ H.B.Q. — 91  Beach  87th  street  and  92  Beach 

88th  street  and  the  north  side  of  Ocean  drive  (now  known 
as  Shore  Front  Parkway);  (Block  626,  Lot  9),  Rockaway 
Beach,  Borough  of  Queens,  Misc.  6023-41. 


832-41-BZ _ H.B.Q. — 111-20  Rockaway  Beach  boulevard, 

north  side  981.96  ft.  east  of  Beach  116th  street  (Block  598, 
Lot  49),  Rockaway  Park,  Borough  of  Queens,  Misc.  7037-41. 


1028-41-BZ— H.B.Q.— 29-07  Seagirt  avenue,  south  side  and 
29-14  to  30-02  Lewmay  road,  north  side,  60  ft.  west  of  Beach 
29th  street  (Block  300,  Lots  16  and  53),  Edgemere,  Borough 
of  Queens,  Misc.  9942-41. 


;ebsL1X=.  “ffc 

?\D. — Fire  Department. 


and 


RULES 

Last  Publication  In  Bulletin 

Blended  Cements,  Rules  for  Testing  ^  28.  1943_Vol<  28<  No.  52A 

Carbon^ Dioxide  Liquefied, '  Rules '. ! !  '-Dec.  28,  1943-Vol.  28,  No.  S2A 
Certificates  of  Occupancy,  approved  ^  1Q43_Vol  28>  No.  S2A 

Con/rTt?  Flat ' Slabs',' Rules.  .. ..... .July  13,  1937— Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules  for 

Manufacture,  Testing  and  Use  ^  ^  m3_Vo,  28>  N(J  52A 

Concrete'  Rule's  (Hydrated  Lime)  . .  .Aug.  3,  1937— Vol.  22,  No.  31 

Elevator  Rules  . .  ...Mar.  3,  1936— Vol.  21,  No.  V 

Erection,  Alteration.  Repair,  Ex¬ 
cavation  for  and  Demolition  of  . 

Buildings  . Dec.  28,  1943— Vol.  28,  No.  52 A 

Exit  Rules  (Revolving  Doors) . June  IS,  1937— Vol.  22,  No.  24 

Fnrtnrv  Fxit  Rules . Mar.  14,  1944 — Vol.  29,  No.  11 

Fire  Alarm  Rules  (Interior) . Dec.  28,  J943— Vol.  28,  No.  52A 

Fire  Drill  Rules . Mar.  7,  1944 — Vol.  29,  No.  10 
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CALENDAR 


Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr! 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .  .June 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Mar. 

Platform  Trucks,  Specifications  for..Aov. 

Plumbing  Rules  .  iUg. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Mar. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.  C.  .April 

Smoking  in  Factories,  Rules  for.... June 


Last  Publication  in  Bulletin 


IS,  1944 — Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  IS 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  S2A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 

27,  1944— Vol.  29,  No.  26 

28,  1943— Vol.  28.  No.  52A 

11,  1944 — Vol.  29,  No.  15 

28,  1944— Vol.  29,  No.  13 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  i 


Sprinkler  Rules 

Standpipe  Fireline  Rules . 

Structural  Alterations,  Reporting. 

Tank  Trucks,  Fuel  Oil,  etc . 

Tank  Trucks,  Gasoline,  etc . 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


.  .June 
.  .June 
.  .June 
.  .Nov. 
.  .Nov. 


14,  1944- 

7,  1937- 
25,  1944- 
20,  1944- 
29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1936- 


-Vol.  29, 
-Vol.  22, 
-Vol.  29, 
-Vol.  29, 
-Vol.  22, 
-Vol.  22, 
-Vol.  17, 
-Vol.  21, 
-Vol.  21, 


No.  11 
No.  36 
No.  17 
No.  25 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


JULY  25,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  25,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Rules 

353-30-SR — Proposed  Amendments  to  Rules  Governing 
the  Use  of  Equipment  for  Spraying  and  Drying  of  Paints, 
Varnishes,  Lacquers  and  other  Flammable  Surface  Coatings 
and  Storage  of  such  materials. 

Zoning  Applications 

507-40-BZ — Application  of  Oscar  Goldschlag,  applicant, 
on  behalf  of  Eugene  Higgins,  owner,  reopened  July  5,  1944 
tor  consideration  as  to  extension  of  permit — Application, 
previously  granted  on  condition  under  section  7h  of  the 
zoning  resolution,  permitting  partly  in  a  business  use  and 
partly  in  a  residence  use  district,  the  temporary  parking 
and  storage  of  more  than  five  motor  vehicles  for  a  period 
of  two  years;  premises  321-323  West  95th  street,  north 
side,  175  ft.  5-kt  in.  east  of  Riverside  drive,  332-342  West 
%th_  street  and  235-239  Riverside  drive  (Block  1253,  Lots 
58,  59  and  92  to  96,  inclusive),  Borough  of  Manhattan. 

679-41-BZ — Application  of  Max  Horn,  applicant,  on  be¬ 
half  of  Wesleyan  University,  owner  (Nathan  Zucker, 
lessee),  reopened  July  5,  1944  for  consideration  as  to  exten¬ 
sion  of  permit — Application,  previously  granted  on  condi¬ 
tion,  under  section  7h  of  the  zoning  resolution,  permitting 
in  a  residence  use  district,  for  a  period  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles; 
premises  35-01  to  35-21  Sprayview  avenue,  southwest  cor¬ 
ner  of  Beach  35th  street  (Block  307,  Lot  1),  Edgemere, 
Borough  of  Queens. 

802-41-BZ — Application  of  Max  Horn,  applicant,  on  be¬ 
half  of  Harry  Wilkus,  owner,  reopened  July  5,  1944  for 
consideration  as  to  extension  of  permit — Application,  pre¬ 
viously  granted  on  condition,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  residence  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles;  premises  219  Beach  26th  street,  west 


side,  100  ft.  south  of  Edgemere  avenue  and  220  Beach 
27th  street  (Block  280,  Lot  10),  Edgemere,  Borough  of 
Queens. 

294-44-BZ— Application,  May  19,  1944,  under  section  21 
of  the  zoning  resolution,  of  Syska  &  Hennessy,  appli¬ 
cants,  on  behalf  of  City  of  New  York,  owner  (operated 
by  Department  of  Hospitals;  City  of  New  York),  to  per¬ 
mit  partly  in  a  residence  use  and  partly  in  a  business 
use  district,  the  erection  and  maintenance  of  a  central 
laundry  for  a  group  of  city  owned  and  operated  hospi¬ 
tals;  premises  550-578  Rutland  road  and  567-597  Kingston 
avenue,  southeast  corner  (Block  4812,  part  of  Lot  1),  Bor¬ 
ough  of  Brooklyn. 

771-26-BZ— Application  of  The  Firestone  Tire  and  Rub¬ 
ber  Co.,  applicant  and  owner,  reopened  July  11,  1944,  for 
consideration  as  to  amendment  of  resolution— Application, 
previously  granted  on  condition,  under  sections  7c  and  21 
of  the  zoning  resolution,  permitting  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  business  building,  also  a  gasoline  service  sta¬ 
tion;  premises  606-618  East  Fordham  road,  southwest 
corner  of  Hughes  avenue  (Block  3078,  Lots  16  and  17), 
Borough  of  The  Bronx. 

200-27-BZ — Application  of  Sylvania  Electric  Products, 
Inc.,  applicant,  on  behalf  of  Samuel  J.  Lefrak,  Ethel  Lefrak 
and  William  B.  Lampert,  owners,  reopened  July  11,  1944, 
for  consideration  as  to  amendment  of  resolution — Applica¬ 
tion,  under  section  7e  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  conversion  of  occupancy,  for 
a  temporary  period,  of  a  garage  for  more  than  five  motor 
vehicles  (previously  granted  by  the  Board)  to  a  technical 
laboratory;  premises  83-30  Kew  Gardens  road,  southwest 
corner  of  83rd  drive  (Block  3356,  Lot  30),  Kew  Gardens, 
Borough  of  Queens. 

810-42-BZ — Application  of  Abraham  Farber,  applicant, 
on  behalf  of  Monford  Realty  Corporation,  owner,  re¬ 
opened  June  13,  1944,  under  sections  7(c)  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  extension  of  an  existing  factory  by  the 
inclusion  of  a  covered  storage  and  loading  space.  (These 
premises  were  previously  acted  upon  by  the  Board); 
premises  1-27  Moritauk  avenue,  3144-3166  Atlantic  avenue', 
southeast  corner  and  2-40  Milford  street  (Block  3976,  Lots 
25-48),  Borough  of  Brooklyn. 

228-44-BZ— -Application,  April  17,  1944,  under  sections 

7(i)  and  7(c)  of  the  zoning  resolution,  of  Lama  and 
Proskauer,  applicants,  on  behalf  of  Atex  Realty  Corpora¬ 
tion,  owner,  to  permit  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  extension  of  an  existing 
gasoline  service  station  and  the  erection  and  maintenance 
of  a  motor  vehicle  repair  shop,  also,  the  application  is  con¬ 
trary  to  section  21A  of  the  Zoning  Resolution  in  re  the 
proximity  of  the  school  ;  premises  2816-2828  Atlantic  ave¬ 
nue  and  231-241  Hendrix  street,  southeast  corner  (Block 
3963,  Lots  8,  9,  12,  13  and  105),  Borough  of  Brooklyn. 

347-44-BZ — Application,  June  12,  1944,  under  sections 
7(c)  and  21  of  the  zoning  resolution,  of  Benjamin  Braun- 
stein,  applicant,  on  behalf  of  Charles  J.  Jesberger,  owner, 
to  permit  the  extension  of  a  busniess  use  (machine  shop) 
from  a  business  use  into  a  residence  use  district;  also  the 
location  of  the  proposed  entrance  is  contrary  to  section  7 A 
of  the  zoning  resolution  as  it  is  located  more  than  25  ft. 
from  the  intersecting  business  street;  premises  112-19  to’ 
112-21  New  York  boulevard  and  163-03A  to  163-03  Phroane 
avenue,  northeast  corner  (Block  10202,  Lots  58,  59  and  60), 
Cedar  Manor,  Borough  of  Queens. 

411-44-BZ — Application,  June  30,  1944,  under  section  21 
of  the  zoning  resolution,  of  Eric  Kebbon,  Supt.  of  School 
Buildings,  applicant,  on  behalf  of  Board  of  Education,  City 
of  New  York,  prospective  owner,  to  permit  partlv  in  a 
business  use  and  D  area  and  partly  in  a  residence  use  and 
F.  area  district,  the  erection  and  maintenance  of  a  Public 
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Junior  High  School  which  is  located  less  than  10  ft.  from 
the  East  29th  street  and  also  part  of  the  Avenue  Iv  street 
lines '  premises  2500  Nostrand  avenue,  southwest  corner  of 
Avenue  K  (Block  7629,  Lots  1  to  80,  inclusive),  Borough 
of  Brooklyn. 

334.44.BZ— Application,  June  6,  1944,  under  section  21 
of  the  zoning  resolution,  of  Louis  Allen  Abramson  and 
Bond  Stores  Inc.  (lessee),  applicants,  on  behalf  of 
Frances  M.  Newman,  owner,  tt>  permit  in  a  business  use 
district,  the  omission  of  a  required  loading  space  as  per 
Article’  IV,  Section  19-A  of  the  Zoning  Resolution  in  a 
building  used  for  storage  and  goods  display ;  premises  398- 
406  Fulton  street,  southwest  corner  of  Gallatin  place  (Block 
155,  Lot  14),  Borough  of  Brooklyn. 

621-24-BZ— Application  of  Howard  H.  Snyder,  applicant, 
on  behalf  of  Lansing  Financial  Corporation,  owner  (Acme- 
Ward  Storage  Warehouse,  Inc.,  lessee),  reopened  June  13, 
1944,  for  consideration  as  to  amendment  of  resolution — 
Application  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period,  the  conversion  of  occupancy  of  a  garage  for 
more  than  five  motor  vehicles  (previously  granted  by  the 
Board)  to  be  used  for  storage;  premises  234-240  East  54th 
street,  south  side,  100  ft.  west  of  2nd  avenue  (Block  1327, 
Lot  29),  Borough  of  Manhattan. 

408-44-BZ— Application,  June  29,  1944,  under  sections 
7(c)  and  21  of  the  zoning  resolution,  of  Charles  B.  Meyers, 
applicant,  on  behalf  of  Blackwell  Holding  Corporation, 
owner  (Phil- American,  Inc.  and  Electrolux  Corporation, 
lessees),  to  permit  partly  in  a  residence  use  and  partly  in 
an  unrestricted  use  district,  the  occupancy  as  a  factory,  for 
a  term  of  six  years,  of  the  3rd  and  4th  stories  of  an  exist¬ 
ing  building  now  occupied  on  the  two  lower  stories  (  A 
and  “B”)  facing  on  East  71st  street  as  a  garage  for  more 
than  five  motor  vehicles;  for  the  storage  and  shipping  of 
vacuum  cleaner  parts  on  the  1st  and  2nd  stories  and  on  the 
3rd  and  4th  stories  as  garage  for  more  than  five  motor  vehi¬ 
cles.  It  is  also  proposed  to  omit  the  required  loading  dock ; 
premises  524-528  East  72nd  street,  south  side,  373  ft.  east 
of  York  avenue  and  525-533  East  71st  street  (Block  1483, 
Lot  33),  Borough  of  Manhattan. 


Appeals  from  Administrative  Decisions. 

409.44.A — 524-528  East  72nd  street,  south  side,  373  ft. 
east  of  York  avenue  and  525-533  East  71st  street  (Block 
1483,  Lot  33),  Borough  of  Manhattan. 

419-44-A — 234-240  East  54th  street,  south  side,  100  ft. 
west  of  2nd  avenue  (Block  1327,  Lot  29),  Borough  of 
Manhattan. 

446-44-A — 606-618  East  Fordham  road,  southwest  corner 
of  Hughes  avenue  (Block  3078,  Lots  16  and  17),  Borough 
of  The  Bronx. 

25-43-A — 113-119  West  68th  street,  north  side,  97  ft.  6J4 
in.  east  of  Broadway  (Block  1140,  Lot  23),  Borough  of 
Manhattan. 

358-44-A — 178-188  Varick  avenue,  northeast  corner  of 
Meadow  street  (Block  2957,  Lot  8),  Borough  of  Brooklyn. 

416-44-A — 144-156  Green  street,  south  side,  80  ft.  west  of 
Manhattan  avenue  (1st  floor)  ;  (Block  2522,  Lot  31), 
Borough  of  Brooklyn. 

439.44-A — 112-116  East  32nd  street,  south  side,  100  ft. 
east  of  4th  avenue  (15th  floor)  ;  (Block  887,  Lots  88,  89  and 
90),  Borough  of  Manhattan. 

430-44-A — 705-713  Fifth  avenue  and  3-5  East  55th  street, 
northeast  corner  (Block  1291,  Lots  1,  2,  3,  4  and  5),  Bor¬ 
ough  of  Manhattan. 


247-44-A— 366-368  Butler  street,  south  side,  218  ft.  4  in. 
east  of  4th  avenue  (Block  943,  Lot  17),  Borough  of 
Brooklyn. 

352-44-A — Re  packaging  of  inflammable  mixture  known 
as  “L  and  R  Rinsing  Solution  No.  3”  in  32  oz.  glass  con¬ 
tainers  (capacity  of  glass  containers  not  in  conformity  with 
Administrative  Code  requirements). 

431-44-A — West  side  of  Gerard  avenue  and  east  side  of 
River  avenue,  220  ft.  north  of  East  150th  street  (Block 
2354,  Lot  1),  Borough  of  The  Bronx. 

5-44-A 440  West  240th  street,  southeast  corner  of 

Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20), 
Borough  of  The  Bronx. 

403-44-A — 201-203  St.  Marks  avenue,  north  side,  125  ft. 
west  of  Vanderbilt  avenue  (Block  1144,  Lot  64),  Borough 
of  Brooklyn. 

Appliances  and  Material  for  Approval 

904- 40-SA — Kres-Kno  Ball  Flame  Pressing  Machine 
Burner,  Sizes  1M,  2M  and  3M. 

905- 40-SA— Kres-Kno  Ball  Flame  Range  Burner,  Models 
BFM-10,  BFM-13,  BFTDR,  BEF,  BFWDR  and  BFSE. 

470-43-SA — Chemistat  (Proportionate  feed  for  Treating 
Water  with  Sodium  Silicate). 

291-44-SM— Johns-Manville  I.  W.  Transite  Fluepipe. 

HARRIS  H.  MURDOCK,  Chairman. 


JULY  25,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  July  25,  1944  at  2  o  clock  im  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Application. 

834-41-BZ— Application  of  Max  Horn,  applicant,  on  be¬ 
half  of  101  Beach  61st  Street  Corporation,  owner,  reopened 
July  11,  1944,  for  consideration  as  to  extension  of  permit— 
Application,  previously  granted  on  condition,  under  section 
7h  of  the  zoning  resolution,  permitting  in  a  residence  use 
district,  for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles ;  premises  101  Beach  61st 
street,  west  side,  566  ft.  south  of  Larkin  avenue  (Block 
354,  Lot  75),  Arverne,  Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

149_44_A— 736  9th  avenue,  east  side.  44  ft.  south  of  West 
50th  street  (Block  1040,  Lot  63),  Borough  of  Manhattan. 

388-44- A — 46  Great  Jones  street,  north  side,  166  ft.  west 
of  Bowery  (Block  531,  Lot  48),  Borough  of  Manhattan. 

223-44-A _ 147-151  West  49th  street,  north  side,  187  ft.  6  in. 

east  of  7th  avenue  and  148-152  West  50th  street  (Block  1002, 
Lot  8),  Borough  of  Manhattan. 

257-44-A _ 440-442  (444  displayed)  12th  street,  south  side, 

385  ft.  east  of  7th  avenue  (Building  G)  ;  (Block  1098,  Lot 
1),  Borough  of  Brooklyn. 

357-44-A— 430-432  12th  street,  south  side,  234  ft.  east  of 
7th  avenue  (Building  M)  ;  (Block  1098,  Lot  1),  Borough 
of  Brooklyn. 

437-44-A _ 419  13th  street,  north  side,  280  ft.  east  of  7th 

avenue  (Building  F)  ;  (Block  1098,  Lot  1),  Borough  of 
Brooklyn. 
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339-44-A — 1802  Andrews  avenue,  east  side,  298  ft.  8  in. 
north  of  West  Tremont  avenue  (Block  2879,  Lots  107  and 
109),  Borough  of  The  Bronx. 


385-44-A — 71-77  Clinton  avenue  and  66-74  Waverly  ave¬ 
nue,  the  south  side  of  Park  avenue,  between  Clinton  and 
Waverly  avenues  (Block  1888,  Lot  41),  Borough  of  Brook¬ 
lyn. 

310-43-A — 303-309  Rodney  street,  west  side,  80  ft.  north 
of  South  5th  street  (Block  2448,  Lot  17),  Borough  of 
Brooklyn. 


290-44- A— 44-36  Vernon  boulevard,  northwest  corner  of 
44th  drive  (Block  489,  part  of  Lot  1),  Long  Island  City, 
Borough  of  Queens. 


195-44- A — 15-19  Ferry  street,  northwest  corner  of  Jacob 
street  (Block  104,  Lot  27),  Borough  of  Manhattan. 


402-43-S — 218  William  street,  east  side,  400  ft.  south  of 
New  Chambers  street  (8th  floor)  ;  (Block  120,  Lot  13) 
Borough  of  Manhattan. 


447-44-A — 205  Concord  street,  north  side,  98  ft.  2  in.  east 
of  Cold  street  (Block  110,  Lot  58),  Borough  of  Brooklyn. 


448-44- A — 16-24  West  47th  street,  south  side,  249  ft.  11  in. 
west  of  5th  avenue  (Block  1262,  Lots  48  to  51,  inclusive), 
Borough  of  Manhattan. 


443-44-A— 277  Ralph  avenue,  east  side,  50  ft.  north  of 
Sumpter  street  (2nd  floor);  (Block  1518,  Lot  3),  Borough 
of  Brooklyn. 


441-44-A— 551-555  Fulton  street,  north  side,  43  ft.  east  of 
Bond  street  and  6-10  DeKalb  avenue  (Block  2093,  Lots  32 
and  33),  Borough  of  Brooklyn. 


435-44-A— 13-15  Sumpter  street,  north  side,  250  ft  west 

?ftC1,oenonV^Ue  floors)  ;  (Block  1695,  Lots 

16,  17,  18,  20,  42  and  43),  Borough  of  Brooklyn. 


436-44- A  200  Fifth  avenue,  west  side  of  Fifth  avenue  and 
Broadway,  from  West  23rd  to  West  24th  streets  21  West 
23rd  street  and  24  West  24th  street  (Block  825,’ Lot  31) 
Borough  of  Manhattan. 


445-44-A — 700-712  Hicks  street  and  23-45  Nelson  street 
northwest  corner  (cellar,  1st  and  2nd  floors)  ;  (Block  520* 
Lot  26),  Borough  of  Brooklyn. 

1058-38-A — 23-25  Sand  street,  north  side,  241.17  ft.  east  of 
Bay  street  and  24  Wave  street  (Block  489,  Lot  19),  Staple- 
ton,  Borough  of  Richmond. 


438-44-A — 828-840  7th  avenue  and  200-206  West  54th 
street,  southwest  corner  (8th  floor);  (Block  1025,  Lot  36), 
Borough  of  Manhattan. 


300-44-A — 564-574  Southern  boulevard,  south  side,  267  44 
ft.  east  of  East  149th  street  (Block  2603,  Lot  11),  Borough 
of  The  Bronx. 

' 

42-44-A — 316-322  East  149th  street,  south  side,  300  ft 
west  of  Courtlandt  avenue  (Block  2330,  Lot  26),  Borough 
of  The  Bronx. 

393-44-A — 22-24  West  38th  street,  south  side,  295  ft.  west 
of  5th  avenue  (Block  839,  Lot  60),  Borough  of  Manhattan. 

219-44-A — 366  Fulton  street,  south  side,  107  ft.  west  of 
Smith  street  (1st  and  2nd  floors);  (Block  154,  Lot  14) 
Borough  of  Brooklyn. 

429-44-A — 51-67  Montieth  street,  north  side,  125  ft.  1%  in 
east  of  Stanwix  street  (Block  3140,  Lot  20—  formerly  Lots 
25,  26,  27  and  28),  Borough  of  Brooklyn. 

39-44-A — 8  East  2nd  street,  north  side,  100  ft.  east  of 
i  Bowery  (Block  458,  Lot  45),  Borough  of  Manhattan. 

226-44-A— 171-173  Wilson  avenue,  north  side,  50  ft.  west 
of  DeKalb  avenue-  (Block  3235,  Lot  3),  Borough  of 

Brooklyn. 

444-44-A — 141-143  Atlantic  avenue,  north  side,  192  ft.  6  in. 
east  of  Henry  street  (Block  275,  Lot  13),  Borough  of 
Brooklyn. 

824-42-A — 579  Fifth  avenue,  northeast  corner  of  East  47th 
I  street  (Block  1283,  Lot  1),  Borough  of  Manhattan  (re¬ 
opened  July  11,  1944). 

434-44-A— 162-10  to  162-14  Jamaica  avenue,  south  side, 
M  ft.  west  of  New  York  boulevard,  92-15  to  92-29  Union 
Hall  Street  and  92-14  to  92-20  New  York  boulevard  (Block 
1  10102,  Lots  4,  6,  13,  15,  72,  74  and  79),  Jamaica,  Borough 
of  Queens. 

432-44-A — 1174-1184  Bedford  avenue,  northwest  corner 
of  Putnam  avenue  (mezzanine,  2nd  and  3rd  floors)  ;  (Block 
1990,  Lot  30),  Borough  of  Brooklyn. 


442-44-A — -110-114  Green  street,  south  side,  229  ft.  3  in 
west  of  Franklin  street  (Block  2522,  Lot  16),  Borough  of 
Brooklyn. 

450-44- A — 50-56  West  59th  street,  south  side,  120  ft.  east 
of  6th  avenue  and  1430-1436  6th  avenue  (Block  1274,  Lot 
71),  Borough  of  Manhattan. 

255-41-A — 1935  Bedford  avenue,  east  side,  100  ft.  north 
of  Hawthorne  street  (Block  5043,  Lot  5),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  19,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Zoning  Application. 

340-44-BZ— Application,  June  8,  1944,  under  section  7(c) 
of  the  zoning  resolution,  of  Henry  George  Greene,  appli¬ 
cant,  on  behalf  of  Durand  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  the  maintenance  of  part  of  an  existing  business  build¬ 
ing  (bakery)  which  is  located  (without  permit)  and  which 
projects  approximately  5  ft.  into  a  residence  use  district 
and,  also,  to  permit  the  erection  and  maintenance  of  a  struc¬ 
ture  (wall  and  shed — which  is  accessory  to  the  business 
(bakery)  use)  which  also  extends  less  than  5  ft.  into  a 
residence  use  district;  premises  750-762  Allerton  avenue  and 
2556-2560  Holland  avenue,  southeast  corner  (Block  4435, 
Lot  32),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


Copies  of  the  Official  Directory  of  the  City  of  New 
’^ork  for  the  year  1944  (The  Little  Green  Book),  contain- 
,  ng  the  latest  authentic  information  in  relation  to  City, 
5tate  and  Federal  Departments,  Bureaus,  Offices  arid 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  five 
cents  per  copy  must  be  added  for  postage. 
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BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  regular  meeting  of 
July  11,  1944  at  2  P.  M.) 

873-40-SM 

APPLICANT— Lillian  ICessman,  for  Will  and  Company, 
owner. 

SUBJECT— Will  and  Company  Hollow  Cement  Blocks,  size 
8  x  8  x  16  inches,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  ot 
prosecution. 

THE  VOTE  TO  DISMISS—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION  (873-40-SM) 

Whereas,  Lillian  Kessman,  for  Will  and  Company, 
owner,  filed  on  August  23,  1940,  an  application  with  the 
Board  of  Standards  and  Appeals  for  the  approval  of  the 
material  known  as  Will  and  Company  Hollow  Cement 
Blocks,  size  8x8x16  inches ;  and 

Whereas,  the  applicant  failed  to  arrange  for  a  test  and 
inspection  of  this  material,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


429-42-SM 

APPLICANT— Monarch  Concrete  Company,  owner. 
SUBJECT— Monarch  and  Q.F.C.R.  Concrete  and  Cinder 
Blocks,  sizes  8  in.  x  8  in.  x  16  in.  and  8  in.  x 
12  in.  x  16  in.,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION  (429-42-SM) 

Whereas,  the  Monarch  Concrete  Company,  owner,  filed 
on  May  26,  1942,  an  application  with  the  Board  pf  Stand¬ 
ards  and  Appeals  for  the  approval  of  the  material  known 
as  the  Monarch  and  Q.F.C.R.  Concrete  and  Cinder  Blocks, 
sizes  8x8x16  inches  and  8  x  12  x  16  inches ;  and 
Whereas,  the  applicant  failed  to  arrange  for  a  test  and 
inspection  of  this  material,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


ZONING  CASES 

1366-17-BZ 

APPLICANT— Saul  Goldsmith,  for  1920  Harmon  Street 
Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application,  pre¬ 
viously  granted  on  condition,  permitting  in  a  resi¬ 
dence  use  district,  the  extension  of  an  existing 
factory  building  by  raising  it  one  story  in  height 
and  allowing  rear  yard  level  to  start  at  second 
story. 

PREMISES  AFFECTED— 1920  Harmon  Street,  Ridge¬ 
wood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD— Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  ^ 


200-27-BZ 

APPLICANT— Sylvania  Electric  Products,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  superintendent  of  buildings)  previously 
granted  under  section  21  of  the  zoning  resolution, 
permitting  in  a  business  use  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— West  side  of  Kew  Gardens 
road,  between  Kingsley  place  and  Jennico  place 
(Block  2152,  part  of  Lot  23),  Kew  Gardens,  Bor¬ 
ough  of  Queens. 

APPEARANCES—  , 

For  Applicant:  Samuel  N.  Smith,  Jr. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  the  calendar  and  set  for  hearing  on  July  25, 
1944  at  10  A.  M. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative:  .  ^ 


368-40-BZ 

APPLICANT— Samuel  L.  Malkind,  for  Plaza  Circle  Cor¬ 
poration,  owners. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  re  Application  (decision 
of  the  borough  superintendent,  previously  granted 
on  condition  under  sections  7c  and  21  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and 
partly  in  a  business  use  district  the  alteration  and 
conversion  of  occupancy  of  part  of  an  existing 
building  from  garage  for  more  that  five  motor 
vehicles  to  store  use  and  from  carriage  house  and 
stable  for  more  than  five  horses  to  garage  for  more 
than  five  motor  vehicles.  _ 

PREMISES  AFFECTED— 2-14  Plaza  street  and  405-413 
Flatbush  avenue,  northeast  corner  (Block  1169,  Lot 
1),  Borough  of  Brooklyn. 

APPEARANCES—  . 

For  Applicant :  Samuel  L.  Malkind. 

For  Administration:  Harold  Klorfein,  Dept  of 
Parks  and  Fred  Dahlem,  Dep’t  of  Housing  and 
Buildings.  .  ,  ,  A  , 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative:  .  0 


834-41-BZ 

APPLICANT— Max  Horn,  for  101  Beach  61st  Street,  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution 
permitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  seasonal  transient  parking  of  more 
than  five  motor  vehicles. 
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P PREMISES  AFFECTED — 101  Beach  61st  street,  west  side, 
566  ft.  south  of  Larkin  avenue  (Block  354,  Lot  75), 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
to  calendar  and  set  for  hearing  on  July  25,  1944 
at  2  P.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 

0  Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


PREMISES  AFFECTED — 132  Beach  31st  street,  east  side, 
120  ft.  south  of  Lewmay  road  (Block  302,  Lot  23)’ 
Edgemere,  Borough  of  Queens. 
APPEARANCES—  ' 

For  Applicant :  Mrs.  Max  Horn. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC1  ION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative :  .  g 

THE  RESOLUTION  (801-41-BZ) 


H  199-38-BZ 

APPLICANT — Jamatern  Realty  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution, 
permitting  for  a  temporary  term  of  two  years,  in  a 
residence  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — Southeast  corner  of  Van  Wyck 
boulevard  (137th  street)  and  85th  avenue  (Block 
9647,  Lots  1,  8,  16,  30  and  32),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Banton  Moore. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
\\  ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative:  .  g 

Absent :  Commissioner  Savage .  1 


Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  132  Beach  31st  street 
®“t  side,  120  ft  south  of  Lewmay  road  (Block  302,  Lot 
A3),  Edgemere,  Borough  of  Queens,  was  granted  by  the 
Board  on  April  14,  1942,  on  certain  conditions,  resolution 
amended  on  June  30,  1942  and  time  to  complete  the  work 
was  extended  on  October  6,  1942;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend,  its  resolution  adopted  April  14,  1942,  as 
amended  by  resolutions  adopted  through  October  6,  1942 
only  so  far  as  it  has  reference  to  the  term  of  the  permit! 
so  that  as  amended,  this  portion  of  the  resolution  shall 
read : 

granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion,  to  permit  the  premises  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  on  condition  *  *  *  (Misc.  6301-41).’’ 


THE  RESOLUTION  (199-38-BZ) 

.  Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  southeast  corner  of  Van 
Wyck  boulevard  (137th  street)  and  85th  avenue  (Block 
9647,  Lots  1,  8,  16,  30  and  32),  Jamaica,  Borough  of  Queens, 
was  granted  by  the  Board  on  June  14,  1938,  on  certain  con¬ 
ditions  and  permit  extended  on  June  4,  1940  and  July  14 
1942 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 

the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  14,  1938,  as 
amended  by  resolutions  adopted  through  July  14,’  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“granted  under  section  7h,  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion,  to  permit  that  portion  of  the  plot  under  appeal 
facing  Van  Wyck  boulevard,  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  motor  vehicles, 
restricted  to  the  pleasure-car  type,  on  condition  *  *  * 

(*N  *3 67  38  ylli^cate  °f  occuPancy  shall  he  obtained 

801-41-BZ 

APPLICANT— Max  Horn,  for  Yetta  KLepper,  owner. 

!  SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district  for  a 
term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 


Adjourned:  5:20  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  MORNING,  JULY  18,  1944,  10  A.  M. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

1  he  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  July  11,  1944,  and  Tuesday  afternoon, 
yn11’  \ ,  the  minutes  of  the  special  meeting  of 

the  Board  held  on  Friday  morning,  July  14  1944  were 
approved  as  printed  in  Bulletin  No.  29,  Vol.  29. 


340-44-BZ 


ZONING  CASES 


APPLICANT— Henry  George  Greene,  for  Durand  Realty 
Go.,  Inc.,  owner. 

SUBJECT— Application  (decision  of  the  acting  borough 
superintendent  under  section  7(c)  of  the  zoning 
resolution,  to  permit  the  maintenance  of  part  of  an 
existing  business  building  (bakery)  which  is  lo¬ 
cated  (without  permit)  and  which  projects  ap¬ 
proximately  5  ft.  into  a  residence  use  district  and 
also,  to  permit  the  erection  and  maintenance  of  a 
structure  (wall  and  shed — which  is  accessory  to 
the  bakery  business  use)  which  also  extends  less 
than  5  ft.  into  a  residence  use  district 
PREMISES  EFFECTED— 750-762  Allerton  avenue  and 
"56-2560  Holland  avenue,  southeast  corner  (Block 
443a,  Lot  32),  Borough  of  The  Bronx. 
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APPEARANCES—  ^ 

For  Applicant:  Henry  George  Greene,  Harold 
Rosenthal  and  J.  B.  Payne. 

For  Opposition:  Rose  Montemurro,  Marie  Seregi 
and  Vincent  Claps.  ( 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  September  19,  1944 
at  10  A.  M.,  for  further  consideration. 


381-27-BZ 


H.  Engelhardt,  for  The  Cord  Meyer 
owner,  (Ranger  Aircraft  Engines, 


APPLICANT— T. 

Company, 
lessee). 

SUBJECT— Application  reopened  June  13,  1944  (decision 
of  the  acting  borough  superintendent)  under  sec¬ 
tion  7(e)  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district  the  erection  and  maintenance, 
for  a  term  of  two  years,  of  a  driveway  and  loading 
platform  to  be  used  in  conjunction  with  an  existing 
garage  and  stores  building,  which  is  now  used  (in 
accordance  with  an  action  of  the  Board)  for  a 
temporary  period,  for  light  manufacturing  limited 
to  25%  of  the  total  floor  space  of  the  building. 
Also,  the  location  of  this  proposed  driveway  is 
contrary  to  section  7A  of  the  zoning  resolution 
the  location  is  at  a  point  more  than  25  ft.  from 
the  intersection  of  Roosevelt  avenue  and  89th 
street. 

PREMISES  AFFECTED— 88-01  to  88-19  Roosevelt  ave¬ 
nue,  north  side,  from  88th  to  89th  streets,  37-53 
to  37-69  88th  street  and  37-54  to  37-70  89th  street 
(Block  1476  (617),  Lots  38  and  34),  Elmhurst, 
Queens. 

APPEARANCES—  ,  , 

For  Applicant:  T.  H.  Engelhardt  and  J.  A. 
Kibler. 

For  Opposition:  W.  DeWitt,  R.  J.  Malone  and 
John  B.  Schmid. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF^BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


THE  RESOLUTION  (381-27-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  garage  for  more  than  five  motor 
vehicles,  affecting  premises  88-01  to  88-19  Roosevelt  avenue, 
north  side,  from  88th  to  89th  streets  (Block  1476  (617), 
Lot  38),  Elmhurst,  Borough  of  Queens,  was  granted  by  the 
Board  on  November  29,  1927,  on  certain  conditions,  resolu¬ 
tion  amended  on  November  16,  1937  and  April  25,  1944; 
and 

Whereas,  The  Cord  Meyer  Company,  owner,  for  Ranger 
Aircraft  Engines  Division,  Fairchild  Engine  and  Airplane 
Corporation,  lessee,  requested  a  variation  under  section  7e 
of  the  zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  erection  and  maintenance,  for  a  term  of  two  years, 
of  a  driveway  and  loading  platform  to  be  used  in  conjunc¬ 
tion  with  an  existing  garage  and  stores  building,  which  is 
now  used  (in  accordance  with  an  action  of  the  Board) 
for  a  temporary  period,  for  light  manufacturing  limited  to 
25%  of  the  total  floor  space  of  the  building.  Also,  the 
location  of  this  proposed  driveway  is  contrary  to.  Section 
7 A  of  the  zoning  resolution — the  location  is  at  a  point  more 
than  25  ft.  from  the  intersection  of  Roosevelt  avenue  and 
89th  street,  affecting  premises  88-01  to  88-19  Roosevelt 
avenue,  north  side,  between  88th  and  89th  streets,  (Block 
1476  (617),  Lot  38  and  34),  Elmhurst,  Borough  of  Queens; 
and 


Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  June  13,  1944,  subject  to  usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  18,  1944,  after  due  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Roosevelt  avenue  is  in  a  business  and 
residence  use,  “B”  area  and  1J4  times  height  district ;  88th 
street  is  in  a  residence  and  business  use  “B”  area  and  1;}4 
times  height  district  and  89th  street  is  in  a  residence  and 
business  use  “B”  area  and  1J4  times  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  9,  1944,  Alt.  Applic.  324-44,  reads: 

“1.  The  proposed  extension  of  a  business  building 

into  a  residence  district  is  contrary  to  Article  2,  Sec¬ 
tion  3  of  the  B.Z.R. 

2.  Entrance  on  side  street  contrary  to  Section  7A 

of  B.Z.R.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  having  a  frontage  of  200  ft.  on  Roosevelt  avenue, 
180  ft.  on  88th  street  and  180  ft.  on  89th  street;  that  upon 
the  Roosevelt  avenue  frontage  of  the  plot  there  is  a  two 
story,  non-fireproof  building,  200  ft.  by  100  ft.  in  area, 
that  a  Certificate  of  Occupancy,  37549,  dated  August  29, 
1928,  has  been  issued  for  use  of  the  building  as:  1st  story 
— garage  and  stores;  2nd  story,  garage;  that  in  accordance 
with  a  resolution  adopted  by  the  Board  on  April  25,  1944, 
the  building  is  now  used  for  a  term  of  3  years  from  April 
25,  1944,  for  the  storage  of  materials  and  also  for  light 
manufacturing  (aircraft  motors,  engines,  etc.),  limited  to 
25%  of  the  total  floor  space  of  the  building;  that  it  is 
proposed  to  erect  and  to  maintain  for  a  term  of  2  years, 
at  the  northerly  end  of  the  89th  street  frontage  of  the 
building,  an  enclosed  driveway  (“Cemesto”  panels  on  steel 
frame)  and  loading  platform,  20  ft.  front  by  58  ft.  deep, 
to  be  used  in  conjunction  with  the  present  occupancy  of 
the  main  building;  that  the  location  of  the  proposed  drive¬ 
way  is  contrary  to  Sec.  7 A  of  the  zoning  resolution — the 
location  is  at  a  point  more  than  25  ft.  from  the  inter¬ 
section  of  Roosevelt  avenue  (business  use)  and  89th  street 
(residence  use).  See  filed  “A”  case;  and 
Whereas,  the  applicant  contends,  that  in  order  to  provide 
for  a  practical  operation  of  the  premises,  it  is  necessary 
to  erect  on  part  of  the  northerly  portion  of  the  premises, 
an  enclosed  loading  platform,  having  an  area  of  approxi¬ 
mately  247.67  sq.  ft.  with  the  floor  of  the  loading  platform 
at  grade  or  first  floor  level;  that  this  loading  platform  is 
located,  as  planned,  46  ft.  west  of  the  westerly  lot  line  of 
89th  street ;  that  there  will  be  a  distance  of  about  59  ft. 
between  the  driveway  and  the  dwellings  to  the  north,  which 
space  will  be  continued  vacant  and  unused;  that  between 
the  loading  platform  and  89th  street,  it  is  proposed  to  have 
a  driveway,  approximately  20  ft.  8  in.  by  46  ft.  and  also 
a  curb  cut  having  a  width  of  20  ft;  that  ,  this  proposed 
loading  platform  and  driveway  is  located  in  a  residence 
district;  that  this  application  is  made  under  section  7e  for 
a  temporary  term  of  two  years,  and  at  present  the  deliveries 
are  made  from  Roosevelt  avenue,  the  only  entrance  to  the 
building,  and  this  condition  impedes  the  progress  of  our 
work  and  is  a  nuisance  and  a  possible  hazard  to  pedestrians ; 
that  the  driveway  and  loading  platform  will  be  used  only 
during  the  hours  7  AM  to  9  PM ;  that  no  trucks  will  be 
stored  in  said  driveway  and  every  effort  will  be  made 
to  conduct  the  operation  in  a  quiet  and  orderly  manner; 
and 

Whereas,  the  premises  were  inspected  by  a  committee  \ 
of  the  Board,  and 

Whereas,  the  Board  deemed  that  this  is  a  proper  vari¬ 
ance  to  grant  for  a  temporary  of  two  years  under  Section  i 
7E. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does  > 
hereby  amend  the  resolution  adopted  on  November  29,  1927, 
as  amended  by  resolution  adopted  April  25,  1944,  by  adding 
thereto : 
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*  *  *  that  a  temporary  extension  of  area  is  here¬ 
by  permitted  under  Section  7e  for  a  term  not  to  exceed 
two  (2)  years  from  the  date  of  this  amended,  resolu¬ 
tion,  to  permit  the  space  at  the  rear  of  existing  garage 
for  the  full  depth  between  88th  street  and  89th  street 
and  for  a  width  not  to  exceed  45  ft.,  to  be  occupied 
temporarily  in  connection  with  the  temporary  use  of 
the  garage  for  manufacturing  purposes,  as  permitted 
under  resolution  adopted  April  25,  1944,  for  use  as  a 
delivery  area,  provided  such  space  is  arranged  sub¬ 
stantially  as  indicated  on  plan  filed  with  this  application 
marked  “Received  July  17,  1944,  Drawing  No.  2;”  that 
temporary  curb  cuts  on  both  88th  street  and  89th  street 
shall  not  exceed  25  ft. ;  that  a  retaining  wall  and  fence 
shall  be  constructed  as  shown  thereon,  from  street  to 
street;  that  on  the  street  building  lines,  there  shall  be 
erected  a  fence  and  substantial  gate  which  shall  nor¬ 
mally  be  kept  closed ;  that  the  arrangement  shall  be 
made  so  as  to  not  interfere  with  the  existing  stairway 
to  cellar  and  the  existing  fire  escape  and  exiting  there¬ 
from  ;  that  upon  the  expiration  of  this  variance,  the 
work  herein  permitted  as  to  the  extension  of  area, 
shall  be  completely  removed  and  the  conditions  as  now 
existing,  restored;  that  such  restoration  shall  be  within 
three  (3)  months  after  the  termination  of  this  term; 
that  no  signs,  other  than  warning  signs,  shall  be  erected 
at  either  street  entrance ;  that  upon  completion  of  this 
area,  all  deliveries  and  shipments  to  the  building  shall 
be  from  this  area  and  not  directly  from  88th  or  89th 
streets;  that  complete  plans  shall  be  submitted  to  the 
Board  for  approval  in  executive  session  prior  to  same 
being  filed  with  the  Building  Department;  that  such 
plans  shall  be  submitted  within  one  week. 


173-44-BZ 

APPLICANT — Cafiero  and  Lacerenza,  for  Antonetta  Tru- 
piano,  owner  (Ralph  DeLuca,  lessee). 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7e  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the 
conversion  of  occupancy  of  an  existing  building 
from  “light  storage’’  to  a  junk  shop. 

PREMISES  AFFECTED — 127-129  Kingsland  avenue, 
west  side,  125  ft.  north  of  Herbert  street  (Block 
2829,  Lot  27),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  R.  Lacerenza  and  An¬ 
tonetta  Trupiano. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . . .  0 

THE  RESOLUTION  (173-44-BZ) 

Whereas,  Cafiero  and  Lacerenza,  for  Antonetta  Trupi¬ 
ano,  owner  (Ralph  DeLuca,  lessee),  filed  March  22,  1944, 
an  application  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  conversion  of 
occupancy  of  an  existing  building  from  “light  storage”  to 
a  junk  shop;  affecting  premises:  127-129  Kingsland  avenue, 
west  side,  125  ft.  north  of  Herbert  street  (Block  2829,  Lot 
27),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular 
meeting  held  on  July  18,  1944,  after  due  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Kingsland  avenue  is  in  business  use, 

C  area  and  1)4  times  height  districts;  Monitor  street  is 
m  business  use  C  area  and  1)4  times  height  districts; 
Meeker  avenue  is  in  business  use,  C  area  and  1)4  times 
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height  districts;  and  Herbert  street  is  in  business  use,  C 
area  and  1)4  times  height  districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  March  1,  1944,  re  Alt.  Applic.  8-44,  reads: 

Certificate  of  Occupancy  67685  describes  the  present 
occupancy  of  this  building  as  ‘light  storage’.  The  pro¬ 
posed  change  of  use  to  junk  shop  in  a  business  use 
district  is  contrary  to  the  Zoning  Resolution  Sect  4 
(20).  Denied.”  ’ 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  having  a  frontage  of  50  ft.  and  a  depth  of  100 
ft. ;  that  upon  the  front,  are  located  a  two-story,  two-family 
frame  building,  25  by  30  ft.  in  area  and  a  one-story  frame 
store,  13  ft.  9  in.  by  25  ft.  in  area;  that  at  the  rear  is  a 
one-story  brick  building,  50  by  50  ft.  in  area,  now  occu¬ 
pied  without  a  permit  as  a  junk  yard;  that  Certificate  of 
Occupancy  67685  dated  June  11,  1932  (permit  4611-16) 
describes  the  use  of  this  building  as  “Light  Storage” ;  that 
it  is  proposed  to  continue  the  occupancy  of  this  building 
as  a^  junk  shop  (waste  paper  and  rags)  ;  and 

Whereas,  the  applicant  contends,  that  according  to  the 
records  of  the  Fire  Department,  on  March  28,  1916,  the 
premises  were  approved  for  storage  of  old  paper,  loose 
and  in  bags  and  bales,  for  existing  50  ft.  by  20  ft.  frame 
building  on  rear  of  lot;  that  on  April  7,  1916,  re  applica¬ 
tion  of  March  28,  1916,  permission  was  asked  to  store  three 
tons  not  granted  on  account  of  frame  building,  and  was 
ordered  to  reduce  stock  to  one  ton;  that  between  the  former 
date  and  November  22,  1916,  a  new  one-story  brick  build¬ 
ing,  nO  by  50  ft.  was  erected  to  replace  the  frame  building; 
that  due  to  this  change  of  structures,  a  building  zone  viola- 
tion  was  issued  by  the  Fire  Department;  that  on  July  2, 
Dl/  a  firm  of  lawyers  submitted  a  brief  to  have  violation 
rescinded ;  that  on  August  16,  1917  same  lawyers  wrote  to 
hire  Department  asking  for  favorable  action  on  their  brief- 
that  on  August  22,  1917,  yiolation  was  rescinded  and  permit 
i  einstated ;  that  the  premises  having  been  continuously  oc¬ 
cupied  for  the  storage  and  baling  of  waste  paper  and  rags 
prior  to  adoption  of  Zone  Resolution  to  date;  that  this 
propel  ty  has  been  in  the  hands  of  the  same  owners  since 
prior  to  the  zone  resolution;  that  the  owner  depends  on 
the  rental  derived  from  it  for  a  livelihood;  that  the  same 
objection  now  raised  by  the  Borough  Superintendent  was 
raised  by  the  Fire  Department  in  1916,  by  issuance  of  a 
violation  which  was  subsequently  rescinded  on  August  22, 
1917,  on  the  recommendation  of  Chief  Inspector  McCabe’ 
presumably  on  interpretation  of  the  Zone  Resolution  in 
vogue  at  that  time ;  that  the  reason  given  by  the  Borough 
Superintendent,  for  failure  to  act  under  Section  6  of  the 
Zone  Resolution,  is  the  existing  certificate  of  occupancy, 
which  calls  for  “light  storage”  without  specific  qualification ; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 
Whereas,  the  applicant  changed  the  basis  of  his  appeal 
to  read,  Section  7e ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  two  years  from  the  date  of  this  resolution! 
to  permit  the  continuance  of  the  occupancy  of  the  building 
as  proposed,  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  such  portable  fire 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  no  signs  shall  be  erected  on  the 
premises  other  than  those  now  existing;  that  plans  shall 
be  filed  with  the  borough  superintendent  for  the  existing 
mezzanine  balcony;  that  all  permits  shall  be  obtained  and 
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all  work  completed  within  six  (6)  months  from  the  date 
of  this  resolution;  that  the  existing  Certificate  of  Occu¬ 
pancy,  67685,  shall  be  corrected  in  accordance  with  the  use 
herein  permitted. 

307-44-BZ 

APPLICANT — Harry  P.  Jaenike,  for  Guaranty  Trust  Co. 
of  New  York,  owner. 

SUBTECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7(h)  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district  for  a 
term  of  two  years,  the  parking  of  more  than  five 

motor  vehicles.  . 

PREMISES  AFFECTED — 332-338  West  31st  street,  south 
side  345  ft.  in.  west  of  8th  avenue  (Block  75 4, 
Lots  59,  60,  61  and  62),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  P.  Jaenike. 

For  Opposition:  None.  ,  .  „ 

For  Administration:  Fred  Dahlem,  Dept  of  Hous- 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  w  „ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  . . 

THE  RESOLUTION  (307-44-BZ) 

Whereas,  Harry  P.  Jaenike,  for  Guaranty  Trust  Com¬ 
pany  of  New  York,  owner,  filed  May  24,  1944,  an  applica¬ 
tion  under  section  7h  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  for  a  term  of  two  years,  the 
parking  of  more  than  five  motor  vehicles ;  affecting  premises 
332-338  West  31st  street,  south  side,  345  ft  1 J4  m  west  of 
8th  avenue  (Block  754,  Lots  59  to  62,  inclusive),  Borough 

of  Manhattan;  and  ,. 

Whereas,  a  public  hearing  was  held  on  this  application 

by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  July  18,  1944,  after  due  publication  in  the  Bulletin  ot 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  31st  street  is  in  a  business,  un¬ 
restricted  and  retail  use,  “B”  area  and  1/4  times  height 
district-  West  30th  street  is  in  a  residence  and  retail  use, 
“B”  area  and  1^4  times  height  district  and  8th  avenue  is  in 
a  retail  use  “B”  area  and  l}/2  times  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  22,  1944,  on  Alt.  Applic.  573-44,  reads  : 

“1.  Proposed  use  of  area  for  a  parking  lot  for  more 
than  five  cars  is  contrary  to  Art.  II,  Sub.  4-15  Zoning 
Resolution  since  area  is  in  a  business  use  district. 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  having  a  frontage  of  77  ft.  and  a  depth 
of  99  ft  and  that  it  is  proposed  to  use  the  plot,  for  a  term 
of  two  years,  for  parking  of  more  than  five  motor  vehicles ; 

^Whereas,  the  applicant  contends  that  a  careful  check 
has  been  made  of  this  entire  area  and  there  is  a  great  need 
for  additional  parking  space;  that  this  plot  is  in  the  Penn¬ 
sylvania  railroad  station  area  and  parking  is  prohibited  in 
the  various  streets  in  this  location ;.  that  there  is  a  parking 
space  adjacent  to  and  west  of  this  area,  separated  by  a 
8  ft.  brick  wall;  that  this  existing  parking  space  is  of 
insufficient  capacity  to  handle  the  requirements  of  this  area 
and  that  right  adjacent  and  east  of  this  space,  is  a  res¬ 
taurant  which  caters  to  approximately  500  patrons  per  day 
over  Saturday  and  Sunday  and  the  adjunct  of  a  parking 
space  would  eliminate  considerable  confusion  in  this  block; 

and  ,  , 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 

in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  h,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 


trict  regulations  of  the  zoning  resolution  and  that  the 
application  be  and  it  hereby  is  granted  under  section.  7h 
for  a  term  of  two  years  from  the  date  of  this  resolution, 
to  permit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  motor  vehicles,  on  condition  that 
the  premises  shall  be  levelled  substantially  to  the  grade  of 
West  31st  street,  and  shall  be  surfaced  with  steam  cinders, 
clean  gravel  or  other  suitable  material,  and  treated  with  a 
binder,  and  graded  so  as  to  provide  surface  drainage;  that 
on  the  interior  lot  lines  where  brick  walls  of  adjoining 
buildings  and  fences  do  not  occur,  the  existing  wood  fence 
or  other  fences  shall  be  removed  and  replaced  either  with 
masonry  walls  not  less  than  6  ft.  in  height  or  open  wiie 
fence  of  the  anchor  post  type  of  similar  height ;  that  along 
the  street  building  line  there  shall  be  constructed  a  masonry 
wall  not  less  than  3  ft.  in  height,  continuously  except  for  a 
central  entrance  approximately  15  ft.  in  width ;  that  on  such 
wall  there  shall  be  an  ornamental  fence  with  a  total  height 
of  not  less  than  5  ft. ;  that  during  the  term  of  this  variance, 
the  premises  shall  be  occupied  for  no  other  use  than  the 
use  herein  permitted,  and  no  building  shall  be  erected 
thereon,  except  there  may  be  erected  a  building  solely  as  an 
office  and  shelter  for  the  attendant,  provided  such  building 
does  not  exceed  one  story  in  height,  and  which  may  be 
constructed  of  frame,  provided  the  exterior  is  surfaced 
with  incombustible  materials ;  that  no  signs  shall  be  erected 
on  the  premises,  except  there  may  be  a  sign  attached  to  the 
fence  near  the  entrance,  advertising  the  parking  and  storage 
use  and  the  rates  charged,  provided  such  sign  does  not 
exceed  15  sq.  ft.  in  area  and  does  not  extend  beyond  the 
building  line  and  is  not  illuminated;  that  curb  cuts  opposite 
the  entrance  shall  not  exceed  15  ft.  in  length;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  as  the 
fire  commissioner  shall  direct;  that  all  permits  shall  be 
obtained  and  all  work  completed  within  six  (6)  months 
from  the  date  of  this  resolution. 


APPLIANCE  AND  MATERIALS  SUBMITTED  FOR 

APPROVAL 

338-43-SM 

APPLICANT — Williamsburg  Fireproof  Products  Corpora¬ 
tion,  owner. 

SUBJECT — Williamsburg  Fireproof  Products  Corporation’s 
3  Hour  Fire  Wall  Door,  Model  “Sentinel”,  ap¬ 
proval  of. 

APPEARANCES— 

For  Applicant:  Nathan  Kamen. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (338-43-SM) 

Whereas,  the  Williamsburg  Fireproof  Products  Corpora¬ 
tion,  owner,  filed  on  July  2,  1943,  an  application  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
material  known  as  the  Williamsburg  Fireproof  Products 
Corporation’s  3-Hour  Fire  Wall  Door,  Model  “Sentinel”; 
and 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

July  5,  1944. 

Re:  Cal.  338-43-SM. 

Subject — Williamsburg  Fireproof  Products  Corpora¬ 
tion’s  Three-Hour  Fire  Wall  Door,  Model 
“Sentinel”,  approval  of. 

The  Williamsburg  Fireproof  Products  Corp.  of 
Brooklyn,  N.  Y.,  filed  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  their  “Sentinel” 
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Model  Three-Hour  Fire  Wall  Three  Ply  Wood  Core 
Metal  Covered  Door  under  the  requirements  of  C26- 
178.0  b,  in  accordance  with  the  test  requirements  of 
C26j610.0  for  use  as  prescribed  in  C26-660.0  Adminis¬ 
trative  Building  Code. 

The  test  door  (Figs.  1  and  2)  was  constructed  at 
the  applicant’s  factory  under  the  supervision  of  inspec¬ 
tors  from  the  Underwriters’  Laboratories  of  specifica¬ 
tions  as  follows :  . 

The  core  was  built  up  of  3  plys  of  well  seasoned 
tongue  and  groove  lumber  and  dressed  2  sides  to  25/32 


El  £  VflT/  ON 
Fig.  3 


inches  in  thickness  and  assembled  in  accordance  with 
standard  3  ply  fire  door  construction,  except  that  74 
inch  strips  were  nailed  to  the  top  and  bottom  edges 
of  the  core  Imbeded  between  the  core  and  the  strips 
were  pieces  of  24  gauge  x  2"  wide  galvanized  steel 
while  similar  pieces  of  steel  3"  wide  were  imbeded 
between  each  wood  ply  at  the  seam  intervals. 

The  assembly  was  nailed  together  with  standard 
clinch  type  nails. 

All  edges  of  the  core  were  square. 

Asbestos  sleeves  1/16  inches  in  thickness  were  fitted 
along  all  4  edges  of  the  core  extending  6"  toward 
the  center,  after  which  the  metal  covering  was  applied 
The  metal  covering  consisted  of  24  gauge  galvanized 
sheet  steel  applied  with  seams  vertical.  The  edges  of 
sheets  were  flanged  with  y2"  upturned  folds  and  7/16 
x  1J4  inch  slotted  vent  holes  were  punched  18'  on 
centers  close  to  the  break  line.  These  sheets  were  then 
applied  to  the  core  with  2  inch  screw  nails  spaced  as 

shown  in  fig.  1.  .  .  ,  .  ,  t _ . 

Seam  caps  were  of  24  gauge  galvanized  steel  formed 
with  y2"  flanges  on  both  sides  and  then  applied  by  slid- 
in g  over  the  flanged  sheet  edges  and  flattened  down  to 
form  locked  seams. 

The  ton  and  bottom  edges  were  formed  by  folding 
the  ends  of  the  sheets  on  one  side  under  those  of  the 
other,  then  nailing  through  both  edges  with  2  inch 
screw  nails  and  folding  back  the  outer  sheets  to  cover 

the  nail  heads.  .  ,  .  , 

Vent  holes  were  punched  through  the  metal  at  6  inch 
intervals  along  the  top  and  bottom  edges,  of  the  door. 

The  door  was  constructed  for  an  opening  9  feet  in 
width  and  10  feet  in  height  and  its  overall  size  was 
9  feet  8  inches  in  width  and  10  feet  4  inches  in  height, 
which  permitted  the  lapping  of  the  masonry  4  inches 
on  each  side  and  4  inches  at  the  head. 

Four  3  inch  vent  holes  were  cut  in  the  metal  on  the 
fire  side  of  the  door  at  the  laboratory  and  located 
about  3  feet  8  inches  and  8  feet  from  the  bottom  and 
1  foot  8  inches  from  the  sides  respectively. 

The  assembly  was  mounted  on  a  12  inch  masonry 
wall  with  Underwriters’  Class  A  sliding  door  hardware 
consisting  of  regulation  flat  track  &/2  inches  wide  and 
zA  inch  thick  with  holes  for  34  inch  bolts,  3  standard 
hangers,  bumper  shoes,  chafing  strips,  washer  strips, 
roller  strips  and  wedge. 

The  clearances  were  34  inch  at  the  lintels,  %  inch  at 
rear  edge,  34  inch  at  front  and  34  inch  at  sill. 

Test 

A  test  of  this  fire  wall  opening  protective  assembly 
was  made  at  the  Underwriters’  Laboratories,  Chicago, 
Illinois  on  April  26,  1944.  Report  fikd  herewith  iden¬ 
tified  as  Retardant  2812  Application  No.  44C92,  and 
witnessed  by  a  committee  of  the  Board  consisting  o 
Commissioners  Blum  and  Savage  and  Assistant  hire 
Chief  Gunn.  These  tests  were  conducted  m  accordance 
with  the  requirements  of  Group  5  and  Group  18,  ^ 
Art.  1  of  Art.  11,  Administrative  Building  Code  titled 
“Fire  Resistive  Materials,”  and  were  in  conformity 
with  the  standard  time-temperature  curve  and  #the 
record  indicates  that  the  temperatures  were  maintained 
within  the  5  per  cent  tolerance  for  the  three  hours  oi 
the  test.  The  average  temperature  at  the  unexposed 
surface  of  the  door  assembly  at  the  end  of  45  minutes 
was  160  degrees  Fahrenheit,  from  which  the  mitia 
temperature  of  68  degrees  Fahrenheit  was  subtracted, 
o-iving  a  net  increase  of  average  temperature  on  unex¬ 
posed  side  of  the  door  of  92  degrees  Fahrenheit  which 
is  well  within  the  temperature  use  limitations  prescribed 
in  C26-610.0.  At  no  time  during  the  test  was  there 
smoke  or  flame  in  considerable  volume  from  the  test 
assembly.  At  the  end  of  three  hours  the  opening  pro¬ 
tective  assembly  was  subjected  to  the  standard  hose 
stream  test  consisting  of  a  154"  hose  nozzle  with  wate 
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at  30  psi  for  a  period  of  two  minutes  and  fifteen 
seconds  with  no  effect  in  the  structural  integrity  of  the 
assembly. 

Recommendation 

On  the  basis  of  the  foregoing  data  and  test,  the 
Lomrmttee  on  Tests  recommends  the  approval  of  the 
Williamsburg  Fireproof  Products  Corp.  Three-Hour 
hire  Wall  Opening  Protective  Assembly  Model  “Sen¬ 
tinel  (fig.  1  &  2)  size  9 '8"  wide  lO'd"  high  as  tested 
when  constructed  and  hung  as  provided  herein  with 
changes  as  follows : 

the  asbestos  cap  on  edges  of  door  project  not 
less  than  8  inches  instead  of  6  inches  as  shown  that 
the  seam  nearest  the  edge  of  the  door  should  be  located 
so  as  not  to  exceed  8  inches  from  door  edge  and  that 
alternate  or  intermediate  seams  not  to  exceed  26"  O.  C., 
that  the  metal  strips  under  each  vertical  seam  be  in¬ 
creased  in  width  to  three  inches,  and  that  the  vents 
on  top  and  bottom  edges  of  door  be  eliminated  and 
that  not  less  than  5  three  inch  holes  be  cut  on  side 
adjacent  to  wall,  and  covered  with  metal  soldered  in 
place  and  scraped  smooth  for  doors  100  square  feet  in 
ait  a  with  one  less  hole  for  each  20%  area  reduction 
uniformly  distributed  so  as  to  adequately  vent  the 
entire  area. 

The  approval  is  for  use  on  both  level  and  inclined 
tracks  as  an  opening  protective  assembly  in  fire  walls 
(three  hours)  under  Section  C26-660.0  (10.8.1),  as  a 
protection  of  openings  in  fire  partitions  (one  and  one- 
half  hours)  under  section  C26-661.0  (10.8.2)  as  a  pro¬ 
tection  of  openings  in  fireproof  partitions  under  section 
C26-662.0  (10.8.3),  Administrative  Building  Code  and 
as  a  fireproof  door  under  Art.  1,  section  4,  subdivision 
10,  Multiple  Dwelling  Law. 

Fire  II 'all  Doors  Rap  Type  Hinged 
The  applicant  has  also  requested  approval,  on  the 
basis  of  the  foregoing  test,  of  the  Williamsburg  Fire¬ 
proof  Products  Corp.  Three-Hour  Fire  Wall  Opening 
Protective  Assembly  Model  “Sentinel”  when  equipped 
with  hinges  arranged  for  lap  mounting,  latches,  auto¬ 
matic  closing  devices  and  fusible  links,  when  used  alone 
or  in  pairs  with  astragal  as  shown  on  figs.  3  &  4  in 
accordance  with  a  similar  procedure  previously  adopted 
by  the  Board.  The  details  of  the  single  ’  lap  type 
hinged  fire  wall  door  and  the  pair  of  fire  wall  doors 
equipped  with  astragal  are  as  follows: 

The  protective  assembly  is  identical  in  construction 
to  that  tested  at  the  Underwriters’  Laboratories  and 
shown  in  drawings  1  and  2,  except  that  swinging  hard¬ 
ware  is  to  be  substituted  as  shown  in  figs.  3  and  4. 

The  hinge  straps  and  latches  anchor  the  doors  se¬ 
curely  in  place.  Steel  strips  with  hinge  pintles  and 
latch  keepers  which  are  riveted  to  same  are  securely 
bolted  to  the  wall  (figs.  3  and  4)  bv  a  bolt  passing 
through  each  hinge  pintle  and  latch  keeper,  the  steel 
strip  and  the  wall  with  heavy  cast  iron  washers  on  the 
opposite  side  of  the  wall. 

Recommendation 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  under  the  same  sections  of  the 
Administrative  Building  Code  as  described  for  the  track 
mounted  assemblies,  the  approval  of  Opening  Protective 
Assemblies  of .  the  Lap  I  ype  equipped  with  hinges, 
singly  or  in  pairs,  as  shown  in  figs.  3  and  4  (A)  pro¬ 
vided  that  the  door  or  doors  are  arranged  to  lap  the 
lintel  and  jambs  of  masonry  openings  by  4  inches 
single  doors  not  to  exceed  6  feet  in  width  and  12  feet 
in  height  and  the  pair  of  doors  not  to  exceed  that 
required  for  an  opening  of  10  feet  by  10  feet  when 
manufactured  of  details  as  listed  in  the  track  mounted 
assemblies  hereinbefore  described  and  as  shown  on 
fig.  1.  When  used  in  pairs,  the  astragal  shall  consist 
of  a  steel  strap  not  less  than  3/16"  thick  and  3"  in 
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width  extending  the  full  height  of  the  door.  Each 
astragal  is  to  be  fastened  to  the  door  when  installed  by 
not  less  than  in.  carriage  or  stove  bolts  not  exceeding 
12  in.  centers,  the  top  bolts  to  be  not  over  6  in.  from 
the  end  of  the  astragal  and  the  bottom  bolts  not  over 
3  in.  The  bolts  shall  pass  through  the  astragal  and  be 
secured  by  nuts  on  the  opposite  side  of  the  door. 
Washers  shall  be  used  under  the  nuts.  Bolt  holes  in 
astragal  and  doors  shall  be  so  located  that  the  astragal 
will  extend  at  least  one  in.  beyond  the  edge  of  the 
door  to  which  it  is  attached.  Each  door  section  shall 
be  furnished  with  hinges  2l/A  in.  wide  and  Y&  in.  thick. 
Length  not  less  than  34  of  the  width  of  door  sec¬ 
tion  for  the  middle  hinges  and  Vs  for  the  top  and 
bottom  hinges.  Attached  to  the  door  with  not  less  than 
five  Ys  in.  through  bolts,  or  more  if  required.  The 
number  of  hinges  each  door  section  shall  be  as  shown 
in  schedule  below.  The  active  door  of  pairs  shall  be 
provided  with  latch  bars  as  shown,  number  of  bars 
to  be  used  on  door  section  will  be  per  schedule  shown 
below  and  engaging  in  catches.  Similar  latch  bars  and 
catches  shall  be  provided  with  doors  when  used  alone 
The  lock  or  center  edge  to  be  provided  with  astraga 
herein  specified  and  the  inactive  one  to  be  provided 
with  2  bolts  extending  into  the  head  and  sill  of  the 


Each  single  swinging  door  shall  be  equipped  with  an 
automatic  closing  device  consisting  of  3  bracket  bolted 
to  the  head  of  the  opening  frame,  housing  a  sheave  and 
trip  lever,  sash  chain  and  drop  weight,  awning  pulley 
and  brackets  with  two  fusible  links  with  copper  wne 
extending  to  trip  level.  1  be  automatic  closing  de\  ice 
for  a  pair  of  doors  is  the  same  as  for  the  foregoing 
except  that  the  bracket  houses  two  sheaves  and  trip 
lever.  The  drop  weight  is  rectangular  with  holes  for 
2  sash  chains.  A  chain  with  bob  weight  is  attached  to 
each  door  of  the  pair  releasing  a  drop  weight  closing 
either  or  both  pairs.  In  order  to  prevent  active  door 
closing  first,  a  double  door  control  is  provided  which  is 
attached  to  the  frame  head  at  center  of  opening.  To 
prevent  active  door  closing  first,  a  double  door  control 
is  attached  to  wall  over  at  center  of  opening.  It  con¬ 
sists  of  a  base  casting,  bolted  to  wall,  and  two  pivoted 
arms  extending  therefrom.  The  long  straight  arm  with 
a  roller  at  outer  end  serves  to  stop  active  door.  The 
short  arm  is  curved  and  is  rigidly  connected  to  long 
arm.  As  standing  door  closes,  it  raises  both  arms, 
permitting  active  door  to  close.  14Ga  bumper  shoes 
are  attached  to  door  to  prevent  damage  to  door 
covering. 

Fire  Wall  Doors  Hinged  Type  Frame  Mounted 


opening. 

SCHEDULE  OF  HINGES  &  LATCHES 

Width  of  Door  and  Number  of  Hinges 
Height  No.  of  O'-  2'-0"-  3'-0"C  4'-0"-  5'-0"- 

s  -  •  3'_0"  4'-0"  5'-0  6-0 


of  Door  Latches  2' -0" 
0'  to  5'-0"  3  2 

5'-0"  to  6 '-6"  3 

6'-6"to8'-6"  3 

8 '-6"  to  10'-6"  4 


10'-6"  to!2'-0"  5 


2 

3 

3 

4 


2 

2 

3 

3 

4 


2 

2 

3 

4 
4 


2 

3 

4 
4 
4 


2 

3 

4 
4 
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The  top  edge  of  each  door  shall  be  lapped  on  both 
faces  and  the  top  with  a  continuous  piece  of  1/16  in. 
asbestos  with  a  similar  piece  of  asbestos  along  the 
vertical  edges  of  the  hinge  and  lock  edge. 
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The  applicant  has  also  requested  approval  in  view 
of  the  foregoing  data  of  the  Williamsburg  Fireproof 
Products  Corp.  Three-Hour  Fire  Wall  Opening  Pro¬ 
tective  Assemblies  Model  “Sentinel”  when  equipped 
with  hinges  with  door  mounted  in  a  frame  as  ( shown 
in  fig  5  and  6  when  equipped  with  Underwriters  Label 
Class  A  Hardware,  for  doors  used  singly  or  in  pairs 
on  the  basis  of  a  similar  procedure  previously  adopted 
by  the  Board.  Each  pair  of  doors  to  be  provided  with 
astragals  consisting  of  a  steel  strap  not  less  than  3/16 
in  thickness  and  3"  in  width  extending  the  full  height 
of  the  doors.  Each  astragal  is  to  be  fastened  to  the 
door  when  installed  by  not  less  than  J4  in.  carriage 
or  stove  bolts  not  exceeding  12  in.  centers,  the  top 
bolts  to  be  not  over  6  in.  from  the  end  of  the  astragal 
and  the  bottom  bolts  not  over  3  in.  The  bolts  shall  pass 
through  the  astragal  and  be  secured  by  nuts  on  the 
opposite  side  of  the  door.  Washers  shall  be  used  unc  t  r 
the  nuts.  Bolt  holes  in  astragal  and  doors  shall  be  so 
located  that  the  astragal  will  extend  at  least  34  in- 
beyond  the  edge  of  the  door  to  which  jt  is  attache  . 
Each  door  section  shall  be  furnished  with  hinges  2% 
in.  wide  and  24  ui.  thickness.  Length  not  less  than  v4 
of  the  width  of  door  section  for  the  middle  hinges  and 
Vs  for  the  top  and  bottom  hinges.  Attached  to  the  door 
with  not  less  than  five  Ys  in.  through  bolts,  or  more 
if  required.  The  number  of  hinges  each  door  section 
shall  be  as  shown  in  schedule  below.  The  active  door 
of  pairs  shall  be  provided  with  latch  bars  as  shown, 
number  of  bars  to  be  used  on  door  section  will  be  per 
schedule  shown  below  and  engaging  in  catches,  bimilar 
latch  bars  and  catches  shall  be  provided  with  doors 
when  used  alone.  The  lock  or  center  edge  to  be  provided 
with  astragal  herein  specified  and  the  inactive  one  tc 
be  provided  with  2  bolts  extending  into  the  head  and 
sill  of  the  opening.  When  used  as  a  single  door  or  a 
pair  of  doors  of  the  swinging  type  the  mounting  shall 
be  in  a  channel  or  angle  frame  provided  with  stops 
extending  from  the  edge  of  the  frame  not  less  thar 

Ya  in. 


SCHEDULE  OF  HINGES  &  LATCHES 

Width  of  Door  and  Number  of  Hinge; 


Height 
of  Door 


No.  of  0'- 
Latches  2 '-O' 


2'-0"-  3 '  — 0"i—  4'-0"-  5 '-O'' 


0'  to  5'-0" 

5'-0"  to  6 '-6" 

6'-6"to8'-6" 
8'-6"  to  10'-6" 
10 '-6"  to  12 '-0" 


2 

2 

3 

3 

4 


3' -O'1 

2 


2 

3 

3 

4 


4 '-0'' 
2 
2 

3 

4 
4 


5'-0" 

2 

3 

4 
4 
4 


6'-0" 

2 

3 

4 
4 
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The  top  edge  of  each  door  shall  be  lapped  on  both 
faces  and  the  top  with  a  continuous  piece  of  1/16  in. 
asbestos  with  a  similar  piece  of  asbestos  along  the 
vertical  edge  of  the  hinge  and  lock  edge. 

Each  single  swinging  door  shall  be  equipped  with  an 
automatic  closing  device  consisting  of  a  bracket  bolted 
to  the  head  of  the  opening  frame,  housing  a  sheave 
and  trip  lever,  sash  chain  and  drop  weight,  awning 
pulley  and  brackets  with  two  fusible  links  with  copper 
wire  extending  to  trip  lever.  The  automatic  closing 
device  for  a  pair  of  doors  is  the  same  as  for  the  fore- 
going  except^  that  the  bracket  houses  two  sheaves  and 
trip  lever.  The  drop  weight  is  rectangular  with  holes 
for  2  sash  chains.  A  chain  with  bob  weight  is  attached 
to  each  door  of  the  pair  releasing  a  drop  weight  closing 
either  or  both  pairs.  In  order  to  prevent  active  door 
closing  first,  a  double  door  control  is  provided  which 
is  attached  to  the  frame  head  at  center  of  opening.  This 
consists  of  a  base  casting,  bolted  to  the  frame  with 
2  pivoted  arms  extending  therefrom.  The  long  straight 
arm  has  a  roller  at  outer  end  and  serves  to  stop  active 
door.  The  short  arm  is  curved  and  is  rigidly  connected 
to  the  long  arm.  As  the  standing  door  closes,  it  raises 
both  arms  permitting  active  door  to  close. 

Recommendation 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  under  Sections  of 
the  Administrative  Building  Code  as  described  herein¬ 


before  for  the  track  mounted  assemblies  of  the  Wil¬ 
liamsburg  Fireproof  Products  Corp.  Three-Hour  Model 

Sentinel  Opening  Protective  Assembly  arranged  for 
hinge  mounting  in  channel  frames  as  shown  in  figs.  5 
and  6,  provided  that  when  used  singly  the  door  shall 
not  exceed  a  width  of  6  feet  or  12  feet  in  height  and 
when  used  in  pairs  they  shall  be  limited  to  an  opening 
of  10  feet  by  10  feet  when  made  as  described  for  the 
track  mounted  assemblies  except  for  the  frame  mount¬ 
ing  and  hinge  equipment,  which  shall  be  in  accordance 
with  details  contained  herein. 

Fire  Wall  Door  Splices 

Ihe  applicant  has  also  requested  approval  of  the 
Williamsburg  Fireproof  Products  Corp.  Three-Hour 
Model  “Sentinel”,  when  provided  with  a  splice  as  shown 
on  fig.  7  and  that  the  Opening  Protective  Assemblies  be 
constructed  of  details  as  described  herein  for  the  sev¬ 
eral  types  of  mountings.  The  reason  for  this  request 
is  because  of  the  impossibility  of  taking  full  size  assem¬ 
blies  into  buildings  because  of  restricted  size  of  open¬ 
ings,  thus  necessitating  taking  the  door  into  the  building 
in  halves  with  a  vertical  splice  to  fasten  the  two  sec^ 
tions  together. 

In  the  specifications  of  the  Underwriters’  Labora¬ 
tories  entitled  “Standard  for  Tinclad  Firedoors  and 
Shutters,”  Subject  10,  Twelfth  Edition,  December  1941, 
pages  16  and  17,  this  proposed  splicing  is  permitted 
provided  the  following  is  observed : 
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“The  sections  (not  more  than  two)  shall  be  joined 
together  by  attaching  to  each  face  of  the  completed 
door  a  strip  of  not  less  than  No.  16  USg  galvanized 
sheet  steel,  not  less  than  6  in.  in  width  and  of  a  length 
corresponding  to  the  height  of  the  door.  1  he  splice 
plates  shall  be  attached  to  each  section  of  the  door  by 
not  less  than  %  in.  through  bolts  spaced  on  not  more 
than  12  in.  centers  and  at  not  to  exceed  3  in.  from  the 
top  and  bottom  edges  of  the  door.  T.  hrough  bolts  shall 
extend  through  both  splice  plates  and  the  door  bod}  and 
shall  thread  into  nuts. 

“Sections  over  10  ft.  in  height  (not  more  than  two) 
may  be  joined  together  by  attaching  to  each  face  of  the 
completed  door,  not  more  than  two  strips  of  at  least 
No.  10  USg  sheet  steel,  painted  on  both  sides  or  gal¬ 
vanized,  not  less  than  6  in.  in  width  and  of  a  length 
corresponding  to  the  height  of  the  door.  The  meeting 
edges  of  such  splice  plates  on  one  side  of  the  door  shall 
be  at  least  2  ft.  higher  or  lower  than  those  on  the 

opposite  side.  .  . 

“On  three-ply  doors,  2  by  2  by  3/16-m.  angles  or  2*4 
by  H  by  3/16-in.  channels  shall  be  attached  horizontally 
across  the  width  of  the  door  at  not  to  exceed  18  in. 
from  the  top  and  bottom  edges  by  not  less  than  -}i  in. 
Through  bolts  spaced  on  not  more  than  18  in.  centers 
and  at  not  more  than  6  in.  from  each  edge  of  the 
assembled  door.  On  two-ply  doors,  2  by  1*4  by  3/16  in. 
angles  or  1  y2  by  Y&  by  3/16  in.  channels  shall  be 
attached  in  a  like  manner. 

“Angle  and  channel  iron  reinforcements  and  both 
splice  plates  may  be  shipped  separately,  but  through 
bolts  shall  be  secured  to  them  before  shipment.  Both 
sections  of  the  door  shall  be  drilled  at  the  factor}'  to 
receive  through  bolts  for  attachment  of  splice  plates 
and  angle  and  channel  iron  reinforcements.” 


461-43-SM 

APPLICANT — Melville  Praeger,  owner. 

SUBJECT— Magiclip  Partition  (2  inch  Solid  Gypsum  Lath 
and  Plaster  Partition),  approval  of. 

APPEARANCES— 

For  Applicant :  Melville  Praeger. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  the  Committee  on  1  ests. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  . .  b 


Re  commendations 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  that  Williamsburg  Fireproof 
Products  Corp.  Three-Hour  Model  “Sentinel”  Doors 
when  constructed  of  materials  and  details  in  accordance 
with  the  approvals  granted,  be  also  approved  when 
made  in  halves  and  provided  with  a  spliced  plate  as 
shown  in  fig.  7  and  with  supplemental  details  as  con¬ 
tained  in  this  report,  and  that  in  all  other  respects,  the 
requirements  of  the  approvals  originally  granted  be 
complied  with. 


General  Recommendation 

Track  Mounted  Opening  Protective  Assemblies  as 
tested  may  be  used  in  widths  of  25'%  in  excess  of  the 
sample  as  tested,  all  other  assemblies  to  be  limited  to 
sizes  respectively  contained  herein. 

It  is  further  recommended  that  all  Opening  Protective 
Assemblies  manufactured  and  labeled  under  this  ap¬ 
proval  shall  comply  with  the  rules  of  the  Board  for  the 
inspection  of  Opening  Protective  Assemblies. 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 


CHARLES  M.  BLUM, 

Commissioner, 


and 


THE  RESOLUTION  (461-43-SM) 

Whereas,  Melville  Praeger,  owner,  filed  on  September 
27,  1943,  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  material  known  as  the  Magi¬ 
clip  Partition  (2  inch  Gypsum  Lath  and  Plaster  Partition)  ; 

and  . 

Whereas,  this  material  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 


LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Williamsburg 
Fireproof  Products  Corporation’s  3  Hour  Fire  Wall  Door, 
Model  “Sentinel”,  on  condition  that  the  material  be  manu¬ 
factured,  installed,  and  labelled,  stamped  or  tagged  in 
accordance  with  the  above  report. 


April  28,  1944. 

Re :  Cal.  461-43-SM 

Subject:  Magiclip  Partition  (2"  solid  Gypsum  lath  and 
plaster  partition),  approval  of. 

Melville  Praeger,  filed  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  Magiclip 
partition  (2"  solid  gypsum  lath  and  plaster  partition) 
under  the  provisions  of  C26- 178.0b  for  use  under 
C26-462.0  463.0  and  464.0  of  the  Administrative  Build¬ 
ing  Code. 

Description 

The  basic  construction  (fig.  1)  consists  of  two  sheets 
of  Yi"  or  J4"  thick  gypsum  lath  (D)  glued  together 
to  form  a  laminated  sheet  two  feet  wide  by  eight  or 
nine  feet  high,  the  Yi"  or  }/i”  thick  sheets  being  sc 
staggered  that  when  glued  together,  vertical  edges  are 
left,  forming  a  Yi"  °r  VY  thick  by  2}/Y  wide  shiplap 
The  outer  surface  is  covered  with  gray  paper  forming 
a  suitable  plastering  base.  A  steel  tension  clip  (A)  a? 
shown  on  drawing  is  inserted  on  one  side  of  each  panel 
at  the  internal  angle  of  the  shiplap  and  the  succeeding 
panel  is  pushed  up  against  it  after  which  a  tapered  nai 
is  inserted  through  a  hole  in  the  side  of  the  clip  holding 
the  latter  panel  firmly  in  position.  The  operation  h 
repeated  and  a  continuous  \"  thick  gypsum  board  parti¬ 
tion  ready  to  receive  the  plaster  is  provided.  Tht 
boards  are  held  in  position  at  the  top  by  either  a  meta 
U  shape  clip  (C)  or  a  continuous  metal  track  (G  oi 
G-l)  and  at  the  bottom  by  a  grooved  wood  floor  plate 
(B)  or  metal  track  (F). 

Three  types  of  door  bucks  may  be  used  with  thi: 
type  of  partition — a  wood  buck  with  the  gypsum  latl 
toe-nailed  into  wood  buck,  nails — 24  inches  on  center: 
each  side,  a  steel  buck  with  gypsum  lath  wedged  int< 
steel  buck  over  doors  and  nailed  through  “U”  clips  a 
side  of  door  and  the  steel  buck  into  a  1"  steel  pip' 
support  from  top  of  buck  to  joists  above.  Note  that  ii 
the  case  of  the  wood  buck  and  the  steel  buck  withou 
pipe  supports,  the  gypsum  lath  panel  over  the  door  i 
clipped  on  both  sides  furnishing  the  additional  rigidit; 
necessary  at  these  points. 

Both  sides  of  the  partition  are  then  plastered  wit! 
gypsum  plaster  *4"  thick  (E).  The  first  coat  shall  b 
composed  of  two  parts  of  sand  and  one  part  of  gypsur 
neat  plaster,  by  weight,  and  shall  be  no  less  than  Ms 
thick  and  cross-scratched.  After  this  has  attained  it 
initial  set  it  shall  be  followed  by  a  brown  coat  com 
posed  of  three  parts  of  sand  and  one  part  of  gypsur 
neat  plaster,  by  weight,  and  if  mortar  is  machine-mixec 
3J4  parts  of  sand  may  be  used  to  one  part  of  gypsur 
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by  weight.  If  a  white  finish  or  sand  finish  is  desired 
the  brown  coat  shall  be  properly  floated  and  scored  to 

receive  same.  .... 

The  underlying  theory  of  this  partition  is  that  due  to 
the  fact  where  the  gypsum  panels  join  there  is  not  a 
through  joint,  the  possibility  of  cracking  at  this  point 
is  minimized.  A  record  of  inspection  of  jobs  installed 
sustains  this  contention. 

The  partition  itself  is  sufficiently  rigid  and  does  not 
require  any  temporary  bracing  before  being  plastered. 
Woodgrounds,  if  required,  can  be  fastened  to  this  type 
of  partition,  and  ordinary  decorations,  pictures  and 
other  objects  can  be  hung  in  the  customary  manner. 

Tests 

Inspections  and  tests  of  these  materials  were  con¬ 
ducted  at  411  West  41st  street,  New  York  City,  on 
November  17,  1943,  and  December  29,  1943,  m  the 
presence  of  the  Committee  on  Tests,  the  N.  Y.  City 
Housing  Authority  and  the  applicant.  These  tests  were 
conducted  on  partition  walls  not  less  than  28  days  old, 
constructed  as  specified  above. 

Tests  were  conducted  by  swinging  a  60  lb.  bag  ot 
•  sand  against  the  panels  through  an  arc  of  90  deg.  See 
table  of  test  results  below. 

Test  Results 

Test  #1.  Two  54  inch  gypsum  boards  pasted  together 
with  a  shiplap  2j4  inches  wide,  pasted  partition  8  ft. 
long,  9  ft.  high.  Scratch  coat  2  to  1.  Brown  coat  3  to 
1  and  finish  white  coat  to  form  a  2"  solid  partition.  8d 
cut  nail  used  with  clip,  4  clips  on  9  ft.  height. 

Vertical  elevation  „ 

of  Arc  of  Swing —  6"  12"  18"  24"  30  36  42 

Deflection  Swing  1/16  1/16  2/10  2/10  3/10  4/10  4/10 

There  were  no  cracks.  Permanent  deflection  y&  inch. 
Test  #2.  Same  construction  of  gypsum  shiplapped  n 
boards,  2j4  inch  lap,  Vs  inch  plaster  each  side,  17/32 
inch  scratch  and  brown  3/32  inch  finish  each  side.  Par¬ 
tition  8  ft.  long,  8  ft.  high,  3  clips  in  8  ft.  height. 
Vertical  elevation  of  „ 

Arc  of  Swing —  6"  12"  18"  24  29 

Deflections —  3/20"  3/10"  7/20"  _  4/10  11/20 

Cracks  appeared  at  centre  (vertical)  at  joint  at  end  of 
18"  swing. 

Tests  were  also  run  on  door  bucks  with  a  ceiling  brace 
and  on  door  buck  in  a  partition  with  a  2J4"  board 
laminated  shiplap  pasted  2J4"  lap  54 "  °n  each  side,  8 
long,  9'  high. 


Vertical 
Elevation  of 


Door  Buck 


-c  of  Swing 

With  Brace 

Without  Brace 

Date  11/17/43 

Sandbag 

Panel  No.  1 

Panel  No.  2 

Raised 

Deflection 

.  Deflection 

Lathed  9/24 

6" 

1/16 

1/10 

White  Coatage 

12" 

1/16 

3/10 

4  weeks  on  Nov.  17 

18" 

2/10 

5/10 

Scratch  &  Brown 

24" 

2/10 

7/10 

Scratch  2  to  1 

30" 

3/10 

7/10 

Brown  3  to  1.  No 

36" 

42" 

4/10 

4/10 

10/10 

crack  appeared  where 
brace  was  used;  where 
no  brace  was  used, 
crack  appeared  on  last 
impact  from  head  to 
ceiling  both  sides. 

The  door  without  brace  had  metal  bucks  with  suit¬ 
able  clips  to  hold  the  plaster  board  firmly  in  position 
and  the  boards  above  the  door  lintel  were  clipped  with 
two  clips  on  each  joint  on  each  side  of  partition. 

Those  present  at  the  tests  were  Messrs.  Soman  and 
Marinoff,  of  the  New  York  City  Housing  Authority, 
Mr.  Praeger,  representing  the  company,  John  Melen, 
Lathing  contractor,  and  Commissioner  C.  M.  Blum  and 
Engineer  L.  V.  Huber  of  the  Board  of  Standards  and 
Appeals. 

Recommendation 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  that  the  Magiclip  solid  non-bearing 


incombustible  partition  (fig.  1),  not  over  9  ft.  in  height, 
using  or  !54  inch  thick  gypsum  plaster  boards,  ap¬ 
proved  for  use  in  New  York  City  as  a  substitute 
method  of  construction,  within  the  intent  of  C26-3.0  of 
the  Administrative  Building  Code,  be  approved  under 
C26-191.0,  when  installed  in  accordance  with  this  report, 
provided  that  each  wall  panel  be  furnished  with  a 
proper  base  board  above  the  finished  floor;  that  all 
door  bucks  be  attached  directly  to  the  floor  and  be 
braced  to  ceiling  joists,  or  the  joists  in  the  gypsum 
boards  above  door  lintel  shall  have  clips  on  both  sides ; 
that  all  walls  shall  be  true  and  plumb  before  plastering ; 
that  the  plastering  shall  consist  of  a  scratch  coat  not 
less  than  x/i  to  5/16  in.  thick;  a  brown  coat  not  less 
than  5/16  in.  thick  and  a  finish  coat  1/16  in.  thick. 

It  is  further  recommended  that  each  drawing  filed 
with  the  department  have  wording  reading  as  follows  : 

“This  installation  complied  with  the  requirements 
of  the  approval  granted  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Cal. 
461-43-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and  , 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Magiclip  Parti¬ 
tion  (2  inch  Solid  Gypsum  Lath  and  Plaster  Partition), 
on  condition  that  the  material  be  manufactured,  installed, 
used  and  labelled,  stamped  or  tagged  in  accordance  with  the 
above  report. 

597-43-SA 

APPLICANT— Water  Treatment  Corporation,  owner. 
SUBJECT — Water  Treatment  Corporation’s  Automatic 
Proportionate  Feeding  Device,  approval  of. 
APPEARANCES— 

For  Applicant:  Thomas  G.  Keefer  and  Benjamin 
Striziver. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  . .  0 

THE  RESOLUTION  (597-43-SA) 

Whereas,  the  Water  Treatment  Corporation,  owner,  filed 
on  December  3,  1943,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance 
known  as  Water  Treatment  Corporation’s  Automatic  Pro¬ 
portionate  Feeding  Device ;  and 

Whereas,  this  appliance  was  submitted  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  597-43-SA. 

Subject:  Water  Treatment  Corporation’s  Automatic 
Proportionate  Feeding  Device — Approval  of. 

The  Water  Treatment  Corporation,  owner,  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Water  Treatment  Corporation’s 
Automatic  Proportionate  Feeding  Device  under  the 
provisions  of  C26-178.0b  Administrative  Building  Code 
and  Section  170  of  the  Sanitary  Code. 
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Description 

This  device  comprises  a  chamber  of  several  sizes, 
connected  to  either  the  cold  water  building  main  or 
the  feed  main  to  the  hot  water  system.  It  is  under- 
slung,  supported  by  legs  and  connected  in  a  by-pass 
circuit  from  the  water  main  down  through  the  cham¬ 
ber  and  back  up  to  the  main.  It  may  be  isolated  from 
the  water  main  by  shut-off  valves  on  both  the  inlet 
and  outlet  pipes.  A  control  valve  is  located  above  the 
chamber.  Additional  equipment  includes  a  filler  plug, 
drain  valve  and  air-vent  cock  for  emptying  and  re¬ 
filling.  The  inlet  pipe,  usually  ^  inch  in  size  and  by¬ 
passed  from  the  main  feed  line  enters  the  chamber  and 
continues  to  within  one  inch  as  an  impingement  tube 
for  agitating  heavy  viscous  liquids  such  as  Sodium 
Silicate.  This  tube  may  be  of  various  size  pipe  from 
%  inch  to  %  inch  in  diameter,  according  to  the  water 
pressure  and  flow  carried  in  the  main.  At  the  other 
end  of  the  chamber,  the  water,  mixed  with  the  chemi¬ 
cal,  passes  out  of  the  chamber  at  the  top  through 
a  second  by-pass  pipe  into  the  main  feed  line.  In 
order  to  shunt  the  water  through  the  chemical  cham¬ 
ber,  a  flanged  union  is  installed  in  the  main  feed  line 
between  the  connections  of  the  inlet  and  outlet  pipes 
of  the  chamber.  In  the  middle  of  this  union  is  in¬ 
serted  a  restricted  orifice  disc.  An  alternate  method 
of  shunting  the  water  consists  of  a  Pitot  tube  or  goose¬ 
neck  tube  inserted  through  the  in-connection  at  the 
main  and  a  gate  valve  installed  on  the  main  between 
the  by-pass  connections  and  partly  closed  for  the  'pur¬ 
pose  of  shunting  the  water.  The  chemical  treating 
chamber  made  of  extra  heavy  black  sheet  iron  is  in 
various  sizes  and  used  according  to  the  size  of  the 
water  system  to  be  treated. 

General 

This  device  is  for  voluntary  installation  where  it  is 
desired  to  control  pipe  corrosion  by  use  of  chemicals 
which  are  mixed  with  the  water  supply.  The  chemi¬ 
cals  used  are  limited  to  those  permitted  for  water 
treatment  under  the  provisions  of  Section  170  of  the 
Sanitary  Code.  Tests  of  the  appliances  used  to  mix 
the  chemicals  with  the  water  were  designed  to  show 
the  amount  of  solids  present  and  the  pH  value  in  the 
water  as  treated  and  in  the  untreated  water,  and  also 
to  show  other  materials  present. 

Inspection  and  Test 

The  device  was  inspected  and  tested  at  the  Meter 
lesting  Station  of  the  Department  of  Water  Supply, 
Gas  and  Electricity  at  438  East  24th  street  in  the 
presence  of  the  Committee  on  Tests  of  the  Board  and 
representatives  ,of  the  Department  of  Water  Supply, 
Gas  and  Electricity,  the  Department  of  Health  and  the 
manufacturer. 

Bench  test  conditions  were  designed  to  simulate 
water  supply  piping  to  a  medium  sized  apartment  hduse 
or  commercial  structure  involving  the  use  of  a  2-inch 
supply  pipe.  The  applicant  was  required  to  convert 
his  apparatus  to  this  service  piping  in  the  manner  in 
which  it  would  be  connected  under  actual  service  con¬ 
ditions.  The  discharge  from  this  piping  arrangement 
was  through  a  full  size  elevated  gooseneck  into  an  open 
tank  on  scales.  This  piping  was  equipped  with  a  gate 
valve  to  regulate  the  flow  on  the  discharge  side  of 
the  location  where  the  chemical  treatment  apparatus 


was  connected.  It  was  also  equipped  with  a  quick 
closing  valve  installed  at  this  point  to  permit  simula¬ 
tion  of  water  hammer  as  may  be  developed  in  a  build¬ 
ing  by  any  quick  closing  valve. 

The  range  of  flow  under  which  the  apparatus  was 
required  to  function  for  test  purposes  was  from  10 
g.p.m.  to  100  g.p.m.,  and  water  hammer  was  developed 
under  50  g.p.m.  and  100  g.p.m.  rates. 

The  applicant  was  permitted  to  make  adjustments  to 
his  unit  and  check  samples  as  would  be  the  case  in  a 
service  installation.  Seven  samples  were  obtained  for 
analyses  during  the  course  of  these  tests  as  enumerated 
below,  one  being  for  untreated  water,  one  at  10  g.p.m. 
rate,  two  at  50  g.p.m.  rate  (one  after  water  hammer), 
and  two  at  100  g.p.m.  rate  (one  after  water  hammer). 
I  he  seventh  sample  was  obtained  the  following  day 
at  9  A.  M.  simulating  an  overnight  stationary  condition 
to  determine  the  chemical  diffusion  during  the  night. 

Anah  ses  of  the  samples  above  noted  are  tabulated 
herewith : 

Analytical  results  in  the  tabulation  below  are  ex¬ 
pressed  as  follows: 

1  urb  —  Turbidity  as  ppm  Si02:  Color  =:  ppm  plati- 
mum-colbalt  standard  scale. 

Odor  =  cold  odor,  O  =  none,  lv  =  very  faint  vege- 
im  j  °™I’  Total  solid  =  total  solids  in  ppm,  dried  at 
103  deg.  C. ;  Cl  =  chlorides  in  ppm. ;  Hard  =  Hardness, 
expressed  in  ppm  Calcium  Carbonate  equivalent ;  Aik 
=  Alkalinity,  expressed  in  ppm  Calcium  Carbonate 
equivalent;  pH  determined  with  the  glass  electrode; 

— Silica  in  ppm,  determined  gravimetrically ;  P2O5 
=  Phosphates,  expressed  in  ppm  P205 ;  Fe  =  Iron  'in 
ppm.  The  symbol  WH!  in  the  column-Test  &  Condi¬ 
tions  means  test  was  conducted  to  include  water  ham- 
mcr  effects.  Dates  of  tests  and  other  information  are 
included  upon  accompanying  sheet. 

Field  tests  were  made  by  the  Department  of  Health 
of  apparatus  in  service  in  the  City  to  supplement  the 
Laboratory  tests,  and  at  such  tests  samples  were  ob¬ 
tained  at  5  :30  A.  M.  to  determine  overnight  diffusion, 
and  at  7:30  A.  M.  and  10:30  A.  AL  to  note  chemical 
residual  under  consumption  conditions.  These  field  tests 
showed  chemical  residuals  almost  identical  to  those  ob¬ 
tained  from  the  analyses  of  the  laboratory  test  samples. 
Recommendation 

As  a  result  of  these  inspections  and  tests,  and  the 
opinion  of  the  inter-departmental  committee  herein  men¬ 
tioned,  the  Committee  on  Tests  of  the  Board  recom¬ 
mends  that  the  Water  Treatment  Corporation’s  Auto¬ 
matic  Proportionate  Feeding  Device  (for  chemical  treat¬ 
ment  of  water  supply  using  Sodium  Silicate)  be  ap¬ 
proved  for  use  in  New  York  City,  when  installed  and 
operated  in  accordance  with  this  report,  and  provided 
the  device  bears  a  label,  reading:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York- 
City  under  Cal.  597-43-SA.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  AL  BLUAf, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


Sample 

Test  &  Conditions 

Number 

Turb.  Color 

Odor 

Total 

Solid 

Cl 

Hard 

Aik 

pH 

Si02 

P20s  Fe 

418882 

418883 

1- 10  gpm  treat’d . 

2- 50  gpm  tr . 

2/1 1/1 v 
2/1 1/1 v 

84 

95 

110 

116 

113 

230 

4.0 

4.0 

4.0 

4.0 

4.0 

4.8 

52 

51 

52 

51 

50 

59 

32 

32 

31 

42 

35 

93 

7.4 

7.3 

7.3 

8.8 

7.6 

9.6 

5 

10 

19 

24 

23 

52 

.10 

418884 

418885 

3- 50  gpm  WH  . 

4- 100  gpm  tr . 

2/12/lv 

2/12/lv 

.10 

.10 

418886 

418889 

5- 100  gpm  tr.  WH . 

6- ovemite  diff. 

5  P.  M.-9  A.  Al... 

2/12/lv 

. . .  15/22/lv 

.10 

.05 

.60 
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Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Water  Treatment 
Corporation’s  Automatic  Proportionate  Feeding  Device,  on 
condition  that  the  appliance  be  manufactured,  installed  used 
and  labelled,  stamped  or  tagged  in  accordance  with  the 
above  report. 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

25-43-A 

APPLICANT— Columbia  University,  College  of  Pharmacy 


SUBJECT— Appeals  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 949-953  Kent  avenue,  east  side, 
250  ft.  north  of  DeKalb  avenue  (Block  1926,  Lot 
10),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  S.  A.  Swenson. 

For  Administration :  Vincent  Matteis,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


of  the  City  of  New  York,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 113-119  West  68th  street, 
north  side,  97  ft.  6J4  in.  east  of  Broadway  (Block 
1140,  Lot  23),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jane  M.  Pritchard. 

For  Administration :  Vincent  Matteis,  Fire  Dep  t. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1944  at  10 
A.  M.  for  further  consideration. 


424-44-A 

APPLICANT— T.  H.  Engelhardt,  for  Cord  Meyer  Co., 
owner  (Ranger  Aircraft  Engines,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 88-01  to  88-19  Roosevelt  ^ave¬ 
nue,  north  side,  from  88th  to  89th  streets,  37-53  to 
37-69  88th  street  and  37-54  to  37-70  89th  street 
(Block  1476  (617),  Lots  34  and  38),  Elmhurst, 
Borough  of  Queens. 


5-44-A 

APPLICANT— Halford  Realty  Corporation,  owner. 

SUBJECT— Appeal  from  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 440  West  240th  street,  south¬ 
east  corner  of  Greystone  avenue  to  Dash  place 
(Block  3414E,  Lot  20),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  25, _  1944  at  10 
A.  M.,  on  telephone  request  of  applicant’s  rep¬ 
resentative. 


APPEARANCES— 

For  Applicant :  T.  H.  Engelhardt  and  J.  A.  Kibler. 
For  Opposition:  W.  De  Witt,  R.  J.  Malone  and 
John  B.  Schmid. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


111-44-A 


358-44-A 

APPLICANT— Frank  M.,  Herbert,  Inc.,  lessee  for  Olga- 
Frank  Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 178-188  Varick  avenue,  north¬ 
east  corner  of  Meadow  street  (Block  2957,  Lot 
8),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None.  * 

For  Administration:  Vincent  Matteis,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1944  at  10 
A.  M.  no  appearances. 


APPLICANT — Excelsior  Oil  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
re  Transportation  of  Fuel  Oil  in  Tank  Truck  in 
New  York  City  (capacity  of  tank  not  in  con¬ 
formity  with  Administrative  Code  requirements 
covering  Tank  Trucks). 

APPEARANCES— 

For  Applicant:  Joseph  S.  Yewdell. 

For  Administration :  Vincent  Matteis,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative:  .  0 


312-44-A 

APPLICANT— Art-Tex  Adhesive  Products,  Inc.,  lessee, 
for  Doehler  Die  Casting  Co.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 185-199  West  9th  street,  north 
side,  64.6  ft.  east  of  Court  street,  499-505  Court 
street  and  182-202  Huntington  street  (Block  476, 
Lot  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Field. 

ACTION  OF  BOARD — Appeal  withdrawn,  in  view  of 
action  taken  this  day,  on  Cal.  634-40-A. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 


360-44-A 

APPLICANT — S.  A.  Swenson,  for  Rubanjo  Realties,  In¬ 
corporated,  owner  (Grosfeld  House,  Inc.,  lessee). 


THE  RESOLUTION  (111-44-A) 

Whereas,  Excelsior  Oil  Corporation,  owner,  filed  Febru¬ 
ary  17,  1944,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  the  use  of  applicant’s  Tank  Truck 
#30  for  the  transportation  of  fuel  oil  to  points  within  the 
City  of  New  York;  and 

Whereas,  Order  37201-LC,  issued  by  the  Fire  Commis¬ 
sioner  February  17,  1944,  reads : 

“An  inspection  of  truck  #30,  white  Chassis  #193419 
used  for  the  transportation  of  any  liquid  product  of 
petroleum,  shale  oil  or  coal  tar,  as  required  by  Section 
C19-52.0-A,  Title  C,  Part  1,  Art.  8  of  the  Admin. 
Code  of  the  City  of  New  York,  shows  the  following 
requirements  necessary  before  a  permit  can  be  re¬ 
newed  : 

1.  Forthwith  discontinue  the  use  of  tank  truck  for 
the  following  reason: 

Provide  a  tank  constructed  in  accordance  with  the 
specifications  set  forth  in  Section  5.” 

and 
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\\  hereas,  the  applicant  states  the  truck  is  stored  at 
#130  South  Columbus  Avenue,  Mount  Vernon,  N.  Y.  and 
that  it  bears  Serial_  #720193419,  Chassis  #14AZ  and  has  a 
rated  capacity  of  5  to  7J^  ton  carrying  load,  weighs  29480 
lbs.  loaded,  15980  lbs.  unloaded ;  equipped  with  six  10.50 
by  20  tires  with  brake  equipment  consisting  of  Booster 
brake  and  hydraulic  system;  that  the  truck  is  equipped 
with  a  2J4  gallon  American  La  France  extinguisher;  that 
the  truck  is  well  balanced  and  riveted  with  rivets  2  inches 
on  centers  and  tank  is  constructed  of  }/A  in.  sheet  steel; 
that  the  tank  truck  in  question  has  been  used  since  1938 
and  the  tank  has  been  used  on  other  trucks  for  transporta¬ 
tion  of  fuel  oil ;  that  the  tank  consists  of  a  four  compart¬ 
ment,  460  gallons  each,  totalling  1840  gallons;  that  it  is 
stronger  than  the  average  welded  tank ;  that  the  applicant 
is  unable  at  present,  to  obtain  any  new  equipment ;  and 

Whereas,  it  appears  from  the  Fire  Department  records 
that  the  existing  tank  when  attached  to  a  White  1925 
chassis  had  been  previously  approved  and  permit  issued 
therefor. 

Resolved,  that  order  37201-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  in  all  other  respects, 
the  truck  shall  comply  with  all  the  requirements  therefor 
and  that  the  tank  shall  be  maintained  to  the  satisfaction  of 
the  fire  commissioner. 


Holding  Co.,  Inc.,  for 
Inc.,  owner  (Henry  B. 


Med  Realty 
Cohen  Drug 


314-44-A 

APPLICANT— Ajax 

Holding  Co., 

Co.,  lessee). 

SUBJEC  J  Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFEC1ED — 243-245  East  35th  street,  north 
side,  100  ft.  west  of  2nd  avenue  (Block  916,  Lots 
26  and  27),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant :  Herman  E.  Horwood. 

For  Administration:  Vincent  Matteis,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 


THE  RESOLUTION  (314-44-A) 

Whereas,  Ajax  Contracting  Company,  Inc.,  for  Med 
Realty  Holding  Company,  Incorporated,  owner,  (Henry  B. 
Cohen  Drug  Company,  lessee),  filed  May  26,  1944,  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises 
243-245  East  35th  street,  north  side,  100  ft.  west  of  Second 
avenue  (Block  916,  Lots  26  and  27),  Borough  of  Manhattan; 
and 

Whereas,  Order  38144-LC,  issued  by  the  fire  commis¬ 
sioner  April  27,  1944,  reads  : 

“Before  a  permit  may  be  issued  to  conduct  a  whole¬ 
sale  drug  store,  the  following  must  be  done. 

1.  Provide  a  fixed  fire  extinguishing  system  or  other 
means  for  the  extinguishment  of  fire  satisfactory  to  the 
Fire  Commissioner.  Sec.  09-136.0,  Article  24,  Ad¬ 
ministrative  Code.” 
and 

Whereas,  the  applicant  states  the  building  is  four  stories, 
(45  ft.  2  in.)  in  height;  50  ft.  by  95  ft.  4  in.  and  98  ft.  9  in. 
in  area;  of  Class  3  construction;  erected  prior  to  1888; 
located  in  a  residence  use,  B  area  district  and  used  since 
1922  and  1930  as  follows :  Cellar,  storage  and  boiler  room, 
no  persons;  1st  floor,  office  and  stock  room,  21  persons; 
2nd  floor,  storage,  1  person;  3rd  floor,  storage,  no  persons; 
4th  floor,  storage,  no  persons;  that  the  entire  building  is 
used  for  drugs  and  proprietary  articles  throughout;  that  the 
building  is  equipped  with  a  31  inch  wide  wood  stairs  in  the 
easterly  half  and  a  32  in.  wide  wood  stairs  in  the  westerly 
half ;  that  the  stairs  in  243  East  35th  street,  lead  directly 
to  the  street  and  are  enclosed  in  wood  partitions  to  ceiling 


of  second  floor ;  that  the  stairs  in  245  East  35th  street  does 
not  extend  to  the  street  and  is  unenclosed ;  that  there  are 
two  fire  escapes,  one  at  front  of  each  building,  extending  to 
the  roof  by  a  ladder  and  to  the  street  by  a  drop  ladder; 
that  windows  on  the  course  of  the  fire  escape  of  243  East 
35th  street  are  fireproof,  self-closing  and  in  245  East  45th 
street  are  plain  glass ;  and 

Whereas,  Certificate  of  Occupancy  8897,  issued  Novem¬ 
ber  28,  1924,  for  245  East  35th  street,  permits  the  following 
use  and  occupancy:  Cellar,  storage;  1st  floor,  office  and 
shipping,  14  persons ;  2nd  floor,  storage,  1  person ;  3rd  floor, 
storage,  no  persons ;  4th  floor,  storage,  no  persons ;  and 

Whereas,  the  applicant  contends  that  the  premises  con¬ 
sist  of  two  buildings  of  small  area,  connected  by  openings 
in  the  brick  wall  on  each  story  above  cellar,  such  openings 
protected  by  fireproof,  self-closing  sliding  door  on  each  side, 
two  fire  escapes  on  the  street  front  and  the  stairway  in 
245  East  35th  street  has  self-closing  trap  doors  on  each 
floor  over  stair  opening;  that  the  stairway  in  243  East  35th 
street  is  floored  over  on  the  3rd  and  4th  stories;  that  there 
are  fire  pails  and  fire  extinguishers  distributed  throughout 
and  a  very  small  amount  of  volatiles  are  stored  in  an  ap¬ 
proved  vault  in  the  cellar  of  245  East  35th  street;  that  the 
occupant  is  strictly  a  druggist  supply  house  and  the  stock 
consists  of  drugs,  sundries  and  proprietary  articles  and  in 
original  packages ;  that  permits  have  been  issued  regularly 
since  1924  and  this  is  the  first  time  that  the  question  has 
been  raised  about  sprinkler  installation;  that  due  to  the 
non-hazardous  nature  of  the  business,  the  fire  escapes  and 
the  auxiliary  fire  appliances  and  the  fact  that  permits  have 
been  issued  for  20  years,  it  is  requested  that  the  appeal 
be  granted  and  the  requirement  for  sprinkler  be  waived; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  38144-LC,  Objection  1,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  sprinkler  system  shall  be  installed  through¬ 
out  the  premises  as  soon  as  priority  can  be  obtained  and 
material  and  labor  obtained  therefor;  that  meanwhile,  the 
stair  in  the  westerly  building  shall  be  enclosed  throughout 
its  height,  as  set  forth  in  the  resolution  adopted  by  the 
Board  affecting  this  building,  on  July  27,  1926,  under  Cal. 
258-26-S;  that  the  existing  stairs  in  the  easterly  building 
shall  be  restored  and  may  have  a  trap  door  operated  by  a 
fusible  link  on  each  floor  level,  and  the  opening  between  the 
two  buildings,  as  indicated,  shall  be  provided  with  approved 
fire  doors  as  shown  on  plans  filed  with  this  appeal  marked 
“Received  May  26,  1944”;  that  the  occupancy  of  the  building 
above  the  first  floor  shall  at  no  time  exceed  two  persons ; 
that  in  all  other  respects,  the  buildings  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to;  that  iron  shutters  shall  be  maintained  in  the  rear  win¬ 
dows  as  shown;  and  existing  fire  escapes  on  front  of  both 
buildings  shall  be  maintained ;  that  until  such  sprinkler 
system  is  iristailed,  such  portable  fire  fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct  and 
adequate  aisles  leading  to  exits  shall  be  maintained. 

379-44-A 

APPLICANT — Carbona  Products  Company,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  re :  Packaging  of  inflammable  mixture 
known  as  “Carbona  Cleaning  Fluid”  in  9  oz.  glass 
bottles  (capacity  of  glass  bottles  not  in  conformity 
with  Administrative  Code  requirements). 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Vincent  Matteis,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  o 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
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THE  RESOLUTION  (379-44-A) 

Whereas,  Carbona  Products  Company,  owner,  filed 
June  19,  1944  an  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  relating  to  the  packaging  of  an  inflammable  mix¬ 
ture  known  as  “Carbona  Cleaning  Fluid”  in  9  oz.  glass 

bottles ;  and  .  .  ,  , 

Whereas,  the  decision  of  the  fire  commissioner  dated 

May  24,  1944  reads:  . 

“In  reply  to  your  letter  of  May  9,  1944  in  which 
you  request  permission  to  package  the  inflammable 
mixture  known  as  “CARBONA  CLEANING  FLUID 
in  nine  (9)  oz.  bottles,  please  be  advised  that  said  re¬ 
quest  is  hereby  denied  for  the  reason  that  Section 
C19-59.0-C  prohibits  the  packaging  of  inflammable  mix¬ 
tures  in  glass  containers  of  a  capacity  exceeding  four 
(4)  ounces.” 


Whereas,  the  applicant  contends  that  Carbona  Clean 
ing  Fluid”  is  now  packaged  in  1  oz.  and  4  oz.  glass 
bottles,  pursuant  to  Certificate  of  Approval  1245;  that  per¬ 
mission  is  now  requested  to  package  this  product  in  9  oz. 
glass  bottles;  that  trade  necessity  and  convenience  and 
economy  to  the  consuming  public,  require  that  this  prod¬ 
uct  be  supplied  in  9  oz.  bottles ;  that  this  product  is  used 
not  only  for  spotting  purposes,  but  also  for  diy  cleaning 
entire  garments  and  accessories  by  immersing  in  the  fluid ; 
that  the  4  oz.  size  is  inadequate  for  such  use ;  and  . 

Whereas,  the  applicant  has  filed  copies  of  drawings  of 
bottles  and  corks  made  by  the  Pierce  Glass  Company 
indicating  bottles  of  8  oz.  weight  having  a  capacity  ot 

9ts  oz.  ;  and  ,  .  , 

Whereas,  in  the  opinion  of  the  Board  the  bottle  sub¬ 
mitted  should  not  be  permitted.  .  . 

Resolved  that  the  decision  of  the  fire  commissioner 
dated  May ’24,  1944,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


634-40-A 

APPLICANT— Art-Tex  Adhesive  Products,  Inc.,  lessee, 
for  Doehler  Die  Casting  Co.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  granting  an  appeal  from 
an  order  and  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 182-202  Huntington  street, 
499-505  Court  street  and  185-199  West  9th  street 
(Block  476,  Lot  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  N.  Field. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 


amended.  - 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  ^  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative:  .  0 

THE  RESOLUTION  (634-40-A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of 
the  fire  commissioner,  affecting  premises  182-202  Hunting- 
ton  street,  499-505  Court  street  and  185-199  West  9th  street 
(Block  476,  Lot  6),  Borough  of  Brooklyn,  was  granted  bv 
the  Board  on  June  25,  1940  and  the  resolution  amended 
on  January  27,  1942;  and 

Whereas,  the  applicant  requested,  a  further  amendment 
of  the  resolution,  based  on  a  decision  of  the  borough 
superintendent,  acting  on  Misc.  Applic.  395-44,  dated  April 
14,  1944,  which  reads : 

“1.  This  installation  is  at  variance  with  the  resolu¬ 
tion  of  the  Board  of  Standards  and  Appeals  under 
Cal.  634-40-A,  in  that  the  capacity  of  Varnoline  is  in¬ 
creased  from  ten  55  gallons  to  1000  gallons.  Applica¬ 
tion  denied.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  25,  1940  as 
amended  on  January  27,  1942,  by  adding  thereto: 


“that  in  the  event  the  owner  desires  to  comply  with 
the  requirements,  by  installing  a  tank  for  the  storage 
of  inflammable  liquid  as  proposed  under  Misc.  Applic. 
395-44,  filed  by  the  Borough  Superintendent,  nothing 
in  this  resolution  shall  be  deemed  to  preclude  such 
compliance  with  law,  and  in  the  event  such  tank  is 
installed,  the  permission  given  in  resolution  adopted 
January  27,  1942,  for  the  storage  of  ten  550  gallon 
drums,  and  the  previous  permission  to  store  one  drum 
of  Varnolene  given  under  resolution  adopted  June  25, 
1940,  shall  no  longer  apply.” 


Adjourned:  11:50  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  18,  1944 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
418-23-A 

APPLICANT — Henry  Nordheim,  for  Troy  Savings  Bank, 
owner  (Samuel  Leibowitz,  lessee). 

SUBJECT — Application  reopened  May  23,  1944 — re  Appeal 
from  a  decision  of  the  acting  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 896-898  Prospect  avenue,  east 
side,  171.51  ft.  south  of  East  162nd  street  (Block 
2690,  Lot  14),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 

THE  RESOLUTION  (418-23-A) 

Whereas,  this  appeal  from  a  decision  of  the  superin¬ 
tendent  of  buildings,  affecting  premises  896-898  Prospect 
avenue,  east  side,  171.51  ft.  south  of  East  162nd  street 
(Block  2690,  Lot  14),  Borough  of  The  Bronx,  was  denied 
by  the  Board  on  June  12,  1923;  and 
'  Whereas,  the  applicant  requested  a  reopening  and  rehear¬ 
ing  of  the  appeal,  based  on  a  new  proposal;  and 
Whereas,  the  appeal  was  reopened  by  vote  of  the  Board 
on  May  23,  1944,  subject  to  usual  procedure;  and. 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  3,  1944,  on  amendment  to  P.A.  Application  47- 

44,  reads  . 

“1.  Second  floor  of  building  originally  approved  as 
a  dance  hall  with  a  total  occupancy  of  145  persons. 
Present  exits  not  sufficient  for  number  of  persons  re¬ 
quested  in  above  application. 

2.  In  order  for  the  second  floor  to  be  used  as  a 
dance  hall  for  200  persons,  all  work  called  for  in  mem¬ 
orandum  by  the  Acting  Borough  Superintendent,  of 
March  1,  1944,  must  be  complied  with.” 

Whereas,  the  memorandum  with  the  borough,  superin¬ 
tendent  dated  March  1,  1944,  referred  to  an  Objection  2, 

lCcids  * 

“1.  The  exposed  soffit  of  the  stairway  in  the  store 
on  the  first  floor  must  be  protected  with  terra  cotta  or 
gypsum  blocks  not  less  than  2"  thick  supported  on  steel 
angles  plastered  with  gypsum  plaster. 
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2.  The  plate  glass  on  the  north  side  of  the  1st  story 
hallway  is  removed  and  replaced  with  approved  fire¬ 
proof  partitions. 

3.  The  ticket  booth  is  reduced  in  size  so  as  to  per¬ 
mit  clear  passage  as  wide  as  the  stairway. 

4.  Both  leaves  of  the  front  door  must  be  free  to 
swing  outward  at  all  times. 

5.  Two  railings  must  be  provided  on  all  stairways, 
front  and  rear. 

6.  Doors  opening  to  the  stair  enclosures  on  2nd  and 
3rd  floors  must  be  fireproof  self-closing. 

7.  A  counterbalanced  stairway  must  be  provided 
from  the  front  balcony  leading  to  the  street. 

8.  Windows  in  the  rear  of  the  1st  story,  opening 
out  on  the  rear  stairway  must  be  made  fireproof  fixed 
or  self-closing. 

9.  The  rear  yard  must  be  cleared  of  all  rubbish, 
paved  and  well  lighted  at  all  times  while  the  dance 
hall  is  occupied. 

10.  A  license  or  an  easement  must  be  obtained  from 
the  owner  of  the  adjoining  premises  to  the  south  per¬ 
mitting  egress  through  his  property.  If  such  permis¬ 
sion  is  obtained,  exit  lights  and  signs  must  be  provided 
indicating  the  direction  to  the  street.” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories, 
(48  ft.)  in  height;  34  ft.  by  135  ft.  in  area  at  1st  floor,  34 
ft.  by  120  ft.  in  area  at  typical  floor;  of  Class  3  construc¬ 
tion;  erected  1923;  located  in  a  business  use,  B  area  district 
and  used  since  1923  as  follows :  Cellar,  meeting  room  and 
dance  hall,  200  persons;  1st  floor,  stores  and  showrooms; 
2nd  floor,  dance  hall,  145  persons;  3rd  floor,  dance  hall, 
145  persons,  and  proposed  to  be  used  and  occupied  as  fol¬ 
lows:  cellar,  boiler  room  and  storage,  no  persons;  1st  floor, 
stores  and  showrooms;  2nd  floor,  dance  hall,  200  persons; 
3rd  floor  to  remain  vacant;  that  the  building  is  equipped 
with  one  3  ft.  8  in.  iron  marble  stairs,  enclosed  in  plastered 
partitions,  equipped  with  fireproof  self-closing  doors  and 
extending  from  the  roof  bulkhead  directly  to  the  street 
and  two  fire  escapes,  one  at  the  front  and  one  at  the  rear, 
extending  to  the  roof  by  stairs  and  to  the  street  by  a  ladder 
and  to  the  yard  by  stairs,  with  egress  from  the  termination 
of  the  rear  fire  escape  through  adjoining  yard  at  the  south; 
and 

Whereas,  the  applicant  contends  that  the  present  certifi¬ 
cate  of  occupancy  permits  a  total  of  290  persons  to  occupy 
the  two  upper  floors  and  permits  the  cellar  occupancy  for 
meeting  rooms  and  dance  hall  with  200  persons ;  that  the 
cellar  is  no  longer  used  for  this  purpose  and  remains 
vacant ;  that  certificate  of  occupancy  73,  issued  April  13, 
1932,  allowed  a  200  person  occupancy  in  the  building  in 
addition  to  the  number  of  persons  already  allowed  by  Cer¬ 
tificate  1519,  issued  September  18,  1923,  thus  giving  a  total 
dance  hall  occupancy  of  490  persons  in  the  building  up  to 
the  present,  using  the  same  exits  to  the  street  and  yard  and 
was  considered  safe,  that  it  is  now  proposed  to  occupy 
the  2nd  floor  only  for  dancing,  leaving  the  cellar  and  3rd 
story  vacant,  and  raises  the  question  as  to  why  the  stair¬ 
ways  are  now  inadequate  for  200  persons,  whereas  they 
were  formerly  sufficient  for  290  persons ;  that  there  are 
three  means  of  escape  from  the  2nd  floor,  consisting  of 
main  stairways  3  ft.  9  in.  wide,  a  rear  fire  escape  and  a 
front  fire  escape,  that  the  front  fire  escape  has  two  counter¬ 
balanced  ladders,  one  on  each  end  and  the  rear  fire  escape 
has  complete  stairways  to  the  yard  level,  having  the  same 
type  of  construction  as  found  on  theatres ;  that  upon  the 
issuance  of  Objection  1,  an  amendment  was  filed,  requesting 
a  reconsideration  by  the  borough  superintendent,  who  stated 
he  would  make  a  personal  examination  of  the  premises ; 
that  reconsideration  was  denied  and  the  examination  pro¬ 
duced  the  special  requirements  termed  a  Memorandum  and 
became  the  subject  of  Objection  2;  that  it  is  proposed  to 
comply  with  Items  3,  4  and  9  of  the  Memorandum  and 
the  Board  is  requested  to  review  Items  1,  2,  5,  6,  7,  8  and 
10;  and 

Whereas,  the  applicant  has  filed  copy  of  Certificate  of 


Occupancy  1519,  issued  September  18,  1923,  classifying  the 
budding  as  3  stories,  store  and  showrooms  and  public  as- 
sembly  of  brick  construction,  and  permits  the  occupancy 
of  the  2nd  floor  as  a  dance  hall,  145  persons,  and  the  3rd 
floor  as  a  dance  hall  with  145  persons,  and  describing  the 
building  as  having  a  live  load  capacity  of  120  lbs.  on  all 
floors,  and  the.  applicant  has  filed  copy  of  Certificate  of 
Occupancy  73,  issued  April  13,  1932,  permitting  the  use  of 
the  cellar  as  a  meeting  room  and  dance  hall,  live  load,  120 
lbs.,  200  persons,  describing  the  building  as  3  stories  and 
cellar,  meeting  room  and  dance  hall,  of  brick  construc¬ 
tion  ;  and 

Whereas,  the  premises  was  inspected  by  a  Committee  of 
the  Board ;  and 

Whereas,  the  Committee  recommended  denial  of  the 
application,  as  on  a  previous  appeal,  the  Board  determined 
that  occupancy  of  the  building  above  the  first  floor  could 
not  exceed  115  persons;  and  that  the  proposed  occupancy 
is  excessive  for  the  existing  exits. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  P.A.  Applic.  47-44,  objections  l'  and  2,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied. 


475-43-S 


APPLICANT— Matam  Corporation  (lessee),  for  Cortland 
Realty  Co.  of  New  York,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  de¬ 
cision  of  the  fire  commissioner. 


PREMISES  AFFECTED — 45-17  Pearson  street,  east  side, 
150  ft.  south  of  Jackson  avenue  (Block  84,  Lot 
11),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Henry  P.  Heaviside. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  Ob  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative :  .  q 


THE  RESOLUTION  (475-43-S) 

Whereas,  Matam  Corporation,  (lessee)  for  Cortland 
Realty  Co.  of  New  York,  owner,  filed  October  28,  1943,  an 
application  for  variation  of  the  labor  law  as  cited  in  a 
decision  of  the  fire  commissioner;  affecting  premises:  45-17 
Pearson  street,  east  side,  150  ft.  south  of  Jackson  avenue 
(Block  84,  Lot  11),  Long  Island  City,  Borough  of  Oueens ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
September  16,  1943,  reads : 

“In  response  to  your  letter  of  September  14th  where¬ 
in  you  request  permission  to  install  panic  bolts  on  the 
exit  doors  of  your  premises,  45-17  Pearson  Street  and 
45-18  Court  Square,  Long  Island  City,  New  York,  you 
are  advised  that  your  request  must  be  denied  for  the 
reason  that  the  Fire  Commissioner  is  without  authority 
to  modify  the  provisions  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  six  stories 
(75  ft.  10  in.)  in  height,  200  ft.  by  100  ft.  in  area  at  1st 
floor;  100  by  100  ft.  in  area  on  upper  floors  above  the 
second  floor;  Class  1  construction;  erected  in  1926;  located 
in  an  unrestricted  use,  A  area,  district ;  occupied ;  Cellar, 
boilerroom,  2  persons;  1st  floor,  manufacturing  shells,  60 
persons;  2nd  floor,  same,  144  persons;  3rd  floor,  office  and 
laboratory,  60  persons;  4th  floor,  manufacturing  munition 
parts,  75  persons ;  5th  floor,  manufacturing  shells  and  tool 
room,  80  persons;  6th  floor,  office  and  manufacturing  (car¬ 
pentry  shop)  50  persons ;  that  the  building  is  equipped  with 
sprinkler,  standpipe  and  fire  alarm  systems  and  fire  drills 
are  maintained;  that  the  building  is  equipped  with  one  3  ft. 
8  in.  fireproof  stairs,  extending  from  the  roof  to  the  street, 
one  fire  escape  extending  to  the  roof  by  stairs,  and  to  the 
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street  by  stairs;  that  windows  on  the  course  of  fire  escape 
are  fireproof,  self-closing;  and  .  . 

Whereas,  the  applicant  contends  that  it  is  engaged  m 
war  production  on  the  contracts  of  the  U.  S.  Navy,  oper¬ 
ating  twenty-four  hours  a  day,  seven  days  a  week;  that  it 
leased  two  adjoining  and  connecting  buildings  known  as 
45-17  Pearson  street  and  45-18  Court  Square;  that  the  en¬ 
tire  buildings  are  devoted  to  war  production  with  the  ex¬ 
ception  of  the  5th  and  6th  floors  in  building  45-18  Court 
Square;  that  it  is  proposed  to  bar  further  ingress  through 
the  two  ground  floor  doors  on  Pearson  street,  so  that  nor¬ 
mal  ingress  into  both  buildings  will  be  gained  on  Court 
Square  only ;  that  with  the  installation  on  each  of  the 
Pearson  street  doors  of  an  approved  type  of  panic  bolt 
these  doors  will  serve  as  a  means  of  exit  in  the  event  of 
an  emergency ;  that  it  is  requested  the  Board  grant  a  vari¬ 
ation  of  section  272  of  the  Labor  Law,  to  permit  the  instal¬ 
lation  of  two  panic  bolts  as  proposed  on  the  ground  floor 
on  Pearson  street ;  and 

Whereas,  the  record  indicates  that  contrary  to  the  state¬ 
ment  by  the  applicant,  the  building  is  not  protected  with 
a  standpipe  system,  nor  a  fire  alarm  system  and  fire  drills 
are  not  maintained. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  L^bor 
Law  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
September  16,  1943,  and  that  the  application  be  and  it  here¬ 
by  is  granted  on  condition  that  no  panic  bolts  shall  be  in¬ 
stalled  on  any  doors  throughout  the  building  except  the  two 
doors  leading  from  the  first  floor  to  Pearson  street,  as  in¬ 
dicated  on  plans  filed  with  this  appeal  marked  Received 
September  28,  1943” ;  that  such  panic  bolts  shall  be  of 
approved  type ;  that  this  variance  shall  continue  only  dur¬ 
ing  the  term  of  the  present  emergency,  and  such  panic  bolts 
shall  be  removed  upon  the  termination  thereof ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto,  other 
than  as  modified  by  the  Board  under  Cal.  1064-39- A. 


480-43-A 

APPLICANT— East  Calvary  Methodist  Church,  for  New 
York  City  Society  for  The  Methodist  Church, 
owner. 

SUBTECT — Application  reopened  and  restored  to  calendar, 
May  9;  1944 — Appeal  from  an  order  of  the  fire 
commissioner  (previously  withdrawn). 

PREMISES  AFFECTED— 2085  Fifth  avenue,  east  side, 
84  ft.  11  in.  north  of  East  128th  street  (Block 
1753,  Lot  4),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
ing  and  Buildings,  Peter  Maher,  Fire  Dept 
and  William  J.  Kirchner,  Health  Dep’t.. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  J  „ 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn  .  4 

Negative:  .  u 

THE  RESOLUTION  (480-43-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  2085  Fifth  avenue,  east  side 
84  ft.  11  in.  north  of  East  128th  street  (Block  1753,  Lot 
4),  Borough  of  Manhattan,  was  withdrawn  on  January  4, 

1944;  and  .  ,  , 

Whereas,  the  applicant  requested  a  reopening  ot  the 

appeal  and  restoration  to  the  calendar ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  May  9,  1944,  subject  to  usual  procedure;  and 
Whereas,  the  applicant  contends  that  this  appeal  was 
withdrawn  in  order  to  secure  a  certificate  of  occupancy 
from  the  Dept,  of  Housing  and  Buildings;  that  a  state- 
ment  has  been  filed  with  the  Board  to  the  effect  that  the 
premises  has  satisfied  all  legal  requirements  of  the  Depart¬ 


ment  of  Housing  and  Buildings  and  it  is  therefore  re¬ 
quested  that  the  appeal  be  considered  on  the  basis  of  the 
Fire  Department’s  requirements  for  an  installation  of  a 
fire  alarm  system;  and 

Whereas,  order  19347-LF,  issued  by  the  fire  commis¬ 
sioner  October  4,  1943,  reads : 

“1.  Install  an  adequate  electric  closed  circuit  in¬ 
terior  fire  alarm  system  of  an  approved  type  in  ac¬ 
cordance  with  the  Interior  Fire  Alarm  Rules  of  the 
Board  of  Standards  and  Appeals.  Sec.  487E.2.0  C-l 
Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the.  building  is  cellar, 
basement  and  4  stories  (55  ft.)  in  height,  20  ft.  by  60 
ft.  in  area,  of  Class  3  Construction,  erected  in  1885,  located 
in  a  residence  use,  B  area  district  and  occupied  since  1934 
as  follows :  cellar  boiler  room  and  storage ;  basement, 
kitchen,  playroom  and  nursery,  25  persons ;  1st  floor,  play 
room  and  sleeping  room  20  persons  and  that  this  same 
floor  is  used  on  Sunday  for  church  services;  2nd  and  3rd 
floors,  one  family ;  4th  floor  one  family  and  proposed  to 
be  used  and  occupied  as  follows :  cellar,  same  basement, 
same,  1st  floor  same,  2nd  floor  same,  3rd  and  4th  floors 
furnished  rooms ;  that  no  Certificate  of  Occupancy  has 
been  issued ;  and 

Whereas,  the  applicant  contends  that  a  fire  alarm,  system 
cannot  be  installed  at  the  present  time,  due  to  priorities; 
that  the  building  is  arranged  so  that  the  children  can  be 
moved  out  of  the  building  within  two  minutes,  and  less; 
that  only  the  two  lower  floors  are  used  for  public  meetings 
and  school  purposes ;  that  the  2nd  floor  has  two  exits  from 
the  large  assembly  room,  one  70  in.  wide  and  one  32  in. 
wide;  that  the  exit  from  the  hall  is  43  in.  wide  and  leads 
to  steps  to  the  street,  which  are  70  in.  wide;  that  the  lower 
floor  has  front  and  rear  exits;  that  the  rear  exit  leads  to 
129th  street  through  adjoining  yards  which  are  used  as  a 
play  area  and  the  front  exit  to  Fifth  avenue;  that  the  two 
rooms  on  the  lower  floor  have  two  exits  each;  that  the 
children  can  be  moved  to  safety  in  one  minute  from  the 
lower  floor ;  that  the  child  care  center  is  necessary  in  the 
community ;  that  to  discontinue  the  use,  would  mean  that 
most  of  the  children  would  be  turned  into  the  streets  or 
put  into  private  homes  which  are  ill-equipped,  to  care  for 
them ;  that  it  is  not  economical  to  operate  with  less  than 

30  children.  .  . 

Resolved  that  the  decision  of  the  fire  commissioner  act¬ 
ing  on  Order  19347-LF,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
there  shall  be  installed  on  the  basement  floor  and  first  floor, 
where  nursery  and  playroom  therefor  are  conducted,  a  gong 
not  less  than ‘6  in.  in  diameter,  such  gong  may  be  actuated 
by  a  dry  battery  system,  provided  at.  least  six  dry  cell 
batteries  are  maintained,  wired  in  series,  and  maintained 
in  a  box  painted  Fire  Department  red,  and  labelled  and 
dated ;  that  such  bells  shall  be  actuated  by.  a  push  button 
located  where  the  fire  commissioner  shall  direct ;  that  such 
fire  alarm  system  shall  be  used  only  in  connection  with  the 
maintenance'  of  the  fire  drills  and  for  alarm  in  case  of  fire; 
that  drills  shall  be  maintained  under  the  direction  of  quali¬ 
fied  persons  not  less  than  once  every  two  weeks ;  that  in  all 
other  respects,  the  building  and  occupancv  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


497-43- A 

APPLICANT— Clayton  G.  Shirkey,  for  Isadore  Jutkow- 


itz,  owner.  .  . 

UBTECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

REMISES  AFFECTED— 714  Beach  20th  street  east 
side,  56  ft.  south  of  Cornaga  avenue  (Block  84, 
Lot  7).  Far  Rockaway,  Borough  of  Queens. 

For  Applicant:  Clayton  G.  Shirkey  and  Alex¬ 
ander  Jutkowitz.  ^  „  >4. 

For  Administration :  Fred  Dahlem,  Dep  t  o 

Housing  and  Buildings. 
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ACTION  Ob  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 


THE  RESOLUTION  (497-43-A) 

Whereas,  Clayton  G.  Shirkey,  for  Isadore  lutkowitz 
owner,  filed  October  21,  1943,  an' appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  714  Beach 
20th  street,  east  side,  56  ft.  south  of  Cornaga  avenue  (Block 
84,  Lot  7),  Far  Rockaway,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  June  23,  1944,  on  Alt.  Applic.  1347-44,  reads: 

“1.  The  use  of  any  part  of  a  theatre  structure  for 
factory  purposes  is  contrary  to  Sec.  12.1.3a,  Building 
Code. 

3.  Submit  a  floor  design  showing  construction  ade¬ 
quate  to  sustain  a  live  load  of  at  least  120  lbs.  per  sq. 
ft.  Records  show  an  approval  for  100  lbs.  per  sq.  ft. 

4.  Means  of  egress  not  in  compliance  with  the 
Labor  Law,  because  of  the  following: 

a.  Stairway  serving  as  a  required  exit  leads  to 
lobby  of  theatre,  therefore,  is  contrary  to  Sec.  270, 
Sub.  4,  L.L.,  since  this  cannot  be  regarded  as  leading 
continuously  to  the  street  not  as  independent  of  other 
exits  from  the  building. 

b.  One  of  the  required  means  of  egress  is  an  ex¬ 
terior  stairway,  unenclosed. 

c.  Door  opening  on  stairway  is  less  than  44"  in 
width  Sec.  270,  Sub.  5,  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  2  stories, 
(tt  ft.)  in  height;  44  ft.  by  258  ft.  in  area  at  first  floor; 
44  ft.  by  112  ft.  in  area  at  2nd  floor;  of  Class  1  and  Class 
3  construction;  erected  1919;  located  in  a  business  use,  C 
area  district  and  used  and  occupied  since  1919  as  a  motion 
picture  theatre  for  1850  nersons  on  the  1st  floor  and  dance 
hall  on  the  2nd  floor,  100  persons,  for  which  Certificate 
of  Occupancy  174  was  issued  June  23,  1920;  that  the  build¬ 
ing  is  equipped  with  one  6  ft.  wide  fireproof  stairs,  leading 
directly  to  the  street  from  the  2nd  story  and  one  exterior 
stairs  at  the  side,  leading  to  Cornaga  avenue  by  stairs  and 
to  the  roof  bv  stairs ;  and 

\  Whereas,  Violation  2351  was  issued  September  22,  1Q43, 
for  changing  occupancy  of  2nd  floor  above  lobbv  of  theatre, 
to  manufacturing  without  obtaining  certificate  of  occu¬ 
pancy;  and 

;  Whereas,  the  applicant  contends  that  the  owner  not 
knowing  that  he  was  violating  the  law,  leased  the  room 
over  the  entrance  to  the  theatre,  to  a  dress  manufacturer 
who  employs  about  70  persons  making  ladies  shirt  waisfs ; 
that  it  is  desired  tocontinue  this  use,  as  it  constitutes  the 
jrst  paying  tenant  in  some  years;  that  the  room  is  w<41 
J'ghted  and  ventilated  and  has  two  exits;  that  the  walls, 
floors  and  ceiling  are  fireproof  construction  and  are  sep¬ 
arated  from  the  theatre  portion,  by  a  brick  wall  with  no 
openings  therein;  that  the  exits  were  originally  annrovpd 
lor  dance  hall,  with  an  occupancv  of  100  persons;  that  the 
‘  lusiness  is  carried  on  only  during  the  day  time  and  not 
luring  any  of  the  rush  hours  of  the  theatre;  and 
Whereas,  the  Board  deemed  that  it  is  not  consistent  with 
he  safety  of  the  public,  to  permit  theatre  exits  to  be  used 
n  common  with  a  factory  as  proposed. 

Resolved,  that  the  decision  of  the  borough  sunerin- 
endent,  acting  on  Alt.  Applic.  1347-44,  objections  1.  3  and 
1,  be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and 
t  hereby  is  denied. 


113-44-A 

APPLICANT — Watson  Elevator  Co.,  Inc.,  for  Marion  A.  S. 
and  H.  S.  Newcomer,  owners  (Dioptric  Instrument 
Corp.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 46  West  55th  street,  south  side, 
372  ft.  east  of  6th  avenue  (Block  1270,  Lot  60)! 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Donald  V.  Jenkins. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 

THE  RESOLUTION  (113-44-A) 

Whereas,  Watson  Elevator  Company,  Incorporated,  for 
Marion  A.  S.  Newcomer  and  H.  S.  Newcomer,  owners 
(Dioptric  Instrument  Corporation,  lessee),  filed  Februarv  3 
1944,  an  appeal  from  a  decision  of  the  borough  superintendent 
affecting  premises  46  West  55th  street,  south  side,  372  ft’ 
east  of  6th  avenue  (Block  1270,  Lot  60),  Borough  of  Man¬ 
hattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  on 
amendment  to  Elevator  Applic.  60-43,  issued  January  26,  1944, 
reads : 

“This  amendment  is  disapproved  and  objection  #2  of 
August  30,  1943  is  repeated. 

The  Elevator  Appliance  Co.  5B  Interlocks  are  not 
approved  by  the  Board  of  Standards  and  Appeals. 

Therefore  unconditional  approval  cannot  be  granted 
until  these  interlocks  are  approved  by  the  Board  of 
Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  the  building  is  5  stories 
(o3  ft.)  in  height;  20  ft.  by  80  ft.  in  area;  of  Class  3  con¬ 
struction  ;  erected  prior  to  1905 :  located  in  a  retail  use,  B  area 
district,  used  as  a  one  family  dwelling;  proposed  to  be  used 
and  occupied  as  follows:  cellar,  boiler  room,  laboratory  and 
storage;  1st  floor,  offices:  2nd  floor,  offices;  total  occupancy 
of  cellar,  1st  and  2nd  floors,  5  persons ;  3rd,  4th  and  5th 
floors,  dwelling,  one  family  each;  that  the  building  is 
equipped  with  a  one  source  sprinkler  system,  two  3  ft.  wide 
wood  stairs  enclosed  in  partitions  of  wire  lath,  cement  mor¬ 
tar  on  studs,  equipped  with  1  hour  test  self-closing  doors 
leading  from  the  roof  bulkhead,  directly  to  the  street;  and 
Whereas,  the  applicant  contends  that  Elevator  Applic. 
60-43,  has  been  conditionally  approved  bv  the  borough  super¬ 
intendent  with  the  proviso  that  the  5-B  interlock  shall  be 
approved  by  the  Board  of  Standards  and  Appeals,  and  that 
unless  such  approval  is  obtained  within  a  reasonable  time,  the 
said  interlocks  will  be  removed  and  new  interlocks  of  approved 
type  shall  be  installed ;  that  such  removal  would  incur  other 
complications,  which  would  be  obviated  by  the  approval  of 
the  interlocks  for  this  particular  installation;  and 

Whereas,  the  applicant  has  filed  a  communication  from 
the  Watson  Elevator  Companv.  stating  that  the  Elevator 
Applicance  Company’s  type  5-B  interlocks  are  identical  with 
the  5-B  interlocks  approved  by  the  Board  of  Buildings  on 
November  7,  1935,  after  an  insulation  test  made  October  28. 
1935  and  that  the  interlocks  are  also  identical  with  the  5-A 
and  5-B  electromechanical  interlocks  tested  by  the  Under¬ 
writers  Laboratories  under  date  of  December  5,  1931. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Elevator  Application  60-43.  objection  2,  be  and  it 
hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  existing  interlock  shall  be  made 
to  conform  to  the  approval  as  may  be  issued  bv  the  Board 
under  Cal.  55-42-SA. 


196-44-A 

APPLICANT — Cluff  Fabric  Products,  lessees;  Willis  Ave¬ 
nue  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 


685 


MINUTES 


PREMISES  AFFECTED— 455-463  East  147th  street,  north 
side,  90  ft.  west  of  Brook  avenue  (Block  2292,  Lot 
52)  .  Borough  of  The  Bronx. 

APPEARANCES—  .  _  . 

For  Applicant:  Simon  Katz  and  Joseph  Crohm. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (196-44-A) 

Whereas,  Cluff  Fabric  Products,  lessee,  for  Willis  Ave¬ 
nue  Realty  Corporation,  owner,  filed  March  30,  1944,  an 
appeal  from  an  order  and  a  decision  of  the  fire  commissioner, 
affecting  premises  455-463  East  147th  street,  north  side,  90 
ft.  west  of  Brook  avenue  (Block  2292,  Lot  52),  Borough 

of  The  Bronx;  and  .  . 

Whereas,  order  20672-LF  issued  by  the  fire  commissioner, 

dated  January  21,  1944,  reads:  .  , 

“1.  Provide  rigid  stem  type  fixtures,  equipped  with 
keyless  sockets  and  suitably  guarded  vapor  proof  globes 
for  all  artificial  lighting  in  the  kapok  pillow  sewing 
room.  C19-167.0  Adm.  Code. 

2.  Properly  install  circuit  wiring  to  sewing  machines 
in  kapok  pillow  room,  by  enclosing  same  in  metallic 

conduit.  09-161.0  Adm.  Code. 

3.  Remove  all  cut-out  boxes  and  switches  from  the 
kapok  pillow  sewing  room.  C19-161.0  Adm.  Code. 

4.  Properly  ground  all  kapok  sewing  machine  motors 
in  kapok  pillow  sewing  room  with  an  electrical  and 
mechanical  ground.  C19-161.0  Adm.  Code. 

Whereas,  the  said  order  was  referred  to  in  a  decision  of 
the  fire  commissioner  dated  February  28,  1944;  and 

Whereas,  the  applicant  states  the  building  is  six  stories 
(70  ft.)  in  height,  150  ft.  by  99.94  ft.  in  area;  Class  3  con- 
struction;  erected  1905;  located  in  an  unrestricted  use,  B 
area,  district ;  used  since  1905  as  follows :  Cellar,  recon¬ 
ditioning  of  toilet  seats,  6  persons,  1st  floor,  furniture  build¬ 
ing  8  persons;  2nd  floor,  metal  door  manufacturing,  12 
persons;  3,  4  and  5th  stories,  manufacturing  of  life  pre¬ 
servers  life  jackets  and  other  marine  equipment,  1  person 
per  floor;  6th  floor,  manufacture  of  dental  supplies,  3  per¬ 
sons  ;  that  no  change  in  use  or  occupancy  is  proposed ;  that 
the  building  is  equipped  with  a  two-source  sprinkler  sys¬ 
tem,  two  5  ft.  wide  wood  stairs,  enclosures  of  cement  and 
steel,  with  steel  covered  doors  which  are  self-closing ;  that 
the  stairs  extend  from  the  roof  to  the  street ;  and 

Whereas,  the  applicant  contends  that  prior  to  taking 
possession  of  the  premises,  the  lessee  caused  extensive  alter¬ 
ation  plans  to  be  made ;  the  plans  were  submitted  to  all  de¬ 
partments  having  jurisdiction  and  were  duly  approved;  that 
since  there  was  no  deviation  from  the  plans  originally  filed 
and  approved,  this  appeal  should  be  granted ,  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board.  _  . 

Resolved  that  the  order  of  the  fire  commissioner,  acting 
on  Order  20672-LF,  items  1,  2,  3  and  4,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  dented. 


APPLICANT— George  W.  Kibitz,  for  John  Cullo  Marble 
and  Tile  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 1476  East  222nd  street,  south¬ 
west  corner  of  Edson  avenue  (Block  4758,  Lot  9), 
Borough  of  The  Bronx. 

APPEARANCES—  „7 

For  Applicant:  George  W.  Kibitz. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  „ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative:  .  ^ 

✓ 

THE  RESOLUTION  (318-44-A) 

Whereas,  George  W.  Kibitz,  for  John  Cullo  Marble 
and  Tile  Company,  owner,  filed  May  31,  1944,  an  ap¬ 
peal  from  a  decision  of  the  borough  superintendent,  af¬ 
fecting  premises  1476  East  222nd  street,  southwest  corner 
of  Edson  avenue  (Block  4758,  Lot  9),  Borough  of  The 

Bronx;  and  , 

Whereas,  the  decision  of  the  borough  superintendent, 
on  amendment  to  Alt.  Applic.  603-40,  dated  May  3,  1944, 
reads  * 

“4.  Provide  two  means  of  egress  as  required  by 
Section  270  of  the  Labor  Law.  An  open  outside  stair¬ 
way  is  unacceptable  as  one  such  means.” 

Whereas,  the  applicant  states  the  building  is  2  stories 
(22  ft.)  in  height;  137  ft.  by  95  ft.  in  area  at  1st  floor; 
50  ft.  by  40  ft.  in  area  at  second  floor ;  of  Class  3  con¬ 
struction  ;  erected  1928 ;  located  in  an  unrestricted  use, 
C  area  district  and  used  and  occupied  since  1928  as  fal¬ 
lows  :  1st  floor,  machine  shop,  20  persons;  2nd  floor,  office, 
5  persons ;  that  no  change  in  use  or  occupancy  is  proposed ; 
'hat  the  building  is  equipped  with  one  3  ft.  wide  interior 
stairway  of  steel  and  marble  construction;  enclosed  at  the 
first  story  with  fireproof  enclosure  and  at  the  second  floor, 
with  a  fire  retarded  enclosure;  equipped  with  wood  doors 
and  leading  directly  to  the  street  but  not  to  the  roof ;  and 
Whereas,  Violation  3183-40,  was  issued  for  omitting 
secondary  means  of  egress  for  second  story  of  factory 
building  and  superseding  Violation  614-38;  and  _ 
Whereas,  Certificate  of  Occupancy  427  was  issued 
March  23,  1928,  on  N.  B.  Applic.  2408-27,  permitting  the 
use  of  the  building  as  a  factory  with  60  lbs.  live  load 
on  the  2nd  floor;  that  the  number  of  occupants  are  not 

stated ;  and  ...  ... 

Whereas,  the  applicant  contends  that  the  second  ston 
is  used  exclusively  for  office  purposes  with  a  normal  occu¬ 
pancy  of  5  persons;  that  the  existing  stairway  is  enclosed 
with  fireproof  walls  on  the  first  story  and  a  fire  retarded 
■artition  on  the  second  story;  that  the  existing  doors 
opening  on  the  stair  hall  are  of  wood,  opening  inwardly 
and  will  be  replaced  with  one  hour  test  fireproof  self- 
closing  doors,  opening  outwardly.  , 

Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
labor  law, 'as  cited  in  a  decision  of  the  borough  super¬ 
intendent,  acting  on  Alt.  Applic.  603-40,  and  .that  the 
appeal  be  and  it  hereby  is  granted  as  to  objection  4,  on 
condition  that  the  second  means  of  exit  Consisting  ot 
an  exterior  counterbalanced  stairway,  shall  be  installed 
and  maintained  on  the  East .  222nd  street  front,  as  in  i 
cated  on  plans  marked  “Received  May  31,  1944  ;  that  an 
outwardly  opening  door  shall  be  maintained  from  the  sec 
ond  floor  space  to  the  roof,  adjacent  to  the  proposed  coun- 
i-rbalanced  stair  balcony;  that  the  space  on  the  second 
door  shall  be  used  as  proposed,  for  office  work  only;  and 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 

+- i-i  oro fi/'-v 


321-44-A  .  . 

APPLICANT — Kolb  and  Miller,  for  Loose-Wiles  Biscuit 
Co.,  owner.  .  , 

SUBTECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 29-10  Thomson  avenue,  south¬ 
east  corner  of  30th  street  (4th  floor)  ;  (Block  273, 
Lot  1),  Long  Island  City,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Henry  C.  Kolb,  D.  T.  Colton, 
U.  L.  Whitaene  and  E.  D.  Flavin. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (321 -44- A) 

Whereas,  Kolb  and  Miller  for  Loose-Wiles  Biscuit  Com¬ 
pany,  owner,  filed  May  31,  1944,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  29-10  Thomson 
avenue,  southeast  corner  30th  street  (4th  floor)  ;  (Block  273, 
Lot  1),  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  29,  1944,  on  Alt.  Applic.  110-44,  reads: 

“1.  As  this  building  is  a  fireproof  building,  the  use  of 
Johns-Manville  rock  cork  for  interior  partitions  is  con¬ 
trary  to  Sect.  10.4.3.1  and  10.9.1” 
and 

\\  hereas,  the  applicant  states  the  building  is  9  stories, 
(131  ft.)  in  height;  200  ft.  by  430  ft.  in  area;  of  Class  1 
construction;  erected  1913;  located  in  an  unrestricted  use, 
B  area  district  and  used  and  occupied  since  1913  for  manu¬ 
facture  of  bakery  products,  with  a  maximum  occupancy  of 
483  persons  per  floor,  except  that  the  2d  floor  will  have  501 
persons;  that  the  building  is  equipped  with  a  two  source 
sprinkler  system,  a  standpipe  system,  six  3  ft.  8  in.  wide 
fireproof  stairs  leading  from  the  roof  to  the  street,  and 
one  outside  stair  leading  to  the  yard  and  to  the  roof ;  and 

Whereas,  the  applicant  contends  that  the  existing  self- 
supporting  Johns-Manville  Rock  Cork  walls  consist  of  two 
layers,  each  of  2  in.  thick,  bonded  together  with  expanded 
metal  lath  on  both  exposed  surfaces,  that  the  lath  is  held 
in  place  by  wires  approximately  9  in.  on  centers,  horizontally 
and  longitudinally,  laqed  through  the  wall;  that  1  in.  thick 
Portland  cement  plaster  has  been  installed  on  both  sides  of 
the  rock  cork  partitions ;  and 

Whereas,  the  applicant  further  contends  that  a  partition 
of  substantially  the  same  construction  involved  herein,  was 
tested  by  the  National  Bureau  of  Standards  and  a  copy  of 
report  of  such  test  is  filed  with  this  appeal  and  that  on 
the  basis  of  such  report,  it  is  requested  that  a  variation  of 
the  requirements  of  Sections  10.4.3.1  and  10.9.1  of  the  Build¬ 
ing  Code  be  granted,  to  permit  the  installation  of  the  parti¬ 
tion  in  question. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  110-44,  objection  1,  be  and  it  hereby 
is  modified,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  insulation  shall  be  constructed  and 
maintained  substantially  as  proposed  and  for  the  purpose 
stipulated. 


Whereas,  Order  12781-Lb,  issued  by  the  fire  commis¬ 
sioner  ^May  9,  1944,  reads: 

T.  Provide  in  cellar  and  rear  extension  grade  story 
a  fixed  fire  extinguishing  system  or  other  means  for 
the  extinguishing  of  fire,  satisfactory  to  the  fire  com¬ 
missioner.  Section  C19-161.0  Adm.  Code” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories, 
(33  ft.)  in  height;  18  ft  6  in.  by  74  ft.  in  area  at  1st 
Moor,  18  ft.  6  in.  by  55  ft.  in  area  at  typical  floor;  of 
Class  3  construction;  erected  1926;  located  in  a  business 
use,  C  area  district  and  used  since  1937  as  follows :  cellar 
storage  two  bales  of  cotton,  150  lbs.  each;  one  bag  of 
hair  2o  lbs.,  1  bale  of  moss,  150  lbs.,  1  bag  of  feathers, 
^  lbs,  total  one  quarter  ton;  first  floor,  furniture  show- 
loom  and  shop,  2  persons;  second  floor,  vacant,  office  and 
apartment,  1  person ;  third  floor,  apartment,  4  persons ; 
proposed  to  be  used  and  occupied  as  follows:  cellar, 
same,  first  floor,  furniture  showroom  and  shop,  3  per¬ 
sons;  second  floor,  business  office  and  apartment;  third 
°?i,  aPaijtment;  that  the  building  is  equipped  with  two 
stairs  leading  to  the  cellar  and  one  to  the  apartment  above- 
tliat  this  stair  is  34J4  in.  wide,  of  wood  and  concrete 
construction  and  unenclosed;  that  there  is  one  fire  escape 
at  the  rear  extending  to  the  roof  by  ladder  and  to  the 
yard  by  ladder;  and 

W  hereas,  the  applicant  contends  that  the  necessity  for 
the  installation  of  a  sprinkler  system  is  not  urgent  and 
can  be  postponed  for  the  duration  of  the  present  emer¬ 
gency  ;  that  at  the  present  time,  material  is  very  high  and 
labor  scarce,  and  it  is  therefore  requested  that  a  stay  be 
granted ;  that  the  shop  is  only  one  story  high  and  has  two 
exterior  exits  and  one  to  the  store;  that  the  cellar  has 
a.  concrete  ceiling  and.  will  not  be  overcrowded,  as  during 
he  busy  season,  additional  storage  space  in  other  premises 
is  rented;  and 

o^Xn-foEAS’  Certificate  of  Occupancy  87534,  issued  May 
1938,  permits  the  use  of  the  building  as  follows :  cellar 
storage  and  boiler  room;  first  floor,  store;  second  floor’ 
store  (dressmaker)  and  one  family;  third  floor  one  fam¬ 
ily. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  12781-LF,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  exits  from  the  cellar  as  indicated 
on  plans  filed  with  this  Board  marked  “Received  July  3 
J44,”  shall  be  maintained;  that  the  amount  of  combustible 
material  in  the  cellar  shall  be  restricted  to  the  satisfaction 
of  the  fire  commissioner;  that  the  existing  garden  hose 
connections  in  the  cellar  shall  be  maintained;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  through¬ 
out  the  cellar  and  first  story  as  the  fire  commissioner  shall 
direct;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


324-44-A 

APPLICANT — Anna  Kahn,  owner, 
i  SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
L  PREMISES  AFFECTED — 533  86th  street,  north  side,  245 
ft.  6  in.  West  of  Ft.  Hamilton  Parkway  (Block 
6036,  Lot  52),  Borough  of  Brooklyn. 

'  APPEARANCES— 

For  Applicant :  Anna  Kahn. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (324-44-A) 

Whereas,  Anna  Kahn,  owner,  filed  June  2,  1944,  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
.^33  86th  street,  north  side,  245  ft.  6  in.  west  of  Ft.  Hamil¬ 
ton  Parkway  (Block  6036,  Lot  52),  Borough  of  Brooklyn; 
fiand 


397-44-A 

APPLICANT — Samuel  Gardstein,  for  Norwalk  Lock  Co., 
owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFPECTED — 43-61  Ferris  street  and  165-181 
Sullivan  street,  southeast  corner  (cellar  and  2nd 
floor)  ;  (Block  564,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Samuel  Gardstein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  Q 

THE  RESOLUTION  (397-44-A) 

Whereas,  Samuel  Gardstein,  for  Norwalk  Lock  Corn- 
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pany,  owner,  filed  June  26,  1944,  an  appeal  from  decision 
of  the  borough  superintendent,  affecting  premises  43-61 
Ferris  street  and  165-181  Sullivan  street,  southeast  corner 
(cellar  and  2nd  floor);  (Block  564,  Lot  1),  Borough  of 
Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
re  Alt.  Applic.  767-44,  dated  June  21,  1944,  reads: 

“1.  Comply  with  Rule  4  of  the  Board  of  Standards 
and  Appeals,  Spray  Rules.” 

Whereas,  the  decision  of  the  borough  superintendent 
on  Fuel  Oil  Application  1205-44,  dated  June  21,  1944,  reads: 

“1.  Connect  each  boiler  to  a  separate  flue  m  a 
loyal  chimney.  Rule  12.1  of  the  Board  of  Standards 
and  Appeals,  Oil  Burner  Rules.” 

Whereas,  the  applicant  states  that  Building  #1  is  72 
feet  by  109  ft.  in  area,  2  stories  (30  ft.)  in  height; 
Class  3  construction;  erected  in  1899;  located  in  an  un¬ 
restricted  use,  B  area,  district ;  now  vacant ,  proposed  to 
be  used  as  follows:  1st  floor,  machine  shop,  100  persons; 
2nd  floor,  paint  dipping,  57  mm.  shell  casings,  30  per¬ 
sons  ;  that  the  building  is  equipped  with  two  44  m.  fire¬ 
proof  stairs  extending  from  the  2nd  story  to  the  street, 
and  a  one-source  sprinkler  system;  and 

Whereas,  the  applicant  states  that  Budding.  #2  is 
one  story  (12  ft.)  in  height,  16  ft.  by  36  ft.  in  area; 
Class  1  construction,  used  as  a  boilerroom  with  an  occu¬ 
pancy  of  one  person;  and  ,  ,  .  .  , 

Whreas,  the  applicant  contends  as  to  the  decision  ot 
the  borough  superintendent  on  Alt.  Applic.  767-44,  that 
this  decision  refers  to  the  second  story  of  Building  #  L 
which  is  now  being  altered  and  the  second  floor  of  which 
will  be  used  for  dipping  57  mm.  shell  casings,  made  on  the 
first  floor  and  conveyed  to  the  2nd  story ;  that  the  dip 
ping  tank  will  contain  a  maximum  of  46  gallons  of  pamt, 
which  supply  will  be  stored  in  the  yard ;  that  an  over¬ 
head  metal  trough  along  the  line  of  conveyor  between 
tank  and  baking  oven,  will  collect  all  drippings  into  the 
drip  tank;  that  it  is  impractical  to  provide  an  enclosuie, 
as  the  operations  must  be  under  constant  inspection ,  that 
an  enclosure  would  also  block  access  to  the  rear  exit , 

^Whereas,  the  applicant  contends  as  to  the  decision  of 
the  borough  superintendent  on  F.  O.  Applic.  U05-44  that 
the  existing  boilerroom  building  contains  an  old  coal  fired 
vertical  boiler,  which  has  been  supplying  heat,  and  hot 
water  for  buildings  3  and  4;  that  with  the  additional  sup- 
plv  for  building  1,  it  was  found  necessary  to  install  a 
new  boiler;  that  the  War  Department  recommended  and 
the  War  Production  Board  granted  permission  to  install 
an  oil  fired  boiler  for  this  purpose;  that  it  is  intended  to 
retain  the  old  boiler  as  a  stand-by  in  case  of  emergency 
and  a  shut-off  damper  will  be  installed  on  same;  that 
both  boilers  will  be  operated  below  10  lbs.  pressure;  that 
it  is  therefore  requested,  the  Board  grant  permission  to 
connect  both  boilers  to  the  existing  brick  chimney 
Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Fuel  Oil  Applic.  1205-44,  objection  1,  be  and 
it  hereby  is  modified  and  that  the  appea  be  and  it  hereby 
is  granted  on  condition  that  the  heater  shall  be  maintained 
as  proposed  and  that  a  proper  damper,  shal  be  installed 
in  the  breeching ;  and  withdrawn  as  to  item  1  of  the  bor¬ 
ough  superintendent's  decision,  acting  on  Alt.  App  ic. 

767-44. 


399-44-A 

APPLICANT— Theron  R.  Galloway,  for  Consolidated  Edi¬ 
son  Company  of  New  York,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— South  side  of  East  134th  street, 
132  ft.  east  of  Locust  avenue  (Block  2583,  Lot  365), 
Borough  of  The  Bronx. 


APPEARANCES: — 

For  Applicant :  Theron  R.  Galloway. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 

THE  RESOLUTION  (399-44-A) 

Whereas,  Theron  R.  Galloway,  for  Consolidated)  Edison 
Co.  of  New  York,  Inc.,  owner,  filed  June  28,  1944,  an  appeal 
from  a  decision  of  the  acting  borough  superintendent,  affecting 
premises :  south  side  of  East  134th  street,  132  ft.  east  of 
Locust  avenue  (Block  2583,  Lot  365),  Borough  of  The 
Bronx;  and  . 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  dated  June  2,  1944,  on  amendment  to  Alt.  Applic. 
152-44,  reads:  _  . 

“Amendment  disapproved  with  the  following  objec¬ 
tions  repeated : 

1.  State  correct  classification  of  construction. 
Building  should  be  class  1-  f.p.  construction.  Trans- 
ite  is  not  acceptable  for  exterior  walls,  as  four  hour 
masonry  walls  are  required  (Sec.  3.2.1).  Reconsid¬ 
eration  denied. 

2.  Fireproofing  for  structural  steel  may  not  be 
omitted,  as  same  is  required  under  Sec.  10.2.1  to  Sec. 
10.2.8.  Reconsideration  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  one 
story,  (122  ft.)  in  height,  250  ft.  by  365  ft.  in  area; 
Class  3  construction;  erected  in  1921;  located  in  an  un- 
restricted  use,  A  area  district ;  and  used  and  occupied  for 
boilerrooms,  heaters,  coal  handling,  ash  handling  and  equip¬ 
ment,  for  which  Certificate  of  Occupancy  31  was  issued 

February  11,  1931;  and  . 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
alter  the  boilerroom  and  turbine  room  structures ;  that  the 
original  buildings  and  extensions  have  steel  frames,  brick 
exterior  and  main  division  walls,  and  floor  and  roof  slabs 
of  reinforced  concrete;  that  the  walls  are  self-supporting 
curtain  walls;  that  exterior  columns  are  encased  in  brick¬ 
work  ;  that  interior  columns,  floor  and  roof  framing  are 
not  fireproofed;  that  no  combustible  materials  are  used  in 
the  construction;  that  it  is  proposed  to  install  two  new 
boilers  and  a  turbo  generator  unit  to  replace  six  boilers  and 
a  turbo-generator  unit  sold  to  the  Government  for  war  use 
two  years  ago  and  in  place  of  the  coal  car  cable  tracks, 
to  install  a  new  coal  conveying  belt  system,  to  provide  for 
the  increased  coal  handling  capacity  required;  that  the  in¬ 
stallation  of  the  turbo  generator  unit  requires  minor  altera¬ 
tions  to  the  turbine  rooms,  as  indicated  on  Drawings  10677A 
and  10892A,  and  the  installation  of  the  new  belt  conveying 
system  requires  alterations  and  additions  as  indicated  on 
Drawings  10678A,  10891 A  and  10892A;  that  the  installation 
of  the  new  boilers  requires  alterations  and  additions  as  in¬ 
dicated  on  Drawings  10677A,  10678A,  10891A,  10892A, 
10894A  and  10895A,  all  filed  with  this  appeal;  that  at  the 
new  boiler  location,  it  is  proposed  to  alter  all  old  steel 
framing  and  install  new  framing  and  to  maintain  old  out¬ 
side  walls;  to  remove  the  present  roof  and  monitor;  to 
carry  up  new  masonry  outside  walls  to  a  new  roof  level 
27  ft.  10 in.  above  the  present  roof  level ;  that  the  new 
wall  parallel  to  East  134th  street,  which  starts  at  the  pres¬ 
ent  monitor  roof  level,  will  be  set  back  about  15  ft.  9  in. 
from  the  building  line ;  that  it  is  proposed  to  encase  outside 
wall  columns,  which  are  built  into  the  new.  walls,  in  ma¬ 
sonry;  to  fireproof  beams  or  girders  supporting  new. walls, 
to  omit  fireproofing  of  all  other  steel  work;  and  it  is  pro¬ 
posed  to  install  above  the  roof,  bulkhead  housing  blowers 
and  their  drives,  constructed  of  enclosures  with  concrete 
floor  and  roof  slabs  and  corrugated  asbestos  siding,  all 
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carried  on  nonfireproofed  steel  framing;  that  it  is  proposed 
to  install  above  the  roof  unenclosed  breeching,  air-heaters, 
dust  catchers,  steel  concrete  lined  stack  and  supporting  steel ; 
that  the  borough  superintendent  has  objected  to  the  omission 
of  fireproofing  on  the  steel  for  the  main  building  and  pent 
house  or  bulkhead  framing  and  the  use  of  corrugated  as- 
bestos  for  the  enclosure  of  the  bulkhead;  that  the  installa¬ 
tion  of  the  fireproofing  on  the  steel  framing  would  cause 
considerable  trouble  in  construction  and  in  the  installation 
of  the  equipment;  that  the  installation  of  fireproofing  on 
steel  in  boilerroom  and  turbine  rooms  may  constitute  a 
hazard  to  the  safety  of  the  steel  and  the  presence  of  vapor 
or  occasional  leaks  in  water  or  drain  lines,  the  presence  of 
corrosive  gases  and  the  drip  from  wet  ashes  or  coal  may 
cause  corrosion  to  take  place  behind  the  fireproofing  and 
not  be  detected ;  that  the  omission  of  the  fireproofing  on 
the  beam  haunches  and  from  beams  and  columns  makes 
possible  a  much  closer  inspection;  that  the  additional  haz¬ 
ard  due  to  omission  of  fireproofing  from  steel  in  boiler 
houses  and  turbine  rooms  is  negligible,  due  to  absence  of 
inflammable  materials;  that  the  alterations  proposed  apply 
to  about  one-eighth  of  the  present  volume  of  the  boiler  and 
turbine  rooms ;  that  it  would  be  inconsistent  to  require  fire¬ 
proofing  on  the  steel  in  this  small  part  of  the  structure  in 
which  the  remaining  seven-eighths  and  two  previously  ap¬ 
proved  extensions  do  not  have  fireproofing;  and 

Whereas,  the  applicant  requests  the  Board  to  permit  the 
approval  of  the  use  of  corrugated  asbestos  siding  for  the 
bulkhead  above  elevation  147  ft.  3  in.  in  order  to  save 
weight,  expense  and  to  increase  the  speed  of  construction 
and  make  it  easy  to  remove  parts  of  the  siding  for  the 
removal  of  equipment;  that  there  is  no  exposure  hazard  to 
this  bulkhead,  nor  does  it  create  a  hazard  to  the  rest  of  the 
building;  that  it  is  therefore  requested  the  Board  grant  this 
appeal,  permitting  the  omission  of  fireproofing  from  interi¬ 
or  steel  in  connection  with  the  alterations  to  the  boiler  and 
turbine  rooms  and  the  enclosure  of  the  bulkhead  with  cor¬ 
rugated  asbestos  siding. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  152-44,  Objections  1  and  2.  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  additions  to  the  building 
shall  be  carried  out  substantially  as  proposed  and  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


401-44-A 

APPLICANT — General  Chemical  Company,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 42-02  55th  drive,  south  side, 
240  ft.  west  of  43rd  street  (2nd,  3rd  and  4th 
floors)  ;  (Block  2520,  Lot  60),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES—  ' 

For  Applicant:  Frederick  G.  Stroh  and  H.  A. 
Segool. 

For  Administration :  Vincent  M.  Matteis,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (401-44-A) 

Whereas,  General  Chemical  Company,  owner,  filed  June 
28.  1944,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  42-02  55th  drive,  south  side,  240  ft.  west  of 
43rd  street  (2nd,  3rd  and  4th  floor)  ;  (Block  2520,  Lot  60), 
Long  Island  City,  Borough  of  Queens ;  and 
t  V'  hereas,  Order  97263-LC,  issued  by  the  fire  commis¬ 
sioner,  June  9,  1944,  read: 


and 


“With  reference  to  your  application  for  a  permit  to 
store  and  use  phosgene  gas  on  the  above  premises,  we 
regret  to  state  that  the  Fire  Department  is  without 
power  to  issue  such  a  permit,  for  the  reason  that  such 
storage  and  use  is  dangerous  to  public  health  and  safety. 
\  ou  are  therefore  ordered  to : 

1.  Discontinue  any  storage  or  use  of  phosgene  gas  on 
these  premises.  C-19-11,  Administrative  Code.” 


^be  applicant  states  the  building  is  four  stories 
(50  ft.)  in  height;  40  ft.  by  68  ft.  in  area  at  1st  floor;  40  ft! 
-  ^  if  111  area  a*  typical  floor ;  of  Class  1  construction ; 
elected  1919,  located  in  an  unrestricted  use,  C  area  district 
and  used  and  occupied  as  a  small  scale  chemical  pilot  plant, 
5  persons  throughout  the  building  and  proposed  to  be  used 
without  change,  except  that  the  experimental  production  of 
benzophenone  will  be  carried  on  with  the  use  of  phosgene 
and  the  occupancy  will  be  8  persons  throughout;  that  the 
building  is  equipped  with  one  4  ft.  wide  open  stairs;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
store  nineteen  150  lb.  cylinders  of  phosgene  gas,  the  cylin- 
,ers  9  stored  on  the  top  floor  of  the  building  adjoining 
the  laboratory  and  the  gas  piped  to  the  third  floor  for  use  • 
and  ’ 

Whereas,  the  applicant  contends  that  due  to  the  present 
shortage  of  materials  in  the  plastic  industry,  it  is  proposed 
to  operate  a  semi-commercial  development  plant  for  the  ex¬ 
perimental  production  of  organic  chemicals ;  that  operation 
at  the  premises  in  question  is  of  primary  importance,  since 
the  necessciry  equipment  and  experienced  personnel  are 
available  only  at  this  location;  that  the  personnel  of  the 
aboratory  are  acquainted  with  the  handling  of  phosgene 
gas ,  that  there  are  C02  extinguishers  available  and  gas 
masks  for  all  personnel ;  that  such  other  safety  measures,  as 
have  been  found  effective  in  the  storage  and  use  of  phosgene 
gas,  will  be  instituted ;  that  the  proposed  storage  of  phosgene 
gas  will  not  create  a  dangerous  condition;  that  this  gas  is 
essential  to  the  development  of  products  necessary  for 
present  war  and  civilian  uses;  it  is  therefore  requested  that 
tbe  order  of  the  fire  commissioner  be  reversed  and  the 
permit  issued  for  phosgene  gas  at  the  premises  in  question. 

079A?  T  \  1  iat,  orcier  ,ot  the  fire  commissioner,  Order 
J/ZM-LL,  be  and  it  hereby  is  affirmed  and  that  the  appeal  be 
and  it  hereby  is  denied. 


414-44-A 

APPLICANT— Seelig  and  Finkelstein,  for  Gertrude 
risher,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1720  15th  avenue,  northwest 
corner  of  48th  street  (Block  5630,  Lot  43)  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Irving  Seelig. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition 
I  titL  V  (J I  h, — 

Affirmative .  Chairman  Afurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  q 

THE  RESOLUTION  (414-44-A) 

Whereas  Seelig  and  Finkelstein,  for  Gertrude  Fisher, 
owner,  filed  July  3,  1944,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  4720  15th 
avenue,  northwest  corner  of  48th  street  (Block  5630,  Lot 
-43),  Borough  of  Brooklyn;  and 
Whereas  the  decision  of  the  borough  superintendent, 
dated  June  26,  1944,  on  Alt.  Applic.  1441-44  reads- 

“1.  Public  Bldg,  over  2  stories  in  height  in  Class 
3  &  4  construction  is  contrary  to  Sec.  4.2.1  of  Bldg 
Code.  6‘ 
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and 


2  Exits  to  comply  with  Art.  #6  of  Bldg.  Code. 

3  Liveload  for  1st  and  2nd  floors  to  be  60  lbs.  per 
sq.  ft.  as  per  Sec.  7.322.3  Bldg.  Code.” 


Whereas,  the  applicant  states  the  building  is  2  stories 
and  attic  (31  ft.)  in  height;  40  ft.  by  41  ft  9  in.  in  area, 
class  3  and  4  construction;  erected  in  1906;  located  m 
residence  use,  D  area,  district;  used  and  occupied  since 
1936  as  a  one-family  dwelling;  proposed  to  be  used  ana 
occupied  as  follows:  cellar,  boiler  room;  1st  floor  day 
nursery,  36  children ;  2nd  floor,  day  nursery,  29  children , 
attic,  caretaker’s  apartment;  that  the  building  is  proposed 
to  be  equipped  with  an  interior  fire  alarm  system  and 
fire  drills  will  be  maintained;  that  there  are  two  interior 
wood  stairs  which  lead  to  the  street,  one  is  3  ft.  10  in 
in  width  and  the  other  2  ft.  8  in.,  one  is  enclosed  in  wood 
stud  partitions  plastered  and  has  no  doors ;  and 

Whereas,  the  applicant  contends  as  to  objection  1,  that 
the  proposed  occupancy  is  actually  a  mixed  occupancy ; 
that  the  1st  and  2nd  floors  will  be  occupied  by  a  public 
use  and  attic  as  an  apartment  for  the  caretaker,  which  is 
a  residential  use ;  that  the  first  floor  is  Class  3  construc¬ 
tion  and  the  2nd  floor,  although  of  Class  4  construction, 
is  provided  with  added  protection  _  on  the  exterior  ot 
4  in.  brick;  that  the  area  of  the  building  on  the  1st  and 
2nd  floors,  excluding  the  porch  is  1700  sq.  ft.  and  is  there¬ 
fore  about  28.3%  of  the  area  permitted  by  Sec.  4.2.1  tor 
a  similar  building  of  Class  3  construction  facing  on  two 
■streets;  that  the  public  use  will  be  actually  confined  to 
the  first  and  second  stories,  with  a  total  height  through 
the  top  tier  of  beams  25  ft.,  which  is  only  5  ft.  more 
than  the  allowable  20  ft.  permitted  by  section  4.2.1  for 
a  Class  3  building;  that  as  to  objection  2,  that  the  occu¬ 
pancy  of  the  2nd  floor  will  be  29  children,  for  whom 
there  are  two  stairways  provided,  the  main  stairway  which 
leads  to  the  attic  is  a  wide  ornamental  stairway  of  quar¬ 
tered  oak,  leading  to  a  spacious  foyer  and  hall  on  the 
first  floor ;  that  since  the  roof  is  pitched  at  30  degree 
the  stairway  does  not  continue  to  the  roof ;  that  the  2nd 
floor  landing  of  this  stairs  is  wide  and  spacious;  that  from 
the  first  floor  foyer  and  hall,  the  stairs  has  access  to  the 
street  in  two  directions ;  that  there  is  also  a  means  of 
access  to  the  street  through  the  kitchen  and  rear  entrance 
to  the  yard  and  thence  to  the  street ;  that  with  the  present 
layout,  it  is  a  physical  impossibility  to  rebuild  or  relocate 
these  stairways;  that  as  to  objection  3,  that  the  occupancy 
of  the  building  will  be  limited  to  a  small  number  of  chil¬ 
dren  by  the  Health  Department  which  requires  at  least 
20  sq.  ft.  in  area  and  200  cu.  ft.  for  each  child;  that 
there  will  be  no  overcrowding  and  the  liveload  is  com¬ 
parable  to  that  permitted  for  the  present  dwelling  occu¬ 
pancy;  that  the  building  _  will  be  provided  with  an  in¬ 
terior  fire  alarm  system,  in  accordance  with  the  require- 

mtResolved  that  the  decision  of  the  borough  superintend¬ 
ent,  acting’  on  Alt.  Applic.  1441-44,  objection  1,  be  and 
it  hereby  is  modified  and  that  the  appeal .  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area;  as  to  objection  2,  that  the 
existing  stairs  and  exits  shall  be  maintained  as  shown 
on  plans  filed  with  this  appeal  marked  “Received  July  3, 
1944”;  and  in  addition,  that  a  fireproof  door  shall  be 
installed  at  the  head  of  the  stairs  leading  to  the  cellar; 
that  such  door  shall  be  made  self-closing;  that  a  door 
shall  also  be  installed  and  maintained  on  the  first  floor 
and  also  at  the  second  floor  between  the  two  stairways ; 
that  sprinkler  heads  which  may  be  fed  from  the  domestic 
water  supply  shall  be  installed  in  the  kitchen  adjacent 
to  the  gas  stove  and  at  any  other  point  where  an  open 
flame  is  maintained  except  cellar  heater;  as  to  objection 
3,  that  the  floor  load  of  40  lbs.  per  superficial  foot  may  be 
approved,  provided  no  portion  of  the  first  and  second  floors 
are  overloaded  beyond  this  floor  loading ;  that  the  interior 
fire  alarm  system  and  fire  drills  shall  be  maintained  as 
proposed ;  that  the  building  shall  not  be  occupied  for 
public  use  above  the  second  floor ;  that  the  attic  may  be 


occupied  by  the  caretaker,  as  proposed ;  that  the  second 
means  of  exit  from  the  attic  shall  be  maintained,  which 
may  be  an  exterior  fire  esppe  with  drop  ladder  to  grade; 
that  the  accessory  garage  in  the  rear  shall  not  be  occupied 
for  any  other  purpose  than  accessory  garage  and  for  the 
storage  of  play  equipment  for  the  school. 

420-44-A 

APPLICANT— William  Shary,  for  Rose  Lubin,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  , 

PREMISES  AFFECTED— 375  South  1st  street,  north 
side,  63  ft.  4  in.  east  of  Grand  street  extension  and 
206  Grand  street  extension  (Block  2399,  Lot  23), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  Shary.  > 

For  Administration :  Fred  Dahlejn,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  ® 

THE  RESOLUTION  (420-44-A) 

Whereas,  William  Shary,  for  Rose  Lubin,  owner,  filed 
luly  5,  1944,  an  appeal  from  a  decision  of  the  borough  supers 
jntendent,  affecting  premises  375  South  1st  street,  north  side, 
63  ft.  4  in.  east  of  Grand  street  extension,  and  206  Grand 
street  extension  (Block  2399,  Lot  23),  Borough  of  Brooklyn; 

Whereas,  the  decision  of  the  borough  superintendent,  act¬ 
ing  on  amendment  to  Alt.  Applic.  2573-39,  dated  July  5,  1944, 
reads  * 

“3.  Proposed  automobile  repair  shop  in  a  3  story  non- 
fireproof  structure  is  contrary  to  Sec.  4.2.1  as  per  Sec¬ 
tion  2. 1.3. 5  of  the  Building  Code,  as  a  fireproof  building 
is  required.” 

and  .  . 

Whereas,  the  applicant  states  the  building  is  3  stories, 
(33  ft.)  in  height;  25  ft.  by  41  ft.  1J4  in.  in  area ;  of  Class 
3  construction ;  date  of  erection  unknown ;  located  in  a  busi¬ 
ness  use,  B  area  district,  and  used  and  occupied  since  1939  as 
follows:  cellar,  boiler  room  and  storage;  1st  floor,  auto  re¬ 
pair  shop,  laundry,  and  greasing,  1  person ;  2nd  floor,  dwell¬ 
ing,  one  family;  third  floor,  dwelling,  one  family;  that  the 
building  is  equipped  with  one  interior  3  ft.  wide  stairs  en¬ 
closed  in  partitions  of  metal  lath,  cement  plaster  and  wood 
studs,  equipped  with  fireproof,  self-closing  doors  on  1st  floor 
only  and  leading  directly  to  the  street ;  that  access  to  roof  is 
by  means  of  a  ladder  and  scuttle;  that  the  building  is  also 
equipped  with  a  fire  escape  on  the  front  wall  facing  Grand 
street  extension,  which  extends  to  the  street  by  a  ladder q  and 
Whereas,  the  applicant  contends  that  since  this  building 
is  of  Class  3  construction,  the  stair  enclosure  and  ceiling  at 
1st  floor  are  now  fire  retarded  and  the  floor  of  the  first  story 
is  of  2yz  in.  concrete,  and  all  conditions  of  the  resolution 
adopted  by  the  Board  under  Cal.  74-44-BZ  will  be  complied 
with,  it  is  requested  that  the  Board  grant  a  variation  of  Sec¬ 
tion  4.2.1  of  the  Building  Code. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  amend,  to  Alt.  Applic.  2573-39,  Objection  3,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area,  and  shall  be  maintained  substan¬ 
tially  as  set  forth,  and  in  all  other  respects,  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto,  other 
than  as  modified  by  the  Board  under  Cal.  74-44-BZ  and 
under  the  conditions  stated  therein. 


422-44-A 

APPLICANT — A.  E.  Breyer,  for  H.  G.  Vogel  Co.,  for 
Henroy  Corporation,  owner  (Rand  Rubber  Co.,  Inc., 
lessee). 
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SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 367-369  Halsey  street,  north 
side,  45  ft.  east  of  Sumner  avenue  (Block  1659, 
Lots  78  and  79),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Arthur  E.  Breyer  and  Michael 
Mario. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

J  HE  VOTE — 

Aflirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  q 

THE  RESOLUTION  (422-44-A) 

Whereas,  H.  G.  Vogel  Company,  by  A.  E.  Breyer 
lor  Henroy  Corporation,  owner  (Rand  Rubber  Company’ 
Incorporated  lessee),  filed  July  6,  1944,  an  appeal  from 
a  decision  ot  the  borough  superintendent,  affecting  prem¬ 
ises  567-369  Halsey  street,  north  side,  45  ft.  east  of 
Sumner  avenue  (Block  1659,  Lots  78  and  79),  Borough 
of  Brooklyn;  and 

V  hereas,  the  decision  of  the  borough  superintendent 
acting  on  Spr.  Application  806-44,  dated  June  8,  1944’ 
reads :  ’ 

“1.  Provide  sprinkler  protection  in  nitro-cellulose 
vault  as  specified  in  C26-1375.0  of  the  Administrative 
Code. 

and  j 

YV  hereas,  the  applicant  states  the  building  is  two  stories 
(26  ft.)  in  height;  39  ft.  8  in.  by  84  ft.  in  area;  of 
Class  1  and  Class  3  construction;  erected  in  1944;  lo¬ 
cated  in  a  business  use,  C  area  district,  and  proposed 
to  be  used  for  the  manufacturing  of  fabrics  on  the  1st 
floor  with  an  occupancy  of  12  persons,  and  on  the  2nd 
floor  for  the  storage  of  finished  products  with  no  occu¬ 
pants  ;  that  the  building  will  be  equipped  with  a  two 
source  sprinkler  system;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  two  6  in.  connections  from  the  city  mains,  one 
from  the  main  at  Sumner  avenue  and  one  from  the  main 
at  Halsey  street,  to  supply  the  proposed  sprinkler  system 
tor  this  building,  in  which  a  vault  for  the  storage  of 
nitro-cellulose  products  will  be  maintained;  that  the  vault 
is  constructed  in  accordance  with  the  requirements  of 
the  Administrative  Code;  that  the  6  in.  supply  from 
Sumner  avenue  is  existing  and  now  feeds  the  sprinkler 
systems  in  existing  buildings  on  these  premises;  that  the 
tap  has  been  made  for  the  6  in.  Halsey  street  connection 
and  the  line  will  ,run  into  the  building  but  meter  and 
valves  have  not  been  set;  that  Section  C26-1375.0  calls 
for  a  two  source  supply,  consisting  of  tanks,  in  view  of 
the  nitro-cellulose  storage;  that  Alt.  Applic.  3089-43  was 
approved  with  the  proposed  sources  of  supply,  but  upon 
filing  of  the  sprinkler  application,  the  objection  herein 
appealed  was  issued;  that  the  new  tap  and  line  from 
Halsey  street  had  been  installed  prior  to  the  issuance  of 
this  denial ;  that  pressure  is  approximately  33  lbs.  in  each 
of  the  city’s  water  mains  at  Sumner  avenue  and  Halsev 
street;  that  both  mains  are  fed  both  ways  and  so  con¬ 
trolled  that  should  the  Halsey  street  main  be  isolated, 
the  feed  will  continue  from  Sumner  avenue;  that  this 
'roposed  supply  for  the  sprinklers  is  superior  to  anv  tank 
equipment  that  could  be  installed ;  that  to  require  the 
owner  to  go  to  the  additional  expense  of  installing  tanks, 
would  create  a  hardship,  as  in  addition  to  the  cost  of 
tanks,  there  will  be  the  loss  of  investment  for  the  exist- 
ug  water  supply  connection  from  Sumner  avenue  and 
that  portion  of  the  work  already  performed  in  connection 
with  the  new  tap  to  the  Halsey  street  main;  that  it  is 
therefore  requested,  the  Board  permit  the  installation  to 
be  supplied  by  the  two  6  in.  city  main  connections  as  pro¬ 
posed. 

Resolved,  that  the  decision  of  the  borough  superin¬ 


tendent  acting  on  Spr.  Applic.  806-44,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted, 
as  to  objection  1,  on  condition  that  the  two-sources,  con- 
sistmg  of  two  6  in  connections  from  city  mains  ’  from 
luterent  streets  shall  be  maintained  at  all  times  while 
the  storage  and  processing  of  nitro-cellulose  products  is 
maintained  in  the  building;  and  that  in  all  other  respects 
ie  building  and  occupancy  shall  comply  with  all  laws’ 
rules  and  regulations  applicable  thereto. 


425-44-A 

APPLICANT— William  Schoen  and  Edward  Necarsulmer 
tor  Herbert  L.  Johnson,  owner  (28  West  94th 

Cork°/atlon-  lessee)- 

SUBJECT— Appeal  from  a  decision  of  the  borough  super- 

PREMISES  AFFECTED-28  West  94th  street,  south  side, 
1207  „  1%/Ye! 2  °f  C,Cnt5al  Park  West  (Block 

APPEARANCES-^  ’  B°r°Ugh  of  Manhattan- 

For  Applicant:  William  Schoen. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
mg  and  Buildings. 

THh^VOTE— B°ARD~Appeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N  C^HtlVC  .  q 

THE  RESOLUTION  (425-44-A) 

fo)VHeIh^’ IWr‘iam  Schoen  a?„d  Edward  Necarsulmer, 
lor  Herbert  L.  Johnson,  owner  (28  West  94th  Street  Cor 

jorat.on,  essee)  filed  July  10,  1944.  an  appeal  from  a 

p  Wfldt  ffTilf « 

MaTa'ttanfanr31  (B'°Ck  ,207  L°'  42*>  of 

Whereas  the  decision  of  the  borough  superintendent 
dated  June  29  1944  on  Alt.  Applic.  746-44. 1  reads  ’ 
2.  Building  should  be  fireproof  construction  as 
required  by  Sec.  4.2.1.  B.C. 

r  ,3-  ,Iawful  means  of  egress  required  Section 

should  be  enc,osed  in  3  hour  construction 
and  extend  from  street  to  roof  ” 
and 

Whereas,  the  applicant  states  the  building  is  4  stories 
and  basement  (54  ft.)  in  height;  16  ft.  9  in.  by  55  ft 
m  area;  of  Class  3  construction;  erected  about  40  vears 
ago  located  in  a  residence  use,  B  area  district’  and 
used  since  March,  1943  as  follows:  sub-cellar,  storage 
and  boiler  room,  no  persons;  basement,  private  school  15 
persons;  first  to  fourth  floors,  unoccupied;  proposed  to  be 
used  and  occupied  as  follows:  cellar,  same;  basement,  same • 

.  .  }.°  4tn  floors,  classrooms,  20  persons  each;  that  the 
building  is  equipped  with  one  2  ft.  8  in.  wood  stairs  en¬ 
closed  with  partitions  of  wood  studs,  metal  lath,  plastered 
both  sides,  equipped  with  one  hour  test  approved  doors 
and  extending  from  the  roof  bulkhead  directly  to  the 
street,  that  there  is  also  a  fire  escape  at  the  rear,  which 
leads  to  the  roof  by  stair  and  to  the  vard  by  stair  with 
egress  by  open  yard  and  through  the  adjoining  buildings  • 
that  windows  and  doors  on  the  course  of  the~  fire  escape- 
are  fireproof,  self-closing;  and 
Whereas,  the  applicant  contends  the  building  was  al¬ 
tered  in  1942  for  private  school  purposes  on  the  basement 
and  cellar  story;  that  the  upper  stories  were  shut  off 
from  this  portion  of  the  building  and  are  unoccupied ; 

that  Certificate  of  Occupancy  29735  was  issued  March’ 
27,  1943,  permitting  the  present  use  and  occupancy,  the 
upper  floors  to  remain  vacant;  that  it  is  now  proposed 
to  use  the  entire  building  for  school  purposes  with  two 
classrooms  on  a  floor  and  ten  occupants  in  each  room, 

that  desks  and  seats  will  be  movable;  that  all  plaster 

will  be  removed  from  both  sides  of  the  present  stairway 

enclosure,  and  the  ceiling  within  the  enclosure,  and  new 


691 


MINUTES 


metal  lath  and  fire  retarding  plaster  will  be  installed,  to 
conform  with  the  requirements  of  one  hour  test  con¬ 
struction;  that  all  doors  will  be  fireproof  self-closing,  one 
hour  test;  that  the  stair  will  be  continued  from  the  fourth 
floor  to  the  roof  through  a  bulkhead;  that  the  present  par¬ 
titions  in  the  basement,  enclosing  the  stair  and  the  passage 
to  the  street,  are  already  fire  retarded  and  the  partitions 
in  the  cellar  are  4  in.  masonry  blocks;  that  the  entire 
cellar  ceiling  is  fire  retarded ;  that  the  secondary  means 
of  egress  will  be  by  an  exterior  iron  stair  at  the  rear, 
extending  from  the  roof  to  the  yard;  that  all  windows 
along  the  line  of  stairs  will  be  fireproof,  self-closing ;  that 
there  will  be  connections  at  the  first  and  third  floors  with 
the  adjoining  building  on  the  east,  which  is  also  occupied 
for  school  purposes  and  it  is  therefore  requested  that  a 
modification  of  Sections  C26-254  and  Section  C-26-273a), 
1),  3 (6.1.2.3)  of  the  Administrative  Building  Code  be 
granted,  to  permit  the  use  of  the  existing  building  of  non- 
fireproof  construction  and  use  of  the  present  stair  in  con¬ 
junction  with  the  new  exterior  stairway,  which  will  give 
adequate  exit  facilities  in  view  of  the  small  area,  the 
limited  occupancy,  the  close  proximity  of  all  exits  to  the 
occupants  and  the  fact  that  all  classrooms  will  be  super¬ 
vised  by  a  teacher  when  occupied  and  that  regular  fire 
drills  will  be  maintained;  that  escape  from  the  yard  may 
lie  had  through  any  of  the  four  buildings  to  the  east, 
which  have  passages  leading  directly  from  the  street 
and  are  all  connected  by  the  open  yard,  as  indicated  on 


plans  filed  with  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent,  acting  on  Alt.  Applic.  746-44,  Objections  2  and  3, 
be  and  it  herebv  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall  not 
be  increased  in  height  or  area  and  shall  be  maintained 
substantially  as  proposed  and  as  indicated  on  plans  hied 
with  this  appeal  marked  “Received  July  10,  1944  ;  and 
granted  only  so  long  as  the  opening  between  this  building 
and  the  adjoining  building  is  maintained  as  required  by 
law  and  this  building  is  used  as  proposed  in  conjunction 
with  four  other  buildings,  as  indicated,  at  20  to  26  West 
94th  street,  and  with  the  building  in  the  rear. 


426-44-A 

APPLICANT — G.  W.  Bechtold,  for  American  Zyloptic 


Company,  owner. 

SUBTECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  „  „„  ,  . 

PREMISES  AFFECTED — 334-338  East  32nd  street  south 
side,  206  ft.  west  of  First  avenue  (Block  937,  Lot 
48),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Louis  K.  Berman.  f 
For  Administration  :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  *  ,,  J  _ 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  . .  0 


THE  RESOLUTION  (426-44-A) 

Whereas,  W.  Bechtold,  for  American  Zyloptic  Com¬ 
pany,  owner,  filed  July  10,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  334-338 
East  32nd  street,  south  side,  206  ft.  west  of  First  avenue 
(Block  937,  Lot  48),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent,  on 
Misc.  F.  P.  Applic.  623-44,  dated  July  5,  1944,  reads : 

“1.  Provide  water  supply  from  the  2  sources,  as 
called  for  in  Sect.  26-1375.0  Adm.  Code.” 

and 

Whereas,  the  applicant  states  the  building  two  stones. 
(22  ft.  4  in.)  in  height;  54  ft.  by  98  ft.  9  in.  in  area;  of 
Class  3  construction;  located  in  an  unrestricted  use  district, 
and  used  since  July,  1944,  as  follows:  1st  floor,  manufac¬ 


turing  eye  glass  frames,  40  persons ;  2nd  floor,  manu Pictur¬ 
ing  eye  glass  frames,  20  persons ;  pent  house,  office,.  3 
persons;  that  a  two  source  sprinkler  system  is  now  being 
installed;  that  the  building  is  equipped  with  two  interior 
stairs,  leading  from  the  pent  house  to  the  street,  one  of 
which  is  3  ft.  7  in.  wide  and  the  other,  9  ft.  wide  and  are 
constructed  of  steel  and  gyplank,  enclosed  with  one  hour 
fire  retarded  partitions,  equipped  with  one  hour  test  self¬ 
closing  doors  and  one  fire  escape  at  the  front  of  the 
building,  extending  to  the  pent  house  by  stairs ;  that  win¬ 
dows  and  doors  along  the  course  of  the  fire  escape  are 
fireproof,  self-closing ;  and  . 

Whereas,  the  applicant  contends  that  in  lieu  of .  the 
sources  provided  for  in  Section  C26-1375.0  in  the  Adminis¬ 
trative  Code,  it  is  proposed  to  install  a  10,000  gallon  gravity 
tank,  erected  on  steel  supports  20  ft.  above  the  roof,  a 
6  in.  connection  to  12  in.  city  main  and  a  6  in.  siamese; 
that  the  entire  building  will  be  sprinklered. throughout. with 
approved  wet  pipe  sprinkler  system;  that  it  is  proposed  to 
store  about  1500  lbs.  of  celluloid  in  an  approved  vault 
of  fireproof  construction  on  the  1st  floor;  that  this  vault 
will  be  equipped  with  two  fireproof  doors  and  will  be 
vented  to  the  roof ;  that  one  sprinkler  head  will  be  pro¬ 
vided  for  each  62j4  cu.  ft.  or  a  total  of  10  heads  in  the 
vault,  controlled  by  a  separate  O.S.  and  Y.  valve ;  that 
sprinklers  within  the  vault  will  be  separated  by  approved 
baffle  boards;  that  it  is  requested,  the  Board  permit  the 
installation  of  the  10,000  gallon  gravity  tank,  a  6  in.  city 
main  connection  and  a  6  in.  siamese  as  the  sources  of  supply 
for  the  sprinkler  system  as  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  F.  P.  Applic.  623-44,  Objection  1,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  that  the  source  for  the  sprinkler 
system  shall  be  maintained  as  proposed  and  otherwise  in 
accordance  with  the  requirements  therefor ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


427-44-A 

APPLICANT — Isaac  Kallich,  for  Jewish  Community 
House  of  Bensonhurst,  owner. 

SUBTECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 7802-7824  Bay  Parkway,  2175 
79th  street,  northwest  corner  (Block  6264,  Lot  30), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Benjamin  Fox  and  Isaac  Kallich. 
For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (427-44-A) 

Whereas,  Isaac  Kallich,  for  Jewish  Comunity  House 
of  Bensonhurst,  owner,  filed  July  11,  1944,  an  appeal  from 
an  order  and  decision  of  the  fire  commissioner,  affecting 
premises  7802-7824  Bay  parkway  and  2175  79th  street, 
northwest  corner  (Block  6264,  Lot  30),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  Order  11206-LF,  issued  by  the  fire  commis¬ 
sioner,  September  29,  1943,  and  referred  to  in  a  decision 
of  the  fire  commissioner  dated  July  7,  1944,  reads : 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals,  and  the  enclosed  approved 
layout.  Section  487-E  2.0  C-l  Administrative  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
and  basement  (35  ft.)  in  height;  180  ft.  by  116  ft. 
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in  area;  of  Class  1  construction;  erected  1928;  located  in 
a  residence  use,  D  area  district,  and  used  and  occupied : 
cedar,  boiler  room,  1  person ;  basement,  community  center, 
dOO  persons;  1st  floor,  community  center,  750  persons’ 
2nd  floor,  superintendent’s  apartment,  3  persons,  and  two 
class  rooms,  30  persons ;  proposed  to  be  used  and  occupied 
as  follows:  cellar,  same;  basement,  same;  1st  floor,  com- 
munity  center,  750  persons  and  kindergarten,  30  persons ; 
2nd  floor,  superintendent’s  apartment,  3  persons,  and  kin- 
deigai ten,  30  persons;  that  the  building  is  equipped  with 
a  standpipe  system,  two  4  ft.  wide  fireproof  stairs  from 
i lie  roof  to  the  street;  and 

Whereas,  Certificate  of  Occupancy  49290,  issued  Febru¬ 
ary  9,  1928,  on  permit  15684-26,  permits  the  use  of  the 
building  as  a  community  center  (number  of  occupants  not 
stated)— live  load  of  40  lbs.  on  the  basement,  75  lbs.  on 
the  1st  floor,  100  lbs.  on  the  2nd  floor;  and 
Whereas,  the  applicant  contends  that  the  building  is  of 
.  fireproof  construction,  only  two  stories  and  basement  in  height, 
equipped  with  an  approved  standpipe  system,  and  that  a 
limited  number  of  children  are  being  offered  day  care  during 
the  war  emergency;  that  the  institution  is  a  non-profit  organi^ 

Ization;  that  regularly  supervised  fire  drills  are  held  with  the 
aid  of  bell  alarms  installed  in  all  rooms;  that  there  are  at 
least  10  adult  supervisors  in  constant  attendance  in  the  build¬ 
ing,  responsible  for  the  operation  of  the  bells  and  a  fire  alarm 
box  is  located  on  the  opposite  street  corner ;  that  it  is  re¬ 
quested,  the  Board  grant  a  modification  of  the  fire  com¬ 
missioner’s  order. 

Resolved,  that  order  11206-LF  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted,  as  to  objection  1,  on  condition  that 
gongs,  actuated  by  dry  battery  system,  shall  be  maintained 
to  the  satisfaction  of  the  fire  commissioner;  that  plans 
shall  be  filed  with  and  approved  by  the  fire  commissioner, 
■iving  location  of  bells  and  arrangement  of  batteries  and 
push  buttons;  that  fire  drills  shall  be  maintained,  under 
the  supervision  of  qualified  persons,  not  less  than  once 
a  week;  that  the  electric  alarm  system  shall  be  used 
■  solely  in  connection  with  fire  drills  and  for  an  alarm  in 
case  of  fire ;  that  in  all  other  respects  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


133-44-A 

APPLICANT — Mary  O’Connell  (lessee),  for  Carol  Man- 
j  agement  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  and  a  decision  of  the  borough  superintendent, 
t  PREMISES  AFFECTED — 68-38  Yellowstone  boulevard, 
north  side,  200  ft.  west  of  68th  drive  (Block  2138, 
Lot  29),  Forest  Hill,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mary  O’Connell. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 
VCT  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

'HE  RESOLUTION  (433-44-A) 

-  Whereas,  Mary  O’Connell  (lessee),  for  Carol  Manage¬ 
ment  Corporation,  owner,  filed  July  13,  1944,  an  appeal  from 
decision  of  the  borough  superintendent  and  a  decision  of 
he  fire  commissioner,  affecting  premises  68-38  Yellowstone 
boulevard,  north  side  200  ft.  west  of  68th  drive  (Block  2138, 
-ot  29),  Forest  Hills,  Borough  of  Queens;  and 
]  Whereas,  the  decision  of  the  fire  commissioner  dated 
une  22,  1944,  reads  : 

“1.  Install  an  approved  interior  fire  alarm  system.” 

nd 

Whereas,  the  decision  of  the  borough  superintendent, 
ated  June  16,  1944,  reads: 

“Disapproved  :  Reason — it  would  be  necessary  to  in- 
>  stall  an  approved  interior  fire  alarm  system.” 

fnd 


•  V  IJEREA^>  the  applicant  states  the  building  is  six  stories 
m  height,  206  ft  by  216  ft.  in  area;  Class  3  construction; 
elected  in  1941,  located  in  a  residence  use,  D  area  district  - 
and  used  as  a  multiple  dwelling  with  a  nursery  school  on  a 
S  the  having  a  capacity  of  twenty-nine 

c  ’!  ,ren’  whicl1  Jt  1S  proposed  to  increase  to  forty-five 
(45)  children;  and 

Whereas,  the  applicant  contends  that  the  alarm  required 
is  not  necessary  in  these  premises,  since  the  school  occupies 
a  portion  of  the  street  floor  with  three  exits  and  all  windows 
open  on  to  the  street;  that  an  alarm,  consisting  of  one  or 
two  bells  should  be  ample  to  meet  the  requirements  and 
that  it  is  proposed  to  install  such  an  alarm. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 

-r  ne  iT  nil  a,nd  decision  the  borough  superintendent  dated 
June  16  1944,  be  and  they  hereby  are  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  a  bell 
system  shall  be  installed  as  may  be  required  by  the  fire  com¬ 
missioner;  that  such  bell  system  may  be  actuated  by  dry  cell 
batteries  and  the  system  maintained  in  accordance  with  plans 
as  the  fire  commissioner  may  approve;  that  such  system  shall 
be  used  only  in  connection  with  fire  drills  and  for  alarm  in 
case  of  fire;  that  fire  drills  shall  be  maintained,  under  the 
supervision  of  competent  persons,  not  less  than  once  every 
two  weeks. 


440-44-A 


APPLICANT — Newberry  and  Co.,  Inc.,  for  Christ  P  E 
Church.  owner  (David  Nibur,  lessee). 

oUl  JLCT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

I  REMISES  AFFECTED — 2067  Broadway,  west  side  72  ft 
3H  in.  north  of  West  71st  street  (part  of  5th 
floor)  ;  (Block  1163,  Lot  32),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 


For  Applicant :  H.  H.  Newberry  and  David  Nibur 
Ror  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  q 

Negative.  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 


THE  RESOLUTION  (440-44-A) 

Whereas,  Harry  H.  Newberry,  for  Christ  P.E.  Church, 
owner,  (David  Nibur,  lessee),  filed  on  July  14,  1944,  an 
appeal  from  a  decision  of  the  borough  superintendent 
affecting  premises  2067  Broadway,  west  side,  72  ft  3M  in’ 
?or‘h“f  West  71st  street  (part  of  5th  floor)  ;  (Block  1163,' 
Lot  32),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  12,  1944,  reads : 

This  is  to  inform  you  that  before  a  certificate  of 
occupancy  can  be  issued  to  supersede  Certificate  of 
Occupancy  11161,  it  will  be  necessary  to  have  the 
building  comply  with  the  following  objections- 
Budding  must  comply  in  all  respects  with  Section 
264  and  270  of  the  Labor  Law. 

<7  „capacity  must  comply  with  Section 

7.3.2.3  (C26-345). 
and 


Whereas,  Violation  4452,  issued  June  13,  1944,  was  for 
occupymg  fifth  floor  as  factory  contrary  to  certificate  of 
occupancy  and  resolution  of  the  Board  of  Standards  and 
Appeals  under  Cal.  135-24-S;  and 
Whereas,  the  applicant  states  that  the  building  is  7 
stories  (approximately  75  ft.)  in  height;  32  ft.  by  99  ft. 
irregular  in  area;  of  Class  3  construction;  erected  19^2  ’ 
located  in  a  business  use,  B  area  district  and  used  and  occu¬ 
pied  as  follows  :  celbr,  boiler  room  ;  first  floor,  stores  10  per¬ 
sons;  2nd  floor,  offices  and  beauty  salon,  8  persons;  3rd 
floor,  offices,  6  persons;  4th  floor,  offices,  10  persons;  Sth 
floor  offices  and  manufacturing  glass  novelties,  18  persons; 
6th  floor,  offices,  9  persons;  7th  floor,  offices,  11  persons; 
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no  change  in  use  or  occupancy  is  proposed;  that  the  build¬ 
ing  is  equipped  with  one  44  in.  wide  stairs  of  stone  and 
steel  construction,  enclosed  in  fireproof  partitions,  equipped 
with  metal  self-closing  doors  and  extending  to  the  roof 
with  egress  to  the  street  through  lobby  and  one  fire  escape 
at  the  rear,  extending  to  the  roof  by  stairs  and  to  the  yard 
by  stairs  with  egress  through  the  court  yard  passage  to 
71st  street;  that  windows  and  doors  along  the  course  of 
the  fire  escape  are  fireproof  ;  and  _  . 

Whereas,  the  applicant  contends  that  this  is  an  appeal 
from  a  refusal  of  the  borough  superintendent  to  permit 
manufacturing  on  the  fifth  story ;  that  the  space  in  ques¬ 
tion  is  used  for  light  manufacturing  only;  that  the  tenant 
manufactures  small  glass  novelties,  that  no  drills,  presses, 
or  other  machinery  are  used;  that  the  maximum  weight 
on  the  floor  will  never  exceed  60  lbs.  per  sq.  ft.;  that 
fire  escape  at  the  rear,  with  existing  interior  stair  en¬ 
closed  in  fireproof  partitions,  provide  two  safe  means  of 
egress  •  that  the  interior  stairway  has  a  capacity  of  .  28 
persons  per  floor;  that  windows  facing  adjoining  premises 
on  rear  are  either  metal  with  wire  glass  or  equipped 
with  iron  shutters  and  fusible  links  will  be  installed  to 
make  these  windows  self-closing;  that  the  owner  would 
suffer  financial  loss  if  the  tenant  was  compelled  to  vacate, 
as  office  space  in  this  section  of  the  city  is  not  in  great 
demand;  that  the  tenant  moved  in  after  considerable  ex¬ 
pense  and  will  suffer  financial  loss  if  compelled  to  move ; 
that  factory  space  in  every  section  of  the  city  is  difficult 
to  find  at  "this  time;  it  is  therefore  requested  that  the 
Hoard  waive  the  floor  load  requirement  for  factory  occu¬ 
pancy  and  permit  the  installation  of  fusible  links  on  the 
windows  and  the  issuance  of  a  certificate  of  occupancy 
to  permit  factory  on  the  fifth  floor.  .  .  , 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent  acting  on  Violation  No.  4452-44,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


529-42-A 

APPLICANT— Sidney  L.  Strauss,  for  Clarostat  Manu¬ 
facturing  Co.,  Inc.,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution— re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED— 281-287  North  6th  street,  north 
side  111  ft.  5 !J4  in.  west  of  Metropolitan  avenue 
(Block  2331,  Lots  42-44-45),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 

THE  VOTE^TO  REOPEN  AN  AMEND  RESOLU¬ 
TION—  ^  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  ® 

THE  RESOLUTION  (529-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  281-287  North  6th  street, 
north  side.  111  ft.  S/2  in.  west  of  Metropolitan  avenue 
(Block  2331,  Lots  42-44-45),  Borough  of  Brooklyn,  was 
-ranted  by  the  Board  on  September  22,  1942,  on  certain  con¬ 
ditions,  resolution  amended  on  February  9,  1943  and  June 
8,  1943  and  the  applicant  requested  a  further  amendment 

of  the  resolution.  „  ,  ,  .  .  ,  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  22, 
1942,  as  amended  through  June  8,  1943,  so  that  as  amended, 

the  resolution  shall  read:  „  ,  ,  . 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  on  Alt.  Applic.  387-42,  Obj  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  structure  shall  no.  be 


increased  in  height  or  area  and  shall  be  removed  upon 
the  termination  of  the  present  emergency  or  within 
six  (6)  months  thereafter;  that  meanwhile,  this  build¬ 
ing  except  for  the  open  shed  portions  shall  be  pro¬ 
tected  with  a  sprinkler  system,  as  an  extension  of 
the  sprinkler  system  in  the  adjoining  factory  building 
under  the  same  control ;  that  an  additional  exit  door 
shall  be  constructed  opening  into  the  open  yard  from 
the  portion  of  the  building  used  for  factory  purposes; 
that  the  ceiling  of  those  portions  occupied  for  the  bak- 
insr  oven,  spraying  and  laboratory  shall  be  nre-retarded , 
that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulation  ap¬ 
plicable  thereto.  .  A  .  ,  , 

Resolved,  further,  that  m  the  event  no  sprinkler 
system  exists  in  the  main  factory  building,  neverthe¬ 
less  a  sprinkler  system  shall  be  maintained  in  the 
portion  of  the  premises  under  appeal  and  same  may 
be  fed  from  the  domestic  water  supply  not  less  than 
2  in.  in  diameter  and  leading  directly  from  the 
street.” 

255-41-A 

APPLICANT— Joseph  Lau,  for  Warren-Chambers  Corpora¬ 
tion,  owner.  .  ,  . 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar  for  extension  of  permit— re 
Appeal  from  a  decision  of  the  borough  superintendent 
(permit  has  expired).  , 

PREMISES  AFFECTED — 1935  Bedford  avenue^  east  side, 
100  ft.  north  of  Hawthorne  street  (Block  5043,  Lot  5), 
Borough  of  Brooklyn. 

APPEARAN  CES— 

For  Applicant:  Joseph  Lau. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  ,  ,  , , 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to  the 

calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . 


486-43-A  ,  .  TT  . 

APPLICANT— Siskin  Wool  Stock  Co.,  Inc.,  lessee,  for  Helen 

F.  Clarke,  owner.  .  .  ,  c 

SUBJECT _ Appeal  from  orders  and  a  decision  ot  the  hre 

commissioner. 

PREMISES  AFFECTED— 448  Greenwich  street  west  side 
49.1  ft.  south  of  Desbrosses  street  (Block  223,  Lot 
30) ,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Julius  Haimowitz. 

For  Administration:  Fred  Dahlem,  Dept.  of.  Hous¬ 
ing  and  Buildings  and  Vincent  M.  Matteis,  Fire 

Dep’t.  . 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

\ffirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  . 


141-44-A 

SUBJECT-A^nfrom  a  deasion  of  the  acting  borough 

PREMISES "aHFEUT ED  65  Central  avenue  east  side,  125 
ft.  north  of  Slosser  Terrace  (Block  5,  Lot  42), 
George,  Borough  of  Richmond. 

APPEARAN  CES— 

For  Applicant :  None.  f 

For  Administration:  Fred  Dahlem,  Dept  of  Hous 
ing  and  Buildings. 
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ACTION  OF  BOARD — Appeal  withdrawn  or  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 

181-44-A 

APPLICANT— Joseph  Lau,  for  The  Trustees  of  Columbia 

crmTC-Ai1,VArS,ty  °£  the  City  of  New  York-  owner. 

.PP^al  from  an  or(^er  of  the  fire  comimssioner. 

.  I  REMISES  AFFECT  ED — 532-540  West  19th  street,  south 
side,  20  ft.  27/s  in.  east  of  11th  avenue,  531-545  West 
18th  street  and  80-90  11th  avenue  (Block  690,  Lot  12) 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  Lau. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 

A  >ng  and  Buildings  and  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant. 

THE  VOTE  Tp  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

259-44-A 

APPLICANT  Ralph  W.  Biggs  and  Company,  Incorporated, 
lessee,  for  Joseph  Cohn,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 29-31  West  47th  street,  north 
side,  455  ft.  west  of  5th  avenue  (8th  floor)  ;  (Block 
1263,  Lot  18),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  Weiner. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Vincent  Matteis,  Fire 
Dep’t. 

ACTION  Oh  BOARD — Appeal  withdrawn  by  applicant, 
after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

_ 

298-44-A 

APPLICANT — James  E.  McKillop,  for  Polish  Falcons,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 188  Grand  street,  south  side,  142 
ft.  2  in.  east  of  Bedford  avenue  (Block  2393,  Lot  17), 
Borough  of  Rrooklvn. 

APPEARANCES— 

For  Applicant:  James  E.  McKillop. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


TSiI^T°/TBpMr^thdrawn' to 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Nc^stivc  i  . . .  q 


4 17-44- A 

APPLfGANT— Henry  George  Greene,  for  The  Houston 
1  heatre  Corp.,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

1  REMISES  AFFECTED — 111-117  East  Houston  street  and 
229  Chrystie  street,  southwest  corner  (6th  floor)  • 

APPEARANCES7’  ^  27  ’  Borough  of  Manhattan. 

For  Applicant :  Henry  George  Greene. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD^-Appeal  withdrawn  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  .  q 


423-44-A 

APPLICANT— Philip  Freshman,  for  John  Mullins  and  Sons 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 143-145  Degraw  street  and  492- 
508  Hicks  street,  northwest  corner  (1st  floor); 
(Block  320,  Lots  69,  70  and  part  of  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Philip  Freshman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  g 


492-43-A 

APPLICANT — Lama  and  Proskauer,  for  Jacob  Poler- 
stock,  owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 192  Powell  street,  west  side, 
150  ft.  north  of  Belmont  avenue  (Block  3728,  Lot 
25),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over,  date  to  be  determined 
for  further  consideration  and  report. 


346-44-A 

APPLICANT — 105  Furman  Street  Corporation,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 193  Joralemon  street,  north  side, 
140.5  ft.  west  of  Court  street  (Block  255,  Lot  7), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edward  J.  Gaynor  and  Frank  M. 
Gaynor. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 


42-44-A 

APPLICANT — Vitale  Della  Penna,  for  Ralph  Polcini, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED-3 16-322  East  149th  street, 
south  side,  300  ft.  west  of  Courtlandt  avenue 
(Block  2330,  Lot  26),  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant:  Vitale  Della  Penna. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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MINUTES 


ACTION  OF  BOARD — Laid  over  to  July  25,  1944  at  2 
P.  M.,  for  further  consideration. 


235-44-A 

APPLICANT— Greater  New  York  Corporation  of  Seventh 
Day  Adventists,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ,  , 

PREMISES  AFFECTED— 108-11  69th  road^  north  side, 
100  ft.  east  of  108th  street  (Block  2219,  Lot  59), 
Forest  Hills,  Borough  of  Queens. 


SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent.  . 

PREMISES  AFFECTED — 102-23  43rd  avenue  north  side, 
200  ft.  east  of  102nd  street  (Block  1977,  Lot  11), 
Corona,  Borough  of  Queens. 

APPEARANCES—  A  _  ,  T  • 

For  Applicant:  Vincent  A.  Guidice  and  Louise 

Bernhardt. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over,  no  date  set,  pending 
an  inspection  by  a  committee  of  the  Board. 


APPEARANCES—  ^  v  p 

For  Applicant:  John  F.  X.  Browne  and  A.  B. 

MacNeil.  ~ 

For  Opposition :  Reed  Hartel  and  Richard  C. 

Murphy.  , 

For  Administration:  Fred  Dahlem,  Dept  ot  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD— Laid  over,  date  to  be  determined 
for  decision  without  further  argument. 


256-44-A 

APPLICANT — Cafiero  and  Lacerenza,  for  Alex  Dardick, 

owner.  „  ,  ,  , 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  ....  ,. 

PREMISES  AFFECTED— 516  Schenck  avenue  (512  dis¬ 
played),  west  side,  175  ft.  north  of  Dumont  avenue 
(Block  4059,  Lot  31),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  R.  Lacerenza.  ^ 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over,  date  to  be  determined 
for  decision  without  further  argument. 


339-44-A 

APPLICANT— Leah  Silverman,  for  Jack  Silverman, 


ZONING  CASES 

646-24-BZ 

APPLICANT— Cherry  and  Matz,  for  The  Manhattan 
Savings  Bank,  owner. 

SUB  TECT— Application  for  consideration— reopening  and 
amendment  of  resolution— re  Application  (decision 
of  superintendent  of  buildings)  previously  granted 
on  condition,  permitting  in  a  business  use  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles  also  the 
omission  of  a  rear  yard  as  required  by  the  zoning 
resolution. 

PREMISES  AFFECTED— 177-183  East  123rd  street, 
north  side,  82  ft.  west  of  3rd  avenue  (Block  1772, 
Lot  31),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  E.  Matz. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ®  j 


owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 1802  Andrews  avenue,  east 
side  298  ft.  8  in.  north  of  West  Tremont  avenue 
(Block  2879,  Lots  107  and  109),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  None.  , 

For  Administration:  Peter  Maher,  Fire  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  25,  1944  at  2 
P.  M.,  at  written  request  of  applicant. 


393-44-A 

APPLICANT— Henry  George  Greene,  for  Best  Lofts,  Inc., 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent.  , 

PREMISES  AFFECTED— 22-24  West  38th  street,  south 
side,  295  ft.  west  of  5th  avenue  (1st  floor)  ; 
(Block  839,  Lot  60),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  July  25,  1944  at  2 
P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


681-41-BZ 

APPLICANT— Max  Horn,  for  Julia  E.  Hoeffling,  owner 
(Albert  Van  West,  lessee). 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  for  a 
term  of  two  years,  the  transient  parking  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 91  Beach  87th  street  and  92 
Beach  88th  street  and  the  north  side  of  Ocean 
drive  (now  known  as  Shore  Front  parkway): 
(Block  626,  Lot  9),  Rockawav  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  no  date  set  for  hearing. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  ^ 


410-44-A 

APPLICANT— Louise  Bernhardt,  owner  (Queens  Boro 
Italian- American  Citizens  League,  Inc.,  lessee). 


(Remaining  minutes  of  the  regular  meeting  of  July  18. 
1944  2  P.  M.,  will  be  printed  in  the  Bulletin  of  August  I 
1944.’) 
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THE 


CERTIORARI  ORDER  SERVED  ON 
BOARD  OF  STANDARDS  AND  APPEALS 


the°Bonrdy hv’ftMh’  70  Pat  ?nd  0rder  of  9ertiorari  was  served  on 
lessee  (McDoSh  to  M°scowitz,  attorney  for  Lehigh  Lumber  Co., 

Board  on  Tune  27  mil7  owner)>, ,ln  re  decision  of  the 

June  27,  1944,  denying  an  apphcat  on  to  permit  in  a 
busmess  use  district  for  a  term  of  two  years,  the  use  of  a  nlm  „f 

ground  as  a  lumber  yard,  affectinir  ormbw  hs  m  n  m  p  ot  of 

and  ?ntn  win  w....*  .  <uiccung  premises  21S3  McDonald  avenue 

and  2030-2050  West  street.  Borough  of  Brooklyn,  Cal.  215-44-BZ 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

.Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  field  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner)  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  July  25,  1944. 

Cal.  No.  Dept.  Premises  Affected, 

447.44. A- F.D. — 205  Concord  street,  north  side,  98  ft. 

2  in.  east  of  Gold  street  (Block  110,  Lot  58),  Borough  of 
Brooklyn,  12664-LF. 

448-44-A— F.D. — 16-24  West  47th  street,  south  side,  249 
ft.  11  in.  west  of  5th  avenue  (Block  1262,  Lots  48-51,  in¬ 
clusive),  Borough  of  Manhattan,  Decision. 

449.44. BZ— H.B.B.— 238-242  Vanderbilt  avenue,  west 
side,  208  ft.  7  in.  north  of  DeKalb  avenue  (Block  2092, 
Lots  53-55,  inclusive),  Borough  of  Brooklyn,  Alt.  1634-44. 

450- 44- A — H.B.M. — 50-56  West  59th  street,  south  side, 
129  ft.  east  of  6th  avenue  and  1430-1436  6th  avenue  (Block 
1274,  Lot  71),  Borough  of  Manhattan,  P.A.  556-43. 

451- 44-A — F.D. — 60  Woodbine  street,  east  side,  102.2  ft. 
north  of  Bushwick  avenue  (1st  floor)  ;  (Block  3358,  Lot 
13),  Borough  of  Brooklyn,  12298-LF. 

452- 44-SM — Richmond  Screw  Anchor  and  Bolt,  manu¬ 
factured  by  Richmond  Screw  Anchor  Co.,  Inc.,  Material. 

453.44-SM— Richmond  Form  Ties,  Form  Hangers  and 
Form  Anchors,  manufactured  by  Richmond  Screw  Anchor 
Co.,  Inc.,  Material. 

454.44.BZ— H.B.B.— 3143-3161  Atlantic  avenue  and  248- 
262  Norwood  avenue,  northwest  corner  (Block  3960,  Lot 
58),  Borough  of  Brooklyn,  N.B.  153-44. 

455-44-A — H.B.R. — 309  Maple  parkway,  east  side,  136.23 
ft.  south  of  Forest  avenue  (Block  1696,  Lot  8),  Port  Rich¬ 
mond,  Borough  of  Richmond,  N.B.  22-44. 


Restored  to  Calendar 

400-44-A — H.B.Q. — 177-24  to  177-28  Baisley  boulevard, 

southeast  corner  of  119th  road  (Block  3170,  Lot  1),  St. 
Albans,  Borough  of  Queens,  Alt.  609-44. 

422-39-BZ— H.B.B.— 305-313  21st  street  and  697-705  6th 
avenue,  northwest  corner  (Block  892,  Lot  1),  Borough  of 
Brooklyn,  Applic.  13290-38. 


804-41-BZ — H.B.Q. — 149  Beach  71st  street,  west  side, 
437  ft.  north  of  Boardwalk  (Block  607,  Lot  83),  Arverne, 
Borough  of  Queens,  Misc.  6022-41. 

559-37-BZ — H.B.M. — 3996  10th  avenue  and  501  West 
213th  street,  northwest  corner  (Block  2231,  part  of  Lot  17), 
Borough  of  Manhattan,  Decision  re  Certificate  of  Occu¬ 
pancy. 

1236-27-BZ— H.B.Q.— Southeast  corner  of  Woodhaven 
boulevard  and  163rd  avenue  (Block  4046,  Lot  63),  Aqueduct, 
Borough  of  Queens,  Plan  117-34. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
II.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  1GB.1IG— 
Department  of  Housing  and  Buildings,  Manhattan;  H^B.Q,.— De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.  Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
E.D. — Fire  Department. 


RULES 

Last  Publication  in  Bulletin 

B1“Sdd  RU,'f.,0r..T'S,!n8-.De=.  28,  1943 — V.t  28,  No.  52A 

Carbon  Dioxide  Liquefier,  Rules. ..  .Dec.  28,1943 — Vol.  28,  No.  52A 

Certificates  of  Occupancy,  approved  ..  .  ..  M 

form  . Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Flat  Slabs,  Rules . July  13,  1937— Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Rules  (Hydrated  Lime)... Aug.  3,1937 — Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936— Vol.  21,  No.  9 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec.  28,  1943 — Vol.  28,  No.  52A 

Exit  Rules  (Revolving  Doors) . June  15,1937 — Vol.  22,  No.  24 

Factory  Exit  Rules . Mar.  14,  1944 — Vol.  29,  No.  11 

Fire  Alarm  Rules  (Interior) . Dec.  28,1943 — Vol.  28,  No.  52A 

Fire  Drill  Rules . . . Mar.  7,  1944— Vol.  29,  No.  10 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb.  15,1944 — Vol.  29,  No.  7 

Fire  Retarding  Rules  for  Garages, 

etc . Dec.  28,  1943— Vol.  28,  No.  52A 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . ....Jan.  21,1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

Rules  . * . Dec.  28,  1943 — Vol.  28,  No.  52A 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . June  5,  1928 — -Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . Dec.  28,  1943 — Vol.  28,  No.  52A 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .  .June  27,1944 — -Vol.  29,  No.  26 

Oil  Burner  Rules . .  .Dec.  28,  1943 — Vol.  28.  No.  52A 

Opening  Protective  Assemblies,  _ 

Rules  for  Inspection  of . Apr.  11,  1944 — Vol.  29,  No.  15 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Aug.  1,  1944 — Vol.  29,  No.  31 

Platform  Trucks,  Specifications  for.. Nov.  24,  1936 — Vol.  21,  No.  4" 

Plumbing  Rules  . Aug.  3,  1937 — Vol.  22,  No.  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 

Contamination  of  Water  Supply)  .Mar.  14,  1944 — Vol.  29,  No.  11 

Procedure,  Rules  of . Sept.  7,  1937 — -Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A. C.  .April  25,1944 — Vol.  29,  No.  17 
Smoking  in  Factories,  Rules  for.... June  20,1944 — Vol.  29,  No.  25 

Sprinkler  Rules  . June  29,1937 — Vol.  22,  No.  26 

Standpipe  Fireline  Rules . June  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting.  .  .  .June  7,  1932 — Vol.  17,  No.  23 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vol.  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  4/ 

Wire  Glass  Rules  (Amendment  to  _ _ „ 

Rule  505  of  Industrial  Code).. Dec.  28,1943 — Vol.  28,  No.  5-A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


SEPTEMBER  12,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  12,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Zoning  Applications 

810-42-BZ — Application  of  Abraham  Farber,  applicant, 

on  behalf  of  Monford  Realty  Corporation,  owner,  re¬ 
opened  June  13,  1944,  under  sections  7(c)  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  extension  of  an  existing  factory  by  the 
inclusion  of  a  covered  storage  and  loading  space.  (These 
premises  were  previously  acted  upon  by  the  Board); 
premises  1-27  Montauk  avenue,  3144-3166  Atlantic  avenue, 
southeast  corner  and  2-40  Milford  street  (Block  3976,  Lot? 
25-48),  Borough  of  Brooklyn. 
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832-41-BZ— Application  of  Max  Horn,  applicant  on  behalf 
ot  Jane  F.  M.  Welpley,  owner,  reopened  July  18,  1944 
lor  consideration  as  to  extension  of  permit — Application! 
previously  granted  on  condition,  under  section  7 h  of  the 
zoning  resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehicles  for 
a  term  of  two  years;  premises  111-20  Rockaway  Beach 
boidevard  north  side,  981.96  ft.  east  of  Beach  116th  street 
•  (Block  ,->98,  Lot  49),  Rockaway  Park,  Borough  of  Queens. 

1028-41-BZ  Application  of  Max  Horn,  applicant  on  be- 
Mait  of  Remuda  Realty  Corporation  and  Charles  Mc- 
in^M aT'V’  own9[s  (Sophie  Ader,  lessee),  reopened  July  18 
V44>  for  consideration  as  to  extension  of  permit— Applica¬ 
tion,  previously  granted  on  condition,  under  section  7h  of 
the  zoning  resolution,  permitting  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
for  a  term  of  two  years ;  premises  29-07  Seagirt  avenue, 

®°udl  rSKe’  60  ft  west  of  Beach  29th  street  and  29-14  to 
30-02  Lewmay  road,  north  side,  60  ft.  west  of  Beach  29th 
street  (Block  300,  Lots  16  and  53),  Edgemere,  Borough  of 
Queens. 

62 '^“Application  of  Howard  H.  Snyder,  applicant, 
on  behalf  of  Lansing  Financial  Corporation,  owner  (Acme- 
ifM/i  BtoraSe  Warehouse,  Inc.,  lessee),  reopened  June  13 
at-  ■  considerati°n  as  to  amendment  of  resolution— 
Application  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period,  the  conversion  of  occupancy  of  a  garage  for 
more  than  five  motor  vehicles  (previously  granted  by  the 
Board)  to  be  used  for  storage;  premises  234-240  East'  54th 
street,  south  side,  100  ft.  west  of  2nd  avenue  (Block  1327 
Lot  29),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 
419-44-A— 234-240  East  54th  street,  south  side,  100  ft 

Manhattan™1  aVenUC  (B,°ck  1327,  Lot  29)’  Borough  of 

247-44-A— 366-368  Butler  street,  south  side,  218  ft  4  in 

Brookfn  ^  aVCnUe  (BI°Ck  943’  Lot  17)’  Borough  of 

5-44-A— 440  West  240th  street,  southeast  corner  of 
Creystone  avenue  to  Dash  place  (Block  3414E,  Lot  20) 
Borough  of  The  Bronx.  ' 

403-44- A— 201-203  St.  Marks  avenue,  north  side,  125  ft 
west  of  Vanderbilt  avenue  (Block  1144,  Lot  64),  Borough 
ot  Brooklyn.  ° 

HARRIS  H.  MURDOCK,  Chairman. 


cant  on  behalf  of  Durand  Realty  Co.,  Inc.,  owner,  to  per- 

ir  itiT'TTu  -0f,  Part  ,°f,  an  existing  business  build¬ 
ing  (bakery)  which  is  located  (without  permit)  and  which 

projects  approximately  5  ft.  into  a  residence  use  district 
and,  also,  to  permit  the  erection  and  maintenance  of  a  struc- 
ture  (wall  and  shed— which  is  accessory  to  the  business 
(bakery)  use)  which  also  extends  less  than  5  ft  into  a 

2556  2ninUR  nStr,iCt:  premises  750-762  Allerton  avenue  and 
7  Holland  avenue,  southeast  corner  (Block  4435 

Lot  32),  Borough  of  The  Bronx.  ’ 

HARRIS  H.  MURDOCK,  Chairman. 


M. 


SEPTEMBER  19,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  19,  1944  at  10  o’clock  in  Room 
1U13,  Municipal  Building,  Manhattan,  on  the  following 
matter :  ° 

Zoning  Application. 

340-44-BZ— Application,  June  8,  1944,  under  section  7(c) 
ot  the  zoning  resolution,  of  Henry  George  Greene,  appli¬ 


SEPTEMBER  19,  1944,  2  P. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  1, caring 

n  u",!'YV?“YW'  1944  at  2  o'clock  in  Room 
matt’ers^UniC1Pa  Bm  ding’  Manhattan,  on  the  following 

Appeals  from  Administrative  Decisions. 
193-44-A— 999  Willoughby  avenue,  north  side,  275  ft 

Tnf  VA  E^ergref  fenue  (rear  1st  floor);  (Block  3184,' 
Lot  56),  Borough  of  Brooklyn. 

?,51-44-A-60  Woodbine  street,  east  side,  102  ft.  north  of 
Brooklyn  aVem,e  (B1°Ck  3358’  L°f  13)’  trough  of 

300-44-A— 564-574  Southern  boulevard,  south  side,  267  44 
of  The  Bronx  4  Street  (Block  2603-  Lot  11),  Borough 

432-44-A— H74-1184  Bedford  avenue,  northwest  corner 

3rd  floors) ;  (B,od< 

441-44-A— 551-555  Fulton  street,  north  side,  43  ft.  east  of 

and  6-10  DeKalb  avenue  (Block  2093,  Lots  32 
and  33),  Borough  of  Brooklyn. 

435- 44-A— n-15  Sumpter  street,  north  side,  250  ft.  west 

?!  V7tCiQen?nVf9Ue  2nd  ?oors)  :  (BIock  1695,  Lots 

16,  17,  18,  20,  42  and  43),  Borough  of  Brooklyn. 

436- 44-A— 200  Fifth  avenue,  west  side  of  Fifth  avenue  and 
Broadway,  from  West  23rd  to  West  24th  streets,  21  West 
-3rd  street  and  24  West  24th  street  (Block  825,  Lot  31) 
Borough  of  Manhattan. 

450-44-A— 50-56  West  59th  street,  south  side,  120  ft  east 
of  6th  avenue  and  1430-1436  6th  avenue  (Block  1274  Lot 
/l),  Borough  of  Manhattan. 

23-44-A — 2060  Tillotson  avenue,  northeast  corner  of  Pal¬ 
mer  avenue  (Block  5228,  Lots  1  and  6),  Borough  of  The 
Bronx. 

405-44-A— 22-28  Henry  street  and  73-79  Middagh  street 
northwest  corner  (Block  211,  part  of  Lot  22),  Borough 
ot  Brooklyn.  6 


HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


|  .  BOARD  OF  STANDARDS  AND  APPEALS 

'  JuKC18,h1944  at  2°^  M.)™165  °f  the  rCguIar  meeting  of 

832-41-BZ 

,  APPLICANT— Max  Horn,  for  Jane  F.  M  Welpley 
|  owner. 

i  SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 


condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  sea¬ 
sonal  transient  parking  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 111-20  Rockawav  Beach  boule¬ 
vard,  north  side,  981.96  ft.  east  of  Beach  116th 
street  (Block  598,  Lot  49),  Rockaway  Park,  Bor¬ 
ough  of  Queens. 
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APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn.  > 

For  Administration :  Fred  Dahlem,  Dep  t  oi  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  calendar  and  set  for  hearing  September  12,  1944. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ® 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  23,  1933,  as 
amended  through  June  9,  1942,  only  so  far  as  it  has  ref¬ 
erence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  years 
from  the  date  of  this  amended  resolution,  on  condi¬ 
tion  *  *  *  and  that  a  certificate  of  occupancy  shall 

be  obtained  (No.  2458-32).” 


1028-41-BZ 

APPLICANT— Max  Horn,  for  Remuda  Realty  Corpora¬ 
tion  and  Charles  McManamy,  owners  (Sophie 
.Adler  lessee) 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted 
under  section  71a  of  the  zoning  resolution,  permit¬ 
ting  in  a  residence  use  district  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 29-07  Seagirt  avenue,  south 
side,  60  ft.  west  of  Beach  29th  street  and  29-14  to 
30-02  Lewmay  road,  north  side,  60  ft.  west  of 
Beach  29th  street  (Block  300,  Lots  16  and  53), 
Edgemere,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  restored 
to  calendar  and  set  for  hearing  September  12,  1944. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


46-33-BZ 

APPLICANT— Bernard  Litman,  for  Alex  Litman,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  superintendent  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the  use 
and  maintenance  of  a  plot  for  parking  space  for 
more  than  five  motor  vehicles  for  a  temporary 

period.  „  _  , 

PREMISES  AFFECTED— South  side  of  Edgemere  avenue, 
from  Beach  52nd  to  53rd  streets  (Block  343,  Lot 
45)  Edgemere,  Borough  of  Queens. 
\PPEARANCES — 

For  Applicant :  Bernard  Litman.  ( 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extend  ed 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT- — 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative  .  u 

THE  RESOLUTION  (46-33-BZ) 

Whereas,  this  application,  under,  section  21  of  .  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district  for  a 
temporary  term,  the  use  and  maintenance  or  a  plot  tor 
parking  space  for  more  than  five  motor  vehicles,  affecting 
premises  south  side  of  Edgemere  avenue,  from  Beach  52nd 
to  Beach  53rd  streets  (Block  343,  Lot  45)  Edgemere, 
Borough  of  Queens,  was  granted  by  the  Board  on  May 
?3  1933  on  certain  conditions,  resolution  amended  tinder 

section  7h  on  May  12,  1936  and  permit  extended  on  May 

28.  1940  and  June  9,  1942;  and  .  . 

Whereas,  the  applicant  requested  a  further  extension 

of  the  permit. 


421-40-BZ 

APPLICANT— J.  Jacques  Stone,  for  W.  Goadby  Loew 
and  U.  S.  Trust  Company  of  New  York  as  trus¬ 
tee  of  Estate  of  Charles  F.  Rowe,  owner  (120 
East  32nd  Street  Parking  Corporation,  lessee). 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
temporary  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  (vehicles. 
PREMISES  AFFECTED— 122-126  East  32nd  street,  south 
side  100  ft.  west  of  Lexington  avenue  (Block  887, 
Lots  84,  85  and  86),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  Jacques  Stone  >  . 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chiarman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  u 

THE  RESOLUTION  (421-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  a  business  use  district  for  a 
temporary  term  of  two  years,  the  parking  and  storage  o 
more  than  five  motor  vehicles,  affecting  premises  122-126 
East  32nd  street,  south  side,  100  ft.  west  of  Lexington 
avenue  (Block  887,  Lots  84,  85  and  86),  Borough  of  Man¬ 
hattan,  was  granted  by  the  Board  on  July  16,  \ 940,  on 
certain  conditions,  resolution  amended  on  October  29  194U, 
time  extended  on  Tanuary  28,  1941  and  permit  extended  on 

July  23,  1942 ;  and  r  ,  . 

Whereas,  the  applicant  requested  a  further  extension 

°ffw5m that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  16,  1940,  as 
amended  through  July  23  1942,  only  so  far  as  it  has  ref¬ 
erence  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read  . 

“Granted  under  section  7h  for  a  term  of  two  (21 
years  from  the  date  of  this  amended  resolution,  to 

permit  *  *  *” 

31-43-BZ 

APPLICANT — Socony  Vacuum  Oil  Company,  Inc.,  owner. 
SUB TECT— Application  for  consideration— reopening  ana 
extension  of  time  to  complete— re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c,  permitting 
in  a  business  use  district,  the  alteration  and  ex¬ 
tension  of  an  existing  gasoline  service  station, 
office  lubritorium  and  auto  laundry.  . 

PREMISES  ’  AFFECTED— 76-88  Grand  street  extension 
and  277-283  South  3rd  street,  southeast  corper 
(Block  2422,  Lots  34  and  35),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  H.  B.  Whiting.  ,  TJ. 

For  Administration:  Fred  Dahlem.  Dept  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD— Application  reopened  and  time 
extended. 

'HE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chiarman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  q 

THE  RESOLUTION  (31-43-BZ) 

Whereas,  this  application  under  section  7c  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district  the 
alteration  and  extension  of  an  existing  gasoline  service 
station,  office,  lubritonum  and  auto  laundry,  affecting  prem¬ 
ises  76-88  Grand  street  extension  and  277-283  South  3rd 
street,  southeast  corner  (Block  2422,  Lots  34  and  35) 

onVnfT  °f-  Broo!<I>'n.  was  granted  by  the  Board  on  July 
2U,  1943,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  20,  1943, 
only  so  far  as  it  has  reference  to  the  completion  of  the 
work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

“*  *  *  that  all  permits  shall  be  obtained  and  all 

I  work  completed  within  one  (1)  year  from  the  date 
of  this  amended  resolution.” 


Adjourned:  5:15  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 
TUESDAY  MORNING,  JULY  25,  1944 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board,  held 
on  Tuesday  morning,  July  18,  1944,  and  Tuesday  afternoon, 
July  18,  1944,  were  approved  as  printed  in  Bulletin  No  30, 
Vol.  29. 


RULES 


353-30-SR 

SUBJECT — Proposed  amendments  to  Rules  Governing  the 
use  of  Equipment  for  Spraying  and  Drying  of 
Paints,  Varnishes,  Lacquers  and  other  Flammable 

*  Surface  Coatings  and  Storage  of  such  materials. 

;  ACTION  OF  BOARD — Rules  amended  as  printed  in  this 
Bulletin,  pages  727  to  732. 

THE  VOTE  TO  AMEND  RULES— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


521-24-BZ 


ZONING  CASES 


I  APPLICANT  Howard  H.  Snyder,  for  Lansing  Financial 
Corporation,  owner  (Acme-Ward  Storage  Ware¬ 
house,  Inc.,  lessee). 

SUBJECT — Application  reopened  June  13,  1944  for  con¬ 
sideration  as  to  amendment  of  resolution — Applica¬ 
tion  (decision  of  the  borough  superintendent)  to 
permit  in  a  business  use  district,  for  a  temporary 
period,  the  conversion  of  occupancy  of  a  garage  for 
more  than  five  motor  vehicles  (previously  granted 
1  by  the  Board)  to  be  used  for  storage. 

y  REMISES  Abb  EC  I  ED — 234-240  East  54th  street,  south 
side,  100  ft.  west  of  Second  avenue  (Block  1327 
Lot  29),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Howard  H.  Snyder 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
.  ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  September  12,  1944 
of  theBoard  pe"dmg  an  insPectio«  by  a  committee 

810-42-BZ 

APPLICANT— Abraham  Farber,  for  Monford  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  reopened  June  13,  1944— Applica¬ 
tion  (decision  of  the  borough  superintendent)  under 
sections  7(c)  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  alteration  and 
extension  of  an  existing  factory  by  the  inclusion 
ot  a  covered  storage  and  loading  space.  (These 

PRFMT^TA^Trm&nVi°/,SiyACted  Upon  the  Board  > 

REMISES  AbbEClED — 1-27  Montauk  avenue,  3144-3166 

Atlantic  avenue,  southeast  corner  and  2-40  Milford 
street  (Block  3976,  Lots  25-48),  Borough  of 
.Brooklyn. 

APPEARANCES— 

For  Applicant:  Abraham  F'arber  and  Irving 
Baldinger. 

Foi  Opposition :  Edward  R.  Loomie  and  others 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

A  Cl  ION  OF  BOARD — Laid  over  to  September  12,  1944  at 
10  A.  M.,  on  request  of  attorney  in  opposition, 
pending  an  inspection  by  a  committee  of  the  Board. 


411-44-BZ 

APPLICANT— Eric  Kebbon,  Supt.  of  School  Buildings,  for 
Board  of  Education,  City  of  New  York,  prospective 
owner. 

SUBJECT  Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  partly  in  a  business  use  and  D  area 
and  partly  in  a  residence  use  and  E  area  district, 
the  erection  and  maintenance  of  a  Public  Junior 
High  School  which  is  located  less  than  10  ft.  from 
the  East  29th  street  and  also  part  of  the  Avenue  K 
street  lines. 

PREMISES  AFFECTED — 2500  Nostrand  avenue,  south¬ 
west  corner  of  Avenue  K  (Block  7629,  Lots  1  to  80, 
inclusive),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Gustave  Goldman,  John  A.  Rullo 
and  others. 

For  Opposition :  Patrick  I.  Flannelly,  Daniel  Jacobs 
and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Harold  Klorfein,  Dept, 
of  Parks. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant’s  representative,  after  discussion 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  q 


347-44-BZ 

APPLICANT — Benjamin  Braunstein,  for  Charles  J.  Jes- 
berger,  owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  sections  7(c)  and  21  of  the 
zoning  resolution,  to  permit  the  extension  of  a 
business  use  (machine  shop)  from  a  business  use 
into  a  residence  use  district;  also  the  location  of 
the  proposed  entrance  is  contrary  to  section  7A  of 
the  zoning  resolution. 
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PREMISES  AFFECTED— 112-19  to  112-21  New  York 
boulevard  and  163-03A  to  163-03  Phroane  avenue 
(Block  10202,  Lots  58,  59  and  60),  Cedar  Manor, 
Borough  of  Queens. 

APPEARANCES—  „  , 

For  Applicant:  Charles  R.  Schmidt. 

For  Opposition :  Oscar  Hall,  W  llliam  Thomas, 
Odell  Porter,  Clara  Queries,  Irene  Lesser,  R. 
Roberts  and  Venson  Wynn.  ; 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  _  ,. 

ACTION  OF  BOARD — Application  withdrawn,  alter  dis¬ 
cussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative:  . 


771-26-BZ 

AppT  ICANT — The  Firestone  Tire  and  Rubber  Co.,  owner. 
SUBJECT — Application  reopened  July  11,  1944,  for  con¬ 
sideration  as  to  amendment  of  resolution— Applica¬ 
tion,  previously  granted  on  condition,  under  section 
7c  of  the  zoning  resolution,  permitting  partly  in  a 
business  use  and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  business  building, 
also  a  gasoline  service  station.  , 

PREMISES  AFFECTED — 606-618  East  Fordham  road, 
southwest  corner  of  Hughes  avenue  (Block  o078, 
Lots  16  and  17),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  C.  H.  Bergstrom. 

For  Opposition:  None.  ,  „ 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION-  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . 

THE  RESOLUTION  (771-26-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  i 
a  residence  use  district,  the  erection  and  maintenance  of  a 
business  building  and  also  a  gasoline  service  station  affect¬ 
ing  premises  606-618  East  Fordham  road,  southwest  corner 
of  Hughes  avenue  (Block  3078,  Lots  16  and  17),  Borougli 
of  The  Bronx,  was  granted  by  the  Board  on  January  4, 

1927,  on  certain  conditions;  and  ^  ,  lorA,  n 

Whereas,  the  resolution  was  amended  on  bebruary  l  , 
1936  and  March  17,  1936  and  time  extended  on  February 

9’WHEMAnsd  the  applicant  requested  a  further  amendment 

of  the  resolution;  and  R'  rfi 

’  Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  July  11,  1944,  subject  to  usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  25,  1944,  after  due  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  East  Fordham  road  is  in  a  residence 
use,  “B”  area  and  1)4  times  height;  Hughes  avenue  is  in  a 
residence  and  business  use,  “B  area  and  1/4 
area  district;  Arthur  avenue  is  in  a  residence  and  business 
use  “B”  use  “B”  area  and  U4  times  height  district  and 
East  189th  street  is  in  a  business  use,  B  area  and  1/4 

times  height  district;  and  *  .  .  ,  . 

Whereas,  the  decision  of  the  borough  superintendent,  act 
ing  on  Alt.  Applic.  269-44,  dated  June  20,  1944  reads: 

“1  Proposed  use  of  2nd  floor  of  this  building  as  a 
factory  in  a  part  business  and  part  residence  district, 
is  contrary  to  Article  2,  Section  3  of  the  zoning  reso¬ 
lution. 


2.  Proposed  change  of  2nd  floor  to  factory  use  is 
contrary  to  Resolution  /71-26-BZ  of  the  Board  of 
Standards  and  Appeals." 

Whereas,  the  applicant  states  that  the  existing  building 
is  two  (2)  stories  in  height,  having  a  frontage  of  102  it 
on  East  Fordham  road  and  128  ft.  on  Hughes  avenue  and 
a  depth  of  100  ft.  and  of  Class  1  construction ;  that  a  small 
irregular  shaped  area  at  the  southerly  part  of  the  building 
(having  a  frontage  of  approximately  28  ft.  on  Hughes  ave¬ 
nue),  is  in  a  residence  use  district — the  remainder  is  in  a 
business  use  district;  that  on  January  4,  1927,  under  Cal. 
771-26-BZ,  the  Board  granted  a  variation,  permitting  the 
erection  and  maintenance  of  the  existing  building  in  ques¬ 
tion  •  that  the  use  was  restricted  to  the  occupancy  and  op¬ 
eration  of  a  distributing  and  accessory  service'  station  of  a 
tire  manufacturers  agency,  that  the  gasoline  storage  equip¬ 
ment  shall  be  located  at  the  corner  of  IJughes  avenue  and 
East  Fordham  road  and  used  in  conjunction  with  the  opera¬ 
tion  of  business  and  use  conducted  on  the  premises ,  that 
on  February  11,  1936,  the  resolution  was  amended  generally 
as  indicated  on  plans  filed  with  this  application ;  that  such 
alteration  involved  the  removal  of  a  portion  of  the  building 
facing  on  East  Fordham  road,  the  relocation  of  existing 
facilities  and  existing  uses  as  described  and  including  the 
sale  of  gasoline ;  that  storage  was  permitted  in  the  basement 
and  2nd  floor  of  tires  and  accessory  supplies ;  that  on  March 
17  1936,  the  resolution  was  amended  so  as  to  permit  the 
alteration  of  the  building  as  indicated  on  plans  filed  with 
this  application ;  that  the  alteration  referred,  generally,  to 
the  locations  of  pumps,  signs  and  curb  cuts ;  that  the  use  ot 
the  basement  and  2nd  stories  for  storage  of  tires  and  acces¬ 
sory  supplies  was  not  changed  therein;  that  on  hebruary  y, 
1937,  the  time  to  complete  the  work  was  extended  tor  one 
year ;  that  it  is  now  proposed  to  install  and  operate  a  tire 
repairing  use  and  tire  recapping  equipment  on  the  2nd  story 
of  the  premises  in  question  and  to  broaden  the  use  and  occu¬ 
pancy  of  the  premises,  to  include  tire  repairing  and  tire 

recapping;  and  . 

Whereas  the  applicant  contends,  that  since  the  issuance 
of  the  certificate  of  occupancy,  the  premises  have  been  occu¬ 
pied  and  operated  by  the  Firestone  Tire  and  Rubber  Com¬ 
pany  as  a  warehouse  and  place  for  distribution  of  Firestone 
tires,  tubes,  batteries,  brake  lining,  gasoline  and  automobile 
accessories,  and,  in  connection  with  such  sales,  the  furnish¬ 
ing  of  such  service  as  are  customary  in  business  establish¬ 
ment  of  this  nature;  that  however,  the  tire  vulcanizing 
equipment,  mentioned  herein,  was  removed  some  years  ago ; 
that  since  rubber  is  a  very  critical  material  and  the  nation 
is  making  every  effort  to  conserve  this  material,  as  a  result 
,  tire  repairing  and  tire  recapping  has  become  an  essential 
phase  of  the  war  effort;  that  at  present,  due  to  the  great 
demand,  the  applicant’s  stores  and  dealers  in  the  Bronx 
and  the  counties  north  of  New  York  are  not  able  to  gn 
this  service  to  the  trucks  serving  our  war  industries  or  on 
the  buses  and  passenger  cars  serving  individuals  employee 
in  war  industries;  that  it  is  now  the  applicants  desire  to 
install  such  tire  repairing  and  recapping  equipment  on i  the 
second  floor  of  this  facility  as  shown  on  the  enclosed  Elan 
No  B-76  Sheet  No.  B-2,  and  to  include  tire  repairing  and 
recapping  to  the  uses  already  approved  for  the  premises 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  January  4,  iy 4/,  as- 
amended  through  February  9,  1937,  by  adding  thereto : 

«*  *  *  thai:  in  the  event  the  owner  desires  to  oc¬ 

cupy  the  second  floor  for  tire  vulcanizing  equipment  ant. 
for  tire  repairing  and  tire  recapping,  as  indicated  on 
revised  plans  marked  “Received  July  15,  1944,  sue* 
use  of  the  second  story  of  the  premises  may  be  made, 
provided  that  in  all  other  respects  the  resolutions^ 
previously  adopted  are  complied  with,  and  on  condtho 
that  the  area  used  for  cementing  shall  be  enc Jos 
within  walls  of  incombustible  material  and  furnishec 
with  adequate  ventilation;  that  all  partitions  showi 
shall  be  constructed  of  incombustible  material  and  an. 
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partitions  on  the  2nd  floor  not  so  constructed,  shall  be 
made  to  comply;  that  the  sprinkler  heads  in  such 
cementing  room  and  in  the  room  as  indicated  marked 
‘buffing  room’  shall  be  maintained;  that  such  sprin¬ 
klers  may  be  fdd  from  the  domestic  water  supply  of 
^ he  building,  provided  the  size  of  such  water  supply  is 
sufficient  for  the  number  of  heads;  that  no  hose 
inlet  from  the  street  shall  be  furnished ;  that  such 
additional  portable  fire  fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that 
in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto,  other  than  as  modified  under  Cal.  771-26-BZ 
and  446-44-A.” 


200-27-BZ 

APPLICANT — Sylvania  Electric  Products,  Inc.,  for 
Samuel  J.  Lefrak,  Ethel  Lefrak  and  William  B. 
Lampert,  owners. 

SUBJECT — Application  reopened  July  11,  1944,  for  con¬ 
sideration  as  to  amendment  of  resolution — Applica¬ 
tion  (decision  of  the  acting  borough  superintendent) 
under  section  7e  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  conversion  of  occu¬ 
pancy  for  a  temporary  period,  of  a  garage  for  more 
than  5  motor  vehicles  (previously  granted  by  the 
Board)  to  a  technical  laboratory. 

PREMISES  AFFECTED — 83-30  Kew  Gardens  road, 
southwest  corner  of  83rd  drive  (west  side  of  Kew 
Gardens  road,  between  Kingsley  and  Jennico 
places)  ;  (Block  3366,  Lot  30),  Kew  Gardens, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  Smith,  Jr.,  Alfred  A.  Roth¬ 
man,  John  J.  Rogan  and  John  C.  McDermott. 
For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (200-27-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  garage  for  more  than  five  motor  ve¬ 
hicles,  affecting  premises  83-30  Kew  Gardens  road,  south¬ 
west  corner  of  83rd  drive  (west  side  of  Kew  Gardens  road, 
between  Kingsley  and  Jennico  places)  ;  (Block  3356,  Lot 
30),  Kew  Gardens,  Borough  of  Queens,  was  granted  by 
the  Board  on  May  31,  1927,  on  certain  conditions  and  reso¬ 
lution  amended  on  February  9,  1937  as  to  signs;  and 
Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  July  11,  1944,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  25,  1944,  after  due  publication  in  the  Bulle¬ 
tin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Kew  Gardens  road  is  in  a  business 
and  residence  use,  “D”  area  and  1 *4  times  height  district; 
84th  avenue  is  in  a  residence  and  business  use,  “D”  area  and 
1 14  times  height  district  and  83rd  drive  is  in  a  residence  and 
business  use,  “D’  area  and  1)4  times  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  30,  1944,  on  Alt.  Applic.  440-44,  reads  : 

“3.  Secure  approval  of  the  Board  of  Standards  and 
Appeals  for  the  temporary  change  in  use,  from  public 
garage  to  technical  laboratory  with  the  privilege  of 
reverting  back  to  garage  use.” 
and 


V  hereas,  the  applicant  states  that  the  existing  building 
is  two  stories  in  height  having  a  frontage  of  219  ft.  and  a 
depth  of  100  ft.,  of  fireproof  construction  and  that  it  is 
proposed  to  use  the  existing  garage  for  more  than  five 
motor  vehicles  (which  was  granted  by  the  Board)  as  a 
technical  laboratory,  for  a  term  of  not  more  than  two 
years,  and  at  the  end  of  this  term,  the  use  of  the  building 
will  revert  to  garage  use;  and 
Whereas,  the  applicant  contends  that  recently,  the  Syl¬ 
vania  Electric  Products  Incorporated  made  application  to 
the  Building  Department,  for  a  certificate  of  occupancy  for 
building  located  at  83-30  Kew  Gardens  road;  that  it  has 
leased  this  building  and  made  plans  to  renovate  it,  set  up 
partitions  and  install  therein  certain  engineering  laboratories 
tor  development  of  military  electronic  devices;  that  no 
manufacturing  will  be  carried  on  the  premises;  that  the 
present  owners  of  this  building  have  protested  to  the  Build¬ 
ing  Department,  the  issuance  of  the  requested  certificate  of 
occupancy  on  the  grounds  that  such  certificate  if  issued 
might  nullify  the  original  certificate  issued  by  the  Board  of 
Standards  and  Appeals,  which  permitted  the  erection  and 
use  of  this  building  as  a  public  garage;  that  the  Building 
Department  has  therefore  issued  an  “objection”  to  the  ap¬ 
plication  as  attached  hereto;  that  the  applicant  now  wishes 
to  make  application  for  permission  to  use  of  this  building 
tor  Engineering  Laboratory  purposes  for  the  period  of 
Svlvanias  lease;  that  at  the  expiration  of  its  period  of 
occupancy,  the  building  would  revert  to  its  former  use  as 
a  public,  garage;  that  it  is  also  noted  that  the  resolution  in 
Cal.  200-27-BZ,  contains  the  following  stipulation  in  con¬ 
nection  with  this  building:  “That  the  rear  wall  shall  be 
unpierced  throughout  its  entire  height  and  length,  and  its 
exposed  surface  shall  be  finished  with  face  brick”;  that  in 
connection  with  the  proposed  use  of  the  building,  better 
lighting  and  ventilation  will  be  required  than  is  now  af¬ 
forded,  that  the  rear  wall  described  above  faces  a  vacant 
lot  and  it  is  believed  this  lot  is  owned  by  a  church  organiza¬ 
tion,  which  plans  to  build  a  church  there  at  some  future 
tune;  it  is  respectfully  requested  that  permission  be  granted 
to  install  windows,  as  unproved  by  the  building  owners,  in 
this  wall  for  use  during  the  applicant’s  period  of  occu¬ 
pancy,  and  upon  the  completion  of  this  period,  these  win¬ 
dows  will  again  be  bricked  up  and  the  wall  restored  to  its 
present  condition. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  resolution  adopted  on  May  31,  1927,  as 
amended  through  February  9,  1937,  by  adding  thereto  : 

*  *  *  that  in  the  event  the  owner  desires  to 

lease  the  building  for  a  term  of  not  over  two  (2)  years, 
to  Sylvania  Electric  Products,  Incorporated,  for  a  tem¬ 
porary  occupancy  as  a  laboratory,  such  use  may  be 
permitted,  provided  no  structural  changes  are  made  in 
the  building,  except  that  on  the  rear  wall,  openings  may 
be  constructed,  provided  such  openings  are  completely 
filled  with  glass  block  as  approved  for  exterior  wall 
use  and  also  other  openings  not  exceeding  five  in  num¬ 
ber  on  each  of  two  floors  along  the  rear  wall  for  the 
insertion  of  electric  ventilating  fans,  on  condition  that 
such  electric  ventilating  fans  shall  be  completely  re¬ 
moved  and  the  openings  filled  up  with  approved 
brick  masonry  upon  the  termination  of  this  temporary 
variance ;  that  any  temporary  partitions  required  dur¬ 
ing  this  temporary  term,  as  indicated  on  plans  filed 
with  this  application,  shall  be  constructed  of  incom¬ 
bustible  materials  and  shall  be  completely  removed  upon 
the  termination  of  this  variance;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  through  the 
building  as  the  fire  commissioner  shall  direct;  that  all 
permits  shall  be  obtained  and  all  work  completed 
within  six  (6)  months  from  the  date  of  this  amended 
resolution,  and  that  upon  the  conclusion  of  such  tem¬ 
porary  term,  the  building  may  be  restored  to  the  former 
approved  garage  occupancy.” 
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507-40-BZ 

APPLICANT— Oscar  Goldschlag,  for  Eugene  Higgins, 
owner. 

SUBJECT— Application  reopened  July  5,  1944  for  con¬ 
sideration  as  to  extension  of  permit — Application 
(decision  of  the  acting  borough  superintendent) 
previously  granted  on  condition,  under  section  7h  of 
the  zoning  resolution,  permitting  partly  in  a  busi¬ 
ness  use  and  partly  in  a  residence  use  district,  the 
temporary  parking  and  storage  of  more  than  five 
motor  vehicles  for  a  period  of  two  years. 
PREMISES  AFFECTED— 321-323  West  95th  street,  north 
side,  175  ft.  5iJ4  in.  east  of  Riverside  drive,  332-342 
West  96th  street  and  235-239  Riverside  drive  (Block 
1253,  Lots  58,  59  and  92  to  96,  inclusive),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Oscar  Goldschlag. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  ^ 

THE  RESOLUTION  (507-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district  for  a  term  of  two  years,  the  paiking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  321-323  West  95th  street,  north  side,  175  ft.  5%  in. 
east  of  Riverside  drive,  332-342  West  96th  street  and  235  239 
Riverside  drive  (Block  1253,  Lots  58,  59  and  92  to  96  inclu- 
sive),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
April’  29,  1941,  on  certain  conditions  and  time  extended  on 

December  2,  1941 ;  and  . 

Whereas,  the  applicant  requested  an  extension  ot  tne 

permit;  and  ^  , 

Whereas,  this  case  was  reopened  by  vote  ot  the  noara 
on  July  5,  1944  and  set  for  hearing  on  July  25  1944;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  July  25,  1944,  after  due  publication  m  the  Bulletin  oi 
the’  Board  of  Standards  and  Appeals ;  and 

Whereas,  inspection  indicates  that  the  premises  have  not 
been  occupied  as  permitted  and  practically  no  work  has 
been  done  to  comply  with  the  conditions  imposed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  29,  1941,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read . 

“Granted  under  Section  7h  thereof,  to  permit  the 
portion  of  the  premises  facing  West  96th  street,  namely 
lots  92,  93,  94,  95  and  96,  to  be  occupied  for  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles  for  a 
temporary  term  from  the  date  of  this  amended  resolu¬ 
tion,  on  condition  *  *  *•”. 


679-41-BZ 

APPLICANT— Max  Horn,  for  Wesleyan  University, 


owner.  ..  , 

SUBJECT— Application  reopened  July  5,  1944,  for  con¬ 
sideration  as  to  extension  of  permit— -Application 
(decision  of  the  borough  superintendent)  previ- 
ously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  residence  use 
district,  for  a  period  of  two  years,  the  parking  and 
storage’  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 35-01  to  35-21  Sprayview  ave¬ 
nue,  southwest  corner  of  Beach  35th  street  (Block 
307,’  Lot  1),  Edgemere,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration:  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (679-41-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  tem¬ 
porary  period  of  two  years,  the  parking  and  storage  of  moie 
than  five  motor  vehicles,  affecting  premises  35-01  to  35-21 
Sprayview  avenue,  southwest  corner  of  Beach  35th  street 
(Block  307,  Lot  1,  Edgemere,  Borough  of  Queens,  was 
granted  by  the  Board  on  August  6,  1941,  on  certain  condi¬ 
tions,  time  extended  on  July  23,  1942  and  the  applicant 
requested  an  extension  of  permit ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  July  5,  1944  and  set  for  hearing  on  July  25,  1944;  and_ 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  July  25,  1944,  after  due  publication  in  the  Bulletin  of 
the’ Board  of  Standards  and  Appeals., 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  August  6,  1941,  as 
amended  on  July  23,  1942,  only  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read: 

“ Granted  under  section  7h  for  a  term  of  two  (2) 
years,  from  the  date  of  this  amended  resolution,  to 
permit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  motor  vehicles,  on  condition. 
*  *  *  (Misc.  5828-41).” 


802-41-BZ 

APPLICANT— Max  Horn,  for  Harry  Wilkus,  owner. 

SUBJECT— Application  reopened  July  5,  1944  for  con¬ 
sideration  as  to  extension  of  permit — Application 
(decision  of  the  borough  superintendent)  previ¬ 
ously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  residence  use 
district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 219  Beach  26th  street,  west 
side  100  ft.  south  of  Edgemere  avenue  and  220 
Beach  27th  street  (Block  280,  Lot  10),  Edgemere, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None.  t 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . 


THE  RESOLUTION  (802-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  219  Beach  26th  street 
west  side,  100  ft.  south  of  Edgemere  avenue  and  220  Beacti 
27th  street  (Block  280,  Lot  10),  Edgemere  Borough  o 
Queens,  was  granted  by  the  Board  on  April  21,  1942,  on 
certain  conditions,  time  extended  on  September  9,  1142  ana 
the  applicant  requested  an  extension  of  the  permit  ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Boaia 
on  July  5,  1944  and  set  for  hearing  on  July  25,  1944;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet- 
ing,  July  25,  1944,  after  due  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend '  the  resolution  adopted  on  April  21,  1942,  as 
amended  on  September  9,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read  : 

“Granted  under  section  7 h  for  a  term  of  two  (2) 
years,  from  the  date  of  this  amended  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  *  *  *  and  that  a  certificate  of 
occupancy  shall  be  obtained  (Misc.  6210-41).” 


294-44-BZ 

APPLICANT — Syska  and  Hennessy,  for  City  of  New 
York,  owner  (operated  by  Department  of  Hospi¬ 
tals,  City  of  New  York). 

SUBJhCl — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7c  and  7d  of  the  zoning 
resolution,  to  permit  partlj'  in  a  residence  use  and 
partly  in  a  business  use  district,  the  erection  and 
maintenance  of  a  central  laundry  for  a  group  of 
city-owned-and-operated  hospitals. 

PREMISES  AFFECTED — 550-578  Rutland  road  and  567- 
597  Kingston  avenue,  southeast  corner  (Block  4812, 
part  of  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  A.  Syska. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  * 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (294-44-BZ) 

Whereas,  Syska  and  Hennessy,  for  Department  of  Hos¬ 
pitals  City  of  New  York,  owner,  filed  May  19,  1944,  an  ap¬ 
plication  under  section  7c  of  the  zoning  resolution,  to  per¬ 
mit  partly  in  a  residence  use  and  partly  in  a  business  use 
district,  the  erection  and  maintenance  of  a  central  laundry 
for  a  group  of  city-owned  and  operated  hospitals,  affecting 
premises  550-578  Rutland  road  and  567-597  Kingston  ave- 
.  nue,  southeast  corner  (Block  4812,  part  of  Lot  1),  Borough 
of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  -Standards  and  Appeals,  at  its  regular 
meeting,  July  25,  1944,  after  due  publication  in  the  Bulle¬ 
tin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
j  resolution  show  that  Kingston  avenue  is  in  a  business  use, 
“D”  area  and  1  times  height  district ;  Rutland  road  is  in  a 
residence  and  business  use,  “D”  area  and  1  times  height 
district ;  Albany  avenue  is  in  a  business  use,  “D”  area  and 
1  times  height  district  and  Fenimore  street  is  in  a  residence 
and  business  use,  “D”  area  and  1  times  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  5,  1944.  on  N.  B.  Applic.  No.  63-44,  reads: 

“1.  Proposed  erection  of  structure  for  laundry  use, 
located  within  areas  designated  as  business  and  resi¬ 
dential  is  contrary  to  zoning  resolution  (Art.  II,  Sec. 
3,  Art.  II,  Sec.  4,  subd.  51)  and  is  hereby  denied.” 
and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  having  a  frontage  of  700  ft.  on  Rutland  road,  775 
ft.  on  Kingston  avenue,  671  ft.  on  Winthrop  street  and 
778  ft.  on  Albany  avenue,  occupied  as  a  municipal  hospital ; 
that  it  is  proposed  to  erect  upon  the  northerly  Kingston 
avenue  frontage  of  the  plot,  a  four  story,  fireproof  build- 
ij  ing,  247  ft.  by  186  ft.  6  in.,  irregular  in  area ;  that  part  of 
the  easterly  portion  of  the  proposed  building  extends  for  a 


distance  of  approximately  166  ft.  into  a  residence  use  dis¬ 
trict — the  remainder  is  in  a  business  use  district;  that  it  is 
proposed  to  use  the  building  as  a  central  laundry  for  a 
group  of  city  owned  and  operated  hospitals;  that  the  filed 
plans  show  the  following  uses :  basement — carpet,  blanket 
and  mattress  cleaning;  1st  story,  dry  cleaning  and  laundry 
receiving  and  delivery;  2nd  story,  laundry;  3rd  story, 
laundry  and  cafeteria;  4th  story,  machinery  and  fan  room  • 
and 

•  Whereas,  the  applicant  contends  that  the  plot  plan  of  the 
proposed  laundry  indicates  the  removal  of  various  existing 
buildings,  which  consist  of  a  storage  building,  laboratory 
building,  storehouse,  existing  three  story  laundry  building, 
carpenter  shop,  and  garage;  that  the  existing  storehouse! 
laundry,  and  carpenter  shop,  all  constitute  a  type  of  build¬ 
ing  not  permitted  under  Article  II,  Section  3;  that  as  this 
building  occupies  a  small  portion  of  Blocks  4812  and  4817, 
having  a  total  area  of  542,325  sq.  ft.,  being  the  total  area 
oi  the  entire  plot  occupied  by  the  Kingston'  Avenue  Hospi¬ 
tal,  the  proposed  laundry  will  occupy  an  area  of  38,348  sq. 
ft.,  which  is  approximately  1/14  of  the  total  area  of  the 
hospital  site  in  consideration;  that  the  proposed  building 
will  be  designed  in  keeping  with  the  existing  buildings  now 
erected  on  the  Kingston  Avenue  Hospital  grounds,  and  as 
shown  on  the  plot  plan,  it  will  be  set  back  from  the  build¬ 
ing  line  on  Kingston  avenue  and  Rutland  road,  20  ft.,  which 
will  allow  the  existing  planting  to  remain,  therefore  chang¬ 
ing  the  character  of  the  site  very  little,  if  any;  that  the 
construction  of  this  building  will  eventually  eliminate  vari¬ 
ous  existing  buildings  which  are  now  in  very  bad  need  of 
repair  and  which  are  not  uniform  in  design;  that  the 
building  in  the  main  will  be  two  stories  in  height  setting 
back  to  a  third  story  and  machine  room,  and  the  total 
overall  height  of  the  building  from  the  ground  up  to  the 
machine  room  roof  will  be  approximately  62  ft.;  that  all 
loading  and  unloading  entrances  for  deliveries  to  and  from 
the  building  will  be  within  the  hospital  grounds  and  will 
not  cause  any  congestion  by  trucking  operations  on  either 
of  the  bounding  streets;  that  in  designing  this  building, 
every  consideration  has  been  given  to  the  mechanical 
equipment  and  ventilation,  so  as  to  dissipate  any  objection¬ 
able  odors,  if  any;  that  all  exhaust  fans  discharge  through 
a  common  stack  above  the  machine  room,  and  the  stack  is 
located  in  minimum  distance  of  120  ft.  from  any  existing 
building  in  the  area;  that  the  applicant  requests  that  ap¬ 
proval  be  granted  to  erect  this  structure,  as  it  is  a  necessary 
and  essential  adjunct  to  the  hospital  program  for  the 
Borough  of  Brooklyn:  that  this  property  has  been  acquired 
bv  the  City  of  New  York  for  hospital  use  prior  to  the 
amended  resolution,  and  not  only  will  the  construction  of 
this  building  eliminate  the  operation  of  the  existing  laundry 
in  the  Kingston  Avenue  Hospital,  but* will  eliminate  the  op¬ 
eration  of  the  existing  laundry  in  the  Kings  Countv  Hospi¬ 
tal,  which  is  located  directly  to  the  east  of  the  Kingston 
Avenue  Hospital  property  and  individual  laundries  at  other  - 
hospitals  in  the  Borough  of  Brooklyn;  that  this  building 
will  do  away  with  the  operation  of  two  existing  laundries 
in  the  direct  vicinity  of  the  proposed  location,  and  place 
the  entire  operation  in  one  project;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 
Whereas, .  the  applicant  amended  his  application  as  to  the 
basis  on  which  it  is  predicated  to  Section  7,  subdivisions  c 
and  d ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivisions  c  and  d,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7,  sub¬ 
divisions  c  and  d.  on  condition  that  the  building  shall  be 
constructed  substantially  as  indicated  on  plans  "filed  with 
this  application  and  for  the  purposes  as  proposed,  except  as 
herein  after  set  forth;  that  the  building  shall  be  erected 
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not  nearer  than  30  ft.  to  either  Rutland  road  or  Kingston 
avenue ;  that  the  existing  ornamental  iron  fence  or  similar 
fence  shall  be  maintained  opposite  the  building  on  such 
streets  and  the  space,  intervening  between  the  fence  and  the 
building,  shall  be  landscaped  and  maintained  planted;  that 
no  entrances  to  the  building  shall  be  maintained  adjacent 
to  the  building  either  from  Rutland  road  or  from  Kingston 
avenue  and  access  from  the  street  shall  be  from  the  exist¬ 
ing  entrances  to  the  hospital  grounds ;  that  no  cleaning  of 
mattresses,  pillows,  or  carpets  and  rugs,  or  similar  mate¬ 
rial,  shall  be  carried  on ;  that  the  building  shall  be  equipped 
with  an  interior  ventilating  system,  which  will  permit  the 
windows  to  be  kept  closed  at  all  times ;  that  the  building 
shall  be  equipped  with  modern  devices  so  designed  and  ar¬ 
ranged  to  eliminate  as  far  as  possible,  odors  and  fumes 
emanating  from  the  building;  that  no  parking  of  cars  of 
those  employed  or  connected  with  the  proposed  building  shall 
be  allowed  on  Kingston  avenue  and  Rutland  road ;  that  for 
the  accommodation  of  such  parkers,  a  lawful  space  shall  be 
maintained  within  the  hospital  grounds;  that  during  lunch 
hours,  those  employed  in  the  building  shall  be  instructed  not 
to  use  the  city  streets  for  recreation ;  that  in  all  _  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  resolution. 


334-44-BZ 

APPLICANT— Louis  Allen  Abramson  and  Bond  Stores, 
Inc.  (lessee),  for  Frances  M.  Newman,  owner. 
SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  section  21  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  business  use  district,  the  omis¬ 
sion  of  a  required  loading  space,  as  per  Article  IV, 
Section  19-A  of  the  Zoning  Resolution,  in  a  build¬ 
ing  used  for  storage  and  goods  display. 

PREMISES  AFFECTED— 398-406  Fulton  street,  south¬ 
west  corner  of  Gallatin  place  (Block  155,  Lot  14), 
Borough  of  Brooklyn. 

APPEARANCES—  „  w  „ 

For  Applicant:  Joseph  B.  Lynch,  S.  M.  Cooper  and 
L.  A.  Abramson. 

For  Opposition:  None.  ( 

For  Administration:  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative :  . .  •  •. .  ^ 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (334-44-BZ) 

Whereas,  Louis  Allen  Abramson  and  Bond  Stores,  Inc. 
(lessee),  for  Frances  M.  Newman,  owner,  filed  June  3,  1944, 
an  application  under  section  21  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  conversion  of  a 
required  loading  space,  as  per  Art  4  Sec.  19-A,  in  a  build¬ 
ing  used  for  storage  and  goods  display ;  affecting  premises 
398-406  Fulton  street,  southwest  corner  of  Gallatin  place 
(Block  155,  Lot  14),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  held  on  July  25,  1944,  after  due  publication  in  the  Bulle¬ 
tin  of  the  Board  of  Standards  and  Appeals,  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution,  show  that  Fulton  street  is  in  a  business  use, 
B  area  and  2-times  height  district;  Gallatin  place  is  in  a 
business  use,  B  area  and  2-times  height  district  and  Smith 
street  is  in  a  business  use,  B  area  and  2-times  height 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  16,  1944,  acting  on  Alt.  Applic.  683-44  reads: 

“2.  Provide  loading  space  as.  per  Art.  IV.  bee.  i?A 
of  the  Zoning  Resolution.  Denied.” 

and 


Whereas,  the  applicant  states  that  the  existing  building 
is  2  stories  and  basement  in  height  of  Class  3  construction, 
with  a  frontage  of  99  ft.  10  in.  on  Fulton  street  and  101  ft. 
on  Gallatin  place-;  that  according  to  Certificate  of  Occupancy 
85847  dated  January  20,  1938,  the  permissible  use  and  occu¬ 
pancy  is:  1st  story— stores ;  2nd  story — stores total — stores; 
that  this  certificate  was  issued  in  re  permit  8563-37  and  the 
date  of  completion  of  construction  was  January  20,  1938; 
that  the  building  was  erected  in  1890  and  that  it  is  proposed 
to  increase  the  building  by  the  addition  of  two  stories  and 
to  omit  the  loading  space  required  by  Sec.  19A  of  the  Zon¬ 
ing  Resolution ;  that  when  the  building  is  extended  in  height, 
it  will  be  occupied :  cellar,  boiler  room,  sales  floor  and 
storage;  1st  story — retail  (clothing)  store;  2nd  story 
stockroom  and  sales  floor ;  4th  story— tailor  shop,  offices 
and  stockroom;  penthouse — fan  room;  and 

Whereas,  the  applicant  contends  that  the  present  building 
is  a  2-story  and  basement  structure,  which  until  1937,  was  a 
4-story  building,  used  then  as  now,  for  stores  and  retail 
clothing  salesrooms  with  floor  loads  of  75  lbs;  that  it  is 
proposed  to  restore  it  to  its  original  four  stories,  a  height 
of  56  ft.  8  in.,  to  be  occupied  by  a  single  tenant  under  a 
21-year  lease  as  follows :  cellar,  boiler  room,  sales  floor, 
storage;  1st  floor— retail  store;  2nd,  stock  room,  sales  floor; 
3rd,  stock  room,  sales  floor ;  4th,  tailor  shop,  offices,  stock- 
room  ;  penthouse — fan  room ;  that  each  floor  except  pent¬ 
house,  will  be  occupied  by  100  persons  and  adequate  stairs 
will  be  provided;  that  the  proper  and  practical  location  for 
the  required  loading  platform  would  be  at  the  rear  of  the 
premises;  that  at  such  location,  several  difficulties  are  en¬ 
countered,  namely,  the  street  grade  is  about  15  in.  below 
the  floor  level  and  reframing  and  reinforcing  would  be  neces- 
sarjr ;  that  all  materials  will  be  delivered  through  Gallatin 
place  entrance;  that  since*  about  35,000  sq.  ft.  is  used  for 
manufacturing,  storage  or  goods  display,  two  loading  berths 
or  a  minimum  of  25  ft.  by  20  ft.  would  be  required,  that 
to  so  provide,  would  entail  practical  difficulties  in  planning 
and  would  disrupt  normal  circulation  and  traffic ;  that  the 
tenant  who  holds  a  long,  term  lease,  is  the  Bond  Stores,  Inc., 
selling  men’s  and  women’s  clothing,  haberdashery  and  shoes; 
that  no  manufacturing  will  be  done  on  the  premises, 
although  tailors  will  be  employed  to  make  alterations ,  that 
merchandise  is  delivered  in  bulk,  generally  at  the  beginning 
of  each  Spring  and  Fall  season ;  that  between  these  seasons, 
weeks  may  pass  without  a  single  delivery  and  then  mer- 
chandise  is  received  as  a  rule  in  cartons  and  through 
Gallatin  place  entrance;  that  the.  company  neither  maintains 
nor  hires  trucks  for  its  deliveries ;  that  the  deliveries  ai  e 
so  few,  that  parcel  post  is  used  and  then  mainly  foi  out-of- 
town  purchases ;  these  parcels  are  delivered  to  the  post- 
office  by  messenger;  and 

Whereas,  the  Board  deemed  that  the  applicant  failed  to 
substantiate  a  basis  to  warrant  exercise  of  discretion  to 
grant  under  section  21  of  the  Zoning  Resolution  and  is 
therefore  not  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and  unnecessary  hardship.  . 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  683-44,  objection  2,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is 
denied. 


408-44-BZ 

APPLICANT— Charles  B.  Meyers,  for  Blackwell  Holding 
Corp.,  owner  (Phil- American,  Inc.  and  Electrolux 
Corporation,  lessees). 

SUBJECT— Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7(c)  and  21  of  the  zoning 
resolution,  to  permit  partly  in  a  residence  use  and 
partly  in  an  unrestricted  use  district,  the  occupancv 
as  a  factory,  for  a  term  of  six  years,  of  the  3rd 
and  4th  stories  of  an  existing  building  now  occupied 
on  the  two  lower  stories  (“A”  and  “B”)  facing  on 
East  71st  street  as  a  garage  for  more  than  five 
motor  vehicles;  for  the  storage  and  shipping  ot 
vacuum  cleaner  parts  on  the  1st  and  2nd  stories  and 
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on  the  3rd  and  4th  stories  as  garage  for  more  than 
five  motor  vehicles.  It  is  also  proposed  to  omit 
tiie  required  loading  dock. 

PREMISES  EFFECTED — 524-528  East  72nd  street,  south 
side,  373  ft.  east  of  York  avenue  and  525-533  East 
71st  street  (Block  1483,  Lot  33),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

F°i  Applicant :  Charles  B.  Meyers,  Morris 
Hyshiver,  Stanley  Bogart  and  Oscar  S.  Rosner 
hor  Opposition:  None. 

For  Administration :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

^CTION  OF  BOARD — Application  granted  on  condition. 
1  liL  V  O  1  E- — 

Afhimative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  q 


THE  RESOLUTION  (408-44-BZ) 

Whereas,  Charles  B.  Meyers,  Blackwell  Holding  Cor¬ 
poration,  owner  ( Phil-American  Incorporated  and  Electro¬ 
lux  Corporation,  lessees),  filed  June  29,  1944,  an  application 
under  sections  7c  and  21  of  the  zoning  resolution,  to  permit 
partly  in  a  residence  use  and  partly  in  an  unrestricted  use 
district,  the  occupancy  as  a  factory,  for  a  term  of  six 
jeais,  of  the  3rd  and  4th  stories  of  an  existing  building, 
now  occupied  on  the  two  lower  stories  (“A”  and  “B”)  fac¬ 
ing  on  East  71st  street  as  a  garage  for  more  than  5  motor 
vehicles ,  for  the  storage  and  shipping  of  vacuum  cleaner 
parts  on  the  1st  and  2nd  stories  and  on  the  3rd  and  4th 
stories  as  garage  for  more  than  5  motor  vehicles ;  it  is  also 
proposed  to  omit  the  required  loading  dock,  affecting  prem¬ 
ises  524-528  East  72nd  street,  south  side,  373  ftTcast  of 
York  avenue  and  525-533  East  71st  street  (Block  1483, 
Lot  33),  Borough  of  Manhattan;  and 
\\  here  as,  a  public  hearing  was  held  on  this  application 
by  the  Board  ol  Standards  and  Appeals  at  its  regular  meet¬ 
ing;  July  25,  1944,  after  due  notice  by  publication  in  the 
dle  Eoard  Standards  and  Appeals ;  and 
W  hereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  East  71st  street  is  in  an  unrestricted 
use,  'A"  area,  and  2  times  height  district;  East  72nd  street 
!s  ,m.  a  residence  and  business  use,  “A”  area  and  2  times 
height  district ;  East  River  drive  is  in  a  residence  and  unre¬ 
stricted  use,.  “A”  area  and  2  times  height  district  and  York 
avenue  is  in  a  business,  residence  and  unrestricted  use 
A  area  and  2  times  height  district;  and 
\\  hereas,  the  decision  of  the  Borough  superintendent 
dated  June  28,  1944,  on  Alt.  Applic.  408-44,  reads : 

1.  As  premises  are  located  partly  in  an  unrestricted 
and  partly  in  a  residence  district,  change  in  use  from 
garage  to  office  and  manufacturing,  also  to  storage,  for 
part  of  building  extending  into  residence  district,  is 
contrary  to  Sec.  3  of  the  zone  resolution  and  may  not 
be  accepted.  Reconsideration  denied. 

4.  Sec.  19- A  zone  resolution  requires  a  loading  dock 
it  manufacturing,  storage,  or  goods  display,  exceed  in 
the  aggregate  25000  sq.  ft.  of  the  floor  space  of  the 
building.  Specify  compliance  with  same” 
and 

[  .  Whereas,  the  applicant  states  that  the  existing  building 
;  is  five  stories  in  height  on  East  71st  street  and  four  stories 
in  height  on  East  72nd  street,  having  a  frontage  of  125  ft 
1  °n  5'astf7lst  street,  and  125  ft.  on  East  72nd  street,  and  a 
p  4  ”1. ;  of  Class  1  construction;  that  the 

-ast  /ist  street  front  of  the  building  is  in  an  unrestricted 
use  district  and  the  East  72nd  street  front  of  the  building 
is  in  a  residence  use  district;  that  according  to  application 
forms  and  applicant’s  plans,  the  present  occupancy  of  the 
building  is:  1st  story  on  East  71st  street  front— garage  and 
:  of  metals;  2nd  story-garage;  1st  (and  entire) 

!  -  °.n  East  72nd  street  front— storage  and  shipping  vac- 

i  uum  leaner  parts;  2nd  (and  entire)  story  on  East  72nd 
f street  front  storage  of  vacuum  cleaner  parts;  3rd  (and 
entire)  story  on  East  72nd  street— garage ;  4th  (and  en¬ 


tile)  story  on  East  72nd  street  front — garage;  that  it  is 
proposed  to  use  tor  a  term  of  six  years,  the  3rd  and  4th 

dSpnS  °n  /he  5aSt  72n,d  street  front)  as  a  factory  for 
defense  work  and  as  a  development  and  research  labora- 

tor>  and  that  it  is  proposed  also,  to  omit  the  required  load- 

in8  ASpafe*if°r  each  2.\000’  sq.  ft.  of  area  as  required  by  Sec 
Iy-A  ot  the  zoning  resolution;  and 

Whereas  the  applicant  contends  that  it  will  be  noted 
from  the  block  diagrams  and  photographs  submitted,  that 
here  exists  on  the  block,  in  addition  to  the  building  in  ques- 

nf?’hu;wakery  T  garag?’  a,  factory,  a  warehouse,  three 
loll  buildings  and  vacant  land,  all  of  which,  in  addition  to 

a  number  of  gaiages  and  incinerator  buildings  of  the  De¬ 
partment  of  Sanitation,  are  definite  deterrents  toward  resi¬ 
dential  development  and  the  ultimate  elimination  of  the  non- 

T  0t  the  existing  buildings  on  that  block; 

that  relief  is  being  sought  under  section  7c,  it  being  mani¬ 
fest  that  the  factory,  storage  and  office  use  sought  for  the 
first,  second,  third  and  fourth  floors  on  the  portion  of  the 

tionaW?1 dIS  "T  res,dentla1’  ma>r  be  regarded  as  less  objec¬ 
tionable  than  the  permitted  continued  use  as  a  garage  par- 

iui  arly  because  to  a  depth  of  an  average  of  approximately 

;  from  the  building  line  of  East  72nd  street,  the  area 

that  the Soey  devoted  to  office;  that  permission  is  sought, 
that  the  use  as  a  garage  may  be  continued  after  the  tempo- 

a  Iie"ef11'.erein  s°uSht.  has  expired;  that  there  are  prac- 
cal  difficulties  in  the  way  of  carrying  out  the  strict  letter 
of  the  zone  resolution,  and  that  failure  to  make  available 
toi  temporary  factor}'  use,  would  serve  to  delay  and  impede 
the  contribution,  which  the  tenant,  Phil-American,  Inc.  can 
and  would  otherwise  make  to  the  war  effort  by  its  occu- 
thdSC  prem,ses-'  it  is  respectfully  requested 

1  1  A  l’g  SfCC  SCt  ^°rth  ,aS  being  necessary  under 

section  19A,  be  not  required  in  this  specific  case,  in  view 

ot  the  factory  use  not  being  permanent,  that  the  need  there¬ 
for  is  not  essential,  in  view  of  the  fact  that  there  is  prac¬ 
tically  no  roadway  traffic  at  this  location  and  that  the  struc- 
Jural  alterations  necessary  to  obtain  a  loading  space,  would 
be  piolnbitive  in  cost  and  interfere  with  the  early  produc- 
'°w °  die  essenBal  war  equipment;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  w  nch  to  exercise  its  discretion  to  grant  under  section 
/-c  ot  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  ot  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7-c  there- 

1,1  i  io 1|enfiporarV  te,rm  not  exceeding  six  years  from 
Jul}  1,  1944,  to  permit  the  3rd  and  4th  stories,  as  proposed, 
to  be  occupied  as  a  laboratory  and  factory,  on  condition 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws  rules  and  regulations  applicable  there¬ 
to  othei  than  as  modified  by  the  Board  under  Cal.  409-44-A  • 
t  lat  upon  termination  of  this  temporary  variance  the 
garage  use  previously  permitted  under  New  Building  Ap¬ 
plication  197-14,  may  be  restored  throughout  the  building- 
that  ounng  this  temporary  variance,  no  alteration  shall  be 
miide  to  the  building;  that  any  interior  partitions  erected 
shall  be  constructed  of  incombustible  materials  only  and 
removed  upon  completion  of  this  term;  that  the  require¬ 
ments  for  the  loading  platform  may  be  omitted,  provided 
the  equipment,  namely  the  freight  elevator,  from  72nd  street 
is  used  for  such  purposes  and  maintained  openable  both 
from  the  street  and  the  interior  of  the  building,  as  indi¬ 
cated l;  that  the  existing  sprinkler  system  shall  be  main¬ 
tained  to  the  satisfaction  of  the  fire  commissioner;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
three  months  from  the  date  of  this  resolution 
904-40-SA 

APPLIANCES  AND  MATERIAL  SUBMITTED  FOR 

APPROVAL 

APPLICANT— B.  I.  Stamm,  for  Kres-Kno  Oil  Burner 
Mtg.  Co.,  owner. 
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SUBJECT— Kres-Kno  Ball  Flame  Pressing  Machine  Bur¬ 
ner,  Sizes  1M,  2M  and  3M,  approval  of. 
APPEARANCES— 

For  Applicant :  B.  I.  Stamm. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  ^ 

THE  RESOLUTION  (904-40-SA) 

Whereas,  B.  I.  Stamm,  for  Kres-Kno  Oil  Burner  Mfg. 
Co.,  owner,  filed  on  September  11,  1940,  an  application  with 
the  Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  Kres-Kno  Ball  Flame  Pressing 
Machine  Burner,  Sizes  1M,  2M  and  3M  ;  and 

Whereas,  this  appliance  was  referred  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

July  12,  1944. 

Cal.  904-40-SA 

Subject:  Kres-Kno  Ball  Flame  Pressing  Machine 
Burner,  Sizes  1M,  2M  and  3M,  approval  of. 

The  Kres-Kno  Oil  Burner  Manufacturing  Company, 
filed  on  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  Kres-Kno  Ball  Flame 
Pressing  Machine  Burner,  under  the  provisions  of  09- 
57,  of  the  Administrative  Code,  and  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals. 

Description 

This  is  a  mechanical  draft  pot  type  burner  consisting 
of  the  following  assembly:  1/100  or  1/40  H.P.  Redman 
or  Smith  or  Kres-Kno  motor;  a  sirocco  type  fan;  an 
air  duct  to  the  burner  pot  18  gauge  sheet  metal ;  a  cast 
iron  oil  pot  surrounded  by  a  chrome  steel  air-pot  shell ; 
a  burner  ring,  and  a  cast  iron  top  plate  for  interlocking 
oil  burner  unit  to  air  duct  box. 

The  burner  is  designed  for  manual  or  automatic  op¬ 
eration,  manual  ignitions  and  electric  ignition. 

The  operation  of  the  manual  ignition  manual  control 
burner  is  as  follows : 

When  heat  is  needed  the  burner  is  manually  ignited 
by  inserting  a  lighted  torch  into  the  fire  pot;  when 
ignition  is  established  the  operator  of  the  burner  adjusts 
the  metering  valve  on  the  constant  level  valve  to  any 
desired  setting,  insuring  delivery  of  a  definite  quantity 
of  oil. 

The  constant  level  valve  is  provided  with  an  anti¬ 
flooding  device.  In  the  event  of  failure  of  the  float  that 
maintains  the  normal  oil  level  or  improper  seating  of 
the  valves,  allowing  excess  oil  to  be  conveyed  to  the 
float  chamber,  a  safety  float  operates  to  forcibly  close 
the  valve  and  prevent  any  further  flow  of  oil  until  the 
condition  has  been  corrected. 


heavier  than  $2  U.  S.  Dept,  of  Commerce  Standards. 
A  safety  valve  is  also  provided  for  the  steam  boiler. 

Size  1M  has  a  capacity  of  1  gal.  per  hour;  2M,  2/ 
gals. ;  3M,  4  gals. 

A  sample  model  test  of  the  appliance  was  inspected 
and  tested  by  the  Committee  on  Tests  of  the  Board  at 
630  6th  Avenue  and  forced  to  operate  without  flare 
backs  or  undue  carbon  deposits  and  to  shut  off  immedi¬ 
ately  when  the  steam  pressure  limit  of  60  lbs.  was 
reached.  The  oil  burner  has  been  approved  by  the  Un¬ 
derwriters  Laboratories,  MP-1036,  November  18,  1941. 

Recommendation 

On  the  basis  of  this  inspection  and  test  and  the  report 
of  the  Underwriters  Laboratories,  the  Committee  on 
Tests  recommends  the  approval  of  the  Kres-Kno  Ball 
Flame  Pressing  Machine  Burner  Sizes  1M,  2M  and 
3M,  for  use  in  New  York  City  with  fuel  oil  not  heavier 
than  #2,  U.  S.  Department  of  Commerce  Standards 
when  installed  in  accordance  with  this  report  and  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals ;  that  each  burner  shall  have  a  label  perma¬ 
nently  affixed  thereon  reading,  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City 
under  Cal.  904-40-SA,”  and  in  addition,  when  the 
burner  is  used  with  three  or  six-gallon  tanks,  the 
following  additional  requirements  shall  be  complied 
with. 

1.  When  exposed  oil  piping  is  more  than  8  in.  in 
length  same  shall  be  enclosed  in  iron  or  steel  piping  or 
BX  cable.  Such  piping  shall  be  securely  fastened  to  the 
floor  or  walls  with  non-combustible  fastenings  as  per 

rule  7.  .  _ 

2.  That  the  stand  supporting  the  burner  in  the  fire 
box  shall  be  securely  bolted  to  the  bottom  thereof. 

3.  The  oil  supply  container  shall  be  securely  an¬ 
chored  to  the  floor  and  at  least  60  in.  away  from  the 
boiler  in  which  the  device  is  located. 

4.  Only  approved  safety  cans  shall  be  used  for  the 
storage  of  oil  and  filling  of  oil  containers. 

5.  Floor  beneath  oil  burner  device  shall  be  protected 
by  a  shield  of  at  least  ]1/2  in.  asbestos  or  other  equiva¬ 
lent  material,  this  shield  to  extend  under  and  at  least 
12  in.  beyond  the  outline  of  the  boiler  in  which  the 
device  is  installed. 

6.  The  tank  shall  be  set  rigidly  in  a  cup  shaped  base 
receptacle  of  sufficient  capacity  to  contain  one-third  the 
contents  of  the  tank  in  case  of  leakage. 

7.  That  the  device  shall  be  connected  by  a  suitable 
fluepipe  to  a  legal  chimney  or  to  the  outer  air,  this  flue 
to  be  provided  with  a  suitable  stack  check  to  nullify 
down  draft. 

8.  The  storage  of  oil  shall  be  limited  to  not  more 

than  two  four-gallon  safety  cans  in  reserve  unless  the 
installation  is  made  in  complete  conformity  with  the  Oil 
Burner  Rules.  _  ,  , 

9.  The  Board  reserves  the  right  to  add  additional 
requirements  that  are  deemed  necessary. 


Automatic  Operation 

Operated  on  an  electric  solenoid  or  electric  float  con¬ 
trol  valve,  either  Detroit  Lubricator,  Automatic  Prod¬ 
uct  or  Kres-Kno  Detroit  Lubricator  construction  steam 
pressure  control,  Model  CRC-236,  type  H-MP424,  or  a 
solenoid  electric  oil  valve  with  a  steam  pressure  con¬ 
trol,  the  valve  being  equipped  with  a  by-pass  to  allow 
sufficient  oil  to  flow  to  the  pilot  light  for  ignition  or 
other  approved  steam  pressure  control. 

The  steam  pressure  control  can  be  set  at  a  predeter¬ 
mined  steam  pressure  usually  60  lbs.  When  this  pres¬ 
sure  is  reached  the  oil  supply  is  completely  shut  off 
except  that  used  for  the  pilot  light.  When  the  pressure 
fills  to  40  lbs.  the  combustion  control  on  the  solenoid 
valve  opens  and  allows  full  supply  of  oil  to  the  burner. 

The  oil  supply  is  furnished  from  a  3  or  6  gallon  tank 
mounted  on  legs  bolted  to  the  floor.  The  oil  used  is  not 


(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 


LESLIE  V. 


HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


no  .  ,  . 

Whereas,  this  report  recommended  the  approval  of  this 

ppliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  approve  the  appliance  known  as  the  Kres-Kno  Ball 
"lame  Pressing  Machine  Burner,  Sizes  1M,  2M  and  3M. 
m  condition  that  the  appliance  be  manufactured,  installed, 
md  labelled  in  accordance  with  the  above  report. 
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^  LICAN  J  B.  I.  Stamm,  for  Kres-Kno  Oil  Burner 
Mfg.  Co.,  owner. 

SUBJEC1 — Kres-Kno  Ball  Flame  Range  Burner,  Models 
BFM-10,  BFM-13,  BFTDR,  BEF,  BFWDR  and 
BFSE,  approval  of. 

APPEARANCES— 

For  Applicant :  B.  I.  Stamm. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION  (905-40-SA) 

Whereas,  B.  I.  Stamm,  for  Kres-Kno  Oil  Burner  Mfg. 
Co.,  owner,  filed  on  September  11,  1940,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  appliance  known  as  the  Kres-Kno  Ball  Flame  Range 
Burner,  Models  BFM-10,  BFM-13,  BFTDR,  BEF,  BFWDR 
and  BFSE ;  and 

Whereas,  this  appliance  was  referred  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS 


July  13,  1944 

Re:  Cal.  905-40-SA 

Subject :  Kres-Kno  Ball  Flame  Range  Burner,  Models 
BFM-10,  BFM-13,  BFTDR,  BEF,  BFWDR  and 
BFSE,  approval  of. 


The  Kres-Kno  Oil  Burner  Manufacturing  Company, 
filed  an  application  with  the  Board  of  Standards  and 
Appeals  under  the  provisions  of  C19-57.0,  of  the  Ad¬ 
ministrative  Code,  and  the  Oil  Burner  Rules  of  the 
Board  of  Standards  and  Appeals  for  approval  of  the 
Kres-Kno  Ball  Flame  Range  Burner,  Models  BFM- 
10,  BFM-13,  BFTDR,  BEF,  BFWDR  and  BFSE. 


Description 

This  is  a  mechanical  draft  pot  type  burner  for  in¬ 
stallation  in  ranges  to  connect  from  coal  to  oil  and 
consists  of  the  following  assembly.  A  1/40  H.P. 
Rodman  Motor,  a  Sirocco  Type  fan,  an  air  duct  to  the 
burner  pot  of  18  gauge  metal,  a  cast  iron  oil  pot  sur¬ 
rounded  by  a  chrome  steel  air  pot  shell,  a  burner  ring 
and  a  cast  iron  top  plate  for  interlocking  oil  burner 
with  the  air  duct  box. 

The  controls  consist  of  Automatic  Product  or  Detroit 
Lubricator  Constant  Level  Valve  to  control  the  level 
of  the  oil  in  the  pot  and  to  maintain  a  maximum  and 
minimum  flow  of  oil.  A  Detroit  Lubricator  or  Gen¬ 
eral  controls  Solenoid  valve  with  a  by-pass  allowing 
sufficient  oil  to  flow  to  the  oil  pilot  light  for  electric 
ignition  purposes. 

The  models  differ  only  as  to  size  and  controls. 

BFM-10,  10  in.  in  length  is  for  commercial  cook¬ 
ing  range,  manually  operated. 

BFM-13,  13  in.  in  length  is  for  commercial  cook¬ 
ing  range,  manually  operated. 

BFTDR — commercial  cooking  range,  automatic  op¬ 
eration,  manual  ignition. 

BEF— commercial  cooking  range,  automatic  opera¬ 
tion,  electric  ignition. 

BFWDR — 10-13  in.  lengths — domestic  cooking 

range — fan  draft. 

BFSE  10-13  in.  lengths — domestic  cooking  range 
— natural  draft. 

All  burners  are  made  in  three  sizes,  varying  from 
a  pint  to  4  gallons  per  hour. 

This  burner  is  similar  to  that  approved  by  the  Board 
under  Cal.  #903-40-SA  as  a  domestic  oil  burner,  but 
this  application  is  for  specific  use  as  a  range  burner. 


rhe  burner  has  been  approved  by  the  Underwriters 
Laboratories  MP  1036. 

The  burner  is  supplied  from  a  three  to  six  gallon 
oil  tank  located  about  5  ft.  from  the  range. 

Test 

A  sample  model  of  the  burner  was  inspected  and 
tested  by  the  Committee  on  Tests  of  the  Board,  there 
were  no  flare  backs  or  undue  carbon  deposits  and  the 
burner  operated  satisfactorily. 

Recommendation 

As  a  result  of  this  inspection  and  test,  and  the  ap- 
proval  of  the  Underwriters  Laboratories,  the  Committee 
on  Tests  recommends  that  the  Kres-Kno  Ball  Flame 
Range  Burner  in  the  models  specified  hereinbefore  be 
approved  for  use  in  New  York  City  with  fuel  oil  not 
heavier  than  #1  U.  S.  Department  of  Commerce  Stand- 
ards  when  installed  in  accordance  with  this  report  and 
the  Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals,  provided  that  the  burner  shall  have  a  label 
permanently  affixed  thereon,  reading,  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Cal.  905-40-SA.”  and  in  addition,  when  the 
burner  is  used  with  three  or  six-gallon  tanks,  the  fol¬ 
lowing  additional  requirements  shall  be  complied  with  : 

1.  When  exposed  oil  piping  is  more  than  8  in.  in 
length  same  shall  be  enclosed  in  iron  or  steel  piping  or 
B\  cable.  Such  piping  shall  be  securely  fastened  to 
the  floor  or  walls  with  non-combustible  fastenings  as 
per  Rule  7. 

2.  That  the  stand  supporting  the  burner  in  the  fire 
box  shall  be  securely  bolted  to  the  bottom  thereof. 

3.  The  0*1  supply  container  shall  be  securely  an- 
chorea  to  the  floor  and  at  least  60  in.  away  from  the 
boiler  m  which  the  device  is  located. 

4.  Only  approved  safety  cans  shall  be  used  for  the 
storage  of  oil  and  filling  of  oil  containers. 

5.  Floor  beneath  oil  burner  device  shall  be  protected 
by  a  shield  of  at  least  ^  in.  asbestos  or  other  equivalent 
material,  this  shield  to  extend  under  and  at  least  12  in 
beyond  the  outline  of  the  boiler  in  which  the  device  is 
installed. 

6.  The  tank  shall  be  set  rigidly  in  a  cup  shaped  base 
receptacle  of  sufficient  capacity  to  contain  one-third  the 
contents  of  the  tank  in  case  of  leakage. 

7.  That  the  device  shall  be  connected  by  a  suitable 
fluepipe  to  a  legal  chimney,  this  flue  to  be  provided  with 
a  suitable  stack  check  to  nullify  down  draft. 

8.  The  storage  of  oil  shall  be  limited  to  not  more 
than  two  four-gallon  safety  cans  in  reserve  unless  the 
installation  is  made  in  complete  conformity  with  the 
Oil  Burner  Rules. 

10.  The  Board  reserves  the  right  to  add  additional 
requirements  that  are  deemed  necessary. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 

,  Committee  on  Tests, 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Kres-Kno  Ball 
Flame  Range  Burner,  Models  BFM-10,  BFM-13,  BFTDR, 
BEF,  BFWDR  and  BFSE,  on  condition  that  the  appliance 
be  manufactured,  installed,  and  labelled  in  accordance  with 
the  above  report. 


470-43-SA 

APPLICANT— Water  Service  Laboratories,  Inc.,  owner. 
SUBJECT — Chemistat  (proportioning  feed  for  treating 
water  with  sodium  silicate),  approval  of. 
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APPEARANCES— 

For  Applicant:  W.  J.  Ryan  and  J.  F.  Montel. 
ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  ® 


THE  RESOLUTION  (470-43-SA) 

Whereas,  the  Water  Service  Laboratories,  Inc.,  owner, 
filed  on  September  25,  1943,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  Chemistat  (proportioning  feed  for  treating  water 
with  sodium  silicate)  ;  and 

Whereas,  this  appliance  was  referred  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads  : 


REPORT  OF  COMMITTEE  ON  TESTS 

July  14,  1944. 

Re  Cal.  470-43-SA. 

Subject:  Chemistat  (proportioning  feed  for  treating 
water  with  sodium  silicate).  Approval  of. 

The  Water  Service  Laboratories,  Inc.,  owner,  filed 
an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  approval  of  Chemistat  (a  proportionate  feed¬ 
ing  device  for  treating  water  with  sodium,  silicate) 
under  the  provisions  of  C26-178.0.b  Administrative 
Building  Code  and  Section  170  of  the  Sanitary  Code 


Description 

The  feeding  device  consists  essentially  of  a  tank  of 
empirical  design  into  which  the  neutralizing  solution  is 
charged.  This  tank  is  connected  to  the  main  which  car¬ 
ries  the  water  to  be  treated,  by  means  of  two  pipes 
attached  to  the  top  of  the  neutralizer  tank  and  con¬ 
nected  to  the  water  main  on  opposite  sides  of  a  “pro¬ 
portioning  assembly”  consisting  of  a  knife-edge  ori¬ 
fice  plate  set  between  two  flanges.  The  diameter  of 
the  orifice  is  a  little  less  than  the  inside  of  the  water 
pipe.  When  the  water  supply  of  the  building  flows 
through  the  main  a  small  amount  of  water  is  diverted 
from  the  main  stream  into  the  branch,  or  shunt  stream, 
on  which  is  located  the  chemical  solution  or  neutralizer 
tank.  This  small  stream  of  water  flowing  through  the 
chemical  tank,  picks  up  a  little  of  the  neutralizing  solu¬ 
tion  (as  will  be  described  in  detail)  and  carries  the 
chemical  back  into  the  water  main  through  the  pipe 
which  connects  the  chemical  tank  to  the  downstream 
of  the  orifice. 

The  operating  principle  of  the  proportioning  assembly 
or  orifice  disc  is  the  same  as  the  Venturi  tube,  which 
is  used  extensively  for  measuring  the  flow  of  .water 
and  steam  through  pipe  lines,  as  for  example,  in  the 
well-known  Venturi  meter  and  proportioning  meter. 
This  principle,  briefly,  depends  upon  the  temporary  con¬ 
version  of  static  head  into  velocity  head  across  the 
orifice.  The  drop  in  static  head  or  pressure,  across  the 
orifice  is  proportional  to  the  square  of  the  flow  of  water 
in  the  main.  The  flow  of  water  through  the  shunt 
circuit  is  proportional  to  the  square  root  of  the  pressure 
drop  across  the  orifice  of  the  proportioning  assembly. 
Therefore,  the  flow  of  water  through  the  shunt  cir¬ 
cuit  is  proportional  to  the  flow  of  water  through  the 
main  line.  It  is  therefore  apparent  that  when  the  flow 
of  water  through  the  main  increases,  there  is  a  cor¬ 
responding  increase  in  the  flow  through  the  shunt  cir¬ 
cuit  and  vice  versa.  In  other  words,  the  amount  of 
water  flowing  through  the  shunt  circuit  and  the  tank 
of  neutralizing  material  is  a  certain  percentage  of  the 
water  flowing  through  the  main.  This  percentage  can 
be  increased,  or  decreased,  by  means  of  decreasing  or 
increasing,  the  resistance  in  the  shunt  circuit  by  adjust¬ 


ment  of  a  suitable  valve  and,  therefore,  by  this  pro¬ 
cedure  the  amount  of  chemical  fed  to  the  water  can  be 
increased,  or  decreased,  as  required. 

The  tank  which  holds  the  neutralizing  chemical  is 
equipped  with  filling  pipe,  side  drain,  bottom  drain  and 
test  cock,  the  uses  for  which  will  be  described  under 
“Method  of  Operation.”  The  pipes  which  connect  the 
tank  of  neutralizing  chemical  to  the  water  main  are 
equipped  with  suitable  shut-off  valves  and  air  vent,  and 
control  valve  for  regulating  the  percentage  of  water 
flowing  through  the  tank.  1  he  control  valve  is  of  the 
lock-shield  type. 

Method  of  Operation: 

The  neutralizing  chemical  used  is  a  solution  of 
sodium  silicate,  or  a  mixture  of  sodium  silicate  and 
other  allowed  materials  having  a  high  viscosity  and  a 
specific  gravity  about  one  and  a  half  times  that  of 
water.  In  operation  of  the  feed  the  tank  is  filled  ap¬ 
proximately  half  full  of  the  heavy  viscous  silicate  solu¬ 
tion.  The  shunt  stream  of  water  which  is  diverted 
from  the  water  main,  as  described  above,  flows  through 
the  chemical  tank  and  passes  over  the  surface  of  the 
heavy  viscous  silicate  lying  in  the  lower  part  of  the 
tank.  There  is  a  distinct  line  of  demarcation  between 
the  silicate  and  the  water,  but  the  passage  of  the  shunt 
stream  washing  over  the  surface  of  the  silicate  creates 
a  very  dilute  silicate  solution  in  the  upper  half  of  the 
tank.  It  is  the  feeding  of  this  dilute  solution  into  the 
water  main  which  brings  about  the  desired  change  in 
the  composition  of  the  water. 

The  actual  filling  of  the  tank  and  making  of  any 
adjustments  required  is  done  by  the  Wake  Service  Lab¬ 
oratories,  Inc.  The  tank  is  charged  with  neutralizing 
material  as  follows  : 

The  shut-off  valves  connecting  the  tank  to  the  water 
main  are  closed. 

The  air  vent  is  opened  for  a  few  seconds  to  relieve 
the  pressure,  and  then  closed. 

The  side  drain  valve  is  opened  and  a  bucket  placed 
under  it.  The  cap  is  removed  from  the  filling  pipe  and 
a  special  funnel  is  screwed  on  to  the  top  of  this  filling 
pipe.  The  filling  pipe  extends  downward  inside  the 
tank  almost  to  the  bottom. 

The  desired  amount  of  silicate  solution  is  then  poured 
into  the  funnel  and  passes  into  the  lower  part  of  the 
tank.  This  operation  forces  out  through  the  side  drain 
a  corresponding  amount  of  water,  or  dilute  silicate 
solution  that  is  left  over  from  the  previous  operating 
period. 

The  silicate  solution  is  poured  into  the  tank  until  the 
tank  is  half  full.  The  tank  is  known  to  be  half  full 
when  silicate  solution  of  a  certain  strength  starts  to 
overflow  from  the  side  drain.  (It  will  be  noted  that  by 
this  means  of  operation  it  is  physically  impossible  to 
get  full  strength  of  silicate  solution  into  the  upper  half 
of  the  tank). 

Control  of  the  Chemical  Dose: 

The  service  man  determines  the  pLI  of  the  water  by 
means  of  a  test  set  that  he  carries  with  him  and  can 
increase  or  decrease  the  treatment,  as  indicated,  by  ad¬ 
justing  the  control  valve  on  the  inlet  side  of  the  tank. 
This  changes  the  resistance  to  the  flow  in  the  shunt 
circuit  and,  therefore,  changes  the  percentage  of  water 
flowing  through  the  shunt  stream.  The  pH  test  made 
by  the  service  man  is  sufficiently  sensitive  so  that  he  can 
control  the  treatment  well  within  the  limits  prescribed 
by  the  Department  of  Health  regulations. 

The  service  man  also  obtains  samples  of  water  upon 
which  complete  check  analyses  are  made  in  the  lab¬ 
oratory. 

The  feeding  devices  are  serviced  at  least  once  a  week. 
Attached  to  each  feed  is  a  service  record  card  on  which 
is  noted  the  date  and  time  of  visit  and  other  pertinent  in- 
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formation  about  the  adjustment  of  the  feed.  These 
cards  are  renewed  monthly  and  old  cards  are  kept  on 
file  in  the  offices  of  the  applicant.  The  design  of  the 
feeding  device  does  not  permit  any  material  to  be  fed 
when  no  water  is  flowing  through  the  main.  In  other 
words,  it  requires  water  flowing  through  the  main  to 
actuate  the  feed. 

General 

This  device  is  for  voluntary  installation  where  it  is 
desired  to  control  pipe  corrosion  by  use  of  chemicals 
which  are  mixed  with  the  water  supply.  The  chemi¬ 
cals  used  ai  e  limited  to  those  permitted  for  water  treat¬ 
ment  under  the  provisions  of  Section  170  of  the  Sani¬ 
tary  Code.  1  ests  of  the  appliances  used  to  mix  the 
chemicals  with  the  water  were  designed  to  show  the 
amount  of  solids  present  and  the  pH  value  in  the  water 
as  treated  and  in  the  untreated  water  and  also  to  show 
other  materials  present. 

Inspection  and  Test 

The  device  was  inspected  and  tested  at  the  Meter 
lesting  Station  of  the  Department  of  Water  Supply 
Gas  and  Electricity  at  438  East  24th  Street,  Manhat¬ 
tan,  in  the  presence  of  the  representative  of  the  manu¬ 
facturer,  the  Committee  on  Tests  of  the  Board  and  an 
interdepartmental  committee  representing  the  Dept,  of 
Water  Supply,  Gas  and  Electricity  and  the  Department 
of  Health. 

1  est  bench  conditions  were  designed  to  represent 
water  supply  piping  to  a  medium  sized  apartment  house 
or  commercial  structure  involving  the  use  of  a  2-inch 
seivice  pipe,  and  the  applicant  was  required  to  connect 
his  apparatus  to  this  piping  in  the  manner  in  which  it 
would  be  connected  under  actual  service  conditions. 

The  discharge  from  this  piping  arrangement  was 
through  an  elevated  gooseneck,  full  size,  into  an  open 
tank  on  scales.  This  piping  was  equipped  with  a  gate 

Sample  Test  &  Conditions  Turb.  Color  Total 

Number 


valve  to  regulate  the  flow  on  the  discharge  side  of  the 
location  where  the  chemical  treatment  apparatus  was 
connected.  It  was  also  equipped  with  a  quick  closing 
valve  installed  at  this  point  to  permit  simulation  of 
water  hammer  as  may  be  developed  in  a  building  by 
any  quick  closing  valve. 

i  he  range  of  flow  under  which  the  apparatus  was 
required  to  function  for  test  purposes  was  from  10 
g.p.m.  to  100  g.p.m.,  and  water  hammer  was  developed 
under  50  g.p  .m.  and  100  g.p.m.  rates. 

The  applicant  was  permitted  to  make  adjustments  to 
his  unit  and  check  samples  as  would  be  the  case  in  a 
service  installation.  Seven  samples  were  obtained  for 
analyses  during  the  course  of  these  tests,  as  enumerated 
below,  one  being  for  untreated  water,  one  at  10  g.p.m. 
rate,  two  at  50  g.p.m.  rate  (one  after  water  hammer), 
and  two  at  100  g.p.m.  rate  (one  after  water  hammer). 
1  he  seventh  sample  was  obtained  the  following  day  at 
9  A.M.  simulating  an  overnight  stationary  condition  to 
determine  the  chemical  diffusion  during  the  night. 

Hie  analyses  of  the  samples  above  noted  are  tabu¬ 
lated  herewith : 

Analytical  results  in  the  tabulation  below  are  ex¬ 
pressed  as  follows : 

Turb  t==  Turbidity  as  ppm  Si02;  Color  ==  ppm  platinum 

cobalt  standard  scale;  Odor=cold  odor,  O  =none, 
knavery  faint  vegetable  odor;  Total  solid  t=  total’ 
solids  in  ppm,  dried  at  103°C. ;  Cl  t=  Chlorides  in  ppm; 
Hard  t=  Hardness,  expressed  in  ppm  Calcium  Carbonate 
equivalent;  Aik  =  Alkalinity,  expressed  in  ppm  Calcium 
Carbonate  equivalent;  pH  determined  with  the  glass 
electrode;  Si02=  Silica  in  ppm,  determined  gravimet- 
ncally;  P2Ob=  Phosphates,  expressed  in  ppm  P20s; 
£,e  =  PPm-  1  he  symbol  WH  in  the  column- 

i  est  &  Conditions-means  test  was  conducted  to  include 
water  hammer  effects.  Dates  of  tests  and  other  infor¬ 
mation  are  included  upon  accompanying  sheet. 


417649  1-Untreated  water  . 

417650  2-100  gpm  treated  . 

417651  3-100  gpm  tr.  WH  . 

417652  4-50  gpm  tr.  WH  . 

417653  5-50  gpm  tr.  norm . 

417654  6-10  gpm  tr . 

417655  7-overnote  diffusion  test- 

5  P.  M.-9  A.  M . 


Odor 

Solid 

CL 

Hard 

Aik 

pH 

1/11/lv 

75 

3.8 

50 

34 

7.7 

1/12/lv 

89 

4.0 

50 

36 

7.8 

2/12/lv 

87 

4.0 

49 

35 

7  5 

2/12/lv 

83 

4.0 

50 

34 

7.3 

2/12/lv 

78 

4.0 

51 

33 

7.3 

2/12/lv 

79 

4.0 

50 

32 

7.2 

2/44/1  v 

171 

4.0 

40 

73 

9.3 

Si02 

3.5 

14 

8 

6 

6 

5 

49 


P2Q5  Fe 

.05 

.10 

.10 

.05 

.05 

20 

2.40 


Field  tests  made  by  the  Department  of  Health  of  this 
apparatus  in  service  showed  chemical  residuals  almost 
identical  to  those  obtained  from  the  analyses  of  the  lab¬ 
oratory  test  samples,- which  were  taken  at  5:30  A.M. 
to  note  overnight  diffusion,  and  at  7  :30  A.M.  and  10  :30 
A.M.  to  note  chemical  dosage  under  consumption  con¬ 
ditions. 

Recommendation 

As  a  result  of  these  inspections  and  tests  and  the 
opinion  of  the  inter-departmental  committee  herein 
mentioned,  the  Committee  on  Tests  of  the  Board  rec¬ 
ommends  that  the  Water  Service  Laboratories,  Inc. 
Chemistat  (proportioning  feed  for  treating  water  with 
sodium  silicate)  be  approved  for  use  in  New  York  City 
when  installed  and  operated  in  accordance  with  this  re¬ 
port  and  provided  the  device  bears  a  label  reading : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  470-43-SA”. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER. 

Chief  Engineer, 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  Chemistat  (propor- 
tioning  feed  for  treating  water  with  sodium  silicate),  on 
condition  that  the  appliance  be  manufactured,  installed  used 
and  labelled  m  accordance  with  the  above  report. 

291-44-SM 

APPLICANT-Johns-ManvUle  Sales  Corporation,  owner. 
SUBJECT  Johns-Manville,  I.  W.  Transite  Flue  Pipe 
approval  of. 

APPEARANCES— 

A^T  F°r  Applicant:  D.  T.  Colton  and  E.  D.  Flavin. 
ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  of  the  Committee  on  Tests 
THE  VOTE  TO  APPROVE- 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 

THE  RESOLUTION  (291-44-SM) 

Whereas,  the  Johns-Manville  Sales  Corporation,  owner 
filed  on  May  18,  1944,  an  application  with  the  Board  of 
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Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Johns-Manville  I.  W.  Transite  Fluepipe;  and 

Whereas,  this  material  was  referred  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads . 


REPORT  OF  COMMITTEE  ON  TESTS 


Re:  Cal.  291-44-SM  _  . 

Subject:  Johns-Manville  I.W.  Transite  Fluepipe, 

aWr0Val  °f'  July  13.  1944. 

The  Johns-Manville  Sales  Corporation  filed  an  appli¬ 
cation  with  the  Board  of  Standards  and  Appeals  for  the 
approval  of  their  I.  W.  Transite  Flue  Pipe  material 
under  the  requirements  of  C26-178.0b  for  use  in  low, 
medium  and  high  temperature  chimneys  up  to  1400  deg. 
F.  under  C26-696.0c  as  a  breeching  or  outlet  pipe  from 
gas,  coal  or  oil-fired  heating  furnaces  to  a  legal  chimney. 


Description 

Johns-Manville  I.  W.  Transite  Flue  Pipe  is  composed 
of  an  intimate  mixture  of  cement  and  graded  asbestos 
fibre  and  a  fusible  organic  material.  The  basic  pipe  is 
the  product  previously  approved  by  the  Board  of  stand¬ 
ards  and  Appeals  under  Calendar  Number  147-38-bM, 
but  the  I.  W.  product  due  to  the  inclusion  of  the  as¬ 
phaltic  material  has  a  distinctive  brown  coloration.  I.  W. 
Transite  Pipe  is  furnished  in  round  cross-section  in 
sizes  from  2  inch  to  12  inch  inside  diameter.  Sizes  2 
inch  to  7  inch  inclusive  are  furnished  in  5  foot  lengths, 
larger  sizes  in  foot  lengths.  The  round  flue  pipe  an(d 
fittings  are  furnished  with  tapered  couplings  which  are 
unattached.  In  the  manufacture  of  I.  W.  Transite  Flue 
Pipe,  a  department  separate  from  production  is  respon¬ 
sible  for  all  inspection  and  control  of  the  quality  of  the 
product  The  procedures  used  are  similar  to  those  for 
the  Standard  Transite  Flue  Pipe.  Internal  diameters 
are  closely  maintained  due  to  the  fact  that  the  pipe  is 
produced  on  polished  steel  mandrels.  The  pipe  ends, 
couplings,  and  fittings  are  machined  to  provide  accurate 
dimensioned  tapers  insuring  proper  fit  in  the  held. 


Test  Data 

The  applicant  has  submitted  two  reports  from  the 
National  Bureau  of  Standards  involving  fire  tests  on 
I  W.  Transite  Pipe.  (Test  Numbers  TG3627-2,  rKlsoi 

and  1881  A).  ,  4  ,  , 

The  first  of  these  reports  involves  an  extended  series 

of  tests  venting  the  products  of  combustion  of  both  oil 
and  coal  fired  with  heating  appliances.  This  report  con¬ 
cludes  that  if  the  material  complies  with  certain  stand 
ard  clearances  it  “may  be  considered  safe  for  use  with 
domestic  heating  devices,  the  temperature  of  the  flue 
gases  from  which  do  not  exceed  1400  F.  This  report 
concludes  further  that,  “If  the  heating  plant  is  likely  to 
produce  flue  gases  having  temperatures  exceeding 
1400°F  radiation  shields  of  metal,  cement-asbestos  boaid 
or  other  suitable  incombustible  material  should  be  pro¬ 
vided  to  protect  woodwork  or  other  combustible  ma 

terial  ” 

The  second  report  from  the  Bureau  of  Standards 
comprises  a  shock  heating  test  where  definite  effort  was 
made  to  produce  high  flue  gas  temperatures  in  the  short- 
test  time  and,  thus,  determine  the  resistance  of  the 
material  to  unusual  conditions  which  might  occasionally 
arise  in  service.  This  report  states,  “It  can  be  concluded 
from  these  tests  that  quickly  rising  temperatures  up  to 
1850°F  do  not  cause  explosive  rupture  of  the  I.  W. 
Transite  flue  liner  pipe  stated  as  having  10  percent,  by 
weight  of  asphalt  added  to  the  cement-asbestos  mix. 

In  addition  to  the  reports  described  above,  the  manu¬ 
facturer  has  submitted  voluminous  data  from  the  rec¬ 
ords  of  the  company  Research. Laboratory.  Certain  tests 
requested  by  this  Board  are  included. . 

A  series  of  tests  involving  maintained  fiue  gas  tern- 
peratures  of  1400°F  corroborated  the  results  of  the 
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Bureau  of  Standards  investigation.  The  product  ap¬ 
pears  capable  of  withstanding  these  temperatures  re¬ 
gardless  of  the  speed  of  heating. 

Ring  sections  of  the  I.  W.  Transite  Flue  Pipe  were 
quenched  in  water  from  furnace  temperatures  of 
1600°F  without  visible  damage.  Temperature  mea¬ 
surements  which  they  obtained  indicate  that  flue  gas 
temperatures  in  excess  of  2400 °F  would  be  required 
to  produce  the  corresponding  160O°F  temperature  in 
the  wall  of  the  pipe. 

Alternate  exposures  to  freezing  and  thawing  have 
shown  no  signs  of  failure  or  deterioration  after  31 
cycles. 

The  sulphuric  acid  extraction  test  shows  a  weight 
loss  of  2%  compared  to  the  permissible  loss  of  5%. 
This  test  was  developed  by  the  Underwriters  Labora¬ 
tories  as  a  measure  of  the  action  of  corrosive  gases 
and1  their  condensates.  . 

The  data  submitted  indicate  that  there  is  sufficient 
strength  in  the  product  after  extended  continuous  ex¬ 
posures  at  1400°  F  to  accommodate  the  service  re¬ 
quirements. 

Tests  were  made  involving  the  heat  input  to  vari¬ 
ous  sizes  of  I.  W.  Transite  Flue  Pipe.  These  tests 
have  shown  that  the  product  is  capable  of  withstand¬ 
ing  temperatures  developed  by  the  entire  heat  output 
of  domestic  heating  appliances  which  might  be  vented 
through  the  pipe. 

Samples  of  I.  W.  Transite  Flue  Pipe  have  been 
exposed  to  conditions  of  100%  relative  humidity  for 
long  periods  of  time  without  deterioration.  Under 
normal  conditions,  it  is  believed  that  the  moisture  ab¬ 
sorption  of  the  product  will  not  exceed  8%. 

General  Considerations 

The  manufacturer  has  requested  approval  of  I.  W. 
Transite  Flue  Pipe  for  use  in  connection  with  low, 
medium  and  high  temperature  chimneys,  Sections  11.3.3, 
11.3.4.  and  11.3.5  of  the  New  York  City  Building  Code. 

It  is  proposed  to  employ  the  pipe  as  a  smoke  breeching 
where  the  temperatures  of  the  products  of  combustion 
do  not  exceed  140O°F.  The  manufacturer’s  literature 
specifically  states  that  the  product  is  not  suitable  and 
should  not  be  installed  to  vent  incinerators. 

Due  to  its  high  resistance  to  corrosive  gases,  I.  W.  ; 
Transite  Flue  Pipe  undoubtedly  will  replace  metal  smoke 
pipes  or  breechings  in  many  instances.  Although  the 
product  has  a  much  lower  thermal  conductivity  than 
metal,  it  will  be  installed  with  the  same  clearances  from 
combustible  materials  as  now  employed  for  metal  pipes. 


Accessories 

Various  fittings  are  furnished  by  the  manufacturer  for 
use  in  erecting  I.  W.  Transite  Flue  Pipe.  These  fittings 
are  produced  from  the  same  basic  ingredients  in  the  gen¬ 
eral  shapes  listed  below  :  ( 

Short  leg  tee  Duplex  Coupling 

Long  leg  tee  Tapered  Coupling 

Lateral  90°  Elbow 

Ventilator  top  45°  Elbow 

Drip  Cap  Cone  top 

Reducer  Socket  joint  pipe 

A  ready  mixed  refractory  material  known  as  Transite 
Flue  Pipe  Cement  is  furnished  by  the  manufacturer  for 
use  in  all  pipe  joints.  This  cement  is  air  setting, 
reaching  full  strength  in  approximately  24  hours  where 
q  rmp-Go-lith  inch  ioint  is  used. 


Re  commendation 


On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  under  C26-19J.0a  of 
Johns-Manville  I.  W.  Transite  Flue  Pipe,  Fittings  and 
Accessories  for  use  as  an  outlet  pipe  or  breeching  from 
gas,  coal,  oil  or  wood-fired  heating  units  to  legal  chim¬ 
neys  for  low,  medium  or  high  temperature  work,  not  ex¬ 
ceeding  1400°  F.  in  sizes  from  2  inches  to  12  inches 
inside  diameter. 
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It  is  further  recommended  that  all  I.  W.  Transite  Flue 
Pipe,  Sittings  and  Accessories  shall  be  marked  or  labeled 
Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  291-44-SM  for  tem¬ 
peratures  not  exceeding  1400°F.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

.  Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

-  Resolved ,  that  the  Board  of  Standards  and  Appeals  does 

hereby  approve  the  material  known  as  the  Johns-Manville 
I.  W.  Transite  Fiuepipe,  on  condition  that  the  appliance  be 
manufactured,  installed,  used  and  labelled  in  accordance 
with  the  above  report. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

5-44-A 

APPLICANT — Halford  Realty  Corporation,  owner. 

SUBJECT — Appeal  from  decision  of  the  acting  borough 
superintendent. 

PREMISES  Ah  EEC  1  ED — 440  West  240th  street,  south¬ 
east  corner  of  Greaystone  avenue  to  Dash  place 
(Block  3414E,  Lot  20),  Borough  of  The  Bronx. 

I  APPEARANCES— 

For  Applicant:  Percival  Corn. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC1  ION  OF  BOARD — Laid  over  to  September  12,  1944  at 
10  A.  M.,  for  decision  by  the  Board. 


y 


► 


247-44-A 

APPLICANT — Henry  G.  Harrington,  for  Star  Metal  Prod¬ 
ucts  Co.,  owner  (Baltic  Metal  Products  Co., 
lessee). 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 366-388  Butler  street,  south 
side,  218  ft.  4  in.  east  of  4th  avenue  (Block  943, 
Lot  17),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frederick  E.  Zane,  Henry  G. 

Harrington  and  S.  L.  Schlarger. 

For  Administration:  Vincent  M.  Matteis,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  September  12,  1944  at 
10  A.  M.,  for  an  inspection  by  a  committee  of  the 
Board. 


403-44-A 

APPLICANT — Carl  J.  Johnson,  adjoining  owner. 

OWNER  OF  PREMISES — Carolina  Montagnon. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent,  re  Revocation  of  approval  of  plans  re 
Alt.  1479-44. 

PREMISES  AFFECTED — 201-203  St.  Marks  avenue, 
north  side,  125  ft.  west  of  Vanderbilt  avenue  (Block 
1144,  Lot  64),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Carl  J.  Johnson. 

For  Owner:  Alfred  C.  McKenzie  and  Morris 
i.  Freeman. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
j  ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  12,  1944  at 
10  A.  M.,  for  consideration. 


419-44-A 

APPLICANT  Howard  H.  Snyder,  for  Lansing  Financial 
Corporation,  owner  (Acme-Ward  Storage  Ware¬ 
house,  Inc.,  lessee). 

SUBJECT — Appeal  from  decisions  of  the  borough  super¬ 
intendent. 


I  REMISES  AFFECTED — 234-240  East  54th  street,  south 
side,  100  ft.  west  of  Second  avenue  (Block  1327, 
Lot  29),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant:  Howard  H.  Snyder. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Laid  over  to  September  12,  1944 
at  10  A.  M.,  in  conjunction  with  Cal.  621-24-BZ. 


25-43-A 

All  LICANT  Columbia  University,  College  of  Pharmacy 
of  the  City  of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  re  an  order  of' the  fire 
commissioner. 

PREMISES  AFFECTED— 113-119  West  68th  street,  north 
side,  97  ft.  6}4  in.  east  of  Broadway  (Block  1140, 
Lot  23),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Vincent  M.  Matteis,  Fire  Dep’t. 
AC  I  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (25-43-A) 

Whereas,  Columbia  University,  College  of  Pharmacy  of 
the  City  of  New  York,  owner,  filed  January  15,  1943,  an 
appeal  from  an  order  of  the  fire  commissioner  affecting 
premises  113-119  West  68th  street,  north  side,  97  ft.  6 y2  in. 
east  of  Broadway  (Block  1140,  Lot  23),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  Order  31993-LC,  issued  by  the  fire  commis¬ 
sioner  December  16,  1942,  reads: 

“5.  Provide  adequately  ventilated  rooms  constructed 
of  fire  resisting  material  on  upper  floors  for  the  storage 
of  chemicals  in  current  use:  entrance  to  such  rooms  to 
have  self-closing  fireproof  doors.  Metal  shelves  to  be 
provided  and  no  open  flame  or  fire  to  be  permitted  in 
any  such  rooms.” 

and 

Whereas,  the  applicant  states  the  building  is  six  stories 
(85  ft.)  in  height;  100  ft.  by  100  ft.  in  area;  of  Class  1 
construction;  erected  1894  and  1923;  located  in  a  business 
use,  B  area  district  and  partially  equipped  with  a  sprinkler 
system ;  that  the  building  is  used  and  occupied  as  follows : 
subcellar,  storage  room  and  boiler  room;  cellar,  janitor’s 
apartment,  general  locker  rooms,  lavatories  and  storeroom  ; 
1st  floor,  administrative  offices,  library,  boardroom,  dispens¬ 
ing  laboratory,  75  persons;  2nd  floor,  janitor’s  apartment, 
men’s  lounge,  offices,  research  laboratory,  lecture  hall, 
womens  lounge  and  stock  room,  125  persons ;  3rd  floor,  lec¬ 
ture  hall,  classroom,  faculty  lavatory,  175  persons;  4th  floor, 
laboratories,  stock  rooms,  museum,  animal  room  and  offices, 
90  persons;  5th  floor,  laboratories,  offices  and  stock  room, 
60  persons;  6th  floor,  laboratories,  offices  and  stock  room, 
90  persons ;  and 

Whereas,  the  applicant  contends  it  is  impossible  to  secure 
self-closing,  fireproof  doors  or  metal  shelving  in  today’s 
market ;  that  the  quantity  of  chemicals  stored  in  the  supply 
rooms  on  the  upper  floors  are  small  and  represents  only  the 
supply  in  current  use;  that  this  supply  is  constantly  dis¬ 
pensed  to  the  laboratory  proper,  in  individual  glass  bottles 
for  each  student  for  instruction  purposes;  that  the  supply 
in  the  laboratory  is  probably  equal  to  the  supply  in  the 
supply  rooms  at  most  times;  that  if  it  were  possible  to 
reconstruct  the  supply  rooms  with  fireproof  material,  there 
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would  still  be  the  supply  of  chemicals  at  the  desks  in  the 
laboratory  rooms  in  equal  quantities;  that  practically  yu/o 
of  the  chemicals  involved  are  not  inflammable.  _  . 

Resolved,  that  order  31993-LC  of  the  fire  commissioner, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  grunted,  as  to  objection  5,  on  condition  that  onA 
such  chemicals  shall  be  stored  on  the  upper  floors  as  are 
needed  for  current  educational  use  for  each  day ;  and  that 
the  main  supply  of  chemicals  shall  be  stored,  as  may  be  ap¬ 
proved  by  the  fire  commissioner,  elsewhere  than  on  the 
upper  stories ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto;  and  that  in  all  other  respects  order 
31993-LC  of  the  fire  commissioner  shall  be  complied  with; 
that  such  portable  fire-fighting  appliances  shall  be  main¬ 
tained  as  the  fire  commissioner  shall  direct ;  that  no  open 
flame  shall  be  maintained  in  any  storage  room  on  the  upper 
floors  and  that  all  doors  leading  thereto  shall  be  made  fire¬ 
proof  self-closing. 


358-44-A 

APPLICANT— Frank  M.  Herbert,  Inc.,  lessee,  for  Olga- 
Frank  Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 178-188  Varick  avenue,  north- 
east  corner  of  Meadow  street  (Block  2957,  Lot  8), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Dorothy  Herbert.  ( 

For  Administration:  Vincent  M.  Matteis,  Fire  Dep  t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  ^ 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  u 

THE  RESOLUTION  (358-44-A) 

Whereas,  Frank  M.  Herbert,  Inc.,  lessee,  for  Olga- 
Frank  Corporation,  owner,  filed  June  14,  1944  an  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premises 
178-188  Varick  avenue,  northeast  corner  of  Meadow  street 
(Block  2957,  Lot  8),  Borough  of  Brooklyn;  and 
Whereas,  order  95220-LC,  issued  by  the  fire  commis¬ 
sioner  June  25,  1943  and  repeated  in  a  decision  of  the  fire 
commissioner  dated  May  12,  1944,  reads : 

“You  are  hereby  notified  that  an  inspection  ot  the 
above  premises  used  as  a  storage  garage  shows  the  fol¬ 
lowing  must  be  done  before  the  permit  requested  by  you 

can  be  issued:  . 

1.  Have  at  least  two  persons  each  obtain  a  certificate 
of  fitness  to  have  care  and  supervision  of  storage  gar¬ 
age,  which  garage  must  be  under  the  immediate  super¬ 
vision  of  either  of  the  above  at  all  times.  C19-66.0, 
Administrative  Code. 

3.  Install  an  approved  oil  separator.” 

and  . 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (29  ft.)  in  height,  35  ft.  by  90  ft.  in  area,  of  class 
1  construction,  erected  in  1929,  located  in  an  unrestricted 
use,  A  area  district  and  used  since  1944  as  follows :  cellar- 
boiler  room— no  persons;  1st  floor— storage  garage  and 
minor  repairs — 9  trucks- — 3  persons ;  2nd  floor  vacant ;  that 
the  building  is  equipped  with  one  3  ft.  wide  brick  stairs, 
unenclosed  and  one  exterior  fire  escape  on  the  south  side 
of  the  building,  leading  to  the  roof  by  ladder  and  to  the 
yard  by  stairs,  with  egress  through  the  yard  to  the  street , 
that  windows  and  doors  on  the  course  of  the  fire  escape  are 
fireproof,  self-closing;  and 

Whereas,  the  applicant  contends  that  the  gasoline  pump 
in  the  garage  is  for  the  private  use  of  the  lessee’s  trucks ; 
that  no  cars  are  washed  nor  is  any  oil  kept  on  the  garage 
floor;  that  the  oil  separator  cannot  be  obtained  due  to  pri¬ 
orities;  that  one  person  holding  a  certificate  of  fitness, 


supervises  the  operation  of  the  garage ;  that  a  certificate  of 
occupancy  will  be  applied  for ;  and 

Whereas,  it  appears  that  there  is  no  sewer  in  the  street 
to  which  an  oil  separator  could  be  connected,  as  required 
by  law. 

Resolved,  that  order  95220-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  objection  1,  on  condition  that  at  all 
times  while  the  garage  is  open,  at  least  one  person  present 
shall  hold  a  certificate  of  fitness;  as  to  objection  3,  that  the 
requirement  for  an  oil  separator  may  be  waived  until  such 
time  as  a  sewer  is  available  in  the  street,  to  which  the 
required  oil  separator  can  be  connected  as  required ;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


409-44-A 

APPLICANT — Charles  B.  Meyers,  for  Blackwell  Holding 
Corporation,  owner  (Phil-American,  Inc.,  and  Elec¬ 
trolux  Corporation,  lessees). 

SUBJECT- — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 524-528  East  72nd  street,  south 
side,  373  ft.  east  of  York  avenue  and  525-533  East 
71st  street  (3rd  and  4th  floors)  ;  (Block  1483,  Lot 
33),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  B.  Meyers,  Morris 
Hyshiver,  Stanley  Bogart  and  Oscar  S.  Rosner. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (409-44-A) 

Whereas,  Charles  B.  Meyers,  for  Blackwell  Holding  Cor¬ 
poration,  owner  (Phil-American  Inc.  and  Electrolux  Cor¬ 
poration,  lessees),  filed  June  29,  1944,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
524-528  East  72nd  street,  south  side,  373  ft.  east  of  York 
avenue  and  525-533  East  71st  street  (3rd  and  4th  floors), 
(Block  1483,  Lot  33) ,  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  28,  1944,  re  Alt.  Applic.  408-44,  reads: 

“5.  As  building  was  erected  after  Oct.  1,  1913  and 
is  to  be  used  in  part  for  factory  work  entire  building  is 
required  to  comply  with  sec.  270  L.L.  Building  does  not 
compfy  with  said  section  in  that : 

B.  Doors  to  stairs  not  3 '8"  in  width. 

H.  Two  lawful  exits  not  provided  from  4th  floor  (E. 
72d  St.  side  of  building.) 

I.  Stairway  containing  winders  cannot  be  accepted  as 
a  required  exit.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4  stories 
(50  ft.)  in  height  at  72d  street,  5  stories  (60  ft.)  in  height 
at  71st  street,  125  ft.  by  204  ft.  4  in.,  irregular  in  area;  Class 
1  construction;  erected  in  1914;  located  in  unrestricted  and 
residence  use,  A  area,  district;  used  and  occupied  as  fol¬ 
lows:  Story  A — garage,  2  persons;  Story  B— same;  1st  and 
2nd  floors,  storage  and  shipping  of  vacuum  cleaner  parts,  12 
persons  per  floor;  3d  and  4th  floors,  garage,  2  persons  each; 
proposed  to  be  used  and  occupied:  Story  A,  Story  B,  1st  and 
2nd  stories,  same;  3d  and  4th  floors,  manufacturing  radio 
equipment  and  offices,  140  and  50  persons,  respectively;  that 
the  building  is  equipped  with  a  two-source  sprinkler  system ; 
proposed  to  be  equipped  with  an  interior  fire  alarm  system 
and  fire  drills  will  be  maintained ;  that  there  are  two  stairs  3 
ft.  8  in.  wide,  enclosed  in  6  in.  terra  cotta  block  partitions, 
equipped  with  kalamein,  self-closing  doors ;  that  the  stair  on 
71st  street  end  of  building  extends  to  the  roof  and  that  there 
is  an  additional  stair  from  Story  B ;  and 
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Whereas,  Violation  3022-44  issued  April  25,  1944,  was  for 
'nns'al  'ng  plumbing  fixtures  without  a  permit  and  Violation 
.,932-44  issued  April  1,  1944,  for  erecting  block  partitions 
forming  office  rooms  on  3rd  and  4th  floors,  without  approved 
plans  or  permit ;  and 

Whereas,  applicant  contends  that  it  is  proposed  to  alter 
the  3rd  and  4th  floors  for  factory  and  office  use  for  present 
tenant  and  alter  the  2nd  floor  not  later  than  July  1,  1945  for 
similar  use,  that  the  factory  has  been  leased  for  occupancy 
by  a  tenant  who  holds  a  contract  with  the  government  for 
the  manufacture  of  equipment;  and 

Whereas,  the  applicant  contends  as  to  Objection  5,  that 
the  building  is  fireproof,  with  ample  exits  and  has  a  two- 
source  sprinkler  system;  it  is  requested  that  a  variation  of 
the  Labor  Law  be  granted  for  a  period  of  six  years,  to  co¬ 
incide  with  the  present  lease;  and  as  to  5-B,  it  is  contended 
that  the  doors  to  stairs  on  2nd,  3rd  and  4th  floors  are  slightly 
less  than  3  ft.  8  in.,  to  wit,  3  ft.  4  in.,  wide  enough  for 
practical  purposes  and  in  view  of  temporary  occupancy,  suffi¬ 
cient  to  meet  the  requirements;  as  to  objection  5-H,  there 
is  one  interior  stair  exit  from  this  floor;  that  the  secondary 
exit  will  be  3  ft.  8  in.  wide  door  leading  to  71st  street  stair 
by  way  of  roof  south  of  4th  floor;  as  to  objection  5-1,  that 
only  two  winders  exist  between  the  stair  platforms  on  the 
72d  street  stairs;  that  the  71st  street  stairs  has  no  winders; 
that  the  single  tread  between  each  of  the  winders  at  a  point 
17  in.  from  the  face  of  the  newel  is  10  inches  in  width;  it  is 
requested  that  the  winders  now  in  place  be  accepted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent,  act¬ 
ing  on  Alt.  Applic.  408-44,  and  that  the  appeal  be  and  it 
hereby  is  granted  as  to  objection  5,  on  condition  that  the  ex¬ 
isting  exits,  as  shown  on  plans  filed  with  B.Z.  Application 
408-44,  variance  for  which  was  granted  this  day,  are  main¬ 
tained  ;  that  the  number  of  persons  occupying  the  floors  per¬ 
mitted  for  laboratory  and  factory  work  therein,  shall  not 
exceed  the  number  as  permitted  by  the  exits,  with  due  al¬ 
lowance  for  the  sprinkler  system,  fire  alarm  system  and  fire 
drill ;  that  the  interior  alarm  system  as  proposed,  shall  be 
installed  and  fire  drills  maintained  to  the  satisfaction  of  the 
fire  commissioner,  in  accordance  with  the  requirements 
therefor;  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto  other  than  as  modified  by  the  Board  under 
Cal.  4t)8-44-BZ ;  that  this  variance  shall  be  for  a  term  of  six 
years  from  July  1,  1944,  under  the  conditions  herein  and  as 
set  forth  in  the  resolution  adopted  under  Cal.  408-44-BZ  ; 
and  that  an  additional  exit  consisting  of  a  casement  door 
opening  outwardly,  shall  be  installed  in  the  southerly  wall 
of  the  fourth  story  from  the  drafting  room  to  roof,  directly 
in  line  with  the  north  and  south  corridor ;  as  shown ;  that 
such  portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct. 


416-44-A 

I  APPLICANT — Irving  Kirshenblit,  for  Tube  Distributors, 
t*  Co.,  owner. 

t  SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
■PREMISES  AFFECTED — 144-156  Green  street,,  south 
side,  80  ft.  west  of  Manhattan  avenue  (1st  floor)  ; 
(Block  2522,  Lot  31),  Borough  of  Brooklyn. 

;  APPEARANCES— 

For  Applicant:  Irving  Kirshenblit. 

For  Administration  :  Vincent  M.  Matteis,  Fire  Dep’t. 
j  ACTION  OF  .BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (416-44-A) 

Whereas,  Irving  Kirshenblit,  for  Tube  Distributors  Co., 
^wner,  filed  July  6,  1944,  an  appeal  from  an  order  of  the 
ire  commissioner,  affecting  premises:  144-156  Green  street, 


south  side,  80  ft.  west  of  Manhattan  avenue  (1st  floor); 
(Block  2.->22,  Lot  31),  Borough  of  Brooklyn;  and 
W  hereas,  Order  97241-LC  issued  by  the  fire  commis¬ 
sioner  June  9,  1944,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  as  a  Warehouse,  non-storage  gar¬ 
age  and  stoiage  shows  that  the  following  must  be 
done  before  the  permit  requested  by  you  can  be  issued : 

,  •  Provide  adequate  mechanical  ventilation  over  area 
where  combustible  mixture  of  kerosene  and  paraffine 
and  OI  1S  Spi  aye<J  over  steel  tubinS-  C19-11.0  Admin.  Code.” 

Whereas,  the  applicant  states  that  the  building  is  one 
btory  (18  ft.)  in  height,  175  by  100  ft.  in  area;  Class  3 
coiistiuction ;  erected  in  1910;  located  in  an  unrestricted  use 
L  area  district;  used  and  occupied;  cellar,  boiler  room;  1st 
floor,  garage  for  more  than  five  cars,  storage  of  steel  tubes, 
1-  persons ;  that  the  building  is  equipped  with  a  one-source 
sprinkler  system,  standpipe  system  and  a  scuttle  to  the 
roof ;  and 

Whereas,  the  applicant  contends  that  the  spraying  of 
tubes  is  only  incidental  to  the  storage  thereof  and  is  only 
done  occasionally  to  prevent  rusting,  when  stored  for  too 
great  a  time  ;  that  this  is  not  a  regular  spraying  plant  where 
spraying  is  done  continually ;  that  it  would  be  physically  im¬ 
possible  to  remove  all  the  tubes  off  the  racks  and  put  them 
in  a  spraying  room  provided  with  mechanical  ventilation- 
thaf  tbeL  tube,s  are  sprayed  as  they  are  stacked  up  in  the 
lacks  throughout  the  building,  when  necessary;  that  the 
building  is  provided  with  skylights  which  furnish  ample 
ventilation;  that  the  building  is  equipped  with  a  standpipe 
system  and  a  sprinkler  system;  and 
Whereas  Certificate  of  Occupancy  109692  issued  Sep¬ 
tember  21,  1943,  permits  the  use  of  the  building  for  a  garage 
tor  more  than  five  cars  and  storage  of  steel  tubes  and 
office,  not  to  exceed  five  persons 

Resolved  that  order  97241-LC  of  the  fire  commissioner 
objection  2,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  existing 
s  -\  lights,  over  the  portion  of  the  building  wdiere  the  pipes 
in  question  are  stored  and  sprayed,  shall  be  maintained;  that 
suth  skylights  shall  have  ridge  ventilators  as  well  as  open 
sections  to  provide  ventilation  at  all  times ;  that  the  spray¬ 
ing  shall  be  only  for  the  purpose  of  preventing  pipes 
from  rusting;  that  sprinkler  and  standpipe  systems  shall  he 
maintained  in  accordance  with  the  requirements  and  to  the 
satis  taction  of  the.  fire  commissioner;  and  that  in  all  other 
respects  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


430-44-A 

APPLICANT— York  Corporation,  for  Seven  Eleven  Fifth 
Avenue,  Inc.,  owner  (Radio  Corporation  of  Amer¬ 
ica,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

1  REMISES  AFFECTED — 705-713  Fifth  avenue  and  3-5 
Last  55th  street,  northeast  corner  (Block  1291  Lots 

APPEARANCES'-  5>'  B°r0l,gh  °f  Manl,a,ta"- 

For  Applicant:  W.  E.  Gilbert,  C.  W.  Egbert  and 
M.  Thompson. 

,  For  Administration:  Vincent  M.  Matteis,  Fire  Deo’t 
ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  q 

THE  RESOLUTION  (430-44-A) 

Whereas,  York  Corporation,  for  Seven  Eleven  Fifth  Ave¬ 
nue,  Inc.,  owner  (Radio  Corporation  of  America,  lessee), 
filed  July  12,  1944,  an  appeal  from  a  decision  and ’order  of 
the  fire  commissioner,  affecting  premises :  705-713  Fifth  ave- 
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nue  and  3-5  East  55th  street,  northeast  corner  (Block  1291, 
Lots  1,  2,  3,  4  and  5),  Borough  of  Manhattan;  and 
Whereas,  Order  36803-LC,  issued  by  the  fire  commis¬ 
sioner  December  13,  1943,  and  referred  to  in  his  decision 
of  June  29,  1944,  reads :  . 

“Before  a  permit  may  be  issued  for  your  refrigerating 
system,  the  following  must  be  done : 

5.  Submit  proof  that  F22  has  been  approved  as  a 
refrigerant.” 

Whereas,  the  applicant  states  the  building  is  15  stories 
(235  ft.)  in  height,  120  ft.  by  150  ft.  in  area;  Class  1  con¬ 
struction;  erected  in  1926;  located  in  letail  use,  B  urea 
district  and  used  since  May  1944  as :  cellar  building  utili- 
ties  and  storage,  20  persons;  1st  floor,  stores,  40  persons; 
2nd  floor,  art  gallery  and  office,  20  persons;  3rd  floor,  office, 
100  persons;  4th,  5th,  6th  and  7th  floors,  wholesale  millinery, 
100  persons  per  floor;  8th  floor,  wholesale  dresses,  100  per¬ 
sons;  9th  and  10th  floors,  wholesale  millinery,  100  persons 
per  floor;  11th  floor,  perfume  manufacturing,  100  persons; 
12th  floor,  electric  laboratory,  30  persons;  13th,  14th  and 
15th  floors,  recording  studios,  50  persons  per  floor;  that 
the  building  is  equipped  with  sprinkler,  standpipe  and  in¬ 
terior  fire  alarm  systems,  and  fire  drills  are  maintained;  that 
there  are  two  fireproof  interior  stairs  from  the  stieet  to 
the  roof,  one  of  which  is  4  ft.  in  width  and  the  other 

5  ft. ;  and  .  .  ,  T 

Whereas,  Certificate  of  Occupancy  13328  issued  Novem¬ 
ber  23,  1927,  permits  the  use  of  the  building  as  follows: 
cellar,  store  and  storage,  40  persons ;  1st  floor,  stores,  720 
persons ;  2nd  and  mezzanine  stories — office  and  showrooms, 
150  persons;  3rd  floor,  same,  150  persons;  4th  to  11th  floors, 
offices  and  factory,  200  persons  each  floor;.  12th  to  15th 
floors,  offices,  150  persons  each  floor,  and  limiting  manu¬ 
facturing  to  25 °Jo  of  floor  area  of  the  building ,  and 
Whereas,  the  applicant  contends  that  the  refrigerant  m 
question  is  used  by  the  Radio  Corporation  of  America  in  a 
low  temperature  refrigerated  test  chamber;  that  the  refrig¬ 
erant,  which  is  Freon-22  is  a  comparatively  new  refrigerant 
particularly  adaptable  for  extremely  low  temperature  test¬ 
ing;  that  this  type  of  testing  is  now  being  carried  on  in 
connection  with  the  design  and  research  work  for  the  Army 
and  Navy  in  temperatures  as  low  as  — 85  deg.  F. ;  that 
Underwriters’  Report  MH-3134  indicates  that  the  refrig¬ 
erant  is  non-toxic;  it  is  therefore  requested  that  the  Board 
give  favorable  consideration  to  this  appeal,  in  view  of  the 
urgent  necessity  of  the  use  of  this  refrigerant  in  low  temp¬ 
erature  test  chambers  vital  to  the  war  effort ;  and 

Whereas,  the  applicant  states  he  has  submitted  a  report 
to  the  fire  commissioner,  and  which  is  now  under  considera¬ 
tion  as  to  approval  of  F22  as  a  refrigerant;  and 

Whereas,  the  applicant  also  stated  that  the  amount  of 
F22  refrigerant  to  be  maintained  in  the  proposed  system 

is  170  pounds.  .  . 

Resolved  that  the  decision  of  the  fire  commissioner, 
acting  on  Order  36803-FC,  Objection  5,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  in  all  other  respects,  the  installation  shall  be 
in  accordance  with  the  requirements  and  maintained  to  the 
satisfaction  of  the  fire  commissioner;  that  in  the  event  the 
fire  commissioner  does  not  approve  F22  as  a  refrigerant, 
that  this  use  shall  be  discontinued;  that  approval  shall  not 
be  deemed  a  general  approval  of  F22  and  it  shall  apply 
only  to  this  installation. 


431-44-A 

APPFICANT— Fred  Golden  (lessee),  for  Fewis  Spencer 
Morris  and  Eleanor  R.  McCormick,  owners. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— West  side  of  Gerard  avenue 
and  east  side  of  River  avenue,  220  ft.  north  of 
East  150th  street  (Block  2354,  Lot  1),  Borough 
of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Fred  Golden.  _  _  t 

For  Administration  :  Vincent  M.  Matteis,  Fire  Dep  t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . 
Negative:  . 
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THE  RESOLUTION  (431-44-A) 

Whereas,  Fred  Golden,  lessee,  for  Lewis  Spencer  Morris 
and  Eleanor  E.  McCormick,  owners,  filed  July  12,  1944,  an 
appeal  from  a  decision  of  the  fire  commissioner,  affecting 
premises  north  side  of  East  150th  street  between  River 
avenue  and  Gerard  avenue  (Block  2354,  Lot  1),  Borough  of 
The  Bronx;  and 

Whereas,  order  38495-LC,  issued  by  the  fire  commis¬ 
sioner  June  9,  1944,  reads: 

“With  reference  to  your  application  dated  recently 
for  a  permit  to  store  or  use  liquefied  chlorine  at  above 
location,  it  is  regretted  that  this  department  is  without 
power  to  grant  such  a  permit  for  the  reason  that  Sec. 
C19-D-6,  Art.  17,  N.Y.C.  Admin.  Code  prohibits  the 
issuance  of  such  permit  for  any  premises  located  within 
50  ft.  of  a  place  of  public  amusement  or  assembly. 

You  ARE  THEREFORE,  HEREBY,  ADVISED  TO 

1.  Discontinue  the  storage  or  use  of  liquefied  chlorine 
on  these  premises  in  violation  of  Sec.  C19-95.0.A,  Art. 
17,  N.Y.C.  Admin.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story 
(12  ft.)  in  height,  40  ft.  by  100  ft.  in  area;  located  below 
street  level,  of  brick  and  stucco  construction;  erected  in 
1928;  in  an  unrestricted  use,  A  area  district  and  used  as  a 
clubhouse  for  240  persons ;  and 

Whereas,  the  applicant  contends  that  the  chlorinating 
tank  is  used  in  connection  with  the  swimming  pool  located 
in  same  premises ;  that  the  tank  is  built  as  an  integral  part 
of  the  filtering  system  installed  immediately  under  the  pool 
in  the  open  air;  that  the  tank  is  located  about  48  ft.  from 
the  nearest  point  of  public  assembly,  which  is  a  club  house 
and  locker  room  used  in  connection  with  the  tennis  courts 
on  same  premises;  that  the  tank  is  not  in  an  inclosed  area 
and  has  been  in  use  18  years  without  difficulty  from  leakage 
or  any  other  accident ;  that  the  tank  and  filtering  system  are 
operated  by  a  person  holding  a  certificate  of  fitness. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  38495-LC,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  as  to  item  1,  on  con¬ 
dition  that  not  more  than  one  100  lb.  cylinder  of  liquid 
chlorine  shall  be  maintained  on  the  premises;  that  such 
cylinder  shall  be  stored  within  an  enclosed  room,  located 
and  constructed  as  indicated  on  plans  filed  at  this  hearing 
marked  “Received  July  25,  1944;”  that  such  room  shall  be 
completely  enclosed  and  constructed  of  incombustible  mate¬ 
rials  and  entered  only  from  the  exterior  by  means  of  a 
tight  fitting  door ;  that  any  windows  from  this  room  to  the 
outer  air  shall  be  kept  closed  and  tight  fitting;  that  the 
cylinder  shall  be  kept  in  a  vertical  position  by  means  of 
substantial  steel  straps  and  kept  submerged  in  a  tank  of 
water  at  all  times;  that  the  employee  in  charge  of  this 
equipment  shall  hold  a  certificate  of  fitness  issued  by  the 
fire  commissioner;  that  there  shall  be  installed  in  a  break 
glass  cabinet  in  a  location  acceptable  to  the  fire  department, 
two  gas  masks  as  approved  for  use  of  liquid  chlorine  by 
the  U.  S.  Department  of  Mines ;  that  during  the  period  that 
the  pool  is  not  in  operation,  the  chlorine  shall  be  removed 
from  the  premises;  that  there  shall  be  installed  in  the 
ceiling  of  the  room,  an  open  sprinkler  head  fed  by  a  pipe 
not  less  than  1  in.  in  diameter  from  the  domestic  water 
supply  and  controlled  by  a  valve  on  the  exterior  of  the 
room,  to  be  openable  in  the  event  of  escape  of  chlorine; 
that  an  approved  mixing  valve  shall  be  installed  for  feeding 
chlorine  into  the  pool ;  that  this  variance  is  granted  only  so 
long  as  the  conditions  herein  imposed  are  complied  with  and 
to  the  satisfaction  of  the  fire  commissioner. 
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439-44-A 

APPLICANT — George  A.  Dalin,  for  114  East  32nd  Street 
Corp.,  owner  (Stauffer  Chemical  Company,  lessee). 
SLBJEC1 — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 112-116  East  32nd  street,  south 
side,  100  ft.  cast  of  4th  avenue  (15th  floor)  ;  (Block 
887,  Lots  88,  89  and  90),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  George  A.  Dalin. 

For  Administration :  Vincent  M.  Matteis,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative:  .  0 

►  THE  RESOLUTION  (439-44-A) 

Whereas,  George  A.  Dalin,  for  114  East  32nd  Street 
Corp.,  owner  (Stauffer  Chemical  Company,  lessee),  filed 
July  13,  1944,  an  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  112-116  East  32nd  street,  south 
side,  100  ft.  east  of  Fourth  avenue  (15th  floor)  ;  (Block 
887,  Lots  88,  89  and  90),  Borough  of  Manhattan;  and 

Whereas,  Order  38443-C,  issued  by  the  fire  commissioner 
June  7,  1944,  and  referred  to  in  a  decision  of  the  fire  com¬ 
missioner  dated  July  19,  1944,  reads: 

“1.  Forthwith,  remove  from  and  discontinue  the 
storage  of  liquefied  chlorine  on  these  premises.” 
and 

Whereas,  the  applicant  states  the  building  is  17  stories 
I'  and  penthouse  (257  ft.)  in  height,  78  ft.  by  98  ft.  in  area; 
Class  1  construction ;  erected  in  1927 ;  located  in  a  business 
use,  B  area,  district;  used  and  occupied  as  follows:  1st  to 
11th  floors,  offices  and  laboratories,  60  persons  per  floor; 
12th  to  17th  floors,  same,  40  persons  per  floor;  that  the 
•  building  is  equipped  with  two-source  sprinkler  system,  stand- 
■  pipe  system,  two  44  in.  fireproof  stairs  from  the  roof  to 
the  street;  and 

Whereas,  the  applicant  contends  that  it  is  attempting  to 
synthesize  compounds  for  use  in  preparation  of  resins  for 
impregnating  and  coating  aircraft  engines  and  motors;  that 
the  chlorine  is  used  in  this  study  and  in  the  study  of  the 
more  efficient  production  of  carbon  tetrachloride  and  the 
syntheses  of  insecticides ;  that  every  employee  in  the  labora¬ 
tory,  including  the  stenographer  is  a  graduate  chemist ;  that 
the  cylinder  of  chlorine  is  an  ICC  cylinder  containing  10  lbs. 
i  of  liguefied  chlorine  stored  in  a  hood  vented  to  the  open 
air  by  means  of  a  motor  driven  exhaust  fan ;  that  the 
'  cylinder  is  equipped  with  needle  valve  placed  over  the  usual 
I  outlet,  so  that  if  the  primary  valve  leaks,  the  auxiliary  valve 
will  stop  accidental  escape  of  the  gas ;  that  the  cylinder  is 
\  stored  within  four  feet  of  a  sprinkler  head,  and  a  quick- 
i  acting  shower  head  has  been  ordered,  so  that  a  generous 
|  supply  of  water  will  be  available;  that  the  laboratory  is 
equipped  with  approved  safety  devices,  such  as  fire  pails 
|  filled  with  sand,  sodium  bicarbonate  and  sawdust  for  acids 
i  and  several  carbon  dioxide  fire  extinguishers ;  that  two  ap¬ 
proved  gas  masks  are  maintained  and  are  removed  from 
their  cases  whenever  the  chlorine  is  used ;  that  they  are  kept 

>  within  12  feet  of  the  chlorine  cylinders  at  all  times;  that 
;  there  is  a  laboratory  requirement  that  no  man  may  work 

alone  and  all  work  must  be  supervised ;  that  in  view  of  the 
importance  of  the  work  to  the  war  effort  and  the  extent  of 
the  safety  precautions  used,  it  is  requested  that  the  appeal 
be  granted  to  store  10  pounds  of  liquefied  chlorine,  as  pro¬ 
posed. 

Resolved,  that  Order  38443-C  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted,  as  to  objection  1,  on  condition  that  the 
,  chlorine  shall  be  maintained  as  proposed ;  that  the  quick- 
i  acting  shower  head  shall  be  installed  and  shall  have  in  addi¬ 
tion  to  the  local  control  a  remote  control  at  the  point  where 
the  gas  masks  are  located ;  and  that  this  variance  shall  con¬ 
tinue  only  so  long  as  the  storage  of  chlorine  is  maintained 


as  proposed  and  as  indicated  on  plans  filed  with  this  appeal 
marked  Received  July  13,  1944”,  and  to  the  satisfaction  of 
the  fire  commissioner. 


446-44-A 

APPLICANT— The  Firestone  Tire  and  Rubber  Company 
owner. 


°  u  ^ J  -rvppeai  irom  a  decision  of  the  acting  borough 

superintendent. 

PREMISES  AITECTED — 606-618  East  Fordham  road, 
southwest  corner  of  Hughes  avenue  (Block  3078,’ 

.  *  i:ots  anc*  Borough  of  The  Bronx. 

APPEARANCES— 


For  Applicant:  C.  H.  Bergstrom. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . .  q 


THE  RESOLUTION  (446-44-A) 

Whereas,  The  Firestone  Tire  and  Rubber  Company 
owner,  filed  July  18,  1944,  an  appeal  from  a  decision  of 
the  acting  borough  superintendent,  affecting  premises  606- 
618  East  Fordham  road,  southwest  corner  of  Hughes 
avenue  (Block  3078,  Lots  16  and  17),  Borough  of  The 
Bronx ;  and 

Whereas,  the  decision  of  the  acting  borough  superin¬ 
tendent,  dated  June  20,  1944,  on  Alt.  Applic.  269-44,  reads: 

“4.  File  1st  floor  layout  showing  location  of  stairs 
and  method  of  reaching  the  street.  Unobstructed  egress 
must  be  provided  from  each  stair  to  the  street.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(29  ft.)  in  height,  101  ft.  by  118  ft.  in  area  at  1st  floor, 
51  ft.  by  112  ft.  at  second  floor;  Class  1  construction; 
erected  in  1928;  located  in  business  and  residence  use  dis¬ 
trict  ;  used  and  occupied  as  follows :  Cellar,  storage  and 
boiler  room;  1st  floor,  store  and  service  station,  office,  8 
persons ;  2nd  floor,  office  and  warehouse,  5  persons ;  pro¬ 
posed  to  be  used  and  occupied:  Cellar,  same;  1st  floor, 
same ;  2nd  floor,  office,  storage,  tire  repairing  and  recap¬ 
ping,  11  persons;  that  the  building  is  equipped  with  three 
4  ft.  wide  fireproof  stairs,  two  of  which  lead  to  the  roof, 
one  to  the  street;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  tire  repairing  and  recapping  equipment  on  the  2nd 
floor,  as  shown  on  plan  B-76,  Sheet  B-2  filed  with  this 
appeal;  that  at  present  there  are  three  fireproof  stairway 
enclosures  and  fireproof  stairs  leading  from  the  2nd  floor  ; 
that  it  is  proposed  to  comply  with  the  Labor  Law  and 
construct  a  fireproof  partition  on  1st  floor  adjacent  to  the 
stairway  in  northwest  corner  of  building,  in  order  to  pro¬ 
vide  direct  fireproof  enclosed  door  at  the  street  (East 
Fordham  road)  ;  that  the  present  exterior  door  at  the  foot 
of  these  stairs  swings  inwardly  and  it  is  proposed  to 
rehang  this  door  to  swing  in  the  direction  of  egress ;  that 
this  door  is  36  in.  wide  and  therefore  does  not  comply  with 
Sec.  270,  para.  5  of  the  Labor  Law:  that  to  increase  the 
width  of  this  door,  would  require  removing  and  rebuilding 
a  large  plate  glass  window  and  the  basement  light  and 
ventilating  area  bulkhead  adjacent  to  the  door  and  plate 
glass  window ;  that  Sec.  278  of  the  Labor  Law  limits  the 
occupancy  to  14  persons  for  each  full  22  in.  in  width  of 
stairway,  and  the  proposed  occupancy  of  11  persons  will 
not  exceed  this  limit;  it  is  therefore  reciuested  that  th0 
Board  grant  a  variation  to  permit  the  existing  36  in.  ex¬ 
terior  doorway,  pronerlv  hung  at  the  northwest  corner  of 
the  building;  that  the  Labor  Law  also  requires  all  stair¬ 
ways  serving  this  required  exit  to  be  continued  to  the 
street  and  constructed  of  incombustible  materials ;  that  tho 
two  interior  stairs  and  stairway  enclosures  are  constructed 
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of  incombustible  materials,  but  there  is  no  unobstructed 
direct  passage  from  stairs  to  the  street ;  that  both  these 
stairs  extend  to  the  roof;  that  the  roof  of  the  adjoining 
building  is  approximately  10  ft.  high ;  that  there  is  no 
building  adjoining  to  the  west;  that  there  are  five  exits 
from  the  1st  floor  and  therefore  adequate  means  of  egress 
is  provided  for  the  11  employees  who  will  occupy  the  sec¬ 
ond  floor;  that  in  order  to  provide  unobstructed  egress 
from  the  stairways  at  the  center  of  the  building  to  Hughes 
avenue,  practical  operating  difficulties  will  be  encountered  ; 
that  the  only  practical  method  of  providing  unobstructed 
egress  to  the  street  is  as  indicated  in  red  on  Plan  B-76 
filed  with  this  appeal ;  that  this  method  will  require  the 
moving  of  the  brake  testing  machine  and  wheel  lining 
machine  approximately  5  feet ;  that  these  machines  would 
then  be  in  front  of  a  large  entrance  door  adjacent  to 
Hughes  avenue  and  thus  make  this  door  inaccessible  for 
incoming  and  outgoing  automobiles  and  would  be  so  close 
to  the  front  entrance  door  on  East  Fordham  Road,  as  to 
make  it  extremely  difficult  for  cars  to  enter  .the  service 
area  through  that  door;  that  the  installation  of  this  un¬ 
obstructed  egress,  as  indicated  on  Plan  B-76,  will  have  a 
serious  affect  on  the  productability  of  this  plant;  it  is 
therefore  requested  the  Board  vary  the  decision  of  the 
borough  superintendent. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  269-44,  and  that  the  appeal  be  and 
it  hereby  is  granted  as  to  objection  4,  on  condition  that  the 
existing  stairs  as  indicated  on  plans  filed  under  Cal.  771- 
26-BZ,  under  date  of  July  IS,  1944,  shall  be  maintained, 
and  in  addition  one  window  overlooking  the  roof  _  to  the 
east  shall  be  made  into  a  casement  door  at  existing  sill 
height  toward  the  center  of  the  premises  to  permit  escape 
by  means  of  the  roof;  that  a  fire  escape  shall  be  main¬ 
tained  on  the  Hughes  avenue  side  to  a  balcony  platform 
with  a  counterbalanced  ladder  to  street ;  that  such  platform 
shall  be  approximately  10  ft.  above  grade  in  accordance  with 
the  requirements  of  the  law ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto,  other  than  as  modified 
under  Cal.  771-26-BZ,  as  amended  this  date;  that  in  addi¬ 
tion.  there  shall  be  a  door  made  to  swing  outwardly  leading 
to  Hughes  avenue  to  permit  exit  from  the  interior  stair 
through  the  service  area ;  that  such  door  may  be  constructed 
within  the  sliding  door  as  shown  on  plans. 


Adjourned:  2:30  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  25,  1944 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

310-43-A 

APPLICANT— Oser  Rothberg,  owner  (Ephraim  Rothberg, 
lessee). 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 303-309  Rodney  street,  west 
side,  80  ft.  north  of  South  5th  street  (Block  2448, 
Lot  17),  Borough  of  Brooklyn. 

APPEARANCES—  .  .  _  . 

For  Applicant:  Louis  M.  Notkm  and  Ephraim 

Rothberg.  , 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep  t. 


ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . • .  • .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (310-43-A) 

Whereas,  Oser  Rothberg,  owner  (Ephraim  Rothberg, 
lessee),  filed  June  24,  1943,  an  appeal  from  an  order  and 
decision  of  the  fire  commissioner,  affecting  premises :  303- 
309  Rodney  street,  west  side,  80  ft.  north  of  South  5th 
street  (Block  2448,  Lot  17),  Borough  of  Brooklyn;  and  _ 
Whereas,  Order  9173-LF  issued  by  the  Fire  Commis¬ 
sioner  June  30,  1942,  and  referred  to  in  a  decision  of  May  28, 
1943,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  (throughout  building)  having,  at  least 
one  source  of  water  supply,  arranged  and  equipped  as 
provided  in  Chapter  26,  Article  16  Admin.  Code.  Sec. 
C19-161.0.A.C. 

2.  Repair  or  replace  the  missing  shutters  with  proper 
iron  shutters  at  all  openings  in  the  exterior  wall  above 
1st  story  which  are  distant  in  a  direct  line  less  than 
30  ft.  from  any  opening  in  any  other  building  and  not 
in  the  same  plane  with  said  openings  and  which  are  not 
more  than  50  ft.  above  a  neighboring  roof  at  southside 
of  building,  or  other  approved  protection.  Section  491 
A  2-2.0  Chapt.  19,  Admin.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  6  stories 
(approximately  65  ft.)  in  height,  24  ft.  by  78  ft.  in  area; 
Class  3  construction ;  erected  in  1900 ;  located  in  business  use, 
D  area,  district  and  used  since  1941  for  the  storing  and 
sorting  of  feathers,  2  persons  throughout  the  building;  and 
Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  a  fire  escape  at  the  front,  with  counterbal¬ 
anced  stair  from  lowest  balcony  to  the  street  and  a  fire¬ 
proof  iron  stair  at  the  rear,  enclosed  in  fireproof  partitions 
with  fireproof  doors  and  fire  exit  from  lowest  floor  to  the 
street ;  that  there  is  no  heat  in  the  building ;  that  the  entire 
building  is  used  for  the  storing  and  processing  of  feathers, 
which  are  not  combustible;  that  there  is  a  standpipe  system 
being  installed  throughout  the  building,  with  outlets  on  each 
floor  and  a  hose  connection;  that  there  are  water  pails  and 
other  fire  extinguishing  facilities  on  each  floor ;  that  the 
applicant  feels  he  should  not  be  compelled  to  install  a  sep¬ 
arate  and  distinct  system  of  automatic  sprinklers ;  that 
materials  could  not  be  obtained  to  comply  with  the  require¬ 
ments  of  the  fire  commissioner’s  order  for  the  installation 
of  shutters ;  and 

Whereas,  it  appears  from  the  records  of  the  Fire  Pre¬ 
vention  Division  Folder  141.01,  that  the  order  appealed 
from  was  originally  issued  June  30,  1942,  and  defendant 
was  found  guilty  of  non-compliance  and  fined  $20.00  on 
June  2,  1943;  and 

Whereas,  in  the  opinion  of  the  Board,  the  requirements 
of  the  Fire  Commissioner  as  cited  in  order  9173-LF  are 
necessary  and  should  be  complied  with ;  and 

Whereas,  it  appears  that  no  standpipe  system,  as  required 
by  the  Building  Code,  is  being  installed. 

Resolved,  that  the  decision  of  the  fire  commissioner, 
acting  on  Order  9173-LF,  be  and.  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


223-44-A 

APPLICANT— Schmer  and  Wechsler,  for  Rossiter  Realty 
Corp.,  owner  (Midtown  Garage,  Inc.,  lessee). 

SUBJECT— Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 147-151  West  49th  street,  north 
side,  187  ft.  6  in.  east  of  7th  avenue  and  148-152 
West  50th  street  (Block  1002,  Lot  8),  Borough  of 
Manhattan. 
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l'  APPEARANCES— 

For  Applicant:  Samuel  Rosenblum  and  Bernard 
Raymond. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

i  Negative:  .  0 

THE  RESOLUTION  (223-44-A) 

Whereas,  Schmer  and  Wechsler  for  Rossiter  Realty 
Corporation,  owner,  (Midtown  Garage,  Inc.,  lessee),  filed 
April  13,  1944,  an  appeal  from  orders  of  the  fire  commis¬ 
sioner,  affecting  premises  147-151  West  49th  street,  north 
side,  187  ft.  6  in.  east  of  7th  avenue  and  148-152  West 
50th  street  (Block  1002,  Lot  8),  Borough  of  Manhattan; 

1  and 

it  Whereas,  order  37679-LC,  issued  by  the  fire  commis¬ 
sioner,  “March  14,  1944,  reads: 

“With  reference  to  your  application  dated  January 
24,  1944  for  a  permit  to  maintain  a  storage  garage  at 
the  above  location,  I  regret  to  inform  you  that"  this 
department  is  without  power  to  grant  such  a  permit  for 
the  reason 

(a)  Building  in  part  is  used  for  the  sale  or  manu¬ 
facture  of  dry  goods.  Sec.  C19-65.0-3,  Article  11,  Ad¬ 
ministrative  Code.” 

and 

1  Whereas,  order  30824-LF,  issued  by  the  fire  commis- 
i  sioner^  May  11,  1944,  reads: 

“1.  Install  an  adequate  electric  closed  circuit  interior 
fire  alarm  system  of  an  approved  type,  in  accordance 
with  Interior  Fire  Alarm  Rules  of  the  Board  of  Stand¬ 
ards  and  Appeals.  Section  279  of  the  Labor  Law.” 
and 

W  hereas,  order  30825-LF,  issued  by  the  fire  commis- 
;  sioner,  May  11,  1944,  reads: 

“An  inspection  of  the  premises  147-151  West  49th 
street  and  150-152  West  50th  street.  Borough  of  Man¬ 
hattan^  shows  that  a  fire  drill  should  be  established  and 
maintained  therein  according  to  the  requirements  of 
Section  279  of  the  Labor  Law.” 
and 

Whereas,  the  applicant  states  that  the  building  is  4 
;  stories  and  cellar  (56  ft.  6  in.)  in  height,  62  ft.  6  in.  by 
I  200  ft.  10  in.  in  area,  of  class  1  construction,  erected  in  1906. 
located  in  a  retail  use,  B  area  district  and  used  and  occupied 
as  follows:  cellar— garage— 1  person;  1st  floor— garage  and 
t  stores — 10  persons  ;  2nd  floor — garage  carpenter — 5  persons; 
3rd  floor — art  studios  and  flocking  plant — 35  persons ;  4th 
floor— storage  of  records— 1  person;  that  the  building  is 
equipped  with  two  interior  stairs,  3  ft.  wide,  of  iron  con- 
I*  struction,  one  of  which  is  fireproof  enclosed,  equipped  with 
r  self-closing,  fireproof  doors  and  leads  directly  to  the  street 
and  is  equipped  with  a  ladder  to  the  roof ;  and 
Whereas,  the  applicant  contends  that  as  a  result  of 
restrictions  placed  on  vehicle  operation,  the  third  floor  has 
been  rented  to  an  art  studio  and  flocking  plant  used  mainly 
1  f°f  the  reproduction  of  paintings  and  prints  and  for  im- 
,  printing  designs  on  drapes;  that  this  is  not  a  case  where 
!  Ary  goods  are  actually  manufactured;  that  there  is  no  laree 
;  storage  of  dry  goods;  that  the  building  is  of  substantial 
'  construction  and  the  use  of  the  factory  on  the  third  floor 
i  does  not  increase  the  hazard ;  that  in  view  of  the  extraordi¬ 
nary  conditions  resulting  from  present  restrictions  and  as 
i  the  premises  would  otherwise  operate  at  a  substantial  loss, 
it  is  requested  that  the  Board  grant  this  appeal. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting- 
on  Order  37679-LC,  Item  A,  be  and  it  hereby  is  modified 
ami  that  the  appeal  be  and  it  hereby  is  prantrd  on  condition 
,  that  the  portion  occupied  by  the  garage  shall  be  separated 
I  from  the  portions  occupied  bv  factory;  that  the  factory  oc- 
J  cupancv  shall  comply  with  all  laws,  rules  and  regulations 
^  applicable  thereto;  that  a  new  certificate  of  occupancy  shall 
be  obtained  ;  that  the  other  orders  requiring  an  interior  fire 

i 


alarm  and  fire  drills  shall  be  complied  with  and  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


257-44-A 

APPLICANT— Henry  G.  Harrington,  for  Ansonia  Holding 
Corporation,  owner  (Globe  Weine  Corporation  les¬ 
see). 

Appeal  from  an  order  of  the  fire  commissioner. 
REMISES  AFFECTED— 440-442  (444  displayed)  12th 
street,  south  side,  385  ft.  east  of  7th  avenue  (Build- 

APPFARANCiiS^0^  Fot  B°rouJ?h  of  Brooklyn. 

For  Applicant:  Henry  G.  Harrington,  Jacob  Globe 
and  James  Pressman. 

„  ^T^.For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

I  HE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 


I  Hr,  RESOLUTION  (257-44-A) 

Whereas,  Henry  G.  Harrington,  for  Ansonia  Holding 
I  orI?or4!lon,  owner  (Globe  Weine  Corporation,  lessee),  filed 
April  27,  1944,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises:  440-442  (444  displayed)  12th 
street,  south  side,  385  ft.  east  of  7th  avenue  (Bldg.  G)  • 
(Block  1098,  Lot  1),  Borough  of  Brooklyn;  and 
Whereas,  order  12413-LF,  issued  by  the  Fire  Commis¬ 
sioner  ^March  28,  1944,  reads: 

1.  Arrange  wire  screens  on  all  windows  so  as  to 
be  readily  movable  or  removable  from  both  sides  in 
such  a  manner  as  to  afford  the  free  and  unobstructed 
use  of  such  windows  for  the  purposes  of  egress  as  per 
Section  272  of  the  Labor  Law.” 

and 


Whereas,  the  applicant  states  that  the  building  is  five 
stories  (58  ft.)  in  height,  50  ft.  by  200  ft.  in  area;  Class  6 
construction;  erected  in  1881  ;  altered  in  1882;  located  in 
unrestricted  use,  C  area,  district;  occupied  since  erection 
^7  persons  on  the  1st  floor,  53  persons  on  the 
2nd  floor;  15  persons  on  the  3rd  floor;  20  persons  on  the 
4th  floor  and  27  persons  on  the  5th  floor;  that  the  building 
is  equipped  with  a  3-source  sprinkler  system,  interior  fire 
alarm  system  and  American  District  Telegraph  connection; 
that  there  is  one  47  in.  wide  wood  stairs,  enclosed  in  brick 
with  metal,  self-closing  doors,  leading  directly  to  the  street, 
and  one  fire  escape  which  extends  to  the  roof  bv  a  ladder 
and  to  the  yard  with  egress  through  the  }-ard  to  the  street ; 
that  the  windows  of  adjoining  building  are  1 -story  high  on 
the  east  side;  and 

V  hereas,  the  applicant  states  there  are  44  windows  af¬ 
fected  on  the  ground  floor  on  the  north,  east,  south  and  west 
walls ;  and 

V  hereas,  the  applicant  contends  that  although  the  ground 
floor  has  an  area  of  9,016  sq.  ft.  there  are  only  27  employees 
in  this  floor  area ;  that  this  floor  area  has  six  doorwavs 
classed  as  exits,  one  opening  to  the  street  and  five  to  large 
open  yards;  that  yards  have  gatewavs  each  10  ft  wide 
opening  directly  to  the  street;  that  these  gates  are  kept  open 
during  working  hours;  that  in  addition  thereto,  there  are 
other  passages  leading  to  other  yards  and  gates  which  lead 
to  the  street ;  that  the  six  existing  doors  have  a  total  width 
of  346  inches ;  that  these  buildings  are  in  an  unrestricted 
area,  surrounded  bv  residential  uses,  in  consequence  of  which 
there  are  many  children  playing  about  the  premises,  re¬ 
sulting  m  the  breakage  of  window  glass,  thus  necessitating 
its  protection  with  wire  mesh  screens  on  the  exterior,  that 
the  interior  of  the  windows  is  protected  with  burglar  alarm 
sash  for  the  protection  of  the  contents  of  the  building;  that 
this  floor  area  is  used  for  the  manufacture  of  valuable 
metal  parts  for  the  war  effort  and  the  window  protection 
is  imperative  under  the  prevailing  conditions. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  an  order  of  the  fire  commissioner  and  that 
the  appeal  be  and  it  hereby  is  granted  as  to  Order  12413-LF, 
Item  1,  on  condition  that  the  exits,  as  indicated  on  plan  filed 
with  this  appeal  marked  “Received  April  27,  1944,”  from  the 
first  story,  shall  be  maintained ;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto;  that  the  sprinkler 
system  with  A.D.T.  connection  to  Fire  Headquarters  and 
interior  alarm  system  shall  be  maintained  in  accordance  with 
the  requirements  therefor  and  to  the  satisfaction  of  the 
fire  commissioner. 


290-44-A 

APPLICANT — Albert  Pleydell,  for  Department  of  Pur¬ 
chase,  City  of  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 44-36  Vernon  boulevard,  north¬ 
west  corner  of  44th  drive  (Block  489,  part  of  Lot 
1),  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Louis  M.  Bach. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep  t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . .  0 

THE  RESOLUTION  (290-44-A) 

Whereas,  Department  of  Purchase,  of  the  City  of  New 
York,  owner,  filed  May  17,  1944,  an  appeal  from  a  decision 
of  the  fire  commissioner,  affecting  premises  44-36  Vernon 
boulevard,  northwest  corner  44th  drive  (Block  489,  part  of 
Lot  1),  Long  Island  City,  Borough  of  Queens)  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
May  12,  1944,  reads : 

“We  have  your  letter  of  May  4th  wherein  you  re¬ 
quest  a  reissuance  of  our  decision  of  March  1st  wherein 
you  were  advised  that  the  doors  leading  to  the  stair¬ 
ways  on  several  of  the  floors,  and  also  the  doors  at 
the  termination  of  the  stairs  to  the  street,  were  being 
kept  locked  or  fastened. 

It  will  be  necessary  for  you,  as  previously  stated, 
to  maintain  all  doors  unlocked,  unbolted  and  unfastened 
during  business  hours  in  accordance  with  the  provi¬ 
sions  of  the  Labor  Law.  This  is  a  mandatory  provision 
of  law  and  may  be  modified  only  upon  application  to 
the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  the  building  is  three  stories 
(42  ft.)  in  height;  270  ft.  by  426  ft.  in  area;  of  Class  1 
construction;  erected  1942;  located  in  an  unrestricted  use 
district,  and  used  as  follows :  cellar,  assembling  coffin 
shooks,  1  person  and  handling  merchandise,  10  persons; 
1st  floor,  coffee  roasting,  2  persons  and  shipping  merchan¬ 
dise,  35  persons;  2nd' floor,  drug  manufacturing,  5  persons, 
handling  merchandise,  20  persons,  office,  25  persons;  3rd 
floor,  storage,  no  persons ;  that  the  building  is  equipped  with 
an  interior  fire  alarm  system  and  fire  drills  are  maintained ; 
that  there  are  seven  interior  fireproof  stairs,  six  of  which 
lead  to  the  roof  and  six  to  the  street;  and 

Whereas,  the  applicant  states  that  there  are  two  en¬ 
trances  to  this  building  on  Vernon  boulevard,  two  on  44th 
drive  and  two  at  the  rear  waterfront  side  of  which  four 
may  be  used  for  ingress  and  egress  and  two  (consisting  of 
stair  No.  2  and  fire  tower  exit)  which  are  equipped  with 
panic  bolts;  that  access  to  and  egress  from  the  building 
are  maintained  through  one  entrance  on  44th  drive  at 
easterly  end  of  receiving  platform  near  Column  191  and 
one  entrance  at  the  rear  of  the  building,  waterfront  side, 
Stairway  No.  4,  approximately  midway  of  the  building; 


that  egress  only  is  maintained  through  stairs  Nos.  2,  3  and 
6,  thus  there  are  two  means  of  access  and  five  means  of 
egress  provided;  that  there  are  always  men  engaged  at 
work  at  the  entrance  in  the  rear  of  the  building,  water¬ 
front  side,  Stairway  No.  4,  who  thus  serve  as  watchman; 
that  there  is  a  watchman  maintained  at  entrance  on  44th 
drive,  easterly  end  of  receiving  platform,  near  Column  191  ; 
that  to  maintain  access  to  the  four  remaining  openings 
would  necessitate  employment  of  4  extra,  watchmen  and 
due  to  the  present  man  power  shortage,  it  is  difficult  to 
maintain  such  service ;  it  is  therefore  requested  that  for 
the  duration,  the  present  limited  access  and  egress  be  ac¬ 
cepted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  fire  commissioner  dated 
May  12,  1944,  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  panic  bolts  shall  be  installed 
except  as  now  installed  on  the  two  doors,  namely  one  to 
44th  drive  and  one  at  the  rear  to  the  west  of  the  fine 
tower,  as  indicated  on  plans  filed  with  this  appeal ;  that 
such  panic  bolts  shall  be  of  approved  type,  that  this  vari¬ 
ance  shall  continue  only  during  the  term  of  the  present 
war  emergency;  that  as  the  Board  is  without  jurisdiction 
to  waive  the  requirements  of  the  Labor  Law  and  Building 
Code  prohibiting  doors  reauired  for  exit  to  be  locked  so 
as  not  to  be  readily  openable  as  pronosed.  this  portion  of 
the  appeal  should  be  and  hereby  is  denied. 


339-44-A 

APPLICANT— Leah  Silverman,  for  Jack  Silverman,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner.  .  , 

PREMISES  AFFECTED— 1802  Andrews  avenue,  east  side, 
298  ft.  8  in.  north  of  West  Tremont  avenue  (Block 
2879,  Lots  107  and  109),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Leah  Silverman.  ( 

For  Administration  :  Peter  Maher,  Fire  Dep  t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  ^ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 
Negative:  .  ^ 

THE  RESOLUTION  (339-44-A) 

Whereas,  Leah  Silverman,  for  Tack  Silverman,  owner, 
filed  May  31,  1944,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  1802  Andrews  avenue  east 
side  298  ft  8  in.  north  of  West  Tremont  avenue  (Block 
2879,  Lots  107  and  109),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 

May  1,  1944,  reads:  . 

“Disapproved:  Reason— Interior  fire  alarm  system 

not  provided  and  more  than  30  children  proposed.  ’ 

^Whereas,  the  applicant  states  the  building  is  2j4  stories, 
(25  ft.)  in  height;  28  ft.  by  50  ft.  in  area  at  1st  floor, 
26  ft.  by  48  ft.  in  area  at  2nd  floor ;  of  Class  3  construction : 
erected  1923 ;  located  in  a  residence  use,  B  area  district  and 
used  and  occupied  as  follows:  1st  floor,  day  nursery  and 
kindergarten,  30  persons;  2nd. floor,  dwelling,  one  family; 
proposed  to  be  used  and  occupied  as  follows :  1st  floor.  da> 
nursery  and  kindergarten,  45  persons;  2nd  floor,  dwelling, 
one  family ;  that  the  building  is  equipped  with  two  3  ft  wide 
wood  stairs  one  of  which  leads  to  the.  2nd  story  and  one 
to  the  basement;  that  the  stairway  leading  to  the  basement 
is  enclosed  with  partitions  surfaced  with  asbestos  board  and 
equipped  with  a  metal  door  at  basement  level;  and 

Whereas,  Certificate  of  Occupancy  1046  issued  February 
17  1941  permits  the  use  of  the  cellar  as  storage,  accessory 
to' dwelling  and  boiler  room,  and  the  1st  floor,  day  school 
and  kindergarten,  30  children,  and  2nd  floor,  one  family, 
with  a  live  load  of  60  lbs.  on  the  1st  floor  and  40  lbs.  on 
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the  2nd  floor  and  that  the  attic  will  remain  unoccupied ;  and 
Whereas,  the  applicant  contends  that  it  is  difficult  to 
obtain  the  materials  necessary  for  the  installation  of  a  fire 
alarm  system  due  to  war  conditions ;  that  it  is  requested  the 
Board  permit  the  substitution  of  a  bell  system  or  any  other 
device  for  the  duration  and  that  the  school  will  occupy 
rooms  on  the  first  floor  only. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
May  1,  1944,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  an  in¬ 
terior  fire  alarm  shall  be  installed  on  the  premises;  that 
such  interior  alarm  may  consist  of  a  6  in.  gong  actuated  by 
dry  cell  batteries  with  a  push  button ;  that  the  arrangement 
for  such  dry  cell  battery  system  shall  be  in  accordance  with 
the  fire  commissioner’s  requirements;  that  in  all  other  re- 

Bspects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  as  approved 
by  the  borough  superintendent  under  Certificate  of  Occu¬ 
pancy  1046-1941 ;  that  the  number  of  children  in  the  day 
nursery  and  kindergarten  shall  not  exceed  45 ;  that  in  addi¬ 
tion,  one  of  the  rear  windows  shall  be  changed  to  a  casement 
with  steps  leading  to  grade  to  provide  additional  means  of 
exit;  that  a  sprinkler  head  shall  be  installed  in  the  kitchen 
j  which  may  be  fed  from  the  domestic  water  supply  system  ; 

;  that  the  fire  alarm  shall  be  used  solely  as  such  and  for  fire 
drills ;  that  fire  drills  shall  be  held  at  least  once  every  (wo 
weeks,  under  the  supervision  of  competent  persons. 


357-44-A 

ARPLICAN  1 —National  Silver  Company,  lessee,  for  An- 
J  sonia  Holding  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 430-432  12th  street,  south  side, 
234  ft.  east  of  7th  avenue  (Building  M)  ;  (Block 
1098,  Lot  1),  Borough  of  Brooklyn. 

;  APPEARANCES— 

For  Applicant:  Henry  G.  Harrington,  Jacob  Globe 
and  James  Pressman. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

;  THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (357-44-A) 

Whereas,  National  Silver  Company,  for  Ansonia  Hold- 
i  ing  Corporation,  owner,  filed  June  9,  1944,  an  appeal  from 
an  order  of  the  firo-  commissioner,  affecting  premises  430- 
432  12th  street,  south  side,  234  ft.  east  of  7th  avenue 
.  (Building  M)  ;  (Block  1098,  Lot  1),  Borough  of  Brook- 
'  lyn ;  and 

.  Whereas,  Order  12409-LF,  issued  bv  the  fire  commis- 
I  sioner  March  28,  1944,  and  referred  to  in  a  decision  of  the 
fire  commissioner  dated  May  11,  1944,  reads: 

“5.  Arrange  wire  screens  on  all  windows  on  all 
stories  so  as  to  be  readily  movable  or  removable  from 
both  sides  in  such  a  manner  as  to  afford  the  free  and 
unobstructed  use  of  such  windows  for  the  purposes  of 
egress  as  per  Section  272  of  the  Labor  Law.” 
and 

Whereas,  the  applicant  states  the  building  is  6  stories, 
(75  ft.)  in  height;  64  ft.  by  125  ft.  in  area;  of  Class  1 
construction;  erected  1910;  located  in  an  unrestricted  use, 
i  C  area  district,  and  used  since  1930  as  follows :  cellar, 
boiler  room;  1st  floor,  Press  Department,  28  persons;  2nd 
floor,  assembly  and  handling  departments,  31  persons;  3rd 
floor,  packing  and  shipping,  departments,  21  persons;  4th 
,  floor,  machine  shop  and  casting  department,  45  persons ; 

>  5th  floor,  finishing  and  plating  department.  75  persons;  6th 
floor,  polishing  department,  46  persons;  that  the  building  is 

►  equipped  with  a  two  source  sprinkler  system,  two  3  ft.  6  in. 

1  wide  interior  stairs  of  slate  treads  on  steel  supports  en¬ 


closed  in  brick,  equipped  with  metal  clad  self-closing  doors 
extending  from  the  roof  bulkhead  direetlv  to  the  street ; 
and 

Whereas,  the  applicant  states  there  are  8  windows  af¬ 
fected  on  the  first  story;  and 

Whereas,  the  applicant  contends  that  there  are  6  exits 
from  this  floor,  accessible  in  case  of  fire;  that  the  win¬ 
dows,  which  are  screened,  are  fireproof  and  do  not  open 
from  the  bottom;  that  the  neighborhood  is  rampant  with 
uncontrollable  boys,  who  habitually  throw  stones  and  break 
windows;  that  the  breaking  of  unprotected  windows  above 
the  1st  floor,  has  required  replacements  aggregating  $122 
in  the  past  12  months;  that  other  provisions  of  the  fire 
commissioner’s  order  are  being  complied  with. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  an  order  of  the  fire  commissioner  and 
that  the  appeal  be  and  it  hereby  is  granted  as  to  Order 
12409-LF,  Ttem  5,  on  condition  that  the  means  of  exit  from 
the  first  story,  as  indicated  on  plans  filed  with  this  appeal 
marked  “Received  June  9,  1944.”  shall  be  maintained  that 
in  all  other  respects  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto; 
that  the  sprinkler  system  shall  be  maintained  in  accordance 
with  the  requirements  therefor  and  to  the  satisfaction  of 
the  fire  commissioner. 


385-44-A 

APPLICANT — Drake  Bakeries,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — South  side  of  Park  avenue, 
from  Clinton  to  Waverly  avenues,  71-77  Clinton 
avenue  and  66-74  Waverly  avenue  (Block  1888,  Lot 
41),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Elwood  M.  Rabenold  and  W.  J. 
Riley. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Deputy  Chief  Gunn .  4 

Negative :  .  0 


THE  RESOLUTION  (385-44-A) 

Whereas,  Drake  Bakeries,  Inc.,  owner,  filed  June  21, 
1944,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  south  side  of  Park  avenue,  from  Clinton 
to  Waverly  avenues,  71-77  Clinton  avenue  and  66-74  Wa¬ 
verly  avenue  (Block  1888,  Lot  41)  Borough  of  Brooklyn: 
and 

Whereas,  order  12838-LF  issued  by  the  fire  commissioner 
May  24,  1944,  reads  : 

“1.  Remove  all  partitions  not  built  of  incombustible 
material.  Sections  263  and  270  of  the  Labor  Law  and 
Resolution  Board  of  Standards  and  Appeals  186-38-S.” 

and 

Whereas,  the  applicant  states  the  building  is  five  stories 
and  penthouse  in  height,  80  ft.  by  200  ft.  in  area;  Class  1 
construction;  erected  in  1913;  located  in  unrestricted  busi¬ 
ness  and  residence  use,  B  area,  district ;  used  and  occupied 
as  follows:  cellar,  storage,  20  persons;  1st  floor,  shipping, 
34  persons ;  2nd  floor,  office  and  bakery,  58  persons :  3d 
floor,  wrapping,  103  persons;  4th  and  5th  floors,  baking,  14 
and  82  persons  respectively;  penthouse,  laundry,  2  persons; 
that  the  building  is  equipped  with  standpipe  and  interior 
alarm  systems,  and  fire  drills  are  maintained;  that  there  are 
three  44  in.  fireproof  stairs  from  the  roof  to  the  street;  and 
Whereas,  the  applicant  contends  that  the  partitions  in 
question  were  shown  on  the  new  building  plans  in  1913  and 
have  been  in  the  same  location  and  continuous  use  for  more 
than  30  years ;  that  they  are  not  bearing  partitions,  simply 
screens  in  and  around  executive  offices  and  present  no 
greater  fire  hazard  than  the  office  furniture  itself ;  that  in 
other  portions  of  the  building,  new  partitions  are  installed  of 
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all-steel  construction ;  that  at  the  Waverly  avenue  end  of  the 
2nd  floor,  the  wood  partitions  will  be  removed,  to  be  re¬ 
placed  by  all-steel  partitions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  order  12838-LF  of  the  fire  commissioner, 
objection  1,  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
other  than  as  modified  by  the  Board  under  Cal.  186-38-S; 
that  the  removal  of  the  wood  enclosed  partitions  on  the 
Waverly  avenue  side  shall  be  done  within  sixty  (60)  days 
and  shall  be  replaced  with  partitions  in  accordance  with 
the  requirements. 


437-44-A 

APPLICANT— Henry  G.  Harrington,  for  Ansonia  Holding 
Corporation,  owner  ( Globe- Weine  Corporation,  les- 
see) . 

SUB  TECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 419  13th  street,  north  side, 
280  feet  east  of  Seventh  avenue  (Building  F)  ; 
(Block  1098,  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES—  .  T  t  , 

For  Applicant :  Henry  G.  Harrington,  J  acob  Globe 
and  James  Pressman. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (437-44-A) 

Whereas,  Henry  G.  Harrington,  for  Ansonia  Holding 
Corporation,  owner  (Globe- Weine  Corp.,  lessee),  filed  July 
11,  1944,  an  appeal  from  an  order  of  the  fire  commissioner 
affecting  premises :  419  13th  street,  north  side,  280  ft.  east 
of  Seventh  avenue  (Bldg.  F)  ;  (Block  1098,  Lot  1),  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  Order  12413-LF,  issued  by  the  fire  commis¬ 
sioner  March  28,  1944,  and  referred  to  in  his  decision  of 
July  11,  1944,  reads: 

“1.  Arrange  wire  screens  on  all  windows  so  as  to 
be  readily  moveable  or  removable  from  both  sides 
in  such  a  manner  as  to  afford  the  free  and  unobstructed 
use  of  such  windows  for  the  purposes  of  egress  as  per 
Section  272  of  the  Labor  Law.” 

Whereas,  the  applicant  states  the  building  is  3  stories 
(37  ft.  3  in.)  in  height,  75  ft.  by  50  ft.  in  area;  Class  6 
construction;  erected  in  1881;  located  in  an  unrestricted  use, 
C  area,  district;  and  used  since  its  erection  as  follows:  1st 
floor,  manufacturing  metal  products,  8  persons;  2nd  floor, 
manufacturing  sports  wear,  40  persons;  3rd  floor,  factory 
and  metal  storage,  1  person;  that  the  building  is  equipped 
with  a  two-source  sprinkler  system,  interior  fire  alarm  sys¬ 
tem  local  A.D.T.  alarm,  one  interior  wood  stairs  from  the 
roof  to  the  yard,  38  in.  and  44  in.  in  width,  enclosed  with 
wood,  self-closing  doors ;  that  one  fire  escape  at  the  northerly 
hall  leads  to  the  roof  by  a  ladder  and  to  the  yard  by  stairs 
with  egress  through  the  open  yard  and  driveway  to  the 
street ;  that  windows  and  doors  on  the  course  of  fire  escape 
are  fireproof,  self-closing;  and 

Whereas,  the  applicant  contends  that  the  building  is  mill 
construction,  protected  by  a  3-source  sprinkler  system  with 
A.D.T.  alarm;  that  although  the  first  floor  affected  by  this 
order  has  3,750  sq.  ft.  of  area  it  is  occupied  by  only  eight 
employees ;  that  with  the  exception  of  the  accessory  rooms 
such  as  toilet  and  file  rooms,  the  first  story  is  one  open  area 
in  which  there  are  four  means  of  egress ;  that,  during  work¬ 
ing  hours  there  are  no  obstructions  to  the  exits  or  streets; 
that  all  doors  and  gates  are  left  open;  that  the  four  doors 
have  a  total  width  of  230  in.  or  sufficient  to  accommodate 


more  persons '  than  are  employed  on  the  first  floor ;  that  the 
first  floor  is  used  for  manufacturing  of  valuable  metal  parts 
used  in  the  prosecution  of  the  war  effort  and  window  pro¬ 
tection  is  imperative  under  the  prevailing  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  an  order  of  the  fire  commissioner  and 
that  the  appeal  be  and  it  hereby  is  granted  as  to  Order 
12413-LF,  Item  1,  on  condition  that  the  exits,  as  indicated 
on  plan  filed  with  this  appeal  marked  “Received  July  11, 
1944”  from  the  first  floor,  shall  be  maintained;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto;  that  the 
sprinkler  system,  with  A.D.T.  connection  to  fire  headquar¬ 
ters  shall  be  maintained  in  accordance  with  the  requirements 
therefor  and  to  the  satisfaction  of  the  fire  commissioner. 


1094-41-A 

APPLICANT — Levy  and  Berger,  for  Congregation  Chevra 
Gemilia  Chasodim  Ansbe  Motele,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  borough  superintendent  previously  granted  on 
condition  for  a  term  of  two  years. 

PREMISES  AFFECTED — 174  East  51st  street,  west  side, 
142  ft.  2 J4  in.  south  of  Winthrop  street  (Block 
4620,  Lot  15),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  Levy,  Jr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . •••  ^ 

THE  RESOLUTION  (1094-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent  affecting  premises  174  East  51st  street,  west 
side,  142  ft.  2J4  in.  south  of  Winthrop  street  (Block  4620, 
Lot  15),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  January  27,  1942,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 

permit.  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  27,  1942,.  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended  this  portion  of  the  resolution,  shall  read. 
“*  *  *  granted  for  a  term  of  two  years  from  the 
date  of  this  amended  resolution,  on  condition  *  *  *•” 


400-44-A 

APPLICANT— Philip  H.  Maher,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
restoration  to  calendar ;  previously  withdrawn- 
re  Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED-1 77-24  to  177-28  Baislev  bon 
levard,  southeast  corner  of  119th  road  (Block  31/U, 
Lot  1),  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Philip  H.  Maher.  ? 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  cal¬ 
endar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . 
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THE  VOTE  TO  GRANT  ON  CONDITION—  ' 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . .  0 

THE  RESOLUTION  (400-44-A) 
f.  Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  177-24  to  177-28  Baisley 
boulevard,  southeast  corner  of  119th  road  (Block  3170, 
Lot  1)  St.  Albans,  Borough  of  Queens,  was  withdrawn  on 
July  11,  1944;  and 

Whereas,  the  applicant  reejuested  a  reopening  of  the 
appeal  and  restoration  to  the  calendar;  and 
Whereas  the  decision  of  the  borough  superintendent, 
dated  July  21,  1944,  on  Alt.  Applications  609,  610  and  611- 
44,  reads : 

1.  The  division  of  one  frame  store  building  into 
3  separate  buildings,  each  to  be  used  as  a  dwelling  is 
contrary  to  sec.  4.1.2  of  the  Building  Code.” 

and 

\\  hereas,  the  applicant  states  the  building  is  one  storv 
(12  ft.)  in  height;  89  ft.  by  45  ft.  in  area;  of  Class  "4 
,  construction,  erected  1928;  located  in  a  business  use,  E 
area  district  and  used  as  follows:  cellar,  storage,  now 
vacant;  1st  floor,  stores,  now  vacant,  and  proposed  to  be 
used  and  occupied  as  follows:  cellar,  storage;  1st  floor 
two  dwellings,  two  families  each,  and  one  dwelling  one 
family;  and 

Whereas,  the  applicant  contends  that  the  store  building 
which  was  erected  in  1929,  was  never  occupied,  as  it  was 
built  in  a  residential  section;  that  one  store  was  occupied 
1  for  a  short  time  but  no  one  patronized  it ;  that  the  building 
can  only  be  rented  by  converting  it  into  dwellings ;  that 
;  each  subdividing  wall  is  filled  with  concrete  up  to  the  roof 
and  these  walls  will  be  carried  3  ft.  above  the  roof  as 
shown  on  plans  filed  with  this  appeal ;  and 
Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
i  actmsr  on  Alt-  Applic.  609,  610  and  611-44.  objection  1, 
dated  July  21,  1944,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  not  be  increased  in  height  and  area ;  and 
|  ,!lat  ,n  all  other  respects,  the  building  and  occupancy  shall 
I  comply  with  all  laws,  rules  and  regulations  applicable 
|  thereto  and  shall  be  reconstructed  and  maintained  sub- 
j  stantially  as  proposed  and  to  the  satisfaction  of  the  boroueh 
superintendent;  that  the  open  space,  not  covered  by  the 
(posting  building  on.  the  lot,  shall  be  maintained  ;  that  all 
‘buildings  shall  remain  in  one  ownership;  that  the  interior 
bedrooms  shall  each  be  furnished  with  light  and  ventilation 
from  a  roof  skylight,  as  approved  by  the  borough  superin¬ 
tendent;  that  the  archway  openings,  as  shown,  shall  not 
!  ')e  reduced,  and  no  closure  doors  shall  be  installed  therein ; 
1'hat  upon  completion,  the  building  shall  be  occupied  only 
■  for  residential  occupancy  and  not  for  business  in  any  part, 
'inlets  ihe  residential  occupancy  is  entirely  removed  and 
•  he  buildings  are  made  to  comply  with  all  requirements 
governing  business  use. 


179-43- A 

APPLICANT — Felix  Fernandez,  lessee,  for  Marion  Zim- 

;  __  borski,  owner. 

joUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 500  West  130th  street,  south 
side.  54  ft.  west  of  Amsterdam  avenue  (Block 
1Q84.  B°t  37),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

|  ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  pros¬ 
ecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 


THE  RESOLUTION  (279-43-A) 

Whereas,  Felix  Fernandez,  lessee,  for  Marion  Zim- 
borski,  owner,  filed  on  June  8,  1943,  an  appeal  from  an 
oidei  and  a  decision  of  the  fire  commissioner,  affecting 
premises  500  West  130th  street,  south  side,  54  ft.  west  of 
Amsterdam  avenue  (Block  1984,  Lot  37),  Borough  of  Man¬ 
hattan;  and 

Whereas  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


377-43-S 

AI  PLICANF  Furst,  Schwartz,  Schwager  and  Landau, 
for  Joseph  B.  Miller,  trustee  (Louis  Gratz  Sons, 
lessees). 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci- 

sion  of  the  fire  commissioner. 

PREMISES  AFFECTED — 42-46  West  48th  street,  south 

SJ£?>  p? Twest  of  Fifth  avenue  (5th  floor)  ; 

4PPUADBA?icrc  1  Lot  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affiimative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative!  .  q 

TH£  RESOLUTION  (377-43-S) 

Whereas  Furst,  Schwartz,  Schwager  and  Landau,  for 
Joseph  B.  Miller,  trustee  (Louis  Gratz  Sons,  lessees),  filed 
on  July  26,  1943  an  application  from  a  decision  of  the  fire 
commissioner  affecting  premises  42-46  West  48th  street 
south  side  52°  ft.  west  of  Fifth  avenue  (5th  floor)  ;  (Block 
1263,  Lot  59),  Borough  of  Manhattan;  and 
Whereas  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved  that  the  application  be  and  it  hereby  is  dismissed 
tor  lack  of  prosecution. 


Negative:  .  0 


387-43-S 

APPLICANT— Weiderhold  and  Hubbard,  Inc.,  lessee,  for 

ct  rn  TTr^T'^i  BlrePro°^  Tenement  Co.,  owner, 
o  U BJ  EC  I  —Variation  of  the  labor  law  as  cited  in  a  decision 
^  of  the  fire  commissioner. 

REMISES  AlFFECTED — 653  Eleventh  avenue  and  602 
VVest  48th  street,  southwest  corner  and  601  West 
47th  street  (5th  floor)  ;  (Block  1095,  Lot  35)  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

t  CTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative !  .  q 

THE  RESOLUTION  (387-43-S) 

.  Whereas,  Weiderhold  and  Hubbard,  Inc.,  lessee,  for 
Model  Fireproof  Tenement  Co.,  owner,  filed  on  August  2, 
„  3>  an  application  from  decision  of  the  fire  commissioner 
affecting  premises  653  Eleventh  avenue  and  602  West  48th 
street,  southwest  corner  and  601  West  47th  street  (5th 
floor)  ;  (Block  1095,  Lot  35);  Borough  of  Manhattan;  and 
hereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
tor  lack  of  prosecution. 
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388-43-S 

APPLICANT— Michael  Glick,  for  Eleanor  B.  Davies, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

PREMISES  AFFECTED — 4215  Third  avenue  and  517 
East  Tremont  avenue,  northwest  corner  (2nd  and 
3rd  floors);  (Block  3043,  Lot  77),  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (388-43-S) 

Whereas,  Michael  Glick,  for  Eleanor  B.  Davies,  owner, 
filed  on  August  4,  1943,  an  application  from  a  decision  of  the 
borough  superintendent,  affecting  premises  4215  Third  ave¬ 
nue  and  517  East  Tremont  avenue,  northwest  corner  (2nd 
and  3rd  floors)  ;  (Block  3043,  Lot  77),  Borough  of  The 
Bronx;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  m 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


397-43-S 

APPLICANT— Gussack  Machined  Products  Co.,  lessee,  for 
Silvino  Giannasco,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  a  deci¬ 
sion  of  the  borough  superintendent. 

J 'REMISES  AFFECTED— 10-20  to  10-28  45th  road,  south 
side,  125  ft.  east  of  Vernon  boulevard  and  10-15 
to  10-27  46th  avenue  (2nd  and  3rd  floors)  ;  (Block 
49,  Lots  6  and  10),  Long  Island  City,  Borough  of 
,  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  ® 

THE  RESOLUTION  (397-43-S) 

Whereas,  Gussack  Machined  Products  Co.,  lessee,  for 
Silvino  Giannasco,  owner,  filed  on  August  11,  1943,  an 
application  from  a  decision  of  the  borough  superintendent, 
affecting  premises  10-20  to  10-28  45th  road,  south  side,  12 5 
ft.  east  of  Vernon  boulevard  and  10-15  to  10-27  46th  avenue 
(2nd  and  3rd  floors);  (Block  49,  Lots  6  and  10),  Long 
Island  City,  Borough  of  Queens;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


452-43-A 

APPLICANT— Emil  Koeppel  for  Helen  Hertz,  owner. 

SUBJECT— Appeal  from  decision  of  borough  superinten¬ 
dent.  . 

PREMISES  AFFECTED— 257  Corbin  place,  east  side, 
455  ft.  south  of  Oriental  boulevard  (Block  7516,. 
Lot  205),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  of  pros¬ 
ecution. 


THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . 


N  egative : 


4 

0 


THE  RESOLUTION  (452-43-A) 

Whereas,  Emil  Koeppel  for  Helen  Hertz,  owner,  filed 
on  September  21,  1943,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  257  Corbin  place, 
east  side,  455  ft.  south  of  Oriental  boulevard  (Block  7516, 
Lot  205).  Borough  of  Brooklyn;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so.  _  . 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


479-43-S 

APPLICANT— Henry  Safer,  for  Jacob  Safer,  owner 
(Brass  Foundry  Corporation,  lessee). 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 334-336  Flushing  avenue,  south 
side,  50  ft.  east  of  Classon  avenue  (Block  1881, 
Lot  31),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative:  .  0 

THE  RESOLUTION  (479-43-S) 

Whereas,  Henry  Safer,  for  Jacob  Safer,  owner  (Brass 
Foundry  Corporation,  lessee),  filed  on  October  8,  1943,  an 
application  from  an  order  of  the  fire  commissioner,  affecting 
premises  334-336  Flushing  avenue,  south  side,  50  ft.  east  of 
Classon  avenue  (Block  1881,  Lot  31),  Borough  of  Brook¬ 
lyn;  and  _ 

Whereas,  the  applicant  failed  to  complete  the  papers  m 
this  case,  although  duly  notified  to  do  so.  .  , 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


577-43-A 

APPLICANT— Louis  K.  Adler,  for  Louis  K.  Adler  and 
Louis  Goldstein,  owners. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 412  Broadway,  east  side,  60.9 
ft.  south  of  Canal  street  (Block  196,  Lot  7),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative:  .  ^ 

THE  RESOLUTION  (577-43-A) 

Whereas,  Louis  K.  Adler,  for  Louis  K.  Adler  and  Louis 
Goldstein,  owners,  filed  on  November  30,  1943,  an  appeal 
from  an  order  and  a  decision  of  the  fire  commissioner  af¬ 
fecting  premises  412  Broadway,  east  side,  60.9  ft.  south  o. 
Canal  street  (Block  196,  Lot  7),  Borough  of  Manhattan, 
and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so.  .  , 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 
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608-43-A 

APPLICANT — James  Lowy,  lessee,  for  Jewelry  Center, 
Inc.,  owner. 

SUBJEC1  Aj)peal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECT  ED — 36-42  West  47th  street,  south 
side,  389.4  ft.  east  of  6th  avenue  (15th  floor); 
(Block  1262,  Lot  56),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (608-43-A) 

Whereas,  James  Lowy,  lessee,  for  Jewelry  Center,  Inc., 
owner,  filed  on  December  14,  1943,  an  appeal  from  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  36-42 
West  47th  street,  south  side,  389.4  ft.  east  of  6th  avenue 
(15th  floor);  (Block  1262,  Lot  56),  Borough  of  Manhat¬ 
tan  ;  and 

•  Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  herebv  is  dismissed 
for  lack  of  prosecution. 


613-43-A 

APPLICANT — Edwin  H.  Thatcher,  for  Mount  Gray 
Realty  Corporation,  owner  (Embassy  Office  Fur¬ 
niture  Co.,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 62  Pearl  street,  south  side.  74 
ft.  3$4  in.  west  of  Coenties  Slip  (Block  7,  Lot  39), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  :  . ' .  0 

THE  RESOLUTION  (613-43-A) 

Whereas,  Edwin  H.  Thatcher,  for  Mount  Gray  Realty 
Corporation,  owner  (Embassy  Office  Furniture  Co.^  lessee), 
filed  on  December  T6,  1943,  an  appeal  from  an  order  and 
a  decision  of  the  fire  commissioner,  affecting  premises  62 
Pearl  street,  south  side,  74  ft.  3-K  in.  west  of  Coenties  Slip 
ii°ck  ‘7’  Eot  ^9),  ^orouRfi  of  Manhattan;  and 
Whereas,  the  applicant  has  notified  this  Board  that  the 
tenant  has  had  notice  to  vacate  and  if  he  does  not  do  so, 
the  attorney  for  the  owner  will  take  dispossess  proceedings. 
Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


THE  RESOLUTION  (30-44-A) 

\\  hereas,  Madeline  Cirincion,  owner,  filed  on  January 
11,  1944,  an  appeal  from  an  order  and  a  decision  of  the 
borough  superintendent,  affecting  premises  45-19  Kissena 
boulevard,  east  side,  150.03  ft.  south  of  Franconia  avenue 
(Block  5200,  Lot  59),  Flushing,  Borough  of  Queens;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


57-44-A 

LICAN  1  Plastics  Moulding  Corp.,  lessee,  for  Splen¬ 
did  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 3835  9th  avenue,  east  side, 
from  West  205th  to  West  206th  streets  (Block 
2186,  Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  q 

THE  RESOLUTION  (57-44-A) 

Whereas,  Plastics  Moulding  Corp.,  lessee,  for  Splendid 
Realty  Corp.,  owner,  filed  on  January  22,  1944,  an  appeal 
from  a  decision  of  the  fire  commissioner,  affecting  premises 
3835  9th  avenue,  east  side,  from  West  205th  to  West  206th 
strJ^ts  (Block  2186,  Lot  1),  Borough  of  Manhattan;  and 
Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


30-44-A 

APPLICAN  I — Madeline  Cirincion,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

.PREMISES  AFFECTED — 45-19  Kissena  boulevard,  east 
,  side.  150.03  ft.  south  of  Franconia  avenue  (Block 
5200,  Lot  59),  Flushing,  Borough  of  Queens 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


80-44-A 

APPLICANT — Arnold  W.  Lederer,  for  Anna  Biondo, 
owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

1  REMISES  AFFECTED — 1840  West  11th  street,  west 
side,  303  ft.  south  of  Highlawn  avenue  (Block 
6669,  Lot  23),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative :  .  q 

THE  RESOLUTION  (80-44-A) 

Whereas,  Arnold  W.  Lederer,  for  Anna  Biondo, 
owner,  filed  on  February  1,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  1840  West 
/i!!1  ®^reeb  west  side,  303  ft.  south  of  Highlawn  avenue 
(Block  6669,  Lot  23),  Borough  of  Brooklyn;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


92-44-A 

APPLICANT — American  Reedcraft  Corporation,  owner. 
Gy5JECT—APPeal  ^rom  an  order  of  fire  commissioner. 
PREMISES  AFFECTED — 83  Beekman  street,  south  side, 
85  ft.  west  of  Cliff  street  (Block  94,  Lot  28),  Bor¬ 
ough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  of 

prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (92-44-A) 

Whereas,  the  American  Reedcraft  Corporation,  owner, 
filed  on  February  9,  1944,  an  appeal  from  an  order  of  the 
fire  commissioner,  affecting  premises  83  Beekman  street, 
south  side,  85  ft.  west  of  Cliff  street  (Block  94,  Lot  28), 
Borough  of  Manhattan ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do.  so.  . 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


94-44-A 

APPLICANT— 198  Broadway  Corporation,  owner. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 198  Broadway,  east  side,  111  ft. 
south  of  Fulton  street  (Block  79,  Lot  18),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (94-44-A) 

Whereas,  the  198  Broadway  Corporation,  owner,  filed  on 
February  9,  1944,  an  appeal  from  an  order  and  a  decision  of 
the  fire  commissioner,  affecting  premises  198  Broadway,  east 
side,  111  ft.  south  of  Fulton  street  (Block  79,  Lot  18),  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so.  _  . 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


98-44-A 

APPLICANT — Josephine  Montalbano,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 165-08  Plum  street,  south  side, 
41.15  ft.  east  of  Orange  street  (Block  4301,  Lot 
46)  ;  Springfield,  Borough  of  Queens  (Under  sec¬ 
tion  35,  General  City  Law  re  bed  of  mapped  street 
(167th  street)  and  section  36,  building  not  located 
on  mapped  street). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (98-44-A) 

Whereas,  Josephine  Montalbano,  owner,  filed  on  Feb¬ 
ruary  10,  1944,  an  appeal  from  a  decision  of  the  borough 

superintendent,  affecting  premises  165-08  Plum  street,  south 


side,  41.15  ft.  east  of  Orange  street  (Block  4301,  Lot  46), 
Springfield,  Borough  of  Queens;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly'  notified  to  do.  so.  _ 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


105-44-A 

APPLICANT— William  Shary,  for  Namor  Realty  Corpora¬ 
tion,  owner  (A.  Fleisig  Sons,  lessees). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 57-59  East  11th  street,  north 
side,  196  ft.  east  of  University  place  (Block  563, 
Lot  46),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 

THE  RESOLUTION  (105-44-A) 

Whereas,  William  Shary,  for  Namor  Realty  Corpora¬ 
tion,  owner,  (A.  Fleisig  Sons,  lessees),  filed  on  February  14, 
1944,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  57-59  East  11th  street,  north 
side,  196  ft.  east  of  University  place  (Block  563,  Lot  46), 
Borough  of  Manhattan ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


109-44-A 

APPLICANT — Capitol  Engraving  Co.,  Inc.,  lessee,  for  Al¬ 
lied  Operators,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 304-320  East  45th  street,  south 
side,  100  ft.  east  of  2nd  avenue  (12th  floor); 
(Block  1337,  Lot  40),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  None.  • 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION  (109-44-A) 

Whereas,  the  Capitol  Engraving  Co.,  Inc.,  lessee,  for 
Allied  Operators,  Inc.,  owner,  filed  on  February  15,  1944,  an 
appeal  from  an  order  and  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  304-320  East  45th  street,  south 
side,  100  ft.  east  of  2nd  avenue  (12th  floor)  ;  (Block  133/, 
Lot  40),  Borough  of  Manhattan;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


(Remaining  minutes  of  the  regular  meeting  of  July  2 a, 
1944,  wiH  be  printed  in  the  Bulletin  of  August  8,  1944.) 
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RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  AND  DRYING 
OF  PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  FLAMMABLE 
SURFACE  COATINGS  AND  STORAGE  OF  SUCH  MATERIALS 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  TUNE  10  1932 
AND  REVISED  JULY  16,  1937,  EFFECTIVE  AUGUST  16  1937  AND 
AMENDED  JULY  25,  1944,  EFFECTIVE  AUGUST  21,  1944. 


(353-30-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  New  York,  to  effectuate  the 
provisions  of  C19-84.0,  C19-85.0  and  C19-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  spray,  dip  or 
immerse  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
Where  the  quantity  of  spraying,  dipping  or  im¬ 
mersing  materials  used  in  a  day  does  not  exceed 
two  quarts,  except  for  spraying  as  performed 
under  Rule  5.13,  and  the  total  amount  erf  material 
stored  does  not  exceed  twenty  gallons,  these  rules 
shall  not  apply. 

L2  APPLICAl  IONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  mate¬ 
rials  shall  be  made  to  the  Fire  Commissioner  on 
forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray,  dip¬ 
ping,  immersing,  storage  or  mixing  room  is  to  be 
installed,  an  application  shall  be  filed  with  and  ap¬ 
proved  by  the  Borough  Superintendent  before  a 
permit  is  issued  by  the  Fire  Commissioner. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix- 

,  tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  class  A  or  B  multiple 
dwelling  or  a  dwelling  for  one  or  two- 
families,  except  where  a  location  is  provided 
which  is  separated  by  fireproof  construction 
from  the  residential  occupancy  and  ventilated 
as  provided  in  Rule  3. 

1.3.2  Which  is  occupied  as  a  place  of  public  assem¬ 
bly  except  trade  schools  where  the  buildings 
are  of  Class  I  or  Class  II  construction  and 
spraying,  dipping  and  immersing  are  demon¬ 
strated  for  instruction  purposes  only. 

1.3.3  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.4  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems  and 
the  boiler  is  located  outside  the  space  where 
spraying,  dipping  or  immersing  is  carried  on. 

Rule  2.  Definitions. 

2.1  The  tenn  “SPRAY  or  SPRAYING  SPACE,’’ 
“DIPPING  SPACE  or  IMMERSING  SPACE’’ 
when  used  in  these  rules  shall  mean  that  portion  of 
the  premises  used  for  the  actual  work  of  spraying, 


dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room. 

2.2  The  term  CABINET  BOOTH’’  when  used  in 
these  rules  shall  mean  a  compartment  with  a  back, 
top  and  two  sides  of  incombustible  materials  over 
a  substantial  metal  frame  and  equipped  with  air 
exhaust  facilities,  located  within  a  room  or  any 
portion  of  any  premises  where  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2-3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  encl  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  apy 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fullv  enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or  thing 
is  sprayed  by  any  flammable  paints,  varnishes,  lac¬ 
quers  or  any  other  flammable  substances,  mixtures 
or  compounds  commonly  used  for  painting,  var¬ 
nishing,  staining  or  similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or 
thing  is  dipped,  or  immersed  in  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
assemblies. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
used  for  the  storage  and  mixing  of  any  inflam¬ 
mable  paints,  varnishes,  lacquers  or  any  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses. 

2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in- 
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dividual  to  supervise  and  to  process  spraying, 
dipping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  C19-14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 
to  store  and  use  materials  covered  by  Sections 
C19-12.0  and  C19-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  For  requirements  of  ventilation  of  stor¬ 
age  rooms  see  Rule  4.4.1. 

3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the 
capacity  of  the  fan  or  fans  and  in  such  a  manner 
as  to  avoid  short-circuiting  the  path  of  air  in  the 
working  zone  of  such  spaces.  Exhaust  fans  shall 
be  kept  running  constantly  while  spraying,  mixing 
or  dipping.  Exhaust  fan  control  shall  b£  inter¬ 
connected  with  spray  gun  so  as  to  operate  simul¬ 
taneously.  Exhaust  fans  shall,  in  addition,  be 
arranged  to  operate  independently '  of  .  spray  gun. 
Ventilation  Equipment  shall  be  kept  in  operation 
for  a  sufficient  length  of  time  thereafter  to  exhaust 
all  vapors,  fumes  or  residues  of  spraying  materials 
from  the  spray  booth,  dip  space  or  drying  room. 
Air  admitted  to  the  spraying,  dipping,  immersing, 
drying  spaces  or  storage  rooms  shall  be  fresh  air 
taken  from  the  outside  of  the  building. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths, 

Spray  Rooms,  Dip  and  Immersing 
Rooms,  Drying  Equipment  and 
Material  Storage  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  administra¬ 
tive  official  having  jurisdiction.  Ventilation  and 

lighting  for  spray  booths,  spray  rooms,  dipping 
rooms,  drying  rooms  and  storage  rooms  shall  com¬ 
ply  with  the  requirements  of  these  rules. 

4.1.1  Spray,  dip  and  immersing  rooms  shall  he 
enclosed  on  all  sides  with  partitions  con¬ 
structed  of  incombustible  materials  with 
floors  in  such  rooms  of  concrete.  Where 
such  rooms  are  located  over  wooden  floors, 
such  wooden  floors  shall  be  surfaced  with  1" 
of  grout  adequately  reinforced  or  a  mixture 
of  Portland  cement,  asphalt  and  sand  simi¬ 
larly  reinforced.  Ceilings  over  such  rooms 
shall  be  protected  by  54"  unsanded  gypsum 
plaster  or  %"  of  cement  or  sanded  gypsum 
plaster  on  approved  3.0  lb.  metal  lath  or 
other  equivalent  fire-resisting  ceiling  protec¬ 
tion.  Ventilation,  lighting  and  heating  for 
these  rooms  shall  comply  with  the  require¬ 
ments  of  these  rules.  Where  additional  fire¬ 
fighting  equipment  is  necessary,  such  equip¬ 
ment  shall  be  furnished  in  accordance  with 
the  direction  of  the  Fire  Commissioner. 
Floor  drains  leading  to  the  house  drainage 
system  or  the  public  sewer,  shall  not  be  per¬ 
mitted.  All  dip  tanks  shall  be  provided  with 
hinged  metal  covers  held  open  by  a  fusible 
link,  such  covers  to  be  equipped  with  an 


opening  to  permit  automatic  flooding  of  the 
tank  with  fire  extinguishing  media  of  a  type 
and  so  located  as  the  Fire  Commissioner 
shall  direct. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (J4>  of  an  inch  thick, 
not  exceeding  seven  hundred  and  twenty 
(720)  square  inches  in  area  and  not  more 
than  forty-eight  (48")  inches  in  any  linear 
dimension  may  be  used  in  the  sides  of  a 
spray  booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  open¬ 
ing  protective  assemblies.  Windows  opening 
on  a  street  may  be  used  to  provide  ventila¬ 
tion  but  no  window  on  a  lot  line  or  less 
than  20  ft.  from  any  opening  in  a  wall  of 
an  adjacent  building  shall  be  permitted  ex¬ 
cept  when  the  subject  room  is  moye  than  20 
ft.,  in  the  horizontal  plane,  above  an  ad¬ 
joining  building. 

4.1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  at  least  three 
(3)  feet  of  clear  working  space  shall  always 
be  maintained  for  each  operator  spraying, 
dipping  or  immersing  the  material  being 
processed. 

4.2  STORAGE  ROOMS. 

4.2.1  Storage  rooms  shall  be  constructed  of  fire¬ 
proof  or  fire  resisting  material  and  shall 
have  a  window  opening  to  the  outer  air  but 
such  window  shall  not  be  on  a  lot  line, 
enclosed  court,  nor  opposite  within  twenty 
feet  of  windows  of  adjacent  buildings  nor 
part  of  the  same  premises,  such  window  open¬ 
ings  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvers  or  ventilated  by 
metal  duct  or  fan  at  least  8  inches  in  diam¬ 
eter.  The  floors  of  all  storage  rooms  shall 
be  of  incombustible  non-ferrous  materials. 
The  sill  of  the  door  shall  be  at  least  6 
inches  above  the  finished  floor.  All  doors  to 
be  tin-clad,  approved,  fireproof  and  self¬ 
closing. 

The  lighting  equipment  shall  comply  with 
rule  4.5.2. 2  and  shall  have  an  electric  switch 
located  outside  the  room.  Immediately  adja¬ 
cent  to  such  room  shall  be  provided  such 
portable  fire  extinguishing  equipment  for  use 
within  the  storage  room  as  the  fire  commis¬ 
sioner  shall  direct: 

4.3  DRYING  EQUIPMENT. 

4.3.1  Gas  Fired  Drying  Ovens.  Gas  fired  drying 
ovens  shall  be  of  a  type  as  approved  by  the 
Board.  Such  ovens  shall  be  constructed  of 
metal  and  incombustible  materials  so  designed 
as  to  preclude  the  direct  application  of  flame 
to  the  material  in  process.  The  exhausts  from 
both  the  heating  compartment  and  the  drying 
compartment  shall  be  individually  equipped 
with  adequate  fans  and  exhaust  piping  con¬ 
nected  directly  to  the  outer  air.  The  controls 
for  the  fans  shall  be  so  interlocked  with  the 
gas  supply  line  that  when  the  gas  is  flowing 
the  fans  are  in  operation.  An  extra  switch 
shall  be  provided  to  permit  the  operation  of 
the  fans  when  the  gas  supply  is  off.  Each 
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oven  shall  be  equipped  with  approved  gas 
burning  equipment  with  electrical  controls  so 
arranged  as  to  shut  off  the  gas  valve  when 
ignition  fails  or  the  "as  supply  pressure  drops 
to  2  inches  of  water. 

The  use  of  a  continuous  gas  pilot  light  is 
prohibited  unless  an  automatic  gas  shut  off 
valve  is  provided,  which  will  shut  the  gas  off 
at  the  pilot  light  when  the  flame  is  extin¬ 
guished  or  the  supply  of  gas  cut  off.  Elec¬ 
trical  pilot  ignition  shall  be  of  the  continuous 
type,.  or  equal  in  performance,  designed  for 
use  in  high  temperatures,  with  controls  so 
interlocked  as  to  shut  off  the  gas  supply  when 
current  is  interrupted.  An  auxiliary  manu¬ 
ally  operated  gas  shut  off  valve  shall  be 
located  not  nearer  than  25  feet  from  the 
oven  so  as  to  control  the  gas  supply  in  the 
event  of  an  emergency.  Such  ovens  shall  be 
adequately  insulated  on  all  sides,  including 
the  base,  which  shall  have  the  equivalent  of  a 
double  thickness  of  such  insulation,  unless 
the  floor  is  protected  by  a  3  in.  mat  of  rein¬ 
forced  concrete  placed  over  and  bonded  into 
the  existing  concrete  floor  and  projecting  not 
less  than  6  inches  outside  the  projected  area 
of  the  equipment,  or  unless  an  unenclosed 
clear  air  space  not  less  than  4  inches  above 
the  floor  is  maintained  between  the  floor  and 
the  underside  of  the  oven. 

4. 3. 1.1  Gas  fired  drying  ovens  shall  not  be 
located  nearer  than  25  feet  from 
spraying  or  dipping  spaces  unless 
such  oven  is  approved  for  use  in 
explosive  atmospheres. 

4.3.2  Electric  Infra  Red  Ray  Drying  Ovens. 

4.3.2. 1  Electric  Infra  Red  Ray  Drying 
Ovens  shall  be  of  a  type  as  approved 
by  the  Board.  Such  ovens  shall  be 
constructed  of  electric  equipment 
installed  in  accordance  with  the  Na¬ 
tional  Electric  Code  and  the  require¬ 
ments  of  the  Department  of  Water 
Supply,  Gas  and  Electricity.  Ovens 
when  erected  shall  be  placed  on  con¬ 
crete  floors  without  any  additional 
protection,  provided  that  at  least  12 
inches  of  clear  space  above  the  floor 
is  provided  to  permit  adequate  ven¬ 
tilation. 

4. 3. 2. 1.1  In  drying  processed  ma¬ 
terial,  involving  the  evap¬ 
oration  of  considerable 
amounts  of  flammable  sol¬ 
vents  by  infra-red  lamps, 
such  installations  shall  not 
be  confined  in  small  rooms 
unless  such  rooms  are 
thoroughly  ventilated  by  a 
power  driven  ventilation 
system  of  sufficient  capac¬ 
ity  to  provide  100  linear 
feet  of  air  per  minute; 
the  controls  of  the  ven¬ 
tilation  system  to  be  so 
interlocked  with  the  In¬ 
fra-Red  Ray  System  that 
the  latter  cannot  function 
unless  the  ventilating  sys¬ 
tem  is  in  operation.  When 
equipped  with  duct  ven¬ 
tilating  system,  the  Infra- 
Red  Ray  Oven  shall  be 
adequately  secured  so  as 
to  prevent  moving. 


4. 3. 2. 1.2  Where  the  evaporation  of 
a  considerable  amount  of 
flammable  vapors  are  in¬ 
volved,  ventilated  hoods 
located  as  near  to  the 
floor  as  practicable  or 
enclosures  shall  be  pro¬ 
vided  at  the  initial  stage 
of  the  process  with  ade¬ 
quate  exhaust  system  to 
discharge  the  primary 
evaporation  from  the  sol¬ 
vents  to  the  outer  air,  so 
that  when  the  processed 
material  progresses 
through  the  lamp  drying 
tunnels  only  a  compara¬ 
tively  small  amount  of  sol¬ 
vent  is  left  for  evaporation. 
A  space  between  such  ven¬ 
tilating  section  and  the 
drying  section  shall  be 
maintained. 

4. 3. 2. 1.3  Lamps  and  other  electrical 
equipment  shall  be  kept 
free  from  flammable  de¬ 
posits  and  adequate  clean¬ 
ing  shall  be  maintained. 

4.3.2. 1 .4  Lamp  drying  units  shall 
be  separated  from  spraying 
and  dipping  processes  com¬ 
plying  with  these  rules,  by 
a  distance  of  at  least  15 
feet  or  shall  be  installed  in 
a  separate  fireproof  room. 

4. 3. 2. 1.5  Controls  shall  be  arranged 
so  that  the  lamps  in  the 
tunnels  will  be  shut  o-ff 
automatically  if  and  when 
the  conveyor  stops. 

4. 3. 2. 1.6  Where  there  are  no  con¬ 
veyors  and  the  material 
being  processed  is  left  sta¬ 
tionary  in  the  dryer,  there 
shall  be  an  excessive  tem¬ 
perature  switch  to  shut  off 
the  lamps  to  avoid  over¬ 
heating  the  material  being 
processed  if  it  is  not  re¬ 
moved  from  the  dryer  in 
time. 

4. 3. 2. 1.7  Material  to  be  processed 
on  the  conveyors  shall  be 
rigidly  supported  so  as  not 
to  be  liable  to  displacement 
and  cause  lamp  breakage 
and  short  circuits.  Where 
there  are  no  conveyors, 
materials  should  be  fixed 
on  dollies  running  on 
tracks  or  other  equivalent 
method  to  accomplish  the 
same  result. 

4.3.3  The  use  of  these  processes  shall  be  lim¬ 
ited  to  metal  or  other  incombustible  mate¬ 
rial  requiring  paint  processing. 

4.3.4  Such  fire  fighting  equipment  suitable  for 
electrical  and  solvent  vapor  fires  shall  be 
provided  as  the  fire  commissioner  may  direct. 

4  4  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 

FANS. 

4.4.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
approved  incombustible  materials  or  metal 
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of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36")  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.4.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.4.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  pro¬ 
tected  with  a  screen  of  copper  or  bronze  with 
a  mesh  not  larger  than  one-quarter  ($4") 
inch. 

4.4.4  Where  a  duct  passes  through  a  non-fireproof 
floor  or  roof,  the  duct  shall  be  protected  at 
such  point  by  an  outer  pipe  or  sleeve  with  an 
air  space  of  at  least  one  (1")  inch  between 
the  sleeve  and  pipe  protected  from  the  wood¬ 
work  by  at  least  a  1"  blanket  of  asbestos, 
compressed  rockwool  or  glasswool,  or  equiv¬ 
alent  fire-resistive  material  extending  through 
the  entire  depth  of  the  ceiling  construction 
and  adequately  secured  to  the  outer  pipe. 

The  outer  pipe  shall  be  not  less  than  two 
(2")  inches  from  any  woodwork  and  such 
woodwork  shall  be  covered  with  at  least  26 
gauge  metal  or  other  incombustible  material. 

4.4.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or 
within  twenty  (20)  feet  of  any  exit  or  any 
opening  in  an  adjoining  building. 

4.4.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray,  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans  which,  however,  are  not  to  be  located 
where  residues  of  spraying  material  may  col¬ 
lect  on  such  equipment. 

4.4.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to 
any  other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.4.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.4.9  Adequate  access  doors  or  panels  made  tight 
fitting  by  means  of  screw  bolts,  clamps  or 
springs  shall  be  provided,  to  permit  inspection 
and  cleaning. 

4.5  ELECTRICAL  EQUIPMENT  AND  LIGHTING 
FIXTURES. 

4.5.1  No  motors,  switches,  rheostats,  lamps,  floures- 
cent  light  or  other  electrical  equipment  shall 
be  located  in  spray,  dipping  or  immersing 
rooms  or  within  ten  (10')  feet  of  the  open 
end  of  any  spray  compartment,  spray  booth, 
immersing  or  dipping  space  unless  such  elec¬ 
trical  equipment  be  of  a  type  approved  for  use 
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in  explosive  atmospheres  and  where  a  conduit 
leads  from  a  hazardous  location  to  a  non- 
hazardous  location,  the  conduit  shall  be  sealed 
off  by  an  approved  sealing  compound.  Except 
that  alternating  current  induction  motors  of 
the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other 
arcing  or  sparking  parts  may  be  located 
within  ten  (10')  feet  of  a  spray  booth,  spray 
compartment  or  dipping  space  when  approved 
by  the  administrative  official  having  jurisdic¬ 
tion.  No  open  flame  shall  be  used  within 
25  ft.  of  spray,  dip  or  coating  space  or  paint 
storage  room  or  cabinet  except  when  sepa¬ 
rated  by  fireproof  construction,  except  as 
provided  in  Rule  4.3.1.  Gas  Fired  Drying 
Ovens  and  4. 3. 2. 1.4  Electric  Infra  Red  Dry 
Ovens. 

4.5.2  Lighting  Fixtures. 

4. 5. 2.1  Artificial  lighting  shall  be  only  by 
means  of  electricity. 

4. 5.2.2  When  lighting  fixtures  are  located 
within  10  feet  of  a  spray  booth, 
spraying  space,  dipping  space  or 
within  a  storage  room  they  shall 
be  of  the  rigid  stem  type,  enclos¬ 
ing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vapor 
proof  globes.  Where  exposed  to 
breakage,  globes  shall  be  adequately 
protected  by  substantial  metal 
guards  or  equivalent  means.  Flu¬ 
orescent  tube  type  lighting  fix¬ 
tures  when  used  in  spray  booths  or 
in  spray  and  dip  spaces  or.  in  stor¬ 
age  rooms  or  rooms  containing  in¬ 
flammable  vapors,  shall  be  of  .  a 
type  approved  for  use  in  explosive 
atmospheres.  The  auxiliaries  of 
mercury  vapor  lamps  shall  be  offset 
at  least  ten  (10)  feet  from  spray 
booth,  spray  or  dip  spaces  unless  en¬ 
closed  in  explosion-proof  protection. 

4. 5. 2. 3  All  electrical  equipment  shall  be  in¬ 
stalled  and  grounded  as  provided  by 
the  Administrative  Code  covering 
electrical  equipment  and  permanently 
connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4. 5. 2. 4  No  pin  plug  receptacles  shall  be  used 
except  when  the  use  of  receptacles 
and  attachment  plugs  become  neces¬ 
sary  they  shall  be  so  connected  to 
form  a  part  of  a  unit  device  with  ex¬ 
plosion-proof  interlocking  switch  pre¬ 
cluding  the  removal  of  the,  plug 
where  the  switch  is  in  the  “on”  posi¬ 
tion  or  by  an  approved  explosion- 
proof  enclosure  which  can  seal  the 
arc  when  the  current  is  interrupted. 
Such  receptacles  and  plugs  shall  be 
of  the  polarized  type  providing  a  con¬ 
nection  for  the  grounding  wire  of  the 
portable  cords. 

4. 5. 2. 5  All  electric  wiring  shall  be  enclosed 
in  rigid  standard  weight  metallic 
conduits  with  explosion  proof  joints 
and  fittings.  Joints  in  metallic  con¬ 
duit  having  threaded  couplings  shall 
not  have  less  than  five  (5)  fully  en¬ 
gaged  threads.  Where  flexible  con¬ 
nections  are  required  a  flexible  fitting 
approved  for  explosive  atmospheres 
shall  be  used. 
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4. 5. 2. 6  The  use  ,of  portable  cords  or  trailer 
lights  are  prohibited,  except  when 
flexible  cord  approved  for  hard  usage 
containing  one  (1)  extra  insulated 
conductor  properly  connected  to  form 
a  grounding  connection  for  metal 
lamp  guards,  motor  frames  and  all 
other  exposed  metal  portions  of  such 
portable  lamps  and  devices  may  be 
used.  When  portable  lamps  are  used 
they  shall  be  enclosed  in  a  manner 
approved  for  explosive  atmospheres 
and  with  substantial  guards  of  metal 
to  prevent  breakage.  Sockets  shall  be 
of  the  keyless  moulded  composition 
type  with  no  exposed  metal  parts. 
Rule  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  comply  with  the  rules  and  the 
terms  of  the  permit  are  not  violated.  No  other 
duties  shall  interfere  with  the  enforcement  of  these 
rules  while  the  work  is  in  process.  A  copy  of 
these  rules  shall  be  available  near  the  space  where 
these  rules  apply. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  ciga¬ 
rettes,  matches  or  pipes  in  spray,  dipping  or  im¬ 
mersing  space  is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  dip  or  immersing  spaces  and  its  surround¬ 
ings  shall  be  kept  clean  at  all  times  and  shall  be 
kept  clear  of  all  materials,  equipment  and  utensils 
not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  may  be  fastened  before 
any  operation  and  after  said  operation  all  waste 
material  shall  immediately  be  removed  from  the 
premises. 

5.5  Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained  in 
clean  and  efficient  working  condition ;  lacquer  spray¬ 
ing  booths  shall  be  wet  down  before  cleaning. 

5.7  Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or 
deposits  from  spray,  dip  or  immersing  space  is 
prohibited.  All  such  waste  shall  be  placed  in  ap¬ 
proved  waste  cans  and  be  removed  from  the  prem¬ 
ises  at  the  close  of  work  each  day. 

5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

5.12  When  a  motor  vehicle  is  taken  into  a  spray  space, 

t  the  batteries  shall  be  disconnected  before  the  proc¬ 

ess  of  spraying  is  begun. 


-  .13  Before  spraying  is  performed  on  elevator  cars  all 
electric  power  operating  all  elevators  enclosed  in 
a  common  shaft,  shall  be  turned  off.  While  such 
work  is  in  progress  portable  fire  extinguishers  shall 
be  provided  and  maintained  adjacent  to  the  work 
au  n  u  re  commissioner  shall  direct.  Such  shafts 
shall  be  well  ventilated  of  fumes  before  starting 
elevators. 

5.14  Inflammable  solvents  used  for  cleaning  equipment 
or  for  any  other  purpose  shall  not  be  discharged 
into  the  house  drain. 

Rule  6.  Material  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  and  dipping  mate¬ 
rials  and  thinners  shall  be  kept  in  an  outside  stor¬ 
age  building,  storage  rooms  or  in  vented  metal 
cabinets  in  accordance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  100  gal¬ 
lons  may  be  stored  in  single  walled  metal 
cabinet  ventilated  to  the  outer  air.  Such  cab¬ 
inet  to  be  metal  covered  on  all  sides,  includ¬ 
ing  the  door  and  arranged  for  ventilation  at 
top  and  bottom. 

6.1.2  Spraying  materials  not  in  excess  of  200  gal¬ 
lons  may  be  stored  in  double-walled  metal 
cabinets  ventilated  to  the  outer  air  or  wood 
cabinets  metal  covered  on  all  sides,  including 
the  door,  and  arranged  for  ventilation  at  top 
and  bottom,  to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  200  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  mate¬ 
rial  with  ventilated  plain  glass  skylight  or 
in  a  storage  room  constructed  fireproof  in  a 
fireproof  building  or  fire-resisting  in  a  non- 
fireproof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be 
determined  by  the  administrative  official  hav¬ 
ing  jurisdiction. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  stor¬ 
age  room,  except  that  containers  of  total 
capacity  not  exceeding  ten  gallons  may  be 
opened  and  their  contents  mixed  in  the  spray 
room  or  room  in  which  booths  are  located 
while  the  air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hun¬ 
dred  gallons,  may  be  kept  in  the  spray  room 
or  room  in  which  spray  booths  are  located; 
covers  of  containers  must  be  kept  thereon 
when  such  containers  are  not  actually  in  use. 
This  amount  is  in  addition  to  the  amount 
allowed  in  Rule  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons 
in  capacity  and  shall  be  supported  by  wire 
cables  or  metal  brackets  having  a  factor  of 
safety  of  four  when  filled  with  the  heaviest 
spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  capa¬ 
city,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand¬ 
ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity  feed 
containers  and  other  spraying  equipment  shall 
be  approved  as  above. 
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6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  othei  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 

6.2  Storage  of  Materials  where  nitro  cellulose  products 
are  manufactured. 

6.2.1  Storage  of  spraying,  dipping  and  immersing 
materials  shall  be  as  provided  in  Rule.  6.1.1 
through  Rule  6.1.3,  but  in  a  building  m 
which  nitro  cellulose  products  are  manufac¬ 
tured,  stored  or  kept  the  amount  shall  be  not 
over  twenty-five  (25)  gallons  as  per  Section 
C19-113.0,  subdivision  h  of  the  Administra¬ 
tive  Code. 


(c)  All  stocks  shall  be  arranged  so  as  not  to  mter- 
fere  with  the  operation  of  automatic  sprinkler 

liCcids 

(d)  Adequate  mechanical  or  natural  ventilation  shall 

be  provided.  . 

(e)  No  open  flames  or  devices  creating  open  flames 

or  arcs  shall  be  maintained  within  25  feet  of  the 
spray  or  dipping  process.  . 

(f)  The  premises  where  painting,  dipping  or  lm- 
mersing  is  performed  shall  be  kept  clear  of  empty 
paint  cans,  rubbish,  paint  accumulations  and  other 
combustible  material. 

Rule  8.  Existing  Spray  Booths  and  In¬ 
stallations. 

8.1  These  rules  shall  be  retroactive  in  the  following  respects: 

10/1  T-T  »-*  4- 1  rr  r\f  T?  AntD 


6.3  Sprinklers. 

6.3.1  Sprinkler  heads  shall  be  provided  in  all 
spray,  dip  or  immersing  spaces  and  storage 
rooms  and  shall  be  installed  in  accordance 
with  the  Sprinkler  Rules  of  the  Board  of 
Standards  and  Appeals,  except  in  non- 
sprinklered  buildings  where  sprinkler  con¬ 
nection  may  be  made  to  the  house  water 
supply,  provided  the  size  of  the  house  water 
supply’  line  is  adequate  for  the  number  of 
sprinkler  heads. 

6.4  Maintenance  of  Sprinkler  Heads. 

6.4.1  Sprinkler  heads  in  spraying,  dipping  and 
immersing  spaces  shall  be  cleaned  at  least 
once  a  week  under  the  supervision  of  the 
person  holding  the  certificate  of  .fitness  and 
a  coating  of  light  grease  or  vaseline  shall  be 
applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the 
sprinkler  useless  in  case  of  fire.  The  use  of 
paper  bags  or  other  materials  about  sprinkler 
heads  is  prohibited. 

Rule  7.  General  Requirements. 


Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.0  Specifications  for  Spray  Booths,  Spray  Rooms, 
Dip  and  Immersing  Rooms,  New  Drying 
Equipment,  and  Material  Storage  Rooms. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  metal  in  Booths. 

4.3.2  Maintenance  of  Ducts. 

4.4.6  Method  of  Induced  Draft. 

4.5.1  Electrical  Equipment. 

4.5.2  Electric  Lighting. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  materials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

5.13  Spraying  Elevator  Cabs. 

Rule  6.  Material,  Storage  and  Mixing. 


Notice— Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  folloivs: 

Section  09-152.0  of  the  Administrative  Code,  “Any  per¬ 
son  who  shall  willfully  violate  or  neglect  or  refuse  to .  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  law  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by 
both  such  fine  and  imprisonment.” 

NOTE ' The  principal  cause  of  fires  .  in  spray-booth  in¬ 
stallations  are:  broken  electric  lamps  and  other 
electrical  defects;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2 
inches  in  height,  shall  be  posted  at  entrances  to 
and  in  all  spray  rooms  and  paint  storage  rooms 
or  building. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 


Rule  7.  General  Requirements. 

Rule  8.1  Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved 
existing  automatic  sprinkler  system  where  the 
general  conditions  of  cleanliness  are  properh 
maintained  at  all  times. 

Rule  9.  Permits  and  Plans. 

Before  a  permit  is  issued  by  the  fire  commissioner,  plans 
shall  be  filed  with  the  borough  superintendent,  stating,  name, 
address,  floor  and  space  where  the  painting,  dipping  or 
spraying  processes  or  storage  room  are  to  be  mstalle  . 
Such  plan  shall  include  a  complete  layout  of  the  proposed 
installation  and  shall  clearly  indicate  the  location  of  all 
exterior  wall  openings,  in  premises  and  adjacent  buildings, 
exits,  chimneys,  vent  openings  and  proposed  processes 
Plans  shall  be  filed  with  the  borough  superintendent  tor 
storage  and  mixing  rooms.  Such  plans  shall  show  the  com¬ 
plete  floor  plan  of  the  proposed  equipment  and  the  location 
of  the  proposed,  equipment  with  respect  to  the  storage  ana 
mixing  rooms,  exterior  wall  openings,  in  Premises  and 
adjacent  buildings,  exits  and. all  chimneys  within  20  feet  ot 
storage  rooms  and  vent  openings. 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1944  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


iourts,  are  now  on  sale  at  the  office,  of  the  Supervisor  of 
he  City  Record,  Room  2213.  Municipal  Building.  Man- 
lattan,  New  York  7,  N.  Y.  Price  50  cents ;  by  mail,  five 
ents  per  copy  must  be  added  for  postage. 
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44-A,  445-44-A,  448-44-A,  455-44-A,  338-44-A,  401-43-A, 
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Plumbing  Rules  (Submerged  Inlets;  Protective  Methods 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  field  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  witli 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  August  1,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

456-44-A — H.B.B. — 7707  New  Utrecht  avenue,  east  side, 
66  ft.  m  in.  south  of  77th  street  (Block  6247,  Lot  68), 
Borough  of  Brooklyn,  Alt.  1975-44. 

457_44_A — H.B.M. — 153  West  49th  street,  north  side, 
145.10  ft.  east  of  7th  avenue  (Block  1002,  Lot  7),  Borough 
of  Manhattan,  Alt.  752-44. 

458-44-BZ— H.B.M. — 400-418  East  61st  street  and  1110- 
1112  1st  avenue,  southeast  corner  (Block  1455,  Lot  46), 
Borough  of  Manhattan,  Alt.  736-44. 

459.44.BZ— H.B.B.— 1749-1751  (1751-1753  displayed), 
Bath  avenue  and  169  Bay  17th  street,  northeast  corner 
(Block  6402,  Lot  9),  Borough  of  Brooklyn,  Alt.  1835-44. 


460- 44-A — H.B.B. — 1749-1751  (1751-1753  displayed),  Bath 
avenue  and  169  Bay  17th  street,  northeast  corner  (Block 
6402,  Lot  9),  Borough  of  Brooklyn,  Alt.  1835-44. 

461- 44-A — H.B.B. — 413-415  Bedford  avenue,  east  side, 
90  ft.  6  in.  south  of  South  8th  street  (Block  2138,  Lot  7), 
Borough  of  Brooklyn,  Sprinkler  Application  1528-44. 


462-44-BZ— Marine  and  Aviation — 3022  Emmons  avenue, 
south  side,  843.23  ft.  east  of  East  27th  street  (Block  7515, 
Lots  42  and  49),  Borough  of  Brooklyn,  Decision. 


Last 


Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . . Mar. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules . .....Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ....Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Aug. 

Oil  Burner  Rules . ....Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Aug. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Aug. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.  C.  .April 
Smoking  in  Factories,  Rules  for.... June 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting - June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 


Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


Publication  in  Bulletin 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943 — Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1944 — Vol.  29,  No.  11 
28,  1943 — Vol.  28,  No.  52A 

7,  1944 — Vol.  29,  No.  10 

15,  1944 — Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943 — Vol.  28,  No.  52A 

7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 

28,  1943— Vol.  28,  No.  52A 

8,  1944 — Vol.  29,  No.  32 
28,  1943— Vol.  28.  No.  52A 

11,  1944 — Vol.  29,  No.  15 

1  1944 — Vol.  29,  No.  31 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


8,  1944— Vol.  29,  No.  32 

7,  1937— Vol.  22,  No.  36 
25,  1944— Vol.  29,  No.  17 
20,  1944— Vol.  29,  No.  25 
29  1937 — Vol.  22,  No.  26 

8,  1937 — Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


463-44-A — F.D. — 62-88  (also  known  as  82-90),  Scott  ave¬ 
nue,  northeast  corner  of  Meserole  street  (Block  2972B,  Lot 
1),  72  (also  known  as  114-146),  Scott  avenue,  southeast 
corner  of  Meserole  street  (Block  2979,  Lot  1),  160  Scott 
avenue  and  598  Scholes  street,  southeast  corner  (Block 
2972,  Lots  1  and  25),  Borough  of  Brooklyn,  12844-LF  and 
Decision. 


464-44-A— H.B.M.— 223-227  West  66th  street,  north  side, 
350  ft.  west  of  Amsterdam  avenue  (2nd  floor)  ;  (Block 
1158,  Lots  18  and  16),  Borough  of  Manhattan,  Amendment 
to  Alt.  237-43. 


465-44-SR — Proposed  rules  governing  the  use  and  ap¬ 
plication  of  Exterior  Veneering  Material,  adoption  of. 


466-44-A— F.D. — 520-524  West  48th  street,  south  side, 
300  ft.  west  of  10th  avenue  (Block  1076,  Lot  45),  Borough 
of  Manhattan,  17915-LF  and  Decision. 


DESIGNATIONS!  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings.  Brooklyn:  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan:  H.B.Q,*  De- 
partment  of  Housing  and  Buildings,  Queens;  H.B.B.  Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
FM>. — Fire  Department. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules - Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


SEPTEMBER  12,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  12,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  ; 

Zoning  Applications 

810-42-BZ— Application  of  Abraham  Farber,  applicant, 

on  behalf  of  Monford  Realty  Corporation,  owner,  re¬ 
opened  June  13,  1944,  under  sections  7(c)  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
alteration  and  extension  of  an  existing  factory  by  the 
inclusion  of  a  covered  storage  and  loading  space.  (These 
premises  were  previously  acted  upon  by  the  Board)  ; 
premises  1-27  Montauk  avenue,  3144-3166  Atlantic  avenue, 
southeast  corner  and  2-40  Milford  street  (Block  3976,  Lots 
25-48),  Borough  of  Brooklyn. 

832-41-BZ— Application  of  Max  Horn,  applicant  on  behalf 

of  Jane  F.  M.  Welpley,  owner,  reopened  July  18,  1944, 
for  consideration  as  to  extension  of  permit — Application, 
previously  granted  on  condition,  under  section  7h  .of  the 
zoning  resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehicles  for 
a  term  of  two  years;  premises  111-20  Rockaway  Beach 
boulevard,  north  side,  981.96  ft.  east  of  Beach  116th  street 
(Block  598,  Lot  49),  Rockaway  Park,  Borough  of  Queens. 

1028-41-BZ — Application  of  Max  Horn,  applicant  on  be¬ 
half  of  Remuda  Realty  Corporation  and  Charles  Mc- 
Manamy,  owners  (Sophie  Ader,  lessee),  reopened  July  18, 
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1944,  for  consideration  as  to  extension  of  permit — Applica¬ 
tion,  previously  granted  on  condition,  under  section  7h  of 
tlie  zoning  resolution,  permitting  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
for  a  term  of  two  years;  premises  29-07  Seagirt  avenue, 
south  side,  60  ft.  west  of  Beach  29th  street  and  29-14  to 
30-02  Lewmay  road,  north  side,  60  ft.  west  of  Beach  29th 
street  (Block  300,  Lots  16  and  53),  Edgemere,  Borough  of 
Queens. 

621-24-BZ — Application  of  Howard  H.  Snyder,  applicant, 
on  behalf  of  Lansing  Financial  Corporation,  owner  (Acme- 
Ward  Storage  Warehouse,  Inc.,  lessee),  reopened  June  13, 
1944,  for  consideration  as  to  amendment  of  resolution — 
Application  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period,  the  conversion  of  occupancy  of  a  garage  for 
more  than  five  motor  vehicles  (previously  granted  by  the 
Board)  to  be  used  for  storage;  premises  234-240  East  54th 
street,  south  side,  100  ft.  west  of  2nd  avenue  (Block  1327, 
Lot  29),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 

419-44-A — 234-240  East  54th  street,  south  side,  100  ft. 

»west  of  2nd  avenue  (Block  1327,  Lot  29),  Borough  of 
Manhattan. 

247-44-A — 366-368  Butler  street,  south  side,  218  ft.  4  in. 
east  of  4th  avenue  (Block  943,  Lot  17),  Borough  of 
Brooklyn. 

S-44-A — 440  West  240th  street,  southeast  corner  of 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20), 
Borough  of  The  Bronx. 

403-44-A — 201-203  St.  Marks  avenue,  north  side,  125  ft. 
west  of  Vanderbilt  avenue  (Block  1144,  Lot  64),  Borough 

of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  19,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Zoning  Application. 

340-44-BZ—Application,  June  8,  1944,  under  section  7(c) 
of  the  zoning  resolution,  of  Henry  George  Greene,  appli¬ 
cant,  on  behalf  of  Durand  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  the  maintenance  of  part  of  an  existing  business  build¬ 
ing  (bakery)  which  is  located  (without  permit)  and  which 
projects  approximately  5  ft.  into  a  residence  use  district 
and,  also,  to  permit  the  erection  and  maintenance  of  a  struc¬ 
ture  (wall  and  shed — which  is  accessory  to  the  business 


(bakery)  use)  which  also  extends  less  than  5  ft.  into  a 
residence  use  district ;  premises  750-762  Allerton  avenue  and 
2556-2560  Holland  avenue,  southeast  corner  (Block  4435 
Lot  32),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  19,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

193-44-A — 999  Willoughby  avenue,  north  side,  275  ft. 

east  of  Evergreen  avenue  (rear  1st  floor)  ;  (Block  3184, 
Lot  56),  Borough  of  Brooklyn. 

451-44-A — 60  Woodbine  street,  east  side,  102  ft.  north  of 

Bushwick  avenue  (Block  3358,  Lot  13),  Borough  of 
Brooklyn. 

300-44-A — 564-574  Southern  boulevard,  south  side  267  44 
ft.  east  of  East  149th  street  (Block  2603,  Lot  11),  Borough 
of  The  Bronx. 

432-44-A— 1174-1184  Bedford  avenue,  northwest  corner 
of  Putnam  avenue  (mezzanine,  2nd  and  3rd  floors)  ;  (Block 
1990,  Lot  30),  Borough  of  Brooklyn. 

441-44-A — 551-555  Fulton  street,  north  side,  43  ft.  east  of 
Bond  street  and  6-10  DeKalb  avenue  (Block  2093,  Lots  32 
and  33),  Borough  of  Brooklyn. 

435- 44-A — 13-15  Sumpter  street,  north  side,  250  ft.  west 
of  Patchen  avenue  (1st  and  2nd  floors)  ;  (Block  1695,  Lots 
16,  17,  18,  20,  42  and  43),  Borough  of  Brooklyn. 

436- 44-A — 200  Fifth  avenue,  west  side  of  Fifth  avenue  and 
Broadway,  from  West  23rd  to  West  24th  streets,  21  West 
23rd  street  and  24  West  24th  street  (Block  825,  Lot  31), 
Borough  of  Manhattan. 

450-44-A — 50-56  West  59th  street,  south  side,  120  ft.  east 
of  6th  avenue  and  1430-1436  6th  avenue  (Block  1274,  Lot 
71),  Borough  of  Manhattan. 

23-44-A — 2060  Tillotson  avenue,  northeast  corner  of  Pal¬ 
mer  avenue  (Block  5228,  Lots  1  and  6),  Borough  of  The 
Bronx. 

405-44-A — 22-28  Henry  street  and  73-79  Middagh  street, 
northwest  corner  (Block  211,  part  of  Lot  22),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  regular  meeting  of 

July  25,  1944  at  2  P.  M.) 

251-44-A 

APPLICANT — Masin  and  Kriz,  lessees,  for  Lindy  Garage 
[  Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1115  Webster  avenue,  west 
side,  100  ft.  north  of  East  166th  street  (Block 
2426,  Lot  25),  Borough  of  The  Bronx. 

J  APPEARANCES— 

L  For  Applicant :  None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 


THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (251-44-A) 

Whereas,  Masin  and  Kriz,  lessees,  for  Lindy  Garage 
Corporation,  owner,  filed  on  April  25,  1944,  an  appeal  from 
an  order  and  a  decision  of  the  fire  commissioner,  affecting 
premises  1115  Webster  avenue,  west  side,  100  ft.  north  of 
East  166th  street  (Block  2426,  Lot  25),  Borough  of  The 
Bronx ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 
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Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


149-44-A 

APPLICANT— Bickford’s  Inc.,  lessee,  for  Bickford’s 
Realty,  Inc.,  owner. 

SUBJECT— Appeal  from  decisions  of  the  Board  of  Health. 
PREMISES  AFFECTED— 736  9th  avenue,  east  side,  44 
ft.  south  of  West  50th  street  (Block  1040,  Lot  63), 
Borough  of  Manhattan. 

APPEARANCES—  ,  ^  _  _  . 

For  Applicant:  Frank  Ellenbogen  and  b.  R.  btuck- 

ert. 

For  Administration:  James  J.  McKiernan,  Dept,  of 
Health  and  Fred  Dahlem,  Dept,  of  Housing 
and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  ® 


293-44-A 

APPLICANT — A.  Gordon  Lorimer,  Chief,  Dept,  of  Public 
Works,  City  of  New  York,  owner. 

SUBJECT— Appeal  from  a  decision  re  a  violation  of  the 
borough  superintendent. 

PREMISES  AFFECTED— Welfare  Island,  opposite  East 
54th  Street  (Welfare  Island  Hospital);  (Block 
1373,  Lot  10),  Borough  of  Manhattan. 
APPEARANCES— 


For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  withdrawn  on  written 
quest  of  applicant,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  . 


re- 


4 
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ZONING  CASES 

1236-27-BZ 

APPLICANT— Samuels  and  Samuels,  for  Dorothy  Reh- 
der,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application,  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion  for  a  temporary  period. 

PREMISES  AFFECTED— Southeast  corner  of  Wood- 
haven  boulevard  and  163rd  avenue  (Block  4046, 
Lot  63),  Aqueduct,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Archie  H.  Samuels. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar,  no  date  set. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


559-37-BZ 

APPLICANT — Samuels  and  Samuels,  for  Greenough- 
Goldberg  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 


PREMISES  AFFECTED— 3996  Tenth  avenue  and  501 
West  213th  street,  northwest  corner  (Block  2231, 
part  of  Lot  17),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  I.  Goldberg. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar,  no  date  set. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


422-39-BZ 

APPLICANT — Lama  and  Proskauer,  for  Bonded  Lien  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district, 
for  a  temporary  period  of  not  more  than  two  (2) 
years,  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 305-313  21st  street  and  697- 
705  Sixth  avenue,  northwest  corner  (Block  892, 
Lot  1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  set  for  hearing  (no  date  set). 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative  .  0 


804-41-BZ 

APPLICANT — Max  Horn,  for  Beach  71st  Street  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  Borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  transient  parking  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 149  Beach  71st  street,  west  side, 
437  ft.  north  of  Boardwalk  (Block  607,  Lot  83), 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar,  no  date  set. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative  .  0 


834-41-BZ 

APPLICANT— Max  Horn,  for  101  Beach  61st  street  Cor¬ 
poration,  owner. 

SUBTECT — Application  reopened  July  11,  1944,  for  con¬ 
sideration  as  to  extension  of  permit — Application 
(decision  of  the  acting  borough  superintendent) 
previously  granted  on  condition,  under  section  7h 
of  the  zoning  resolution  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor 
vehicles. 
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MINUTES 


PREMISES  AFFECTED — 101  Beach  61st  street,  west  side, 
566  ft.  south  of  Larkin  avenue  (Block  354,  Lot  75), 
Arverne,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (834-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  101  Beach  61st  street,  west 
side,  566  ft.  south  of  Larkin  avenue  (Block  354,  Lot  75), 
Arverne,  Borough  of  Queens,  was  granted  by  the  Board  on 
April  28,  1942,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
permit ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  July  11,  1944  and  set  for  hearing  on  July  25,  1944;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  July  25,  1944,  after  due  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  28,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  as 
amended  this  portion  of  the  resolution  shall  read : 

“ Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  *  *  *  (Misc.  7630-41).” 


144-19-BZ 

APPLICANT — Raymond  Irrera,  for  Guiseppi  Cilento, 
owner  (Deluxe  Venetian  Blind  Corporation,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (deci¬ 
sion  of  the  acting  borough  superintendent)  previ¬ 
ously  granted  on  condition,  under  section  7e  of  the 
zoning  resolution,  permitting  in  a  residence  use  and 
C  area  district  the  erection  of  an  extension  (into 
part  of  the  rear  yard  required  in  a  C  area  district) 
to  an  existing  building,  and  also  the  alteration  and 
conversion-  of  occupancy  for  a  term  of  2  years  of 
the  building  from  garage  for  more  than  5  motor 
vehicles  (previously  granted  by  the  Board)  to  the 
use  of  the  building  as  extended  as  a  factory  for 
the  manufacture  of  Venetian  blinds. 

PREMISES  AFFECTED— 23-69  to  23-71  38th  street 
(Ninth  avenue)  east  side,  162  ft.  north  of  Triboro 
Bridge  Plaza  (Astoria  boulevard,  north)  ;  (Block 
803,  Lot  13),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Raymond  J.  Irrera. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 

THE  RESOLUTION  (144-19-BZ) 

Whereas,  this  application,  permitting  in  a  residence  use 

district,  the  erection  and  maintenance  of  a  public  garage, 
-  affecting  premises  690-692  Ninth  avenue,  Astoria,  Borough 

of  Queens,  was  granted  by  the  Board  on  April  1,  1919;  and 
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Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  to  permit  under  section  7e  of  the  zoning  resolu¬ 
tion,  for  a  term  of  two  years,  the  conversion  of  occupancy 
from  a  garage  for  more  than  five  motor  vehicles,  to  a 
factory  for  the  manufacture  of  Venetian  blinds,  affecting 
premises  23-69  to  23-71  38th  street  (Ninth  avenue),  east 
side,  162  ft.  north  of  Triboro  Bridge  Plaza  (Astoria 
boulevard  north)  ;  (Block  803,  Lot  13),  Long  Island  City, 
Borough  of  Queens;  and 

W’hereas,  the  resolution  was  amended  on  May  9,  1944  and 
the  applicant  requested  an  extension  of  time  to  obtain 
permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  April  1,  1919,  as 
amended  by  resolution  adopted  by  the  Board  on  May  9, 
1944,  only  so  far  as  it  has  reference  to  obtaining  permits 
and  completion  of  the  work,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all  work- 
completed  within  two  (2)  months  from  the  date  of 
this  amended  resolution  (Alt.  168-44).” 


372-29-BZ 

APPLICANT — George  R.  Euell,  for  Dollar  Savings  Bank 
of  the  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  21  of  the  zoning 
resolution,  permitting  the  further  extension  into  a 
residence  use  district  of  a  business  building 
(stores)  previously  granted  by  the  Board. 
PREMISES  AFFECTED— 2330  Grand  concourse,  east 
side,  150  ft.  south  of  Field  place  and  2329  Ryer 
avenue  (Block  3159,  Lot  12),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  George  R.  Euell. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  o 

THE  RESOLUTION  (372-29-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  the  erection  and  maintenance  of  a 
business  building,  affecting  premises  2330  Grand  concourse, 
east  side,  U0  ft.  south  of  Field  place  and  2329  Ryer  avenue 
(Block  3159,  Lot  12),  Borough  of  The  Bronx,  was  granted 
by  the  Board  on  December  10,  1929,  on  certain  conditions; 
and 

Whereas,  on  November  6,  1940,  the  resolution  was 
amended  and  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  December  10,  1929,  as 
amended  through  November  6,  1940,  only  so  far  as  it  has 
reference  to  the  time  within  which  to  obtain  permits  and 
complete  the  work,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of  this 
amended  resolution.” 


150-41-BZ 

APPLICANT— Lama  and  Proskauer,  for  Isadore  Golub 
and  Morris  Leibson,  owners. 


MINUTES 


SUBJECT — Application  for  consideration — reopening  and 
extension  of  time — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  retail  use  district,  for  a  term  of  ten 
years,  the  erection  and  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED— 79-10  to  79-20.  Springfield 
boulevard,  northwest  corner  of  Union  turnpike 
(Block  7780,  part  of  Lot  1),  Queens  Village,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  and  time  extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Commissioners  Savage  and  Blum 


and  Deputy  Chief  Gunn .  3 

Negative:  Chairman  Murdock  .  1 


THE  RESOLUTION  (150-41-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  retail  use  district,  for  a  term  of 
ten  years,  the  erection  and  maintenance  of  a  gasoline  service 
station,  affecting  premises  79-10  to  79-20  Springfield  boule¬ 
vard,  northwest  corner  of  Union  turnpike  (Block  7780, 
part  of  Lot  1),  Queens  Village,  Borough  of  Queens,  was 
granted  by  the  Board  on  January  13,  1942,  on  certain  con¬ 
ditions;  and 

Whereas,  plans  were  approved  on  July  20,  1943,  and  the 
applicant  requested  an  extension  of  time  to  obtain  permits 
and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  13,  1942,  as 
amended  by  resolution  adopted  July  20,  1943,  only  so  far  as 
it  has  reference  to  obtaining  permits  and  completion  of  the 
work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

“*  *  *  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  one  year  from  the  date 
of  this  amended  resolution  (N.B.  8138-40).” 


177-42-BZ 

APPLICANT — Lama  and  Proskauer,  for  John  F.  Mc¬ 
Kenna,  owner. 

SUBJECT — Application  for  reconsideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7c  of  the  zoning  resolution, 
permitting  partly  in  business  use  and  partly  in  resi¬ 
dence  use  districts,  the  erection  and  maintenance 
of  a  business  building  to  be  used  as  stores,  bowling 
alleys  and  skating  rink.  Also  the  location  of  the 
entrances  and  show  windows  of  proposed  business 
building  are  contrary  to  requirements  of  Sec.  7 A  of 
Zoning  Resolution. 

PREMISES  AFFECTED — 582-610  86th  street,  southeast 
corner  of  Gatling  place  (Block  6054,  Lots  19,  20, 
22  and  27),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  0 


THE  RESOLUTION  (177-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  for  a  term  of  two  years, 


the  parking  and  storage  of  more  than  five  motor  vehicles, 
affecting  premises  582-610  86th  street,  southeast  corner  of 
Gatling  place  (Block  6054,  Lots  19,  20,  22  and  27),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  Board  on  July  21, 
1942,  on  certain  conditions  and  the  applicant  requested  a 
reopening  and  consideration  of  a  new  proposal  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  business  build¬ 
ing  to  be  used  as  stores,  bowling  allej's  and  skating  rink; 
and 

Whereas,  the  resolution  was  amended  on  December  7, 
1943  and  the  applicant  requested  an  extension  of  the  permit 
relative  to  the  parking  and  storage  of  more  than  five  motor 
vehicles. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  21,  1942,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amen'ded  resolution,  to  permit  the 
premises  within  the  business  use  district,  to  be  occupied 
for  the  parking  of  more  than  five  motor  vehicles,  on 
condition  *  * 


213-42-BZ 

APPLICANT — Cord  Meyer  Development  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  under  section  7h  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 69-02  to  69-40  Austin  street 
and  102-30  to  102-38  69th  (Stafford)  avenue,  south¬ 
east  corner  (Block  3234,  Lot  110  and  part  of  Lot 
150),  Forest  Hills,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  William  S.  Worrell,  Jr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative:  .  0 

THE  RESOLUTION  (213-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehices,  affecting  premises  69-02  to  69-40  Austin 
street  and  102-30  to  102-38  69th  (Stafford)  avenue,  south¬ 
east  corner  (Block  3234,  Lot  110  and  part  of  Lot  150), 
Forest  Hills,  Borough  of  Queens,  was  granted  by  the  Board 
on  July  7,  1942,  on  certain  conditions ;  and 
Whereas,  on  September  15,  1942,  time  was  extended,  to 
obtain  permits  and  complete  the  work ;  and 

Whereas,  the  applicant  requested  an  extension  -of  the 
permit  for  a  reduced  area. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  7,  1942,  as  amended 
on  September  15,  1942,  so  far  as  it  has  reference  to  the 
term  of  the  permit  and  reduction  of  area,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“*  *  *  granted  under  section  7h  for  a  term  of  two 
years  from  the  date  of  this  amended  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  in  conjunction  with  the  adjoining  Lot  110  in 
the  unrestricted  use  district,  and  including  only  the 
portion  of  Lot  150,  with  a  frontage  on  Austin  street  of 
25  feet  and  a  depth  of  90  feet,  on  condition  *  *  * 
(Misc.  1203-42).” 
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MINUTES 


243-42-B  Z 

APPLICANT — Brown,  Overend  and  Vogel,  for  La  Belle 
Service  Station,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  21  of  the  zon¬ 
ing  resolution,  to  permit  in  an  unrestricted  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline 
service  station  having  exits  and  entrances  within  200 
feet  of  entrances  or  exits  of  a  public  school. 
PREMISES  AFFECTED — 291-301  Metropolitan  avenue, 
northwest  corner  of  Roebling  street  (Block  2353, 
Lot  13),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (243-42-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  an  unrestricted  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station  hav¬ 
ing  exits  and  entrances  within  200  feet  of  entrances  or 
exits  of  a  public  school,  affecting  premises  291-301  Metro¬ 
politan  avenue,  northwest  corner  of  Roebling  street  (Block 
2353,  Lot  13),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  May  11,  1943,  on  certain  conditions;  and 
Whereas,  on  November  30,  1943,  the  resolution  was 
amended  and  time  extended  to  complete  the  work ;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  11,  1943,  as 
amended  by  resolutions  through  November  30,  1943,  only 
so  far  as  it  has  reference  to  the  time  within  which  to  obtain 
permits  and  complete  the  work,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  two  months  from  the  date  of  this 
amended  resolution.” 


536-42-BZ 

APPLICANT — Sidney  L.  Strauss,  for  General  Bronze 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used 
for  metal  manufacturing. 

PREMISES  AFFECTED — 34-12  10th  street,  west  side. 
73.02  ft.  south  of  34th  avenue  (Block  324,  Lots  32 
to  45,  inclusive),  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION  (536-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  building  to  be  used  for  metal  manu¬ 
facturing,  affecting  premises  34-12  10th  street,  west  side, 
73.02  ft.  south  of  34th  avenue  (Block  324,  Lots  32  to  45, 
inclusive),  Long  Island  City,  Borough  of  Queens,  was 
granted  by  the  Board  on  July  28,  1942,  on  certain  conditions, 
time  extended  on  July  13,  1943,  and  the  applicant  requested 
a  further  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  28,  1942,  as 
amended  by  resolution  adopted  July  13,  1943,  only  so  far 
as  it  has  reference  to  obtaining  permits  and  completing  the 
work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read : 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  year  from  the  date  of  this 
amended  resolution  (N.B.  912-42).” 


341-43-BZ 

APPLICANT — Martyn  N.  Weinstein,  for  Rite-Way  Laun¬ 
dry  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  (previously  granted 
on  condition,  under  section  7c  of  the  zoning  reso¬ 
lution,  permitting  in  a  residence  use  district,  the 
maintenance  of  extensions  to  an  existing  wet  wash 
laundry  and  also  a  driveway  accessory  to  the  wet 
wash  laundry. 

PREMISES  AFFECTED — 3319-3335  Atlantic  avenue  and 
283-295  Euclid  avenue,  northeast  corner  (Block 
4145,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Martyn  N.  Weinstein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD  —  Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (341-43-BZ) 

^Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  main¬ 
tenance  of  extensions  to  an  existing  wet  wash  laundry  and 
also  a  driveway  accessory  to  the  wet  wash  laundry,  affecting 
premises  3319-3335  Atlantic  avenue  and  283-295  Euclid  ave¬ 
nue,  northeast  corner  (Block  4145,  Lot  1),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  January  4,  1944,  on 
certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  4,  1944,  only 
so  far  as  it  has  reference  to  the  provision  that  there  shall 
be  no  further  extension  in  height  or  area,  so  that  as  amended 
the  resolution  shall  read : 

“on  condition  that  the  building  shall  not  be  further  ex¬ 
tended  in  height  or  area,  except  for  necessary  construc¬ 
tion  in  connection  with  a  new  roof  for  the  metal  build¬ 
ing,  as  indicated  on  plan  marked  “Received  July  19, 
1944”,  (two  sheets),  and  as  filed  with  the  borough 
superintendent  under  Alt.  3251-43.  as  disapproved  July 
13,  1944;  and  only  so  long  as  the  premises  shall  be 
maintained  substantially  as  set  forth ;  that  any  trucks 
belonging  to  or  used  in  connection  with  the  laundry, 
shall  be  stored  when  not  in  use  within  the  premises 
and  not  along  the  streets,  and  when  being  supplied  with 
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gasoline,  shall  be  supplied  within  the  lot;  that  the  exist¬ 
ing  fencing  and  shrubbery  as  proposed  shall  be  main¬ 
tained  ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto ;  that  all  permits  required  shall 
be  obtained  and  all  work  completed  within  one  year 
from  the  date  of  this  amended  resolution.” 


569-43-B  Z 

APPLICANT— Lama  and  Proskauer,  for  Rose  Bennett, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7 h  of  the  zon¬ 
ing  resolution,  permitting  partly  in  a  residence  use 
and  partly  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 520-522  Lefferts  avenue,  south 
side,  254  ft.  6  in.  west  of  Kingston  avenue  and  571 
East  New  York  avenue  (Block  1332,  Lot  27  and 
part  of  Lot  87),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Rose  Bennett. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (569-43-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and  partly 
in  a  business  use  district  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles,  af¬ 
fecting  premises  520-522  Lefferts  avenue,  south  side,  254 
ft.  6  in.  west  of  Kingston  avenue  and  571  East  New  York 
avenue  (Block  1332,  Lot  27  and  part  of  Lot  87),  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  January  18,  1944, 
on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  January  18,  1944,  only 
so  far  as  it  has  reference  to  the  completion  of  the  work,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 

“*  *  *  tlial:  in  view  of  statement  by  applicant  and 
owner  that  all  permits  have  been  obtained  and  that  the 
work  required  under  this  resolution  has  been  approxi¬ 
mately  75'%  completed,  that  all  work  shall  be  completed 
within  two  months  from  the  date  of  this  amended 
resolution.” 


104-33-BZ 

APPLICANT — Lama  and  Proskauer,  for  Socony-Vacuum 
Oil  Company,  Inc. 

SUBJECT — Approval  of  Plans — re  Application  (decision 
of  the  acting  borough  superintendent)  under  section 
7c  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  decrease  in  area  of  a  gasoline 
service  station ;  the  entire  plot  for  such  use,  as  ap¬ 
proved  by  the  Board,  was  located  partly  in  a 
residence  use  and  partly  in  a  business  use  district. 

PREMISES  AFFECTED— 113-21  Merrick  road  and  171-01 
Linden  boulevard,  northeast  corner  (Block  10287, 
Lot  1),  St.  Albans,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD— Plans  approved. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (104-33-BZ) 

Whereas,  this  application,  permitting  in  a  business  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion,  affecting  premises  northeast  corner  of  Merrick  road 
and  Linden  boulevard  (Block  1293,  Lot  1),  Jamaica,  Bor¬ 
ough  of  Queens,  was  granted  by  the  Board  May  9,  1933,  on 
certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  July  3,  1944; 
and 

Whereas,  on  June  6,  1944,  the  resolution  was  further 
amended,  affecting  premises  113-21  Merrick  road  and  171-01 
Linden  boulevard,  northeast  corner  (Block  10287,  Lot  1), 
St.  Albans,  Borough  of  Queens ;  and 

Whereas,  the  applicant  requested  the  approval  of  plans, 
in  compliance  with  the  resolution  of  the  Board  dated  June  6, 
1944. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  plans  marked  “Received  June  29,  1944,” 
as  being  in  substantial  compliance  with  the  requirements  of 
its  resolution  adopted  July  3,  1934  as  amended  June  6,  1944, 
and  on  the  further  condition  that  all  sidewalks  surrounding 
the  premises  shall  be  put  in  good  repair,  and  where  surfac¬ 
ing  is  missing,  it  shall  be  replaced;  that  the  curbing  shall 
be  restored  where  plans  show  curb  cuts  to  be  eliminated; 
and  that  the  reference  to  the  resolution  adopted  July  3, 
1934  having  been  reopened  for  amendment  under  section  7, 
subdivision  c  and  f,  shall  be  eliminated  (Alt.  538-43). 


Meeting  recessed  at  4:45  P.  M.,  to  Friday,  July  28,  1944, 
at  10  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


Continuation  of  Recessed  Meeting  of  July  25,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
1058-38-A 

APPLICANT — Maurice  G.  Uslan,  for  Lena  Fisher  and 
Bella  Levine,  owners  (B.  T.  Washington  Service¬ 
men’s  Center,  lessee). 

SUBJECT — Application  reopened  June  13,  1944 — re  Appeal 
from  a  decision  of  the  acting  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 23-25  Sand  street,  north  side, 
241.17  ft.  east  of  Bay  street  and  24  Wave  street 
(Block  489,  Lot  19),  Stapleton,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant:  Maurice  G.  Uslan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative  .  0 

THE  RESOLUTION  (1058-38-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  23-25  Sand  street,  north 
side,  241.17  ft.  east  of  Bay  street  and  24  Wave  street 
(Block  489,  Lot  19),  Stapleton,  Borough  of  Richmond, 
was  granted  on  November  29,  1938,  on  certain  conditions; 
and 
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Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  to  permit  the  conversion  of  occupancy  from 
that  of  a  roller  skating  rink,  to  a  Service  Men’s  Center 
and  Club ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  June  13,  1944  subject  to  usual  procedure;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  12,  1944  on  Alt.  Applic.  48-44,  reads  : 

“This  alteration  to  present  structure  and  change  in 
occupancy  from  a  roller  skating  rink  on  first  floor  and 
storage  on  2nd  floor,  to  a  recreation  center  on  first 
floor  and  men’s  club  on  the  2nd  floor  is  hereby  denied, 
as  being  contrary  to  the  Board  of  Standards  and  Ap¬ 
peals  Resolution  1058-38-A.” 

and. 

Whereas,  the  applicant  states  that  the  building  is  1  and 
2  stories  (24  ft.)  in  height,  65  ft.  by  150  ft.  in  area  at 
1st  floor,  58  ft.  by  40  ft.  in  area  at  2nd  floor,  of  class  3 
construction,  erected  in  1924,  located  in  an  unrestricted 
use,  A  area  district  and  used  and  occupied  as  follows :  1st 
floor — roller  skating  rink  and  boiler  room — 250  persons ; 
2nd  floor — unused ;  to  be  used  and  occupied  as  proposed ; 
1st  floor — servicemen’s  center — -1000  persons;  2nd  floor — 
men’s  club — 75  persons  ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1924  for  occupancy  as  a  garage;  that  under 
Alt.  Applic.  860-34,  permission  was  granted  for  use  of  the 
building  as  a  boxing  arena  with  a  capacity  of  1516  per¬ 
sons  ;  that  this  occupancy  was  changed  in  1938  under  reso¬ 
lution  adopted  by  the  Board,  to  a  roller  skating  rink  on 
the  1st  floor  with  storage  on  the  2nd  floor;  that  due  to 
the  close  proximity  of  the  building  to  the  Port  of  Em¬ 
barkation,  it  has  been  leased  for  the  duration  by  the 
U.  S.  O.  for  use  as  a  Servicemen’s  Center;  that  in  order 
to  provide  maximum  facilities  for  the  large  group  of  ser¬ 
vicemen,  it  is  essential  to  make  use  of  the  2nd  floor  for  a 
men’s  club  with  a  maximum  capacity  of  75  persons ;  that 
several  changes  have  been  made  to  provide  direct  access 
from  the  main  lobby  to  the  2nd  floor  stairway  which  is 
fireproof  enclosed,  equipped  with  a  one  hour  fire-proof 
self-closing  door  to  passage;  that  a  new  exit  door  has 
been  provided  from  the  boiler  room  to  new  passageway; 
that  the  Board  is  requested  to  permit  the  temporary  change 
of  occupancy  from  a  roller  skating  rink  to  a  servicemen’s 
club,  such  use  and  occupancy  to  revert  back  to  its  former 
status  when  the  present  use  is  discontinued  and  to  permit 
the  change  of  use  of  the  2nd  floor  as  proposed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  November  29,  1938, 
so  that  as  amended,  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  super¬ 
intendent  acting  on  Alt.  Applic.  No.  1286-38  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted,  permitting  the  1st  story  of  the  building  to 
be  used  for  a  roller  skating  rink,  as  proposed,  on  con¬ 
dition  that  the  doors  separating  the  main  portion  of 
the  rink  from  the  lobby  and  other  accessories  shall 
be  separated  by  an  8-inch  brick  wall  extending  to  and 
through  the  roof  with  all  openings  therein  protected 
with  fireproof,  self-closing  doors;  that  exit  shall  be 
maintained  at  all  times  to  Wave  street ;  that  the  sec¬ 
ond  story  portion  of  the  building  on  Sand  street  shall 
be  used  solely  for  storage  of  incombustible  materials; 
that  all  existing  certificates  of  occupancy  shall  be  sur¬ 
rendered  and  a  new  certificate  of  occupancy  issued 
for  the  use  herein  permitted;  that  in  all  other  re¬ 
spects  the  building  shall  comply  with  all  laws,  rules 
and  regulations  applicable  to  its  construction  and  oc¬ 
cupancy  ;  that  the  boilerroom  shall  be  separated  from 
the  balance  of  the  building  by  fireproof  construction 
and  enterable  only  from  the  exterior  of  the  building. 

Resolved  further,  that  in  the  event  it  is  proposed 
to  occupy  the  building  as  stated,  namely,  1st  story 
servicemen’s  center,  1,000  persons;  2nd  floor,  men’s 
club  in  connection  therewith,  75  persons,  for  the  dura¬ 


tion  of  the  present  war  emergency,  and  for  use  as  a 
servicemen’s  club,  that  such  use  may  be  permitted, 
provided  the  requirements  of  this  resolution  as  adopted 
November  29,  1938,  are  complied  with  and  that  in 
addition  a  loose  ladder  shall  be  maintained  on  the 
one-story  roof  to  provide  for  emergency  exit  by  means 
of  the  rear  windows  of  the  second  story  to  the  roof 
and  thence  to  adjoining  grade;  that  such  ladder  shall 
be  maintained  on  each  side  of  the  one-story  trussed 
roof ;  that  upon  the  termination  of  this  use,  the  pre¬ 
vious  use  permitted  under  Alt.  Applic.  1286-38  may 
be  restored.” 


255-41-A 

APPLICANT — Joseph  Lau,  for  Warren-Chambers  Corp., 
owner  (Mrs.  C.  Stillwell,  lessee). 

SUBJECT — Application  reopened  July  18,  1944  for  con¬ 
sideration — re  extension  of  permit — re  appeal  from 
a  decision  of  the  borough  superintendent  (previ¬ 
ously  granted  on  condition). 

PREMISES  AFFECTED — 1935  Bedford  avenue,  east  side, 
100  ft.  north  of  Hawthorne  street  (Block  5043,  Lot 
5),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Joseph  Lau. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  0 

THE  RESOLUTION  (255-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1935  Bedford  avenue,  east 
side,  100  ft.  north  of  Hawthorne  street  (Block  5043,  Lot 
5),  Borough  of  Brooklyn,  was  granted  by  the  Board  on 
April  22,  1941,  on  certain  conditions,  for  a  term  of  two 
years ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
temporary  variance;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
July  18,  1944  and  set  for  hearing  on  July  25,  1944;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  July  5,  1944  on  Alt.  Applic.  1242-41  reads: 

“Request  for  extension  of  use  originally  approved  by 
Board  of  Standards  and  Appeals  for  a  period  of  two 
years  to  be  referred  back  to  the  Board  for  considera¬ 
tion.” 

and  f 

Whereas,  the  applicant  states  that  the  premises  have  not 
been  altered  in  any  way  and  is  substantially  as  stated  in  the 
resolution  adopted  by  the  Board  and  it  is  therefore  requested 
that  the  Board  extend  the  permission  to  use  the  premises 
for  a  private  nursing  home  for  an  additional  period  of  two 
years. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  22,  1941,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“that  this  variance  shall  continue  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  but 
only  so  long  as  the  premises  meet  the  requirements  of 
the  Department  of  Hospitals.” 


824-42-A 

APPLICANT — Robert  Teichman,  for  James  T.  Lee, 
owner. 

SUBJECT — Application  reopened  July  11,  1944 — re  amend¬ 
ment  of  resolution — Appeal  from  a  decision  of  the 
borough  superintendent. 
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PREMISES  AFFECTED— 579  Fifth  avenue,  northeast 
corner  of  East  47th  street  (Block  1283,  Lot  1), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  Teichman  and  Arthur  Col¬ 
lins. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION—  _ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 

THE  RESOLUTION  (824-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  579  Fifth  avenue,  north¬ 
east  corner  of  East  47th  street  (Block  1283,  Lot  1),  Borough 
of  Manhattan,  was  granted  by  the  Board  on  December  22, 
1942,  on  certain  conditions  and  the  permit  was  extended  on 
December  14,  1943 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
July  11,  1944  and  set  for  hearing  on  July  25,  1 944  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  14,  1944,  on  Alt.  Applic.  664-44,  reads: 

“1.  Since  the  resolution  of  the  Board  of  Standards 
and  Appeals  under  Cal.  824-42-A  limited  the  occupancy 
of  this  building  to  a  specific  use,  approval  for  proposed 
change  of  use  is  to  be  obtained  from  the  Board.” 

and 

Whereas,  the  applicant  states  that  the  building  is  4  stories 
and  basement  (61  ft.)  in  height,  42  ft.  5  in.  by  100  ft.  in 
area  at  1st  floor,  42  ft.  5  in.  by  85  ft.  2  in.  in  area  at 
typical  floor,  erected  in  1869,  located  in  a  restricted  retail 
use,  B  area  district  and  used  and  occupied  as  follows : 
cellar — boiler  room  and  storage ;  basement — caretaker’s 
rooms  and  storage— 3  persons ;  1st  floor — display  and  auction 
sale  of  objects  of  art  and  antiques — 75  persons;  2nd  floor — 
display  of  objects  of  art  and  antiques — 15  persons;  3rd 
floor — same ;  4th  floor— vacant ;  and 

Whereas,  Violation  3029-44  was  issued  May  23,  1944  for 
occupying  the  building  for  auction  sales  without  a  Certificate 
of  Occupancy,  temporary  Certificate  of  Occupancy  29745 
having  expired  December  22,  1943 ;  and 

Whereas,  the  applicant  contends  that  there  has  been  no 
change  in  the  structure  as  described  in  resolution  adopted 
by  the  Board  under  Cal.  No.  824-42-A ;  that  it  is  proposed 
to  use  the  premises  for  the  display  and  sale  of  objects  of 
art  and  antiques ;  that  no  auction  sales  will  be  held  on  the 
premises;  that  the  proposed  use  will  be  the  same  as  that 
previously  approved  by  the  Board,  with  the  exception  that 
the  new  lease  will  be  made  with  others  than  Gimbels  and 
that  no  auction  sales  will  be  held  on  the  premises. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  22,  1942, 
as  amended  on  December  14,  1943,  so  that  as  amended  the 
resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent  on  Alt.  Applic.  1298-42,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition,  as  to  Objection  No.  3,  £s  revised  Decem¬ 
ber  18,  1942,  and  Objections  10  and  11,  that  the  building 
shall  not  be  increased  in  height  or  area ;  that  it  may  be 
occupied  as  proposed  for  a  term  of  one  year ;  on  con¬ 
dition  that  such  occupancy  shall  be  limited  to  tbe  display 
and  sale  of  objects  of  art  and  antiques  and  while  the 
building  is  under  lease  to  Gimbel  Brothers ;  that  the 
interior  enclosed  stairway  shall  be  maintained  with  all 
doors  leading  thereto  or  therefrom  for  the  entire  height 
metal  covered  and  self-closing;  that  the  door  at  the  top 
leading  from  stairway  to  roof  shall  be  clearly  marked 
and  the  scuttle  maintained  with  an  easy  opening  device ; 
that  lights  shall  be  maintained  at  all  times  within  such 


stairway  enclosure  while  the  building  is  being  occupied ; 
that  the  elevator  shall  comply  with  all  requirements 
therefor  except  that  the  present  grille  enclosure  may  be 
maintained ;  that  fireproof  exits  from  such  stairway  to 
rear  yard  leading  to  street  shall  be  maintained  and  kept 
lighted  while  the  building  is  occupied;  that  there  shall 
be  installed  in  the  rear  yard,  a  temporary  exterior  stair¬ 
way  leading  from  two  windows  of  two  separate  rooms 
on  the  first  story  with  exit  therefrom  through  rear  yard 
to  East  47th  street ;  that  such  stairway  may  be  of  sub¬ 
stantial  wood  construction ;  that  the  fourth  story  shall 
remain  vacant  and  unoccupied;  that  the  cellar  shall  not 
be  occupied  for  storage  in  connection  with  the  proposed 
business  occupancy;  that  such  portable  fire-fighting  ap¬ 
pliances  shall  be  maintained  throughout  the  building  as 
the  fire  commissioner  shall  direct;  as  to  Objection  9, 
that  the  cellar  ceiling  shall  be  fire-retarded  throughout 
with  materials,  approved  for  one-hour  fire  test;  that  all 
doors  shall  open  outwardly  in  the  direction  of  exit; 
that  exit  lights  shall  be  maintained  at  all  exit  doors  on 
all  floors. 

Resolved  further,  that  in  the  event  it  is  proposed  to 
occupy  the  building  by  the  Kaltman  Galleries  for  similar 
occupancy  as  that  formerly  permitted,  except  that  no 
auction  sales  are  to  be  held  on  the  premises,  that  the 
term  of  the  variance  as  previously  granted  may  be  ex¬ 
tended  for  one  year  from  the  date  of  this  amended  reso¬ 
lution,  on  condition  that  the  occupancy  shall  be  as  pro¬ 
posed  and  the  requirements  of  the  resolution  adopted 
December  22,  1942,  under  this  calendar  number  shall  be 
complied  with.” 


219-44-A 

APPLICANT— George  E.  Sweet,  for  Fulant  Realty  Cor¬ 
poration,  owner  (Childs  Company,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 366  Fulton  street,  south  side, 
107  ft.  west  of  Smith  street  (1st  and  2nd  floors)  ; 
(Block  154,  Lot  14),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  George  E.  Sweet. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative  .  C 

THE  RESOLUTION  (219-44-A) 

Whereas,  George  E.  Sweet,  for  Fulant  Realty  Cor¬ 
poration,  owner  (Childs  Company,  lessee),  filed  April 
12,  1944,  an  appeal  from  a  decision  of  the  borough  presh 
dent,  affecting  premises  366  Fulton  street,  south  side,  107 
ft.  west  of  Smith  street  (1st  and  2nd  floors)  ;  (Block  154 
Lot  14),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  March  15,  1944,  on  P.  A.  Applic.  132-44,  reads: 
“Construction — 1st  and  2nd  floors. 

The  above  application  cannot  be  approved  as  filec 
as  the  conditions  shown  do  not  comply  with  Loca 
Law  #29,  Section  C26-1438.0.  ' 

However,  it  is  suggested  that  the  additional  meam 
of  egress  approved  in  applications  3261/43  and  3262/4: 
be  incorporated  into  this  application,  thereby  providing 
the  additional  means  of  egress  required  by  Local  Lav 
#29.  Approval  of  this  application  will  follow  if  this 
arrangement  is  complied  with.” 
and  _  I 

Whereas,  the  applicant  states  that  the  building  is  4 
stories  (44  ft.)  in  height;  22.5  ft.  by  122  ft.  in  area  a1: 
1st  floor;  22  ft.  by  48  ft.  in  area  at  typical  floor;  oi 
Class  3  construction ;  located  in  a  business  use,  B  area  dis 
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trict,  and  erected  prior  to  1903  and  used  since  1903  as 
follows:  cellar,  workroom,  10  persons;  1st  floor,  restaurant, 
195  persons;  2nd  floor,  restaurant,  116  persons;  3rd  floor, 
locker  rooms,  25  persons;  4th  floor,  office,  5  persons;  that 
no  change  in  use  or  occupancy  is  proposed ;  that  the  build¬ 
ing  is  equipped  with  one  interior  stairs,  3  ft.  (yl/z  in.  wide 
from  the  2nd  story  to  the  street  and  3  ft.  wide  above; 
that  the  stair  is  enclosed  in  partitions  constructed  of  studs, 
wire  lath  and  plastered  both  sides,  equipped  with  wood 
doors;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  25,  1944,  on  P.  A.  Applic.  132-44,  reads: 
“1st  floor. 

1.  Comply  with  Section  6. 1.2.2. 2  Bldg.  Code  requiring 

8  2  means  of  egress  direct  to  street. 

2.  Comply  with  Section  6.1.2.4(4)  as  to  means  of 
egress  being  remote. 

3.  Comply  with  Section  6.2.1  as  to  aggregate  width 
of  door  openings.  Minimum  width  of  any  door  open¬ 
ing  to  be  3'  0". 

2nd  floor. 

1.  Comply  with  Section  6. 1.2.2. 3  Bldg.  Code  requir¬ 
ing  2  means  of  egress  complying  in  all  respects  with 
Section  C26-292.0  Bldg.  Code. 

2.  Comply  with  Section  6.1.2.4  (4)  as  to  means  of 
egress  being  remote.” 

Hand 

’  Whereas,  Violation  X0104-43,  issued  March  18,  1943, 
eads : 

“You  will  please  take  notice  that  there  exists  a  vio¬ 
lation  of  Section  6.1.5  of  the  Building  Code  and  C26- 
276.0  of  the  Administrative  Code  at  the  premises  above 
described,  in  that 

The  present  exit  facilities  from  1st  floor  and  2nd 
floors  are  inadequate  for  the  number  of  persons  being 
accommodated,  the  seating  capacity  on  1st  floor  is  130 
persons  and  seating  arrangements  on  2nd  floor  is  for 
105  persons ;  present  exit  consists  of  one  type,  “A” 
revolving  door,  60  in.  in  diameter  and  one  3  ft.  0  in. 
door.” 
ind 

Whereas,  the  applicant  contends  that  the  building  has 
[  >een  occupied  by  the  present  lessee  as  a  restaurant  since 
903  and  has  since  been  altered  and  redecorated  with  the 
ipproval  of  the  Department  of  Housing  and  Buildings ; 
Bat  subsequent  to  the  issuance  of  Violation  X0104-43,  plans 
vere  filed  under  Alt.  Applications  3261-43  and  3262-43,  and 
*  pproved  November  1,  1943,  for  the  installation  of  a  pro- 
'osed  passage  and  stair  in  the  adjoining  building,  368  Ful- 
on  street,  in  order  to  comply  with  the  violation ;  that  the 
\ar  Production  Board  refused  permission  to  carry  out 
j  his  alteration ;  that  subsequently  an  amendment  was  filed 
pith  the  Department  of  Housing  and  Buildings,  requesting 
:  Bat  they  hold  in  abeyance  the  construction  of  the  addi- 
1  ional  exits  for  the  duration  of  the  war ;  it  is  the  decision 
n  this  amendment  which  is  herein  appealed ;  it  is  requested 
j  iiat  the  Board  accept  the  present  exits  and  hold  in  abeyance 
l  ie  construction  of  additional  exits  for  the  duration  of  the 
■  ar. 

Resolved,  that  the  decision  of  the  borough  superintendent, 

'  ated  February  25,  1944,  acting  on  P.  A.  Applic.  132-44,  Ob- 
!  actions  1  and  2  as  to  the  first  floor,  and  Objections  1  and 
i  as  to  the  2nd  floor,  and  also  decision  of  the  borough  su- 
erintendent,  dated  March  15,  1944,  as  to  the  same  appli- 
ation,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
nd  it  hereby  is  granted  on  condition  that  the  second  means 
I  r  exit  from  the  first  floor  and  the  second  floor  to  the  roof 
f  the  adjoining  building  at  364  Fulton  street,  shall  be  con- 
tructed  and  maintained  substantially  as  indicated  on  revised 
lan  marked  “Received  July  14,  1944”;  that  adequate  lad¬ 
ies  shall  be  maintained  on  the  roof  of  364  Fulton  street, 

1 3  as  to  permit  escape  to  the  street  and  the  adjoining  park- 
/£  space  area  facing  Red  Hook  lane;  that  this  variance 
iall  continue  only  during  the  term  of  the  present  emer- 
ency  and  thereafter  all  requirements  of  the  Code  shall 


be  complied  with ;  that  all  existing  exits  shall  be  main¬ 
tained,  including  the  swinging  door  adjacent  to  the  revolving 
door  leading  to  Fulton  street;  that  permission  for  arrang- 
ing  for  the  proposed  exit  to  the  adjoining  roof  shall  be 
obtained  and  filed  with  the  borough  superintendent. 


226-44-A 

APPLICANT — Lama  and  Proskauer,  for  Paramount  Ma¬ 
caroni  Manufacturing  Co.,  Inc.,  owner  (Victory 
Coat  Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  Ab  FECI  ED — -171-173  Wilson  avenue,  north 
side,  50  ft.  west  of  DeKalb  avenue  (Block  3235, 
Lot  3),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  o 

THE  RESOLUTION  (226-44-A) 

Whereas,  Lama  and  Proskauer,  for  Paramount  Maca¬ 
roni  Manufacturing  Company,  Incorporated,  owner  (Vic¬ 
tory  Coat  Company,  lessee),  filed  April  17,  1944,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  171-173  Wilson  avenue,  north  side,  50  ft.  west 
of  DeKalb  avenue  (Block  3235,  Lot  3),  Borough  of 
Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  17,  1944,  on  Alt.  Applic.  748-44,  reads: 

“1.  There  should  be  provided  from  the  2nd  floor 
two  stairs  enclosed  in  fireproof  partitions  and  comply¬ 
ing  in  all  respects  with  Sect.  270  of  the  Labor  Law” 

and 

Whereas,  the  applicant  states  the  building  is  2  stories 
(40  ft.)  in  height;  50  ft.  by  100  ft.  in  area;  of  Class  3 
construction;  erected  1927;  located  in  a  business  use, 
C  area  district  and  used  and  occupied  since  1927  as  fol¬ 
lows:  basement,  dance  hall,  150  persons;  1st  floor,  dance 
hall,  150  persons;  2nd  floor,  dance  hall,  150  persons;  pro¬ 
posed  to  be  used  and  occupied  as  follows:  basement, 
manufaturing  coats,  25  persons;  1st  floor,  manufacturing 
coats,  25  persons ;  2nd  floor,  manufacturing  coats,  25  per¬ 
sons;  that  the  building  is  equipped  with  one  3  ft.  8  in. 
iron  stairs,  enclosed  in  4  in.  fireproof  blocks,  equipped 
with  fireproof  doors  which  are  not  self-closing  and  lead¬ 
ing  from  the  roof  bulkhead  directly  to  the  street,  one  fire 
escape  at  the  rear,  leading  to  the  roof  by  stairs  and  to 
grade  by  stairs  with  egress  to  the  street  through  a  side 
yard  and  passage  at  the  basement  level;  that  windows 
and  doors  on  the  course  of  the  fire  escape  are  fireproof, 
self-closing;  and 

Whereas,  the  applicant  contends  that  there  are  two 
means  of  exit,  one  leading  directly  to  the  street  and  one 
to  the  rear,  constructed  of  angle  iron,  with  roof  and 
screen  enclosure,  leading  to  a  5  ft.  side  court  which  goes 
through  a  fireproof  passage  directly  to  the  street;  that 
there  are  no  structural  changes  proposed;  that  live  loads 
on  all  floors,  including  the  2nd  floor,  will  comply  with  the 
requirements  of  the  Administrative  Code. 

Resolved,  that  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  748-44,  and  that  appeal  be  and  it 
hereby  is  granted  as  to  objection  1,  on  conditicm  that  manu¬ 
facturing  shall  be  restricted  to  the  second  (top)  floor  of  the 
building;  that  the  exits,  as  indicated  and  as  were  approved 
for  the  former  dance  hall  occupancy,  shall  be  maintained- 
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that  the  first  and  basement  floors  shall  remain  vacant;  that 
in  all  other  respects,  the  building  and  occupancy  _  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  that  this  variance  shall  continue  only  so  long 
as  the  building  is  occupied  in  accordance  with  the  re¬ 
quirements  of  this  resolution. 


388-44-A 

APPLICANT — Sol.  A.  Herzog,  Ida  Benedon,  owner  (Erko 
Corporation,  lessee). 

SUBJECT — Appeal  from  a  decision  re  an  order  of  the 
fire  commissioner. 

PREMISES  AFFECTED— M6  Great  Jones  street,  north 
side,  166  ft.  west  of  Bowery  (Block  531,  Lot  48), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Dr.  Josef  Ehrlich  and  Sol.  A. 
Herzog. 

For  Administration :  Vincent  M.  Matteis,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 

THE  RESOLUTION  (388-44-A) 

Whereas,  Sol  A.  Herzog,  for  Ida  Benedon,  owner  (Erko 
Corporation,  lessee),  filed  June  22,  1944,  an  appeal  from 
an  order  and  decision  of  the  fire  commissioner,  affecting 
premises  46  Great  Jones  street,  north  side,  166  ft.  west  of 
Bowery  (Block  531.  Lot  48),  Borough  of  Manhattan;  and 
Whereas,  Order  38075-LC,  issued  by  the  fire  commis¬ 
sioner  April  19,  1944,  and  repeated  in  a  decision  of  the 
fire  commissioner  dated  June  7,  1944,  reads: 

“With  reference  to  your  application  for  a  permit  to 
manufacture  a  combustible  mixture  at  the  above  prem¬ 
ises,  I  regret  to  inform  you  that  this  department  is 
without  power  to  grant  such  a  permit  for  the  reason  : 

A.  Building  for  the  greater  part  occupied  for  the  stor¬ 
age  or  sale  of  drugs,  paper  and  dry  goods.  Section 
09-62. 0-a,  Article  10,  Administrative  Code. 

B.  Buried  storage  system  not  provided  for  Diethylene 
Glycol.  Sec.  09-11,  Article  1,  Administrative  Code. 

C.  Gas  fired  and  coal  fired  boiler  in  use— cellar  or  1st 
story.  Sec.  09-11,  Article  1,  Administrative  Code. 

D.  Effective  means  for  the  extinguishment  of  fire  not 
present.  Sec.  09-11,  Article  1,  Administrative  Code. 

E.  Approval  of  the  Department  of  Housing  and  Build¬ 
ings  re  chute  opening  between  street  floor  and  cellar 
not  in  evidence. 

F.  Ventilation  inadequate.  Sec.  09-11,  Article  1,  Ad¬ 
ministrative  Code. 

You  are  therefore,  hereby,  advised  to: 

1.  Discontinue  the  manufacture  of  a  combustible  mix¬ 
ture  on  these  premises.  Sec.  09-61.0,  Art  10,  Ad¬ 
ministrative  Code  and  discontinue  the  storage  of 
diethylene  glycol  as  noted  on  application  on  these 
premises.  Sec.  09-11,  Article  1,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  seven  stories 
(85  ft.)  in  height;  23  ft.  by  90  ft.  in  area  at  1st  floor; 
23  ft.  by  85  ft.  in  area  at  typical  floor ;  of  Class  1  con¬ 
struction  ;  erected  1896 ;  located  in  an  unrestricted  use,  B 
area  district  and  used  and  occupied  as  follows :  cellar, 
manufacturing  of  cork  binders  and  impregnation  materials, 
2  persons;  1st  floor,  same  5  persons;  2nd  floor  storage 
of  empty  packages  and  paraformaldehyde,  no  persons ; 
3rd  floor,  sale  of  drug  sundries,  4  persons ;  4th  floor,  stock 
room  for  web  belting,  2  persons ;  5th  floor,  bookbinder,  3 
persons ;  6th  floor,  manufacturing  embroidery,  6  persons ; 
7th  floor,  mfg.  window  display  fixtures,  3  persons ;  that 
the  building  is  equipped  with  an  interior  fire  alarm  system, 
but  fire  drills  are  not  maintained;  that  there  is  one  3 


ft.  6  in.  wide  slate  and  iron  stairs  enclosed  in  terra  cotta 
partitions,  equipped  with  metal  covered  self-closing  doors, 
extending  from  the  roof  bulkhead  directly  to  the  street 
and  one  fire  escape  at  the  rear,  extending  to  the  roof  and 
by  stair  to  yard  of  40  East  4th  street;  that  windows  and 
doors  along  the  course  of  the  fire  escape  are  fireproof ; 
and 

Whereas,  the  appliant  contends  that  the  lessee  occupies 
the  cellar,  1st  and  2nd  stories  for  the  manufature  of  cork 
binders  and  impregnation  material  used  in  gaskets  for  air¬ 
planes  and  ship  motors  and  for  guns  and  other  materials 
necessary  for  the  war  effort ;  that  these  premises  should  be 
classified  as  a  technical  establishment,  as  the  finished  prod¬ 
uct  is  not  a  mixture  put  up  for  retail  sale,  but  is  shipped 
in  drums  to  various  factories  for  the  purposes  intended; 
that  the  main  products  used  and  for  which  permits  were 
requested  of  the  Fire  Department,  consists  of  glycols  re¬ 
ceived  in  metal  drums ;  that  only  one  drum  is  used  at  a 
time  in  preparing  the  mixture ;  that  the  glycol  or  glycerine 
is  pumped  from  the  drum  into  smaller  containers  and 
emptied  into  a  jacketed  mixing  kettle;  that  there  are  no 
open  flames  used  in  this  process ;  that  the  glycols  are  not 
inflammable  and  no  special  precautions  are  necessary  in 
shipping  them ;  that  the  flash  point  of  the  materials  used 
are  as  follows:  diethylene  glycol,  290  deg.  F.,  triethylene 
glycol,  330  deg.  F.,  propylene  glycol,  225  deg.  F.,  dia- 
prophylene  glycol,  280  deg.  F.,  and  polyglycols,  435  deg. 
F. ;  that  no  permit  would  be  required  if  the  flashpoints  of 
these  materials  were  all  over  300  deg.  F. ;  that  the  diethy¬ 
lene  glycol  has  a  flash  point  of  290  deg.  F.  and  only  one 
drum  is  used  at  a  time ;  that  all  these  materials  are  stored 
in  the  original  drums  and  are  in  a  somewhat  viscous 
state;  that  it  would  be  practically  impossible  to  provide 
a  buried  storage  system  as  in  the  method  of  manufacture, 
only  one  drum  is  used  at  a  time ;  that  there  are  no  in¬ 
flammable  vapors  present ;  and 

Whereas,  the  number  of  drums,  such  as  received  and 
stored  in  the  building  at  one  time,  shall  not  exceed  sixty- 
five  at  any  time ;  and 

Whereas,  the  applicant  contends  as  to  Item  C  of  the 
order,  that  there  is  a  small  gas  burner  on  the  first  floor, 
used  to  heat  the  heat  transmitter  for  the  jacketed  kettles; 
that'  if  the  Board  requires,  this  will  be  enclosed ;  that  this 
flame  cannot  come  in  contact  with  any  of  the  products  in 
the  process  of  manufacture  or  the  finished  product ;  and 
contends  as  to  Item  D,  that  fire  extinguishers  and  appli¬ 
ances  have  been  provided,  and  if  more  are  required,  they 
will  be  installed ;  and  contends  as  to  Item  E,  that  there 
is  no  open  chute ;  that  a  small  pipe  leads  through  the 
floor  from  1st  floor  to  cellar,  and  there  is  no  opening 
in  the  pipe  and  it  is  a  double  jacketed  pipe;  and  contends 
as  to  Item  F,  that  there  are  no  inflammable  or  com¬ 
bustible  vapors  present  due  to  the  high  flashpoints  of  the 
materials  used;  that  the  entire  process  is  under  the  super¬ 
vision  of  experienced  chemists ;  that  the  building  is  fire¬ 
proof  ;  that  in  view  of  the  general  operation  as  described, 
it  is  requested  the  Board  grant  permission  to  continue  the 
manufacture  of  these  preparations. 

Resolved,  that  order  38075-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  premises  and 
operation  shall  be  maintained  substantially  as  set  forth 
and  to  the  satisfaction  of  the  fire  commissioner;  that  the 
open  gas  flame  on  the  first  floor  shall  be  enclosed  within 
a  fire-retarded  enclosure,  to  the  satisfaction  of  the  fire 
commissioner ;  that  such  portable  fire-fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct; 
and  that  this  variance  shall  continue  only  so  long  the 
building  is  maintained  as  proposed  and  to  the  satisfaction 
of  the  fire  commissioner,  subject  to  review  within  one 
year. 

393-44-A 

APPLICANT — Henry  George  Greene,  for  Best  Lofts,  In¬ 
corporated,  owner. 
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SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 22-24  West  38th  street,  south 
side,  295  ft.  west  of  Fifth  avenue  (1st  floor)  ; 
(Block  839,  Lot  60),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 

THE  RESOLUTION  (393-44-A) 

Whereas,  Henry  George  Greene,  for  Best  Lofts,  Inc., 
owner,  filed  June  26,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises:  22-24  West  38th 
street,  south  side,  295  ft.  west  of  Fifth  avenue  (1st  floor)  ; 
(Block  839,  Lot  60),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  19,  1944,  re  B.N.  Appl.  460-44,  reads: 

“1.  Partitions,  including  show  window  partitions  and 
those  above  cabinets  should  comply  with  Sect.  10.9.2.5 
B.C.,  wooden  partitions  shown  cannot  be  accepted. 

2.  Materials  of  show  window  bulkhead  should  be  in¬ 
combustible  and  comply  with  Sect.  10.4.3.1  B.C.,  wood 
construction  not  acceptable. 

3.  Wooden  ceilings  over  rear  offices  not  permitted 
in  a  fireproof  building.  All  wood  construction  must 
conform  to  Sect.  10.9.1  B.C.” 

and 

Whereas,  the  applicant  states  the  building  is  12  stories 
(150  ft.)  in  height,  50  ft.  by  85  ft.  in  area;  Class  1  con¬ 
struction;  erected  in  1911;  located  in  a  retail  use  district; 
used  and  occupied:  Cellar,  boilerroom  and  storage;  1st 
floor,  store,  10  persons;  2fid  to  5th  floors,  inclusive,  of¬ 
fices  and  showrooms,  40  persons  each ;  6th  floor,  manufac¬ 
turing  surgical  instruments,  40  persons ;  7th  floor,  manufac¬ 
turing  novelty  jewelry,  40  persons;  8th  floor,  offices  and 
showroom;  9th  floor,  manufacturing  novelty  jewelry;  10th 
floor,  manufacturing  ladies’  neckwear;  11th  floor,  manu¬ 
facturing  gloves  and  lampshades;  12th  floor,  manufacturing 
children’s  wear;  40  persons  per  floor;  that  the  building  is 
equipped  with  a  one-source  sprinkler  system,  a  standpipe 
system,  one  fireproof  stair  which  is  3  ft.  6  in.  and  3  ft. 
8  in.  in  width  and  extends  from  the  roof  to  the  street 
and  one  exterior  stairs  at  the  rear,  extending  to  the  roof 
by  stairs,  with  egress  through  a  fire  passage  to  the  front 
stair ;  that  windows  and  doors  on  the  course  of  fire  escape 
are  fireproof,  self-closing;  and 

Whereas,  Violation  671  was  issued  July  26,  1944,  for 
erecting  wood  stud  partitions  and  show  window  backing, 
platforms  and  ceilings  entirely  of  combustible  material  on 
the  1st  floor  from  the  floor  to  the  ceiling,  without  a  permit; 
and 

Whereas,  the  applicant  contends  that  the  use  of  incom¬ 
bustible  materials  constitutes  merely  the  use  of  display 
cases,  with  studding  above,  covered  with  plywood  on  one 
side  only;  that  the  office  partitions,  constructed  of  studding 
and  plywood  are  only  8  ft.  high  with  false  ceilings;  that 
these  partitions  occur  only  on  the  1st  floor  and  the  fire 
hazard  is  not  great ;  that  none  of  the  partitions  interfere 
with  the  exits  and  no  manufacturing  is  carried  on  on  the 
1st  floor,  which  is  used  for  retail  use  only;  that  in  view 
of  these  facts,  it  is  requested  the  Board  permit  these  par¬ 
titions  to  remain ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  B.  N.  Applic.  460-44,  Objections  1,  2  and  3,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  existing  sprinkler 
system  shall  be  extended,  so  that  all  areas  and  false  ceil¬ 


ings  and  spaces  over  false  ceilings  are  protected  in  accord¬ 
ance  with  the  requirements  therefor;  that  this  variance 
shall  continue  only  during  the  term  of  the  present  lease 
with  the  existing  tenant,  and  in  no  event  for  a  term  of 
over  three  years  from  the  date  of  this  resolution;  that  in 
all  other  respects,  the  building  and  occupancy  throughout, 
and  the  requirements  as  to  the  premises  which  are  the  sub¬ 
ject  of  this  appeal,  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto;  that  such  portable  fire  fight- 
ing  appliances  shall  be  maintained  as  the  fire  commissioner 
shall  direct ;  that  no  smoking  shall  be  permitted  in  any 
enclosed  spaces  used  for  fitting  rooms. 


429-44-A 

APPLICANT — Harley,  Ellington  and  Day,  for  Liebmann 
Breweries,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 51-67  Montieth  street,  north 
side,  125  ft.  154  in-  east  of  Stanwix  street  (Block 
3140,  Lot  20 — formerly  lots  25,  26,  27  and  28), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harold  E.  Ellington  and  Herman 
Reese. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  q 

THE  RESOLUTION  (429-44-A) 

Whereas,  Harley,  Ellington  and  Day,  for  Liebmann 
Breweries,  Incorporated,  owner,  filed  July  10,  1944,  an 
appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises  51-67  Montieth  street,  north  side,  125  ft. 

1 34  in.  east  of  Stanwix  street  (Block  3140,  Lot  20— for¬ 
merly  Lots  25,  26,  27  and  28),  Borough  of  Brooklyn; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  23,  1944,  on  Alt.  Applic.  1595-44,  reads: 

“3.  Interior  columns,  beams  and  girders  should  be 
fireproofed  as  required  by  Sec.  10.2.1  and  Sec.  10.2.5, 
Bldg.  Code. 

5.  Exits  from  floor  areas  do  not  comply  with  Sec. 
270  Labor  Law.  (An  exterior  fireproof  enclosed  stair 
required.)” 

and 

Whereas,  the  applicant  states  that  the  existing  2  story 
building  will  be  altered  to  9  stories  (149  ft>  5%  in.)  in 
height;  101  ft.  l/2  in.  by  90  ft.  in  area  at  1st  floor;  101  ft. 
Vi  in.  by  76  ft.  3  in.  in  area  at  typical  floor;  of  Class  1 
construction;  erected  1939;  located  in  an  unrestricted  use, 
B  area  district  and  used  as  follows:  Cellar,  beer  storage, 
two  persons;  1st  story,  beer  storage,  2  persons,  and  to  be 
used  and  occupied  for  beer  storage  throughout,  2  persons 
each  story;  that  there  will  be  two  3  ft.  8  in.  wide  stairs 
from  the  roof  bulkhead  to  the  street,  equipped  with  re¬ 
frigerator  metal-clad  self-closing  doors;  and 
Whereas,  the  applicant  contends  that  the  building  will 
be  used  throughout  as  a  cold  storage  house  for  beer;  that 
the  entire  building  will  be  refrigerated  with  ammonia 
pipes;  that  the  cellars  and  all  other  stories  will  be  sub¬ 
ject  to  high  humidity  freezing  temperature,  which  cracks 
and  destroys  concrete  fireproofing  even  when  anchored  to 
steel  with  wire  mesh;  that  it  is  not  possible  to  protect 
the  steel  members  against  serious  destruction;  that  when 
interior  steel  columns  and  floor  beam  flanges  are  not  fire¬ 
proofed,  they  are  visible  for  regular  inspection  and  can 
be  preserved  by  painting  with  special  metal  protective 
paints;  that  the  three  upper  floors,  which  constitute  the 
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excess  over  100  ft.  in  height,  will  never  be  occupied  by 
more  than  3  employees  at  any  one  time ;  that  the  building 
when  altered,  will  be  provided  with  two  interior  stairs, 
which  will  be  extended  to  the  roof  of  this  building  or  the 
adjoining  building  and  one  stairs  will  also  connect  to  the 
adjoining  building  at  each  floor  level;  that  doors  to  the 
stairway  will  be  of  refrigerated  type  construction,  metal- 
clad,  equipped  with  closers;  it  is  therefore  requested  that 
the  Board  permit  the  construction  of  the  building  as  pro¬ 
posed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1595-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to 
Obj.  3,  on  condition  that  the  steel  shall  be  protected  at 
all  times  with  approved  metal  protective  paint  in  accord¬ 
ance  with  the  requirements  as  set  forth  in  a  previous 
appeal  under  Cal.  1099-39-A,  on  September  12,  1939,  affect¬ 
ing  the  lower  stories  of  this  building,  and  granted  as  to 
Objection  5,  on  condition  that  the  means  of  exit  as  indi¬ 
cated  on  plans  filed  with  this  appeal  shall  be  maintained 
and  that  the  building  shall  be  occupied  only  as  proposed; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto,  other  than  as  modified  under  Cal.  1099-39-A. 


434-44-A 

APPLICANT— de  Young,  Moscowitz  and  Rosenberg,  for 
Benar  Holding  Corporation  (Gertz  Dept,  store), 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 162-10  to  162-14  Jamaica  ave¬ 
nue,  south  side,  51  feet  west  of  New  York  boule¬ 
vard,  92-15  to  92-29  Union  Hall  street  and  92-14 
to  92-20  New  York  boulevard  (Block  10102,  Lots 
4,  6,  13,  15,  72,  74  and  79),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Benjamin  Moscowitz. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  0 

THE  RESOLUTION  (434-44-A) 

Whereas,  de  Young,  Moscowitz  and  Rosenberg,  for 
Benar  Holding  Corporation,  owner,  filed  July  10,  1944,  an 
appeal  from  a  decision  of  the  borough  superintendent,  af¬ 
fecting  premises  162-10  to  14  Jamaica  avenue,  south  side, 
51  ft.  west  of  New  York  boulevard,  92-15  to  92-29  Union 
Hall  street  and  92-14  to  92-20  New  Tork  boulevard  (Block 
10102,  Lots  4,  6,  13,  15,  72,  74  and  79),  Jamaica,  Borough 
of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  28,  1944,  on  Alt.  Applic.  486-44,  reads: 

“1.  The  construction  of  the  required  fire  wall  is 
contrary  to  Section  10.8.1  of  the  Building  Code.  Not 
further  considered.” 

and 

Whereas,  the  applicant  states  the  building  is  6  stories 
(75  ft.)  in  height;  108  ft.  by  295  ft.  in  area;  of  class  1  and 
class  3  construction;  erected  in  1925;  located  in  a  business 
use,  C  area  district  and  used  throughout  as  a  department 
store  with  50  persons  on  the  basement,  2nd,  3rd,  4th,  and 
6th  stories,  and  75  persons  on  the  1st  floor,  and  25  persons 
on  the  5th  floor;  that  it  is  proposed  to  be  used  and  occu¬ 
pied  as  a  department  store  throughout  with  100  persons 
on  the  basement,  2nd,  3rd,  4th,  and  6th  stories,  150  persons 
on  the  1st  floor  and  50  persons  on  the  5th  floor;  that  the 
building  is  equipped  with  a  two  source  sprinkler  system, 


interior  fire  alarm  system ;  that  there  are  fire  existing  3  ft. 
8  in.  wide  steel  stairs,  fireproof  enclosed,  equipped  with 
kalamein  self-closing  doors  and  extending  from  the  roof 
to  the  street;  and 

Whereas,  the  applicant  contends  that  due  to  the  necessity 
for  increased  selling  space,  it  is  proposed  to  add  a  6  story 
fireproof  building  adjoining  the  rear  of  the  present  struc¬ 
ture;  that  the  combined  area  of  the  existing  and  new  struc¬ 
ture  will  be  46,693  sq.  ft.  of  which  19,846  sq.  ft.  will  be 
in  the  non-fireproof  portion  and  26,947  sq.  ft.  will  be  in 
the  fireproof  portion;  that  it  is  proposed  on  the  first  floor 
only  to  maintain  a  fire  wall  between  these  two  areas  to  a 
distance  of  25  ft.  from  New  York  avenue  and  23  ft.  from 
Union  Hall  street,  and  the  center  bay  at  the  escalator  of 
approximately  25  ft.  unpierced;  it  is  requested  that  per¬ 
mission  be  granted  for  the  seven  intervening  bays  on  the 
first  floor  to  have  full  width  openings  between  columns, 
approximately  21  ft.;  that  at  these  openings  it  is  proposed 
to  install  a  baffle  2  ft.  down  from  the  ceiling  with  a  fusible 
link-controlled  self  closing  rolling  fire  shutter,  the  full  width 
of  the  openings ;  that  the  first  floor  ceiling  of  the  existing 
building  will  be  surfaced  with  Vermiculite  plaster  and  the 
entire  area  of  the  new  and  existing  building  will  be  100% 
sprinklered;  that  the  existing  non-fireproof  structure  is 
fire-retarded  throughout;  that  the  new  fireproof  building, 
fire  retarded  first  floor  ceiling  of  the  existing  building,  the 
self-closing  fire  shutters  between  the  two  buildings,  all 
ceilings  completely  sprinklered,  and  the  ease  of  movement 
of  persons  provided  by  these  openings  for  access  to  the 
exits  to  three  streets,  provide  a  maximum  safety  to  the 
public  in  case  of  emergency ;  that  on  the  basement  story 
and  the  five  stories  above  the  first  floor,  it  is  proposed  to 
maintain  the  fire  wall  between  the  existing  and  the  new 
structure  pierced  with  approximately  37%  of  openings,  each 
opening  will  be  14  ft.  in  width,  protected  by  fusible  link- 
controlled  self-closing  rolling  steel  fire  shutters ;  that  all 
of  the  ceilings  in  the  existing  and  the  new  structure  will 
be  completely  sprinklered ;  that  £he  14  ft.  openings  re¬ 
quested  are  needed  for  proper  movement  of  merchandise, 
display  and  selling,  and  for  the  freedom  of  movement  of  the 
customers ;  that  all  sprinkler  defects  will  be  removed  and 
a  complete  standpipe  system  installed. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  486-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  ob¬ 
jection  1,  on  condition  that  in  lieu  of  the  requirements  of 
the  Code  for  a  complete  fire  wall,  the  fire  wall  may  be 
constructed  on  each  floor  as  herein  proposed ;  that  in  the 
subcellar,  the  fire  wall  shall  be  continuous  and  in  accordance 
with  the  requirements  of  the  Code  therefor;  that  at  all 
openings,  a  fireproof  baffle  shall  be  constructed,  extending 
for  a  distance  of  not  less  than  2  feet  below  the  line  of  the 
ceiling  or  lowest  soffit  of  steel  girder  or  beam ;  that  on 
either  side  of  such  opening,  in  addition  to  the  sprinkler 
system  throughout  the  building,  sprinkler  heads  shall  be  in¬ 
stalled  approximately  2  feet  from  either  side  of  the  opening 
and  spaced  not  less  than  5  ft.  on  centers;  that  such  heads 
shall  be  one  inch  in  diameter ;  that  in  all  other  respects, 
the  building  and  occupancy,  including  the  installation  of 
standpipe  throughout  the  building,  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto;  that  stair¬ 
ways  shall  be  located  as  indicated  on  plans  filed  with  this 
appeal  marked  ‘‘Received  July  10,  1944”;  that  the  num¬ 
ber  of  stairs  shown,  shall  be  maintained  on  either  side 
of  the  fire  wall,  as  herein  modified ;  that  the  two-source 
sprinkler  system  and  interior  fire  alarm  system  shall  be 
installed  and  maintained ;  that  the  store  fixtures  throughout 
shall  be  constructed  either  of  metal  or  fireproof  wood. 


438-44-A 

APPLICANT — Howard  H.  Snyder,  for  Londa  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 
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PREMISES  AFFECTED— 828-840  Seventh  avenue  and 
200-206  West  54th  street,  southwest  corner  (8th 
door)  ;  (Block  1025,  Lot  36),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Howard  H.  Snyder. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (438-44-A) 
i  W  hereas,  Howard  H.  Snyder,  for  Londa  Realty  Cor¬ 
poration,  owner,  filed  July  14,  1944  an  appeal  from  a 
decision  of  the  borough  superintendent  affecting  premises 
828-840  Seventh  avenue  and  200-206  West  54th  street, 
southwest  corner  (8th  floor)  ;  (Block  1025,  Lot  36),  Bor¬ 
ough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  13,  1944,  on  amendment  to  Alt.  Applic.  948  43, 

reads : 

“1.  The  required  liveload  for  display  purposes  is 
75  lbs.,  Sect.  7.3.2.1,  B.  C. 

2.  Two  means  of  egress-  required  from  8th  floor, 
both  enclosed.  Sections  6.1. 2.2.3  and  6.4.1. 8.1  B.  C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  12 
i  stories  (138  ft.)  in  height,  150  ft.  by  80  ft.  in  area,  of 
class  1  construction,  erected  in  1912,  located  in  a  retail  1 
use,  B  area  district  and  used  as  a  class  A  multiple  dwelling 
with  stores  on  the  1st  floor;  and 

Whereas,  Violation  issued  January  30,  1939  was  for  vio¬ 
lation  of  subdivision  2  of  section  302  of  the  Multiple  Dwell¬ 
ing  Law  in  that  the  following  alterations  have  been  made : 
A.  Four  room  apartment  at  northeast  (8E)  and  4  room 
apartment  at  center  north  (8F)  on  the  8th  story  have  been 
converted  into  one  apartment  of  8  rooms,  four  of  which 
are  used  for  business  purposes.  Discontinue  forthwith  the 
use  of  said  rooms  for  sale  of  furs  and  restore  to  original 
occupancy  as  apartment;  and  for  violation  of  Section  300 
[  of  the  Multiple  Dwelling  Law  in  that  the  following  altera¬ 
tions  have  been  made:  A.  8th  story  brick  wall  in  closets 
separating  center  north  apartment  (8F)  from  northeast 
apartment  (8E)  has  been  pierced  and  a  door  has  been 
installed  connecting  both  apartments.  File  plans  for  ap- 
'  proval  to  legalize  said  alteration  or  restore  premises  to  the 
original  legal  conditions;  and 

Whereas,  the  applicant  on  date  of  February  7,  1939,  in¬ 
formed  the  Department  of  Housing  and  Buildings  that 
apartments  8E  and  8F  had  been  restored  to  their  original 
arrangement  and  that  apartment  8F  was  being  used  solely 
j  for  the  sale  of  furs  to  a  private  clientele ;  and 

Whereas,  the  applicant  contends  that  the  occupancy  of 
the  combined  apartment  using  the  four  westerly  rooms  as 
!  a  small  retail  fur  sales  room  is  not  hazardous ;  that  the 
building  is  a  New  Law  tenement,  erected  in  1912  and  stair¬ 
ways  are  in  accordance  with  the  laws  existing  at  the  time 
.  of  its  erection ;  that  the  number  of  occupants  on  the  8th 
floor  will  not  be  increased  and  the  capacity  of  the  stairs 
will  not  be  affected;  that  the  display  room  does  not  con- 
'  template  a  liveload  in  excess  of  30  lbs.  per  sq.  ft. ;  that 
permission  is  requested  to  occupy  apartments  8E  and  8F 
for  the  duration  of  the  tenant’s  lease  only. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  948-43,  Objections  1  and  2,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
denied. 


442-44-A 

APPLICANT— Saul  Goldsmith,  for  Oak-Cal  Realty  Cor¬ 
poration,  owner  (Bushwick  Iron  and  Steel  Co.  Inc., 
lessee). 


SI  BJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 110-114  Green  street,  south 
side,  229  ft.  3  in.  west  of  Franklin  street  (Block 
2522,  Lot  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Saul  Goldsmith. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 

THE  RESOLUTION  (442-44-A) 

\\  hereas,  Saul  Goldsmith,  for  Oak-Cal  Realty  Corpora¬ 
tion,  owner  (Bushwick  Iron  and  Steel  Co.,  Inc.,  lessee) 
filed  July  14,  1944,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent  affecting  premises  110-114  Green  street, 
south  side,  229  ft.  3  in.  west  of  Franklin  street  (Block 
2522,  Lot  16),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  July  13,  1944,  on  Alt.  Applic.  1987-44  reads: 

“1.  Provide  two  means  of  exit  from  the  second 
floor  complying  in  all  respects  with  Sect.  270  of  the 
Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (30  ft.)  in  height,  65  ft.  9  in.  by  100  ft.  in  area, 
©f  class  3  construction,  erected  in  1890,  located  in  an 
unrestricted  use,  A  area  district  and  used  and  occupied  as 
follows:  1st  floor — storage  of  steel  and  factory  (forge  and 
iron  shop) — 5  persons;  2nd  floor — offices — 25  persons;  no 
change  in  use  or  occupancy  is  proposed ;  that  the  building 
is  equipped  with  one  interior  4  ft.  wide  steel  stairs,  en¬ 
closed  in  partitions  consisting  of  studs,  metal  lath  and 
cement  plaster,  equipped  with  kalamein  self-closing  doors, 
extending  directly  to  the  street  and  one  exterior  platform 
and  ladder  will  be  erected  at  the  front,  with  fireproof  self¬ 
closing  door  on  the  course  thereof ;  and 

Whereas,  Certificate  of  Occupancy  103132  issued  Octo¬ 
ber  29,  1941,  permits  the  use  of  the  first  floor  for  the 
storage  of  steel  and  the  second  floor  for  offices ;  and 

Whereas,  the  applicant  contends  that  the  premises  con¬ 
sist  of  two  buildings ;  that  the  building  at  the  west  is  2 
story  brick,  39  ft.  6  in.  by  100  ft.  in  area,  occupied — 1st 
floor — storage  of  steel — 5  persons ;  2nd  floor — offices — 25 
persons ;  that  the  building  at  the  east  is  a  one  story  brick 
building,  26  ft.  3  in.  by  100  ft.  in  area  and  occupied  as  a 
factory,  iron  and  forge  shop — 5  persons ;  that  it  is  pro¬ 
posed  to  combine  both  buildings  into  one,  65  ft.  9  in.  by 
100  ft.  in  area,  and  to  erect  a  second  story  addition  over 
the  present  one  story  building  and  to  occupy  the  entire 
building  as  follows:  1st  story — factory  (iron  and  forge 
shop)  and  storage  of  steel — 5  persons  ;  2nd  floor — offices — 
25  persons ;  that  the  1st  floor  will  be  kept  in  isolated  areas 
of  2600  sq.  ft.  and  3900  sq.  ft.,  so  that  the  iron  and  forge 
shop  will  be  isolated;  that  the  division  wall  will  be  12  in., 
equipped  with  a  fireproof  self-closing  door;  that  the  ceil¬ 
ing  of  the  iron  and  forge  shop  will  be  fire  retarded  with 
metal  lath  and  cement  plaster;  that  the  second  floor  will 
have  an  open  area  of  6500  sq.  ft.,  divided  by  office  parti¬ 
tions  and  rooms ;  that  exits  from  the  2nd  floor  will  be  by 
means  of  the  present  4  ft.  wide  iron  stairway  directly  to 
the  street ;  that  the  stairhall  is  now  equipped  with  a  scuttle 
and  iron  ladder  to  the  roof  and  is  enclosed  by  a  fire  re¬ 
tarded  partition  of  metal  lath  and  cement  plaster,  equipped 
with  kalamein  self-closing  doors  3  ft.  wide ;  that  in  addi¬ 
tion,  it  is  proposed  to  erect  a  front  iron  balcony  and  sliding 
counterbalanced  ladder  to  the  street  and  to  provide  an  exit 
at  the  rear  to  the  roof  of  the  adjoining  building  to  the  east, 
under  the  same  ownership. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
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MINUTES 


law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1987-44,  and  that  the  appeal  be  and 
it  here  is  granted  as  to  objection  1,  on  condition  that  the 
second  floor  shall  be  occupied  for  non-factory  purposes 
and  shall  be  arranged  substantially  as  indicated  on  plans 
filed  with  this  appeal  marked  “Received  July  14,  1944”,  and 
the  means  of  exit  as  indicated  thereon,  shall  be  maintained; 
that  the  number  of  occupants  on  the  2nd  floor  shall  not 
exceed  30;  that  the  first  floor  ceiling  over  the  factory  por¬ 
tion,  shall  be  fire  retarded  with  metal  lath  and  34  in.  Ver- 
miculite  plaster ;  that  the  exits  as  shown  from  the  2nd 
story  to  the  roof  over  adjoining  buildings  under  the  same 
ownership,  shall  have  access  to  the  ladders,  as  previously 
required  for  emergency  exit  to  grade;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


443-44-A 

APPLICANT — Frank  H.  Alcott,  for  M.  Evelyn  Pabst, 
owner  (United  Toy  Mfg.  Co.,  Inc.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 2 77  Ralph  avenue,  east  side,  50 
ft.  north  of  Sumpter  street  (2nd  floor)  ;  (Block 
1518,  Lot  3),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Frank  H.  Alcott  and  W.  R.  Pabst. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative  .  0 

THE  RESOLUTION  (443-44-A) 

Whereas,  Frank  H.  Alcott,  for  M.  Evelyn  Pabst,  owner 
(United  Toy  Manufacturing  Company,  Incorporated,  les¬ 
see),  filed  July  14,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent  affecting  premises  277  Ralph  avenue, 
east  side,  5Q  ft.  north  of  Sumpter  street  (2nd  floor)  ; 
(Block  1518,  Lot  3),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  6,  1944,  on  Alt.  Applic.  536-44,  reads: 

“1.  Exits  from  2nd  floor  to  comply  with  Rule 
#8  as  adopted  by  the  Board  of  Standards  and  Appeals, 
for  factory  exits  for  buildings  erected  prior  to  October 
1,  1913. 

2.  Stairs  to  extend  to  roof  as  adjoining  building  is 
of  same  height  or  per  271  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(23  ft.)  in  height;  25  ft.  by  98  ft.  in  area  at  first  floor; 

25  ft.  by  48  ft.  in  area  at  second  floor;  of  Class  3  and  4 
construction;  erected  1894;  located  in  a  business  use,  C  area 
district,  and  used  and  occupied  since  1940  as  follows :  cellar, 
steam  boiler,  1  person;  1st  floor,  toy  shop,  20  persons;  2nd 
floor,  offices  and  dressing  room,  8  persons ;  that  the  build¬ 
ing  is  equipped  with  one  interior  wood  stairs,  2  ft.  11  in. 
wide  leading  directly  to  the  street  and  scuttle  to  the  roof 
with  stairs  enclosed  in  fire  retarded  partitions,  equipped 
with  .34  hour  self-closing  fireproof  door  at  the  top ;  that 
the  building  is  also  equipped  with  rear  steps  to  the  rear 
and  side  yard  with  egress  to  the  street  through  a  ease¬ 
ment;  and 

Whereas,  the  applicant  contends  that  Violation  11-44  was 
issued  January  3,  1944,  for  manufacturing  without  a  cer¬ 
tificate  of  occupancy  for  such  use ;  that  a  certificate  of 
occupancy  was  applied  for  with  the  objections  herein  ap¬ 
pealed,  resulting  from  such  application;  that  277  Ralph 
avenue  was  filed  as  a  stable,  carriage  house  and  blacksmith 
shop  in  1894,  and  though  originally  contemplated  in  frame 
construction,  was  actually  constructed  with  12  in.  masonry 
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exterior  walls,  25  ft.  by  60  ft.  in  area  with  a  2nd  floor  brick 
private  dwelling  above ;  that  such  occupancy  continued  until 
1920,  when  the  one  story  frame  brick-nogged  carriage  house 
on  the  rear  of  the  lot,  was  incorporated  with  the  16  ft. 
one  story  brick  extension,  as  indicated  on  plans  filed  with 
this  appeal ;  that  the  premises  have  been  used  for  manu¬ 
facturing  purposes  for  many  years ;  that  plans  filed  with 
this  appeal,  indicate  improvements  which  it  is  felt  will  be 
satisfactory;  that  the  objections  issued  by  the  borough 
superintendent  do  not  constitute  justifiable  precautions  for 
public  safety;  that  the  total  fire  area  in  the  first  story  is 
only  2,450  sq.  ft.,  of  which  1,925  sq.  ft.  is  masonry  en¬ 
closed  and  only  525  sq.  ft.  is  brick-nogged  wood  frame, 
metal  clad  on  the  interior ;  that  Rule  8  of  the  Factory  Exit 
Rules  provides  that  where  more  than  five  persons  are  em¬ 
ployed  at  manufacturing,  two  means  of  exit  or  escape 
remote  from,  each  other  shall  be  provided  from  each  story, 
one  of  which  shall  be  an  enclosed  interior  stairway  and 
the  other  a  4  ft.  platform  and  counterbalanced  stairway  to 
the  street ;  that  this  rule  was  written  around  a  different 
type  of  factory  from  that  which  is  the  subject  of  this  ap¬ 
peal;  that  there  will  be  no  manufacturing  on  the  2nd  floor; 
that  the  area  of  the  2nd  floor  is  only  1200  sq.  ft. ;  that 
at  no  point  on  the  2nd  floor  is  it  more  than  30  ft.  from 
the  entrance  to  the  interior  stairs,  which  it  is  proposed  to 
enclose  with  fire  retarded  partitions  and  equip  with  self¬ 
closing  three-quarter  hour  door  ;  that  5  rear  windows  pro¬ 
vide  access  to  the  one  story  roof,  accessible  from  two  side 
yards  and  a  rear  yard  of  adjoining  premises;  that  the  only 
position  at  which  an  exterior  stair  could  be  installed,  would 
be  on  the  westerly  elevation  facing  Ralph  avenue ;  that 
the  present  openings  practically  preclude  anything  but  a 
drop  ladder  fire  escape,  due  to  the  trucking  service  doors 
swinging  outwardly  and  the  12  ft.  clear  height  of  the 
first  story ;  and 

Whereas,  the  applicant  contends  as  to  Objection  2,  that 
the  adjoining  structure  to  the  south,  279  Ralph  avenue,  is 
inaccessible  from  the  roof  of  the  two  story  brick  factory; 
that  the  structure  to  the  north,  275  Ralph  avenue  is  a  pri¬ 
vate  one  story  frame  residence  in  the  second  story,  with 
a  store  on  the  first  floor;  that  if  the  interior  stairs  in  the 
building  in  question  were  extended  to  roof  so  as  to  pro¬ 
vide  egress  thereto,  no  relief  could  be  had,  as  the  stair  in 
275  Ralph  avenue  does  not  extend  to  the  roof,  egress  could 
only  be  had  through  that  building  by  a  scuttle  and  ladder, 
which  would  be  stapled  or  locked  in  case  of  fire;  that 
there  is  a  ladder  and  scuttle  existing,  leading  to  the  roof 
of  the  building  in  question  and  this  should  be  adequate  for 
access  to  such  roof. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  536-44,  and  that  the  applicaiton  be 
and  it  hereby  is  granted,  as  to  objections  1  and  2,  on  con¬ 
dition  that  the  work  of  the  factory  shall  be  restricted  to 
the  first  floor  only,  and  the  exits  shall  be  maintained  as 
proposed  and  indicated  on  plans  filed  marked  “Received 
July  14,  1944;  that  the  building  shall  not  be  increased  in 
height  or  area ;  that  the  second  floor  shall  be  used  for 
non-factory  purposes;  that  the  existing  scuttle  in  the  roof 
shall  be  maintained  and  the  ladder  leading  thereto,  shall 
be  a  double-rung,  steel  ladder  and  the  scuttle  fitted  with 
an  easy-opening  device ;  that  a  loose  ladder  shall  be  main¬ 
tained  on  the  first-story  roof  of  sufficient  length  to  reach 
the  rear  or  side  yard,  to  provide  an  emergency  means  of 
exit  from  the  second-story  portion  of  the  building;  and 
that  in  all  other  resepcts,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


444-44-A 

APPLICANT— Joseph  C.  Haus,  for  Rose  Najjar,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


MINUTES 


PREMISES  AFFECTED — 141-143  Atlantic  avenue,  north 
side,  192  ft.  6  in.  east  of  Henry  street  (Block  275, 
Lot  13),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

(For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 


j 
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THE  RESOLUTION  (444-44-A) 

Whereas,  Joseph  C.  Haus,  for  Rose  Najjar,  owner, 
filed  July  18,  1944,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises  141-143  Atlantic 
avenue,  north  side,  192  ft.  6  in.,  east  of  Henry  street  (Block 
275,  Lot  13),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  10,  1944,  on  Alt.  Applic.  1879-44,  reads: 

“l.Stairway  to  extend  to  roof  as  per  Sec.  271 — 1C  of 
the  Labor  Law. 

Note:  Premises  were  the  subject  of  conditional  varia¬ 
tions  of  the  Board  of  Standards  and  Appeals  833-22-S. 

2.  Provide  two  means  of  egress  from  1st  floor  as 
per  Sec.  271-1  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  (40  ft.)  in  height,  41  ft.  8  in.  by  80  ft.  in  area  at  1st 
floor;  41  ft.  8  in.  by  45  ft.  6  in.  in  area  at  typical  floor;  of 
Class  3  construction ;  erected  prior  to  1898 ;  located  in  a  busi¬ 
ness  use,  B  area  district  and  used  since  1920  as  follows : 
cellar,  boiler  room  and  storage,  no  persons;  1st  floor,  stores, 
10  persons;  2nd  floor,  manufacturing  dresses,  19  persons;  3rd 
floor,  embroidery,  15  persons ;  that  the  building  is  equipped 
with  a  fire  alarm  system  and  fire  drills  are  maintained ; 
that  there  is  one  4  ft.  6  in.  wide  wood  stairs  from  the  1st 
to  2nd  floors  and  4  ft.  1  in.  wide  wood  stairs  from  2nd  to 
3rd  floors,  enclosed  in  partitions  of  metal  and  cement  plaster 
on  wood  studs  and  leading  to  the  street,  but  not  to  the 
roof ;  that  the  stairhall  enclosure  is  equipped  with  fireproof 
self-closing  doors ;  that  there  is  also  a  fire  escape  at  the 
front  of  the  building,  leading  to  the  roof  by  a  ladder  and 
to  the  street  by  a  counterbalanced  stair;  that  windows  and 
doors  on  the  course  are  fireproof  and  self-closing;  and 
Whereas,  the  applicant  states  that  permission  is  re¬ 
quested  to  use  a  portion  of  the  1st  floor  for  manufacturing 
quilts,  15  persons,  without  the  two  required  exits  and  to 
continue  the  present  means  of  access  to  the  roof,  as  per¬ 
mitted  by  the  Board  under  Cal.  833-22  S ;  that  the  condi¬ 
tions  of  the  resolution  adopted  by  the  Board  under  Cal.  833- 
22-S  have  been  complied  with,  but  the  proposed  use  is  ob¬ 
jected  to,  on  the  ground  that  it  may  constitute  a  substantial 
change  in  use  and  occupancy  from  that  existing  when  the 
variance  was  granted ;  that  the  factory  occupants  of  the  1st 
floor  will  never  have  occasion  to  use  the  bulkhead  as  a 
means  of  egress;  that  there  is  no  safe  egress  from  the 
roof,  so  that  a  bulkhead  may  not  be  required  under  the 
Labor  Law  or  the  factory  exit  rules ;  that  the  present  exit 
from  the  westerly  store  on  the  first  floor,  which  it  is  pro¬ 
posed  to  change  to  factory  use,  consists  of  two  2  ft.  doors 
opening  directly  on  the  street,  which  will  swing  in  the  di¬ 
rection  of  egress;  that  the  building  covers  the  entire  lot, 
so  that  it  is  impossible  to  provide  another  exit  at  or  near 
the  rear;  that  the  proposed  occupancy  will  never  exceed 
15  persons;  that  if  this  were  a  one  story  building  or  if  the 
upper  floors  were  not  used  for  factory,  this  store  could  be 
used  as  a  factory  employing  75  persons  without  additional 
means  of  exit  being  required;  that  if  the  Board  deems  an¬ 
other  exit  essential,  a  door  can  be  cut  into  the  stair  hall  to 
provide  a  secondary  means ;  that  it  has  been  found  impos¬ 
sible  to  secure  permission  for  a  door  to  adjoining  yard; 
that  the  total  floor  space  to  be  used  for  manufacturing 


throughout  the  building  will  not  exceed  the  area  of  the 
lot  and  the  type  of  manufacturing  will  be  a  type  permitted 
in  a  business  use  district. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1879-44,  and  that  the  appeal  be  and 
it  here  is  granted,  as  to  objection  1  on  condition  that  the 
existing  scuttle,  with  a  double  rung  ladder  leading  thereto, 
shall  be  maintained;  that  the  scuttle  shall  be  fitted  with  an 
easy  opening  device;  as  to  Objection  2,  that  additional  exit 
from  the  factory  space  on  the  first  floor  shall  be  provided 
by  means  of  a  scuttle  in  the  roof  of  the  first  story  exten¬ 
sion,  reached  by  a  double  rung  ladder;  that  the  scuttle 
shall  have  an  easy  opening  device ;  that  a  loose  ladder  shall 
be  maintained  on  the  roof  of  sufficient  length  to  permit  exit 
to  adjoining  yards  from  such  scuttle;  that  in  all  other  re¬ 
spects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto,  other  than  as 
modified  by  the  Board  under  Cal.  833-22-S. 


445-44-A 

APPLICANT — Martyn  N.  Weinstein,  for  Cardinal  Mfg. 
Co.,  owner  (Joseph  Cardinal,  d/b/a  Cardinal  En¬ 
gineering  Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 700-712  Hicks  street  and  23-45 
Nelson  street,  northwest  corner  (cellar,  1st  and  2nd 
floors)  ;  (Block  520,  Lot  26),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant :  Martyn  N.  Weinstein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  o 

THE  RESOLUTION  (445-44-A) 

Whereas,  Martyn  N.  Weinstein,  for  Cardinal  Manu¬ 
facturing  Company,  Incorporated,  owner  (Joseph  Cardinal 
doing  business  as  Cardinal  Engineering  Company,  lessee), 
filed  July  17,  1944,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises  700-712  Hicks  street, 
and  23-45  Nelson  street,  northwest  corner  (cellar,  1st  and 
2nd  floors);  (Block  520,  Lot  26),  Borough  of  Brooklyn; 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  11,  1944,  on  Alt.  Applic.  2357-43,  reads: 

“2.  Exits  from  all  floors — including  cellar,  to  com¬ 
ply  with  Sect.  270  of  Labor  Law. 

3.  Area  and  height  of  bldgs,  excessive  for  Class 
3  and  Class  5  construction  as  per  Sect.  4.7.1  of  Bldg. 
Code. 

4.  Standpipe  system  required  as  per  Sec.  16.1.1  Bldg. 
Code. 

5.  Height  of  walls  not  to  exceed  20  times  its  thick¬ 
ness  as  per  Sect.  8.4.1. 5  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  1  and  2 
stories  (30  ft.)  average  in  height;  133  ft.  by  238  ft.  in 
area  at  1st  floor;  80  ft.  by  40  ft.  and  59  ft.  in  area  at 
second  floor ;  of  Class  3  construction ;  erected  1888  and 
1942,  located  in  a  residence  use,  D  area  district  and  used 
and  occupied  since  1942  as  follows:  cellar,  storage  of  paints 
and  varnish,  2  persons;  1st  floor,  manufacturing  of  paint 
and  crane  shed,  7  persons;  2nd  floor,  manufacturing  paint 
and  offices,  26  persons,  and  proposed  to  be  used  and  occupied 
as  follows:  cellar,  storage  of  supplies,  2  persons;  1st  floor, 
offices,  machine  shop  and  crane  shed,  97  persons;  2nd  floor, 
offices,  mezzanine,  mould  loft,  total  26  persons;  that  the 
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building  is  equipped  with  4  interior  steel  stairs,  one  of 
which  leads  directly  to  the  street,  and  none  to  the  roof ; 
that  one  stair  is  24  in.  wide ;  that  two  stairs  are  30  in. 
wide  and  one  stair  is  44  in.  wide;  that  these  stairs  are 
enclosed  in  fire  retarded  partitions  in  part ;  that  there  is 
also  one  fire  escape  on  the  roof  of  one  story  machine  shop ; 
and 

Whereas,  the  applicant  contends  that  under  Cal.  626-43- 
BZ,  granted  by  the  Board  June  6,  1944,  a  complete  set 
of  8  in.  scale  plans  of  all  the  buildings  erected  in  1888  and 
in  1942  were  submitted  and  made  part  of  such  application ; 
and 

Whereas,  the  applicant  contends  as  to  Objection  2,  that 
the  interior  enclosed  stairs  are  situated  in  the  two  story 
brick  building  facing  Hicks  street  and  leads  directly  to 
the  street ;  that  the  cellar  is  not  enclosed ;  that  the  building 
was  erected  in  1888  and  occupied  as  a  paint  factory  prior 
to  its  acquisition  in  1942  by  its  present  owner;  that  an 
exterior  30  in.  iron  stair  leads  from  the  crane  shed  area 
up  to  the  offices  of  the  two  story  brick  building;  that  from 
the  2nd  story  landing,  this  stairway  also  leads  to  the  roof 
of  the  old  one  storj''  frame  building  on  the  corner  of  Hicks 
and  Nelson  streets  and  from  this  roof,  a  22  in.  iron  stair¬ 
way  extends  to  the  roof  of  the  adjacent  two  story  brick 
building;  that  from  the  mezzanine  on  the  westerly  end  of 
the  crane  shed,  there  are  two  open  iron  stairways  which 
lead  down  to  the  crane  shed  area;  that  one  stairway  is 
24  in.  wide  and  the  other,  36  in.  wide;  that  the  total  occu¬ 
pancy  of  the  mezzanine  is  8  persons ;  that  in  the  erection 
of  tbe  new  face  brick  enclosure  wall  on  the  Nelson  street 
side  of  the  crane  shed,  it  is  proposed  to  install  3  doors, 

each  3  ft.  wide  as  indicated  on  the  plans  filed  with  the 

Board  under  Cal.  626-43-BZ ;  and 

Whereas,  the  applicant  contends  as  to  Objections  3  and 
4,  that  the  erection  of  the  crane  shed  with  steel  columns, 
brick  and  concrete  block  walls  below  and  steel  sash  and 
corrugated  iron  in  upper  section,  replaced  the  one  and  two 
story  structures  and  wood  crane  shed  which  previously  cov¬ 
ered  the  same  area;  that  the  crane  shed  columns  are  30  ft. 
in  height  and  were  so  required  for  the  efficient  operation 
of  the  plant;  that  the  steel  roof  girders  and  roof  joists  add 
another  2  ft.,  making  it  32  ft.  in  height  to  the  highest 
point  in  the  crane  shed ;  that  the  two  story  brick  machine 

shop  is  only  26  ft.  high  and  the  one  story  frame  machine 

shop  is  only  16  ft.  high;  and 

Whereas,  the  applicant  contends  as  to  Objection  5,  that 
plans  indicate  the  height  of  the  proposed  8  in.  face  brick 
wall  of  the  crane  shed  on  Nelson  street  to  be  14  ft.  10  in., 
exclusive  of  4  in.  cast  stone  coping,  which  is  18  in.  higher 
than  permitted  by  the  Code;  that  this  excess  height  is  due 
to  the  necessity  for  extra  high  door  openings  to  permit 
the  trucking  of  large  manufactured  parts ;  that  it  is  pro¬ 
posed  to  thoroughly  brace  the  8  in.  brick  wall  to  the  steel 
columns,  which  are  spaced  18  ft.  and  20  ft.  apart;  it  is 
therefore  requested  that  the  Board  grant  a  variation  of  the 
requirements  of  Objections  2,  3,  4  and  5,  so  as  to  permit 
the  use  and  layout  of  these  premises  as  indicated  on  the 
drawings  filed  under  Cal.  626-43-BZ. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2357-43,  objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  exits  as  shown  on  plans  filed  with  the 
Board  under  Cal.  626-43-BZ  shall  be  maintained;  as  to 
objection  3,  that  the  building  shall  not  be  increased  in  height 
or  area;  as  to  objection  4,  that  the  standpipe  system  may 
be  waived,  provided  such  portable  fire-fighting  appliances 
are  maintained  throughout  the  buildings  as  the  fire  commis¬ 
sioner  shall  direct  and  the  main  building  shall  be  maintained 
as  a  one-story  building ;  and,  withdrawn  to  comply  as  to 
objection  5;  and  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto  other  than  as  modified  herein  and 
as  modified  by  the  Board  under  Cal.  626-43-BZ,  except  that 
the  wall  may  be  reduced  in  height  to  comply  with  the 


requirements  of  Setcion  C26-417.0  (8.4.1. 5)  of  the  Ad¬ 
ministrative  Building  Code. 


448-44-A 

APPLICANT — Sidney  H.  Kitzler,  for  Kentbert  Corp., 
owner  (Max  Fine  and  Sons,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 16-24  West  47th  street,  south 
side,  249  ft.  11  in.  west  of  Fifth  avenue  (14th 
floor)  ;  (Block  1262,  Lots  48  to  51,  inclusive), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  H.  Kitzler. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  Chairman  Murdock  .  1 

Negative :  Commissioners  Savage  and  Blum  and 
Deputy  Chief  Gunn  .  3 


THE  RESOLUTION  (448-44-A) 

Whereas,  Sidney  H.  Kitzler  for  Kentbert  Corporation, 
owner  (Max  Fine  and  Sons,  Incorporated,  lessee),  filed  July 
17,  1944,  an  appeal  from  a  decision  of  the  fire  commissioner, 
affecting  premises  16-24  West  47th  street,  south  side,  249  ft. 
11  in.  west  of  Fifth  avenue  (14th  floor)  ;  (Block  1262,  Lots 
48  to  51  inclusive),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
June  20,  1944,  reads: 

“In  reply  to  your  request  to  install  a  panic  lock  or 
other  device  on  the  exit  doors  from  above  factory,  Sec¬ 
tion  272,  subdivision  3  of  the  State  Labor  Law  requires 
that  no  door  leading  into  or  out  of  any  factory  shall  be 
locked,  bolted  or  fastened  during  working  hours.  Your 
request  must  therefore  be  denied.” 

and 

Whereas,  the  applicant  states  the  building  is  14  stories 
(160  ft.)  in  height;  100  ft.  by  100  ft.  5  in.  in  area  at  1st 
floor;  100  ft.  by  52  ft.  2  in.  in  area  at  typical  floor;  of 
Class  1  construction ;  erected  1925 ;  located  in  a  retail  use, 
B  area  district,  and  used  and  occupied:  cellar,  storage;  1st 
and  mezzanine,  stores,  226  persons  on  the  1st  and  120 
persons  on  the  mezzanine;  2nd  to  10th  floors,  offices,  show 
rooms  and  light  manufacturing,  100  persons  each  floor;  11th 
to  14th  floors,  same,  70  persons  each ;  pent  house,  super¬ 
intendent’s  quarters,  machine  room  and  tank;  that  the  build¬ 
ing  is  equipped  with  a  standpipe  system,  and  sprinkler  heads 
to  protect  exposure  openings,  interior  fire  alarm  system  and 
fire  drills  are  maintained ;  that  there  are  two  46  in.  wide 
fireproof  stairs  from  the  roof  to  the  street ;  and 

Whereas,  the  applicant  contends  that  the  lessee  in  ques¬ 
tion  occupies  the  entire  14th  story  (top  floor)  for  cutting, 
grinding  and  polishing  diamonds ;  that  due  to  the  nature  of 
the  business,  it  is  important  that  strangers  be  prevented  from 
entering  the  premises ;  that  it  is  therefore  proposed  to  install 
an  approved  panic  bolt  on  the  door  leading  to  the  fire  stair 
exit  and  that  the  Board  permit  such  installation,  in  order  to 
adequately  protect  the  tenants  valuable  merchandise. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
June  20,  1944,  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


455-44-A 

APPLICANT — Kenneth  W.  Milnes,  for  Weissglass  Gold 
Seal  Dairy  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 309  Maple  parkway,  east  side, 
136.23  ft.  south  of  Forest  avenue  (Block  1696,  Lot 
8),  Port  Richmond,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant :  Kenneth  W.  Milnes  and  George  S. 
Nobles. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (455-44-A) 

Whereas,  Kenneth  W.  Milnes,  for  Weissglass  Gold  Seal 
Dairy  Corporation,  owner,  filed  July  25,  1944  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
309  Maple  parkway,  east  side,  136.23  ft.  south  of  Forest 
avenue  (Block  1696,  Lot  8),  Port  Richmond,  Borough  of 
Richmond;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  July  14,  1944  on  amendment  to  N.  B.  Applic.  22-44 
reads : 

“Disapproved.” 

and 

Whereas,  this  decision  was  based  on  amendment  dated 
July  13,  1944  to  N.  B.  Applic.  22-44,  which  amendment  reads 
as  follows : 

“Approved  plans  at  building  above  described  indicate 
two  (2)  openings  lO'O"  x  14'0"  at  which  there  are 
required  doors  of  approved  New  York  City  three-hour 
construction. 

This  area  of  140  square  feet  is  greater  than  the 
formally  approved  area  under  Calendar  492-40-SM  and 
the  statutory  permissible  increase  of  20%,  but  it  is  not 
greater  than  the  area  of  140  square  feet  set  forth  by  the 
Administrative  Code  as  permissible  in  cases  where 
trucking  is  to  be  performed  through  opening. 

Permission  is  therefore  requested  to  manufacture 
doors  for  these  two  (2)  10' 0"  x  14' 0"  openings  of 
sliding  type  in  precise  accordance  with  the  procedure 
outlined  by  the  approval  and  with  hardware  as  approved 
thereunder  with  the  understanding  that  the  doors  need 
not  be  labeled  and  that  your  inspector  will  be  instructed 
to  pass' them.  Doors  in  this  case  will  be  made  by  the 
Richmond  Fireproof  Door  Company  who  are  an  ap¬ 
proved  manufacturer  under  the  Calendar  number  noted 
above.  Affidavit  will  be  submitted  to  the  effect  that 
there  has  been  no  deviation  in  manufacture  from  that 
approved  by  Board  of  Standards  and  Appeals. 

Owing  to  the  size  of  these  doors  and  the  impossibility 
of  handling  them  in  shipment,  approval  is  also  requested 
for  manufacturing  in  two  sections  to  be  spliced  together 
in  accordance  with  procedure  approved  by  the  Under¬ 
writers  and  also  approved  by  other  divisions  of  the 
Department  of  Housing  and  Buildings  on  previous  jobs 
where  similarly  large  doors  were  used.” 
and 

Whereas,  the  applicant  states  that  the  proposed  building 
will  be  1  story  (30  ft.),  in  height,  110  ft.  by  180  ft.  in  area, 
of  class  3  construction,  located  in  an  unrestricted  use 
district;  and 

Whereas,  the  applicant  contends  that  approved  plans  in¬ 
dicate  two  10  ft.  by  14  ft.  openings  proposed  to  be  equipped 
with  approved  three  hour  opening  protective  assemblies  and 
the  area  of  each  opening  is  greater  than  the  area  approved 
under  Cal.  492-40-SM  and  the  permissible  20  percent  increase, 
but  is  not  greater  than  the  140  sq.  ft.  opening  permitted  by 
the  Administrative  Code  where  trucking  is  to  be  performed 
through  such  opening ;  that  permission  is  requested  to  manu¬ 
facture  two  doors  for  these  two  openings,  such  doors  to  be 
of  the  sliding  type,  in  exact  accordance  with  the  procedure 
outlined  in  the  Board’s  approval  by  the  Richmond  Fireproof 
Door  Co. ;  that  owing  to  the  excessive  size  of  these  doors  and 
the  impossibility  of  handling  in  shipment,  permission  is  re¬ 
quested  to  manufacture  these  doors  in  two  sections  to  be 
spliced  together  as  indicated  on  plans  filed  with  this  appeal. 


Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  22-24,  dated  July  14,  1944,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
c/ranted  on  condition  that  the  doors  when  spliced  shall  not 
exceed  an  area  of  140  sq.  ft.  each,  and  in  all  other  respects, 
shall  be  in  accordance  with  the  approval  of  the  Board  under 
Cal.  492-40-SM,  as  amended  June  29,  1943. 


338-44-A 

APPLICANT — William  J.  Minogue,  for  Mary  C.  Condon, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent,  previously  granted 
on  condition. 

PREMISES  AFFECTED — 1972  Benedict  avenue,  southwest 
corner  of  Pugsley  avenue  (Block  3930,  Lot  45), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  J.  Minogue. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTTON  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION  (338-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1972  Benedict  avenue, 
southwest  corner  of  Pugsley  avenue  (Block  3930,  Lot  45), 
Borough  of  The  Bronx,  was  granted  by  the  Board  on  June 
13,  1944,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  13,  1944,  by 
adding  thereto : 

“that  in  all  other  respects,  the  objections  raised  by  the 
borough  superintendent  under  Alt.  Applic.  236-44,  shall 
be  complied  with,  except  that  windows  along  the  course 
of  the  exterior  iron  stairs  to  grade  need  not  be  fire¬ 
proofed,  provided  the  stairs  are  so  located  that  they  shall 
be  as  far  away  as  possible  from  the  window  openings 
and  the  existing  fireproof  window  in  the  rear  of  the 
garage  shall  be  glazed  with  wire  glass.” 


401-43-A 

APPLICANT — Sack  Chemical  Co.,  for  Rosenberg-Murray 
Co.,  Inc.,  owner  (Knab  Trading  Co.,  lessee). 
SUBTECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 154-156  West  27th  street,  south 
side,  150  ft.  east  of  Seventh  avenue  (basement)  ; 
(Block  802,  Lot  71),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Emanuel  Sack. 

For  Administration :  Vincent  M.  Matteis,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  dismissed  without  prej¬ 
udice. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION  (401-43-A) 

Whereas,  Sack  Chemical  Co.,  for  Rosenberg-Murray  Co., 
Inc.,  owner  (Knab  Trading  Co.,  lessee),  filed  on  August  13, 
1943,  an  appeal  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  154-156  West  27th  street,  south  side,  150  ft. 
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east  of  Seventh  avenue  (basement)  ;  (Block  802,  Lot  71), 
Borough  of  Manhattan ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


402-43-S 

APPLICANT — Victory  Tool  Laboratories,  Inc.,  lessee,  for 
Del  Parke  Realty  Corporation,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  a  decision 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 218  William  street,  east  side,  400 
ft.  south  of  New  Chambers  street  (8th  floor)  ; 
(Block  120,  Lot  13),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration  :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Application. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn  .  3 

Negative:  .  0 

Absent :  Commissioner  Savage .  1 


THE  RESOLUTION  (402-43-S) 

Whereas,  the  Victory  Tool  Laboratories,  Inc.,  lessee,  for 
Del  Parke  Realty  Corporation,  owner,  filed  on  August  12, 
1943,  an  application  from  a  decision  of  the  fire  commissioner, 
affecting  premises  218  William  street,  east  side,  400  ft.  south 
of  New  Chambers  street  (8th  floor)  ;  (Block  120,  Lot  13), 
Borough  of  Manhattan ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


511-43-A 

APPLICANT — Monroe  Lepow,  d/b/a  Moncel  Trading 
Corporation,  lessee,  for  Morris  Rosen,  owner. 
SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1272-1274  Hoe  avenue,  east  side, 
100  ft.  north  of  Freeman  street  (Block  2987,  Lot  5), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Vincent  M.  Matteis,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION  (511-43-A) 

Whereas,  Monroe  Lepow,  for  Moncel  Trading  Corpora¬ 
tion,  lessee  (Morris  Rosen,  owner),  filed  on  October  26, 
1943,  an  appeal  from  an  order  and  a  decision  of  the  fire 
commissioner,  affecting  premises  1272-1274  Hoe  avenue,  east 
side,  100  ft.  north  of  Freeman  street  (Block  2987,  Lot  5), 
Borough  of  The  Bronx ;  and 

Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 

39-44-A 

APPLICANT — Salvatore  Cino,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED— 8  East  2nd  street,  north  side, 
100  ft.  east  of  Bowery  (Block  458,  Lot  45), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Salvatore  Cino. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Peter  Maher,  Fire  Dept. 
ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


42-44-A 

APPLICANT— Vitale  Della  Penna,  for  Ralph  Polcini, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 316-322  East  149th  street,  south 
side,  300  ft.  west  of  Courtlandt  avenue  (Block  2330, 
Lot  26) ,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Vitale  Della  Penna. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


195-44-A 

APPLICANT — International  Projector  Corporation,  owner. 

SUBJECT — Appeal  from  orders  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 15-19  Ferry  street,  northwest 
corner  of  Jacob  street  (Block  104,  Lot  27),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Edgar  Lyde. 

For  Administration  :  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


285-44-A 

APPLICANT— Metro  Paint  Products  Co.,  Inc.,  lessee  for 
J.  D.  Bolton,  A.  D.  Guard  and  H.  L.  Dewey, 
owners. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 399-401  Concord  avenue,  west 
side,  100  ft.  north  of  St.  Mary’s  street  (Block  2573, 
Lot  91),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Henry  L.  Lewin. 

For  Administration :  Vincent  M.  Matteis,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


447-44-A 

APPLICANT — Emil  Koeppel,  for  Lizzie  Lipman,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 205  Concord  street,  north  side, 
98  ft.  2  in.  east  of  Gold  street  (Block  110,  Lot  58), 
Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Emil  Koeppel. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  after  discussion. 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


300-44-A 


I 

-  * 


APPLICANT — Anthony  M.  De  Rose,  for  Beatrice  Proper¬ 
ties,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 564-574  Southern  boulevard, 
south  side,  267.44  ft.  east  of  East  149th  street 
(Block  2603,  Lot  11),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Gloria  Weiss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


432-44-A 

APPLICANT — Benjamin  M.  Sylvan,  for  1174  Bedford 
Avenue,  Inc.,  owner  (Henry  Voijlo,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1174-1184  Bedford  avenue, 
northwest  corner  of  Putnam  avenue  (2nd,  3rd,  and 
mezzanine  floors)  ;  (Block  1990,  Lot  30),  Borough 
of  Brooklyn. 

APPEARANCES— 


For  Applicant :  Benjamin  M.  Sylvan. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


435-44-A 

APPLICANT — Jacob  Lubroth,  for  Sterling  Cake  Co.,  Inc., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 13-15  Sumpter  street,  north 
side  250  ft.  west  of  Patchen  avenue  (1st  and  2nd 
floors)  ;  (Block  1695,  Lots  16,  17,  18,  20,  42  and 
43),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jacob  Lubroth. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1944  at 
2  P.  M.,  for  further  consideration. 


436-44-A 

APPLICANT — The  Fifth  Avenue  Restaurant  Company 
(lessee),  for  The  Fifth  Avenue  Building  Company, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 200  Fifth  avenue,  west  side  of 
Fifth  avenue  and  Broadway  from  West  23rd  to 
West  24th  streets,  21  West  23rd  street  and  24  West 
24th  street  (Block  825,  Lot  31),  Borough  of  Man- 

Ihattan. 

APPEARANCES— 

For  Applicant :  Arthur  L.  Cowen. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Laid  over  to  September  19,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


441-44-A 

APPLICANT — Jacob  Lubroth,  for  Florence  E.  Woodworth 
and  Estate  of  George  A.  Powers,  owners  (DeKalb- 
Fulton  Foods  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 551-555  Fulton  street,  north 
side,  43  ft.  east  of  Bond  street  and  6-10  DeKalb 
avenue  (Block  2093,  Lots  32  and  33),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Jacob  Lubroth. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


450-44-A 

APPLICANT — Zareh  Sourian,  for  Engadine  Holding  Corp., 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 50-6  West  59th  street,  south 
side,  120  ft.  east  of  6th  avenue  and  1430-1436  6th 
avenue  (Block  1274,  Lot  71),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Zareh  M.  Sourian. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  September  19,  1944  at 
2  P.  M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


ZONING  CASES 

228-44-BZ 

APPLICANT — Lama  and  Proskauer,  for  Atex  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  sections  7(i)  and  7(c)  of  the 
zoning  resolution,  to  permit  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  extension 
of  an  existing  gasoline  service  station  and  the  erec¬ 
tion  and  maintenance  of  a  motor  vehicle  repair 
shop,  also  the  application  is  contrary  to  section  21 A 
of  the  zoning  resolution  in  re  the  proximity  of  a 
school. 

PREMISES  AFFECTED — 2816-2828  Atlantic  avenue  and 
231-241  Hendrix  street,  southeast  corner  (Block 
3963,  Lots  8,  9,  12,  13  and  105),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Alfred 
Perozzi. 

For  Opposition:  Tony  Gabriel  and  E.  Gugliatia. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (228-44-BZ) 

Whereas,  Lama  and  Proskauer,  for  Atex  Realty  Corpo¬ 
ration,  owner,  filed  an  application  under  sections  7c  and  7i 
of  the  zoning  resolution,  to  permit  partly  in  a  business  use 
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and  partly  in  a  residence  use  district,  the  extension  of  an 
existing  gasoline  service  station  and  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop,  also  the  application 
is  contrary  to  Section  21 A  of  the  Zone  Resolution  in  re  the 
proximity  of  a  school;  affecting  premises:  2816-2828  Atlan¬ 
tic  avenue  and  231-241  Hendrix  street,  southeast  corner 
(Block  3963,  Lots  8,  9,  12,  13  and  105),  Borough  of  Brook¬ 
lyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing  held  on  July  25,  1944,  after  due  publication  in  the  Bul¬ 
letin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  Atlantic  avenue  is  in  business  use,  C  area  and 
1-times  height  district;  Hendrix  street  is  in  residence  and 
business  use,  C  area  and  1-times  height  district;  and 
Schenck  avenue  is  in  residence  and  business  use,  C  area  and 

1  times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
re  N.B.  Applic.  56-44,  dated  April  14,  1944,  reads : 

“1.  Demolishing  stable  of  more  than  5  horses  which 
is  on  lot  #13  and  extending  gas  station  on  lot  #9  to 
include  lots  8-9-12-13  and  105  as  gasoline  service  sta¬ 
tion,  repairs  of  automobiles,  is  contrary  to  Art.  #2, 
sects.  3  &  4a  par.  79  and  46  of  Zone  Resolution  as  lots 
are  located  in  business  and  residential  zones. 

2.  Gasoline  station  and  repairs  in  the  proximity  of 
Public  School  etc.  to  comply  with  Art.  I  sec.  21A  of 
the  Zone  Resolution.  Denied.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  an  irregularly  shaped  plot  having  a  frontage  of  125  ft. 

2  in.  on  Atlantic  avenue  and  109  ft.  8  in.  on  Hendrix  street ; 
that  the  southerly  portion  of  the  plot  extends  for  a  distance 
of  approximately  77  ft.  into  the  residence  use  district,  the 
remainder  is  in  a  business  use  district;  that  according  to 
filed  plans  there  is  a  gasoline  service  station  on  the  north¬ 
westerly  portion ;  that  according  to  Fire  Dept,  records,  this 
gasoline  station  has  a  (legal)  area  of  75  ft.  on  Atlantic 
avenue,  100  ft.  on  Hendrix  street,  a  distance  of  100  ft.  along 
the  easterly  lot  line ;  that  also,  there  are  several  buildings 
shown  on  the  filed  plans ;  that  it  is  proposed  to  demolish 
the  building  on  the  plot  and  to  occupy  the  entire  premises 
as  a  gasoline  service  station,  motor  vehicle  repair  shop,  etc. 
as  shown  on  filed  plans;  that  the  objection  of  the  borough 
superintendent  states  that  the  location  of  the  gasoline  ser¬ 
vice  station  and  repair  shop  is  contrary  to  Section  21A;  and 

Whereas,  the  applicant  contends  that  it  is  the  intention 
of  the  owners  to  remove  all  buildings  on  the  site  and  con¬ 
struct  a  modern  super-service  station  with  a  building  con¬ 
sisting  of  two  wings  each  approximately  58  ft.  by  29  ft.  in 
depth ;  that  these  wings  are  to  house  an  office  and  acces¬ 
sory  store,  lubritorium,  auto  laundry  and  two  bays  for 
minor  automobile  repairs ;  that  all  repairing  is  to  be  done 
by  hand  tools ;  that  therefore  in  view  of  the  fact,  there  are 
numerous  nonconforming  uses  in  the  immediate  area,  the 
plot  at  present  has  several  nonconforming  uses  and  the  con¬ 
struction  of  this  modern  service  station  will  in  no  way  affect 
the  adjoining  property  owners,  but  would  be  a  great  im¬ 
provement  at  this  location,  it  is  requested  the  application  be 
granted ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variation  under 
sections  7c  and  7i  of  the  zoning  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  under  sections  7c  and  7i 
thereof,  to  permit  the  reconstruction,  extension  and  re¬ 
arrangement  of  the  legally  existing  gasoline  service  station, 
substantially  as  indicated  on  plans  filed  herewith  marked 
“Received  April  17,  1944”;  that  complete  working  drawings 
shall  be  submitted  to  the  Board  for  anoroval  before  same 
are  filed  with  the  borough  superintendent;  that  all  gasoline 
pumps  shall  be  shown  not  nearer  than  15  feet  to  either 
street  building  line;  that  the  repairing  shall  be  with  hand 
tools  only  and  in  the  nature  of  minor  repairs,  except  for 


brake  testing  and  wheel  alignment,  as  indicated ;  that  no  ex¬ 
terior  windows  shall  be  constructed  in  the  lot  line  walls; 
that  such  plans  shall  be  submitted  within  two  months  and 
after  their  approval  by  the  Board,  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  one  year  thereafter. 


53-31-BZ 

APPLICANT— I.  T.  Flatto,  owner. 

SUBJECT — Application  for  consideration— reopening  _  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  main¬ 
tenance  of  a  gasoline  service  station  for  a  tem¬ 
porary  period. 

PREMISES  AFFECTED— 301-331  West  230th  street, 
northeast  corner  of  Spuyten  Duyvil  road  (Block 
3406- A,  Lot  63  and  part  of  Lots  62  and  64), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  I.  T.  Flatto. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioner 

Savage  and  Deputy  Chief  Gunn .  f 

Negative :  Commissioner  Blum  .  1 

THE  RESOLUTION  (53-31-BZ) 

Whereas,  this  application  affecting  premises  301-331  Wes’ 
230th  street,  northeast  corner  of  Spuyten  Duyvil  roac 
(Block  3406-A,  Lot  63  and  part  of  Lots  52  and  64),  Borough 
of  The  Bronx,  was  granted  by  the  Board  June  30,  1931 
under  section  7,  subdivision  f,  for  a  temporary  term  of  twc 
years,  on  certain  conditions  and  the  temporary  term  extendec 
March  14,  1933,  May  28,  1935,  March  16,  1937,  Septembei 
14,  1937,  May  9,  1939,  April  15,  1941  and  May  4,  1943;  anc 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  pertaining  to  the  omission  of  the  condition  whicl 
relates  to  the  termination  of  the  variance  within  one  yeai 
from  May  4,  1943,  due  to  the  gasoline  service  station  being 
closed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe: 
hereby  amend  the  resolution  adopted  on  May  4,  1943,  sc 
that  as  amended,  this  portion  of  the  resolution  shall  read : 
"Granted  under  section  7f  for  a  term  of  2  years  fron- 
June  30,  1943,  on  condition  *  * 


77-32-BZ 

APPLICANT — Lama  and  Proskauer,  for  Anagal  Realt] 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  anc 
extension  of  variance— re  Application  (decision  oi 
the  borough  superintendent)  previously  granted  or 
condition  under  section  7f  of  the  zoning  resolution 
permitting  in  a  business  use  district,  the  maintenance 
and  extension  of  a  gasoline  service  station  for  s 
temporary  term  of  two  years. 

PREMISES  AFFECTED— 181-07  Horace  Harding  boule 
vard,  northeast  corner  of  Utopia  parkway  (Bloch 
7065,  Lot  5),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Joseph  Lagans 
and  William  Reeber. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permil 
extended. 
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THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative:  .  0 

THE  RESOLUTION  (77-32-BZ) 

Whereas,  this  application,  permitting  in  a  business  dis¬ 
trict,  the  maintenance  and  extension  of  a  gasoline  service 
station  for  a  temporary  term  of  two  years,  affecting  prem¬ 
ises  181-07  Horace  Harding  boulevard,  northeast  corner  of 
Utopia  parkway  (Block  7065,  Lot  5),  Flushing,  Borough  of 
Queens,  was  granted  by  the  Board  on  May  20,  1932,  on  cer¬ 
tain  conditions ;  and 

Whereas,  the  permit  was  extended  from  time  to  time, 
the  last  extension  having  been  granted  on  July  28,  1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  20,  1932,  as 
amended  through  July  28,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“ Granted  under  Section  7f  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
on  condition  that  all  the  requirements  of  the  resolution 
adopted  by  the  Board  on  May  20,  1932,  as  amended 
through  July  28,  1942,  shall  be  complied  with,  and  any 
conditions  not  in  compliance  therewith,  shall  be  made 
to  comply,  and  any  structures  erected  not  permitted 
under  such  resolution  shall  be  removed  (Alt.  1573-41).” 


271-37-BZ 

APPLICANT — John  R.  Davies,  for  The  Real  Estate  Trust 
Co.  of  Philadelphia,  trustee,  u/w  of  George  H. 
Earle,  Jr.,  owner  (Union  Packing  Corp.,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  retail  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 123-127  West  47th  street,  north 
side,  220  ft.  west  of  Sixth  avenue  (Block  1000, 
Lots  22,  22]/2  and  23),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  James  P.  Callender. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  • 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION  (271-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  123-127  West  47th  street,  north- 
side,  220  ft.  west  of  Sixth  avenue  (Block  1000,  Lots  22,  2 2y> 
and  23),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  November  23,  1937,  on  certain  conditions;  and 
Whereas,  the  permit  was  extended  from  time  to  time, 
the  last  such  extension  .having  been  granted  on  December 
23,  1941  and  the  resolution  amended  on  July  28,  1942;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  27,  1937, 
as  amended  thru  July  28,  1942,  only  so  far  as  it  has  refer¬ 


ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read: 

Granted  under  section  7h  for  a  term  of  two  years 
from  the  date  of  this  amended  resolution,  to  permit 
the  plot  to  be  occupied  for  the  parking  and  storage  of 
more  than  five  motor  vehicles,  on  condition  and  that  this 
plot  may  be  occupied  in  conjunction  with  the  plot  ad¬ 
joining,  zoning  variance  for  which  has  been  granted 
under  Cal.  314-42-BZ.” 


314-42-BZ 

APPLICANT — John  R.  Davies,  for  Dry  Dock  Savings 
Institution,  owner  (Union  Parking  Corporation, 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  retail-1  use  district,  for  a  term  of 
two  years,  the  parking  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED- — 122-126  West  48th  street,  south 
side,  245  ft.  west  of  Sixth  avenue  (Block  1000,  Lot 
43),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  P.  Callender. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT — 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  o 

THE  RESOLUTION  (314-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail-1  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  122-126  West  48th  street, 
south  side,  245  ft.  west  of  Sixth  avenue  (Block  1000,  Lot 
43),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
July  28,  1942,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  28,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  as 
amended,  this  portion  of  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
plot  to  be  occupied  for  the  parking  and  storage  of  more 
than  five  motor  vehicles,  on  condition  and  that  this  plot 
may  be  occupied  in  conjunction  with  the  plot  adjoining, 
zoning  variance  for  which  has  been  granted  under  Cal. 
271-37-BZ.” 


Adjourned:  Friday,  July  28,  1944  at  2  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  September  28,  1943,  as  they  appeared  in 
Bulletin  No.  40,  Vol.  28,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION  (357-43-S) 

Whereas,  M.  W.  Del  Gaudio,  for  George  F.  Stuhmer  and 
Co.  and  Pataken  Realty  Corporation,  owners  (George  F. 


♦Correction — The  insertion  of  the  last  preamble  clause, 
preceding  the  resolution  and  as  indicated,  in  italics. 
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Stuhmer  and  Co.,  lessee),  filed  July  12,  1943,  an  application 
for  variation  of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  413-431  Park  avenue, 
816-822  Kent  avenue,  northwest  corner  and  77-83  Taaffe 
place  (1st,  2nd,  3rd  floors  and  cellar)  ;  (Block  1883,  Lots 
1-4  and  38-40),  Borough  of  Brooklyn;  and 
Whereas,  Order  10728-LF,  issued  by  the  fire  commis¬ 
sioner  June  15,  1943,  reads: 

“1.  Arrange  iron  bars  and  wire  mesh  screens  on 
windows  of  l-2-3rd  and  cellar  stories  on  East,  South 
and  West  sides  of  building,  so  as  to  be  readily  movable 
or  removable  from  both  sides  in  such  a  manner  as  to 
afford  the  free  and  unobstructed  use  of  such  windows 
for  the  purposes  of  egress  as  per  Section  272  of  the 
Labor  Law. 

4.  Remove  panic  bolts  from  exit  doors.  Section  2 72 
of  the  Labor  Law.” 

and 

Whereas,  applicant  states  the  building  is  2  and  3  stories 
(34  ft.)  in  height,  185  ft.  3  in.  by  82  ft.  11  in.,  irregular  in 
area;  of  Class  1  and  3  construction;  erected  in  1875,  ex¬ 
tended  in  1901  and  1936;  located  in  an  unrestricted  use 
district ;  used  and  occupied ;  cellar,  bakery  and  storage,  25 
persons;  1st  floor,  loading,  storage  and  mixing,  35  persons; 
2nd  floor,  storage,  flour  bins,  offices,  60  persons;  3rd  floor, 
dwelling,  two  families ;  for  which  Certificate  of  Occupancy 
87554  was  issued  May  26,  1938 ;  that  the  building  is  equipped 
with  three  interior  fireproof  stairs,  two  of  which  extend  to 
roof  bulkhead ;  and 

Whereas,  the  applicant  contends  as  to  item  1  of  the  fire 
commissioner’s  order,  that  the  use  of  the  building  as  a 
bakery  requires  that  all  ingredients  be  kept  absolutely  clean 
and  every  precaution  taken  against  intrusion  of  unauthorized 
persons;  that  the  cellar  windows  are  7  to  11  feet  above 
floor  and  their  use  for  exit  would  be  impossible ;  that  there 
are  three  fireproof  stairways  leading  from  cellar  to  1st 
floor  halls,  which  lead  directly  to  street;  that  on  the  1st 
floor,  in  addition  to  the  three  stairway  entrances,  are  drive¬ 
way  doors  and  receiving  doors,  which  are  available  for  exit 
when  the  1st  floor  is  occupied;  that  on  the  2nd  story  the 
windows  facing  the  street  could  not  be  used  for  exit  pur¬ 
poses,  because  of  their  distance  from  the  sidewalk,  while 
those  facing  the  court  could  not  be  used  for  egress ;  that 
from  the  2nd  floor  there  are  three  fireproof  stairs  leading 
to  1st  floor  and  thence  to  street;  that  two  of  these  stairs 
lead  to  roof ;  that  the  communication  between  all  parts  of 
the  building  is  such  that  horizontal  exits  have  been  de¬ 
veloped,  which  permit  unobstructed  egress  from  any  part 
of  the  building  to  any  other  part ;  and 

Whereas,  the  applicant  contends  as  to  item  4  of  the  order, 
that  panic  bolts  have  been  installed  on  the  south  leaf  of 
door  from  1st  story  stairhall  to  Kent  avenue,  on  one  of 
the  two  doors  from  stair  No.  2  to  Park  avenue  and  on 
one  of  the  two  doors  from  cellar  stairs  to  entrance  hall 
at  1st  floor  on  Taaffe  place;  that  because  of  neighborhood 
conditions,  it  is  essential  that  no  one  have  access  to  the 
building  except  trusted  employees  and  owner’s  representa¬ 
tives  and  it  is  therefore  essential  that  unguarded  doors  be 
kept  closed  from  the  outside ;  that  entrance  for  employees 
is  provided  by  means  of  stairway  No.  2  and  entrance  for 
visitors  by  means  of  stairway  No.  1 ;  that  in  the  event  of 
an  emergency,  free  and  unobstructed  egress  for  all  occu¬ 
pants  is  possible  by  means  of  the  three  stairways  and  by 
loading  platform  and  receiving  and  delivery  doors  leading 
directly  to  street;  that  the  building  is  equipped  with  a 
standpipe  system  and  fire  alarm  system;  and  that  25  win¬ 
dows  on  the  cellar  story  are  affected,  42  on  the  1st  story 
and  59  on  the  2nd  story ;  and 

Whereas,  it  appears  that  the  panic  bolts  installed  are  of 
bronze  manufactured  by  P.  &  F.  Corbin  Division  and  have 
been  submitted  for  test  and  approved  under  Cal.  842-42-5'M 
and  are  represented  as  similar  to  bolts  now  being  made  of 
cast  and  ivrought  iron  as  submitted  and  approved  under 
842-42-5'M. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  oi  the  Labor 


Law,  as  cited  in  an  order  of  the  fire  commissioner,  Order 
10728-LF,  and  that  the  application  be  and  it  hereby  is 
granted  to  permit  the  continuation  of  the  iron  bars  and  wire 
mesh  screens  on  windows  where  indicated  and  as  proposed, 
and  to  permit  panic  bolts  to  be  installed  on  exit  doors  at 
street  level  as  proposed,  on  condition  that  all  exits  and  en¬ 
trances  shown  on  the  three  street  fronts,  shall  be  maintained 
and  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto,  other  than  as  modified  by  the  Board  under  Cal.  Nos. 
210-31-S  and  313-36-A. 

• 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  July  11,  1944,  as  they  appeared  in 
Bulletin  No.  29,  Vol.  29,  are  hereby  corrected  to  read  as 
follows : 

384-44-A 

APPLICANT — Samuel  Rosenblum,  for  360  Alexander  Ave¬ 
nue  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 358-362  Alexander  avenue  and 
331-335  East  142nd  street,  northeast  corner  (2nd 
floor)  ;  (Block  2305,  Lot  1),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Administration:  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 

THE  RESOLUTION  (384-44-A) 

Whereas,  Samuel  Rosenblum,  for  360  Alexander  Avenue 
Corporation,  owner,  filed  on  June  21,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
358-362  Alexander  avenue  and  331-335  East  142nd  street, 
northeast  corner  (2nd  floor)  ;  (Block  2305,  Lot  1),  Borough 
of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  13,  1944, 'on  Alt.  Applic.  247-44,  reads: 

“2.  Second  floor  construction  is  of  inadequate 
strength  to  support  proposed  factory  use.  The  floor 
should  be  good  for  a  live  load  of  120  lbs.  per  sq.  ft. 
as  per  Sec.  7.32.3  of  the  Building  Code.  It  has  been 
approved  for  60  lbs.  per  sq.  ft.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories, 
(24  ft.  6  in.)  in  height;  74.36  ft.  by  105  ft.  in  area  at  1st 
floor ;  74.36  ft.  by  96  ft.  8  in.  in  area  at  2nd  floor ;  erected 
1887;  located  in  an  unrestricted  use,  B  area  district;  of 
Class  4  construction ;  used  and  occupied  as  follows :  1st 
floor,  stores  and  garage,  10  persons ;  2nd  floor,  office, 
bowling  alleys  and  billiard  room,  50  persons ;  proposed  to 
be  used  and  occupied  as  follows:  1st  floor,  stores  and 
manufacturing  of  shaving  brushes,  35  persons ;  2nd  floor, 
manufacturing  shaving  brushes,  35  persons ;  that  the  build¬ 
ing  is  equipped  with  one  3  ft.  8  in.  wide  interior  wood  stairs 
which  will  be  enclosed  in  fire  retarded  partitions  on  the 
grade  floor,  equipped  with  wood  doors,  which  will  be  made 
self-closing  and  one  fire  escape  on  the  easterly  side  of  the 
building  from  the  2nd  story  to  the  street  with  window  and 
door  openings  on  the  course  thereof  of  fireproof  construc¬ 
tion  ;  and 


^Correction — The  words  “ except  for  roof  structures  re¬ 
quired  for  stair  and  elevator  bulkheads,”  inserted  in  italics, 
starting  with  line  60  of  the  resolution. 
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Whereas,  the  applicant  states  that  the  building  consists 
of  two  sections — the  front  portion  on  Alexander  avenue, 
which  is  used  for  stores  is  not  proposed  to  be  changed — the 
rear  portion  on  East  142nd  street  has  been  heretofore  used 
for  garage  and  is  proposed  to  be  used  for  manufacturing 
and  the  2nd  floor  to  be  used  for  offices  and  manufacturing; 
that  the  2nd  floor  is  now  used  for  billiard  rooms  and 
bowling  alleys,  although  no  certificate  of  occupancy  has 
been  obtained  for  such  use;  that  the  new  owner  who  manu¬ 
factures  shaving  brushes,  does  not  use  any  heavy  equip¬ 
ment  or  heavy  merchandise  and  the  nature  of  the  business 
is  such  that  at  no  time  will  the  bearing  capacity  of  60  lbs. 
per  sq.  ft.  be  exceeded;  that  by  actual  experience,  the  load 
that  the  2nd  floor  will  be  subjected  to  will  not  exceed  30 
lbs.  per  sq.  ft. ;  that  the  floor  will  be  posted  with  a  safe 
bearing  capacity;  that  ample  exit  facilities  will  be  provided 
in  compliance  with  the  Labor  Law  and  that  in  view  of  the 
limited  use  and  the  fact  that  the  occupancy  will  not  exceed 
the  bearing  capacity  of  the  floor  as  previously  approved, 
it  is  requested  that  a  variance  be  granted  to  permit  the 
occupancy  of  the  second  floor  with  a  live  load  of  60  lbs.  per 
sq.  ft. ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  247-44,  Objection  2,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in  height 
or  area  except  for  roof  structures  required  for  stair  and 
elevator  bulkheads ;  that  the  existing  means  of  exit  shall  be 
maintained,  and  that  in  addition,  the  exit  shown  along  the 
142nd  street  wall  shall  be  enclosed  in  fire  retarded  partitions 
throughout  and  have  a  door  leading  directly  to  street  at 
foot ;  that  the  second  floor  shall  be  posted  for  a  live  load 
per  superficial  foot  of  not  less  than  60  lbs.,  that  the  floor 
shall'not  be  loaded  in  excess  thereof  at  any  time;  that  the 
,  general  supply  of  materials  and  finished  goods  required  shall 
be  stored  on  the  first  floor  and  not  on  the  second  floor;  that 
this  variance  shall  continue  only  so  long  as  the  building  is 
maintained  substantially  as  proposed ;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  July  18,  1944,  as  they  appeared  in 
Bulletin  No.  30,  Vol.  29,  are  hereby  corrected  to  read  as 

follows : 


*  Correction — The  numbers  “550”  changed  to  “55”  in  line 

26  of  resolution. 


634-40-A 

APPLICANT — Art-Tex  Adhesive  Products,  Inc.,  lessee, 
for  Doehler  Die  Casting  Co.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution  granting  an  appeal  from 
an  order  and  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 182-202  Huntington  street, 
499-505  Court  street  and  185-199  West  9th  street 
(Block  476,  Lot  6),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Louis  N.  Field. 

ACTION  OF  BOARD — -Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  . • .  0 

THE  RESOLUTION  (634-40-A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of 
the  fire  commissioner,  affecting  premises  182-202  Hunting- 
ton  street,  499-505  Court  street  and  185-199  West  9th  street 
(Block  476,  Lot  6),  Borough  of  Brooklyn,  was  granted  by 
the  Board  on  June  25,  1940  and  the  resolution  amended 
on  January  27,  1942;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution,  based  on  a  decision  of  the  borough 
superintendent,  acting  on  Misc.  Applic.  395-44,  dated  April 
14,  1944,  which  reads: 

“1.  This  installation  is  at  variance  with  the  resolu¬ 
tion  of  the  Board  of  Standards  and  Appeals  under 
Cal.  634-40-A,  in  that  the  capacity  of  Varnoline  is  in¬ 
creased  from  ten  55  gallons  to  1000  gallons.  Applica¬ 
tion  denied.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  25,  1940  as 
amended  on  January  27,  1942,  by  adding  thereto: 

“that  in  the  event  the  owner  desires  to  comply  with 
the  requirements,  by  installing  a  tank  for  the  storage 
of  inflammable  liquid  as  proposed  under  Misc.  Applic. 
395-44,  filed  by  the  Borough  Superintendent,  nothing 
in  this  resolution  shall  be  deemed  to  preclude  such 
compliance  with  law,  and  in  the  event  such  tank  is 
installed,  the  permission  given  in  resolution  adopted 
January  27,  1942,  for  the  storage  of  ten  55  gallon 
drums,  and  the  previous  permission  to  store  one  drum 
of  Varnolene  given  under  resolution  adopted  June  25, 
1940,  shall  no  longer  apply.” 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank- 
appeal  or  application  forms. 
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RULES  FOR  USE  OF  METHYL  CHLORIDE  IN  CLASS  B  AND  C 

REFRIGERATING  SYSTEMS. 

Adopted  by  the  Board  of  Standards  and  Appeals  June  23,  1944,  effective  July  17,  1944. 


(Cal.  333-44-SR.) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Par.  2  of  the  Charter  of 
the  City  of  New  York  and  Section  09-98.0  of  the  Ad¬ 
ministrative  Code. 

Scope : 

These  rules  are  supplementary  and  additional  to  the  re¬ 
quirements  of  C  19-98.0  providing  for  the  use  of  methyl 
chloride  in  class  B  and  class  C  refrigerating  systems. 

The  promulgation  of  these  rules  has  become  necessary 
because  of  the  military  requirements  for  Freon  (F12). 
Methyl  chloride,  while  not  permitted  to  be  used  in  class  A 
systems,  is  permissively  allowed  in  class  B  and  C  systems. 
IJowever,  when  used  in  refrigerating  systems  which  formerly 
used  Freon,  additional  precautions  and  safeguards  are  neces¬ 
sary  to  adapt  the  refrigerating  equipment  for  use  with 
methyl  chloride. 

Note  :  References  given  herein  preceded  by  C19-  or 
C26-  refer  to  specific  sections  of  the  Administrative 
Code.  Wherever  decimal  numbers  occur,  such  system 
of  numbering  refers  to  these  rules. 

C19-96.0  Permits — a.  Except  as  provided  in  this  article, 
it  shall  be  unlawful  to  maintain  or  operate  a  refrigerating 
system  without  a  permit. 

b.  A  permit  will  not  be  required  for  a  class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house,  or  a  business 
building. 

c.  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article,  as 
are  deemed  by  the  commissioner  necessary  in  the  interest 
of  public  safety. 

d.  A  permit,  where  required,  shall  be  applied  for  forty- 
eight  hours  after  installation  is  completed,  containing  the 
name  of  the  person  for  whom  the  system  is  installed  and 
the  place  of  location  of  the  system. 

e.  Only  the  refrigerant  specified  in  the  permit  shall  be 
used  in  tbe  system. 

f.  Refrigerating  systems  to  which  these  provisions  can¬ 
not  be  applied,  may  be  maintained  and  operated  subject  to 
such  conditions  as  are  deemed  necessary  by  the  commissioner. 

C19-97.0  Classifications. — a.  The  total  amount  of  re¬ 
frigerant  common  to  a  system  operating  through  one  or 
more  evaporators,  shall  be  considered  the  capacity  of  the 
system  and  determine  its  class. 

b.  A  class  A  system  is  a  system  containing  one  thousand 
pounds  or  over  of  refrigerants,  or  capable  of  thirty  tons 
capacity  or  over. 

c.  A  class  B  system  is  a  system  capable  of  less  than 
thirty  tons  capacity,  or  containing  less  than  one  thousand 
pounds  of  refrigerant  and  more  than  the  amounts  provided 
for  in  a  class  C  system. 

d.  A  class  C  system  is  a  system  containing  not  more  than 
twenty  pounds  of  refrigerant. 

C19-98.0  Permissible  locations. — a.  It  shall  be  unlawful 
to  install  any  class  A  or  class  B  systems  in  any  public  build¬ 


ing  as  defined  by  subdivision  a  of  section  C26-235.0  of  the 
code,  until  plans  have  been  filed  with  and  approved  by  the 
fire  commissioner,  or  no  refrigerant  shall  be  placed  in  the 
system  until  a  permit  has  been  obtained  from  such  com¬ 
missioner. 

b.  The  direct  method  of  refrigeration  shall  not  be  used 
in  any  building,  whether  or  not  a  permit  is  required  for 
installation  therein,  outside  of  the  refrigerating  machinery 
room ;  except  in  buildings  used  exclusively  for  ice  making 
or  for  refrigerating  purposes,  or  when  such  method  is 
not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  when  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a 
residence  building  occupied  by  not  more  than  two  families, 
or  in  any  building  in  which  a  non-irritant  and  non-inflam¬ 
mable  refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

c.  It  shall  be  unlawful  to  use  brine  in  any  brine  circulat¬ 
ing  system  that  will  generate  inflammable  vapor  at  a  tem¬ 
perature  below  one  hundred  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

d.  It  shall  be  unlawful  to  install  or  maintain  a  class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  exclusively  for  ice  making  or 
refrigerating  purposes.  The  provisions  of  this  subdivision 
.shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

e.  _  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
pounds  of  refrigerant. 

f.  It  shall  be  unlawful  to  install  or  maintain  a  refrigerat¬ 
ing  system  employing  an  irritant  or  inflammable  refrigerant 
in  or  on : 

1.  The  stairways,  halls,  lobbies,  entrances,  exits,  or 
auditoriums  of  any  building; 

2.  Dance  halls,  courtrooms,  police  stations,  jails, 
subways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre  or  where  persons  are  detained 
or  confined ; 

5.  A  school,  unless  the  refrigerating  system  is  u'$ed 
exclusively  for  instruction  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  con¬ 
fined  or  given  medical  treatment,  or  are  helpless.  Un¬ 
less  otherwise  required  by  this  section,  such  refrigerat¬ 
ing  system  shall  be  cut  off  from  the  building  by  un- 
p.ierced  fireproof  construction.  The  foregoing  provi¬ 
sions  do  not  apply  to  hermetically  sealed  unit  systems 
containing  not  more  than  six  pounds  of  refrigerant 
when  located  in  dance  halls,  police  stations,  diet  kitchens 
of  hospitals,  schools,  or  laboratories,  and  when  located 
in  rooms  shut  off  from  the  rest  of  the  building  by  tight 
partitions  and  tight  fitting,  solid  self-closing  doors,  and 
located  in  a  room  having  a  window  to  the  outside  air. 
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g.  An  intermittent  absorption  type  of  refrigerating  ma¬ 
chine  shall  not  be  permitted  in  a  class  A  system.  Such 
type  of  machine  shall  be  permitted  in  a  class  B  system  only 
when  a  heating  medium  of  low  pressure  steam  is  used  in 
its  operation. 

h.  The  use  of  methyl  and  ethyl  chloride,  sulphur  dioxide, 
or  a  hydro-carbon  refrigerant  is  not  permitted  in  class  A 

system. 

i.  A  class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
of  brick  or  six  inches  of  reinforced  concrete.  Direct  exit 
therefrom  leading  to  the  open  air  and  not  to  any  other  part 
of  the  building  shall  be  maintained  and  shall  be  provided 
with  vapor-tight,  self-closing  fireproof  doors. 

Rule  1.0  Prohibited  Uses  of  Methyl  Chloride  Refrigerant. 

1.1  No  direct  system  or  indirect  open  spray  sys¬ 
tem  of  air  conditioning  employing  methyl 
chloride  shall  be  permitted  in  a  nublic  build¬ 
ing  as  defined  in  C26-235.0. 

1.2  The  direct  method  of  refrigeration  may  be 
permitted  when  the  installation  satisfies  the 
requirements  of  Section  C19-98.0  and  only 
when  the  percentage  of  methyl  chloride  to 
the  volume  of  conditioned  space  is  not  over 
.7  of  1  per  cent.  (Methyl  chloride  to  equal 
8.0  cubic  feet  per  lb.) 

Rule  2.0  Requirements,  for  Permissible  Uses  of  Methyl 

Chloride  Refrigerant  in  Class  B  and  C  Refriger¬ 
ating  Systems. 

2.1  That  the  refrigerating  equipment  room  shall 
be  isolated  from  human  occupancies  by  rea¬ 
sonably  gas  tight  opening  closures. 

2.2  A  mechanical  exhaust  system  with  a  capacity 
of  ten  changes  of  air  per  hour  shall  be  pro¬ 
vided  for  the  refrigeration  equipment  room 
and  so  controlled  electrically  and  automatic¬ 
ally  that  it  shall  start  with  the  refrigerating 
system  and  be  kept  running  while  the  system 
is  in  operation ;  that  an  independent  switch 
remofely  located  and  labeled  shall  be  pro¬ 
vided  for  the  mechanical  exhaust  system  so 
that  such  ventilating  system  may  operate  in¬ 
dependently  if  it  should  become  necessary  to 
stop  the  refrigerating  system  during  an 
emergency;  that  the  intake  to  the  exhaust 
fan  shall  be  located  as  near  the  floor  as  prac¬ 
ticable.  The  capacity  of  such  ventilating  sys¬ 
tem  shall  in  no  event  be  less  than  the  re¬ 
quirements  in  Section  C19-99.b,3. 

2.3  That  the  service  company  making  the  con¬ 
version  shall  check  with  the  manufacturer  of 
the  specific  equipment  and  certify  in  writing 
that  conversion  to  methyl  chloride  can  be 
safely  made  and  shall  list  the  changes  in  the 
system  and  controls  as  recommended  by  the 
manufacturer  to  make  the  equipment  suitable 
for  use  with  methvl  chloride.  The  service 
company  shall,  after  complying  with  the 
recommended  changes  by  the  manufacturer, 
certify  to  the  Fire  Commissioner  that  such 
recommended  changes  have  been  made  and 
shall  certify  that  all  the  requirements  of 
these  rules  have  been  complied  with. 


2.3.1  The  system  shall  be  completely  purged 
of  all  freon  and  the  lubricating  oil 
replaced  with  fresh  oil  suitable  for  use 
in  refrigeration. 

2.3.2  The  system  shall  be  thoroughly  cleansed, 
dehydrated  and  tested  for  tightness  and 
leaks  by  pressure  immediately  after 
methyl  chloride  is  added.  After  the 
system  has  been  purged  as  provided  in 
Rule  2.3.1  and  before  methyl  chloride 
is  added,  special  tubes  shall  be  at¬ 
tached  on  the  feed  side  of  the  line, 
containing  either  silica  gel  (high  test 
solid  material  specifically  designed  for 
refrigerant  drying),  activated  alumina 
or  suitable  drying  agent  to  insure  thor¬ 
ough  dryness  of  the  refrigerant. 

2.3.3  Expansion  valves  shall  be  reset  or  re¬ 
placed  as  required. 

2.3.4  Relief  valves  and  pressure  limiting  de¬ 
vice  shall  be  reset  to  conform  to  the 
Administrative  Code  requirements. 

2.3.5  All  gaskets  in  the  system  shall  be  re¬ 
placed  with  gaskets  suitable  for  use 
with  methyl  chloride. 

2.3.6  Only  the  exact  amount  of  methyl 
chloride  shall  be  charged  into  the  sys¬ 
tem.  Capacities  shall  be  measured  on 
the  basis  of  weight  of  the  refrigerant 
and  not  volume.  Under  no  circum¬ 
stances  shall  external  heat,  steam, 
open  flame,  or  otherwise,  be  applied  to 
tbe  cylinder  containing  the  refrigerant 
and  only  the  exact  amount  of  refrig¬ 
erant  required  for  charging  shall  be 
permitted  to  be  delivered  to  the  prem¬ 
ises..  After  charging  the  cylinder  shall 
be  immediately  disconnected  and  re¬ 
moved.  No  reserve  storage  of  methyl 
chloride  shall  be  permitted  nor  shall 
there  be  any  open  flames  in  the  same 
room  with  the  refrigeration  equipment. 

2.3.7  Before  charging  any  refrigeration  sys¬ 
tem  with  methyl  chloride,  all  parts 
which  are  in  contact  with  the  refriger¬ 
ant  and  are  composed  of  aluminum, 
magnesium,  zinc  or  their  alloys,  shall 
be  replaced  with  parts  made  of  suit¬ 
able  metals. 

2.3.8  Upon  completion  of  the  conversion 
from  freon  to  methyl  chloride,  and  be¬ 
fore  the.  equipment  is  put  in  operation, 
the  service  company  shall  make  a  com¬ 
plete  check  for  leaks  using  a  Halide 
torch  and  immediately  remedy  any 
leaks. 

2.3.9  A  mask  or  helmet  as  approved  by  the 
Bureau  of  Mines  of  the  U.  S.  Dept, 
of  Interior  for  use  with  methyl  chlor¬ 
ide  shall  be  provided  in  a  suitable  wall 
cabinet  located  immediately  outside  the 
equipment  room. 

2.3.10  A  weekly  inspection  by  the  person 
holding  a  certificate  of  fitness  to  super¬ 
vise  refrigerating  equipment  as  pro¬ 
vided  in  C26-214.0  shall  be  made  of 
the  refrigeration  equipment  and  all 
piping  and  connections  for  leakage. 

2.3. 1 1  Refrigeration  equipment  within  the  pur¬ 
view  of  these  rules  shall  bear  a  metal 
sign  reading:  “Caution:  Methyl  Chlor¬ 
ide  Refrigerant,  Guard  against  Leaks.” 
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RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BE 
APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939,  EFFECTIVE  IN  AC¬ 
CORDANCE  WITH  SECTION  666,  PARAGRAPH  2,  OF  THE  NEW  YORK  CITY  CHARTER,  FEBRUARY  27, 
1939,  AS  AMENDED  DECEMBER  4,  1942,  EFFECTIVE  DECEMBER  28,  1942. 


(835-38-SR) 

Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 

York  City  Charter  pertaining  to  Sections  C-26-1268.0,c,4. 

and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules  shall 
be  set  at  least  four  inches  above  the  flood  level  rim  of  fix¬ 
tures  or  as  otherwise  specifically  provided  for  in  these 
rules.  Each  fixture  with  submerged  inlets  shall  be  inde¬ 
pendently  controlled  by  an  approved  vacuum  breaker  or 
breakers  the  full  size  of  supply  pipe,  as  set  forth  in  these 
rules. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  fixture,  except 
when  submerged  inlets  are  absolutely  essential  for  the 
proper  functioning  of  a  fixture,  or  as  otherwise  provided 
for  in  these  rules. 

Water  supply  lines  to  water  preheating  apparatus  utiliz¬ 
ing  waste  water  shall  be  equipped  with  an  approved 
vacuum  breaker  located  at  least  four  feet  above  the 
highest  elevation  of  the  preheating  apparatus  or  coil,  with 
a  check  valve  between  the  vacuum  breaker  and  the  pre¬ 
heating  apparatus.  Any  hot  water  boiler  supplied 
through  such  preheating  device  and  having  an  independ¬ 
ent  cold  water  supply  line  shall  have  the  cold  water  sup¬ 
ply  line  equipped  with  a  vacuum  breaker  and  check  valve 
located  at  least  four  inches  above  the  highest  elevation  of 
the  boiler. 

Rule  3.  Flush- Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  inlets 
supplied  directly  or  indirectly  from  the  City  Water  Sup¬ 
ply  System,  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches 
above  the  flood  level  rim  of  the  fixture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  three-quarter 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof  or 
other  intermediate  tanks  shall  be  located  at  least  one  inch 
above  the  flood  level  rim  of  the  tank  excepting  that  in 
roof  tanks  equipped  with  an  overflow  of  a  size  at  least 
one  commercial  diameter  larger  than  the  water  supply 
pipe,  the  ballcock  may  be  located  two  inches  above  the 
highest  elevation  of  the  overflow  pipe.  The  overflow  and 
emptying  pipes  of  roof,  suction  and  intermediate  tanks 
shall  not  be  directly  connected  to  a  drainage  system,  not¬ 
withstanding  the  permissive  provisions  of  Section  C26- 
1273. 0,d  of  the  Administrative  Building  Code  for  connec¬ 
tion  to  a  leader. 

Rule  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers  are 
prohibited,  except  such  equipment  as  is  approved  by  the 
Board.  When  approved  sterilizers  are  used,  the  waste 
piping  from  sterilizers  shall  not  connect  directly  with  any 
drainage  system. 


Rule  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  is  prohibited  except  when 
approved  by  the  Board.  The  waste  pipe  for  this  type  of 
apparatus  shall  not  connect  directly  with  any  drainage 
system. 

Rule  7.  Bidets— Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  prohibited. 
Water  supply  connection  to  bed  pan  washers  or  similar 
apparatus  shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  latter  located  between  the 
fixture  and  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 
governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  connec¬ 
tions  only  when  such  equipment  has  been  approved  by  the 
Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purposes 
to  sump,  well  or  similar  type  pumps  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the  inlet  side  of  the  pump  and  be 
equipped  with  an  approved  vacuum  breaker  and  check 
valve,  the  check  valve  to  be  located  between  the  pump  and 
the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  cooling 
purposes  shall  be  equipped  with  an  approved  check  valve 
to  prevent  possible  back  flow  of  ammonia  or  other  refrig¬ 
erant  from  defective  condenser  coils  or  jackets,  except  in 
such  installations  where  the  water  supply,  piping  is  en¬ 
tirely  outside  of  the  piping  or  tank  containing  the  refrig¬ 
erant  and  two  independent  wall  thicknesses  of  metal 
separate  the  refrigerant  from  the  city  water  supply.  Re¬ 
frigeration  units  containing  more  than  twenty  pounds  of 
refrigerant  shall  be  provided  with  an  additional  safe¬ 
guard  in  the  form  of  an  approved  relief  valve  installed 
at  the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water  pres¬ 
sure  at  the  point  of  installation.  Direct  water  connection 
is  prohibited  under  Section  C26- 1223.0  Administrative 
Building  Code. 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalm¬ 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tables  or 
equipment  shall  have  no  direct  water  supply  connection. 
Hose  used  with  such  equipment  shall  terminate  at  least  12 
inches  at  any  point  from  the  table  or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Machines. 

Direct  water  supply  to  dishwashing  and  laundry  ma¬ 
chines  shall  be  equipped  with  an  approved  vacuum  breaker 
and  a  check  valve  located  between  the  vacuum  breakei 
and  the  fixture.  The  vacuum  breaker  shall  be  located  at 
least  4"  above  the  highest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  to  any 
tank  or  apparatus  containing  any  chemical  shall  be 
equipped  with  an  approved  vacuum  breaker  and  a  check- 
valve  located  between  the  vacuum  breaker  and  the  tank  or 
apparatus. 
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This  issue  of  the  Bulletin  contains  in  the  order  given _ 
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The  Hearing  Calendar. 

Rules  Governing  the  Use  of  Equipment  for  Spraying  and 
Drying  of  Paints,  Varnishes,  Lacquers  and  Other 
Flammable  Surface  Coatings  and  Storage  of  Such 
Materials. 

Use  of  Methyl  Chloride  in  Class  B  and  C  Refrigerating 
Systems,  Rules  for. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  field  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addiessed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  wilh 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK.  Chairman. 
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'  Cal.  No. 


DOCKET 

New  Cases  Filed  up  to  August  29,  '1944. 

Dept.  Premises  Affected 


480-44-A _ F.D. — Re  Transportation  of  kerosene  in  tank 

truck  in  New  York  City  (capacity  of  tank  not  in  conform¬ 
ity  with  Administrative  Code  specifications  covering 
Tank  Trucks).  38771-LC. 


467-44-A _ H.B.Q. — 40-18  Junction  boulevard,  southwest 

corner  40th  road  (Block  1596,  Lot  20),  Corona,  Borough 
of  Queens.  Alt.  844-44. 


468-44-SM — Ormax  Vacuum  Breaker,  Model  No.  3,  man¬ 
ufactured  by  The  B.  T.  Company.  Material. 


469-44-A _ F.D. — 387-403  Hudson  street,  west  side,  from 

Clarkson  to  Houston  streets  (Block  600,  Lot  63),  Borough 
of  Manhattan.  Decisions. 


470-44-A — F.D. — 2-8  Broadway,  east  side,  from  Beaver  to 
Stone  streets,  2-12  Beaver  street,  1-9  Stone  street  and  16 
Marketfield  street  (annex);  (Block  11,  Lot  1),  Borough 
of  Manhattan,  16280-LF  and  decision. 


471-44-A _ H.B.Bx. — 1451-1455  Boscobel  avenue,  west 

side,  159.6  ft.  north  of  Plimpton  avenue  (Block  2522,  Lot 
96),  Borough  of  The  Bronx,  Amend,  to  Alt.  267-44. 


4S1-44-A— H.B.M.— 633-637  West  134th  street,  north  side, 
300  ft.  east  of  Riverside  drive  (2nd  and  3rd  floors) ;  (Block 
2001,  Lot  13),  Borough  of  Manhattan.  Amend,  to  Alt. 
264-44. 


482- 44-A _ F.D. — 35-12  Skillman  avenue,  south  side,  from 

35th  to  36th  streets,  42-03  35th  street  anl  42-02  36th  street 
(Block  218,  Lot  13),  Long  Island  City,  Borough  of 
Queens.  Decision. 

483- 44- A— H.B.B.— 1457-1459  Flatbush  avenue  and  647 
East  28th  street,  southeast  corner  (1st  and  2nd  floors); 
(Block  5251,  Lot  11),  Borough  of  Brooklyn.  Alt.  1372-44. 

484_44-A _ H.B.B. — 1461-1463  Flatbush  avenue,  east  side, 

35  ft.  8  in.  south  of  East  28th  street  (1st  and  2nd  floors); 
(Block  5251,  Lot  11),  Borough  of  Brooklyn.  Alt.  1373-44. 

485-44-SA — Air-O-Flame  (Pot  Type  Oil  Heater),  Model 
79402,  Appliance. 


472- 44-SA— Carbomatic  Corporation  Infra  Red  Gas  Burn¬ 
ing  Generator,  Appliance. 

473- 44-BZ — H.B.R. — 85-87  Tompkins  street  and  20  Quinn 
street,  northwest  corner  (Block  532,  Lot  18),  Stapleton, 
Borough  of  Richmond.  B.N.  56-44. 


474.44.A— F.D.— 1001-1017  49th  street  and  4802  10th  ave¬ 
nue,  northeast  corner  (Block  5632,  Lots  1,  6,  13  and  25); 
(1st  floor),  Borough  of  Brooklyn.  11307-LF  and  decision. 


475-44- A— F.D. — Re  Packaging  of  inflammable  mixture 
known  as  ''Reliable  Paint,  Varnish  and  Lacquer  Re¬ 
mover”  in  8  oz.,  16  oz.,  32  oz.  and  128  oz.  glass  containers 
(capacity  of  glass  containers  not  in  conformity  with  Ad¬ 
ministrative  Code  Requirements),  9741-C. 


476-44-SM — United  States  Gypsum  Co.,  2-inch  Solid 
Rocklath  and  Plaster  Partition,  manufactured  by  U.  S. 
Gypsum  Co.,  Material. 


486-44- A — H.B.M. — 529  West  46th  street,  north  side,  400 
ft.  west  of  10th  avenue  (Block  1075,  Lot  15),  Borough  of 
Manhattan.  Alt.  887-44. 


487-44-A— F.D.— 252-258  West  29th  street,  south  side,  65 
ft.  east  of  8th  avenue  (Block  778,  Lot  70),  Borough  of 
Manhattan.  30780-LF  and  decision. 


488-44-A _ F.D. — Re:  Packaging  of  inflammable  mixtuie 

known  as  “Renuzit”  in  five  gallon  steel  drums  (capacity 
of  steel  drums  not  in  conformity  with  Administrative 
Code  Requirements).  Decision. 


489-44-A _ F.D.— 538-544  Morgan  avenue,  southeast  cor¬ 

ner  of  Anthony  street  (Block  2818,  Lot  5),  Borough  of 
Brooklyn.  10828-LF  and  decision. 


490-44-SM — Anchor  Hocking  Glass  Corporation  Boston 
Rounds,  sizes  8  oz.,  16  oz.,  and  32  oz.,  manufactured  by 
Anchor  Flocking  Glass  Corporation.  Material. 


477-44-SM— Thortel  “100”  Fireproof  Fabrics,  manufac¬ 
tured  by  Thortel  Fireproof  Fabrics,  Division  of  J.  H. 
Thorp  and  Co.,  Inc.,  Material. 


478-44-A _ H.B.Q.— 43-20  34th  street,  west  side,  200  ft. 

north  of  Queens  boulevard  (2nd,  3rd  and  4th  floors) ; 
(Block  243,  Lot  35),  Long  Island  City,  Borough  of 
Queens,  Misc.  2483-44. 


479-44-BZ — H.B.Q. — 38-01  to  38-09  Beach  Channel  Drive, 
southwest  corner  of  Beach  38th  street  (Block  632,  Lot 
30),  Edgcmere,  Borough  of  Queens,  Alt.  727-44. 


491- 44-SM— Armstrong  Cork  Company  Boston  Rounds; 
sizes  8  oz.,  16  oz.,  and  32  oz.,  manufactured  by  Armstrong 
Cork  Company.  Material. 

492- 44-SM— Ball  Brothers  Boston  Rounds,  sizes  8  oz.,  16 
oz.,  and  32  oz.,  manufactured  by  Ball  Brothers  Company. 
Material. 


493-44-SM— Diamond  Glass  Company  Boston  Rounds, 
sizes  8  oz.,  16  oz.,  and  32  oz.,  manufactured  by  Diamond 
Glass  Company.  Material. 
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494- 44-SM  Fairmount  Glass  Works,  Incorporated,  Bos¬ 
ton  Rounds,  sizes  8  oz„  16  oz„  32  oz„  manufactured  by 
Fairmount  Glass  Works,  Inc.  Material. 

495- 44-SM  Owens-Illinois  Glass  Company  Boston 
Rounds,  sizes  8  oz.,  16  oz.,  and  32  oz.,  manufactured  by 
Owens-Illinois  Glass  Company.  Material. 

496- 44-SM— Swindell  Brothers,  Incorporated,  Boston 
Rounds,  sizes  8  oz.,  16  oz.,  and  32  oz.,  manufactured  by 
Swindell  Brothers,  Inc.  Material. 


497-44-SM 


Thatcher  Manufacturing  Company  Boston 
Rounds,  sizes  8  oz.,  16  oz.,  and  32  oz.,  manufactured  by 
Thatcher  Manufacturing  Company.  Material. 

498- 44- A  H.B.M.  500-512  8th  avenue,  east  side,  from 
West  35th  street  to  West  36th  street,  269  West  35th  street 
and  268  West  36th  street  (3rd  to  12th  floors);  (Block  785, 
Lot  1),  Borough  of  Manhattan.  Alt.  810-44. 

499- 44-A  H.B.Q.  147-28  to  147-46  Jamaica  avenue, 
south  side,  from  147th  place  to  148th  street,  92-09  147th 
place  and  92-10  148th  street  (Block  9995,  Lot  1),  Jamaica, 
Borough  of  Queens.  Alt.  1572-43. 


500- 44- A  H.B.B. — 214-248  46th  street,  south  side,  100  ft. 
east  of  2nd  avenue  (Block  754,  Lots  12,  14,  17  and  22), 
Borough  of  Brooklyn,  Amendment  to  N.B.  45-43. 

501- 44-A  H.B.Q.  114-68  Mexico  street,  northwest  cor¬ 
ner  of  115th  avenue  (1st  and  2nd  floors);  (Block  10392, 
Lot  23),  St.  Albans,  Borough  of  Queens,  Alt.  848-44. 

502- 44-A — H.B.B. — 68-70  Summit  street,  south  side,  100 
ft.  west  of  Columbia  street  (Block  357,  Lots  29  and  30), 
Borough  of  Brooklyn,  Amendment  to  Alt.  478-44. 


HInST|GIVnTIOtNS8f  PeIiartt?ent  of  Housing  and  Buildings; 

I.B.B.  Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  II. B  O  _ De¬ 

partment  of  Housing 'and  Buildings,  Queens;  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx — Department  of 

r°"X!  „:,s 


RULES 

Bast 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Dec. 
Certificates  of  Occupancy,  approved 

form  . Dec 

Concrete  Flat  Slabs,  Rules.  .’ .’ !  July 
Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . Dec. 

Concrete  Rules  (Hydrated  Lime) .’ .’  .'Aug. 

Elevator  Rules  . ....Mar. 

erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

.  Buildings  . Dec. 

exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Mar. 

hire  Alarm  Rules  (Interior) . Dec 

Fire  Drill  Rules . . . Mar 

Fire-resistive,  Flameproof  Material's, 

etc.,  Rules  for  Testing  of . Feb. 

ire  Retarding  Rules  for  Garages, 

i-..  etc.  . . . . . .  Dec. 

fireproof  Wood,  Testing  of . Apr. 

*'  fame  Garages,  Ruling  for . Jan. 


Publication  in  Bulletin 

28,  1943— Vol.  28,  No.  52 A 
28,  1943— Vol.  28,  No.  52 A 

28,  1943— Vol.  28,  No.  52 A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52 A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 

28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

14,  1944— Vol.  29,  No.  11 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

15,  1944— Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  52 A 
13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 


Fusion  Welding  and  Gas  C»»i„e  . . . 

Gas  Shut-Off'  Rules.' .' ! |  !  i  .'Apr'  ^  I925 

Hatchway  Protection  . Tun’  s’ 1928 

Insulating  Fibre  Board  Rules . Dec  28’  1943 

Methyl  Chloride  Rules  for  Class  B  '  “  ’ 

and  C  Refrigerating  Systems. .  .Sept.  5,1944 

Oil  Burner  Rules .  Dec  28  1943 

Opening  Protective  Assemblies',' 

.  Pules  f9r  Inspection  of . Apr.  11,  1944 

I  aint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Sept.  5  1944 

Platform  Trucks,  Specifications  for.. Nov.  24!  1936 

P  umbing  Rules  .  Aug  3  1037 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .  Aug.  8  1944 

Procedure,  Rules  of . ......Sept.  7’ 1937- 

Refrigerating  Systems,  Extract  A. C. .  April  2511944- 

Smoking  in  Factories,  Rules  for - June  20,  1944- 

Sprinkler  Rules  .  fune  ,9  1937- 

Standpipe  Fireline  Rules . june  s’  1937- 

-P  TctLral  Alterations,  Reporting - June  7,  1932- 

?rucics>  Fuel  Oil,  etc . Nov.  24,  1936- 

Ar-  Lucks'  Gasoline,  etc . Nov.  24  1936- 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec.  28,1943- 


-Vol.  28,  No.  52A 
-Vol.  10,  No.  14 
Vol.  13,  No.  23 
•Vol.  28,  No.  S2A 

Vol.  29,  No.  35 
Vol.  28.  No.  52A 

4— Vol.  29,  No.  15 

-Vol.  29,  No.  35 
-Vol.  21,  No.  47 
-Vol.  22,  No.  31 


-Vol.  29, 
-Vol.  22, 
-Vol.  29, 
-Vol.  29, 
-Vol.  22, 
-Vol.  22, 
-Vol.  17, 
-Vol.  21, 
-Vol.  21, 


No.  32 
No.  36 
No.  17 
No.  25 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


-Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
NoP23Aent  t0  thC  Bulletin  of  June  8>  1943*  Vol.  28, 
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SEPTEMBER  12,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
morning,  September  12,  1944,  at  10  o’clock  in  Room 
ters  •’  Mumclpa  BuildinS.  Manhattan,  on  the  following  mat- 

Zoning  Applications 

810-42-Bz— Application  of  Abraham  Farber,  applicant, 
on  behalf  of  Monford  Realty  Corporation,  owner,  re¬ 
opened  June  13,  1944,  under  sections  7(c)  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district  the 
alteration  and  extension  of  an  existing  factory  by’  the 
inclusion  of  a  covered  storage  and  loading  space.  (These 
premises  were  previously  acted  upon  by  the  Board)- 
premises  1-27  Montauk  avenue,  3144-3166  Atlantic  avenue’ 
southeast  corner  and  2-40  Milford  street  (Block  3976  Lots' 
Ah-48),  Borough  of  Brooklyn. 

S^-^i-BZ— Application  of  Max  Horn,  applicant  on  behalf 
ot  Jane  r .  M.  Welpley,  owner,  reopened  July  18  1944 
01  consideration  as  to  extension  of  permit — Application’ 
previously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  business  use  district  the 
parking  and  storage  of  more  than  five  motor  vehicles  for 
a  term  of  two  years;  premises  111-20  Rockaway  Beach 

^RllTin?rtl3n?e’i?81,'96  ft  CaSt  °f  Beach  116th  street 
(Block  598,  Lot  49),  Rockaway  Park,  Borough  of  Queens. 

1028-41-BZ  Application  of  Max  Horn,  applicant  on  be¬ 
half  of  Remuda  Realty  Corporation  and  Charles  Mc- 
Manamy,  owners  (Sophie  Ader,  lessee),  reopened  July  18, 
944,  tor  consideration  as  to  extension  of  permit — Applica¬ 
tion,  previously  granted  on  condition,  under  section  7h  of 
the  zoning  resolution,  permitting  in  a  residence  use  district 
the  parking  and  storage  of  more  than  five  motor  vehicles 
lor  a  term  of  two  years;  premises  29-07  Seagirt  avenue 
Tlde’  60  ft'  ^vest  of  Beacdl  29th  street  and  29-14  to 
road’  north  side’  60  ft-  west  of  Beach  29th 
s  reet  (Block  300,  Lots  16  and  53),  Edgemere,  Borough  of 
,  ^  ucens. 

621-24-BZ  Application  of  Howard  H.  Snyder  aonlicant 
°f  LaJ?sin§,  Financial  Corporation,  owner  (Acme- 

10J4d  fS  °ragC -^are-h°USe’  InC-’  lessee),  reopened  June  13, 
a  i-  •  consideratjon  as  to  amendment  of  resolution— 
Application  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period,  the  conversion  of  occupancy  of  a  garage  for 
more  than  five  motor  vehicles  (previously  granted  by  the 
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Board)  to  be  used  for  storage;  premises  234-240  East  54th 
street,  south  side,  100  ft.  west  of  2nd  avenue  (Block  \SM, 
Lot  29),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 

419-44-A— 234-240  East  54th  street,  south  side,  100  ft 
west  of  2nd  avenue  (Block  1327,  Lot  29),  Borough  of 
Manhattan. 

247-44- A— 366-368  Butler  street,  south  side,  218  ft.  4  in. 
east  of  4th  avenue  (Block  943,  Lot  17),  Borough  of 
Brooklyn. 

c  44_A— 440  West  240th  street,  southeast  corner  of 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20). 
Borough  of  The  Bronx. 

403-44- A— 201-203  St.  Marks  avenue,  north  side  125  ft. 
west  of  Vanderbilt  avenue  (Block  1144,  Lot  64),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning ,  September  19,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Zoning  Application. 

340-44-BZ — Application,  June  8,  1944,  under  section  7(c) 
of  the  zoning  resolution,  of  Henry  George  Greene,  appli¬ 
cant,  on  behalf  of  Durand  Realty  Co.,.  Inc.,  owner,  to  per¬ 
mit  the  maintenance  of  part  of  an  existing  business  biuld- 
jnor  (bakery)  which  is  located  (without  permit)  and  which 
projects  approximately  5  ft.  into  a  residence  use  district 
and  also  to  permit  the  erection  and  maintenance  of  a  struc¬ 
ture  (wall  and  shed— which  is  accessory  to  the  business 
(bakery)  use)  which  also  extends  less  than  5  ft.  into  a 
residence  use  district;  premises  750-762  Allerton  avenue  and 
2556-2560  Holland  avenue,  southeast  corner  (Block  WS, 
Lot  32),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  19,  1944  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

Appeals  from  Administrative  Decisions.  . 

193-44- A— 999  Willoughby  avenue,  north  side,  275  ft. 

east  of  Evergreen  avenue  (rear  1st  floor)  :  (Block  3184, 
Lot  56),  Borough  of  Brooklyn. 

451-44-A — 60  Woodbine  street,  east  side,  102  ft.  north  of 

Bushwick  avenue  (Block  3358,  Lot  13),  Borough  of 
Brooklyn. 

300-44-A— 564-574  Southern  boulevard,  south  side,  267.44 
ft.  east  of  East  149th  street  (Block  2603,  Lot  11),  Borough 
of  The  Bronx. 

432-44-A— 1174-1184  Bedford  avenue,  northwest  corner 
of  Putnam  avenue  (mezzanine,  2nd  and  3rd  floors)  ;  (Block 
1990,  Lot  30),  Borough  of  Brooklyn. 

441_44_A— 551-555  Fulton  street,  north  side,  43  ft  east  of 
Bond  street  and  6-10  DeKalb  avenue  (Block  2093,  Lots  3- 
and  33),  Borough  of  Brooklyn. 

435- 44-A — 13-15  Sumpter  street,  north  side,  250  ft.  west 
of  Patchen  avenue  (1st  and  2nd  floors)  ;  (Block  1695,  Lots 
16,  17,  18,  20,  42  and  43),  Borough  of  Brooklyn. 

436- 44-A — 200  Fifth  avenue,  west  side  of  Fifth  avenue  and 
Broadway,  from  West  23rd  to  West  24th  streets,  21  West 
23rd  street  and  24  West  24th  street  (Block  825,  Lot  31), 
Borough  of  Manhattan. 

450_44. A— 50-56  West  59th  street,  south  side,  120ft.  east 
of  6th  avenue  and  1430-1436  6th  avenue  (Block  1274,  Lot 
71),  Borough  of  Manhattan. 

23-44-A— 2060  Tillotson  avenue,  northeast  corner  of  Pal¬ 
mer  avenue  (Block  5228,  Lots  1  and  6),  Borough  of  the 
Bronx. 

405-44-A — 22-28  Henry  street  and  73-79  Middagh  street, 

northwest  corner  (Block  211,  part  of  Lot  22),  Boroug 
of  Brooklvn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board— 

First,  That  if  they  do  not  appear  m  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result.  . 

Second,  That  due  and  ample  notice  of  the  date  set  tor 
hearing  is  provided  in  the  publication  of  this  Bulletin  oi 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  ot  the 

hCTliird,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth  That  the  business  of  the  Board  is  to  dispose  ot  a 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellai  1 
or  applicant  to  file  necessary  data,  or  by  any  other  metho 

^  Sixth'  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers  plans  and  date 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


Applicants,  under  the  building  zone  resolution,  are  en 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cent 
each— postage  to  be  added  if  the  forms  are  forwarded 
mail. 
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AD0SSifa 

(353-30-SR) 


Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand- 

athi5rtld  tAppefs,  by  Sutton  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  New  York,  to  effectuate  the 
provisions  of  09-84.0,  09-85.0  and  09-86.0  of  the  Ad¬ 
ministrative  Code.  J 

Rule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  spray,  dip  or 
immerse  any  article  or  thing  within  the  City  of 
New  \  ork  with  any  flammable  paints,  varnishes 
lacquers  or  any  other  inflammable  or  combustible 
su  ^stances,  mixtures  or  compounds  commonly  used 
tor  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules  and 

l'nder  a  uPermit  is.sued  hy  the  Fire  Commissioner. 
Where  the  quantity  of  spraying,  dipping  or  im¬ 
mersing  materials  used  in  a  day  does  not  exceed 
two  Quarts  except  for  spraying  as  performed 
under  Rule  5.13,  and  the  total  amount  of  material 
stored  does  not  exceed  twenty  gallons,  these  rules 
shall  not  apply. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  mate¬ 
rials  shall  be  made  to  the  Fire  Commissioner  on 
forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray,  dip- 
Pin8,  immersing,  storage  or  mixing  room  is  to  be 
installed  an  application  shall  be  filed  with  and  ap¬ 
proved  by  the  Borough  Superintendent  before  a 
permit  is  issued  by  the  Fire  Commissioner. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures.  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  class  A  or  B  multiple 
dwelling  or  a  dwelling  for  one  or  two- 
families,  except  where  a  location  is  provided 
which  is  separated  by  fireproof  construction 
from  the  residential  occupancy  and  ventilated 
as  provided  in  Rule  3. 

Which  is  occupied  as  a  place  of  public  assem¬ 
bly  except  trade  schools  where  the  buildings 
are  of  Class  I  or  Class  II  construction  and 
spraying,  dipping  and  immersing  are  demon¬ 
strated  for  instruction  purposes  only. 

Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems  and 
the  boiler  is  located  outside  the  space  where 
spraying,  dipping  or  immersing  is  carried  on. 

Rule  2.  Definitions. 

2.1  The  term  “SPRAY  or  SPRAYING  SPACE” 
DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 
the  premises  used  for  the  actual  work  of  spraying, 
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1 

1.3.2 

i 

l 

1.3.3 

1.3.4 

dippingor  immersing  any  article  or  thing  with  any 
ammab  e  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  coin- 

y  USCd  f°r  .paintln&>  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room 

2.2  The  term  “CABINET  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  with  a  back 
top  and  two  sides  of  incombustible  materials  over 
a  substantial  metal  frame  and  equipped  with  air 
exhaust  facilities,  located  within  a  room  or  any 
portion  of  any  premises  where  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 

ammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  .which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fullv  enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or  thing 
is  sprayed  by  any  flammable  paints,  varnishes,  lac^ 
quers  or  any  other  flammable  substances,  mixtures 
or  compounds  commonly  used  for  painting,  var¬ 
nishing,  staining  or  similar  purposes  is  carried  on. 

2.6  The  term  ‘DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or 
thing  is  dipped,  or  immersed  in  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factorv 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
assemblies. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
used  for.  the  storage  and  mixing  of  any  inflam¬ 
mable  paints,  varnishes,  lacquers  or  any  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses. 

The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in- 
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dividual  to  supervise  and  to  process  spraying, 
dipping  and  immersing  materials  and  equipment  m 
accordance  with  the  provisions  of  Section  C19-14.U 
of  the  Administrative  Code  and  these  Kules. 

2  10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a.  pei- 
son,  firm  or  corporation  by  the  Fire  Commissioner 
to  store  and  use  materials  covered  by  .  Sections 
C19-12.0  and  C19-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  For  requirements  of  ventilation  ot  stor¬ 
age  rooms  see  Rule  4.4.1. 

3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equa  o  e 
capacity  of  the  fan  or  fans  and  in  such  a  manner 
as  to  avoid  short-circuiting  the  path  of  air  m  the 
working  zone  of  such  spaces.  Exhaust  fans  shall 
be  kept  running  constantly  while  spraying,  mixing 
or  dipping.  Exhaust  fan  control  shall  be  inter¬ 
connected  with  spray  gun  so  as  to  operate  simul¬ 
taneously.  Exhaust  fans  shall,  m  addition,  be 
arranged  to  operate  independently  of .  spray  gun. 
Ventilation  Equipment  shall  be  kept  in  operation 
for  a  sufficient  length  of  time  thereafter  to  exhaust 
all  vapors,  fumes  or  residues  of  spraying,  materials 
from  the  spray  booth,  dip  space  or  drying  room. 
Air  admitted  to  the  spraying,  dipping  immersing, 
drying  spaces  or  storage  rooms  shall  be  fresh  an 
taken  from  the  outside  of  the  building. 

3  3  EQUIPMENT.  Motors  shall  be  located  outside  of 

spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths, 
Spray  Rooms,  Dip  and  Immersing 
Rooms,  Drying  Equipment  and 
Material  Storage  Rooms. 

4  1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 

combustible  materials  satisfactory  to  the  administra¬ 
tive  official  having  jurisdiction.  Ventilation  and 
lighting  for  spray  booths,  spray  rooms,  dipping 
rooms,  drying  rooms  and  storage  rooms  shall  com¬ 
ply  with  the  requirements  of  these  rules. 

4.1.1  Spray,  dip  and  immersing  rooms,  shall  be 
enclosed  on  all  sides  with  partitions  con¬ 
structed  of  incombustible  materials  with 
floors  in  such  rooms  of  concrete.  Where 
such  rooms  are  located  over  wooden  floors, 
such  wooden  floors  shall  be  surfaced  with  1 
of  grout  adequately  reinforced  or  a  mixture 
of  Portland  cement,  asphalt  and  sand  simi¬ 
larly  reinforced.  Ceilings  over  such  rooms 
shall  be  protected  by  Y%"  unsanded  gypsum 
plaster  or  %"  of  cement  or  sanded  gypsum 
plaster  on  approved  3.0  lb.  metal  lath  or 
other  equivalent  fire-resisting  ceiling  protec¬ 
tion.  Ventilation,  lighting  and  heating  for 
these  rooms  shall  comply  with  the  require¬ 
ments  of  these  rules.  Where  additional  fire¬ 
fighting  equipment  is  necessary,  such  equip¬ 
ment  shall  be  furnished  in  accordance  with 
the  direction  of  the  Fire  Commissioner. 
Floor  drains  leading  to  the  house  drainage 
system  or  the  public  sewer,  shall  not  be  per¬ 
mitted.  All  dip  tanks  shall  be  provided  with 
hinged  metal  covers  held  open  by  a  fusible 
link,  such  covers  to  be  equipped  with  an 


opening  to  permit  automatic  flooding  of  the 
tank  with  fire  extinguishing  media  of  a  type 
and  so  located  as  the  Fire  Commissioner 
shall  direct. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (%)  of  an  inch  thick, 
not  exceeding  seven  hundred  and  twenty 
(720)  square  inches  in  area  and  not  more 
than  forty-eight  (48")  inches  in  any  hneai 
dimension  may  be  used  in  the  sides  ot  a 
spray  booth  or  room. 

4  1  3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4  14  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  open¬ 
ing  protective  assemblies.  Windows  opening 
on  a  street  may  be  used  to  provide  ventila¬ 
tion  but  no  window  on  a  lot  line  or  less 
than  20  ft.  from  any  opening  in  a  wall  of 
an  adjacent  building  shall  be  permitted  ex¬ 
cept  when  the  subject  room  is  more  than  20 
ft.,  in  the  horizontal  plane,  above  an  ad¬ 
joining  building. 

4.1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  at  least  three 
(3)  feet  of  clear  working  space  shall  always 
be  maintained  for  each  operator  spraying, 
dipping  or  immersing  the  material  being 
processed. 

4.2  STORAGE  ROOMS. 

4.2.1  Storage  rooms  shall  be  constructed  of  fire¬ 
proof  or  fire  resisting  material  and  .  shall 
have  a  window  opening  to  the  outer  air  but 
such  window  shall  not  be  on  a .  lot  line, 
enclosed  court,  nor  opposite  within  twenty 
feet  of  windows  of  adjacent  buildings  nor 
part  of  the  same  premises,  such  window  open¬ 
ings  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvers  or  ventilated  by 
metal  duct  or  fan  at  least  8  inches  in  diam¬ 
eter.  The  floors  of  all  storage  rooms  shall 
be  of  incombustible  non-ferrous  materials. 
The  sill  of  the  door  shall  be  at  least  6 
inches  above  the  finished  floor.  All  doors  to 
be  tin-clad,  approved,  fireproof  and  self¬ 
closing.  .  .  , 

The  lighting  equipment  shall  comply  with 
rule  4.5.2.2  and  shall  have  an  electric  switch 
located  outside  the  room.  Immediately  adja¬ 
cent  to  such  room  shall  be  provided  such 
portable  fire  extinguishing  equipment  for  use 
within  the  storage  room  as  the  fire  commis¬ 
sioner  shall  direct. 

4.3  DRYING  EQUIPMENT. 

4.3.1  Gas  Fired  Drying  Ovens.  Gas  fired  drying 
ovens  shall  be  of  a  type  as  approved  by  the 
Board.  Such  ovens  shall  be  constructed  of 
metal  and  incombustible  materials  so  designed 
as  to  preclude  the  direct  application  of  flame 
to  the  material  in  process.  The  exhausts  from 
both  the  heating  compartment  and  the  dpdng 
compartment  shall  be  individually,  equipped 
with  adequate  fans  and  exhaust  piping  con¬ 
nected  directly  to  the  outer  air.  The  controls 
for  the  fans  shall  be  so  interlocked  with  the 
gas  supply  line  that  when  the  gas  is  flowing 
the  fans  are  in  operation.  An  extra  switch 
shall  be  provided  to  permit  the.  operation  of 
the  fans  when  the  gas  supply  is  off.  Each 
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oven  shall  be  equipped  with  approved  gas 
burning  equipment  with  electrical  controls  so 
arranged  as  to  shut  off  the  gas  valve  when 
ignition  fails  or  the  "as  supply  pressure  drops 
to  2  inches  of  water. 

The  use  of  a  continuous  gas  pilot  light  is 
prohibited  unless  an  automatic  gas  shut  off 
valve  is  provided,  which  will  shut  the  gas  off 
at  the  pilot  light  when  the  flame  is  extin¬ 
guished  or  the  supply  of  gas  cut  off.  Elec¬ 
trical  pilot  ignition  shall  be  of  the  continuous 
type,,  or  equal  in  performance,  designed  for 
use  in  high  temperatures,  with  controls  so 
interlocked  as  to  shut  off  the  gas  supply  when 
current  is  interrupted.  An  auxiliary  manu¬ 
ally  operated  gas  shut  off  valve  shall  be 
located  not  nearer  than  25  feet  from  the 
oven  so  as  to  control  the  gas  supply  in  the 
event  of  an  emergency.  Such  ovens  shall  be 
adequately  insulated  on  all  sides,  including 
the  base,  which  shall  have  the  equivalent  of  a 
double  thickness  of  such  insulation,  unless 
the  floor  is  protected  by  a  3  in.  mat  of  rein¬ 
forced.  concrete  placed  over  and  bonded  into 
the  existing  concrete  floor  and  projecting  not 
less  than  6  inches  outside  the  projected  area 
of  the  equipment,  or  unless  an  unenclosed 
clear  air  space  not  less  than  4  inches  above 
the  floor  is  maintained  between  the  floor  and 
the  underside  of  the  oven. 

4. 3. 1.1  Gas  fired  drying  ovens  shall  not  be 
located  nearer  than  25  feet  from 
spraying  or  dipping  spaces  unless 
such  oven  is  approved  for  use  in 
explosive  atmospheres. 

4.3.2  Electric  Infra  Red  Ray  Drying  Ovens. 

4.3.2. 1  Electric  Infra  Red  Ray  Drying 
Ovens  shall  be  of  a  type  as  approved 
by  the  Board.  Such  ovens  shall  be 
constructed  of  electric  equipment 
installed  in  accordance  with  the  Na¬ 
tional  Electric  Code  and  the  require¬ 
ments  of  the  Department  of  Water 
Supply,  Gas  and  Electricity.  Ovens 
when  erected  shall  be  placed  on  con¬ 
crete  floors  without  any  additional 
protection,  provided  that  at  least  12 
inches  of  clear  space  above  the  floor 
is  provided  to  permit  adequate  ven¬ 
tilation. 

-  4. 3. 2. 1.1  In  drying  processed  ma¬ 
terial,  involving  the  evap¬ 
oration  of  considerable 
amounts  of  flammable  sol¬ 
vents  by  infra-red  lamps, 
such  installations  shall  not 
•  be  confined  in  small  rooms 

unless  such  rooms  are 
thoroughly  ventilated  by  a 
power  driven  ventilation 
system  of  sufficient  capac¬ 
ity  to  provide  100  linear 
feet  of  air  per  minute; 
the  controls  of  the  ven¬ 
tilation  system  to  be  so 
interlocked  with  the  In¬ 
fra-Red  Ray  System  that 
the  latter  cannot  function 
unless  the  ventilating  sys¬ 
tem.  is  in  operation.  When 
equipped  with  duct  ven¬ 
tilating  system,  the  Infra- 
Red  Ray  Oven  shall  be 
adequately  secured  so  as 
to  prevent  moving. 


4. 3. 2. 1.2  Where  the  evaporation  of 
a  considerable  amount  of 
flammable  vapors  are  in¬ 
volved,  ventilated  hoods 
located  as  near  to  the 
floor  as  practicable  or 
enclosures  shall  be  pro¬ 
vided  at  the  initial  stage 
of  the  process  with  ade¬ 
quate  exhaust  system  to 
discharge  the  primary 
evaporation  from  the  sol¬ 
vents  to  the  outer  air,  so 
that  when  the  processed 
material  progresses 
through  the  lamp  drying 
tunnels  only  a  compara¬ 
tively  small  amount  of  sol¬ 
vent  is  left  for  evaporation. 
A  space  between  such  ven¬ 
tilating  section  and  the 
drying  section  shall  be 
maintained. 

4. 3. 2. 1.3  Lamps  and  other  electrical 
equipment  shall  be  kept 
free  from  flammable  de¬ 
posits  and  adequate  clean¬ 
ing  shall  be  maintained. 

4. 3. 2. 1.4  Lamp  drying  units  shall 
be  separated  from  spraying 
and  dipping  processes  com¬ 
plying  with  these  rules,  by 
a  distance  of  at  least  15 
feet  or  shall  be  installed  in 
a  separate  fireproof  room. 

4. 3. 2. 1.5  Controls  shall  be  arranged 
so  that  the  lamps  in  the 
tunnels  will  be  shut  off 
automatically  if  and  when 
the  conveyor  stops. 

4. 3. 2. 1.6  Where  there  are  no  con¬ 
veyors  and  the  material 
being  processed  is  left  sta¬ 
tionary  in  the  dryer,  there 
shall  be  an  excessive  tem¬ 
perature  switch  to  shut  off 
the  lamps  to  avoid  over¬ 
heating  the  material  being 
processed  if  it  is  not  re¬ 
moved  from  the  dryer  in 
time. 

4.3.2. 1.7  Material  to  be  processed 
on  the  conveyors  shall  be 
rigidly,  supported  so  as  not 
to  be  liable  to  displacement 
and  cause  lamp  breakage 
and  short  circuits.  Where 

>  there  are  no  conveyors, 

materials  should  be  fixed 
on  dollies  running  on 
tracks  or  other  equivalent 
method  to  accomplish  the 
same  result. 

4.3.3  The  use  of  these  processes  shall  be  lim¬ 
ited  to  metal  or  other  incombustible  mate¬ 
rial  requiring  paint  processing. 

4.3.4  Such  fire  fighting  equipment  suitable  for 
electrical  and  solvent  vapor  fires  shall  be 
provided  as  the  fire  commissioner  may  direct. 

4'4  F4NsIFICATI0NS  F°R  DUCTS>  PIPES  ANd 

4.4.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
approved  incombustible  materials  or  metal 
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of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36")  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.4.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.4.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  pro¬ 
tected  with  a  screen  of  copper  or  bronze  with 
a  mesh  not  larger  than  one-quarter  (  Va,"  ) 
inch. 

4.4.4  Where  a  duct  passes  through  a  non-fireproof 
floor  or  roof,  the  duct  shall  be  protected  at 
such  point  by  an  outer  pipe  or  sleeve  with  an 
air  space  of  at  least  one  (1")  inch  between 
the  sleeve  and  pipe  protected  from  the  wood¬ 
work  by  at  least  a  I"  blanket  of  asbestos, 
compressed  rockwool  or  glasswool,  or  equiv¬ 
alent  fire-resistive  material  extending  through 
the  entire  depth  of  the  ceiling  construction 
and  adequately  secured  to  the  outer  pipe. 
The  outer  pipe  shall  be  not  less  than  two 
(2")  inches  from  any  woodwork  and  such 
woodwork  shall  be  covered  with  at  least  26 
gauge  metal  or  other  incombustible  material. 

4.4.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or 
within  twenty  (20)  feet  of  any  exit  or  any 
opening  in  an  adjoining  building. 

4.4.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray,  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans  which,  however,  are  not  to  be  located 
where  residues  of  spraying  material  may  col¬ 
lect  on  such  equipment. 

4.4.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to 
any  other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.4.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.4.9  Adequate  access  doors  or  panels  made  tight 
fitting  by  means  of  screw  bolts,  clamps  or 
springs  shall  be  provided,  to  permit  inspection 
and  cleaning. 

4.5  ELECTRICAL  EQUIPMENT  AND  LIGHTING 
FIXTURES. 

4.5.1  No  motors,  switches,  rheostats,  lamps,  floures- 
cent  light  or  other  electrical  equipment  shall 
be  located  in  spray,  dipping  or  immersing 
rooms  or  within  ten  (10')  feet  of  the  open 
end  of  any  spray  compartment,  spray  booth, 
immersing  or  dipping  space  unless  such  elec¬ 
trical  equipment  be  of  a  type  approved  for  use 


in  explosive  atmospheres  and  where  a  conduit 
leads  from  a  hazardous  location  to  a  non- 
hazardous  location,  the  conduit  shall  be  sealed 
off  by  an  approved  sealing  compound.  ’Except 
that  alternating  current  induction  motors  of 
the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other , 
arcing  or  sparking  parts  may  be  located 
within  ten  (10')  feet  of  a  spray  booth,  spray 
compartment  or  dipping  space  when  approved 
by  the  administrative  official  having  jurisdic¬ 
tion.  No  open  flame  shall  be  used  within 
25  ft.  of  spray,  dip  or  coating  space  or  paint 
storage  room  or  cabinet  except  when  sepa¬ 
rated  by  fireproof  construction,  except  as 
provided  in  Rule  4.3.1.  Gas  Fired  Drying 
Ovens  and  4. 3. 2. 1.4  Electric  Infra  Red  Dry 
Ovens. 

4.5.2  Lighting  Fixtures. 

4. 5. 2.1  Artificial  lighting  shall  be  only  by 
means  of  electricity. 

4. 5.2.2  When  lighting  fixtures  are  located 
within  10  feet  of  a  spray  booth, 
spraying  space,  dipping  space  or 
within  a  storage  room  they  shall 
be  of  the  rigid  stem  type,  enclos¬ 
ing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vapor 
proof  globes.  Where  exposed  to 
breakage,  globes  shall  be  adequately 
protected  by  substantial  metal 
guards  or  equivalent  means.  Flu¬ 
orescent  tube  type  lighting  fix¬ 
tures  when  used  in  spray  booths  or 
in  spray  and  dip  spaces  or.  in  stor¬ 
age  rooms  or  rooms  containing  in¬ 
flammable  vapors,  shall  be  of.  a 
type  approved  for  use  in  explosive 
atmospheres.  The  auxiliaries  of 
mercury  vapor  lamps  shall  be  offset 
at  least  ten  (10)  feet  from  spray 
booth,  spray  or  dip  spaces  unless  en¬ 
closed  in  explosion-proof  protection. 

4. 5. 2. 3  All  electrical  equipment  shall  be  in¬ 
stalled  and  grounded  as  provided  by 
the  Administrative  Code  covering 
electrical  equipment  and  permanently 
connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4. 5. 2. 4  No  pin  plug  receptacles  shall  be  used 
except  when  the  use  of  receptacles 
and  attachment  plugs  become  neces¬ 
sary  they  shall  be  so  connected  to 
form  a  part  of  a  unit  device  with  ex¬ 
plosion-proof  interlocking  switch  pre¬ 
cluding  the  removal  of  the  plug 
where  the  switch  is  in  the  “on”  posi¬ 
tion  or  by  an  approved  explosion- 
proof  enclosure  which  can  seal  the 
arc  when  the  current  is  interrupted. 
Such  receptacles  and  plugs  shall  be 
of  the  polarized  type  providing  a  con¬ 
nection  for  the  grounding  wire  of  the 
portable  cords. 

4. 5. 2. 5  All  electric  wiring  shall  be  enclosed 
in  rigid  standard  weight  metallic 
conduits  with  explosion  proof  joints 
and  fittings.  Joints  in  metallic  con-i 
duit  having  threaded  couplings  shall 
not  have  less  than  five  (5)  fully  en¬ 
gaged  threads.  Where  flexible  con¬ 
nections  are  required  a  flexible  fitting 
approved  for  explosive  atmospheres 
shall  be  used. 


768 


RUL 


5.9 
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4. 5. 2. 6  The  use  of  portable  cords  or  trailer 
lights  are  prohibited,  except  when 
flexible  cord  approved  for  hard  usage 
,  containing  one  (1)  extra  insulated 
conductor  properly  connected  to  form 
a  grounding  connection  for  metal 
lamp  guards,  motor  frames  and  all 
other  exposed  metal  portions  of  such 
portable  lamps  and  devices  may  be 
used.  When  portable  lamps  are  used 
they  shall  be  enclosed  in  a  manner 
approved  for  explosive  atmospheres 
and  with  substantial  guards  of  metal 
to  prevent  breakage.  Sockets  shall  be 
of  the  keyless  moulded  composition 
type  with  no  exposed  metal  parts. 

5.  Maintenance  and  Operation. 

1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  comply  with  the  rules  and  the 
terms  of  the  permit  are  not  violated.  No  other 
duties  shall  interfere  with  the  enforcement  of  these 
rules  while  the  work  is  in  process.  A  copy  of 
these  rules  shall  be  available  near  the  space  where 
these  rules  apply. 

I  Smoking  or  the  carrying  of  lighted  cigars,  ciga¬ 
rettes,  matches  or  pipes  in  spray,  dipping  or  im¬ 
mersing  space  is  prohibited. 

5  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

1  Spraying,  dip  or  immersing  spaces  and  its  surround¬ 
ings  shall  be  kept  clean  at  all  times  and  shall  be 
kept  clear  of  all  materials,  equipment  and  utensils 
not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  may  be  fastened  before 
any  operation  and  after  said  operation  all  waste 
material  shall  immediately  be  removed  from  the 
premises. 

Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained  in 
clean  and  efficient  working  condition ;  lacquer  spray¬ 
ing  booths  shall  be  wet  down  before  cleaning. 
Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

Accumulation  of  flammable  waste,  sweepings  or 
deposits  from  spray,  dip  or  immersing  space  is 
prohibited.  All  such  waste  shall  be  placed  in  ap¬ 
proved  waste  cans  and  be  removed  from  the  prem¬ 
ises  at  the  close  of  work  each  day. 

All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

When  a  motor  vehicle  is  taken  into  a  spray  space, 
the  batteries  shall  be  disconnected  before  the  proc¬ 
ess  of  spraying  is  begun. 
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5.13  Before  spraying  is  performed  on  elevator  cars  all 
electric  power  operating  all  elevators  enclosed  in 
a  common  shaft,  shall  be  turned  off.  While  such 
work  is  m  progress  portable  fire  extinguishers  shall 
be  provided  and  maintained  adjacent  to  the  work 
as  the  fire  commissioner  shall  direct.  Such  shafts 
shall  be  well  ventilated  of  fumes  before  starting 
elevators. 

5.14  Inflammable  solvents  used  for  cleaning  equipment 
or  for  any  other  purpose  shall  not  be  discharged 
into  the  house  drain. 

Rule  6.  Material  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  and  dipping  mate¬ 
rials  and  thinners  shall  be  kept  in  an  outside  stor¬ 
age  building,  storage  rooms  or  in  vented  metal 
cabinets  in  accordance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  100  gal¬ 
lons  may  be  stored  in  single  walled  metal 
cabinet  ventilated  to  the  outer  air.  Such  cab¬ 
inet  to  be  metal  covered  on  all  sides,  includ¬ 
ing  the  door  and  arranged  for  ventilation  at 
top  and  bottom. 

6.1.2  Spraying  materials  not  in  excess  of  200  gal¬ 
lons  may  be  stored  in  double-walled  metal 
cabinets  ventilated  to  the  outer  air  or  wood 
cabinets  metal  covered  on  all  sides,  including 
the  door,  and  arranged  for  ventilation  at  top 
and  bottom,  to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  200  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  mate¬ 
rial  with  ventilated  plain  glass  skylight  or 
in  a  storage  room  constructed  fireproof  in  a 
fireproof  building  or  fire-resisting  in  a  non- 
fireproof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be 
determined  by  the  administrative  official  hav¬ 
ing  jurisdiction. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  stor¬ 
age  room,  except  that  containers  of  total 
capacity  not  exceeding  ten  gallons  may  be 
opened  and  their  contents  mixed  in  the  spray 
room  or  room  in  which  booths  are  located 
while  the  air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hun¬ 
dred  gallons,  may  be  kept  in  the  spray  room 
or  room  in  which  spray  booths  are  located; 
covers  of  containers  must  be  kept  thereon 
when  such  containers  are  not  actually  in  use. 
This  amount  is  in  addition  to  the  amount 
allowed  in  Rule  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons 
in  capacity  and  shall  be  supported  by  wire 
cables  .or  metal  brackets  having  a  factor  of 
safety  of  four  when  filled  with  the  heaviest 
spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  capa¬ 
city,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand¬ 
ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity  feed 
containers  and  other  spraying  equipment  shall 
be  approved  as  above. 
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6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 


6.2  Storage  of  Materials  where  nitro  cellulqse  products 

are  manufactured. 

6.2.1  Storage  of  spraying,  dipping  and  immersing 
materials  shall  be  as  provided  in  Rule  6.1.1 
through  Rule  6.1.3,  but  in  a  building  in 
which  nitro  cellulose  products  are  manufac¬ 
tured,  stored  or  kept  the  amount  shall  be  not 
over  twenty-five  (25)  gallons  as  per  Section 
09-113.0,  subdivision  h  of  the  Administra¬ 
tive  Code. 

6.3  Sprinklers. 

6.3.1  Sprinkler  heads  shall  be  provided  in  all 
spray,  dip  or  immersing  spaces  and  storage 
rooms  and  shall  be  installed  in  accordance 
with  the  Sprinkler  Rules  of  the  Board  of 
Standards  and  Appeals,  except  in  non- 
sprinklered  buildings  where  sprinkler  con¬ 
nection  may  be  made  to  the  house  water 
supply,  provided  the  size  of  the  house  water 
supply  line  is  adequate  for  the  number  of 
sprinkler  heads. 

6.4  Maintenance  of  Sprinkler  Heads. 

6.4.1  Sprinkler  heads  in  spraying,  dipping  and 
immersing  spaces  shall  be  cleaned  at  least 
once  a  week  under  the  supervision  of  the 
•person  holding  the  certificate  of  fitness  and 
a  coating  of  light  grease  or  vaseline  shall  be 
applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the 
sprinkler  useless  in  case  of  fire.  The  use  of 
paper  bags  or  other  materials  about  sprinkler 
heads  is  prohibited. 

Rule  7.  General  Requirements. 

Notice — Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follows: 

Section  C19-152.0  of  the  Administrative  Code,  “ Any  per¬ 
son  who  shall  willfully  violate  or  neglect  or  refuse  to.  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  law  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$.500  or  by  imprisonment  not  exceeding  6  months,  or  by 
both  such  fine  and  imprisonment.” 

NOTE :- — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently ; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2 
inches  in  height,  shall  be  posted  at  entrances  to 
and  in  all  spray  rooms  and  paint  storage  rooms 
or  building. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 


(c)  All  stocks  shall  be  arranged  so  as  not  to  inter¬ 
fere  with  the  operation  of  automatic  sprinkler 
li  ea.d  s 

(d)  Adequate  mechanical  or  natural  ventilation  shall 
be  provided. 

(e)  No  open  flames  or  devices  creating  open  flames 

or  arcs  shall  be  maintained  within  25  feet  of  the 
spray  or  dipping  process.  .  -  .  . 

(f)  The  premises  where  painting,  dipping  or  im¬ 
mersing  is  performed  shall  be  kept  clear  of  empty 
paint  cans,  rubbish,  paint  accumulations  and  other 
combustible  material. 

Rule  8.  Existing  Spray  Booths  and  In¬ 
stallations. 

8 . 1  These  rules  shall  be  retroactive  in  the  following  respects : 

Rule  1.3.4  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.0  Specifications  for  Spray  Booths,  Spray  Rooms, 
Dip  and  Immersing  Rooms,  New  Drying 
Equipment,  and  Material  Storage  Rooms. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  metal  in  Booths. 

4.3.2  Maintenance  of  Ducts. 

4.4.6  Method  of  Induced  Draft. 

4.5.1  Electrical  Equipment. 

4.5.2  Electric  Lighting. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  materials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

5.13  Spraying  Elevator  Cabs. 

Rule  6.  Material,  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

Rule  8.1  Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved 
existing  automatic  sprinkler  system  where  the 
general  conditions  of  cleanliness  are  properly 
maintained  at  all  times. 

Rule  9.  Permits  and  Plans. 

Before  a  permit  is  issued  by  the  fire  commissioner,  plans 
shall  be  filed  with  the  borough  superintendent,  stating,  name, 
address,  floor  and  space  where  the  painting,  dipping  or 
spraying  processes  or  storage  room  are  to  be  installed. 
Such  plan  shall  include  a  complete  layout  of  the  proposed 
installation  and  shall  clearly  indicate  the  location  of  al. 
exterior  wall  openings,  in  premises  and  adjacent  buildings, 
exits,  chimneys,  vent  openings  and  proposed  processes. 

Plans  shall  be  filed  with  the  borough  superintendent  for 
storage  and  mixing  rooms.  Such  plans  shall  show  the  com¬ 
plete  floor  plan  of  the  proposed  equipment  and  the  location 
of  the  proposed  equipment  with  respect  to  the  storage  and 
mixing  rooms,  exterior  wall  openings,  in  premises  anc 
adjacent  buildings,  exits  and. all  chimneys  within  20  feet  o) 
storage  rooms  and  vent  openings. 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1944  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  oi 
the  Citv  Record,  Room  2213,  Municipal  Building, .  Man 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  fiv< 
cents  per  copy  must  be  added  for  postage. 
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RULES  FOR  USE  OF  METHYL  CHLORIDE  IN  CLASS  B  AND  C 

REFRIGERATING  SYSTEMS. 

Adopted  by  the  Board  of  Standards  and  Appeals  June  23,  1944,  effective  July  17,  1944. 


(Cal.  333-44-SR.) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Par.  2  of  the  Charter  of 
the  City  of  New  York  and  Section  C19-98.0  of  the  Ad¬ 
ministrative  Code. 

Scope  : 

These  rules  are  supplementary  and  additional  to  the  re¬ 
quirements  of  C19-98.0  providing  for  the  use  of  methyl 
chloride  in  class  B  and  class  C  refrigerating  systems. 

The  promulgation  of  these  rules  has  become  necessary 
because  of  the  military  requirements  for  Freon  (F12). 
Methyl  chloride,  while  not  permitted  to  be  used  in  class  A 
systems,  is  permissively  allowed  in  class  B  and  C  systems. 
However,  when  used  in  refrigerating  systems  which  formerly 
used  Freon,  additional  precautions  and  safeguards  are  neces¬ 
sary  to  adapt  the  refrigerating  equipment  for  use  with 
methyl  chloride. 

Note:  References  given  herein  preceded  by  09-  or 
C26-  refer  to  specific  sections  of  the  Administrative 
Code.  Wherever  decimal  numbers  occur,  such  system 
of  numbering  refers  to  these  rules. 

•  Ci19n9u°  Permits— a.  Except  as  provided  in  this  article, 
it  shall  be  unlawful  to  maintain  or  operate  a  refrigerating 
system  without  a  permit. 

b.  A  permit  will  not  be  required  for  a  class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house,  or  a  business 
building. 

c.  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article  as 
are  deemed  by  the  commissioner  necessary  in  the  interest 
ot  public  safety. 

i  -dA  A  Permit,  where  required,  shall  be  applied  for  forty- 
eight  hours  after  installation  is  completed,  containing  the 
name  of  the  person  for  whom  the  system  is  installed  and 
the  place  of  location  of  the  system. 

e.  Only  the  refrigerant  specified  in  the  permit  shall  be 
|  used  in  the  system. 

j  f.  Refrigerating  systems  to  which  these  provisions  can¬ 
not  be  applied,  may  be  maintained  and  operated  subject  to 
such  conditions  as  are  deemed  necessary  by  the  commissioner. 

!  f  E19-97.0  Classifications.— a.  The  total  amount  of  re¬ 
frigerant  common  to  a  system  operating  through  one  or 
:  more  evaporators,  shall  be  considered  the  capacity  of  the 
,  system  and  determine  its  class. 

nnnnrl^  cIaSS  A  S5fSten]  is  a  system  containing  one  thousand 
pounds  or  over  of  refrigerants,  or  capable  of  thirty  tons 
capacity  or  over. 

0 

th.VtAn!^8  B  -tystem  is  a. system  capable  of  less  than 
nn  mLt0fS  caP.acity,  or  containing  less  than  one  thousand 
pounds  of  refrigerant  and  more  than  the  amounts  provided 
tor  in  a  class  C  system. 

iwltAC,aS^  ^  fyst r™  1S  a  system  containing  not  more  than 
twenty  pounds  of  refrigerant. 

-oiSi  Permissible  locations.-a.  It  shall  be  unlawful 
•o  install  any  class  A  or  class  B  systems  in  any  public  build- 
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mg  as  defined  by  subdivision  a  of  section  C26-235.0  of  the 
code,  until  plans  have  been  filed  with  and  approved  by  the 
fire  commissioner,  or  no  refrigerant  shall  be  placed  in  the 
system  until  a  permit  has  been  obtained  from  such  com¬ 
missioner. 

•  b‘  Tl’e  ^!rect  method  of  refrigeration  shall  not  be  used 
m  any  building,  whether  or  not  a  permit  is  required  for 
installation  therein,  outside  of  the  refrigerating  machinery 
room;  except  in  buildings  used  exclusively  for  ice  making 
or  for  refrigerating  purposes,  or  when  such  method  is 
not  carried  above  the  first  floor  in  business  buildings  or 
in  the  business  sections  of  business  buildings  when  ’  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a 
residence  building  occupied  by  not  more  than  two  families 
or  in  any  building  in  which  a  non-irritant  and  non-inflam¬ 
mable  refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

c.  It  shall  be  unlawful  to  use  brine  in  any  brine  circulat¬ 
ing  system  that  will  generate  inflammable  vapor  at  a  tem- 
peiature  below  one  hundred  degrees  Fahrenheit  when  tested 
in  a  I  aghabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

d.  It  shall  be  unlawful  to  install  or  maintain  a  class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  exclusively  for  ice  making  or 

P-rposes.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

e  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
pounds  of  refrigerant. 

f.  It  shall  be  unlawful  to  install  or  maintain  a  refrigerat¬ 
ing  system  employing  an  irritant  or  inflammable  refrigerant 
in  or  on:  6 

stairways,  halls,  lobbies,  entrances,  exits,  or 
auditoriums  of  any  building; 

2.  Dance  halls,  courtrooms,  police  stations,  jails, 
subways,  theatres,  or  motion  picture  theatres; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre 
or  motion  picture  theatre  or  where  persons  are  detained 
or  confined  ; 

„xSi  A  ?ch?oI>  ,unIess  the  refrigerating  system  is  liSed 
exclusively  for  instruction  or  research  purposes; 

6  A  hospital  or  asylum  in  which  persons  are  con¬ 
fined  or  given  medical  treatment,  or  are  helpless  Un¬ 
less  otherwise  required  by  this  section,  such  refrigerat¬ 
ing  system  shall  be  cut  off  from  the  building  by  un- 
pierced  fireproof  construction.  The  foregoing  provi¬ 
sions  do  not  apply  to  hermetically  sealed  unit  systems 
containing  not  more  than  six  pounds  of  refrigerant 
when  located  in  dance  halls,  police  stations,  diet  kitchens 
of  hospitals,  schools,  or  laboratories,  and  when  located 
in  rooms  shut  off  from  the  rest  of  the  building  by  tight 
partitions  and  tight  fitting,  solid  self-closing  doors,  and 
located  in  a  room  having  a  window  to  the  outside  air. 


RULES 


g.  An  intermittent  absorption  type  of  refrigerating  ma¬ 
chine  shall  not  be  permitted  in  a  class  A  system.  Such 
type  of  machine  shall  be  permitted  m  a  class  B  system  only 
when  a  heating  medium  of  low  pressure  steam  is  used  in 

its  operation. 

h  The  use  of  methyl  and  ethyl  chloride,  sulphur  dioxide, 
or  a  hydro-carbon  refrigerant  is  not  permitted  in  class  A 
system. 

i.  A  class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  m 
the  borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  ot 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
bv  unpierced  fireproof  walls  of  not  less  than  eight  inches 
of  brick  or  six  inches  of  reinforced  concrete.  Direct  exit 
therefrom  leading  to  the  open  air  and  not  to  any  other  part 
of  the  building  shall  be  maintained  and  shall  be  provided 
with  vapor-tight,  self-closing  fireproof  doors. 


Rule  1.0  Prohibited  Uses  of  Methyl  Chloride  Refrigerant. 


1.1 


No  direct  system  or  indirect  open  spray  sys¬ 
tem  of  air  conditioning  employing  methyl 
chloride  shall  be  permitted  in  a  nublic  build¬ 
ing  as  defined  in  C26-235.0. 


1.2  The  direct  method  oi  refrigeration  may  be 
permitted  when  the  installation  satisfies  the 
requirements  of  Section  C  19-98.0  and  only 
when  the  percentage  of  methyl  chloride  to 
the  volume  of  conditioned  space  is  not  over 
.7  of  1  per  cent.  (Methyl  chloride  to  equal 
8.0  cubic  feet  per  lb.) 


Rule  2.0  Requirements,  for  Permissible  Uses  of  Methyl 
Chloride  Refrigerant  in  Class  B  and  C  Refriger¬ 
ating  Systems. 


2.1  That  the  refrigerating  equipment  room  shall 
be  isolated  from  human  occupancies  by  rea¬ 
sonably  gas  tight  opening  closures. 


2.2 


A  mechanical  exhaust  system  with  a  capacity 
of  ten  changes  of  air  per  hour  shall  be  pro¬ 
vided  for  the  refrigeration  equipment  room 
and  so  controlled  electrically  and  automatic¬ 
ally  that  it  shall  start  with  the.  refrigerating 
system  and  be  kept  running  while  the  system 
is  in  operation;  that  an  independent  switch 
remotely  located  and  labeled  shall  be  pro¬ 
vided  for  the  mechanical  exhaust  system  so 
that  such  ventilating  system  may  operate  in¬ 
dependently  if  it  should  become  necessary  to 
stop  the  refrigerating  system  during  an 
emergency;  that  the  intake  to  the  exhaust 
fan  shall  be  located  as  near  the  floor  as  prac¬ 
ticable.  The  capacity  of  such  ventilating  sys¬ 
tem  shall  in  no  event  be  less  than  the  re¬ 
quirements  in  Section  C19-99.b,3. 


2.3 


That  the  service  company  making  the  con¬ 
version  shall  check  with  the  manufacturer  of 
the  specific  equipment  and  certify  in  writing 
that  conversion  to  methyl  chloride  can  be 
safely  made  and  shall  list  the  changes  in  the 
system  and  controls  as  recommended  by  the 
manufacturer  to  make  the  equipment  suitable 
for  use  with  methvl  chloride.  The  service 
company  shall,  after  complying  with  the 
recommended  changes  by  tbe  manufacturer, 
certify  to  the  Fire  Commissioner  that  such 
recommended  changes  have  been  made  and 
shall  certify  that  all  the  requirements  of 
these  rules  have  been  complied  with. 


2.3.3 


2.3.4 


2.3.5 


2.3.6 


2  3.1  The  system  shall  be  completely  purged 
of  all  freon  and  the  lubricating  oil 
replaced  with  fresh  oil  suitable  for  use 
in  refrigeration. 

2  3  2  The  system  shall  be  thoroughly  cleansed, 
dehydrated  and  tested  for  tightness  and 
leaks  by  pressure  immediately  after 
methyl  chloride  is  added.  After  the 
system  has  been  purged  as  provided  in 
Rule  2.3.1  and  before  methyl  chloride 
is  added,  special  tubes  shall  be  at¬ 
tached  on  the  feed  side  of  the  line, 
containing  either  silica  gel  (high  test 
solid  material  specifically  designed  for 
refrigerant  drying),  activated  alumina 
or  suitable  drying  agent  to  insure  thor¬ 
ough  dryness  of  the  refrigerant. 
Expansion  valves  shall  be  reset  or  re¬ 
placed  as  required. 

Relief  valves  and  pressure  limiting  de¬ 
vice  shall  be  reset  to  conform  to  the 
Administrative  Code  requirements. 

All  gaskets  in  the  system  shall  be  re¬ 
placed  with  gaskets  suitable  for  use 
with  methyl  chloride. 

Only  the  exact  amount  of  methyl 
chloride  shall  be  charged  into  the  sys¬ 
tem.  Capacities  shall  be  measured  on 
the  basis  of  weight  of  the  refrigerant 
and  not  volume.  Under  no  circum¬ 
stances  shall  external  heat,  steam, 
open  flame,  or  otherwise,  be  applied  to 
the  cylinder  containing  the  refrigerant 
and  only  the  exact  amount  of  refrig¬ 
erant  required  for  charging  shall  be 
permitted  to  be  delivered  to  the  prem¬ 
ises.  After  charging  the  cylinder  shall 
be  immediately  disconnected  and  re¬ 
moved.  No  reserve  storage  of  methyl 
chloride  shall  be  permitted  nor  shall 
there  be  any  open  flames  in  the  same 
room  with  the  refrigeration  equipment. 

Before  charging  any  refrigeration  sys¬ 
tem  with  methyl  chloride,  all  parts 
which  are  in  contact  with  tbe  refriger¬ 
ant  and  are  composed  of  aluminum, 
magnesium,  zinc  or  their  alloys,  shall 
be  replaced  with  parts  made  of  suit¬ 
able  metals. 

Upon  completion  of  the  conversion 
from  freon  to  methyl  chloride,  and  be¬ 
fore  the  equipment  is  put  in  operation, 
the  service  company  shall  make  a  com¬ 
plete  check  for  leaks  using  a  Halide 
torch  and  immediately  remedy  any 
leaks. 

A  mask  or  helmet  as  approved  by  the 
Bureau  of  Mines  of  the  U.  S.  Dept, 
of  Interior  for  use  with  methyl  chlor¬ 
ide  shall  be  provided  in  a  suitable  wall 
cabinet  located  immediately  outside  the 
equipment  room. 

2.3.10  A  weekly  inspection  by  the  person 
holding  a  certificate  of  fitness  to  super¬ 
vise  refrigerating  equipment  as  pro¬ 
vided  in  C26-214.0  shall  be  made  of 
the  refrigeration  equipment  and  all 
piping  and  connections  for  leakage. 

2.3.11  Refrigeration  equipment  within  the  pur¬ 
view  of  these  rules  shall  bear  a  metal 
sign  reading :  “Caution :  Methyl  Chlor¬ 
ide  Refrigerant,  Guard  against  Leaks. 


2.3.7 


2.3.8 


2.3.9 
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Local  Law  No.  29  to  Amend  the  Administrative  Code  of 
the  City  of  New  York,  in  Relation  to  Places  of  Assem¬ 
bly,  Generally. 


CERTIORARI  ORDER  SERVED  ON 
THE  BOARD  OF  STANDARDS  AND  APPEALS 

Bo?rH  WUMStR31-’  1-94d  an  order  of  certiorari  was  served  on  the 
fSvska  La  ulnJamm  ?aroJb  attorney  for  Joan  Baron,  adjacent  owner 

HosDitaIs')d;nHr^aeSS-y’-  f°r  fC’ity  NSW  York>  owner;  Department  of 
iiospitals)  in  re  decision  of  the  Board  on  July  25,  1944,  granting  an 

d  str iVts  °th e°e rer? 1 1  Pa!itIy  ‘P  residence.use  and  partly  in  business  use 
nf  rbl *  Tectl,on  and  maintenance  of  a  central  laundry  for  a  group 

°and  ryoad  anH  t«7  r00p7erated  hosPltaIs,  affecting  premises  550-578  Rut- 
Brooklyn,  Cal  294-44 ’7B|;ingston  avenue>  southeast  corner,  Borough  of 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seei 
only  between  the  hours  of  ten  in  the  morning  and  one  ii 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  field  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  September  5,  1944. 

Cal.  No.  Dept.  Premises  Affected 

503-44-BZ — H.B.R. — 82  Seaview  avenue,  southwest  cor¬ 
ner  of  Jefferson  street  (Block  3306,  Lot  44),  Grant  City, 
Borough  of  Richmond,  B.N.  222-44. 


504-44-A— H.B.M.— 216-230  West  31st  street,  south  side, 
232.5  ft.  west  of  7th  avenue  and  225-237  West  30th  street 
(cellar);  (Block  780,  Lot  19),  Borough  of  Manhattan, 
31608-LF. 


505-44-A — F.D. — 72-76  New  Chambers  street,  south  side, 
47  ft.  1  in.  east  of  Batavia  street  and  58  Cherry  street 
(Block  111,  Lots  8,  9,  27,  28,  29  and  30),  Borough  of 
Manhattan,  38483-LC,  38486-LC,  38699-LC  and  Deci¬ 


515-44-A — F.D. — 387-403  Fludson  street,  west  side,  from 
Clarkson  to  West  Houston  streets,  32-54  Clarkson  street, 
286-300  West  Houston  street  and  585-601  Greenwich 
street  (Block  600,  Lot  63),  Borough  of  Manhattan,  De¬ 
cision. 


516-44-A — F.D. — 240-246  19th  street  and  657-661  5th  ave¬ 
nue,  southeast  corner  (Block  885,  Lot  8),  Borough  of 
Brooklyn,  12917-LF  and  Decision. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
II.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
F.D. — Fire  Department. 


RULES 

Last  Publication  in  Bulletin 


sions. 


506-44-A— H.B. B.— 1028-1030  Gates  avenue,  south  side, 
51  ft.  2J4  in.  west  of  Broadway  (2nd  and  3rd  floors); 
(Block  1480,  Lot  27),  Borough  of  Brooklyn,  Amendment 
to  P.A.  Applic.  29,  30  and  31-44. 


507-44-A — F.D. — 62-64  Greene  street,  east  side,  151.3  ft. 
north  of  Broome  street  (4th  floor);  (Block  485,  Lots  3 
and  4),  Borough  of  Manhattan,  38137-LC  and  Decision. 


508-44- A — F.D. — 340  East  40th  street  and  695-699  1st 
avenue,  southwest  corner  (1st  floor);  (Block  945,  Lot 
33),  Borough  of  Manhattan,  38830-LC. 


509-44-A — F.D.— 190-218  Willow  avenue,  east  side,  from 
East  136th  to  East  137th  streets,  781-801  East  136th 
street  and  780-800  East  137th  street  (Block  2588,  Lot  1), 
Borough  of  The  Bronx,  31602-LF. 


510-44-A— F.D. — 43-01  to  43-23  39th  street  and  39-02  to 
39-10  43rd  avenue,  southeast  corner  (Block  191,  Lot  20), 
Long  Island  City,  Borough  of  Queens,  97490-LC  and 
12718-LF. 


5H_44-A — F.D. — 109-111  West  24th  street,  north  side, 
100  ft.  west  of  6th  avenue  (Block  800,  Lot  33),  Borough 
of  Manhattan,  Decisions  re  20290-LF  and  20291-LF. 


512-44-A — F.D. — 47  East  42nd  street,  north  side,  117  ft. 
east  of  Madison  avenue  and  40  East  43rd  street  (cellar 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules - Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . . . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . _ . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . .....Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Feb. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ....Jan. 

Fusion  -  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .  .Sept. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Sept. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Aug. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .April 
Smoking  in  Factories,  Rules  for.... June 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. . .  .Tune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  SOS  of  Industrial  Code)  .  .Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  S2A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

12,  1944 — Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

15,  1944— Vol.  29,  No.  7 

28,  1943— Vol.  28,  No.  52A 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 

5,  1944 — Vol.  29,  No.  35 
28,  1943— Vol.  28.  No.  52A 

11,  1944— Vol.  29,  No.  15 

5,  1944— Vol.  29,  No.  35 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


8,  1944— Vol.  29,  No.  32 
7,  1937— Vol.  22,  No.  36 
25,  1944— Vol.  29,  No.  17 
20,  1944— Vol.  29,  No.  25 
29,  1937— Vol.  22,  No.  26 
8  1937 — Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


and  1st  floor);  (Block  1277,  Lot  20),  Borough  of  Manhat¬ 
tan,  38568-LC  and  Decision. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


513-44-A — F.D. — 168-186  7th  street,  south  side,  100  ft. 
west  of  3rd  avenue  (basement  and  1st  floor);  (Block  996, 
Lots  21-28),  Borough  of  Brooklyn,  13254-LF. 


514-44-A — H.B.B. — 168-186  7th  street,  south  side,  100  ft. 
west  of  3rd  avenue  (Block  996,  Lots  21-28),  Borough  of 
Brooklyn,  B.N.  727-44. 


SEPTEMBER  12,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  12,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Zoning  Applications 

810-42-BZ — Application  of  Abraham  Farber,  applicant, 

on  behalf  of  Monford  Realty  Corporation,  owner,  re- 
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opened  June  13,  1944,  under  sections  7(c)  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  district,  the 
,  alteration  and  extension  of  an  existing  factory  by  the 
inclusion  of  a  covered  storage  and  loading  space.  (These 
premises  were  previously  acted  upon  by  the  Board)  • 
premises  1-27  Montauk  avenue,  3144-3166  Atlantic  avenue’ 
•  southeast  corner  and  2-40  Milford  street  (Block  3976,  Lots 
i  25-48),  Borough  of  Brooklyn. 

832-41-BZ— Application  of  Max  Horn,  applicant  on  behalf 
of  Jane  F.  M.  Welpley,  owner,  reopened  July  18,  1944, 
for  consideration  as  to  extension  of  permit — Application, 
previously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehicles  for 
a  term  of  two  years;  premises  111-20  Rockaway  Beach 
boulevard,  north  side,  981.96  ft.  east  of  Beach  116th  street 
(Block  598,  Lot  49),  Rockaway  Park,  Borough  of  Queens. 

1028-41-BZ — Application  of  Max  Horn,  applicant  on  be¬ 
half  of  kemuda  Realty  Corporation  and  Charles  Mc- 
v  Manamy,  owners  (Sophie  Ader,  lessee),  reopened  Inly  18, 
1944,  for  consideration  as  to  extension  of  permit— Applica¬ 
tion,  previously  granted  on  condition,  under  section  7h  of 
the  zoning  resolution,  permitting  in  a  residence  use  district, 
the  parking  and  storage  of  more  than  five  motor  vehicles 
for  a  term  of  two  years;  premises  29-07  Seagirt  avenue, 
south  side,  60  ft.  west  of  Beach  29th  street  and  29-14  to 
30-02  Lewmay  road,  north  side,  60  ft.  west  of  Beach  29th 
street  (Block  300,  Lots  16  and  53),  Eclgemere,  Borough  of 
Queens. 

j  621-24-BZ  Application  of  Howard  H.  Snyder,  applicant, 
on  behalf  of  Lansing  Financial  Corporation,  owner  (Acme- 
;  Ward  Storage  Warehouse,  Inc.,  lessee),  reopened  June  13, 
1944,  for  consideration  as  to  amendment  of  resolution— 
Application  to  permit  in  a  business  use  district,  for  a  tem¬ 
porary  period,  the  conversion  of  occupancy  of  a  garage  for 
I  more  than  five  motor  vehicles  (previously  granted  by  the 
Board)  to  be  used  for  storage;  premises  234-240  East  54th 
street,  south  side,  100  ft.  west  of  2nd  avenue  (Block  1327, 
Lot  29),  Borough  of  Manhattan. 

Appeals  from  Administrative  Decisions. 

419-44-A — 234-240  East  54th  street,  south  side,  100  ft 
west  of  2nd  avenue  (Block  1327,  Lot  29),  Borough  of 
Manhattan. 

247-44-A — 366-368  Butler  street,  south  side,  218  ft.  4  in 
i  east  of  4th  avenue  (Block  943,  Lot  17),  Borough  of 
Brooklyn. 


/r?i  HT0uston  street  and  585-601  Greenwich  street 

(Block  600,  Lot  63),  Borough  of  Manhattan. 

488-44-A— Re:  Packaging  of  inflammable  mixture  known 
as  KenuziQ  in  five  gallon  steel  drums  (capacity  of  steel 
drums  not  in  conformity  with  Administrative  Code  re¬ 
quirements). 

481-44-A— 633-637  West  134th  street,  north  side,  300  ft 

raSt  °\R’verside  drive  (2nd  and  3rd  floors);  (Block  2001 
Lot  13),  Borough  of  Manhattan. 

4f6;^4:A— 529  West  46th  street,  north  side,  400  ft.  west 
of  10th  avenue  (Block  1075,  Lot  15),  Borough  of  Man¬ 
hattan. 

500-44- A— 214-248  46th  street,  south  side,  100  ft.  east  of 
‘avenue  (Block  754,  Lots  12,  14,  17  and  22),  Borough 
of  Brooklyn.  *  s 

499-44-A— ■ 147-28  to  147-36  Jamaica  avenue,  south  side, 
inTJfth  Place  to  148th  street,  92-09  147th  place  and  92- 
10  148th  street  (Block  9995,  Lot  1),  Jamaica,  Borough  of 
Queens. 

478-44-A— 43-20  34th  street,  west  side,  200  ft.  north  of 
Queens  boulevard  (2nd,  3rd  and  4th  floors);  (Block  243 
Lot  35),  Long  Island  City,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  19,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  19,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter :  6 

Zoning  Application. 

340-44-BZ— Application,  June  8,  1944,  under  section  7(c) 
of  the  zoning  resolution,  of  Henry  George  Greene,  appli¬ 
cant,  on  behalf  of  Durand  Realty  Co.,  Inc.,  owner  to  per¬ 
mit  the  maintenance  of  part  of  an  existing  business  build¬ 
ing  (bakery)  which  is  located  (without  permit)  and  which 
projects  approximately  5  ft.  into  a  residence  use  district 
and.  also,  to  permit  the  erection  and  maintenance  of  a  struc- 
ture  (wall  and  shed— which  is  accessory  to  the  business 
(bakery)  use)  which  also  extends  less  than  5  ft  into  a 

5“!r«C/n  U£  ?,istrjCt:  Premises  750-762  Allerton  avenue  and 
t  G-£;\6U  Holland  avenue,  southeast  corner  (Block  4435 
Lot  32),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


5-44-A — 440  West  240th  street,  southeast  corner  of 
Greystone  avenue  fo  Dash  place  (Block  3414E,  Lot  20), 
Borough  of  The  Bronx. 

403-44- A— 201-203  St.  Marks  avenue,  north  side,  125  ft 
I  wfest  of  Vanderbilt  avenue  (Block  1144,  Lot  64),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  12,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
,  lues  day  afternoon,  September  12,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

515-44-A — 387-403  Hudson  street,  west  side,  from  Clark- 
West  Houston  streets,  32-54  Clarkson  street,  286- 
5UU  West  Houston  street  and  585-601  Greenwich  street 
j  (Block  600,  Lot  63),  Borough  of  Manhattan. 

469-44-A — 387-403  Hudson  street,  west  side,  from  Clark- 
i  son  to  West  Houston  streets,  32-54  Clarkson  street,  286- 


SEPTEMBER  19,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  19,  1944  at  2  o’clock  in  Room 
1U13,  Municipal  Building,  Manhattan,  on  the  following 
matters :  & 


Appeals  from  Administrative  Decisions. 

193-44-A— 999  Willoughby  avenue,  north  side,  275  ft 

east  of  Evergreen  avenue  (rear  1st  floor)  ;  (Block  3184 
Lot  56),  Borough  of  Brooklyn. 

45 1-44- A— 60  Woodbine  street,  east  side,  102  ft.  north  of 

Bush  wick  avenue  (Block  3358,  Lot  13),  Borough  of 
Brooklyn. 


oo^-a/4  Southern  boulevard,  south  side,  267  44 

r  £?*  East  149th  street  (Block  2603,  Lot  11),  Borough 
of  The  Bronx. 


432-44-A — 1174-1184  Bedford  avenue,  northwest  corner 
J. l: 'Jnam  *ve,lue  (mezzanine,  2nd  and  3rd  floors);  (Block 
1990,  Lot  30),  Borough  of  Brooklyn. 

441-44-A — 551-555  Fulton  street,  north  side,  43  ft.  east  of 
Bond  street  and  6-10  DeKalb  avenue  (Block  2093  Lots  3? 
and  33),  Borough  of  Brooklyn. 


I 
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SEPTEMBER  26,  1944,  10  A.  M. 


435_44_A — 13-15  Sumpter  street,  north  side,  250  ft.  west 
of  Patchen  avenue  (1st  and  2nd  floors)  ;  (Block  1695,  Lots 
16,  17,  18,  20,  42  and  43),  Borough  of  Brooklyn. 

436-44-A — 200  Fifth  avenue,  west  side  of  Fifth  avenue  and 
Broadway,  from  West  23rd  to  West  24th  streets,  21  West 
23rd  street  and  24  West  24th  street  (Block  825,  Lot  31), 
Borough  of  Manhattan. 

450-44-A — 50-56  West  59th  street,  south  side,  120  ft.  east 
of  6th  avenue  and  1430-1436  6th  avenue  (Block  1274,  Lot 
71),  Borough  of  Manhattan. 

23-44-A— 2060  Tillotson  avenue,  northeast  corner  of  Pal¬ 
mer  avenue  (Block  o228,  Lots  1  and  6),  Borough  of  The 
Bronx. 

405-44-A— 22-28  Henry  street  and  73-79  Middagh  street, 

northwest  corner  (Block  211,  part  of  Lot  22),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  26,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter: 

Zoning  Application. 

462-44-BZ— Application  July  31,  1944,  under  section  7f 
of  the  zoning  resolution,  of  Walter  Lang  and  Son,  Inc., 
applicant  on  behalf  of  Walter  Lang  and  Son,  Inc.,  and 
McCoy  Holding  Corporation,  owners  (Walter  Lang  and 
Son,  Inc.,  lessee),  to  permit  in  a  business  use  district,  for 
a  stated  term  of  years,  the  erection  of  a  boat  basin, 
marine  service  building,  gasoline  and  oil-selling  station; 
premises  3022  Emmons  avenue,  south  side,  843.23  ft.  east 
of  East  27th  street  (Block  7515,  Lots  42  and  49),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board- 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 

hearing.  . 

Third,  That  no  plea  of  ignorance  of.  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


RULES 


FACTORY  EXIT  RULES  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS 
FEBRUARY  23,  1927  (CODIFYING  AND  SUPERSEDING  GENERAL  RESOLUTION  AND 
RULES  ADOPTED  UNDER  CAL.  NOS.  381-1 7-S  ‘STAIRS  TO  ROOF’,  1218-18-S  ‘FIRE  ES¬ 
CAPES’,  1708-18-S  ‘PARTY  WALL  FIRE  ESCAPES’  AND  410-24-SR  ‘ENCLOSURE  OF  STAIR 


WAYS’)  AMENDED 

(64-27-SR) 

STANDARD  FACTORY  EXITS 

Section  1 — Fire  Escapes. 

Rule  1.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  consist 
of  an  outside  fire  escape,  provided  that : 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law,  and  in 
addition  thereto : 


JANUARY  15,  1932. 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft.  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  treads  constructed  of  bars  at  least  one- 
half  (Rj)  inch  in  diameter,  spaced  not  more  than  six 
(6)  inches  on  centers,  or  of  substantial  grille  work,  or 
of  screening  not  less  than  No.  10  U.  S.  gauge  wire 
with  not  more  than  one  and  one-half  (1J4)  inch  mesh, 
all  rigidly  braced ; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape 
stairway  shall  continue  to  the  roof,  and  if  there  be  no 
safe  means  of  egress,  a  gooseneck  ladder  shall  be  pro¬ 
vided  from  the  top  story  balcony  to  the  roof. 
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(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width ;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees. 

Rule  2.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  five 
stories  or  less  in  height,  one  of  the  required  means  of  exit 
under  section  271  of  the  Labor  Law  may  consist  of  an 
outside  iron  fire  escape,  provided  that : 

(a)  Any  such  fire  escape  hereafter  erected  shall  comply 
with  all  the  provisions  of  Section  273,  Labor  Law. 

(b)  Existing  fire  escapes  shall  comply  with  all  the  pro¬ 
visions  of  Section  274,  Labor  Law  and  in  addition  thereto 

(1)  The  balconies  shall  be  not  less  than  3  feet  in 
width. 

(2)  The  rails  around  balconies  and  well  holes  and 
on  stairways  shall  be  not  less  than  3  feet  in  height. 

(3)  Passageways  on  the  balconies  shall  be  not  less 
than  14  inches  in  the  clear. 

(4)  At  least  one  opening  to  each  balcony  shall  be 
a  single  fireproof  casement  door  at  least  2  feet  wide 
and  at  least  6  feet  in  height,  except  that  where  the 
distance  between  the  sill  and  lintel  will  not  permit  of  an 
opening  6  feet  in  height,  a  casement  door  not  less  than 
4  ft.  6  in.  in  height  will  be  permitted. 

Rule  3.  The  single  fireproof  casement  doors  leading  to 
all  fire  escape  balconies  shall  open  out  and  shall  be  self- 
closing._  An  easily  operated  door  lock  with  knobs  on  both 
sides  of  the  door  shall  be  provided. 

Such  fire  doors  may  be  at  window  sill  level  if  fixed  iron 
steps  at  least  two  feet  wide,  with  risers  not  exceeding 
eight  (8)  inches,  and  treads  not  less  than  eight  (8)  inches 
are  provided  on  the  inside  from  floor  level  to  sills  properly 
secured. 


The  term  contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or  in 
the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

1  he  term  “sprinkler”  as  used  above  means  an  adequate 
automatic  sprinkler  equipment  installed  and  maintained  in 
good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above;  the  first  story  is  that  part  of  a  building  which  is 
more  than  50  per  cent  above  the  floor  level  and  the  floor 
next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side  of 
the  roof  boarding.  That  portion  of  the  under  side  of  the 
roof  beams  within  the  stair  enclosure  shall  be  covered  with 
fire-resisting  material,  except  in  buildings  with  roofs  of 
non-combustible  material,  in  which  case  the  partitions  may 
stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead.  The 
enclosure  shall  be  ventilated  by  a  skylight  in  the  roof  with 
louvers  or  ventilators,  or  exterior  windows  with  ventilating 
sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 

,  The  bottom  of  the  enclosure  shall  be  of  fireproof  mate¬ 
rial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule  when 
both  sides  of  the  fire  wall  or  walls  are  occupied  on  any 
factory  floor  by  the  same  occupant. 


Rule  4  (a).  Any  such  fire  escape  erected  subsequent 
to  October  1,  1913,  and  prior  to  these  rules  taking  effect, 
unless  previously  accepted  as  one  of  the  required  means 
of  exit  or  escape  by  the  administrative  official  having  juris¬ 
diction,  shall  conform  in  every  respect  to  the  provisions  of 
these  rules. 

t  .(b)  A  fire  escape  shall  not  hereafter  be  accepted  as  con¬ 
stituting  one  of  the  required  means  of  exit  or  escape  under 
Section  271-1  of  the  Labor  Law,  in  any  building  erected 
prior  to  October  1,  1913,  now  occupied  or  to  be  occupied  as 
a  factory,  exceeding  nine  stories  in  height,  or  more  than 
90  feet  from  curb  level  to  top  floor  level. 

Rule  5.  All  fire  escapes  shall  be  maintained  struc¬ 
turally  safe,  properly  painted,  and  kept  clear  of  all  obstruc- 

1  tions. 

Section  2 — Enclosure  of  Factory  Stairways. 

Rule  6.  Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty-five 
l  Persons  employed  above  the  second  story,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit,  and  the  landings, 
platforms  and  passageways  connected  therewith,  shall  be 
enclosed  on  all  sides  by  partitions  of  fire-resisting  material 
extending  continuously  from  the  lowest  point  of  the  stair¬ 
way  in  accordance  with  the  following  schedule  : 


Number 

of. 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents 
combustible 
and  sprinkler 

Contents  non¬ 
combustible 
and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

1  - 

Stairways 

Enclosed 

Stairways 

Enclosed 

- 

•  Five 

- - - 

Stairways 

Enclosed 

Stairways 

Enclosed 

Stairways 

Enclosed 

Rule  7.  Where  there  are  occupancies  on  any  story 
or  part  of  a  story  involving  the  storage  or  use  below  the 
top  story  of  the  following  materials  and  exceeding  the 
amount  specified,  and  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  such  occupancy,  the  interior 
stairway  serving  as  required  means  of  egress  shall  be  en¬ 
closed  on  that  story  with  fire-resisting  material  from  floor 
to  under  side  of  floor  above,  including  any  exposed  stair 
soffits,  landings  and  passageways;  openings  shall  be  pro¬ 
vided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  pounds. 

Volatile  inflammable  oils,  1  gallon. 

Volatile  inflammable  mixtures,  5  gallons. 

Combustible  mixtures,  10  gallons. 

Paints,  varnishes  and  lacquers,  10  gallons. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 

Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupants  as  they  arise 
and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resisting 
material  where  there  are  more  than  5  persons  employed  at 
manufacturing  above  the  first  story. 

Rule  8.  Required  Exits  and  Enclosures  of  Stairways 
in  Two-Story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall  be 
provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
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open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to  a 
fire  escape  conforming  to  section  273,  Labor  Law,  or  rule  2 
of  these  rules.  Except  that  exit  door  shall  be  a  fire  door, 
with  substantial  steps  to  the  sills  properly  secured  when  sill 
is  more  than  8  inches  above  the  floor  level ;  and  where 
there  is  no  safe  egress  from  the  roof,  a  gooseneck  ladder 
shall  be  provided  from  top  balcony  to  the  roof,  except  on 
the  front  of  buildings. 

Unobstructed  egress  from  the  foot  of  the  fire  escape  or 
exterior  screened  stairway  shall  be  as  required  by  section 
273,  Labor  Law,  or  to  open  adjoining  yard  with  egress  to 
the  street.  No  point  on  any  floor  of  such  building  shall  be 
more  than  one  hundred  and  fifty  (150)  feet  distant  from 
such  an  exit. 

Rule  9.  Enclosure  of  Stairways. — In  two-story  build¬ 
ings  where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified  in 
Rule  7  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy,  all  interior  stairways 
serving  as  required  means  of  exit  shall  be  enclosed  from 
the  lowest  point  of  such  stairway  to  the  ceiling  of  the  first 
floor  by  partitions  of  fire-resisting  material,  unless  the 
building  is  provided  with  a  wet  sprinkler  system,  in  which 
case  such  enclosure  of  stairways  shall  not  be  required. 
Such  enclosures  shall  lead  directly  to  a  door  opening  out¬ 
wardly  to  a  street  or  road,  or  an  open  area  affording  unob¬ 
structed  passage  to  a  street  or  road.  All  openings  in  such 
enclosure  shall  be  provided  with  fire  doors  equipped  with 
self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  10.  Storage  of  Combustible  Material  Within 
Factory  Stairway  Enclosures. 

In  all  factory  buildings  no  articles'  or  wares  of  any  nature 
shall  be  kept  or  stored  inside  the  limits  of  any  stairway 
enclosure  or  unenclosed  stairway,  or  on  the  landings,  plat¬ 
forms  or  passageways  connected  therewith. 

But  this  shall  not  prohibit  the  erection  and  maintenance 
of  a  stand  to  be  built  of  incombustible  material  and  wire 
glass  or  -inch-thick  plate  glass  for  the  retail  sale  of  cigars, 
cigarettes  and  tobacco  and  candies  in  original  packages  or 
daily  newspapers  in  the  public  hall  or  corridor  on  the  first 
story  of  any  building  provided  there  is  no  open  flame.  All 
portions  of  the  stand  and  any  portion  of  any  permitted  ac¬ 
cessory  use  to  same  shall  be  set  back  at  least  18  inches 
from  the  outside  line  of  travel  of  the  required  legal  width 
of  exit.  Each  such  stand  shall  be  provided  with  at  least 
one  approved  2Ej-gallon  chemical  fire  extinguisher. 

Section  3 — -Safe  Egress  from  Roofs  of  Factory 
Buildings. 

Rule  11.  Interior  stairways  serving  as  required  means 
of  exit  in  factory  buildings  erected  after  October  1,  1913, 
and  not  exceeding  five  stories  in  height,  and  in  buildings 
erected  before  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  shall  not  be  required  to  extend  to  the 
roof  where  there  is  no  safe  egress  from  the  roof,  under 
Sections  270,  271  and  272,  Labor  Law. 

(a)  When  the  roofs,  or  the  top  of  the  parapet  wall  of 
an  adjoining  building  are  more  than  eight  feet  below  or 
more  than  five  feet  above  the  top  of  the  parapet  wall  of 
the  building  in  question,  and  there  is  no  outside  party  wall 
fire  escape,  party  wall  exterior  screened  stairway,  party 
wall  balconies  or  bridges,  or  where  any  outside  exits  do 
not  connect  to  adjoining  buildings  at  roof  level,  or  where 
there  are  no  unbarred  window  openings  five  feet  above  the 
roof  or  parapet  wall  of  the  building  in  question. 


(b)  When  the  roof  of  the  building  in  question  has  a  pitch 
exceeding  one  foot  in  six  feet  of  horizontal  run. 

Rule  12  (a).  When  there  is  no  safe  egress  from  the 
roof,  as  above  described,  there  shall  be  in  all  cases  at  least 
a  double-rung  ladder  at  the  top  of  the  interior  stairway, 
and  within  the  interior  stairway  enclosure  when  stairway  is 
enclosed.  Such  ladder  shall  be  at  least  18  inches  in  width 
and  shall  be  properly  secured  at  top  and  bottom.  The  lad¬ 
der  shall  lead  to  a  scuttle  opening  not  less  than  2  feet  by  3 
feet  or  be  of  such  additional  area  as  may  be  required  to 
provide  ample  head  room.  The  scuttle  cover  shall  be  hinged 
and  of  light  weight  construction,  or  be  counter-balanced. 
An  easily  operated  hook  may  be  provided  on  scuttle  cover. 

(b)  Where  the  stair  bulkhead  door  opens  within  10  feet 
from  the  open  edge  of  the  roof,  an  iron  railing  properly 
braced  at  least  3  feet  high  and  at  least  10  feet  long  shall  be 
provided  at  the  edge  of  roof. 

SUBSTANDARD  FACTORY  EXITS 

Section  4— -Fire  Escapes. 

Rule  13.  When  in  addition  to  the  required  exits  from 
any  factory  or  factory  building,  there  exist  other  means  of 
egress  which  are  not  entirely  in  accordance  with  the  re¬ 
quirements  of  the  Labor  Law  and  the  Rules  of  the  Board 
of  Standards  and  Appeals,  such  means  of  egress  may  be 
retained  under  the  following  conditions : 

(a)  Fire  escapes. — All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  maintained,  structurally  safe,  prop¬ 
erly  painted,  and  with  the  openings  leading  thereto,  kept  in 
good  repair. 

In  lieu  of  a  counter-balanced  stairway,  a  drop  ladder  in 
guides  with  a  back-drop  gravity  hook  may  be  provided. 

The  drop  ladder  shall  be  of  sufficient  length  to  reach 
from  the  lowest  balcony  to  the  ground  or  safe  landing 
place  with  a  passageway  opening  cut  in  the  balcony  rail, 
which  rail  shall  be  properly  braced. 

When  such  substandard  fire  escapes  are  located  in  a 
court,  side  or  rear  of  a  building,  proper  egress  to  a  point 
of  safety  shall  be  provided,  either  to  open  adjoining  yards, 
or  the  lowest  balcony  may  be  connected  to  an  adjoining 
fire  escape,  exterior  stairway,  to  the  roof  of  adjoining  ex¬ 
tensions,  or  other  means  of  egress  satisfactory  to  the  author¬ 
ities  having  jurisdiction. 

Substandard  fire  escapes  shall  be  kept  clear  of  all  ob¬ 
structions,  shall  not  be  used  for  fire  drills,  and  shall  not 
be  considered  as  a  basis  for  increase  in  occupancy. 

Section  5 — Stairways  and  Bridges. 

Rule  14.  Interior  Stairways. — All  interior  stairways 

not  conforming  to  the  requirements  of  the  Labor  Law  or 
rules  of  the  Board  of  Standards  and  Appeals  may  be  re¬ 
tained,  provided  that  egress  to  same  is  maintained  unob¬ 
structed,  halls  are  properly  lighted,  and  all  landings,  pas¬ 
sageways,  etc.,  are  maintained  free  and  unobstructed.  An 
easily  operated  panic  bolt  or  other  similar  device  may  be 
installed  at  street  exit  door. 

Rule  15.  Exterior  Screened  Stairways.  —  Exterior 

screened  stairways  not  serving  as  a  required  means  of  egress 
shall  be  maintained  structurally  safe  and  properly  painted, 
exits  thereto  and  all  platforms  and  passageways  thereof 
shall  be  maintained  unobstructed  and  egress  from  termina¬ 
tion  shall  be  provided  as  required  for  substandard  fire 
escapes  in  subdivision  a. 

Rule  16.  Horizontal  Bridges. — Horizontal  bridges  and 
party  wall  balconies  between  buildings  shall  be  maintained 
structurally  safe  and  properly  painted,  and  access  thereto 
and  all  passageways  thereof  shall  be  maintained  unob¬ 
structed. 

Rule  17.  No  sign  of  any  character  shall  be  placed  at 
openings  leading  to  these  substandard  exits. 
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No.  29 

A  LOCAL  LAW 

TO  AMEND  THE  ADMINISTRATIVE  CODE  OF  THE  CITY  OF  NEW  YORK  IN 
RELATION  TO  PLACES  OF  ASSEMBLY,  GENERALLY. 


Be  it  enacted  by  the  Council  as  follows: 

Section  1.  Section  C26-1 16.0  of  the  administrative  code 
of  the  city  of  New  York  is  hereby  repealed  and  re-enacted 

to  read  as  follows : 

§  C26-116.0  Place  of  assembly. — The  term  “place  of 
assembly”  shall  mean  a  room  or  space  which  is  occupied  by 
seventy-five  or  more  persons  and  which  is  used  for  educa¬ 
tional,  recreational  or  amusement  purposes  and  shall  include 
assembly  halls  in  school  structures ;  dance  halls ;  cabarets ; 
night  clubs;  restaurants;  any  room  or  space  used  for  public 
or  private  banquets,  feasts,  socials,  card  parties  or  weddings; 
lodge  and  meeting  halls  or  rooms;  skating  rinks;  gymna- 
J  siums  I  swimming  pools ;  billiard,  bowling,  and  table  'tennis 
rooms;  halls  or  rooms  used  for  public  or  private  catering 
purposes;  funeral  parlors;  markets;  recreation  rooms;  con- 
I  cert  halls;  broadcast  studios;  school  and  college  audi- 
,  toriums ;  and  all  other  places  of  similar  type  of  occupancy. 

,  Nothing  in  this  section  shall  be  construed  to  apply  to  in- 
struction  rooms,  libraries,  lecture  rooms,  recreation  rooms, 
lunchrooms  or  classrooms  in  elementary  or  high  schools’ 

,  as  defined  in  section  C26-132.0  of  this  code,  or  in  colleges 
'  which  are  licensed  to  operate  by  the  state  board  of  regents, 
when  such  rooms  are  used  solely  and  exclusively  by  the 
students  of  such  schools  or  colleges. 

The  term  “licensed  place  of  public  assembly”  as  used  in 
this  article  shall  mean  any  room  or  space  which  is  used  or 
occupied  as  a  “place  of  assembly”  as  defined  in  this  section, 
when  the  lawful  use,  occupancy  or  operation  of  such  place 
is  contingent  upon  the  issuance  of  a  license  by  the  fire  de¬ 
partment,  the  police  department  or  the  department  of  licenses. 

Whenever  the  words  “place  of  assembly”  are  used  in  this 
chapter,  such  words  shall  be  construed  as  if  followed  by  the 
words  or  any  room  or  space  which  is  occupied  for  or  is 
intended,  arranged,  or  designed  to  be  occupied  for  such  use.” 

Nothing  in  this  section  shall  be  construed  to  apply  to  any 
room  or  space  used  exclusively  for  dwelling  purposes  in  a 
private  dwelling  as  defined  in  section  C26-122.0  of  this  code 
or  used  exclusively  for  dwelling  purposes  as  defined  in  sub¬ 
division  one.  of  section  four  of  the  multiple  dwelling  law, 
nor  shall  this  section  be  applicable  to  places  of  incarcera¬ 
tion,  an  asylum,  a  convent,  a  monastery,  a  church,  a  syna¬ 
gogue,  or  a  theatre,  motion  picture  theatre,  opera  house  or 
t  concert  hall  subject  to  and  complying  with  the  provisions  of 
article  thirteen  of  this  code  and  which  are  required  to  obtain 
:  a  license  as  a  “licensed  place  of  public  assembly.” 

j,  §  2.  Such  code  is  hereby  amended  by  adding  thereto  a 
l  new  section,  to  follow  section  09-165. 1,  to  be  section  09- 
165.2,  to  read  as  follows : 

§  09-165.2.  Smoking  prohibited  in  retail  stores.— It 
|  . be  unlawful  for  any  person  to  smoke  or  carry  a  lighted 
cigar,  cigarette,  pipe  or  match  or  use  any  spark,  flame  or 
nre-producing  device  which  has  not  been  authorized  for  use 
:  ^  the  commissioner  in  any  existing  or  newly  created  retail 
store  which  is  designed  and  arranged  to  accommodate  more 
than  three  hundred  persons,  or  in  which  more  than  twenty- 
hve  persons  are  employed.  Designated  smoking  and  rest 
rooms,  restaurants,  executive  offices  and  beauty  parlors  in 
■  smell  retail  stores  shall.be  exempted  from  this"  prohibition. 

,  Any  person  who  shall  violate,  or  refuse,  or  neglect  to  comply 
with  any  provision  of  this  section  shall,  upon  conviction 
I  thereof,  be  punished  by  a  fine  of  not  less  than  ten  dollars 
and  not  more  than  one  hundred  dollars,  or  by  imprisonment 
not  exceeding  thirty  days,  or  by  both. 


§  \  Title  C  of  chapter  twenty-six  of  such  code  is  hereby 
amended  by  adding  thereto  a  new  article,  to  follow  article 
seventeen,  to  be  article  eighteen,  to  read  as  follows : 

ARTICLE  18 

Places  of  assembly 

Sub-Article  1 

General  provisions  governing  places  of  assembly 

•  f  C26-1437.0  Application. — Except  as  otherwise  pro¬ 
vided  in  the  administrative  code  of  the  city  of  New  York, 
the  provisions  of  this  article  shall  apply  to  any  new  room, 
space  or  portion  of  a  premises,  or  to  any  room,  space  or  por¬ 
tion  of  a  premises  existing  as  or  hereafter  altered  or  con¬ 
verted  to  use  or  occupancy  as  a  “place  of  assembly.” 

§  C26-1438.0  Egress. — a.  The  means  of  egress  in  such 
places  of  assembly  shall  be  in  conformity  with  the  provisions 
of  this  chapter  relating  to  buildings  of  like  classification, 
area,  height,  use  and  occupancy,  except,  however,  that  in  all 
cabarets  as  defined  in  paragraph  three  of  subdivision  a  of 
section  436-1.0  of  this  code  the  greatest  distance  of  travel 
irom  any  portion  of  such  cabaret  to  a  required  means  of 
egress  shall  not  exceed  seventy-five  feet. 

b.  In  all  places  of  assembly  there  shall  be  aisles  provid- 
mg  proper  access  to  all  required  means  of  egress.  Such 
i  equired  aisles  shall  not  be  obstructed  in  any  manner  what¬ 
soever  and  shall  be  not  less  than  three  feet  in  width. 

c.  No  required  means  of  egress  in  a  place  of  assembly 
hereafter  created  shall  be  permitted  through  any  room  or 
space  used  as  a  kitchen  or  service  pantry  or  for  the  prepa¬ 
ration  of  food.  In  an  existing  “place  of  assembly”  an  exist¬ 
ing  means  of  egress  through  a  room  or  space  used  as  a 
kitchen  or  service  pantry  or  for  the  preparation  of  food  may 
jc  accepted  by  the  department  under  such  conditions  as  may 
be  prescribed  and  approved  by  the  department. 

d.  The  provisions  of  subdivision  a  of  this  section  limiting 
to  seventy-five  feet  the  greatest  distance  of  travel  from  any 
portion  of  any  room  or  premises  used  as  a  cabaret  to  a 
required  means  of  egress  shall  not  apply  to  existing  legal 
cabarets  as  defined  in  paragraph  three  of  subdivision  a  of 
section  436-1.0  of  this  code,  provided,  however,  that  the 
means  of  egress  from  such  cabaret  is  in  conformity  with 
the  provisions  of  this  chapter  relating  to  buildings  of  like 
classification,  area,  height,  use  and  occupancy. 

e.  The  owner  of  each  place  of  assembly  shall  submit  to 
the  department  a  diagram  indicating  the  arrangement  of 
tables,  chairs,  seats,  dancing  space,  platforms,  aisles  and 
means  of  egress.  Diagrams  which  have  been  approved  by 
the  department  shall  be  kept  on  the  premises  for  which  the 
approval  has  been  granted  and  shall  be  readily  available  for 
inspection.  Such  diagrams  shall  be  filed  with  the  department 
within  sixty  days  after  the  date  when  this  article  becomes 
effective. 

No  place  of  assembly  shall  be  occupied  until  a  diagram 
indicating  the  basic  arrangement  of  aisles  has  been  approved 
by  the  department,  and  the  use  of  any  arrangement  not 
approved  by  the  department  is  prohibited. 

f.  The  provisions  of  paragraph  e  of  this  section  relating 
to  the  submission  and  approval  of  diagrams  shall  not  apply 
to  assembly  rooms  or  auditoriums  in  elementary  or  hieh 
schools  as  defined  in  section  C26-132.0  of  this  code  or  in 
colleges  which  are  licensed  to  operate  by  the  state  board 
ot  regents;  provided,  however,  that  seats  in  such  assembly 
rooms  or  auditoriums  are  stationary. 
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§  C26-1439.0  Number  of  persons,  limited.— The  num¬ 
ber  of  persons  permitted  to  occupy  a  place  of  assembly 
shall  be  as  approved  by  the  department  of  housing  and 
buildings  and  shall  be  in  conformity  with  the _  provisions  of 
this  chapter  relating  to  buildings  of  like  classification,  area, 
height,  use  and  occupancy. 

§  C26-1440.0  Capacity  of  premises  to  be  posted  con¬ 
spicuously. — a.  In  every  room  or  in  any  portion  of  a 
premises  or  building  which  is  used  as  a  place  of  assembly 
there  shall  be  conspicuously  posted  signs  indicating  the 
number  of  persons  who  may  legally  occupy  said  room  or 
space.  Such  signs  shall  read  as  follows : 

OCCUPANCY 
BY  MORE  THAN 

.  PERSONS  IS 

DANGEROUS 
&  UNLAWFUL 

. Commissioner, 

Department  of  Housing  and  Buildings,  City  of  New  York. 

b.  Such  signs  shall  be  twenty  inches  in  width  by  twenty- 
four  inches  in  length.  The  lettering  thereon  indicating  the 
lawful  occupancy  shall  be  of  bold  gothic  type  in  red  on  a 
background  of  white,  shall  be  not  less  than  two  inches  in 
height  and  the  numerals  shall  be  two  and  three-eighths  inches 
in  height,  and  such  lettering  and  numerals  shall  be  properly 
spaced  to  provide  good  visibility^. 

c.  Such  signs  shall  be  illuminated,  shall  be  durable,  and 
shall  be  substantially  secured  to  wall  or  partition. 

d.  Such  sign  shall  be  located  at  the  main  entrance  to 
such  space  or  room  so  as  to  be  conspicuously  visible  to  a 
person  entering  such  space  or  room. 

§  C26-1441.0  Lighting  systems.— During  all  periods 
when  a  place  of  assembly  is  occupied  such  place  shall  be 
illuminated  by  sufficient  natural  or  artificial  light  to  permit 
a  person  to  read  in  every  portion  thereof  nine-point  print 
of  the  kind  generally  used  in  the  average  daily  newspaper. 
Dance  halls  when  in  use,  shall  be  so  illuminated  that  every 
person  present  may  be  plainly  seen  from  any  point  in  the 
hall.  When  required,  artificial  light  shall  be  provided 
through  electrical  circuits  and  shall  be  maintained  in  con¬ 
tinuous  operation. 

§  C26-1442.0  Exit  signs. — a.  In  every  such  place  of 
assembly  the  required  means  of  egress  shall  be  indicated  by 
signs  reading  “EXIT”.  Letters  on  such  signs  shall  be  eight 
inches  in  height  and  such  letters  shall  be  properly  spaced 
so  as  to  be  easily  read  at  a  distance  of  seventy-five  feet. 

b.  Each  such  exit  sign  shall  be  illuminated  by  a  red  light 
of  not  less  than  twenty-five  watts  or  equivalent  photometric 
rating. 

c.  In  any  such  place  of  assembly  where  doors,  openings 
or  passageways  providing  access  to  required  means  of  egress 
are  not  visible  from  all  portions  of  such  room  or  premises, 
illuminated  directional  signs  shall  be  installed  in  conspicuous 
locations  in  such  room  or  premises,  indicating  the  direction 
of  travel  to  the  required  means  of  egress'. 

d.  Such  directional  signs  shall  be  of  the  same  dimensions 
as  specified  in  this  section  for  exit  signs. 

e.  It  shall  be  unlawful  to  obscure  in  any  manner  any  re¬ 
quired  means  of  egress,  passageway,  exit  sign,  exit  light  or 
directional  exit  sign. 

§  C26-1443.0  Independent  circuit  for  illuminated  exit 
lights  and  directional  signs  in  “licensed  places  of  public 
assembly.” — Notwithstanding  any  other  provision  con¬ 
tained  in  this  chapter,  the  illumination  of  all  exit  lights  and 
directional  signs  required  under  the  provisions  of  this  article 
in  all  “licensed  places  of  public  assembly”  which  have  been 
approved  by  the  department  charged  with  the  enforcement 


of  this  chapter  for  occupancy  by  more  than  two  hundred  and 
fifty  persons  shall  be  provided  through  circuits  separated 
from  the  general  lighting  and  power  circuits.  Such  installa¬ 
tions  shall  be  in  conformity  with  the  provisions  of  title  B 
of  chapter  thirty  of  this  code. 

§  C26-1444.0  Safety. — a.  The  superintendent,  in  his 
discretion,  may  require  that  any  opening  from  a  space  used 
as  a  kitchen  or  service  pantry  or  for  the  preparation  of  food 
in  a  place  of  assembly  be  protected  with  a  self-closing  door 
or  other  device  when  in  his  opinion  such  protection  is  neces¬ 
sary  for  the  safety  of  the  occupants  and  to  prevent  the  spread 
of  fire.  Any  door  installed  for  such  purpose  may  be  pro¬ 
vided  with  a  vision  panel  of  clear  wire  glass  or  of  plate 
glass  not  less  than  one-quarter  of  an  inch  in  thickness. 

b.  In  all  places  of  assembly  in  which  food  is  cooked  or 
prepared  for  service  in  such  place,  the  hoods  over  ranges 
and  the  flues  for  such  ranges  shall  be  thoroughly  cleaned  at 
least  twice  a  year.  A  record  indicating  the  person  or 
firm  which  completed  such  cleaning  process  and  the  date 
when  such  flues  were  cleaned  shall  be  kept  on  the  premises 
and  shall  be  available  for  examination. 

§  C26-144S.0  Dressing  rooms. — a.  In  places  of  as¬ 
sembly  in  which  dressing  rooms  are  provided  for  perform¬ 
ers,  such  dressing  rooms  shall  be  equipped  with  sprinklers 
as  prescribed  by  the  superintendent.  Water  supply  for  such 
sprinklers  may  be  taken  from  the  domestic  water  service 
of  the  building. 

The  provisions  of  this  subdivision  shall  not  apply  to  guest 
rooms  in  hotels  when  such  guest  rooms  used  for  the  accom¬ 
modation  of  performers  are  separate  and  remote  from  that 
part  of  the  premises  used  as  a  place  of  assembly. 

b.  All  dressing  rooms  used’  by  performers  shall  be  pro¬ 
vided  with  adequate  means  of  egress  as  prescribed  by  the 
superintendent. 

§  C26-1446.0  Revolving  doors  prohibited. — a.  No  class 

B  revolving  door  shall  be  permitted  in  any  place  of  assembly. 

b.  It  shall  be  unlawful  to  install  a  revolving  door  or  con-  ’ 
tinue  the  use  of  an  existing  revolving  door  in  any  exit  open¬ 
ing  from  a  place  of  assembly,  except  that : 

1.  A  supplemental  revolving  door  may  be  installed  or 
maintained  immediately  adjacent  to  a  required  exit. 

2.  Where  the  occupancy  is  less  than  one  hundred  and 
fifty  persons  one  of  the  required  exits  may  be  through 
a  revolving  door  provided  there  is  immediately  adjacent 
thereto  an  outwardly  swinging  door  of  at  least  twenty- 
eight  inches  in  width  and  provided  further  that  there 
is  another  required  exit  from  such  place  of  assembly. 

c.  The  provisions  of  this  section  shall  not  apply  to  street 
exit  doors  in  class  1,  class  2  or  class  3  structures  where 
there  intervenes,  between  the  place  of  assembly  and  said  exit 
doors,  areas  of  safety  into  which  exits  of  the  place  of  assem¬ 
bly  discharge.  Said  areas  shall  be  public  stairhalls,  exit 
corridors  or  similar  protected  areas  adequate,  under  the 
provisions  of  article  seven  of  this  code,  for  the  accommo¬ 
dation  of  all  the  occupants  of  the  building  including  those 
of  such  place  of  assembly. 

d.  All  type  A  revolving  doors  shall  be  cleaned,  lubricated, 
and  maintained  in  proper  working  order.  Tests  shall  be  made 
each  month  so  that  in  the  event  of  an  emergency  such  doors 
may  fold  back  in  conformity  with  the  provisions  of  section 
C26-287.0  of  this  code. 

A  record,  indicating  the  name  of  the  person  or  firm  which 
made  such  tests  and  the  date  on  which  such  tests  were  Con¬ 
ducted,  shall  be  kept  on  the  premises  and  shall  be  available 
for  inspection. 

During  the  period  of  World  War  No.  2  and  one  year 
thereafter,  nothing  contained  in  this  section  shall  be  con¬ 
strued  to  preclude  the  use  of  revolving  doors  in  places  of 
assembly  other  than  cabarets  or  dance  halls  if  such  revolving 
doors  legally  existed  therein  on  January  first,  nineteen  hun¬ 
dred  forty-three,  provided,  however,  that  adjacent  to  such 
revolving  doors  there  are  required  means  of  egress  equipped 
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'  with  outwardly  swinging  doors  and  further  provided  that  in 
the  opinion  of  the  superintendent  no  undue  hazard  will  re¬ 
sult  therefrom. 

§  C26-1447.0  Approval  required,  permits,  fees. — a.  It 
shall  be  unlawful  to  use  or  occupy  any  building  or  portion  of 
a  building  or  premises  as  a  place  of  assembly  unless  an  ap¬ 
plication  for  such  use  or  occupancy  has  been  filed  with  and 
approved  by  the  department. 

b.  Application  forms  and  permits  required  under  this 
section  shall  be  provided  by  the  department. 

c.  The  permit  issued  by  the  department  for  such  place  of 
assembly  shall  be  kept  readily  accessible  in  all  such  places 
of  assembly. 

d.  An  annual  fee  of  five  dollars  shall  be  paid  to  the  de¬ 
partment  upon  the  issuance  of  the  required  permit  for  a 
place  of  assembly. 

e.  The  provisions  of  this  section  relating  to  the  payment 
of  a  fee  shall  not  apply  to  any  place  of  assembly  occupied 
exclusively  by  a  religious,  charitable  or  educational  organ¬ 
ization  no  part  of  the  net  earnings  of  which  inures  to  the 
benefit  of  any  private  shareholder  or  individual,  or  to  any 
place  of  assembly  for  which  a  fee  is  collected  by  any  other 
department  of  the  city,  for  similar  use  and  occupancy. 

f.  The  issuance  of  a  permit  by  the  department  under  this 
article  shall  be  contingent  on  the  approval  of  the  fire  com¬ 
missioner  and  of  the  department  of  water  supply,  gas  and 
electricity^  and,  if  a  license  is  required  under  the  provisions 
of  section  436-1.0  of  this  code,  the  applicant  shall  also  obtain 
the  approval  of  the  police  commissioner. 

g.  A  permit  issued  under  the  provisions  of  this  article 
shall  not  affect  application  of  the  provisions  of  paragraph 
b  of  subdivision  one  of  section  487a-1.0  of  this  code. 

§  C26-1448.0  Date  effective. — a.  The  provisions  of 
section  C26-1437.0  of  this  article  shall  become  effective  im¬ 
mediately. 

b.  Except  as  otherwise  specifically  provided  in  this  article, 
such  changes  as  may  be  required  under  the  provisions  of 
sections  C26-1438.0,  C26-1439.0,  C26-1440.0,  C26-1441.0,  C-26- 
1442.0,  C26- 1444.0,  C26-1446.0  and  C26-1447.0  of  this  article 
shall  be  completed  within  sixty  days  from  the  date  on  which 
this  article  becomes  effective. 

c.  Such  changes  as  may  be  required  under  the  provisions 
of  sections  C26-1443.0  and  C26-1445.0  of  this  article  shall 
be  completed  within  six  months  from  the  effective  date  of 

this  article. 

§  C26-1449.0  Violations,  penalties. — In  addition  to  any 
other  penalty  prescribed  by  this  code,  any  person  who  shall 
violate  any  provision  of  this  article,  upon  conviction  thereof, 
shall  be  punished  by  a  fine  of  not  less  than  ten  nor  more 
than  fifty  dollars,  or  by  imprisonment  not  exceeding  ten 
days,  or  by  both.  Upon  a  second  conviction  of  such  violation 
the  commissioner  shall  have  discretionary  power  to  revoke 
or  suspend  any  permit  issued  by  the  department  under  the 
provisions  of  this  article. 

If  any  place  of  assembly  is  used  or  occupied  in  violation 
of  any  provision  of  this  article,  whether  or  not  there  has 
been  a  conviction  of  any  person  for  such  violation,  the 
commissioner  may  serve  notice  upon  the  person  charged  with 
having  violated  such  provision,  requiring  such  person  to 
comply  with  the  provisions  of  this  article  within  ten  days 
alter  the  service  of  such  notice,  and  if  such  person  fails  to 
comply  within  said  period,  the  commissioner  may  serve 
notice  upon  such  person  that  a  hearing  will  be  held  by  the 
said  commissioner  at  a  time  and  place  to  be  fixed  in  said 
notice  to  determine  whether  or  not  such  violation  existed  or 
still  exists,  and  if,  after  such  hearing,  at  which  the  person 
charged  with  such  violation  shall  be  given  an  opportunity 
to  be  heard  and  present  proof,  the  commissioner  determines 
that  such  violation  continues  to  exist,  he  may  suspend  any 
penmt  issued  by  the  department  of  housing  and  buildings 
under  the  provisions  of  this  article  for  a  period  of  time  not 


exceeding  three  months,  and  during  such  suspension  it  shall 
be  unlawful  to  use  or  occupy  such  portion  of  the  premises 
as  a  place  of  assembly. 

§  4.  Section  Cl 9-1 6 1 . 1  of  such  code  as  added  by  local  law 
one  hundred  and  twelve  of  nineteen  hundred  thirty-nine  is 
hereby  amended  to  read  as  follows : 

§  C19-161.1  Flame-proofing  of  decorations,  drapes 
curtains  and  scenery.— It  shall  be  unlawful  for  any  per¬ 
son  to  use  any  decoration,  drape,  curtain  and  scenery  used 
tor  artistic  enhancement,  which  is  made  of  combustible  ma¬ 
terial,  unless  painted  or  saturated  with  a  non-combustible 
material  or  liquid  or  otherwise  rendered  safe  against  fire  in 
accordance  with  the  requirements  of  the  commissioner,  in 
any  building  of  a  public  character,  including  a  hotel,  theatre 
restaurant  public  hall,  department  store,  and  a  building  used 
or  intended  to  be  used  for  purposes  of  public  assembly,  or 
icensed  P  aces  of  public  assembly,  amusement  or  instruction 
and  a  building  where  large  numbers  of  persons  congregate’ 
I  he  liquids,  materials  or  compounds,  as  required  under  the 
P,™ls'ons  of  th’s  section,  and  their  method  of  application, 
shal  be  approved  by  the  board  of  standards  and  appeals! 
tests  for  each  specific  application  of  originally  treated  com¬ 
bustible  material,  or  any  retests  thereof,  and  the  testing  of 
all  flame-proofed  products,  permitted,  pursuant  to  the  pro¬ 
visions  of  this  section,  shall  be  as  prescribed  by,  and  in 
accordance  with  the  requirements  of  the  commissioner 
Nothing  in  this  section  shall  permit  the  use  of  anv  wall  or 
ceiling  covering  or  decoration,  having  an  acetate' cellulose 
or  nitrate  cellulose  content,  or  incapable  of  being  adequately 
flame-proofed  Nothing  in  this  section  shall  be  construed  to 
apply  to  merchandise  for  sale  or  displayed  for  sale,  or  dis- 
placed  at  a  business  show;  to  guest  rooms  in  hotels-  to 

tnnLS’  t0rW0r.ks.  of  art  museums;  nor  to  churches  or 
to  places  of  religious  worship. 

Nothing  in  this  section  shall  prohibit  the  use  of  cut  flowers 
tresh  cut  decorative  greens,  or  natural  trees,  plants,  shrubs 
or  grass,  for  artistic  enhancement  or  decorative  purposes 
provided  such  trees,  plants,  shrubs  or  grass,  are  in  soil  and 
are  maintained  in  a  healthy  condition.  Nothing  in  this 
paragraph  shall  permit  the  use  of  hemlock,  balsam,  Spanish 
S’,or  other  decorative  greens,  which  contain  pitch.  It 
shall  be  unlawful  to  hang  or  otherwise  maintain  fresh  cut 
decorative  greens  in  a  place  of  assembly  or  licensed  places 
of  public  assembly  upon  a  combustible  framework  or  base 
or  by  means  of  a  combustible  material,  or  to  permit  any 

IrninJ  ndeCOratlVefg/eenS  be  hunff>  or  maintained,  for 
a  period  in  excess  of  twenty-four  hours. 

Paragraph  three  of  subdivision  a  of  section  436-1  0 
ot  such  code  is  hereby  amended  to  read  as  follows : 

3.  The  word  “cabaret”  shall  mean  any  room,  place  or 
space  in  the  city  in  which  any  musical  entertainment,  sing¬ 
ing,  dancing  or  other  similar  amusement  is  permitted'  in 
connection  with  the  restaurant  business  or  the  business  of 
directly  or  indirectly  selling  to  the  public  food  or  drink  It 
shall  also  include  any  room  or  space  which  is  used  in  the 
catering  business  and  in  which  any  musical  entertainment 
singing,  dancing  or  other  entertainment  is  permitted. 

§  6.  Paragraph  one  of  subdivision  d  of  section  436-1.0  of 
such  code  as  last  amended  by  local  law  twenty-five  of  nine¬ 
teen  hundred  thirty-eight  is  hereby  amended  to  read  as 
follows : 

1.  The  license  herein  prescribed  shall  be  issued  by  the 
commissioner.  Application  for  such  license  shall  be  made 
on  a  form  containing  such  information  as  may  be  determined 
by  the  commissioner,  and  shall  be  sworn  to  by  the  applicant. 

I  he  fee  for  each  such  license  shall  be  one  hundred  fifty 
dollars  for  each  year  or  fraction  thereof,  provided,  however, 
that  a  summer  seasonal  license  may  be  issued  for  the  period 
commencing  on  the  thirtieth  day  of  May  and  ending  on  the 
thirtieth  day  of  September  for  which  the  fee  shall  be  seventy- 
five  dollars. 
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If  additional  rooms  are  to  be  used  independently  by  the 
same  applicant  in  the  same  premises  as  a  dance  hall  or 
cabaret,  the  applicant  shall  indicate  on  the  application  the 
location  of  each  and  every  room  or  space  which  is  to  be 
used  for  such  purpose.  In  such  case  a  separate  license  shah 
be  required  for  each  such  additional  independent  room  or 
space,  and  the  fee  for  each  independent  additional  room  or 
space  shall  be  five  dollars. 

§  7.  Paragraph  two  of  subdivision  d  of  section  436-1.0 
of  such  code  is  hereby  amended  as  follows : 

2.  A  steamship  or  boat  moored  or  tied  to  a  dock,  pier  or 
shore,  and  which  contains  a  dance  hah  or  cabaret.  in  use 
while  so  moored  or  tied,  shah  be  required  to  obtain  such 
license. 

§  8.  Paragraph  five  of  subdivision  d  of  section  436-1.0 
of  such  code  is  hereby  amended  to  read  as  follows  : 

5.  A  license  hereunder  shah  issue  only  if  the  place  for 
which  it  is  issued  complies  with  all  laws  and  with  the  rules 
and  regulations  of  the  department  of  housing  and  buildings, 
the  police  department,  the  fire  department,  the  department 
of  health  and  the  department  of  water  supply,  gas  and  elec¬ 
tricity,  and,  in  the  opinion  of  the  police  commissioner,  is  a 
safe  and  proper  place  to  be  used  as  a  public  dance  hah  or 
a  cabaret. 

§  9.  Subdivision  f  of  section  436-1.0  of  such  code  is 
hereby  amended  to  read  as  follows : 

f.  Suspension  and  revocation  of  license.  A  license  may 
be  suspended  or  revoked  by  the  commissioner  for  any  viola¬ 
tion  of  law  or  upon  the  ground  that  disorderly,  obscene  or 
immoral  conduct  is  permitted  on  the  licensed,  premises.  In 
addition  to  other  penalties  provided  by  law,  if  any  cabaret 
or  dance  hah  is  used  or  occupied  in  violation  of  any  provi¬ 
sion  of  section  C26-1439.0  or  section  C26-1440.0  of  this  code, 
the  commissioner  may  suspend  or  revoke  the  license  of  any 
cabaret  or  dance  hall  for  a  period  of  time  not.  exceeding 
three  months,  and  during  such  period  of  suspension  or  rev¬ 
ocation  it  shah  be  unlawful  to  use  or  occupy  any  portion 
of  such  premises  as  a  dance  hah  or  cabaret.  The  commis¬ 
sioner  shall  cause  to  be  served  upon  such  parties  as  he  may 
deem  to  be  interested  therein  such  reasonable  notice  of  his 
intention  to  revoke  such  license  as  he  may  determine  to  be 
proper.  There  shall  be  included  in  or  attached  to  such 
notice  a  statement  of  the  facts  constituting,  the  violation 
charged.  Licensees  shall  be  entitled  to  a  hearing  before  the 
commissioner.  If  the  license  of  any  place  be  twice  revoked 
within  a  period  of  one  year,  a  new  license  shall  be  denied 
to  such  place  for  a  period  of  at  least  one  year  from  the  date 
of  the  second  revocation. 

§  10.  Subdivision  g  of  section  436-1.0  of  such  code  is 
hereby  amended  to  read  as  follows : 

g.  Inspection  before  and  after  issuing  license.  A  license 
shall  be  issued  only  after  the  commissioner  shall  have  caused 
an  inspection  to  be  made  of  the  premises  to  be  licensed  and 
not  until  the  commissioner  is  satisfied  that  such  place  com¬ 
plies  with  all  laws  and  the  rules  and  regulations  of  the  de¬ 
partment  of  housing  and  buildings,  the  fire  department,  the 
police  department,  the  health  department  and  the  department 
of  water  supply,  gas  and  electricity  in  so  far  as  the  same 
are  applicable  thereto.  The  commissioner  shall  also  cause 
to  be  made  such  inspections  as  may  be  necessary  to  ascer¬ 
tain  whether  the  places  licensed  are  maintained  in  compliance 


with  law.  For  the  purpose  of  facilitating  the  inspections 
prescribed  by  this  section,  the  commissioner  is  authorized 
to  call  upon  the  head  of  any  city  agency  and  such  agency 
and  its  employees  shall  make  such  inspections  as  may  be 
required. 

§  11.  Subdivision  h  of  section  436-1.0  of  such  code  is 
hereby  amended  to  read  as  follows : 

h.  Permit  for  a  public  dance  or  ball.  Premises  licensed 
hereunder  shall  be  leased  or  hired  out,  and  used,  for  the 
purpose  of  holding  a  public  dance  or  ball  only  after  the 
person  intending  to  hold  such  public  dance  or  ball  shall 
apply  for  and  receive  from  the  commissioner  a  permit  to 
hold  same.  Such  permit  shall  be  issued  only  upon  condition 
that  the  dance  or  ball  shall  be  held  in  accordance  with  the 
rules  and  regulations  adopted  by  the  commissioner.  The 
commissioner  is  authorized  to  adopt  reasonable  rules  and 
regulations  for  the  holding  of  such  public  dances  and  balls 
for  the  purpose  of  preventing  thereat  any  fraudulent  solici¬ 
tation  of  monies  or  any  disorderly  or  immoral  behavior  or 
conduct  calculated  to  disturb  the  public  peace  or  safety. 
Application  for  such  permit  shall  be  made  to  the  commis¬ 
sioner  upon  such  forms  as  he  may  prescribe.  A  fee  of  ten 
dollars  shall  be  paid  for  each  such  permit.  Such  permit 
may  at  any  time  be  revoked  by  the  commissioner  in  case,  it 
appears  probable  that  the  public  dance  or  ball  for  which 
permit  has  been  issued  will  not  be  conducted  in  accordance 
with  such  rules  and  regulations.  A  permit  pursuant  to  this 
section,  in  the  discretion  of  the  commissioner,  may  provide 
that  such  public  dance  or  ball  may  be  continued  between 
four  ante  meridian  and  eight  ante  meridian ;  and  in  such 
case  the  license  issued  for  the  premises  in  which  such. public 
dance  or  ball  is  to  be  conducted  shall  not  be  deemed  violated 
by  reason  of  the  fact  that  such  premises  are  open  to  the 
public  between  such  hours. 

§  12.  Subdivision  i  of  section  436-1.0  of  such  code  is 
hereby  amended  by  adding  thereto  a  new  paragraph,  to  fol¬ 
low  paragraph  three,  to  be  paragraph  four,  to  read  as 
follows : 

4.  A  licensee  permitting  his  or  its  premises  to  be  used 
for  a  public  dance  or  ball  for  a  single  occasion  without 
first  ascertaining  that  the  person  holding  such  public  dance 
or  ball  has  a  permit  from  the  police  commissioner  to  con¬ 
duct  such  public  dance  or  ball  shall  be  guilty  of  an  offense 
and  shall  be  punished  by  a  fine  of  not  more  than  fifty  dollars 
or  imprisonment  not  to  exceed  thirty  days,  or  both. 

§  13.  Saving  clause.— If  any  clause,  sentence,  para¬ 
graph,  section  or  part  of  this  law  shall  be  adjudged  by  any 
court  of  competent  jurisdiction  to  be  invalid,  sucb  judgment 
shall  not  affect,  impair  or  invalidate  the  remainder  thereof, 
but  shall  be  confined  in  its  operation  to  the  clause,  sentence, 
paragraph,  section,  or  part  thereof  directly  involved  in  the 
controversy  in  which  such  judgment  shall  have  been 
rendered. 

§  14.  This  local  law  shall  take  effect  immediately. 

The  City  of  New  York, 

Office  of  the  City  Clerk,  ss  : 

I  hereby  certify  that  the  foregoing  is  a  true  copy  of  a 
local  law  passed  by  the  Council  of  The  City  of  New  York, 
concurred  in  by  the  Board  of  Estimate  and  approved  by 
the  Mayor  on  July  24,  1943,  on  file  in  this  office. 

H.  Warren  Hubbard, 

City  Clerk,  Clerk  of  the  Council. 


NOTICE 


Instructions  promulgated  by  the  Department  of  Housing  and  Buildings  for  the  filing  of  an  application  for  a  “Place 
of  Assembly”  appear  on  the  following  pages. 
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NOTICE 


DEPARTMENT  OF  HOUSING  AND  BUILDINGS 
BOROUGH  OF  ,  CITY  OF  NEW  YORK 

NOTICE— This  Application  must  be  TYPEWRITTEN  and  filed  in  TRIPLICATE. 

APPLICATION  FOR  PERMIT  FOR  A  PLACE  OF  ASSEMBLY 

Under  Local  Law  No.  29,  effective  July  24,  1943 


MISC.  APPLICATION  No . 194...  BLOCK  LOT 

LOCATION  . 


USE  DIST. 


NOTE :  For  instructions  as  to  the  requirements  and  filing  of  this  application,  see  the  other  side  of  this  sheet. 

SPECIFICATIONS 


on 


1.  Location  of  space  or  room 

2.  Type  of  occupancy . 

3.  Was  above  occupancy  established  prior  to  January  1,  1938? . 

4.  Maximum  number  of  persons  to  be  accommodated? . . 

5.  Has  this  use  been  approved  by  this  department? .  Date 

.  6.  State  number  of  different  seating  arrangements  to  be  used . 

7.  Is  fee  required  to  be  paid  to  this  department  under  Sec.  C26-1447.0? . 

8.  Present  building :  Fireproof  ? .  Non-fireproof  ? . 


.story 


Frame? . 


State  and  City  of  New  York 

j  C0UNTY  0F  .  \  SS'  . (Typewrite  Name  of"  Applicant) . ^  ^ 

sworn  deposes  and  says :  That  he  resides  at  . . .  r,  ,  , 

.  Borough  of 

V  ' '  ' '  '  j  v  ‘  V  j . C'ty  of  New  \ork;  that  he  is  the  agent  for  the  (owner-lessee)  of  the  Dremises  ahnvp 

described,  and  is  duly  authorized  to  make  this  application  for  approval  of  the  diagram  and  specifications  herewith  submitted 
and  made  a  part  hereof  for  the  work  to  be  done  in  the  building  therein  described,— with  the  understanding  that  if  no  nermit 
is  issued  hereunder  within  one  year  from  the  time  of  approval,  such  approval  shall  expire  by  limitation  af  provided  bv  law 
and  the  applicant  agrees  to  comply  with  all  provisions  of  the  Administrative  Code  and  all  laws  and  regulations  applicable 
to  the  use  and  maintenance  of  such  space  in  effect  at  this  date;  that  any  work  to  be  done  is  duly  authorized  by  th^owner 
eponent  further  states  that  the  full  names  and  residences  of  the  owners  or  lessees  of  said  premises  are: 

0wner  . Address  . 

1  Lessee  . Address  . 


l  Sworn  to  before  me  this . 

day  of .  194. 


(Sign  here) 


Notary  Public  or  Commissioner  of  Deeds 


Applicant 

If  Licensed  Architect  of  Professional  Engineer 
affix  seal. 


Specify  any  proposed  work  to  be  done  under  this  application:. 

I 

Has  plan  been  filed  for  this  construction  w'ork? 

COMPENSATION  INSURANCE  has  been  secured  in  accordance  with  requirements  of  the  Workmen’s  Compensa¬ 
tion  Law  as  follows  :  . 


NOTE :  Examiner  shall  indicate  from  which  departments  an  approval  is  required  before  a  permit  may  be  issued  by  this 
department.  (§C26-1447.0)  . 


EXAMINED  AND  RECOMMENDED 

FOR  APPROVAL  ON . ;  194. 

APPROVED  . ’194. 


. Examiner 

Borough  Superintendent 
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NOTICE 


INSTRUCTIONS 

For  the  Filing  of  an  Application  for  a  “Place  of  Assembly”, 
as  Required  by  Local  Law  No.  29,  Effective  July  24,  1943. 

§€26-116.0  defines  a  “place  of  assembly”  as  a  room  or  space  which  is  occupied  by  seventy-five  or 
more  persons  and  which  is  used  for  educational,  recreational  or  amusement  purposes  and  shall  include 
assembly  halls  in  school  structures;  dance  halls;  cabarets;  night  clubs;  restaurants;  any  room  or  space 
used  for  public  or  private  banquets,  feasts,  socials,  card  parties  or  weddings ;  lodge  and  meeting  halls  or 
rooms;  skating  rinks;  gymnasiums;  swimming  pools;  billiard,  bowling,  and  table  tennis  rooms,  halls  or 
rooms  used  for  public  or  private  catering  purposes ;  funeral  parlors ;  markets ;  recreation  rooms ;  concert 
halls ;  broadcasting  studios  ;  school  and  college  auditoriums  ;  and  all  other  places  of  similar  type  of  occupancy. 


The  requirements  of  some  of  the  important  provisions  of  Local  Law  No.  29  of  1943  are  as  follows : 

1.  A  diagram  shall  be  filed,  one-eighth-inch  scale,  indicating  the  basic  arrangement  of  aisles  exits  etc.  ^pC;^143^,), 
When  such  diagram  has  been  approved  by  the  Department,  duplicate  diagrams  shall  be  filed  on  cloth.  One  copy  shall 
be  kept  on  the  premises  and  shall  be  readily  available  for  inspection. 

2.  If  any  required  exit  is  through  a  kitchen  or  pantry,  indicate  same  on  diagram  Also  indicate  the  maximum  distance 
of  travel  from  any  point  in  such  space  to  the  exit  doors  or  stairway.  (§€-6-1438.0) 

3.  Indicate  on  diagram  the  location  of  “CAPACITY  SIGN”  twenty-inches  by  twenty-four  inches,  indicating  the  maxi¬ 
mum  number  of  persons  to  be  accommodated.  (§€26-1440.0) 

4.  Indicate  on  diagram  that  the  room  or  space  used  for  assembly  will  be  provided  with  sufficient  illumination  to  permit  a 
person  to  read  nine-point  print  of  the  type  generally  used  in  a  daily  newspaper.  (§€2o-144  .U) 

5.  Indicate  on  diagram  the  location  of  directional  and  “EXIT”  signs  eight  inches  in  height.  (§€26-1442.0) 

6.  The  illumination  of  all  exit  lights  and  directional  signs  in  all  “licensed  places  of  public  assembly”  which  have :  been 
approved  for  occupancy  by  more  than  250  persons  shall  be  provided  through  circuits  separate  from  the  genera  light  ng 
and  power  circuits,  and  such  installation  shall  be  approved  by  the  Department  of  Water  Supply,  Gas  and  Electricity. 
(§C26-1443.0) 

7.  If  dressing  rooms  for  entertainers  are  provided,  indicate  on  diagram  the  location  of  the  exits  and  sprinkler  heads. 
(§C26-1445.0) 

8.  If  revolving  doors  are  present  or  are  to  be  used,  indicate  location  and  type  of  door.  Revolving  doors  which  do  not 
collapse  automatically  (Type  B)  shall  be  removed.  (§C26-1446.0) 

9.  Revolving  doors  which  collapse  automatically  (Type  A)  shall  be  oiled  and  cleaned  each  month,  and  a  record  of  main 
tenance  shall  be  kept  on  the  premises.  (§C26-1446.0) 

10.  The  hoods  over  ranges,  and  the  flues  for  such  ranges,  shall  be  thoroughly  cleaned  at  least  twice  each  year.  A  record 
of  such  maintenance  shall  be  kept  on  the  premises  and  shall  be  available  for  examination.  (§C2b-1444.U) 

11.  A  permit  shall  be  secured  from  this  department.  An  annual  fee  of  five  dollars  shall  be  paid  to  this  department  upon 
the  issuance  of  the  permit.  (§C26-1447.0) 

12.  §09-161-1.1  requires  that  drops,  curtains,  decorations  and  scenery  be  flameproofed  in  conformity  with i  the  ProvT?| 

the  Administrative  Code  and  the  Rules  and  Regulations  of  the  Board  of  Standards  and  Appeals  and  the  Fire  De 

partment. 

13.  SC26-1449.0  provides  that  “any  person  who  shall  violate  any  provision  of  this  article,  upon  conviction  thereof  shall 
be  punished  by  a  fine  of  not  less  than  ten  nor  more  than  fifty  dollars,  or  by  tmprisonmen  not  excerf.ng  ten  dayg  o^ 
bv  both.  Upon  a  second  conviction  of  such  violation  the  commissioner  shall  have  discretionary  power  to  R 

OR  SUSPEND  ANY  PERMIT  issued  by  the  department  under  the  provisions  of  this  article. 


Work  commenced . Date  signed  off . ’ 

I  HEREBY  CERTIFY  that  this  report  is  true  in  every  respect  and  that  the  work  indicated  has  been  done  in 
the  manner  required  by  the  Administrative  Code  and  the  Rules  and  Regulations  of  this  department,  except  where 
reported  adversely. 

Signed . -  InsPector 
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be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  September  12,  1944. 
Cal.  No.  Dept.  Premises  Affected. 


330-42-BZ — H.B.Q. — 95-42  to  95-48  Queens  boulevard, 
south  side,  130  ft.  west  of  63rd  drive  and  63-39  to  63-49 
Saunders  street  (Block  3080,  Lots  30  and  31),  Rego  Park, 
Borough  of  Queens,  N.B.  397-42. 


517-44- A — H.B.Q. — 45-17  Pearson  street,  east  side,  150 
ft.  south  of  Jackson  avenue,  and  45-18  Court  square  (Block 
84,  Lots  11  and  49),  Long  Island  City,  Borough  of  Queens, 
Decision. 


518-44- A — H.B.B. — 56-58  Greenpoint  avenue,  south  side, 
100  ft.  east  of  Vest  street  (cellar)  ;  (Block  2562,  Lot  10), 
Borough  of  Brooklyn,  Amendment  to  Alt.  479-43. 


519- 44-A— H.B.M.— 77  East  114th  street,  north  side,  130 
ft.  west  of  Park  avenue  (Block  1620,  Lot  30),  Borough  of 
Manhattan,  Alt.  905-44. 

520- 44-A _ H.B.B. — 2956-2964  Atlantic  avenue  and  295-301 

Cleveland  street,  southeast  corner  (Block  3936,  Lot  16), 
Borough  of  Brooklyn,  N.B.  148-44. 


521-44- A — F. D . — 36  East  12th  street,  south  side,  182  ft. 
6  in.  east  of  University  place  (1st  floor)  ;  (Block  563,  Lot 
24),  Borough  of  Manhattan,  38698-C  and  Decision. 


522- 44-BZ— H.B.B.— 8232  18th  avenue,  west  side,  23  ft. 
north  of  84th  street  (Block  6314,  Lot  76),  Borough  of 
Brooklyn,  Alt.  2279-44. 

523- 44-A— H.B.M.— 326-328  West  70th  street,  south  side, 
279.3  ft.  west  of  West  End  avenue  (Block  1181,  Lots  44  and 
45),  Borough  of  Manhattan,  Amend,  to  Alt.  894-44. 

524- 44-A — F.D. — 1091  St.  Nicholas  avenue,  west  side,  75 
ft.  south  of  West  165th  street  (1st  floor)  ;  (Block  2122,  Lot 
84),  Borough  of  Manhattan,  38944-LC. 

525- 44-A— H.B.M.— 239-245  East  56th  street,  north  side, 
100  ft.  west  of  2nd  avenue  (Block  1330,  Lot  17),  Borough 
of  Manhattan,  Amend,  to  Alt.  1067-44. 

526- 44- A — F.D. — 781  East  134th  street,  780  East  135th 
street  and  130-162  Willow  avenue,  east  side,  from  East 
134th  street  to  East  135th  street  (1st  floor)  ;  (Block  2586, 
Lot  1),  Borough  of  The  Bronx,  18627-LF  and  Decisions. 

527- 44-A— F.D.— 341-361  Hudson  street,  west  side,  from 
King  to  Charlton  streets,  91-109  Charlton  street  and  100-116 
King  street  (8th  floor)  ;  (Block  598,  Lot  58),  Borough  of 
Manhattan,  31685-LF. 


Restored  to  Calendar. 

725-24-BZ— H.B.M.— 321-343  West  54th  street,  north 
side,  275  ft.  east  of  9th  avenue  (Block  1045,  Lots  12-15), 
Borough  of  Manhattan,  Alt.  1019-44. 

39 1-44- A — F.D. — 56  Wall  street,  north  side,  194  ft.  7  in. 
east  of  William  street  and  59-61  Pine  street  (Block  40,  Lot 
10),  Borough  of  Manhattan,  30978-LF. 


DESIGNATIONS s  H.B. — Department  of  Housing  and  Buildings; 
jj  lj  jj.__Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q.— De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.lt.  Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx — -Department  of 
Housing  and  Buildings,  Bronx;  H.D.  Health  Department,  and 
E.D. — Fire  Department. 


RULES 

Last  Publication  in  Bulletin 

Blended  Cements,  Rules  for  Testing  M  ... 

and  Use  of . Dec.  28,  1943— Vol.  28,  No.  52A 

Carbon  Dioxide  Liquefier,  Rules - Dec.  28,  1943 — Vol.  28,  No.  52A 

C"'wmS.  °f.  U.T”1':.  .°.PPr?"d.D=c.  28,  1943 — Vol.  28,  No.  S2A 

Concrete  Flat  Slabs,  Rules . July  13,  1937— Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules  for 

Manufacture,  Testing  and  Use  „  ,  ,T  c-. 

of  . . Dec.  28,  1943— Vol.  28,  No.  52A 

Concrete  Rules  (Hydrated  Lime)... Aug.  3,  1937 — Vol.  22,  No.  31 

Elevator  Rules  . Mar.  3,  1936  Vol.  21,  No.  9 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of  -vr  coa 

Buildings  . Dec.  28,  1943— Vol.  28,  No.  52A 

Exit  Rules  (Revolving  Doors) . June  15,  1937 — Vol.  22,  No.  24 

Factory  Exit  Rules . Sept.  12,  1944— Vol.  29,  No.  36 

Fire  Alarm  Rules  (Interior) . Dec.  28,1943 — Vol.  28,  No.  52A 

Fire  Drill  Rules . Mar.  7,  1944— Vol.  29,  No.  10 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of.  i..  .  -  Sept.  19,  1944 — Vol.  29,  No.  37 
Fire  Retarding  Rules  for  Garages, 

etc . ? . Dec.  28,  1943— Vol.  28,  No.  52A 

Fireproof  Wood,  Testing  of . Apr.  13,  1937 — Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . ....Jan.  21,1919 — Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting  „  -- 

Rules  . . Dec.  28,  1943— Vol.  28,  No.  52A 

Gas  Shut-Off  Rules . Apr.  7,  1925— Vol.  10,  No.  14 

Hatchway  Protection  . June  5,  1928 — Vol.  13,  No.  23 

Insulating  Fibre  Board  Rules . Dec.  28,  1943 — Vol.  28,  No.  52A 

Methyl  Chloride  Rules  for  Class  B  ,  XT 

and  C  Refrigerating  Systems. .  .Sept.  5,  1944— Vol.  29,  No.  35 

Oil  Burner  Rules . ....Dec.  28,1943 — Vol.  28.  No.  52 A 

Opening  Protective  Assemblies,  ,  c 

Rules  for  Inspection  of . Apr.  11,  1944 — Vol.  29,  No.  15 

Paint,  Varnish  and  Lacquer  Spray-  ,  „  -T  ,c 

ing  Rules . Sept.  5,  1944— Vol.  29,  No.  35 

Platform  Trucks,  Specifications  for.. Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . Aug.  3,  1937— Vol.  22,  No.  31 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent  _ 

Contamination  of  Water  Supply)  .Aug.  8,  1944 — Vol.  29,  No.  32 

Procedure,  Rules  of . Sept.  7,  1937 — Vol.  22,  No.  36 

Refrigerating  Systems,  Extract  A. C. .April  25,1944 — X0]- 29,  No.  17 

Smoking  in  Factories,  Rules  for - June  20,  1944 — Vo  .  29,  No.  25 

Sprinkler  Rules  . June  29,  1937— Vol.  22,  No.  26 

Standpipe  Fireline  Rules . June  8,  1937 — Vol.  22,  No.  23 

Structural  Alterations,  Reporting - June  7,1932 — Vol. 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  1936— Vo  .  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  21,  No.  47 

Wire  Glass  Rules  (Amendment  to  „  v  m 

Rule  505  of  Industrial  Code).. Dec.  28,1943 — Vol.  28,  No.  5- A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


SEPTEMBER  19,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  19,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Zoning  Application. 

340-44-BZ— Application,  June  8,  1944,  under  section  7(c) 
of  the  zoning  resolution,  of  Henry  George  Greene,  appli¬ 
cant,  on  behalf  of  Durand  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  the  maintenance  of  part  of  an  existing  business  build- 
ing  (bakery)  which  is  located  (without  permit)  and  which 
projects  approximately  5  ft.  into  a  residence  use  district 
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and,  also,  to  permit  the  erection  and  maintenance  of  a  struc- 
ture  (wall  and  shed— which  is  accessory  to  the  business 
(bakery)  use)  which  also  extends  less  than  5  ft.  into  a 
0rS^nce  use  district;  premises  750-762  Allerton  avenue  and 
2550-25 60  Holland  avenue,  southeast  corner  (Block  4435 
Lot  32),  Borough  of  The  Bronx. 

HARRIS  H.  ML1RDOCK,  -Chairman . 


SEPTEMBER  19,  1944,  2  P.  M. 

NO  1  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  19,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following- 
matters  : 

Appeals  from  Administrative  Decisions. 

515-44-A— 387-403  Hudson  street,  west  side,  from  Clark¬ 
s'  \°*r  We\K  Houston  sheets,  32-54  Clarkson  street,  286- 
V  i>i  i  e®‘  ^ouston  street  and  585-601  Greenwich  street 
(Block  600,  Lot  63 >,  Borough  of  Manhattan. 

469-44-A— 387-403  Hudson  street,  west  side,  from  Clark¬ 
s'  to  West  Houston  streets,  32-54  Clarkson  street,  286- 
/rPi  i  Huston  street  and  585-601  Greenwich  street 
(Block  600,  Lot  63),  Borough  of  Manhattan. 

193-44-A— 999  Willoughby  avenue,  north  side,  275  ft 
r°A  Evergreen  avenue  (rear  1st  floor)  ;  (Block  3184, 
Lot  56),  Borough  of  Brooklyn. 

451-44-A  60  Woodbine  street,  east  side,  102  ft.  north  of 
Bushwick  avenue  (Block  3358,  Lot  13),  Borough  of 
Brooklyn. 

300-44-A — 564-574  Southern  boulevard,  south  side  2 67  44 
ft  east  of  East  149th  street  (Block  2603,  Lot  11),  Borough 
of  Ihe  Bronx. 

432-44-A — 1174-1184  Bedford  avenue,  northwest  corner 
Butnam  avenue  (mezzanine,  2nd  and  3rd  floors)  ;  (Block 
1990,  Lot  30),  Borough  of  Brooklyn. 

441-44- A  551-555  Fulton  street,  north  side,  43  ft.  east  of 
Bond  street  and  6-10  DeKalb  avenue  (Block  2093,  Lots  32 
and  33),  Borough  of  Brooklyn. 

435- 44- A— 13-15  Sumpter  street,  north  side,  250  ft.  west 

ntC,hoe\aV^ue  O st  and  2nd  floors)  ;  (Block  1695,  Lots 
16,  17,  18,  20,  42  and  43),  Borough  of  Brooklyn. 

436- 44-A— 200  Fifth  avenue,  west  side  of  Fifth  avenue  and 
Broadway,  from  West  23rd  to  West  24th  streets,  21  West 
23rd  street  and  24  West  24th  street  (Block  825,  Lot  31) 
Borough  of  Manhattan. 

450-44- A— 50-56  West  59th  street,  south  side,  120  ft.  east 
of  6th  avenue  and  1430-1436  6th  avenue  (Block  1274  Lot 
/l),  Borough  of  Manhattan. 

492-43-A— 192  Powell  street,  west  side,  150  ft.  north  of 
Belmont  avenue  (Block  3728,  Lot  25),  Borough  of  Brooklyn. 
23-44-A— 2060  Tillotson  avenue,  northeast  corner  of  Pal- 

Bron\-VenUe  (B1°Ck  5228’  L°tS  1  and  6)’  BorotIgh  of  The 

405-44-A— 22-28  Henry  street  and  73-79  Middagh  street 

ofrBrooklyn0rner  (B,°Ck  211,  part  of  Lot  22)’  Borough 

517-44-A— 45-17  Pearson  street,  east  side,  150  ft.  south  of 
Jackson  avenue  and  45-18  Court  square  (Block  84,  Lots  11 
and  49),  Long  Island  City,  Borough  of  Queens. 

501-44- A— 114-68  Mexico  street,  northwest  corner  of 
115th  avenue  (1st  and  2nd  floors);  (Block  10392,  Lot  23) 
ot.  Albans,  Borough  of  Queens. 

498-44-A_500-512  8th  avenue,  east  side,  from  West  35th 
to  West  36th  streets,  269  West  35th  street  and  268  West  36th 

Manhattan  ^  ^  fl°°rs)  ’’  (B1°Ck  ?8S’  Lot  1}'  Borough  of 

HARRIS  H.  MURDOCK,  Chairman. 
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SEPTEMBER  26,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  26,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters :  6 

Zoning  Application. 

462-44-BZ— Application  July  31,  1944,  under  section  7f 
of  the  zoning  resolution,  of  Walter  Lang  and  Son  Inc 
applicant  on  behalf  of  Walter  Lang  and  Son,  Inc.,  and 
McCoy  Holding  Corporation,  owners  (Walter  Lang  and 
^on,  inc.,  lessee),  to  permit  in  a  business  use  district  for 
a  stated  term  of  years,  the  erection  of  a  boat  basin 
marine  service  building,  gasoline  and  oil-selling  station;’ 
preimses  3022  Emmons  avenue,  south  side,  843.23  ft  east 

of  Brooklyn  (B1°ck  7515,  Lots  42  and  49)>  Borough 

Appeal  from  Administrative  Decision. 

529-44-A— 208-20  Cross  Island  parkway,  south  side  300  ft. 
east  of  R°e  place  (basement  and  1st  floo.r);  (Block  5844, 
Lot  1),  Bayside,  Borough  of  Queens. 

Appliance  for  Approval. 

47/44'f  A~ Watson  Type  “A”  Interlock  and  Watson  Type 
A1  Gate  Contact. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  26,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Msday  afternoon  September  26,  1944  at  2  o’clock  in  Room 
matter MUniCiPa  Building>  Manhattan,  on  the  following 

Appeal  from  Administrative  Decision. 

Tu4‘AA~l6S6  Heri?g  avenue,  east  side,  105.03  ft.  south 
Bronx*1  ^  aVCnUe  (Block  41 13’  Lot  62)’  Borough  of  The 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  3,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  3,  1944,  at  10  o’clock  in  Room 
te9rs3’  MuniCIpal  Building,  Manhattan,  on  the  following  mat- 

Zoning  Applications. 

hnff2r!fBM~^PPrCati0n-0f  MAX  Siegel-  applicant  on  be- 
L  I  n  iS  rConfect!™s  CorP-,  owner,  reopened  Sep¬ 
tember  12  1944,  for  consideration  as  to  amendment  of  reso- 

AA9;  “nder  se9!i!ons  7c  and  21  of  the  zoning  resolution,  to 
permit  m  a  residence  use  district,  the  conversion  of  occu¬ 
pancy  of  a  garage  for  more  than  five  motor  vehicles  and 
motor  vehicle  repair  shop  (previously  granted  by  the  Board) 
to  a  confectionery  factory ;  premises  321-343  West  54th  street 
north  side,  275  ft  east  of  9th  avenue  (Block  1045,  Lots  12- 
15),  Borough  of  Manhattan. 

b?K41rBf~uP?!icac0n  of JVfax  Horn,  applicant  on  be¬ 
half  of  Beach  71st  Street  Development  Corp.,  owner  re- 

°P!"-d  'AU  yi25’  -1944’  f°r  cons’deration  as  to  extension  of 
permit— Application,  previously  granted  on  condition  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  residence 
use  district,  for  a  term  of  two  years,  the  parking  and  storage 
ol  more  than  five  motor  vehicles;  premises  149  Beach  71st 

Lot  *83  W*  Slde>  Tp  ft  ,north  of  Boardwalk  (Block  607, 
Lot  83),  Arverne,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 
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OCTOBER  3,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  October  3,  1944  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

481-44-A— 633-637  West  134th  street,  north  side,  300  ft. 
east  of  Riverside  drive  (2nd  and  3rd  floors)  ;  (Block  2001, 
Lot  13),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  10,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  10,  1944  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

479.44-BZ— Application  August  11,  1944,  under  sections 

7e  and  21  of  the  zoning  resolution,  of  Philip  Steigman, 
applicant  on  behalf  of  East  New  York  Savings  Bank,  owner, 
to  permit  in  a  residence  use  district,  the  extension  in  height 
of  a  building  now  used  as  a  garage  for  more  than  five 
motor  vehicles  and  the  conversion  of  occupancy  froni  a 
garage  for  more  than  five -motor  vehicles  and  gasoline 
service  station,  to  a  factory;  premises  38-01  to  38-09  Beach 
Channel  drive,  southwest  corner  of  Beach  38th  street 
(Block  632,  Lot  30),  Edgemere,  Borough  of  Queens. 

332-44-BZ— Application  June  6,  1944,  under  sections  7a 
and  7c  of  the  zoning  resolution,  of  Jacob  J.  Gloster,  appli¬ 
cant  on  behalf  of  Dayton  Cleaners  and  Dyers,  owners,  to 
permit  in  a  residence  use  district,  the  extension  in.  aiea  of 


a  dry  cleaning  establishment;  premises  1 16-06  to  116-10 

Atlantic  avenue,  south  side,  22  ft.  east  of  116th  street 
(Block  475,  Lots  2,  4  and  6),  Richmond  Hill,  Borough  of 
Queens. 

537- 43-BZ— Application,  November  9,  1943,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution  of  Joseph  B. 
Lynch,  applicant  on  behalf  of  Staten  Island  Oil  Co.,  owner, 
to  permit  in  a  residence  and  manufacturing  use  district,  the 
installation  of  a  fuel  oil  tank  and  pipe  lines,  and  the 
extension  of  a  three  car  garage  to  a  five  car  garage  for 
owner’s  trucks;  premises  Foot  of  Tower  lane,  582.87  ft. 
east  of  Victory  boulevard  (Block  2620,  Lots  78  and  300), 
Travis,  Borough  of  Richmond. 

Appeal  from  Administrative  Decision. 

538- 43-A— Foot  of  Tower  lane,  582.87  ft.  east. of  Victory 

boulevard  (Block  2620,  Lots  78  and  300),  Travis,  Borough 
of  Richmond  (Under  section  36,  General  City  Law  re  build¬ 
ing  fronting  on  a  private  street — Tower  lane). 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  14,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  14,  1944,  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

Appeal  from  Administrative  Decision. 

5.44.A— 440  West  240th  street,  southeast  corner  of 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20), 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  12,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  July  25,  1944,  and  Tuesday  afternoon, 
July  25,  1944,  and  the  recessed  meeting  held  on  Friday  morn¬ 
ing,  July  28,  1944,  were  approved,  as  printed  in  Bulletin 
Nos.  31  and  32,  Vol.  29. 


ZONING  CASES 

621-24-BZ 

APPLICANT— Howard  H.  Snyder,  for  Lansing  Financial 
Corporation,  owner  (Acme-Ward  Storage  Ware- 
house  Inc.  lessee). 

SUBJECT— Application  reopened  June  13,  1944,  for  consid¬ 
eration  as  to  amendment  of  resolution — Application 
(decision  of  the  borough  superintendent)  permitting 
in  a  business  use  district,  for  a  temporary  period,  the 
conversion  of  occupancy  of  a  garage  for  more  than 
five  motor  vehicles  (previously  granted  by  the 
Board)  to  be  used  for  storage. 

PREMISES  AFFECTED— 234-240  East  54th  street,  south 
side,  100  ft.  west  of  Second  avenue  (Block  1327,  Lot 
29),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  H.  Snyder. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative :  .  ® 

THE  RESOLUTION  (621-24-BZ) 

Whereas,  this  application,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  garage  for  more 
than  five  motor  vehicles,  affecting  premises  234-240  East 
54th  street,  south  side,  100  ft.  west  of  Second  avenue  (Block 
1327,  Lot  29),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  July  22,  1924,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 

resolution ;  and  , 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  June  13,  1944;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  September  12,  1944,  after  due  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  decision  of  the  borough  superintendent,  act¬ 
ing  on  Alt.  Applic.  498-44,  dated  May  10,  1944,  reads: 

“5.  Application  for  permission  to  reuse  the  building 
as  a  public  garage,  after  the  proposed  occupancy  for 
storage  purposes  for  the  duration  of  the  war  and  six 
months  thereafter,  is  not  acceptable.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ; 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  22,  1924  by  adding 
thereto :  ’  & 

that  this  building  may  be  used  for  a  temporary  term 
expiring  April  1945,  for  the  storage  of  government 
materials  (O.W.I.)  on  condition  that  during  such  term, 
the  building  shall  not  be  occupied  in  any  part  as  a  garage ; 
that  the  gasoline  system  shall  be  sealed  to  the  satisfac¬ 
tion  ot  the  fire  commissioner  and  all  oil  or  other  waste 
materials  shall  be  removed  from  the  premises;  and  that 
in  ah  other  respects,  the  conditions  shall  be  maintained 

,  ,,  r  111  resolution  adopted  this  day  under  Cal 
419-44-A. 


M.  Welpley,  own- 


832-41-BZ 

APPLICANT — Max  Horn,  for  Jane  F. 
er. 

•SUBJECT— Application  reopened  July  18,  1944,  for  consid¬ 
eration  as  to  extension  of  permit— Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehi¬ 
cles  for  a  term  of  two  years. 

PREMISES  AhFECIED — 111-20  Rockaway  Beach  boule¬ 
vard,  north  side,  981.96  ft.  east  of  Beach  116th 
street  (Block  598,  Lot  49),  Rockaway  Park,  Bor¬ 
ough  of  Queens. 

APPEARANCES — 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended 
THE  VOTE  TO  EXTEND  PERMIT— 


Aihrmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


in  width ;  that  no  cars  shall  be  parked  or  stored 
beyond  the  building  line  nor  within  20  ft.  of  any  build¬ 
ing  on  an  adjoining  lot;  that  no  signs  shall  be  erected, 
except  there  may  be  a  sign  erected  near  the  entrance, 
advertising  only  the  permitted  parking  and  storage  use 
and  the  rates  charged,  provided  such  sign  does  not  exceed 
15  sq.  it.  in  area  and  does  not  extend  beyond  the  build¬ 
ing  line ,  that  such  portable  fire  fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct;  that 
adequate  fences  shall  be  maintained  on  all  interior  lot 
hnes  and  on  the  street  building  lines;  that  all  permits 
snail  be  obtained  and  all  work  completed  within  three 
j  mon^U.  from  the  date  of  this  amended  resolution 
^  certificate  of  occupancy  shall  be  obtained  (Misc 
7037-41). 


Realty  Corpora- 
owners  (Sophie 


HE  RESOLUTION  (832-41-BZ) 


1028-41-BZ 

APPLICANT — Max  Horn,  for  Remuda 
tion  and  Charles  McManamy, 

Ader,  lessee). 

SUBJECT— Application  reopened  July  18,  1944  for  consid¬ 
eration  as  to  extension  of  permit— Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  residence  use  district 
for  a  term  of  two  years  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 29-07  Seagirt  avenue,  south 
side,  60  ft.  west  of  Beach  29th  street  and  29-14  to 
30-02  Lewmay  road,  north  side,  60  ft.  west  of 
Beach  29th  street  (Block  300,  Lots  16  and  53) 
Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Max  Horn. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC1  ION  OF  BOARD — Permit  extended 

THE  VOTE— 


Whereas,  this  application  under  section  7h  of  the  zoning 
^solution,  permitting  in  a  business  use  district  for  a  term  of 
vo  years,  the  parking  and  storage  of  more  than  five  motor 
-hides,  affecting  premises  111-20  Rockaway  Beach  boule- 
ard,  north  side,  981.96  ft.  east  of  Beach  116th  street  (Block 
?8,  Lot  49),  Rockaway  Park,  Borough  of  Queens,  was 
ranted  by  the  Board  on  April  21,  1942,  on  certain  con- 
tions ;  and 

Whereas,  on  July  23,  1942,  the  resolution  was  amended 
id  time  extended  to  obtain  permits  and  complete  the 
ork ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
rmit;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
§  18,  1944  and  set  for  hearing  on  September  12,  1944;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
i,  September  12,  1944,  after  due  publication  in  the  Bulletin 
the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
reby  amend  its  resolution  adopted  on  April  21,  1942,  as 
;  len(led  on  July  23,  1942,  only  so  far  as  it  has  reference  to 
-  term  of  the  permit,  so  that  as  amended,  this  portion 
the  resolution  shall  read  : 

“granted  under  section  7h  for  a  term  of  two  (2)  years 
frorn  the  date  of  this  amended  resolution,  to  permit  the 
parking  and  storage  of  more  than  five  (5)  motor  vehi¬ 
cles,  on  condition  that  only  motor  vehicles  of  the  pleasure 
car  type  shall  be  so  parked  or  stored  and  no  cars  shall 
be  parked  or  stored  that  are  not  in  condition  for  oper¬ 
ation  ;  that  during  the  term  of  this  permit,  the  premises 
shall  be  occupied  for  no  other  use  than  parking  and 
storage  as  herein  permitted;  that  the  entrance  and  exit 
!  the  premises  shall  be  solely  from  Rockaway  Beach 
boulevard;  that  the  curb  cut  shall  not  exceed  12  ft. 


Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 

THE  RESOLUTION  (1028-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  29-07  Seagirt  avenue 
south  side,  60  ft.  west  of  Beach  29th  street  and  29-14  to 
30-02  Lewmay  road,  north  side,  60  ft.  west  of  Beach  29th 
street  (Block  300,  Lots  16  and  53),  Edgemere,  Borough  of 
Queens,  was  granted  by  the  Board  on  May  26,  1942  on 
certain  conditions ;  and 

Whereas,  on  September  9,  1942,  time  was  extended  to 
complete  the  work;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  July  18,  1944,  restored  to  calendar  and  set  for 
hearing  on  September  12,  1944;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  September  12,  1944,  after  due  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  26,  1942,  as 
amended  on  September  9,  1942,  only  so  far  as  it  has  refer¬ 
ence.  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“granted  under  section  7h  thereof  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution,  to 
permit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles  on  that  portion  of  the  plot  with  a  front¬ 
age  of  approximately  175  ft.  along  Seagirt  avenue  and 
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approximately  175  ft.  along  Lewmay  road  from  the  in¬ 
terior  lot  line  to  the  west,  on  condition  that  the  plot 
shall  be  leveled  substantially  to  the  grade  of  surround¬ 
ing  streets  and  shall  be  kept  adequately  fenced ,  t  at 
entrance  and  exits  thereto  may  be  from  Lewmay  road 
and  Seagirt  avenue  and  from  the  cross  driveway  serv¬ 
ing  the  hotel  on  the  plot;  that  during  the  term  of  the 
permit,  the  premises  herein  permitted  shall  be  occupied 
for  no  other  use  and  no  buildings  shall  be  erected 
thereon ;  that  no  sign  shall  be  erected,  except  there  may 
be  a  sign  attached  to  the  fence  on  Lewmay  road  and 
Seagirt  avenue,  advertising  the  storage  and  parking  use 
and  the  rates  charged,  provided  such  sign  does  not  ex¬ 
ceed  15  sq.  ft.  in  area,  does  not  extend  beyond  the  build¬ 
ing  line  and  is  not  illuminated ;  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  two 
months  from  the  date  of  this  amended  resolution  and 
a  certificate  of  occupancy  shall  be  obtained  (Misc. 
9942-41).” 


APPLICANT — Abraham  Farber,  for  Monford  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  reopened  June  13,  1944— Applica¬ 
tion  (decision  of  the  borough  superintendent) 
under  sections  7  (c)  and  21  of  tbe  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  alteration 
and  extension  of  an  existing  factory  by  the  in¬ 
clusion  of  a  covered  storage  and  loading  space. 
(These  premises  were  previously  acted  upon  by 
the  Board). 

PREMISES  AFFECTED— 1-27  Montauk  avenue,  3144- 
3166  Atlantic  avenue  southeast  corner  and  2-40 
Milford  street  (Block  3976,  Lots  25-48),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Abraham  Farber  and  Irving  Bal- 

dinger.  , 

For  Opposition:  E.  R.  Loomie,  Mrs.  Catalano  and 

Mrs.  Engel.  , 

For  Administration:  Fred  Dahlem,  Dept  ot  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . 


and 


“1.  Proposed  extension  to  be  used  for  storage  and 
loading  space  in  a  residential  use  district  is  contrary  j 
to  Art.  II  Sec.  3  of  the  Zoning  Resolution. 

Note:  These  premises  were  the  subject  of  conditional 
variation  of  the  Board  of  Standards  and  Appeals,  Cal. 
810-42-BZ.” 


THE  RESOLUTION  (810-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  altera¬ 
tion  and  extension  of  a  factory  building  by  the  erection  of 
a  third  story,  affecting  premises  1-27  Montauk  avenue  3144- 
3166  Atlantic  avenue,  southeast  corner  and  ~-40  Miltorcl 
.  street  (Block  3976,  Lots  25  to  48,  inclusive),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  January  5  1)43 
on  certain  conditions,  resolution  amended  on  June  8,  lwks 
and  on  February  1,  1944,  time  was  extended  to  obtain  per¬ 
mits  and  complete  the  work;  and  ,  , 

Whereas,  the  applicant  requested  an  amendment  ot  the 

resolution ;  and  .  ,  ^  A 

Whereas,  this  case  was  reopened  by  vote  ot  the  Board 
on  June  13,  1944,  subject  to  usual  procedure ;  and 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its.  regular  meet¬ 
ing,  September  12,  1944,  after  due  publication  m  the  Bulletin 
by  the  Board  of  Standards  and  Appeals;  and 
'  Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Atlantic  avenue  is  in  a  residence  busi¬ 
ness  and  unrestricted  use,  A  area  and  1/4  times  heig  l 
district  •  Montauk  avenue  is  in  a  residence  use,  A.  area  and 
\i/2  times  height  district;  and  Milford  street  is  in  a  resi¬ 
dence  use,  A  area  and  1 J4  times  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  31,  1944,  re  Alt.  Applic.  1282-43,  reads: 


Whereas,  the  applicant  states  that  the  premises  consist  of 
an  irregularly  shaped  plot  having  a.  frontage  of  238  ft.  on 
Montauk  avenue,  202  ft.  on  Atlantic  avenue  and  approxi- 
mately  335  ft.  on  Milford  street,  occupied  by  a  group  ot 
interconnected  buildings,  as  shown  on  filed  plans,  and  used 
for  the  manufacture  of  metal  beds,  felt  mattresses  and  metal 
cases  of  ammunition,  etc.  for  the  U.  S.  Government  defense 
work;  that  the  proposed  extension  in  question,  to  be  used 
for  loading  and  storage  space,  is  located  on  the  easterly  side 
of  Montauk  avenue  and  approximately  20  ft.  south  ot  Atlantic 
avenue;  that  it  is  irregular  in  area,  having  a  frontage  ot  5/ 
ft.  6  in.  on  Montauk  avenue  and  a  distance  of  49  ft.  along  the 
southerly  lot  line ;  that  according  to  plans  of  this  area,  there 
was  located  at  the  southerly  portion,  a  2-story  brick  building 
which,  in  accordance  with  the  resolution  in  Gal.  810  42  B/., 
was  cut  down  to  1-story  in  height  and  used  for  storage 
space,  the  remainder  of  the  area  (including  a  small  one-story 
metal  shed)  has  been  demolished  and,  as  shown  on  rued  plans, 
an  irregularly  shaped  area  (approximately  22  ft.  wide)  was 
roofed  over  without  a  permit ;  that  it  is  proposed  to  maintain 
this  covered  storage  space  and  to  roof  the  present  open  space, 
15  ft.  by  47  ft.  in  area,  all  as  shown  on  plans ;  and 
Whereas,  the  applicant  contends  that  the  building  in  ques- 
tion  is  known  as  11  Montauk  avenue  and  shown  on  the  prop¬ 
erty  diagram,  is  18  ft.  by  49  ft.  in  area,  one  story  was 
altered  under  Alt.  Applic.  1283-43  with  a  4  ft.  wide  overhang, 
thus  covering  an  area  of  22  ft.  by  49  ft. ;  that  the  norther  y 
part  of  the  section  in  question,  having  a  frontage  ot  2/  tt 
on  Montauk  avenue,  and  a  depth  of  47  ft.  (irregular  m  area) 
has  been  roofed  over  without  a  permit;  that  between  these 
two  storage  spaces,  is  an  open  loading  space  13  ft.  6  in.  by 
47  ft.  in  area,  which  has  been  so  used  for  many  years ;  that 
front  street  wall  of  face  brick  is  now  up  (built  under  amend¬ 
ment  to  Cal.  810-42-BZ)  ;  that  the  only  work,  required  is  tc 
cover  this  space  of  13  ft.  6  in.  by  47  ft.  with  wood  root 
beams,  roof  boards  and  roofing;  that  due  to  increased  war 
work  by  this  organization,  all  available  storage  space  is  nller. 
to  capacity ;  that  it  is  therefore  of  the  greatest  importance  tc 
have  this  entire  loading  space  roofed  over  for  the  complete 
protection  of  all  articles  unloaded  there  and  that  it  is  respect¬ 
fully  requested  the  Board  grant  a  variation  of  Sec.  3  of  the 
Zoning  Resolution,  to  permit  the  extension  of  the  existing 
non-conforming  use  in  a  residence  district  as  empowers 
under  Sec.  7c  and  Sec.  21  of  the  Zoning  Resolution;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ; 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe- 
hereby  amend  its  resolution  adopted  January  5,  1943,  so  tha 
as  amended,  the  resolution  shall  read :  . 

"Resolved,  that  the  Board  of  Standards  and  Appeal- 
does  hereby  make  a  variation  in  the  application  of  the  us< 
use  district  regulations  of  the  zoning  resolution  and  tha 
the  application  be  and  it  hereby  is  granted  under  sectioi 
7-c  thereof,  on  condition  that  the  extension  propose! 
shall  not  be  greater  than  that  indicated  on  plans  nle< 
with  this  application  and  shall  in  all  other  respects  com 
ply  with  all  laws,  rules  and  regulations  applicable  thereto 
that  the  sprinkler  system  shall  be  continued  throughou 

this  extension.  . 

Resolved  further,  that  in  the  event  the  owner  desire 
to  reduce  the  height  of  the  two-story  brick  building  no\ 
existing  at  1 1  Montauk  avenue  to  one  story,  such  may  b 
done,  provided  the  front  wall  is  reconstructed  or  refm 
shed  to  harmonize  with  the  adjoining  portions  of  tm 

...  ..  r  1 1  i  j1.  -  f 4-  ttto! 
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building  on  the  same  street  front;  that  the  front  wall  o 
the  one-story  metal  building  shown  on  Key  Plan  as  W 
1  and  No.  11  may  be  removed  as  well  as.  the  cyclonj 
fence  along  the  building  line  and  replaced  with  a  lZ-mc 
brick  walk  harmonizing  with  the  other  buildings;  tni 
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such  wall  shall  be  approximately  18  feet  in  height  with 
an  opening  fitted  with  sliding  gates  as  indicated  on  re¬ 
vised  plans  marked  ‘Received  May  18,  1943  ’ 

Resolved,  further,  that  such  space  'shall  be  used  only 
as  an  off  street  loading  space,  as  indicated  on  plans  filed 
with  the  Board  on  May  18,  1943,  and  may  be  roofed 
over,  provided  the  sprinkler  system  is  continued  into 
SJ.C  l.  space ;  that  no  additional  signs  shall  be  erected  or 

V/Pa?nir,a"d  !hat  a"y  siOns  add<-'d  to  the  building  since 
May  10,  1941  ' shall  be  removed.” 


and 


since  July  25,  1916,  this  Department  is  in  no  position  to 
grant  *  certificate  of  occupancy  for  such  use  based 
upon  affidavits  by  individuals  claiming  such  existence 
and  use  prior  to  1916.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

247-44-A 

APPLICANT— Henry  G.  Harrington,  for  Star  Metal 
I  roducts  Co.,  owner  (Baltic  Metal  Products  Co 
lessee). 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

‘PREMISES  AFFECTED — 366-388  Butler  street,  south 
side,  218  ft.  4  in.  east  of  4th  avenue  (Block  943 

L  ^  Lot  17),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Henry  G.  Harrington  and  Frederick 

j  E.  Zane. 

ACTION  OP  BOARD — Appeal  withdrawn,  applicant  to 
re-submit  corrected  plans  to  the  Fire  and  Building 
Departments. 

HE  VOTE  TO  WITHDRAW— 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  .  4 

Negative :  .  g 


-44-A 

yLLLI CANT— Halford  Realty  Corporation,  owner. 

'UfiJ  FL  1  Appeal  from  decisions  of  the  acting  borough 
superintendent. 

•\  REMISES  AF'FECTED — 440  West  240th  street,  south- 
east  corner  of  Greystone  avenue  to  Dash  place 

^PPE  ARANCP^S 14E’  LOt  2°^’  Borough  of  The  Bronx. 

For  Applicant :  Percival  Corn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
,  ^  ing  and  Buildings. 

•CTION  OF  BOARD — Laid  over  to  November  14,  1944  at 
^L,  for  decision;  pending  the  filing  of  a 
building  zone  application. 

HE  RESOLUTION  (5-44-A) 

.WiHEfnE^S’  Halford  Realty  Corporation,  owner,  filed  Janu- 
;  i  1944  an  appeal  from  decisions  of  the  borough  super- 
■  tendent,  affecting  premises  440  West  240th  street,  south- 

I  Cirey,stone  avenue  to  Dash  place  (Block  3414E, 

)t  20),  Borough  of  The  Bronx and 

hereas,  the  decision  of  the  borough  superintendent, 
‘ted  September  1,  1943,  reads: 

,  ^n.  rePLv  to  your  letter  of  August  30,  in  reference  to 
I  the  above  premises  in  which  you  ask  whether  this  De- 
partment  will  accept  certain  affidavits  presented  by  you, 
alleging  the  existence  and  use  of  wooden  and  metal 
garages  located  on  the  premises  since  prior  to  July  25 
1916  please  be  advised  as  follows: 

Our  records  fail  to  show  approval  of  any  structures 
on  this  property  other  than  extension  built  to  a  frame 
stable  under  Alt.  Applic.  1340-1895. 

Whereas  these  premises  are  located  in  a  residence 
district  where  the  storage  of  automobiles  other  than 
those  stored  as  an  appurtenance  to  dwellings  is  unlaw¬ 
ful  under  Article  2,  Section  3,  Zone  Resolution,  and 
:  inasmuch  as  no  approval  or  permit  has  been  issued  for 
the  five  (5)  car  metal  garage,  and  inasmuch  as  no  ap¬ 
proval  or  permit  has  been  issued  for  the  change  in  use 
ot  the  frame  stable  to  a  garage  neither  prior  to,  or 
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,i^ViHrwAi’  llfn  (|nC.i|10n  t]ie  borough  superintendent, 
dated  October  19,  1943,  reads : 

\ours  of  October  14,  requesting  reconsideration  of 
our  ruling  of  September  1,  1943,  has  been  received.  In 
rep  y  to  your  letter  of  August  30,  in  reference  to  the 
above  premises  in  which  you  asked  whether  this  De¬ 
partment  will  accept  certain  affidavits  presented  by  you 
alleging  the  existence  and  use  of  wooden  and  metal 
garages  located  on  the  premises  since  prior  to  July  25 
1916,  we  advised  you  as  follows: 

Our  recoids  fail  to  show  approval  of  any  structures 
on  this  property  other  than  an  extension  built  to  a 
frame  stable  under  Alt.  Applic.  1340-1895. 

As  these  are  located  in  a  residence  district  where  the 
storage  of  automobiles,  other  than  those  stored  as  an 
appurtenance  to  dwellings  is  unlawful  under  Article  2 
Section  3,  Zone  Resolution,  and  there  are  no  records  on 
hie  in  this  Department  of  any  approval  or  permit  for 
l  ie  erection  of  the  five  (5)  car  metal  garage,  nor  for 
the  change  in  use  of  the  frame  stable  to  a  garage 
either  prior  to  or  since  July  25,  1916,  this  Department 
is  in  no  position  to  issue  a  certificate  of  occupancy  for 
sue  i  use,  based  upon  affidavits  by  individuals  claiming 
such  existence  and  use  prior  to  1916.  Your  request  for 
reconsideration  is  denied.” 

and 

daJJdHD“«mbehre  1  .^mfreads '>0r0l'gh  Sl">erin'“d“<. 

‘Receipt  is  acknowledged  of  your  communication  of 
November  26,  in  which  you  advise  us  that  you  are 
about  to  make  an  appeal  to  the  Board  of  Standards  and 
AppeaU  for  an  interpretation  of  Article  2,  Section  6 
ot  the  Zoning  Resolution  in  relation  to  your  application 
tor  a  certificate  of  Occupancy  for  garages  for  more 
t  lan  five  cars,  located  at  the  subject  premises. 

As  you  were  previously  informed,  the  records  of  this 
Department  show  only  that  an  approval  was  issued  for 

?0nncXtecSlon  t,°  a  frame  stable  under  Alt.  Applic.  1340- 
1895.  Since  there  are  no  records  on  file  that  any  ap¬ 
proval  or  permit  was  ever  issued  for  the  erection  of  a 
five  car  metal  garage,  or  for  the  change  in  use  of  the 
rame  stable  to  a  garage  at  the  above  premises,  the 
affidavits  submitted  by  you,  which  purport  to  prove  that 
t  lese  structures  existed,  and  were  used  as  garages  prior 
to  July  Zo,  1916,  cannot  serve  as  a  basis  for  issuing  a 
certificate  of  occupancy  under  the  authority  of  Article 
2,  Section  6  of  the  zoning  resolution.  The  storage  of 
automobiles  in  a  residence  district,  other  than  as  ac¬ 
cessory  to  dwellings  is  prohibited  under  Article  2  Sec- 
tion  3  of  the  Zoning  Resolution,  and  your  application 
a  id  °r  a  certlficate  of  occupancy  is,  therefore,  again  denied. ” 

Whereas  the  decision  of  the  fire  commissioner  dated 
March  17,  1942,  reads: 

Before  a  permit  may  be  issued  for  vou  to  conduct 
a  non-storage  garage,  the  following  must  be  done : 

1.  Procure  a  certificate  of  occupancy  from  Depart¬ 
ment  of  Housing  and  Buildings.” 

and 

A/r^T,RRF;^s>  tbe  decision  of  the  fire  commissioner  dated 
May  27,  1942,  reads  : 

“With  regard  to  Order  30201-LC  affecting  premises 
noted  above,  kindly  be  informed  that  the  physical  lay¬ 
out  of  these  premises  in  relation  to  the  surrounding 
area  indicates  that  the  address  240th  Street  100  ft.  West 
Dash  Place,  Bronx,  more  accurately  designates  the 
correct  location  than  the  address  heretofore  used 
namely  N.  W.  Cor.  of  238th  St.  &  Waldo  Ave  and’ 
that  in  the  issuance  of  this  order  no  error  has  been 
made. 
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and 


The  record  of  the  Department  of  Housing  and  Build¬ 
ings  shows  that  the  maintenance  of  the  garage  to  which 
order  #30201-LC  relates,  is  contrary  to  the  provisions 
of  the  Building  Zone  Resolution  as  the  premises  m 
question  are  located  in  a  residence  use  district. 

You  are  therefore  hereby  advised  to 
1  Either  procure  the  approval  of  the  Depaitment 
of  Housing  and  Buildings  to  continue  the  maintenance 
of  the  garage  (five)  on  those  premises  or  this  depar 
ment  will  have  nO;>  alternative  other  than  to  revoke 
the  existing  permit.” 


Whereas,  the  applicant  states  that  the  building  is  1  story 
(12  ft.  and  14  ft.  10'  in.  jin  height,  34  ft.  by  56  ft.  8  in.  and 
45  ft.  by  18  ft.  in  area,  of  class  4  and  class  5  construction, 
located  in  a  residence  use,  B  area  district  and  allegedly 
erected  about  1915  and  used  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  and  ,  .  ,  .  ,,  • 

Whereas,  the  owner  was  convicted  and  fined  in  Magis¬ 
trates’  Court  July  29,  1943,  for  violation  of  Section  C19-64 
of  the  Administrative  Code  and  again  convicted  and  fined 
on  November  10,  1943  on  the  same  charge,  and 

Whereas,  the  applicant  states  that  this  is >  an  application 
for  an  interpretation  of  Article  11,  Section  6  of  the  zoning 
resolution  to  determine  how  existing  usage  on  July  28,  IV  0 
is  to  be  established  in  a  case  where  the  records  of  the 
Department  of  Housing  and  Buildings  do  not  disclose  the 
date  when  an  existing  usage  started ;  and 

Whereas,  the  applicant  contends  that  there  are  two  struc¬ 
tures  involved,  a  frame  building  and  a  metal  one;  that  the 
frame  building  is  divided  into  compartments  to  hold  one,  and 
in  some  cases  two  automobiles ;  that  its.  maximum  capacity 
is  ten  cars;  that  the  metal  structure  is  divided  into  five  com¬ 
partments  for  one  car  each,  the  total  capacity  is  five  cars; 
that  the  present  owner  has  owned  this  property  since  Augus 
1931 ;  that  during  all  this  period  and  prior  thereto,  these 
structures  were  continuously  used  to  store  automobiles,  and 
are  so  used  today;  that  during  this  period,  and  up  to  Decem¬ 
ber  10  1942,  when  the  last  permit  expired,  a  permit  has  been 
issued  by  the  Division  of  Combustibles ;  that  the  Department 
of  Housing  and  Buildings  stated  that  the  only  record  it  could 
find  was  an  alteration  to  a  stable  in  1895,  identified  as  the 
frame  structure  involved  in  this  appeal ;  that  as  the  owner 
had  hearsay  knowledge  that  these  structures  were  in  exis¬ 
tence  and  use  prior  to  the  enactment  of  the  zoning  resolution, 
the  D'epartment  asked  that  affidavits  of  three  individuals  be 
filed  with  it  to  that  effect;  that  after  such  affidavits  were 
filed,  the  Department  required  the  owner  to  file  applications 
for  certificates  of  occupancy  for  the  two  structures,  and 
thereafter  asked  it  to  file  plans;  that  such  plans  were  filed ; 
that  subsequently  the  Department  asked  that  revised  and 
more  detailed  affidavits  be  presented;  that  revised  affidavits 
were  then  filed;  that  the  Department  decided  not  to  issue 
certificates  of  occupancy  on  this  basis  as  per  its  letter  of 
October  19,  1943;  that  no  question  was  raised  by  the  De¬ 
partment  as  to  the  veracity  of  the  individuals  who  made  the 
affidavits;  that  the  affidavits  were  duly  verified  by  the  De¬ 
partment,  and  slips  attached  to  them  to  that  effect ;  that  the 
original  intention  of  the  Department  to  consider  affidavits 
indicates  its  awareness  of  the  fact  that  its  records  are  not 
infallible,  as  does  also  the  fact  that  a  record  was  found  of  an 
alteration  to  the  frame  structure  in  1895,  but  no  record  was 
found  of  the  original  plan  of  this  structure ;  that  in  this  par¬ 
ticular  section  of  the  Bronx,  street  names  have  been  changed, 
and  in  older  records,  measurements  were  referred  to  more 
distant  streets  because  nearer  ones  were  not  in  existence  at 
that  time ;  that  earlier  plans  may  have  been  filed  under  other 
street  names,  and  therefore  not  locatable;  that  Article  11, 
Section  6  of  the  zoning  resolution  states :  Any  use  existing 
in  any  building  or  premises  on  July  25,  1916  and  not  con¬ 
forming  to  the  regulations  of  the  use  district,  in  which  it  is 
maintained,  may  be  continued  therein.” ;  that  it  does  not  say 
how  this  existing  use  is  to  be  established;  that  there  is  at 
the  present  time  an  existing  use,  is  conceded,  and. the  records 
of  the  Department  of  Housing  and  Buildings  either  do,  or 
do  not,  show  when  that  use  originated;  that  if  they  do  not 


show  when  that  usage  started,  an  owner  should  be  permitted 
to  establish  this  usage  by  other  means ;  that  in  view  of  this 
long  continued  usage  by  the  present  ownership,  and  the 
affidavits  of  individuals  alleging  this  usage  prior  to  1916, 
there  is  the  possibility  of  errors  and  omissions  in  the  records 
of  the  Department ;  that  the  fact  of  no  records  of  the  De¬ 
partment  disprove  this  existence  and  usage  prior  to  1916,  that 
the  records  of  the  Department  show  that  the  frame  structure 
was  in  existence  prior  to  1895,  yet  all  that  time,  to  the  present 
date,  there  is  no  record  in  the  Department  of  a  violation 
because  of  its  use  to  store  automobiles  and  the  fact  that  the 
Fire  Department  has  continuously  issued  a  permit,  in  view 
of  all  these  facts  and  circumstances,  the  Board  is  requested 
to  interpret  Article  11,  Section  6,  of  the  zoning  resolution, 
so  as  to  permit  affidavits  to  be  accepted  to  establish  existent 
usage  in  this  particular  case;  and 

Whereas,  a  report  of  a  committee  of  the  Board  was  read 
at  this  hearing,  which  report  reads  as  follows : 


REPORT  OF  COMMITTEE. 


September  12,  1944. 

Re:  Cal.  5-1944-A 

Premises  440  West  240th  Street, 

S  E.  Cor.  Greystone  Ave.,  Bronx. 

(Block  3414E,  Lot  20).  ,  ,  _ 

This  is  an  appeal  from  the  refusal  of  the  Borough 
Superintendent  to  issue  a  Certificate  of  Occupancy  for 
a  frame  building,  formerly  a  stable,  as  a  garage  for 
seven  cars,  a  metal  garage  for  five  cars  and  parking  and 
storage  of  more  than  five  motor  vehicles.  The  plot  is 
irregular  in  shape,  located  on  the  south  side  of  West 
240th  Street,  running  through  to  Dash  Place  on  the  east 
and  Greystone  Avenue  on  the  west  and  approximate!} 
three-quarters  of  an  acre  in  area.  The  two  buildings 
in  question  are  the  only  ones  on  the  lot.  The  barn  was 
erected  many  years  ago  and  was  occupied  as  a  stable 
and  carriage  house  by  the  former  owner,  Elizabeth  E 
Hutchins,  as  part  of  a  fifteen-acre  estate.  This  stable: 
was  remodelled  under  Plan  No.  1340  of  1895,  which  is 
the  only  record  in  the  files  of  the  Department  of  Hous¬ 
ing  and  Buildings.  Upon  inspection,  this  building  ap¬ 
pears  to  exist  about  as  shown  on  the  plans  then  filed, 
except  that  several  sets  of  garage  doors  have  beeir 
constructed,  for  which  no  plan  was  apparently  filed 
The  other  building  is  the  usual  type,  of  metal  garage: 
with  five  individual  car  spaces  and  which  was  apparenth 
erected  without  a  permit. 

The  present  owner,  who  acquired  the  property  ir 
1931,  is  attempting  to  establish  the  garage  use  as  exist 
ing  prior  to  the  adoption  of  the  Zoning  Resolution  11 
1916,  and  relies  on  the  provisions  of  Section  6  of  tht 
Zoning  Resolution,  which  would  permit  continuance  o 
a  lawful  garage  use,  if  such  lawful  use  can  be  cl  earl}  I 
established  as  having  existed  prior  to  July  25  191t> 
Affidavits  have  been  furnished  to  the  Borough  Supei 
intendent  which  he  has  found  unacceptable  as  proo 
of  such  prior  lawful  use.  The  Committee  has  examine: 
these,  particularly  the  affidavits  of  Michael  1  roj 
Abraham  Klein,  Isaac  Postman  and  A.  S.  Robert? 
who  claim  knowledge  of  the  premises  prior  to  19it 
Undoubtedly  they  may  be  correct  that  there  were  auto 
mobiles  in  the  stable  prior  to  1916  but  nothing  is  offered 
to  show  that  cars  were  stored  for  hire  prior  to  T 
In  the  absence  of  such  proof,  the  buildings  cannot  nov 
be  occupied  lawfully  as  a  business  use  as  garages,  to 
storing  cars  for  hire.  The  premises  were  placed  m  : 
residential  use  zone  in  1916  and  have  been  continued  in 
residential  area.  The  continuation  of  a  former  use  a 
accessory  to  a  dwelling  could  be  continued  as  long  a 
there  was  a  dwelling  on  the  lot  to  which  the  stable  wa 
accessory  but  this  would  not  carry  with  it  the.  right  t 
change  a  residential  accessory  use  to  a  business  us 
such  "as  is  now  being  unlawfully  carried  on. 

Reference  is  made  to  certain  permits  issued  by  tn 
Fire  Department.  It  appears  to  be  a  fact  that  a  Pe™ 
was  issued  for  the  five-car  metal  garage  in  1930  by  tt 
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Fire  Department— Permit  #255828,  a  copy  of  which 
r»n7t0Trr  3612.11  consolidated  with  Folder  #11S.- 
do8.07  Dus  was  issued  to  Lars  0.  Jonasson,  who  made 
a  notation  on  his  application  reading:  “There  is  also 
a  one-story  frame  building  used  by  applicant  for  the 
storage  oi  Ins  own  autos’’.  Jonasson  made  this  applica¬ 
tion  to  the  Fire  Department  for  a  permit  after  receiv¬ 
ing  a  violation  for  not  having  a  permit.  While  there  is 
a  notation  that  a  Certificate  of  Occupancy  should  be 
obtained  from  the  Bureau  of  Buildings,  none  appears 
to  have  been  obtained  and  the  Building  Department 
was  apparently  not  notified  of  the  violation  of  the  zon¬ 
ing  requirements.  Thereafter,  the  property  was  ac¬ 
quired  by  the  present  owners,  Halford  Realty  Corpora- 

Mnt'l  mi-,  thCt  P‘re,  DePartment  issued  yearly  permits 
until  1942,  when  the  owner  was  notified  to  furnish  a 
copy  ol  a  Certificate  of  Occupancy  (Violation  30201- 
LC,  March  1/,  1942).  At  this  time  the  question  was 
raised  by  the  Fire  Department  Inspector  as  to  a  possible 
confusion  between  the  five-car  metal  garage— a  permit 

irvin  W11j  h?d  been  oriS,nally  issued  to  Jonasson  in 
1930— and  a  five-car  garage  building  which  was  erected 
b\  Jonasson  of  hollow  tile  on  the  adjoining  lot  1  and 
winch  was  approved  as  an  accessory  garage  to  his 
dwelling  by  the  Building  Department  under  Slip  Ap¬ 
plication  1258  of  1932.  Due  to  the  insufficient  descrip¬ 
tion  of  the  premises  and  confusion  as  to  owners  it  is 
apparent  that  the  Fire  Department  missed  the  new 
Jonasson  garage  entirely  until  1942,  when  for  the  first 
time  a  permit  was  issued — #97532,  which  was  continued 
under  Permit  #150378,  expiring  September  3,  1944. 

The  Fire  Department  has  now  assigned  the  following 
folder  numbers  and  addresses: 

Jonasson  garage—  Rear  of  3801  Waldo  Avenue  N  W 
Cor.  Waldo  Ave.  and  W.  248th  St. 

Folder  No.  589  K.K.3801.07. 

Halford  Realty  Co.  frame  stable — Dash  Place  50  ft 
south  of  West  240th  St. 

Folder  ll.S.370-07. 

Halford  Realty  Co.  5  metal  garages— West  240th 
Street,  100  ft.  west  of  Dash  Place 
Folder  ll.S.358-07. 

The  Fire  Department  has  properly  refused  to  issue 
any  permits  for  the  Halford  Stable  and  metal  garages 
until  the  question  of  the  lawful  use  is  determined  and 
a  Certificate  of  Occupancy  issued.  A  lawful  use  is 
determinable  by  the  Department  of  Housing  and  Build¬ 
ings  and  the  Fire  Department  should  obtain  informa¬ 
tion  as  to  the  lawful  use  from  the  Department  of 
Housing  and  Buildings  before  issuing  a  license  Of 

1930Se’  tHlS  pr°Cedure  should  have  been  followed  in 

After  study  of  all  the  available  records  of  the  De¬ 
partment  of  Housing  and  Buildings  and  the  Fire  De¬ 
partment  and  consultation  with  the  adjoining  owner 
Lars  Jonasson,  and  Edward  Hisney,  3006  Arlington 
Avenue,  who  resided  nearby  for  many  years,  it  is" the 
Committees  conclusion  that  the  frame  stable  was  al¬ 
tered  without  plans  being  filed  around  1918  and  at  the 
time  that  the  property  was  owned  by  Lars  Jonasson  and 
tne  live-car  metal  garages  were  erected  around  1929  by 
Lars  Jonasson  without  plans  being  approved.  The  rec¬ 
ord  of  the  Fire  Department  indicates  that  the  five  car 
metal  garage  was  first  used  in  1930. 

Any  use  of  the  stable  for  private  cars  as  an  accessory 
to  a  private  residence  prior  to  1916  or  later  would  not 
justify  continuation  as  a  public  garage  for  which  storage 
tees  are  charged. 

The  owner  has  the  remedy  of  applying  to  this  Board 
parkfn  ^use^  vanance  to  Permit  a  public  garage  and 

The  Committee  recommends  that  the  decision  of  the 


denied^1  Superintendent  be  affirmed  and  the  appeal 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 


and 


BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM 
JOHN  E.  GUNN, 

Committee. 


h,uMr  the  ?pim°n  of  the  Board  that  this  appeal 
wfihndf°ferl°  November  14>  1944  at  10  A.  M,  for  decision 
without  further  argument.  Owner  has  agreed  to  file  an 

application  tor  a  zoning  variance  before  November  14,  1944. 
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^PPEICANT— Carl  J.  Johnson,  adjoining  owner. 

StWm FrT°FA  PR,';1VfISES  :  Carolina  Montagnon. 

Appeal  from  a  decision  of  the  borough  super- 

Altni479  44C  Revocation  of  approval  of  plans  re 

PREMISES  AFFECTED  201-203  St.  Marks  avenue, 
north  side  125  ft.  west  of  Vanderbilt  avenue  (Block 

APPEARANCES— )*  gH  °f  Br0°k,ya 

For  Applicant:  None. 

For  Opposition :  Maurice  Freiman,  Arnold  W 
Lederer  and  Leo  J.  Marx. 

For  Administration :  Benjamin  Saltzman  and  Fred 
ArTTOM  n?afeo?fP  *  of  H°usmg  and  Buildings. 

THE  VOTE  TO  mSMISS-1  diSmiSSed' 

Affirmative :  Chairman  Murdock,  Commis¬ 

sioners  Savage  and  Blum  and  Deputy  Chief 

Gunn  .  a 

Negative :  . ’ "  . .  q 

THE  RESOLUTION  (403-44-A) 

m^^EREAS’  Carl  J-  Johnson,  adjoining  owner,  Carolina 

d!cis  nn  nf  TT’  u  Jime  28’  1944>  an  appeal  from  a 
201  203  St  M C  ,borou^h  superintendent,  affecting  premises 
AJ  1-0)3  St.  Marks  avenue,  north  side,  125  ft  west  of  Van- 
derbdt  avenue  (Block  1144,  Lot  64),  Borough  of  Brooklyn  ; 

daSdHjSeS2Lhie94?C;i°ds:0f  ‘he  b°r0,,gh 

“Th.is  will  acknowledge  receipt  of  your  letter  of  June 
19th,  in  which  you  state  that  Alt.  1479/44  for  the  above 
location  should  have  been  denied,  rather  than  approved, 
because  the  means  of  egress  to  be  provided  in  the  build¬ 
ing  are  inadequate. 

I  have  reviewed  this  application,  and  find  that  the 
exits  to  be  provided  are  adequate  and  acceptable  under 
authority  of  Section  C26-276.0  of  the  Administrative 

HiV  LdrVg  FC°de'  /T  req“est  for  the  reconsideration  of 
and  1 16  acceptance  tbese  exits  is  therefore  denied.” 

v  Jf  ™^s’  the  applicant  states  the  building  is  two  stories 
(30  ft.)  in  height;  50  ft.  by  131  ft.  in  area;  of  Class  3  con 
struct, on;  erected  1912;  located  in  a  residence  use  B  ™ 
district  and  used  and  occupied  since  1913  as  follows  •  cellar 

garaLTo?  li?  ^  gfage  f°r  m,ore  than  5  cars 2nd  floor,’ 
garage  for  more  than  5  cars,  with  a  total  occunanrv  nf  ? 

persons ;  that  the  building  is  equipped  with  one  interior  wood 
stairs  with  fire  retarded  enclosure,  equipped  with  fireproof 
self-closing  doors  and  leading  directly  to  the  street  one  fire 
escape  at  the  front,  counterbalanced  stairs  to  the  street  -  and 
.,  ^  ffiEjEA.S’  the  applicant  contends  that  the  architect  in  filing- 
the :  affidavit  accompanying  Alteration  Applic.  1479-44  sub 
mitted  a  sworn  statement  that  Samuel  F.  Moore  was  the 

Vho”  m  "k  fCe  ;c!hjf  tbis  statement  is  not  correct  and  the  plans 
should  be  refiled  accompanied  by  an  affidavit  stating  the 

MnSCr  ,na?ue  °f  the  ownff  or  the  relationship  of  Samud 
Moore  to  the  property;  that  the  Plan  Examiner,  who  S 
ally  examined  the  plan,  submitted  an  objection  that  exits 
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from  first  and  second  floors  are  inadequate— provide  exits 
complying  with  the  Building  Code ;  that  the  plans  do  not  in¬ 
dicate  that  there  were  any  changes  made  after  this  objection 
was  issued ;  that  the  architect,  however,  did  make  an  applica¬ 
tion  for  reconsideration,  which  examination  was  considered 
by  a  different  plan  examiner  who  concluded  that  the :  exi 
were  acceptable,  as  an  improvement  to  existing  inadequate 
exit  facilities;  that  the  new  fire-retarded  stair  hall  at  the 
front  is  an  improvement  over  the  former  winding  wooden 
stairs;  that  the  remaining  conditions  are  superfluous ;  and L  1  - 
adequate ;  that  the  same  danger  exists  to  any  one  trapped  by 
fire  at  the  rear  of  both  floors,  as  existed  prior  to  approval  of 
Alteration  Applic.  1479-44;  that  the  proposed  exit  facilities 
are  not  an  improvement  over  exiting  inadequate  ex: it  f; ac 
ties,  as  stated  by  the  plan  examiner  ;  that  from  1913 i  to .  date 
the  building  has  had  adequate  exit  faci hties  from  the  rear  of 
the  first  floor,  which  do  not  exist  on  the  plans  as  approved , 
that  the  Code  requires  exits  to  be  remote  from  one  another 
and  not  farther  than  100  ft.  from  any  part  of  the  floor  area 
they  serve ;  that  the  existing  gasoline  storage  tanks  and  pump 
are  located  directly  below  the  space  to  be  used  foi ‘the  fire- 
retarded  stairway  along  the  westerly  wall  near  the  f. ron  , 
that  for  the  safety  of  persons  trapped  by  fire  or  explosions 
in  the  rear  of  first  or  second  floors,  the  owner  should  be  re¬ 
quired  to  construct  a  fire-retarded  stair  enclosure  m  the  rear, 
leading  from  first  to  second  floor,  connecting  to  a  properly 
constructed  fire  passageway  leading  to  street;  and 

Whereas,  in  response  to  an  objection  from  this  office, 
the  applicant  has  filed  the  last  owner’s  card  from  the  Regis¬ 
ter  of  the  City  of  New  York,  County  of  Queens,  stating 
that  Caroline  Bohn,  112  Park  place,  is  the  owner  of  the 

premises  in  question;  and  , .  , 

Whereas,  Caroline  Bohn  and  Carolina  Montagnon  ha  e 
been  duly  notified  of  the  public  hearing  on  this  appeal ;  and 
Whereas,  the  applicant  was  not  present  at  the  adjourned 
hearing  on  September  12,  1944  as  advertised  but  the  hearing 
was  continued  to  give  an  opportunity  to  the  prospective 
owner  to  be  heard  and  also  to  the  Chief  Inspector  of  the 
Department  of  Housing  &  Buildmgs  to  explain  the  Depart¬ 
ment’s  interpretation  of  sections  C26-276.0  and  C26-W7.0 
of  the  Administrative  Building  Code ;  and 

Whereas,  while  in  the  opinion  of  the  Board  the  inter 
pretation  of  the  sections  was  correct,  the  Board  determined 
that  the  appeal  would  be  dismissed  rather  than  denied  in 
view  of  the  applicant  not  being  present.  _ 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 

419-44-A 

APPLICANT— Howard  H.  Snyder,  for  Lansing  Financial 
Corporation,  owner  (Acme-Ward  Storage  Ware¬ 
house,  Inc.,  lessee). 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent.  ^  . 

PREMISES  AFFECTED — 234-240  East  54th  street  south 
side,  100  ft.  west  of  Second  avenue  (Block  132/, 
Lot  29),  Borough  of  Manhattan. 

APPEARANCES—  _  , 

For  Applicant :  Howard  H.  Snyder.  , 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  ^  „ 

Affirmative :  Chairman  Murdock,  Commis 

sioners  Savage  and  Blum  and  Deputy  Chief 

Gunn  .  4 

Negative:  u 

THE  RESOLUTION  (419-44-A)  .  . 

Whereas,  Howard  H.  Snyder,  for  Lansing  Financial 
Corporation,  owner  (Acme-Ward  Storage  Warehouse,  Inc., 
lessee)  filed  Tuly  5,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  234-240  East 
54th  street,  south  side,  100  ft.  west  of  Second  avenue  (Block 
1327,  Lot  29),  Borough  of  Manhattan;  and 
Whereas  the  decision  of  the  borough  superintendent, 
dated  May  ’l0,  1944,  on  Alt.  Applic.  498-44,  reads : 


“1.  Provide  two  means  of  exit  fr01FTV:ry  |t°°r  t0 
street  as  per  Sec.  6.1.2.2.2  and  Sec.  6.1.2.2.3  B.C. 

2  All  required  stairways  should  lead  in  a  continuous 
enclosure  from  roof  to  street  as  per  Sec.  6.4.1.11  BA, 

3.  All  stairways  should  be  enclosed  m  3  hr.  fireproof 
partitions  and  all  doors  opening  on  stairways  should  be 
13/  hr  f.p.s.c.  as  per  Sec.  6.4.1.8.1  B.C. 

4.  ‘All  stairways  should  be  44  in.  wide,  minimum  as 

per  Sec.  6.4. 1.1  B.C.  .... 

5  Application  for  permission  to  reuse  the  building  as 
a 'public  garage  after  the  proposed  occupancy  for 
storage  purposes  for  the,  duration  and  six  months  there¬ 
after,  is  not  acceptable.” 

^Whereas,  the  applicant  states  that  the  building  is  3 
stories  (38  ft.)  in  height;  100  ft.  by  100  ft.  in  area  at 
floor  ■  100  ft.  by  90  ft.  in  area  at  typical  floor,  ot  Class  t 
construction ;  erected  1924;  located  in  a  business  use,  B 
area  district  and  used  since  1925  as  follows :  cellar,  boiler 
room  -  1st  2nd,  and  3rd  floors,  public  garage  for  more  than 
5  cars’;  that  the  building  is  equipped  with  two  interior  stairs 
endosed  in  4  in.  terra  cotta  blocks,  equipped  with  fireproof, 
self-closing  doors,  one  of  which  extends  to  the  roof  and  is 
45  in.  wide  and  the  other  is  39  in.  wide;  and , 

Whereas,  Certificate  of  Occupancy  10469,  issued  Decem¬ 
ber  30  1925,  permits  the  present  use ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to  u 
the  building  for  storage  for  the  duration  and  for  six  months 
thereafter;  that  it  is  requested  the, Board  Permit  its  use  for 
a  temporary  period  for  storage,  without  complying  with  the 
objections  issued  by  the  borough  superintendent  as  the 
proposed  use  is  conforming  and  is  temporary ,  that  the  occi 
pancy  will  not  be  increased;  that  the  stairs  as  now  con¬ 
structed,  are  adequate;  that  in  addition  to  such  stairs,  there 
is  a  ramp  from  the  first  floor  to  the  second  floor  and  a  door 
at  third  floor  leading  to  the  rear  roof ;  that  the  approved  me 
of  the  building  is  for  garage  and  the  proposed  temporary 

use  is  not  more  hazardous;  and  ,  ...  r 

Whereas,  the  premises  was  inspected  by  a  committee  ot 

^R^solved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  498-44,  objections  1  to  5,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  proposed  storage  use  shall 
continue  only  until  April,  1945  ;  that  m  all  other  respects  the 
resolution  adopted  by  the  Board  under  Cal  621-24-BZ  as 
amended  this  dav,  shall  be  complied  with,;  that  the  existing 
exits  shall  be  maintained;  that  proper  aisles  to  such  exits 
shall  be  maintained  on  all  floors ;  that  a  permitted  floor  load 
of  120  lbs.  per  square  foot  shall  be  posted  on  all  floors  ami 
the  building  at  no  time  shall  exceed  such  loading;  that  any 
crating  or  uncrating  shall  be  carried  on  on  the  first  oor 
only  that  no  structural  alterations  ,  shall  be  made  to  the 
building ;  that  upon  termination  of  this  temporary  permit  tor 
the  storage  use,  the  building  may  be  restored  touse  as  a 
public  garage,  as  permitted  under  Certificate  of  Occupancy 
10469-25,  provided  that  in  all  other  respects,  the  building  at 
the  time  of  such  restoration  to  garage  use  complies  with  all 
laws,  rules  and  regulations  applicable  thereto. 


Adjourned:  11  :30  A.M. 


Joseph  J.  Doyle,  Chief  Clerk 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  SEPTEMBER  12,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  am 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

478-44-A 

APPLICANT — Wuest  and  Bailey,  for  Andrea  Radio  Corpc 
ration,  lessee  (Stuard  Hirschman,  owner). 
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SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 


b  REMISES  APFECI  ED — 43-20  34th  street,  west  side,  200 
ft.  north  of  Queens  boulevard  (2nd,  3rd  and  4th 
floors)  ;  (Block  243,  Lot  35),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Carl  Wuest  and  Henry  Rotoundi. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative .  0 

THE  RESOLUTION  (478-44-A) 

Whereas,  Wuest  and  Bailey,  for  Andrea  Radio  Corp., 
lessee  (Stuard  Hirschman,  owner),  filed  August  11,  1944,  an 
appeal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  43-20  34th  street,  west  side,  200  ft.  north  of 
Queens  boulevard  (2nd,  3rd  and  4th  floors)  ;  (Block  243,  Lot 
35),  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent,  dated 
July  12,  1944,  on  Misc.  Applic.  2483-44,  reads: 

“L  Request  for  use  of  panic  bolts  on  required  exit 
doors  is  contrary  to  Sec.  272,  Para.  3  of  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  four  sto¬ 
nes  (49  ft.  8  in.)  in  height;  180  ft.  by  90  ft.  in  area;  of 
,j  Class  1  construction ;  erected  1923  ;  located  in  an  unrestricted 
use,  B  area  district  and  used  since  1923  for  the  manufacture 
of  radio  equipment  on  the  1st,  2nd,  3rd  and  4th  stories  and 
for  storage  in  the  cellar  with  an  occupancy  of  no  persons  in 
the  cellar,  135  persons  each  on  the  1st,  2nd  and  3rd  stories, 
and  70  persons  on  the  4th  story;  that  no  change  in  use  or 
occupancy  is  proposed  and  that  the  building  is  equipped  with 
a  two  source  approved  sprinkler  system,  two  3  ft.  8  in.  fire¬ 
proof  stairs  from  the  roof  to  the  street;  and 

Whereas,  Certificate  of  Occupancy  1182,  issued  Tune  27, 
1930,  permits  the  use  of  the  building  on  the  1st,  2nd,  3rd  and 
4th  stories  as  factory  with  no  stated  number  of  permitted 
i  occupants ;  and 

Whereas,  the  applicant  contends  that  it  is  important  for 
the  security  and  protection  of  this  war  plant  that  intruders 
are  kept  out  of  the  premises;  that  the  U.  S.  Army  Second 
Service  Command  insists  upon  the  form  of  protection  pro¬ 
posed  ;  that  the  panic  bolts  installed  will  be  removed  as  soon 
as  the  emergency  is  over ;  and 

Whereas,  the  recommendation  of  the  Plant  Security  Offi¬ 
cer  of  the  U.  S.  Army,  dated  May  5,  1943,  filed  by  the  appli¬ 
cant,  recommends  the  installation  of  panic  bolts  on  shop  area 
exit  door  on  third  floor,  on  door  on  third  floor  northerly  end 
and  on  two  doors  on  2nd  floor,  northerly  and  southerly  end, 
all  opening  on  stairways. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  moke  a  variation  in  the  requirements  of  the  Labor  Law 
as  cited  in  a  decision  of  the  borough  superintendent,  acting 
on  Misc.  Applic.  2483-44,  Objection  1,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  no  panic  bolts 
shall  be  installed  on  any  doors  leading  to  stairs  except  on  the 
doors  on  the  two  stairways  on  the  southerly  and  northerly 
side  of  the  34th  street  side  of  the  building  on  the  2nd,  3rd  and 
4th  floors,  as  indicated  on  plans  filed  with  this  appeal  marked 
“Received  August  11,  1944”;  that  such  panic  bolts  shall  be  of 
approved  type;  that  at  each  door,  a  push  button  bell  shall  be 
installed,  so  as  to  give  notice  of  any  one  desiring  to  enter ; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
"omply  with  all  laws,  rules  and  regulations  annlicable  thereto ; 
that  certificate  of  occupancy  No.  1182  shall  be  corrected  so  as 
to  give  the  number  of  occupants  permitted  on  each  floor ;  that 
this  variance  shall  continue  only  during  the  term  of  the  pres¬ 
ent  emergency  and  for  not  more  than  six  (6)  months 
(V  thereafter. 


486-44-A 

APPLICANT — Sidney  Daub,  for  Anatco  Corporation, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 529  West  46th  street,  north 
side,  400  ft.  west  of  10th  avenue  (Block  1075,  Lot 
15),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Housing 
and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  o 

THE  RESOLUTION  (486-44-A) 

Whereas,  Sidney  Daub,  for  Anatco  Corporation,  owner, 
filed  August  10,  1944,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises  529  West  46th  street 
north  side,  400  ft.  west  of  10th  avenue  (Block  1075,  Lot  15)’ 
Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
July  28,  1944,  on  Alt.  Applic.  887-44,  reads: 

“1.  Building  should  comply  with  Sec.  270  of  Labor 
Law,  as  a  building  erected  after  October  1,  1913.  Note 
building  proposed  to  be  extended  on  two  sides.” 

and 

Whereas,  the  applicant  states  the  building  is  3  stories  (35 
ft.)  in  height;  50  ft.  by  67  ft.  in  area;  of  Class  3  construc¬ 
tion;  erected  1892;  located  in  an  unrestricted  use,  B  area  dis¬ 
trict  and  used  since  1892  as  follows:  cellar,  storage,  no  per¬ 
sons;  1st  floor,  storage  and  2  car  garage,  6  persons;  2nd 
floor,  offices,  8  persons;  3rd  floor,  factory,  16  persons;  and 
proposed  to  be  used  and  occupied  as  follows :  cellar,  same ; 
1st  floor,  same;  2nd  floor,  offices,  12  persons;  3rd  floor,  fac¬ 
tory,  16  persons;  that  the  building  is  equipped  with  one  3  ft. 
wide  wood  stairs  from  the  roof  bulkhead  directly  to  the 
street,  enclosed  with  fire  retarded  partitions  equipped  with 
fireproof  self-closing  doors  and  one  fire  escape  on  the  easterly 
wall  near  the  rear  extending  to  the  roof  by  60  degree  stairs 
and  to  the  yard  by  60  degree  fixed  stairs ;  that  egress  from 
the  termination  of  the  fire  escape  is  by  fireproof  passageway 
to  the  street  and  that  the  window  and  door  openings  along 
the  course  of  the  fire  escape  are  fireproof,  self-closing;  and 
Whereas,  the  applicant  states  that  it  is  proposed  to  extend 
the  building  at  the  rear  and  side,  as  indicated  on  plans  filed 
with  this  appeal ;  and 

Whereas,  the  applicant  contends  that  the  building  is  small 
in  area  and  is  occupied  by  the  owner  for  the  storage  of  tile 
and  cement  and  the  mixing  of  composition  floors,  except  for 
the  portion  of  the  2nd  floor,  which  is  used  for  office  and  the 
1st  floor  for  storage  of  2  cars ;  that  the  occupancy  will  be 
increased  by  4  persons  on  the  2nd  floor,  to  allow  for  an  in¬ 
crease  of  office  help;  that  there  will  be  no  increase  in  occu¬ 
pancy  on  the  3rd  floor;  that  exits  consist  of  a  fire  retarded 
stair  at  front  and  a  60  degree  fire  escape  from  the  roof  to  the 
yard,  protected  with  automatic  self-closing  fireproof  win¬ 
dows  on  the  course  thereof ;  that  there  is  an  existing  36  in. 
iron  stair  from  the  rear  extension  to  the  ground ;  that  it  is 
proposed  to  provide  a  60  degree  fire  escape  stair  from  the 
new  third  story  to  the  present  36  in.  wide  extension  stair  to 
the  ground ;  that  there  is  an  existing  3  ft.  wide  fireproof  pas¬ 
sageway  from  the  side  yard  to  the  street,  as  egress  from  the 
termination  of  the  fire  escape ;  it  is  requested  that  the  Board 
accept  the  exit  facilities  as  proposed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  act¬ 
ing  on  Alt.  Applic.  887-44,  Objection  1,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  not  be  increased  further  in  height  or  area  other  than  as 
indicated  on  plans  filed  with  this  appeal  marked  “Received 
August  10,  1944”;  that  the  number  of  occupants  on  each  floor 
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shall  not  exceed  that  lawfully  permitted  for  the  primary 
means  of  exit;  that  the  interior  court  shall  be  paved  and 
drained  in  accordance  with  requirements,  and  kept  free  at 
all  times,  and  no  material  stored  therein ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


488-44-A 

APPLICANT— Radbill  Oil  Co.,  for  Samuel  Radbill,  Flor¬ 
ence  Radbill  and  Ruth  Gloria  Radbill,  partners. 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner  re  Packaging  of  inflammable  mixture  known 
as  “Renuzit”  in  five  gallon  steel  drums  (capacity  of 
steel  drums  not  in  conformity  with  Administrative 
Code  requirements). 

APPEARANCES— 

For  Applicant:  Joseph  M.  Simmons. 

For  Administration:  Insp.  Meyer,  Fire  Dept. 
ACTION  OF  BOARDS — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (488-44-A) 

Whereas,  Radbill  Oil  Company,  owner,  filed  August  12, 
1944,  an  appeal  from  a  decision  of  the  fire  commissioner,  re¬ 
lating  to  the  packaging  of  “Renuzit”  Dry  Cleaning  Compound, 
a  combustible  mixture  for  domestic  household  use  in  metal 
containers,  having  a  capacity  in  excess  of  2  gallons ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated  July 
20,  1944  (Folder  No.  22-243),  reads: 

“In  reply  to  your  letter  of  Tulv  14,  1944,  vou  are  herebv 
advised  that  Section  C19-62.0,  B  of  the  Administrative 
Code  prohibits  the  packaging  of  combustible  mixtures 
for  domestic  or  household  use  in  metal  containers  ex¬ 
ceeding  two  gallon  metal  cans  and,  therefore,  your  re¬ 
quest  for  permission  to  use  five  gallon  drums  is  hereby 
denied. 

You  have  the  right  to  appeal  from  this  denial  to  the 
Board  of  Standards  &  Appeals.” 

and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
market  “Renuzit  French  Dry  Cleaner”  in  5  gallon  drums  in 
the  City  of  New  York  ;  that  the  material  has  a  flash  point  of 
107  deg.  F.  and  is  used  by  the  housewife  for  dry  cleaning  in 
the  home ;  that  because  of  war  conditions,  professional  clean¬ 
ers  have  been  having  difficulty  obtaining  sufficient  help  to 
take  care  of  their  normal  business ;  that  in  marketing  “Re¬ 
nuzit  French  Dry  Cleaner”  in  5  gallon  metal  drums,  an  oppor¬ 
tunity  will  be  given  to  the  housewife  to  do  her  own  dry 
cleaning  in  the  home,  thus  helping  the  war  effort;  that  if  the 
product  was  not  on  the  market,  the  public  would  be  inclined 
to  use  highlv  inflammable  products  for  dry  cleaning,  with 
the  result  that  a  great  manv  explosions  and  fires  would  re¬ 
sult  ;  that  due  to  war  restrictions  on  containers  for  packaging 
Renuzit  Dry  Cleaner,  considerable  difficulty  has  been  experi¬ 
enced  in  obtaining  a  sufficient  supply  to  take  care  of  increased 
demands ;  that  at  the  present  time,  Renuzit  is  packaged  in 
1  gallon  Duraglas  jugs  and  2  gallon  metal  cans;  that  the 
available  supply  of  these  containers  is  not  sufficient  to  take 
care  of  the  demand;  that  the  manufacturer  has  been  able  to 
obtain  a  considerable  supply  of  24  gauge  heavy  weight  5  gal¬ 
lon  steel  drums,  which  could  be  used  for  packing  and  selling 
Renuzit  Dry  Cleaner ;  that  this  container  is  not  the  ordinary 
thin  tin  plate  can.  but  is  a  heavy  weight,  all  steel  sturdy  drum 
as  indicated  on  drawings  filed  with  this  appeal ;  and, 

Whereas,  the  Board  deemed  that  there  was  no  basis  for 
varying  the  lawful  requirements  as  to  size  of  containers ; 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
Tuly  20,  1944,  be  and  it  hereby  is  a  ffirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


499-44-A 

APPLICANT— Max  Horn,  for  Briar  Realty  Corporation, 
owner,  (Winkies,  Inc.,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 147-28  to  147-36  Jamaica  ave¬ 
nue,  south  side,  from  147th  place  to  148th  street, 
92-09  147th  place  and  92-10  148th  street  (Block 
9995,  Lot  1),  Tamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Max  Horn  and  Rubin  Cooperstein. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (499-44-A) 

Whereas,  Max  Horn,  for  Briar  Realty  Corporation, 
owner  (Winkies,  Inc.,  lessee),  filed  August  21,  1944,  an  ap¬ 
peal  from  a  decision  of  the  borough  superintendent,  affecting 
premises  147-28  to  147-46  Jamaica  avenue,  south  side,  be¬ 
tween  147th  place  and  148th  street,  92-10  148th  street  and 
92-09  147th  place  (Block  9995,  Lot  1),  Jamaica,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  16,  1944  on  Alt.  Applic.  1572-43  reads : 

“1.  Stairway  enclosures  for  factory  use  are  contrary 
to  Section  270  Labor  Law  as  follows : 

a.  enclosure  not  shown  of  fireproof  construction. 

b.  line  of  travel  to  stairway  exceeds  100  ft. 

c.  Exits  not  remote  for  factory  occupancy 

2.  Stairways  of  insufficient  width  to  accommodate 
120  persons.  Section  278  Labor  Law. 

3.  Proposed  live  load  of  75  lbs.  per  sq.  ft.  for  factory 
use  is  contrary  to  Section  7.3.2. 3  Bldg.  Code  Section 
C26-345.0  Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(26  ft.)  in  height,  125.33  ft.  by  107.27  ft.  and  86.45  ft.  in  area, 
of  class  3  construction,  erected  in  1927,  located  in  a  business 
use,  A  area  district  and  used  and  occupied  as  follows  :  cellar — 
bowling  alleys  and  bar — 150  persons;  1st  floor — stores — 50 
persons  ;  2nd  floor — factory  and  offices — 75  persons,  and  pro¬ 
posed  to  be  used  and  occupied  as  follows:  cellar — same;  1st 
floor— same;  2nd  floor — manufacturing  ladies’  wear — 120 
persons;  and 

Whereas,  the  applicant  contends  as  to  objection  1(a),  that 
the  stair  enclosures  are  not  fireproof,  but  conform  substan¬ 
tially  to  interdepartment  memo  dated  March  7,  1944  for  the 
interpretation  of  Section  270  of  the  Labor  Law,  which  per¬ 
mits  a  one  hour  stair  enclosure  for  class  3  buildings  less  than 
40  ft.  and  4  stories  in  height ;  that  the  enclosures  do  not  com¬ 
ply  with  the  memorandum  in  that  they  are  equipped  with 
wood  studs  covered  with  metal  lath  and  about  1 f/s  in.  of 
gypsum  plaster ;  that  the  Board  is  requested  to  permit  these 
enclosures  to  remain,  as  it  would  involve  an  undue  hardship 
to  demolish  these  partitions  and  rebuild  them  with  incom¬ 
bustible  studs  or  framing;  that  there  is  a  2  in.  standpipe  and 
hose  line  in  the  hall  at  the  top  of  the  Jamaica  avenue  stair¬ 
way  ;  that  all  stairs  are  of  steel  construction  with  marble 
treads ;  that  the  Jamaica  avenue  stairway  is  5  ft.  2  in.  wide 
and  the  other  stairway  is  3  ft.  10  in.  wide;  and 

Whereas,  the  applicant  contends  as  to  objection  1(b),  that 
the  line  of  travel  for  the  factory  portion  where  cutting  tables 
are  located  is  not  over  60  ft.  to  either  stairway ;  that  from  the 
factory  portion  where  sewing  machines  are  located,  the  line 
of  travel  is  not  over  60  ft.  to  the  Jamaica  avenue  stairway 
and  not  over  80  ft.  from  the  more  remote  door  of  this  en¬ 
closure  to  the  Tamaica  avenue  stairway  and  about  125  ft.  to 
the  other  stairway;  that  the  distances  from  the  two  doors  on 
the  stock  room  are  about  60  ft.  to  the  Jamaica  avenue  stair¬ 
way  and  about  98  ft.  to  the  other  stairway ;  that  this  space  is 
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a  vsepai  ate  unit  enclosed  with  partitions  of  wood  studs,  metal 
lath  and  gypsum  plaster  and  has  an  occupancy  of  16  persons ; 
that  in  an  emergency,  it  would  be  a  simple  matter  to  cross 
over  the  roof  of  the  court  through  the  windows ;  that  the 
applicant  contends  as  to  objection  lc,  that  since  the  spaces  are 
separated  by  metal  lath  and  plaster  partitions  and  an  emer¬ 
gency  crossover  is  possible  over  the  court  roof,  it  is  requested 
that  the  Board  consider  that  both  stairways  are  adequately 
remote;  as  to  objection  2,  the  applicant  contends  that  by  a 
strict  interpretation  of  section  278  of  the  Labor  Law,  "the 
stairways  would  be  inadequate  for  120  persons;  that  the  Ta- 
maica  avenue  stairway  would  be  adequate  for  48  persons,  ex¬ 
cept  that  it  is  short  4  in.  in  width;  that  the  other  stairway 
which  is  46  in.  in  width,  2  in.  in  excess,  could  be  accepted  for 
32  persons  and  thus  both  stairways  would  give  an  allowable 
occupancy  of  80  persons  combined  ;  that  additional  occupancy 
credit  for  stairs  and  stairhall  with  vestibule  could  be  made  to 
allow  an  additional  53  persons,  thus  making  a  total  of  133 
persons ;  that  in  view  of  the  fact  that  the  second  floor  is  only 
12  ft.  above  grade,  that  one  of  the  stairs  has  a  2  in.  hose  line 
and  that  the  court  roof  serves  as  a  further  emergency  cross¬ 
over,  it  is  requested  that  the  Board  accept  the  conditions  and 
the  occupancy  as  proposed;  as  to  objection  3,  the  applicant 
contends  that  the  liveload  of  75  lbs.  is  more  than  adequate  for 
the  type  of  manufacturing  proposed,  where  the  machines  are 
light  and  where  there  is  very  little  vibration  and  that  a  large 
area  of  the  floor  will  be  covered  by  stock  and  cutting  tables 
which  do  not  exceed  a  load  of  40  lbs.  per  sq.  ft. ;  and 
Whereas,  upon  inspection  by  a  committee  of  the  Board, 
the  second  story  was  found  already  occupied  for  factory 
purposes. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor  Law 
as  cited  in  a  decision  of  the  borough  superintendent,  acting  on 
Alt.  Applic.  1572-43,  and  that  the  application  be  and  it  hereby 
is  qranted  as  to  Objection  la  on  condition  that  the  existing 
enclosures  shall  be  equipped  with  fireproof  doors  swinging  in 
the  direction  of  exit,  as  indicated  on  plans  filed  with  this  ap¬ 
peal  marked  “Received  September  6,  1944;”  and  denied  as  to 
Objections  lb  and  lc,  and  that  a  new  stair  complying  with 
the  requirements  shall  be  constructed  within  the  building  or 
on  the  southerly  wall  thereof,  leading  to  148th  street;  as  to 
Objection  2,  that  the  number  of  persons  engaged  on  the  2nd 
floor  shall  not  exceed  the  lawful  permitted  capacity  of  the 
two  existing  stairs  and  the  new  stair  herein  required ;  as  to 
Objection  3,  that  the  approved  load  of  75  lbs.  per  sq.  ft.  shall 
be  posted  throughout  the  2nd  floor,  and  the  type  of  factory 
work  shall  be  such  as  to  not  require  a  load  exceeding  75  lbs., 
and  the  floor  shall  at  no  time  be  overloaded  beyond  that 
amount ;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto,  including  the  maintenance  of  standpipe  and  hose. 

500-44-A 

APPLICANT — John  C.  Wandell,  for  David  Smith  Co., 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 214-248  46th  street,  south  side, 
100  ft.  east  of  2nd  avenue  (Block  754,  Lots  12,  14^ 

17  and  22),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  John  C.  Wandell. 

For  Administration :  Fred  Dahlem,  Dep’t  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  0 

THE  RESOLUTION  (500-44-A) 

Whereas,  John  C.  Wandell,  for  David  Smith  Steel  Com¬ 
pany  Incorporated,  owner,  filed  August  23,  1944.  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting- 
premises  214-248  46th  street  south  side.  100  ft.  east  of  2nd 
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avenue  (Block  754,  Lots  12,  14,  17  and  22),  Borough  of 
Brooklyn;  and 

i  ^  hereas,  the  decision  of  the  borough  superintendent 
dated  August  15,  1944,  on  amendment  to  N.  B  Applic  45-43' 
reads : 

1.  A  building  rated  as  Class  5  construction  is  re¬ 
quired  by  Sec.  C26-254,  Par.  “f”,  of  the  Building  Code  to 
be  at  least  4  ft.  from  any  lot  line. 

I  he  table  of  C26-254  limits  the  height  of  such  a  build¬ 
ing  to  30  ft.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  300  ft.  by  100  ft.  2  in.  in  area;  located  in  an  un- 
restricted  use,  A  area  district,  upon  which  there  exists  a  series 
of  buildings  one  and  two  stories  ( 18,  28  and  38  ft.)  in  height  ; 
of  mixed  construction,  used  as  a  steel  warehouse  on  the  1st 
floor  and  offices  on  the  2nd  floor ;  and 
W hereas,  the  applicant  states  that  it  is  proposed  to  erect  a 
one  story  extension  to  the  present  buildings  in  order  to  enclose 
and  protect  from  the  weather,  the  existing  crane  which  ex¬ 
tends  from  the  building  line  on  the  southerly  side  of  46th 
street  to  the  rear  lot  line ;  and 
Whereas,  the  applicant  contends  that  Building  #4,  located 
on  the  westerly  side  of  the  proposed  extension  is  one  story 
high  with  concrete  block  walls,  steel  roof  girders  and  wood 
roof  construction  and  that  it  is  proposed  to  extend  the  height 
of  the  easterly  wall  of  this  building  24  ft.  to  the  top  of  the 
paranet.  using  steel  framework,  covered  outside  with  corru¬ 
gated  iron ;  that  Building  # 2  located  on  the  west  of  the  pro¬ 
posed  extension  is  2  stories  high  with  brick  walls,  steel  floor 
and  roof  girders,  wood  construction  with  concrete  floor  at  2nd 
floor  level  and  wood  roof  construction  ;  that  it  is  proposed  to 
extend  the  height  of  the  westerly  wall  of  the  building  9  ft.  10 
in  to  the  top  of  parapet,  using  steel  framework  covered  out¬ 
side  with  corrugated  iron  ;  that  the  front  and  rear  of  this  ex¬ 
tension  will  be  enclosed  with  steel  frame-work,  covered 
outside  with  corrugated  iron,  and  provided  with  windows 
and  door  as  indicated  on  drawings  filed  with  this  appeal ; 
that  it  is  not  proposed  to  make  any  change  in  the  roof  sup¬ 
ports  except  in  front  and  rear,  where  it  is  proposed  to  install 
steel  columns  and  girders  in  place  of  brick  walls;  that  all 
adjoining  buildings  are  non-fireproof  construction;  that  the 
owner  is  engaged  in  supplying  steel  building  materials,  a  large 
percentage  of  which  is  employed  in  war  work. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  45-43,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  qranted  on 
condition  that  in  all  other  respects,  the  building  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  that 
this  variance  shall  continue  only  so  long  as  the  building  is 
occupied  for  the  storage  of  steel  as  proposed. 


525-44-A 

APPLICANT  Harry  P.  Jaenike,  for  235  East  56th  Street 
Corp.,  owner. 

SUBBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 239-245  East  56th  Street,  north 
side,  100  ft.  west  of  2nd  avenue,  (Block  1330,  Lot 
17),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  P.  Jaenike. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  n 


Kr. SOLUTION  (525-44-A) 

Whereas,  Harry  P.  Jaenike,  for  235  East  56th  Street  Cor¬ 
poration,  owner,  filed  September  7,  1944,  an  appeal  from  a 

oln'ofc11  thrS  ,borough  superintendent,  affecting  premises 
239-245  East  56th  street,  north  side,  100  ft.  west  of  Second 
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avenue  (Block  1330,  Lot  17),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  16,  1944  on  amendment  to  Alt.  Applic.  1067- 
44,  reads : 

“2.  Repeat.  Building  extended  under  Alt.  215o  of 
1917  should  comply  with  Sec.  270  of  Labor  Law. 

(a)  Repeat.  From  every  floor  there  should  be  two 
exits  remote  from  each  other,  one  of  which  on  every 
floor  above  the  ground  floor,  should  be  an  interior  en¬ 
closed  fireproof  stairway  or  an  exterior  enclosed  fire¬ 
proof  stairway  and  the  other  such  a  stairway  or  a 
horizontal  exit. 

(b)  Doors  opening  on  stairway  should  have  a  mini¬ 
mum  width  of  44  in.  and  should  swing  in  direction  of 
egress  and  should  not  block  passage  on  stair.” 

and 

Whereas,  the  applicant  states  the  building  is  4  stories  (50 
ft.)  in  height;  100  ft.  by  90  ft.  6  in.  in  area;  of  Class  1  con¬ 
struction  ;  erected  1881 ;  located  in  a  business  use,  B  area  dis¬ 
trict  and  used  as  a  storage  garage,  and  proposed  to  be  used 
and  occupied  as  follows:  1st  floor,  manufacturing  and  stor¬ 
age,  25  persons ;  2nd  floor,  same,  25  persons ;  3rd  floor,  same, 
25  persons;  4th  floor,  same,  25  persons;  not  over  25%  of  the 
floor  area  or  an  area  equal  to  the  area  of  the  lot  to  be  used 
for  manufacturing,  as  permitted  by  the  zoning  resolution; 
that  the  building  is  equipped  with  one  interior  44  in.  wide 
fireproof  stairs  from  the  roof  to  the  street,  and  one  exterior 
stairs,  44  in.  wide  at  rear,  leading  to  the  roof  and  with 
egress  to  the  street  through  fireproof  passage  at  mezzanine 
level  and  that  windows  and  doors  along  the  course  of  the 
fire  escape  are  fireproof  self-closing;  and 

Whereas,  Certificate  of  Occupancy  1025,  issued  on  Alt. 
Applic.  2155-17,  permits  the  use  of  the  building  throughout 
as  a  garage;  and 

Whereas,  the  applicant  contends  that  although  the  build¬ 
ing  was  erected  prior  to  1913,  it  was  altered  in  1917  to  ari 
extent  less  than  50%  of  the  cost  of  the  entire  structure;  it 
is  therefore  requested  that  the  Board  permit  acceptance  of 
exit  conditions,  based  on  a  building  erected  prior  to  1913; 
that  the  proposed  alteration  will  take  the  building  out  of  a 
non-conforming  use  to  a  conforming  use ;  that  the  existing 
doors  leading  to  thte  primary  means  of  egress  are  44  in.  wide, 
kalamein  construction  and  swing  in  the  direction  of  egress ; 
that  their  only  defect  is  that  the  clearance  between  the  doors 
and  newell  posts  is  36  in.  instead  of  44  in.,  as  required;  that 
the  occupancy  will  be  limited  to  the  capacity  of  the  primary 
means  of  egress. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1067-44,  Objection  2a,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that  the 
existing  enclosed  interior  and  the  existing  exterior  open  stair 
with  fireproof  passage  to  East  56th  street  shall  be  main¬ 
tained;  that  the  existing  doors  to  such  stairways  may  be 
maintained,  even  though  less  than  44  in.  in  width,  provided 
they  are  arranged  to  swing  in  the  direction  of  exit  and  so 
arranged  as  to  provide  a  clearance  of  not  less  than  38  in. ; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to;  that  a  new  certificate  of  occupancy  shall  be  obtained  for 
the  proposed  use,  superseding  the  former  use  as  a  garage 
as  permitted  under  Cal.  1211-17-BZ. 


736-41-A 

APPLICANT — H.  C.  Noble,  Inc.,  lessee,  for  Robert  Froeh- 
lich,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  borough  superintendent,  previously  granted  on 
condition .  for  a  term  of  one  (1)  year. 

PREMISES  AFFECTED — 74-33  Queens  boulevard,  north 
side,  24.41  ft.  west  of  76th  street  (Block  1529,  Lot 
6),  Elmhurst,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Ewing  C.  Noble. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  . . .  0 

THE  RESOLUTION  (736-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough  su¬ 
perintendent,  affecting  premises  74-33  Queens  boulevard, 
north  side,  24.41  ft.  west  of  76th  street  (Block  1529,  Lot  6), 
Elmhurst,  Borough  of  Queens,  was  granted  by  the  Board  on 
October  28,  1941,  on  certain  conditions,  permit  extended  on 
July  20,  1943,  and  the  applicant  requested  a  further  extension 
of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  28, 1941,  only  in  so  far 
as  it  has  reference  to  the  removal  of  the  building,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read  : 

“that  such  building  shall  be  entirely  removed  within 
one  (1)  year  from  the  date  of  this  amended  resolution.” 


379-42-S 

APPLICANT — American  Can  Company,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Variation  of  the  labor 
law,  as  cited  in  an  order  and  decision  of  the  bor¬ 
ough  superintendent  (previously  granted  on  condi¬ 
tion  in  acting  on  an  order  and  a  decision  of  the 
fire  commissioner). 

PREMISES  AFFECTED— 134-184  43rd  street  and  4302- 
4320  Second  avenue,  southwest  corner  (Block  726, 
Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  0 

THE  RESOLUTION  (379-42-S) 

Whereas,  this  application  from  an  order  and  a  decision  of 
the  fire  commissioner,  affecting  premises  134-184  43rd  street 
and  4302-4320  Second  avenue,  southwest  corner  (Block  726, 
Lot  1),  Borough  of  Brooklyn,  was  granted  by  the  Board  on 
May  12,  1942,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  based  on  a  decision  of  the  borough  superintendent, 
acting  on  B.  N.  475-44,  dated  Tuly  31,  1944.  which  reads: 

“4.  Comply  with  conditional  variations  of  the  Board 
of  Standards  and  Appeals,  Col.  379-42-S — that  panic 
bolts  shall  be  of  an  approved  type.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  12,  1942,  so  that  as 
amended,  the  resolution  shall  read : 

“Granted  on  condition  that  no  panic  bolts  shall  be  in¬ 
stalled  on  any  exit  doors  except  two  doors  leading  from 
the  stairways  at  grade  on  Second  avenue  and  two  en¬ 
trance  doors  to  the  first  story  at  grade  on  Second  avenue, 
one  door  leading  from  the  stairway  at  grade  on  43rd 
street  and  one  stairwav  opening  at  grade  to  the  platform 
at  the  southerly  side ;  that  such  panic  bolts  shall  be  of  an 
approved  type  or  if  not  of  an  approved  type,  shall  be  of 
the  Von  Duprin  and  P  &  F  Corbin  make  and  manufac¬ 
tured  of  bronze  metal  as  stated  in  a  letter  of  August  10, 
1944  filed  with  this  application  and  satisfactory  to  the 
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administrative  official  as  to  the  operating  condition ;  that 
it  panic  bolts  are  installed  on  any  other  doors,  such  doors 
shall  be  kept  openable  from  the  exterior  and  interior  dur¬ 
ing  all  working  hours ;  that  this  variance  shall  continue 
only  during’  the  term  of  the  present  war  emergency. ” 


336-43-A 

APPLICANT — Joseph  M.  Simmons,  for  Radbill  Oil  Com¬ 
pany,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit— re  Appeal  from  a  decision 
of  the  fire  commissioner  re  packaging  of  combustible 
mixture  known  as  “Renuzit”  in  1 -gallon  glass  jugs 
(capacity  of  glass  jugs  not  in  conformity  with  Ad¬ 
min.  Code  specifications). 

APPEARANCES— 

For  Applicant :  Joseph  M.  Simmons. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  q 

THE  RESOLUTION  (336-43-A) 

W  hereas,  this  appeal  from  a  decision  of  the  fire  commis¬ 
sioner,  re  packaging  of  combustible  mixture  known  as  “Re- 
nuzit’  in  one  gallon  glass  jugs  (capacity  of  same,  not  in 
conformity  with  the  Administrative  Code  Specifications) 
was  granted  by  the  Board  on  July  27,  1943,  on  certain  con¬ 
ditions  permit  extended  on  February  29,  1944  and  the  appli¬ 
cant  requested  a  further  extension  of  the  permit 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  July  27  1943  as 
amended  on  February  29,  1944,  only  so  far  as  it  has’ reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read  : 

“Granted  for  a  term  of  six  (6)  months  from  the  date 
amended  resolution,  to  permit  the  packaging  of 
Renuzit  in  glass  bottles  of  approximately  1  gallon  ca¬ 
pacity  as  manufactured  by  the  Owens-Illinois  Company 
subject  to  Certificate  of  Approval  No.  744,  issued  by  the 
fire  commissioner;  that  this  variance  is  granted  only 
for  a  temporary  term  of  six  months,  pending  the  action 
by  the  Board  on  application  to  be  filed  by  the  manufac¬ 
turers  of  the  bottles  for  general  approval ;  that  the 
labeling  shall  be  in  accordance  with  the  requirements  of 
the  Administrative  Code  therefor,  and  satisfactory  to 
the  fire  commissioner.” 


128-44-A 

APPLICANT— Home  Storage  and  Warehouse  Co.,  Inc 
,r  James  Ju,iano-  owner. 

oUr>jh,Ll  Application  for  consideration — reopening  and 
extension  of  time  to  demolish— re  Appeal  from  an 
order  and  decision  of  the  fire  commissioner,  previ- 
ously  granted  on  condition. 

PREMISES  AFFECTED— -250-254  17th  street,  south  side, 
/U  ft.  east  of  Fifth  avenue  (front  and  rear  build- 
]nSs)  ;  (Block  1873,  Lot  12),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

ArTTAM0rAnPpn^ant:  Paul  Brunn  and  William  Pepe. 

ACTION  OF  BOARD— Appeal  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative .  q 

THE  RESOLUTION  (128-44-A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of  the 

hre  commissioner,  affecting  premises  250-254  17th  street, 


?nS-S'?Ri7  ,ft'  east  of  FiftJ  avenue  (front  and  rear  build- 
mgs)  (Block  1873,  Lot  12),  Borough  of  Brooklyn,  was 

granted  by  the  Board  on  June  27,  1944,  on  certain  condi¬ 
tions  ;  and 

Whereas  the  applicant  requested  an  extension  of  time 
relative  to  the  removal  of  the  rear  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  27,  1944,  only  in  so  far 
as  it  has  reference  to  the  removal  of  the  rear  building,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

ci  nia|  t!lj  fra,ni?  building  in  the  rear  of  the  premises 
shall  be  demolished  and  removed  within  sixty  (60) 
days  from  the  date  of  this  amended  resolution  ” 


391-44-A 

APPLICANT— Earl  D.  Roberts,  for  Sixty  Wall  Tower 
Inc.,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
restoration  to  calendar — Re  appeal  from  an  order 
ot  the  fire  commissioner,  previously  dismissed  for 
lack  of  prosecution. 

PREMISES  AFFECTED— 56  Wall  street,  north  side,  194 
7  Udham  street  and  59-61  Pine  street 

APPEARANCES—^01  10)’  Borough  of  Manhattan. 

.  _  For  Applicant :  Earl  D.  Roberts. 

CTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  ‘  4 

Negative  .  *  ’  q 


469-44-A 

APPLICANT— Western  Electric  Co.,  Inc.,  lessee  for  395 

QTTi3TTTVmUdSA°n  St,reet  Corporation,  owner, 
o  U  if J  LC 1  Appeal  from  descisions  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 387-403  Hudson  street,  west 
side,  from  Clarkson  to  West  Houston  streets,  32-54 

S^°Vtreet’.  286-300  West  Houston  street  and 
585-601  Greenwich  street  (Block  600,  Lot  63)  Bor¬ 
ough  of  Manhattan 
APPEARANCES— 

For  Applicant :  George  F.  Knapp  and  Vincent  Mc¬ 
Lean. 

For  Administration :  Insp.  Meyer  and  Insp.  Maher 
Fire  Dep  t.  ’ 

ACTION  OF  BOARD— Laid  over  to  September  19,  1944 

r  Tv  „M-’  Pending  an  inspection  by  a  committee 
ot  the  Board. 


48 1-44- A 

APPLICANT— Franklin  S.  Wood,  for  Allan-Lowell  Realty 

<tTTRTE>£?rPA  OWnfr  ( Pressurelube,  Inc.,  sub-tenant).  ' 

5>  U  ksj  EC  1  —Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 633-637  West  134th  street 
north  side,  300  ft.  east  of  Riverside  drive  (2nd 
and  3rd  floors);  (Block  2001,  Lot  13),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Clarence  Fried. 

For  Administration :  Fred  Dah'lem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  3,  1944  at 
2  r.  M„  on  request  of  applicant’s  representative. 
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515-44-A 

APPLICANT— Western  Electric  Co.,  Inc.,  lessee,  for  395 
Hudson  Street  Corporation,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 387-403  Hudson  street,  west 
side  from  Clarkson  to  West  Houston  streets,  32-54 
Clarkson  street,  286-300  West  Houston  street  and 
585-601  Greenwich  street  (Block  600,  Lot  63), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  F.  Knapp  and  Vincent  Mc¬ 
Lean. 

For  Administration:  Insp.  Meyer  and  Insp.  Maher, 


ACTION  OF  BOARD— Laid  over  to  September  19,  1944 
at  2  P.  M.,  pending  an  inspection  by  a  committee 
of  the  Board. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

602-43-SA 

APPLICANT— D.  W.  Haering  and  Co.,  Inc.,  owner. 

SUBJECT— H-O-H  Model  B  Feeder  (proportioning  unit), 
approval  of. 

APEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  0 


ZONING  CASES 

725-24-BZ 

APPLICANT— Max  Siegel,  for  Marion  Confections  Corpo¬ 
ration,  owner. 

SUBJECT- — Application  for  consideration — reopening  and 
amendment  of  resolution — conversion  of  occupancy 
to  confectionery  factory — re  Application  (decision 
of  the  superintendent  of  buildings)  previously 
granted  on  condition,  permitting  in  a  business  use 
district  the  alteration  and  extension  of  a  garage  for 
the  storage  of  more  than  five  motor  vehicles  and 
repair  shop. 

PREMISES  AFFECTED— 321-343  West  54th  street,  north 
side,  275  ft.  east  of  Ninth  avenue  (Block  1045,  Lots 
12-15),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Max  Siegel. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  set  for  hearing  on  October  3,  1944  at 
10  A.  M. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn .  .  4 

Negative  .  0 


330-42-BZ 

APPLICANT — Eugene  de  Rosa,  for  Jeron  Company,  Inc., 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — previously  withdrawn — re 
Application  (decision  of  the  acting  borough  super¬ 
intendent)  to  permit  partly  in  business  and  partly 
in  residential  use  districts,  the  erection  and  mainte¬ 
nance  of  a  theatre  and  stores. 


PREMISES  AFFECTED— 95-42  to  95-48  Queens  boule¬ 
vard,  south  side,  130  ft.  west  of  63rd  Drive  and 
63-39  to  63-49  Saunders  street  (Block  3080,  Lots 
30  and  31)  Rego  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Gilbert  Lazarus  and  Eugene  de 

.Rosa-  ,  .  u 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  0 


262-32-BZ 

APPLICANT— Edward  J.  Walsh,  for  Mary  and  Edward 
T.  Walsh,  owners. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7f  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  for 
a  temporary  period. 

PREMISES  AFFECTED— Southwest  corner  of  Wyona 
avenue  and  Willowbrook  road  (Block  2099,  Lots 
29,  30  and  31),  Port  Richmond,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  Mary  Walsh. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  0 

THE  RESOLUTION  (262-32-BZ) 

Whereas,  the  application,  affecting  premises  southwest 
corner  of  Wyona  avenue  and  Willowbrook  road  (Block 
No.  2099,  Lot  Nos.  29,  30  and  31),  Port  Richmond  Bor¬ 
ough  of  Richmond,  was  granted  by  the  Board  September 
23,  1932,  for  a  temporary  period  of  two  years,  the  permit 
extended  October  23,  1934,  October  6,  1936,  September  13, 
1938,  September  17,  1940  and  September  15,  1942,  and  the 
•  owner  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  23,  1932  as 
amended  through  September  15,  1942,  only  in  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  section  7f  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  on  con¬ 
dition  *  * 


595-37-BZ 

APPLICANT — Arthur  W.  Renander,  for  Eleanor  Hedwig 
Arnold,  Sicko  Realty  Corporation  and  L.K.F. 
Realty  Company,  Incorporated,  owners  (Nunley 
Parking  Company,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  ;  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 170-15  to  170-21,  171-01  to  171- 
19,  172-01  to  172-25  and  173-05  to  173-13  Hillside 
avenue,  north  side,  56.51  ft.  west  of  Kingston  road 


■ 


(Bbdc  896  Lots  42  and  48;  Block  923,  Lots  1, 
APPEAR  A  X  CL  S  ^  ’  ^ama‘ca>  Borough  of  Queens. 

Lor  Applicant:  Arthur  W.  Renander 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative ;  Chairman  Murdock,  Commissioners 
Ravage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 

THE  RESOLUTION  (595-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
ot  two  years,  the  parking  and  storage  of  more  than  five 

mot°r  Y„cLes’  affect'nS  premises  170-15  to  170-21  171-01 
to  171-19,  172-01  to  172-25  and  173-05  to  173-13  Hillside 

8Q?1  T  of™/-?1  SZleD56-5!  Tst  of  Kingston  road  (Block- 
896,  Lots  42  and  48  and  Block  923,  Lots  1,  10,  14  and  17) 

Jamaica,  Borough  of  Queens,  was  granted  by  the  Board 
November  9  1938,  on  certain  conditions,  permit  extended 
September  10,  1940,  September  15,  1942,  and  the  applicant 
requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  9  1938  as 

amended  through  September  15,  1942,  only  in  so’  far'  as  it 
has  reference  to  the  term  of  the  permit,  so  that  as  amended, 
that  portion  ot  the  resolution  shall  read  : 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  per- 
m.t  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  *  *  *  (M  10790-40).” 


268-41-BZ 

,  APPLICANT— L.  A  Kiesewetter,  for  The  Texas  Corn¬ 
er  to  tu- /^ny’A  ess.ee;.  Mera  Wellerson,  owner. 

OUHJECI  Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district 
the  alteration  and  extension  of  an  existing  gasoline 
service  station. 

PREMISES  AFFECTED — 5801  Amboy  road,  northwest 

?*  foster  road  (Block  6896.  part  of  Lot 

ippl-ai  rcrc68  Bay,  Borough  of  Richmond. 

A  PIT.ARANCE  S — 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
i  ing  and  Buildings. 

CJ  ION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

\  THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
^av age  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ’’  q 

THE  RESOLUTION  (268-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  Zoning 
resolution,  permitting  in  a  business  use  district,  the  altera- 
ion  and  extension  of  an  existing  gasoline  service  station 
fleeting  premises  5801  Amboy  road,  northwest  corner  of 
ostcr  road  (B  ock  6896,  part  of  Lot  50),  Prince's  Boy 
orough  Of  Richmond,  was  granted  by  the  Board  on  Julie 
'<  Wl,  on  certain  conditions;  and 


Applicants,  under  the  building  zone  resolution,  are  entitled 
;  3  one  copy  of  Form  7NO. 

i  If  they  desire  additional  copies,  for  their  own  conven- 

•  nee  in  notifying  property  owners,  they  may  obtain  such 


Whereas,  on  June  23,  1942,  the  resolution  was  amended 
and  time  was  extended  to  obtain  permits  and  complete  the 

Whereas,  on  July  20,  1943,  a  further  extension  of  time 
was  granied  to  obtain  permits  and  complete  the  work  •  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

ffirro^fi0T* l/nJ9nhe10rf|0  Ut!0n-0f  June  17-  1941-  as  amended 
through  July  20  1943,  only  in  so  far  as  it  has  reference  to 

of  that  aS  amended'  ,his  P0r,i0n 

“that  in  view  of  the  statement  by  the  applicant  that  all 
permits  have  been  obtained  and  all  work  has  been  ap¬ 
proximately  75%  completed,  all  work  shall  be  completed 

resolution1^  1  year  fr°m  the  date  °f  this  ammd?d 


457-42-BZ 

SURIFrT^A~rigch  Church  of  Christ,  Scientist,  owner. 
SLHJiiEl  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zon- 
mg  resolution  permitting  in  a  residence  use  and 
also  45  area  djstrict,  the  erection  and  maintenance 
oi  a  budding  (church)  which  does  not  comply  with 

PRFMT<-;pc:reAn'n-i7r//1r/,ire^ntS  °f  the  zoning  resolution. 
PREMISES  AFFECTED— 103-107  East  77th  street,  north 

side,  100  ft.  east  of  Park  avenue  and  230  ft  west  of 
Lexington  avenue  (Block  1412,  Lots  5  to  7,  inclu- 
A  nnr  a  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Newton  M.  Gray  and  Vance  Stew¬ 
art. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N  egative  .  "  g 

THE  RESOLUTION  (457-42-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  and  also  a  B  area 
district  the  erection  and  maintenance  of  a  building  (church) 
which  does  not  comply  with  the  rear  yard  requirements  of 
the  zoning  resolution,  affecting  premises  103-107  East  77th 
street,  north  side,  100  ft.  east  of  Park  avenue  and  230  ft  west 
of  Lexington  avenue  (Block  1412,  Lots  5  to  7,  inclusive), 
SmhUgQ  fQ,^anhattan..was  granted  by  the  Board  on  Sep- 
tetur  9’  1942,  °n  certain  conditions ;  and 

compfeHfe  relIUeSted  a"  ext<:nsi°n  of  time  *° 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  9,  1942,  only  in  so 
,Vrf,af  !t  i  to  obtaining  permits  and  completion 

°ionhShXreadS°  ^  ^  amended>  this  P°rtion  of  the  resolu- 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution. 


Adjourned  :  3  :35  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents’ 
mad*  P°Stage  to  added  if  the  forms  are  forwarded  by 
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CASES  FILED  AND  PENDING  1943 


Filed  1943 
JANUARY 
Restored  . . . 


A 

20 

0 


BZ 

8 

7 


SA 


SM 


SR 


FEBRUARY  ... 

26 

5 

Restored  . 

2 

8 

MARCH  . 

38 

8 

Restored  . 

3 

5 

APRIL  . 

33 

5 

Restored  . 

0 

2 

MAY  . 

44 

4 

Restored  . 

7 

3 

JUNE  . 

41 

6 

Restored  . 

9 

5 

JULY  . 

28 

3 

Restored  . 

2 

4 

AUGUST  . 

22 

6 

Restored  . 

0 

0 

SEPTEMBER  .. 

26 

4 

Restored  . 

7 

3 

OCTOBER  . 

30 

3 

Restored  . 

3 

4 

NOVEMBER  ... 

43 

6 

Restored  . 

4 

4 

DECEMBER  ... 

44 

9 

Restored  . 

1 

2 

TOTAL  . 

433 

114 

PENDING 

Dec.  31,  1942.. 

136 

155 

GRAND  TOTAL 

569 

269 

DISPOSITION 

1943 

TANUARY  . 

27 

35 

FEBRUARY  ... 

27 

54 

MARCH  . 

26 

21 

APRIL  . 

39 

14 

MAY  . 

46 

15 

JUNE  . 

45 

13 

JULY  . 

126 

18 

AUGUST  . 

0 

0 

SEPTEMBER  .. 

28 

5 

OCTOBER  . 

33 

6 

NOVEMBER  . . . 

33 

9 

DECEMBER  ...  ' 

20 

18 

TOTAL  . 

450 

208 

PENDING 

Dec.  31,  1943.. 

119 

61 

9 

1 

6 

0 

1 

0 

0 

0 

8 

1 

3 

0 

2 

0 

1 

0 

12 

2 

2 

0 

0 

0 

0 

0 

8 

1 

8 

0 

0 

0 

2 

0 

7 

1 

3 

0 

1 

0 

1 

0 

15 

2 

5 

0 

1 

1 

3 

0 

13 

1 

7 

0 

0 

0 

0 

0 

7 

4 

2 

0 

0 

0 

0 

0 

9 

4 

2 

0 

4 

0 

0 

0 

13 

0 

4 

0 

2 

0 

2 

0 

2 

3 

4 

0 

1 

0 

0 

0 

0 

1 

6 

0 

2 

2 

0 

0 

117 

24 

'  61 

0 

26 

142 

235 

5 

143 

166 

296 

5 

8 

1 

7 

0 

8 

7 

4 

0 

2 

3 

8 

0 

7 

3 

11 

0 

12 

2 

5 

0 

16 

2 

5 

0 

35 

3 

4 

0 

0 

0 

0 

0 

6 

0 

3 

0 

8 

1 

5 

1 

14 

13 

5 

0 

7 

3' 

5 

0 

123 

38 

62 

1 

20 

128 

234 

4 

M’L 

T’L 

GR.  T’L 

77 

121 

0 

8 

129 

66 

109 

0 

13 

122 

95 

157 

0 

8 

165 

77 

132 

•  . 

0 

4 

136 

103 

162 

0 

12 

174 

113 

182 

.  . 

0 

19 

201 

67 

119 

.  . 

0 

6 

125 

0 

41 

.  . 

0 

0 

41 

91 

136 

0 

14 

150 

95 

145 

0 

11 

156 

97 

155 

0 

9 

164 

58 

118 

0 

7 

125 

939 

1688 

1688 

0 

699 

699 

939 

2387 

2387 

77 

155 

♦  • 

66 

166 

95 

155 

476 

77 

151 

103 

183 

113 

194 

528 

67 

253 

0 

0 

.  • 

91 

133 

386 

95 

149 

97 

171 

58 

111 

431 

939 

1821 

1821 

0 

566 

566 

Resolution. 

S — Application 

for  Variations 

pproval  of 

Materials.  SR- 

—Applications 

xle;  A Appeals  from  Administrative  Decisions.  BZ — Applications  under  Building  Zone 

Labor  Law.  S A— Applications  for  Aprroval  of  Appliances.  SM  Applications  for 

Adoption  of  Rules.  M’L — Miscellaneous  Docket. 
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699 

638 


DOCKET 

J 

Cases  pending  December  31,  1942 . 

Cases  filed  up  to  December  31,  1943 . 

Restored  to  Calendar .  HI 

Miscellaneous  Applications 

Requests  to  reopen  .  ^29 

Requests  to  amend  . 

Requests  to  rescind . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit .  173 

Requests  for  approval  of  plans .  ^ 


146 

69 


Total  . 

Disposed  of  . 

Cases  pending  December  31,  1943. 


Paid  to  City  Treasurer. 


128 

1 

102 


2387 

1821 

566 


DISPOSITION  OF  CASES 

Withdrawn  . 

Dismissed  . 

Denied  . .  AQ 

Granted  .  .  c 

Granted  •  on  condition  . . .  490 

Appliances  approved  . !!!!!!!!!'.'.!! .  26 

Appliances  dismissed,  disapproved  or  withdrawn  12 

Materials  approved .  * "  ^ 

Materials  dismissed,  disapproved  or  withdrawn...  24 

Rules  approved  . 

Miscellaneous  Actions 

Requests  to  reopen  granted  .  507 

Requests  to  reopen  denied  .  3 

Requests  to  amend  granted  . ’ "  *  *  |  ’  ’ '  ‘  ’  ’  ‘ '  j2g 

Requests  to  rescind  granted  .  ] .  j 

Requests  for  extension  of  time  granted .  \Q2 

Requests  for  extension  of  permit  granted  173 

Plans  approved  . • .  .  ^ 

Requests  withdrawn  or  dismissed .  \g 


Total 


1821 


MONEYS  RECEIVED 


SUBSCRIPTIONS 

To  BuHetin  .  $192.50 

Cash  bales .  ae.  01 


1st  QUARTER 


86.21 
$278.71 


2nd  QUARTER 
$200.00 
51.60 


3rd  QUARTER 
$117.50 
55.86 


4th  QUARTER 
$205.00 
60.77 


$251.60 


$173.36 


$265.77 


TOTAL 

$715.00 

254.44 

$969.44 


REVIEW  FROM  1916 


Cases 

Year 

Filed 

1916 

502 

1917 

2620 

1918 

1734 

1919 

1005 

1920 

793 

1921 

1720 

1 

1922 

1575 

1923 

1562 

1924 

1540 

1925 

1350 

1926 

1147 

1927 

1357 

1928 

988 

[ 

1929 

765 

1930 

760 

1931 

623 

1932 

631 

1933 

389 

1934 

368 

1935 

365 

1936 

393 

1937 

629 

j 

1938 

1230 

1939 

1552 

1940 

1235 

1941 

1116 

1942 

915 

1943 

638 

Total  29502 


Restored 

Total 

&  M’l 

to  Dis- 

Actions 

pose  of 

32 

534 

35 

2655 

160 

1894 

73 

1078 

114 

907 

176 

1896 

405 

1980 

308 

1870 

415 

1955 

335 

1685 

403 

1550 

-  575 

1932 

467 

1455 

508 

1273 

523 

1283 

645 

1268 

641 

1272 

648 

1037 

584 

952 

718 

1083 

683 

1076 

691 

1320 

720 

1950 

934 

2486 

1043 

2278 

1148 

2264 

1018 

1933 

1050 

1688 

15052 

44554 

Pending 

Previous 

With- 

Dis- 

Year 

drawn 

missed 

0 

39 

64 

136 

291 

154 

1232 

803 

666 

70 

105 

47 

90 

84 

100 

90 

102 

296 

389 

171 

195 

435 

149 

189 

627 

173 

194 

598 

140 

129 

743 

193 

85 

459 

168 

137 

669 

230 

107 

506 

177 

62 

392 

175 

38 

417 

103 

44 

344 

158 

22 

261 

54 

34 

212 

47 

51 

163 

40 

14 

176 

59 

18 

179 

43 

14 

326 

96 

19 

480 

121 

66 

713 

138 

33 

879 

122 

43 

922 

163 

59 

699 

146 

69 

12207 

4290 

2949 

Disposed  of  as  follows : 


Cases 

Granted, 

M’l 

Total 

Denied 

etc. 

Actions 

Cases 

59 

204 

32 

398 

241 

838 

35 

1559 

418 

1009 

160 

3056 

271 

594 

41 

1058 

233 

457 

33 

907 

337 

827 

35 

1597 

262 

1025 

281 

1934 

193 

928 

219 

1678 

290 

1003 

324 

1984 

203 

793 

275 

1540 

289 

864 

403 

1834 

261 

679 

477 

1722 

312 

585 

384 

1618 

190 

518 

440 

1387 

215 

379 

451 

1258 

184 

471 

539 

1341 

159 

492 

524 

1355 

144 

312 

542 

1086 

162 

248 

493 

1001 

122 

305 

589 

1070 

103 

330 

563 

1073 

120 

409 

587 

1173 

153 

910 

618 

1796 

244 

1010 

812 

2253 

200 

851 

890 

2112 

205 

852 

999 

2221 

275 

746 

913 

2156 

105 

562 

939 

1821 

5950 

18201 

12598 

43988 

Pending 
Dec.  31st 
136 
1232 
70 
90 
90 
389 
435 
627 
598 
743 
459 
669 
506 
392 
417 
344 
261 
212 
163 
176 
179 
326 
480 
713 
879 
922 
699 
566 
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JOSEPH  J.  DOYLE,  Chief  Clerk. 


HARRIS  H.  MURDOCK,  Chairman. 


RULES 


H5E^ER  ^lfi^NKD0RT^TND  pt^iT^U^CP^SEE^^^^ 

s  5SKS 

[Cal.  No.  294-40-SR] 


A  Pursuant  to  the  authority  vested  in  the  Board  °^}a^f^dSr 
and  Appeals  by  Section  666  paragraph  2 l  of the  Charter  of 
the  City  of  New  York  and  Section  C26-721  Ob  (12.2)  as 
amended  by  Local  Law  No.  170,  approved  November  14 
193?  and  Section  C19-161.1  Local  Law  No.  112,  approved 
July  18,  1939. 

*  ^These  requirements  apply  to  flameproof ed  combustible  ma¬ 
terials  used  for  decorative  or  other  purposes  within  special 

occupancy  structures  as  defined  in  Section  C26-715.0  UAl-U 
and  other  places  of  public  assembly  as  provided  in  Section 
C-19-161  0  which  was  amended  by  Local  Law  Wo. 

2  0  GENERAL  REQUIREMENTS 

It  shall  be  unlawful  for  any  person  to  use  any  decorations, 
drape,  curtain  or  scenery  used  for  artistic  enhancemen 
which  is  made  of  combustible  material  unless  painted  or 
saturated  with  a  non-combustible  material  or  liquid  or  other¬ 
wise  rendered  safe  against  fire  to  the  satisfaction  of  the 
Fire  Commissioner  and  in  accordance  with  the  requirements 
of  these  Rules,  in  any  building  of  a  public  character,  me  u 
ing  ahotd^  theatre,  restaurant,  public  hall  department  store 
and  a  building  used  or  intended  to  be  used  for  Purposes  o 
public  assembly,  amusement  or  instruction,  and  a  build  mg 
where  large  numbers  of  persons  congregate  (bee  bection 
C19-161.1)  except  as  exempted  in  Rule  7. 

After  flameproofing,  such  processing  as  ironing  sewing 
and  normal  handling  shall  have  no  detrimental  effects  on  the 

)r0atAPPROVALaorF  MATERIALS  AND  METHODS 
USED  IN  FLAMEPROOFING  TEXTILES,  ETC. 

3.1  No  materials  or  methods  for  flameproofing  com¬ 
bustible  materials  for  use  under  these  Rules  shall  be  used 
unless  approved  by  the  Board. 

4.0  FLAMEPROOFING  PROPERTIES. 

The  flameproof  ed  material,  when  subjected  to  the  test 
described  in  Rule  5.0,  shah  meet  the  following  requirements 

as  to  fire-retardant  properties. 

41  FLASHING— No  flashing  shall  occur  at  any 
time  on  the  length  of  the  test  specimen.  A  flashing  due 
to  fuzz  or  bad  edges  may  be  disregarded. 

4.2  DURATION  OF  FLAME— The  average  con¬ 
tinuation  of  flaming  shall  not  exceed  3  seconds. 

4  3  DURATION  OF  GLOW— The  average  continu¬ 
ation  of  glow  at  the  edge  of  the  charred  area  shall  not 
exceed  an  additional  twenty  seconds  after  the  cessation 
of  flaming.  Glow  confined  to  the  charred  area  may  be 
disregarded. 

5  0  TESTS 

'  Tests  for  each  specific  installation  of  originally  treated 
combustible  material,  or  any  re-tests  thereof,  shall  be  made 
bv  the  Fire  Commissioner,  or  in  a  laboratory  approved  by 
him,  in  accordance  with  the  requirements  of  these  Rules. 

5.1  SAMPLING  FOR  TEST  SPECIMENS- 
Samples  of  each  variety  of  material  and  for  every  kind 
of  treatment  shall  be  subject  to  separate  tests.  Samples 
shall  be  of  sufficient  size  to  furnish  test  specimens  pro¬ 
vided  for  in  Rule  5.2.  At  least  three  samples  shall  be 
furnished  for  every  500  square  feet  or  fraction  thereof. 

5  2  TEST  SPECIMENS— Specimens  for  test  shall 
be  2  in  wide  and  12*4  in.  long  and  shall  be  numbered 
on  one  end.  Test  specimens  shall  be  carefully  cut  from 
at  least  three  different  places  in  the  material  to  provide 
a  minimum  of  three  test  specimens  from  each  material 
for  testincr. 


5  3  CONDITIONING  OF  TEST  SPECIMENS- 
The  test  samples  or  test  specimens  shall  be  dried  for 
hours  in  a  room  of  average  temperature  of  70  t .,  with 

an  average  humidity  of  40%.  t 

5.4  TEST  FOR  PERMANENCE  OF  CHEMI- 
CALS — Test  specimens  shall  be  suspended  by  folding 
and  pinning  one-half  inch  of  the  numbered  end  over  a 
horizontal  8-gauge  wire,  placed  two  inches  above  the 
center  of  a  7-inch  opening  in  a  3  ft.  wind  tunnel  arranged 
to  deliver  a  wind  velocity  to  the  air,  at  the  tunnel  end, 
of  700  lineal  feet,  plus  or  minus  50  ft.  per  minute,  as 
measured  by  a  suitable  anemometer  on  a  line  with  the 
wire  In  this  position  the  test  specimens  shall  be  whipped 
for  five  minutes.  Immediately  upon  conclusion  of  this 
test,  the  specimens  shall  be  placed  in  a  closed  dry  con- 

tainer  until  required  for  the  o 

5  5  APPARATUS  FOR  FLAME  PEST— The  ap¬ 
paratus  shall  consist  of  a  ring  stand  20  inches  high  with 
an  adjustable  clamp  housed  in  a  metal  shield  12  inches 
square  and  20  inches  high,  open  in  front  and  at  both 
ends  and  a  Bunsen  or  Tirrilj  gas  burner  which  shall 
have  a  tube  of  Y$-inch  inside  diameter.  . 

5  6  FLAME  TEST— A  whipped  test  specimen  shall 
be  taken  from  the  closed  container  required  in  Rule  5.4 
and  suspended  vertically  with  one-half  inch  of  the  num¬ 
bered  end  in  a  clip  held  in  a  clamp  on  the  ring  stand 
so  that  the  test  specimen  shall  hang  vertically  within  and 
near  the  center  of  the  metal  shield  required  in  Rule  5.5. 
The  lower  end  of  the  test  specimen  shall  be  three-quar¬ 
ters  of  an  inch  above  the  top  of  the  gas  burner  on  which 
the  air  supply  is  shut  off  completely  and  adjusted  to 
give  a  luminous  flame  V/z  inches  long.  The  name  sha.l 
be  applied  for  12  seconds,  then  withdrawn.  _  The  result 
of  the  test  for  duration  of  flame  and  duration  of  glow 
of  the  three  test  specimens  shall  each  be  averaged  and 
recorded.  Flashing,  if  any,  shall  be  noted. 

)  approval  and  certification. 

The  approval  of  materials  that  have  been  flameproof  ed,  as 
provided  in  Rule  1.0  and  tested  as  required  in  Rule  5  0  with 
flameproofing  properties  as  given  in  Rule  4.0  shall  be  lim¬ 
ited  to  one  year.  An  affidavit  by  the  person,,  firm  or^corpo- 


6.0 


ited  to  one  year.  c\n  dumdvu  uy  ^  ------  -  . 

ration  flameproofing  the  combustible  materials  shall  be  filed 
with  the  Fire  Commissioner  stating  that  the  flameproofing 
compound  and  method  complies  with  the _  approval  of  the 
Board,  with  calendar  number  thereof,  and  including  the  date 
of  treatment  and  warranted  period  of  effectiveness  of  the 

flameproof!  ng^  Commissioner  may  require  check  tests 

at  any  time.  Upon  the  termination  of  the  approval,  as 
provided  for  in  Rule  6.0,  a  retest  of  the  flameproofed 
combustible  materials  shall  conform  to  the  following. 

Flameproofed  materials  shall  withstand  a  test  ot  at 
least  400°  F.,  as  measured  by  a  pyrometer,  or  other  ac¬ 
ceptable  method,  for  approximately  one-minute  s  dura¬ 
tion  by  means  of  an  open  flame.  Under  such  test,  the 
flameproofed  material  shall  not  flash  or  support  com¬ 
bustion  and  shall  not  glow  outside  of  the  char  if  a  char 
is  set  up  by  the  open  flame.  Material  found  not  to  con¬ 
form  to  these  requirements,  shall  be  removed  and  re¬ 
placed  with  materials  conforming  to  the  requirements 
of  Rule  4.0. 

7  0  EXEMPTION.  ,. 

These  Rules  shall  not  be  construed  to  applv  to  merchandise 
for  sale  or  displayed  for  sale,  to  guest  rooms  in  hotels,  to 
offices,  to  works  of  art  in  museums,  nor  to  churches  or 
of  relierious  worship. 
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i  t  3J4'34'A-  6I?-43-A'  387'44-A’  277-44-A,  451-44  A 
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HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted’ 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 

see^  relief  until  it  is  field  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
t  ie  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  dispositior 
ot  same  expedited  by  conforming  to  these  directions. 


805 


HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  September  19,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

528-44-A— F.D.— 203-209  West  146th  street,  north  side, 
100  ft.  west  of  7th  avenue  (Block  2032,  Lot  23),  Borough 
of  Manhattan,  39138-LC  and  39080-LC. 


529-44-A— F.D.— 208-20  Cross  Island  parkway,  south 
side,  300  ft.  east  of  Roe  place  (basement  and  1st  floor); 
(Block  5844,  Lot  1),  Bayside.  Borough  of  Queens,  97341- 

LC. 


530-44-SM— Barreled  Sunlight  Flat  Wall  Finish,  Bar¬ 
reled  Sunlight  Primer  Sealer,  Barreled  Sunlight  Quick 
Drying  Enamel,  and  Barreled  Sunlight  Partial  Gloss, 
manufactured  by  U.  S.  Gutta  Percha  Paint  Co.,  Material. 


53 1-44- A — H.B.Bx. — 2155  Daly  avenue  and  912  Bronx 
Park  South,  southwest  corner  (1st,  2nd  and  3rd  floors)  , 
(Block  3125,  Lot  38),  Borough  of  The  Bronx,  Amend¬ 
ment  to  Alt.  430-44. 


532-44-BZ _ H.B.R. — 42-44  Brighton  street,  west  side 

464  ft.  south  of  Amboy  road  (Block  7900,  Lot  37),  Tot- 
tenville,  Borough  of  Richmond,  B.N.  296-44. 


533-44-A — F.D. — 160-166  7th  street,  south  side,  245  ft. 
west  of  2nd  avenue  and  117-119  8th  street  (1st  and  2nd 
floors);  (Block  996,  Lot  17),  Borough  of  Brooklyn, 
12845-LF  and  Decision. 


534_44_A _ H.B.R. — 224  Tompkins  street,  southeast  cor¬ 

ner  of  Warren  street  (Block  552,  Lots  23-26  inclusive), 
Stapleton,  Borough  of  Richmond,  Misc.  156-44. 


535-44- A — H.B.M. — 50-72  East  42nd  street,  south  side, 
118.5  ft.  east  of  Madison  avenue,  303-305  Madison  avenue 
and  43-45  East  41st  street  (26th  and  27th  floors);  (Block 
1276,  Lot  42),  Borough  of  Manhattan,  Amendment  to 

P.A.  1244-43. 


l  in' SI  G  NATIONS*  H.B. — Department  of  Housing  and  BuUdhigs; 

Hou2w  ”nd  Building,.  “Bronx,  H.D.-He.lti,  Dep.rtmon,.  and 
If.D. — Fire  Department. 


RULES 

Last  Publication  in  Bulletin 

IMended  Cements,  Rules  for  Testing  ^  2g>  1943_Vol.  28,  No.  52 A 

Carbon  Dioxide  LiquefieV, '  Rules  Dec.  28,  1943-Vol.  28,  No.  52  A 

Certificates  of  Occupancy,  approved  .  28,  1943— Vol.  28,  No.  52A 

ConcretT  Flat '  siabs, '  Rules! !!!!!!!  .July  13,  1937— Vol.  22,  No.  28 

Concrete  Masonry  Units,  Rules  for 

Manufacture,  Toting  and  Use  ^  ^  1943_Vo,_  28>  No  52A 

Concrete"  Rules'  (Hydrated  Lime)  . . .  Aug.  L  1937— Vol  22,  No.  31 

Elevator  Rules  . ........Mar,  3,  1936— Vol.  21,  no. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of  2g  1943_Voi.  28,  No.  52A 

Exit  Rules g( Revolving  '  Doo'rs)  !'.'...  June  1 5’,  1 937— Vol.  22,  No.  24 

FfrCe°Alarm  ‘  Rules''  (Interior  j  '•  Dec.'  28,  1943-Vol.  28,  No.  52  A 

Fire  Drill  Rules  . Mar.  7,  1944— Vol.  29,  No.  1U 

Fire-resistive,  Flameproof  Materials,  ,  9Q  Nn  ,7 

etc.,  Rules  for  Testing  of . Sept.  19,  1944— Vol.  29,  No.  37 

Fire  Retarding  Rules  for  Garages,  ^  ^  m3_Vol  28>  No.  52A 

Fireproof  '  Wood,"  Testing"  "of! . Apr.  U,  }937-Vol  22,  No.  15 

Frame  Garages,  Ruling  for . ....Jan.  21,1919  Vol.  4,  no. 

Fusion  Welding.  and  Gas  .  Cutting  ^  ^  1943_Vq1  28>  No  52A 

Gas  Shut-Off"  Rules . Apr.  7,  }925— Vol.  10,  No.  14 

Hatchway  Protection  . June  5,  1928— Vo  .  13,  No.  23 

Insulating  Fibre  Board  Rules . Dec.  28,  1943— Vol.  28,  No.  5 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .  .Sept.  5,  J944— Vol  29,  No.  35 

Oil  Burner  Rules . .  •  •  -  Dec.  28,  1943— Vol.  28.  No.  52A 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr.  11,1944  Vol.  29,  No. 

Paint,  Varnish  and  Lacquer  Spray-  1944— Vol.  29,  No.  35 

Platform  Truck’s, ' Specifications  for.  .Nov.  24,  1936 — Vol.  21,  No.  47 

Plumbing  Rules  . .  -  -  Aug.  3,  1937— Vol.  22,  No.  51 

Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent  N  32 

Contamination  of  Water  Supply)  .  Aug.  8,  *944— Vo  .  29,  No. 

Procedure,  Rules  of . •••••Sept  ,  937-Vo  .  22,  No, 36 

Refrigerating  Systems,  Extract  A.C..  April  25,  1944  \  o  .  29,  No. 

Smoking  in  Factories,  Rules  for. . .  June  20,  944-Vo  .  29,  No.  25 

Sprinkler  Rules  . June  29>  937— Vo  .  22,  No. 

Standpipe  Fireline  Rules . . . June  8,  1937  •  •  ' 

Structural  Alterations,  Reporting - June  7,  93.— Vo  .  17,  No. 

Tank  Trucks,  Fuel  Oil,  etc . Nov.  24,  936-Vo  .  21,  No.  47 

Tank  Trucks,  Gasoline,  etc . Nov.  24,  1936 — Vol.  .1,  No.  4/ 

Wire  Glass  Rules  (Amendment  to  N  c,A 

Pule  505  of  Industrial  Code).  .Dec.  28,  1943— Vol.  28,  No. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vo  .  > 

Nn  73A 


536-44-A— H.B. Q.— 216-16  28th  avenue,  southeast  corner 
of  216th  street  (1st  and  2nd  floors);  (Block  6019,  Lot 
103),  Bayside,  Borough  of  Queens,  Alt.  189-44. 


537-44-A _ H.B.Bx. — 2472-2474  3rd  avenue,  east  side,  76.92 

ft.  south  of  East  136th  street  and  171-173  Lincoln  ave¬ 
nue  (Block  2318,  Lot  5),  Borough  of  The  Bronx,  Amend¬ 
ment  to  Alt.  282-44. 

Restored  to  Calendar. 

277-44-A _ H.B.M.— 546  Pearl  street,  north  side,  146  ft.  3 

in.  east  of  Elm  street  (Block  157,  Lot  27),  Borough  of 
Manhattan,  Misc.  368-44. 


595-30-BZ— H.B. B.— 2478-2488  Coney  Island  avenue, 
northwest  corner  of  Avenue  V  (Block  7136,  part  of  Lots 
35  and  39),  Borough  of  Brooklyn,  Applic.  3575-33. 


SEPTEMBER  26,  1944,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
uesday  morning,  September  26,  1944  at  10  o  clock  in  Room 
)13,  Municipal  Building,  Manhattan,  on  the  following 
latters : 


Zoning  Application. 


62-44-BZ — Application  July  31,  1944,  under  section  , 
if  the  zoning  resolution,  of  Walter  Lang  and  Son,  inc„j 
.pplicant  on  behalf  of  Walter  Lang  and  Son,  Inc.,  an 
dcCoy  Holding  Corporation,  owners  (Walter  Lang  ana 
5on,  Inc.,  lessee),  to  permit  in  a  business  use  district,  tor 
i  stated  term  of  years,  the  erection  of  a  boat  basin,; 
narine  service  building,  gasoline  and  oil-selling  statlon’ 
iremises  3022  Emmons  avenue,  south  side,  843.23  tt.  easr 
5f  East  27th  street  (Block  7515,  Lots  42  and  49),  Borough 
jf  Brooklyn. 
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Appeal  from  Administrative  Decision. 

529-44-A— 208-20  Cross  Island  parkway,  south  side  300  ft. 
east  of  k°e  place  (basement  and  1st  floor);  (Block  5844, 
.Lot  1),  Bayside,  Borough  of  Queens. 

Appliance  for  Approval. 

-  ^atson  Type  “A”  Interlock  and  Watson  Type 

A1  Cate  Contact. 

HARRIS  H.  MURDOCK,  Chairman. 


SEPTEMBER  26,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  September  26,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters :  s 

Appeals  from  Administrative  Decisions. 

436-44-A— 200  Fifth  avenue,  west  side  of  Fifth  avenue  and 
Broadway,  from  West  23rd  to  West  24th  streets  21  West 
23rd  street  and  24  West  24th  street  (Block  825,  Lot  31) 
Borough  of  Manhattan. 

52 1-44- A  36  East  12th  street,  south  side,  182  ft  6  in 
east  of  University  place  (Block  563,  Lot  24),  Borough  of 

t  cinncittcin. 

-44-A— 62-88  (82-90)  Scott  avenue,  northeast  corner 
ot  Meserole  street,  72  (114-136)  Scott  avenue,  southeast 
corner  ot  Meserole  street,  160  Scott  avenue  and  598  Scholes 
street,  southeast  corner  (Block  2972B,  Lot  1,  Block  2979, 
Lot  1,  Block  2972,  Lots  1  and  25),  Borough  of  Brooklyn. 

504-44-A — 216-230  West  31st  street,  south  side  232  5 
ft.  west  of  7th  avenue  and  225-237  West  30th  street  ’(Block 
780,  Lot  19),  Borough  of  Manhattan. 

457-44-A — 153  West  49th  street,  north  side,  145.10  ft. 
east  ot  7th  avenue  (Block  1002,  Lot  7),  Borough  of  Man¬ 
hattan. 

483- 44-A— 1457-1459  Flatbush  avenue  and  647  East  28th 
street  southeast  corner  (Block  5251,  Lot  11),  Borough  of 
Brooklyn. 

484- 44-A — 1461-1463  Flatbush  avenue,  east  side  35  ft 
8  in  south  of  East  28th  street  (Block  5251,  Lot  11)  Bor¬ 
ough  of  Brooklyn. 

3r°^4'A7'1656  Hiring  avenue,  east  side,  105.03  ft.  south 
of  Van  Nest  avenue  (Block  4113,  Lot  62),  Borough  of  The 

Bronx. 

531-44-A— 2155  Daly  avenue  and  912  Bronx  Park  South 
southwest  comer  (Block  3125,  Lot  38),  Borough  of  The 

Bronx. 

471-44-A — 1451-1455  Boscobel  avenue,  west  side,  159.6 
ft.  north  of  Plimpton  avenue  (Block  2522,  Lot  96)  Bor¬ 
ough  of  The  Bronx. 

536-44-A — 216-16  28th  avenue,  southeast  corner  of  216th 
street  (Block  6019,  Lot  103),  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  3,  1944,  10  A.  M. 

L OTICE  IS  HEREB\  GIVEN  of  a  public  hearing 
luesday  morning,  October  3,  1944,  at  10  o’clock  in  Room 
1913,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Zoning  Applications. 

340-44-BZ— Application,  June  8,  1944,  under  section  7(c) 
•of  the  zoning  resolution,  of  Henry  George  Greene,  appli¬ 


cant  on  behalf  of  Durand  Realty  Co.,  Inc.,  owner,  to  per- 
mit  the  maintenance  ft  part  of  an  existing  business  build¬ 
ing  (bakery)  which  is  located  (without  permit)  and  which 
projects  approximately  5  ft.  into  a  residence  use  district 
and,  also,  to  permit  the  erection  and  maintenance  of  a  struc- 
Iw,a11  ai?d  shed— which  is  accessory  to  the  business 
(bakery)  use)  which  also  extends  less  than  5  ft  into  a 
uStTjCt;  Premises  750-762  Allerton  avenue  and 

i  Vw  d  °  ,  ray^nue-  southeast  corner  (Block  4435, 
Pot  32),  Borough  of  The  Bronx. 

hnff2!’fBM~^Ppl/'Cati°n-of  M^X  SiegeI-  applicant  on  be- 

t  tlk  fi^ml°,nrC°nfect^ns  Corp-’  owner>  reopened  Sep¬ 
tember  12  1944,  for  consideration  as  to  amendment  of  reso- 

ution  under  sections  7c  and  21  of  the  zoning  resolution  to 
permit  in  a  residence  use  district,  the  conversion  of  occu¬ 
pancy  o  a  garage  for  more  than  five  motor  vehicles  and 
motor  vehicle  repair  shop  (previously  granted  by  the  Board) 

nnftiCO"5eCto°7nee7  factory }  premises  321-343  West  54th  street, 
north  side,  275  ft.  east  of  9th  avenue  (Block  1045,  Lots  12- 
15),  Borough  of  Manhattan. 

ofMax  H°rn,  applicant  on  be- 
aE  Beacj?P  Btreet  Development  Corp.,  owner  re¬ 
opened  July  25,  1944,  for  consideration  as  to  extension  of 
perrmt  Application,  previously  granted  on  condition,  under 
he  z°ning  resolution,  permitting  in  a  residence 
se  district,  for  a  term  of  two  years,  the  parking  and  storage 
ot  more  than  five  motor  vehicles;  premises  149  Beach  71st 

t  rfeo’-j\Weft  Slde>  4^7  ft-  north  of  Boardwalk  (Block  607 
Lot  83),  Arverne,  Borough  of  Queens. 

Material  for  Approval. 

518-43-SM— Metal  Covered  Door  Associates  Kalamein 
One  and  One-Half  Hour  Test  Fire  Door  Assembly. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  3,  1944,  2  P.  M. 

7,WTICti  IS  HE.^E^Y  GIVEN  of  a  public  hearing 
Tuesday  afternoon  October  3,  1944  at  2  o’clock  in  Room 

matters^"101153  Buildingl  Manhattan,  on  the  following 
Appeals  from  Administrative  Decisions. 

481-44-A— -633-637  West  134th  street,  north  side,  300  ft 

Tean\  nV Reside  drive  (2nd  and  3rd  floors)  ;  (Block  2001, 
Pot  13),  Borough  of  Manhattan. 

193-44-A— 999  Willoughby  avenue,  north  side,  275  ft 

ya7  r°7  E7ergre7  av£nue,  7ear  1st  floor)  ;  (Block  3184, 
Pot  56),  Borough  of  Brooklyn. 

4?G44-A  551-555  Fulton  street,  north  side,  43  ft.  east  of 

nnHn1'ntrnt  and,6'1?  JpcKalb  avenue  (Block  2093,  Lots  32 
and  33),  Borough  of  Brooklyn. 

435-44-A— 13-iS  Sumpter  street,  north  side,  250  ft.  west 

16  l7^AnaV,Te  2nd  ,floors)  :  (B,ock  1695<  Lots 

16,  17,  18,  20,  42  and  43),  Borough  of  Brooklyn. 

45°-44-A.— 5°-56  West  59th  street,  south  side,  120  ft.  east 
of  6th  avenue  and  1430-1436  6th  avenue  (Block  1274,  Lot 
71),  Borough  of  Manhattan. 

517-44-A— 45-17  Pearson  street,  east  side,  150  ft.  south  of 
avenue  and  45-18  Court  square  (Block  84,  Lots  11 
and  49),  Long  Island  City,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  10,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  10,  1944  at  10  o’clock  in  Room 
1013  Municipal  Budding,  Manhattan,  on  the  following 
matters:  B 
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Zoning  Applications. 

479.44.BZ — Application  August  11,  1944,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Philip  Steigman, 
applicant  on  behalf  of  East  New  York  Savings  Bank,  owner 
to  permit  in  a  residence  use  district,  the  extension  in  heig  1 
of  a  building  now  used  as  a  garage  for  more  than  hve 
motor  vehicles  and  the  conversion  of  occupancy  from  a 
carage  for  more  than  five  motor  vehicles  gasoline 

fervfce  station,  to  a  factory;  premises  38-01  to  38-09  Beach 
Channel  drive,  southwest  corner  of  Beach  38th  street 
(Block  632,  Lot  30),  Edgemere,  Borough  of  Queens. 

332-44-BZ — Application  June  6,  1944,  under  sections  7a 
and  7c  of  the' zoning  resolution,  of  Jacob  J.  Gloster,  appli¬ 
cant  on  behalf  of  Dayton  Cleaners  and  Dyers,  owners,  to 
permit  in  a  residence  use  district,  the  extension  in  area  of 
a  dry  cleaning  establishment;  premises  116-06  to  116-10 
Atlantic  avenue,  south  side,  22  ft.  east  of  116th  street 
(Block  475,  Lots  2,  4  and  6),  Richmond  Hill,  Borough  of 
Queens. 

422-39-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Bonded  Lien  Corp.,  owner,  reopened 
Tuly  25,  1944,  for  consideration  as  to  extension  of  permit 
— Application,  previously  granted  on  condition  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  m  a  business 
use  district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  3U5- 
313  21st  street  and  697-705  6th  avenue,  northwest  corner 
(Block  892,  Lot  1),  Borough  of  Brooklyn. 

520-44-BZ— Application,  September  8,  1944,  under  section 
7c  of  the  zoning  resolution,  of  Colonial  Beacon  Oil  Do., 
applicant,  on  behalf  of  F.  and  L.  Building  Corp.,  owner, 
to  permit  in  a  business  use  district,  the  replacement  of  a 
building  now  used  as  a  garage  for  more  than  five  motor 
vehicles  with  a  gasoline  service  station,  office,  lubrito- 
rium  and  car-washing;  premises  2956-2964  Atlantic  ave¬ 
nue  and  295-301  Cleveland  street,  southeast  corner  (Block 
3969,  Lot  16),  Borough  of  Brooklyn. 

595-30-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Diamond  Evangelist,  owner,  reopened 
September  19,  1944,  for  consideration  as  to  extension  of 
permit — Application,  previously  granted  on  condition 
under  section  21  of  the  zoning  resolution,  permitting  in  a 
business  use  district  for  a  term  of  five  years,  the  erection 
and  maintenance  of  a  gasoline  service  station;  premises 
2478-2488  Coney  Island  avenue,  northwest  corner  of 
Avenue  V  (Block  7136,  part  of  Lots  35  and  39),  Borough 
of  Brooklyn. 

537-43-BZ— Application,  November  9,  1943,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution  of  Joseph  B. 


Lynch,  applicant  on  behalf  of  Staten  Island  Oil  Co.,  owner, 
to  permit  in  a  residence  and  manufacturing  use  district,  the 
installation  of  a  fuel  oil  tank  and  pipe  lines,  and  the 
extension  of  a  three  car  garage  to  a  five  car  garage  for 
owner’s  trucks;  premises  Foot  of  Tower  lane  582.8/  tt. 
east  of  Victory  boulevard  (Block  2620,  Lots  78  and  300), 
Travis,  Borough  of  Richmond. 

Appeal  from  Administrative  Decision. 

538-43-A — Foot  of  Tower  lane,  582.87  ft.  east  of  Victory 

boulevard  (Block  2620,  Lots  78  and  300)  Travis,  Borough 
of  Richmond  (Under  section  36,  General  City  Law  re  build 
ing  fronting  on  a  private  street — Tower  lane). 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  17,  1944,  10  A.  M. 

■NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  17  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matter : 

Zoning  Application. 

207-44-BZ — Application,  April  5,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants 
on  behalf  of  Sadie  Singer,  owner  (H.  S.  Metal  and  Rubber 
Corp.,  lessee),  to  permit  in  a  business  use  district,  for  a  term 
of  two  years,  the  conversion  of  occupancy  of  a  building,., 
legally  occupied  as  a  private  garage  for  five  motor  trucks, 
to^  a,  j  unk  shop;  premises  113  Kingsland  avenue,  west  side, 
25  ft.  south  of  Herbert  street  (Block  2833,  Lot  8),  Borough 
of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  14,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public _  hearing 
Tuesday  morning,  November  14,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter  : 

Appeal  from  Administrative  Decision. 

5.44.A— 440  West  240th  street,  southeast  corner  of 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20), 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  19,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 

Blum  and  Deputy  Chief  Gunn.  ,  ,  .  , 

The  minutes  of  the  regular  meetings  ot  the  Board  held  on 
Tuesday  morning,  September  12,  1944,  and  Tuesday  after¬ 
noon,  September  12,  1944,  were  approved  as  printed  in  Bulle¬ 
tin  No.  37,  Vol.  29. 


ZONING  CASE 

340-44-BZ 

APPLICANT— Henry  George  Greene,  for  Durand  Realty 
Co.,  Inc.,  owner. 


SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning  reso¬ 
lution  to  permit  the  maintenance  of  part  of  an  ex¬ 
isting’  business  building  (bakery)  which  is  locatec 
in  (without  permit)  and  projects  approximated  . 
ft.  into  a  residence  use  district  and  also  to  permi 
the  erection  and  maintenance  of  a  structure  (wa 
and  shed,  which  is  accessory  to  the  bakery  busmes 
use)  which  also  extends  less  than  5  ft.  into  a  resi 
dence  use  district. 

PREMISES  AFFECTED— 750-762  Allerton  avenue  an 
2556-2560  Holland  avenue,  southeast  corner  (Bioci 
4435,  Lot  32),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 
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MINUTES 


For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 

r— _  n’g  and  Buildings. 

j  ACTION  OF  BOARD— Laid  over  to  October  3,  1944  at  10 
A.  M.  on  written  request  of  applicant. 


Adjourned:  10:15  A.  M. 


JOSEPH  J.  DOYLE,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  SEPTEMBER  19,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

492-43-A 

API  LICANT  Lama  and  Proskauer,  for  Jacob  Polerstock 
owner. 

SUBJECT —Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 192  Powell  street,  west  side,  150 
it.  north  of  Belmont  avenue  (Block  3728,  Lot  25) 
Borough  of  Brooklyn 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Henry  Pheney  and  Fred 

Ar'Tirsxr  of  Housi»S  and  Buildings. 

TU  •  u^T-OI'  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative .  C  hairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (492-43-A) 

f  Whereas,  Lama  and  Proskauer,  for  Jacob  Polerstock, 
owner,  filed  October  19,  1943,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  192  Powell 

Sc„ct'rU;es'sldDc'  150  ft.  north  of  Belmont  avenue  (Block 
Lot  25),  Borough  of  Brooklyn;  and 

i  ^  h^REAs,  the  decision  of  the  borough  superintendent 
dated  October  15  1943,  on  Alt.  Applic.  418-43,  reads  : 

1.  Records  of  this  Dept,  show  premises  a  non-tene- 
™eat;  I"  view  of  pending  Certificate  of  Occupancy 
0/594,  said  certificate  can  only  be  revoked  by  Bd  of 
D  .  Standards  and  Appeals.” 
rand 

Whereas,  the  applicant  states  the  building  is  three  stories 
-  '  In  height,  18  ft.  3  in.  by  44  ft.  8  in.  in  area-  of 

I  rame  construction,  on  a  lot  25  ft.  by  100  ft.  in  area;  erected 
r  v ;  locatecf  In  an  unrestricted  use,  C  area  district  and  used 
md  occupied  as  follows:  Cellar,  ordinary;  1st,  2nd  and  3rd 
.  loors  dwelling,  one  family  each  and  that  no  change  in  use 
,r  occupancy  is  proposed  ;  and 

_  Whereas,  Violation  5057  was  issued  December  1  194? 
or  illegaHy  oeajpyjng  t]ie  building  as  a  Class  A  multiple 
jjwelling  without  a  certificate  of  occupant;  and 
i  ,  "HEREAS,  the  applicant  contends  that  at  the  front  of  the 
'  ot  there  is  a  3  story  frame  building  occupied  by  one  family 

mrvat 1  fl°°r ;  lha\  at  the  rear  of  the  P,ot  th^e  is  a  one 
or}  three-car  brick  garage,  25  ft.  front  by  20  ft.  in  depth  ; 

hat  the  building  was  erected  about  1900  and  designed  for  3 
am, ly  occupancy;  that  in  1932  an  application  was  made  to' 
iter  it,  but  the  architect  was  not  then  able  to  prove  occu- 
ancy,  and  the  occupancy  was  described  as  follows;  1st  floor 
.mndrv  and  playroom;  2nd  floor,  one  family;  3rd  floor,  one 
imni  H  Certificate  of  Occupancy  67594  was  issued  upon 
.  mpletion  ot  such  alteration ;  that  inasmuch  as  the  building 
designed  and  used  as  a  3  family  dwelling,  it  is  requested 


he  tphI  ^  C  °/  °,CClTanCy  be  revokcd.  so  as  to  permit 

lat  h  ?  l  n  °f  thn  )U,Idin«  t0  a  3  family  dwelling; 
t  at  the  building  meets  all  the  requirements  for  a  heretofore 

converted  dwelling;  that  there  is  a  fire  escape  at  the  rear 
the  ceiling  is  fire  retarded  and  the  stairs  leading  to  the  cellar 
are  enclosed  m  fireproof  material,  etc. ;  and 

}hC  premises  were  inspected  by  a  committee  of 
the  Board,  whose  report  is  as  follows : 

REPORT  OF  COMMITTEE. 


September  12,  1944. 

Re:  Cal.  492-43-A 

Premises  192  Powell  Street 
BROOKLYN. 

a*n  appeal  to  ^voke  Certificate  of  Occupancy 
INo.  67594  to  permit  application  to  be  considered  to  class- 
lty  the  building  as  a  multiple  dwelling. 

It  is  claimed  that  the  building  was  erected  about  1900 
for  an  occupancy  of  three  families.  It  is  now  occupied 
tor  hree  families,  one  on  each  of  the  three  floors.  The 
budding  is  frame,  two  stories,  basement  and  cellar 

1  his  building  was  erected  in  1902  as  one  of  four  simi- 
a"  ^  °,n  contiguous  lots — 23,  24,  25  and  26  in 

Block  3728  under  Application  3643,  Permit  1496  which 
covered  the  four  buildings,  each  on  a  lot  25  ft.  x  100  ft 
the  buildings  were  approved  on  June  5,  1903,  for  an 
occupancy  of  two  families  each. 

On  January  9,  1907,  the  Deputy  Tenement  House 
Commissioner  advised  the  owner  of  188  Powell  St.  Lot 
7,  r, buildmg  is  not  a  tenement.”  At  that  time 

mo  aUstdoreg  tV  HS—  b,y  chan^ing  %  basement 
into  a  store.  The  building  is  described  so  as  to  be  occu¬ 
pied  as  a  two- family  dwelling  and  store.  The  fact  that 
a  stabJe  was  permitted  in  the  rear  in  1906  indicates  that 
the  building  was  not  a  tenement  as  a  stable  would  not 
have  been  permitted  on  the  same  lot  as  a  tenement  house 
I  here  is  a  business  building  at  the  rear  of  the  house 
"To?  p  SUb,J,ec  t0  thlS  appeaL  Tbe  building  on  lot  25 
13108  in1?SJ  Streff  ,S/efTred  to  in  Slip  Application 
acmss  tlJ9f2  af  3  two'famdy  dwelling,  when  the  porch 
across  the  front  was  removed  to  satisfy  a  violation.  At 
the  rear  of  this  building  there  is  a  one-story  building 

in>ri926y  3  woodworkmg  S,1°P  and  altered  to  a  garage 

fJVT  0i'lher  farts  tllere  appears  to  be  no  basis 
for  revoking  the  Certificate  of  Occupancv  for  the  pur¬ 
pose  of  having  the  budding  classified  as  a  tenement  under 
Section  8  of  the  Multiple  Dwelling  Law. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE 
CHARLES  M.  BLUM 
JOHN  E.  GUNN, 

Committee. 

damd  Or'fnh  thK  t,hoei,deCisiT  °Af  the  borough  superintendent 
1 1,1?  f'  }S\  194"  °n  A,t>  Appllc-  418'43  be  and  it  herein- 
is  affiuned  and  that  the  appeal  be  and  it  hereby  is  denied.  ' 


50-44-A 

APPLICANT— The  W.  L.  Maxson  Corp.,  lessee,  for  Elbeco 
^  Kealty  Corp.,  owner. 

PRFMTSF  WPrlrTRn'1  fire  commissioner. 

PREMISES  AFFECTED— 500-512  Eighth  avenue,  east 

si_de,  from  West  35th  to  West  36th  streets,  269  West 

3nth  street  and  268  West  36th  street  (10th,  11th  and 

hattan°°rS  '  ^  oc<  ^ot  Borough  of  Man- 

APPEARANCES— 

For  Apidicant :  James  B.  Newman,  William  V 
Keenan  and  Edward  J.  Reilly. 

For  Administration:  Fred  Dahiem,  Dep’t  of 
Housing  and  Buildings. 
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ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE _ 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  ~ 

Negative :  , 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (50-44-A) 

Whereas,  the  W.  L.  Maxson  Corporation,  lessee  for  El- 
beco  Realty  Corporation,  owner,  filed  January  15,  1944  an 
appeal  from  an  order  of  the  fire  commissi. 3ner’  a^c^,n® 
premises  500-512  Eighth  avenue  east  side,  from  West  35  h 
to  West  36th  streets,  269  West  35th  street  and  268  West  36th 
street  (10th,  11th  and  12th  floors);  (Block  785,  Lot  1), 

Borough  of  Manhattan ;  and  _ 

Whereas,  Order  20378-LF,  issued  by  the  fire  commis¬ 
sioner  December  20,  1943,  reads:  ,. 

“1.  Remove  the  panic  bolts  from  the  doors  leading  to 

the  two  interior  stairways  and  exterior  fireproof  stair¬ 
way  on  the  12th,  11th  and  10th  stories  on  left  side.  bee. 
272  Labor  Law.” 

^Whereas,  the  applicant  states  the  building  is  J2  stones 
(150  ft.)  in  height  172  ft.  6  in.  by  94  ft.  and  124  ft.  in 

depth  •  of  Class  1  construction ;  located  in  an  unrestricted  use 
and  retail  use  district;  erected  in  1922;  equipped  with  a  two 
source  sprinkler  system,  standpipe  system  and  interior  fire 
alarm  system  and  fire  drills  are  maintained  and  used  and 
occupied  as  follows:  basement,  stock  and  shipping,  6  per¬ 
sons;  1st  floor,  clothing  and  jewelry  sales,  25  persons;  2nd 
floor,  general  offices  and  supplies,  150  persons;  3rd  floor, 
sale  area,  10  persons ;  4th  floor,  sales  area,  25  persons ;  5th 
floor,  sales  area,  6  persons ;  6th  floor,  sales  area,  6  persons , 
7th  floor,  offices,  105  persons;  8th  floor,  sales  area,  10  per¬ 
sons'  9th  floor,  sales  area  and  shipping,  9  persons;  10th, 
11th ’and  12th  floors,  assembly  of  precision  instruments  65 
persons  on  the  10th  floor,  52  persons  on  the  11th  floor  and  5o 
persons  on  the  12th  floor;  that  no  change  m  use  is  proposed; 
that  there  is  a  possible  30%  increase  of  occupancy  anticipated 
on  the  10th,  11th  and  12th  floors;  that  the  building  is 
equipped  with  two  interior  fireproof  stairs,  3  ft.  8  in.  wide, 
extending  from  the  roof  bulkhead  to  the  street  and  one  fire 

1  Whereas,  Certificate  of  Occupancy  16,619  issued  July  16, 
1930  permits  the  use  of  the  building  as  stores  up  to  the  5th 
storv  as  factory  on  the  6th  floor,  as  store  on  the  7th  and  8th 
floors,  as  show  rooms  and  offices  from  the  9th  to 12th  stories, 
and  bears  the  notation  that  portion  of  the  building  in  unre¬ 
stricted  district  to  be  used  for  factory  purposes  portion  in 
retail  district  to  be  restricted  to  not  more  than  25  per  cent 
to  be  used  for  factory  purposes ;  and 

Whereas,  the  applicant  states  that  a  new  Certificate  ot 

Occupancy  will  be  applied  for ;  and  . 

Whereas,  the  applicant  states  that  panic  bolts  in  question 

are  of  approved  type;  and  , 

Whereas,  the  applicant  contends  that  on  each  of  the  lUth, 
11th  and  12th  floors,  which  are  the  floors  in  question,  there 
are  3  fireproof  stairways,  2  opening  upon  fire  towers  which 
provide  no  outlet  on  any  floor  until  the  street  is  reached  and 
then  exit  directly  to  the  street,  and  the  remaining  stairway, 
which  opens  on  each  of  the  nine  lower  floors  of  the  building; 
that  the  applicant  is  engaged  in  the  manufacture  of  connclen- 
tial  precision  instruments  for  the  Army,  Navy  and  An 
Force  on  the  10th,  11th  and  12th  floors;  that  unauthorized 
persons  might  gain  access  to  the  plant  unless  the  stairways 
were  protected  24  hours  each  day  by  guard  service  or  ade¬ 
quate  protection  provided  by  the  installation  of  panic  bolts 
on  these  doors  ;  that  the  U.  S.  Army  Plant  Protection  Sec¬ 
tion  directed  the  installation  of  the  panic  bolts ;  and  _ 

Whereas,  the  applicant  states  it  is  proposed  to  install  on 
each  of  the  doors  marked  1,  2  and  3  on  plans  filed  with  tins 
appeal  on  the  10th,  11th  and  12th  floors,  panic  bolts  and 
alarm  enunciator  which  will  sound  the  gong  when  the  door 
is  opened  and  report  the  opening  of  that  door  to  the  guard 
on  the  floor  where  the  incident  occurred  and  to  the  guard 
receptionist  on  the  first  floor ;  and 


Whereas,  the  applicant  has  filed  copy  of  the  communi¬ 
cated  dated  January  4,  1944  from  the  Plant  Security  Branch 
U.  S.  Armv  District  No.  1,  recommending  the  installation  ot 
9  approved  type  panic  bolts  at  designated  locations  on  the 

10th,  11th  and  12th  floors.  .  .  XT 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
20378-LF,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  panic  bolts  shall  be 
installed  only  on  such  doors  as  are  indicated  on  plans  h  e 
with  this  appeal  marked  “Received  January  15,  1944,  c°ver- 
ing  the  10th,  11th  and  12th  floors;  that  such  panic  bolts  shall 
be  of  an  approved  type;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  other  than  as  modified  by  the  Board  under 
Cal.  498-44- A  and  506-38- S ;  that  this  variance  shall  continue 
only  during  the  continuance  of  the  present  war  emergency. 


300-44-A 

APPLICANT — Anthony  M.  DeRose,  for  Beatrice  Proper¬ 
ties,  Inc.,  owner. 

SUBIECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent.  ,  ,  , 

PREMISES  AFFECTED— 564-574  Southern  boulevard, 
south  side,  267.44  ft.  east  of  East  149th  street  (Block 
2603,  Lot  11),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Anthony  M.  DeRose. 

For  Administration:  Fred  Dahlem,  Dept  of 
Housing  and  Buildings. 

ACTION  OF  BOARD- -Appeal  granted  on  condition. 

THE  VOTE—  ,  ,  ^ 

Affirmative  *.  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 


Negative:  .  ® 


THE  RESOLUTION  (300-44-A) 

Whereas,  Anthony  M.  DeRose,  for  Beatrice  Properties,  j 
Inc.,  owner,  filed  May  23,  1944,  an  appeal  from  a  decision  of 
the  acting  borough  superintendent,  affecting  premises  564-574 
Southern  boulevard,  south  side,  267.44  ft.  east  of  East  14  ti  • 
street  (Block  2603,  Lot  11),  Borough  of  The  Bronx;  and  I 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  ’ll,  1944,  on  amendment  to  Alt.  Applic.  88-44, 
reads  * 

“1.  Exit  stairs,  enclosure  of  same  and  doors  to  com- 
plv  with  Sect.  270  of  the  Labor  Law. 

5.  Both  stairways  to  be  carried  to  roof  and  con¬ 
structed  as  per  Sect.  270  of  the  Labor  Law. 

6.  Floor  for  factory  purposes  to  be  made  good  for  a  , 
capacity  of  120  lbs.  per  square  foot.” 

and  .  ■ 

Whereas  the  applicant  states  the  building  is  two  stories, 
(30  ft.)  in  height,  125  ft.  by  80  ft.  in  area;  Class  3  construc¬ 
tion  ;  erected  in  1925  ;  located  in  business  use,  B  area  district ;  | 
used’  since  1938  as  follows :  Cellar,  billiard  room  and  boiler 
room,  225  persons;  1st  floor,  stores;  2nd  floor,  dancehall ; 
proposed  to  be  used  and  occupied:  cellar,  billiard  room, 
bowling  and  boiler  room,  225  persons;  1st  floor,  stores;  2n  j 
floor,  factor}’,  105  persons ;  that  the  building  is  equipped 
with ’two  3  ft.  8  in.  wide  iron  stairs,  enclosed  in  partitions  of 
wood  studs,  metal  lath  and  plaster,  equipped  with  metal  self¬ 
closing  doors,  one  of  which  leads  to  the  roof  and  both  di¬ 
rectly  to  the  street ;  and  , 

Whereas,  the  applicant  contends  the  building  was  erecte  j 
under  N.B.  Applic.  141-25  for  the  following  use  and  occu¬ 
pancy:  cellar,  billiard  room  and  bowling  alleys  on  earth;  1st  j 
floor,  stores,  125  lbs.  liveload;  2nd  floor,  dancehall,  12o  lt>s-j 
liveload ;  that  the  borough  superintendent  has  approved  a 
‘liveload  of  100  lbs.  and  it  would  be  a  hardship  to  be  re¬ 
quired  to  re-design  or  re-enforce  this  tier  for  120  lbs.;  that 
it  is  intended  to  use  the  2nd  floor  for  light  manufacturing  in 
accordance  with  the  requirements  of  section  4  of  the  Build¬ 
ing  Zone  Resolution  for  manufacturing  in  a  business  use 

district ;  and  _  , 

Whereas,  there  is  nothing  in  the  record  upon  which  sue 
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Certifkate  of  Occupancy  was  issued,  upon  which  an  allow¬ 
able  hveload  of  120  lbs.  per  sq.  ft.  could  be  based;  and 

Whereas,  V  iolation  173-44  was  issued  January  28  1943 
or  changing  the  occupancy  of  2nd  floor  from  restaurant  to 
tactory  without  obtaining  a  certificate  of  occupancy;  and 

the  BoaKnfS'  prem,Ses  were  insPected  by  a  Committee  of 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
l  ere  by  make  a  variation  in  the  requirements  of  the  Labor 

bmVfMC  n  Vn m  dec's'onAof  the  borough  superintendent 
dated  May  11,  1944  on  Alt.  Applic.  88-44,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted,  as  to  objection  1,  on  con- 
dition  that  the  existing  stair  enclosure  with  fireproof  self- 
cosing  metal  doors  therein  shall  be  maintained;  that  such 
partitions  shall  be  wire  lath  and  cement  plaster  on  both  sides 
on  stud  partition;  as  to  objection  5,  that  on  the  westerly 

ShWaVVMUn  thC  S,ta!rJhalI>  a  scuttle  sha11  be  constructed 
with  a  double  rung  ladder  leading  to  the  roof;  that  such 
scuttle  shall  be  equipped  with  an  easy  opening  device;  that 
the  existing  stairs  to  roof  in  the  easterly  stair  shall  be  main- 
tained;  that  the  partitions  forming  the  cross  corridor  shall 
be  made  to  fit  closely  to  the  ceiling;  that  each  space  occupied 
as  a  factory  shall  have  at  least  two  doorways  leading  to  such 
corndor ;  that  such  doors  shall  open  in  the  direction  of  exh 
and  shall  be  self-closing  and  of  metal  construction-  that 
such  corndor  pai-tihons  shall  be  plastered  over  the  present 
sheetrock  on  both  sides;  that  the  first  floor  ceiling  through¬ 
out  shall  be  fire-retarded  with  plasterboard  and  metal  ^or 

ondefln  and  c.enient  P>aster;  as  to  objection  6,  that  the  sec¬ 
ond  floor  shall  have  a  carrying  capacity  of  not  less  than  100 
lbs.  per  superficial  foot  and  shall  be  so  posted  and  the  load- 

°?  S.UJ  second  floor  shaH  at  no  time  exceed  such  capac- 
!nt’  'a  lhe  number  of  occupants  on  the  second  floor  shall 
not  exceed  the  capacity  of  the  tw-o  stairs  to  the  street-  that 
Mich  portable  fire-fighting  appliances  shall  be  maintained 
within  each  factory  space  and  within  each  store  on  the 
ground  floor,  as  the  fire  commissioner  shall  direct;  that  in 

with  inrirespect1’  the  ^Ullding  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto 


and 


4.  A  minimum  of  100  lbs.  liveload  capacity  is  required 
for  proposed  use.  Sec.  C26-343.0  Adm.  Code.” 


405-44-A 

APPLICANT  Mason,  Au  and  Magenheimer,  lessee,  for 
QnmirrTA1116  Realty  Corp.,  owner. 

SUbJFCR— Appeal  from  a  decision  of  the  borough  superin- 

PREMISES  AFFECTED — 22-28  Henry  street  and  73-79 
Aliddagh  street,  northwest  corner  (Block  211  Lot  22 

appearances-  2>-  Borough  of  Brooklvn' 

For  Applicant :  Frances  G.  Hoyt  and  Michael  Mario 
ror  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
ing  and  Buildings. 

THE1  VOTE— B°ARD~ApPeal  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

egative  .*  . . .  *  q 

the  RESOLUTION  (405-44-A) 

CnmrHEREATS'  Mason,  Au  and  Magenheimer  Confectionery 

filed  W  27C'l944ee  f°r  Tn,nfame  ReaIty  Corporation,  owner, 
eel  June  27,  1  144  an  appeal  from  a  decision  of  the  borough 

SKjHdcnt  affecting  premises  22-28  Henry-  street  and  73- 

Zn  of' 2a)g  BStreet’hn°ftpVes,t  iCorner  (Block  21 1-  Lots  22  and 
2),  Borough  of  Brooklyn;  and 

Jimp1? the  decisi°a  of  the  borough  superintendent  dated 
'  e  1-<!944°n  Alt.  Applic.  1438-44  reads : 

i  v  Reflbmit  to,Bd-  of  Stds.  and  Appeals  in  view  of 
conditional  approval  on  Cal.  No.  506-43- S 

2.  Proposed  vertical  extension  by  the  addition  of  pent¬ 
house  ,s  contrary  to  Sec.  2.1. 3. 5  of  Bldg.  Code  because 
of  violation  of  Sec.  270  Labor  Law.  Present  non-fire- 
proof  structure  exceeds  4  stories  in  height 

<;inrp  ,itS  d°  n0j  COmply  with  Sec-  270  Lab°r  Law 
since  two  approved  stairs  are  not  provided  for 


Whereas,  the  applicant  states  that  the  building  is  6  stories 
and  basement  (approximately  84  ft.)  in  height,  65  ft  by  100 
tt.  in  area,  of  class  6  construction,  erected  in  1890,  located  in 
an  unrestricted  use,  B  area  district  and  used  and  occupied  as 
follows;  cellar-engine  room  and  storage-4  persons;  1st 
floor  shipping  and  office— 20  persons  ;  2nd  floor— candy  man¬ 
ufacturing  and  packing— 25  persons;  3rd  floor— same— 10 
persons  ;  4th  floor— same — 40  persons ;  5th  floor — candy  man¬ 
ufacturing—  11  persons;  6th  floor— candy  manufacturing- 
0  persons ;  that  the  building  is  equipped  with  a  two  source 

svsm™  Tm\  astandpipe  astern,  an  interior  fire  alarm 
system,  but  fire  drills  are  not  maintained;  that  there  is  one 
ff  ln;  Reproof  stairs  from  the  roof  bulkhead  directly  to  the 
street  and  one  fire  escape  at  the  front  of  the  building  extend¬ 
ing  to  the  roof  by  stairs  and  to  the  street  by  stairs;  that  win¬ 
dows  and  doors  along  the  course  are  fireproof ;  and 

Whereas  the  applicant  states  that  it  is  proposed  to  erect 
a  penthouse  lunchroom  on  the  roof  of  the  building  to  be  used 
y  the  factory  employees  for  the  purpose  of  eating  lunch 
prepared  in  their  homes ;  and 

tio^M116  contends  that  a  variation  of  Sec- 

270  of.  the  Labor  Law  and  Section  C26-343.0  of  the 

atlVtenC°df  IS  requested  for  the  duration  of  the  war 
and  one  year  thereafter,  to  permit  the  erection  of  the  lunch¬ 
room  as  proposed  on  plans  filed  with  this-appeal ;  and 

Whereas  the  applicant  contends  that  no  cooking  will  be 
f  °  thaf  the.  lunchroom  was  provided  for  the  employees  to 
eat  their  lunches;  that  there  is  no  place  in  the  building  for 

i  wlSTf  t0  Cat  tle'r  ,lunches-  excePt  near  the  machines 
at  which  they  are  employed,  nor  are  there  any  lunchrooms  or 

des Sued  to1"  16  V'CTy;  that  while  the  hmchroom  will  be 
designed  to  accommodate  approximately  120  people  there 

ifip  h  nMmbCr  en]pl°,yees  iu  the  factory  who  do  not  eat  in 
noon  ^  Sat  t  lC  lu,nchroom  will  be  used  only  from  12 
noon  to  2  P.M.;  that  the  entire  structure  will  be  built  of 
incombustible  materials;  that  the  stairs  of  the  present  fire 

roS^that6!^001  °f  tHf  buiIding  wiH  be  extended  to  the 
roof,  so  that  two  means  of  egress  will  be  provided 

Resolved  that  the  Board  of  Standards  and  Appeals  does 

as 1 a  rnatWn  ?  ‘i16  reQnirements  of  the  Labor  Law 
a.  oted  in  a  decision  of  the  borough  superintendent  dated 
June  1,  1944  on  Alt.  Applic.  1438-44,  and  that  the  application 

?he  h,  'l  lherebn  u  granled’ as  to  objection  2,  on  condition  that 
the  building  shall  not  be  further  extended  in  height  than  as 

proposed;  as  to  objection  3,  that  the  exits  from  the  proposed 
lunchroom  space  as  indicated  on  plans  filed  with  this  anneal 

"al  f  d  S.C,e'Ve?  JU“  f  ■  l944"-  sha"  b'  maintained  ex^p 

maintained  h  entranCe  f/T  fairway  to  the  roof  shall  be 
maintained  b}  means  of  the  construction  of  a  lobby  with 

door  therefrom  leading  directly  to  the  roof  from  such  stair¬ 
way ;  as  to  objection  4,  that  the  capacity  of  the  floor  of  the 

SaLeasSha11  bei!CSS  I'13"  75  lbs'  per  suPerficial  foot  and 
-hall  be  so  posted;  that  the  space  shall  be  occupied  onlv  as 

tffaifais?  aihjnhr°0m  for  tbe  emPloyees  of  the  building; 
l’at  a"  a’s'e  sba  1  be  maintained  of  not  less  than  3  ft.  in  width 
between  the  tables  and  walls  on  all  sides;  that  in  all  other 

aflUws’  tH?  consjructlo,n  and  occupancy  shall  comply  with 
all  laws  rules  and  regulations  applicable  thereto  other  than 
as  modified  by  the  Board  under  Cal.  506-43-S  and  295-44-A 

432-44-A 

AITLICANT— Benjamin  M.  Sylvan,  for  1174  Bedford  Ave- 

SUBTFrT’  i"corI]orated-  °Tner  (Henry  Voijlo,  lessee). 
SUBJECT— Appeal  from  a  decision  of  the  borough  superin- 

PREMISES  AFFECTED- — 1 1 74-84  Bedford  avenue  north¬ 
west  corner  of  Putnam  avenue  (2nd,  3rd  and’mezza- 

Brnookh-nrS)  1  (  ^  ^  Lot  30)’  B°rough  of 

APPEARANCES— 

For  Applicant:  Benjamin  M.  Sylvan 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 

VOTE _ 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  . 

THE  RESOLUTION  (432-T4-A) 

Whereas,  Benjamin  M.  Sylvan,  for  1174  Bedford  Avenue, 
Incorporated,  owner  (Henry  Voijlo,  lessee),  hied  July  13, 
1944  an  appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises  1174-1184  Bedford  avenue  northwest  cor¬ 
ner  Putnam  avenue  (2nd,  3rd  and  mezzanine  floors)  ;  (block 
1990,  Lot  30),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  6,  1944,  on  P.  A.  Applic.  24-44,  reads : 

“Provide  at  least  two  stairs  enclosed  m  3  hour  parti 
tions  and  of  sufficient  width  to  accommodate  the  number 
of  persons  occupying  the  ballroom  and  the  mezzanine. 

3'\vhereas,  the  applicant  states  the  building  is  3  stories, 
and  mezzanine  (37j4  ft.)  in  height;  120  ft.  by  80  ft.  in  area; 
of  Class  3  construction ;  erected  1910 ;  located  in  a  business 
use  B  area  district  and  used  and  occupied:  cellar,  storage; 
1st  floor  stores ;  2nd  floor,  dance  hall  and  office,  300  persons  , 
mezzanine  &  3rd  floor,  banquet  room  and  office,  352  persons; 
proposed  to  be  used  and  occupied:  cellar,  same,  1st  floor, 
same;  2nd  floor,  same;  mezzanine  &  3rd  floor,  banquet  room, 
312  persons;  that  the  building  is  equipped  with  one  4  ft.  wide 
wood  stairs,  enclosed  in  masonry,  equipped  with  hardwood 
self-closing  doors  extending  directly  to  the  street,  provided 
with  a  scuttle  and  ladder  to  the  roof  and  two  fire  escapes 
extending  to  the  street  by  stair  at  the  front  and  through  a 
fire  passageway ;  and 

Whereas,  the  applicant  states  that  this  appeal  is  concerned 
with  the  2nd  floor  and  mezzanine  over  second  floor  an^  “ie 
banquet  room  on  the  third  floor  portion  of  the  building ,  and 
Whereas,  the  applicant  contends  that  Certificate  of  Occu- 
pancy  1713  was  issued  October  21,  1927,  for  the  following  use: 
cellar,  ordinary;  1st  floor,  stores;  2nd  floor,  dance  hall,  lodge 
rooms  and  offices ;  third  floor,  offices  and  banquet  hall ;  that 
this  certificate  of  occupancy  does  not  state  the  number  of 
occupants;  that  Section  152,  subdivision  2a,  of  the  1916  Build¬ 
ing  Code,  and  Section  6. 1.2. 3,  Subdivision  la,  of  the  present 
code  provides  for  an  occupancy  of  1  person  for  each  10  sq.  ft. 
in  dance  halls ;  that  in  1927,  when  Certificate  of  Occupancy 
1713  was  issued,  the  1916  Code  provided  that  all  certificates 
of  occupancy  shall  state  the  number  of  occupants  that  may 
be  accommodated,  limited  by  any  provisions  of  the  Code  oi 
approved  specifications ;  that  approvals  for  the  dance  hall  use 
on  the  second  floor  were  sent  to  the  Police  Department  since 
prior  to  1938;  that  this  appeal  is  concerned  with  part  of  the 
2nd  floor  being  used  as  a  dance  hall  and  the  mezzanine  used 
as  a  banquet  hall  and  located  over  the  2nd  floor;  that  this 
mezzanine  is  really  part  of  the  third  floor  level,  but  space  on 
both  floors  is  used  conjunctively;  that  the  area  of  the  2nd 
floor  and  the  mezzanine  is  3230  sq.  ft.,  and  part  of  the  second 
floor  is  3793  sq.  ft. ;  that  the  area  of  the  mezzanine  over  the 
2nd  floor  is  1883  sq.  ft. ;  that  part  of  the  3rd  floor  connected 
with  the  mezzanine  is  1910  sq.  ft. ;  that  the  level  of  the  third 
floor  mezzanine  is  less  than  32  ft,  above  curb  and  therefore 
comes  within  the  provisions  of  Section  490A  of  the  1916  Code, 
and  provides  that  all  but  one  required  stairway  need  be  en¬ 
closed  for  an  occupancy  between  300  and  450  persons ;  that 
the  maximum  occupancy  of  the  third  floor  or  the  second  floor 
is  less  than  450  persons  and  thus  only  one  4  ft.  stairway  need 
be  enclosed ;  that  the  Board  is  requested  to  approve  the  occu¬ 
pancy  requested  based  on  Certificate  of  Occupancy  1713  issued 
for  an  existing  building;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  P.  A.  Applic.  22-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  exits  as  shown  shall  be  maintained  and  shall  be  exam¬ 
ined  for  compliance  with  the  provisions  of. the  Code  at  the 
time  Certificate  of  Occupancy  17.13  was  issued-  on  October  21, 


1927;  that  such  Certificate  of  Occupancy  shall  be  amended 
to  cite  the  permitted  occupancy  for  each  floor;  that  the 
easterly  window  on  the  mezzanine  floor  m  the  space  marked 
“kitchen”  shall  be  converted  to  a  casement  door  leading  to  the 
rear  fire  escape  and  with  fixed  steps  leading  thereto. 


469-44-A 

APPLICANT— Western  Electric  Co.,  Inc.,  lessee,  for  39a 
Hudson  Street  Corporation,  owner. 

SUBJECT — Appeal  from  decisions  of  the  fire  commissioner. 
PREMISES  AFFECTED— 387-403  Hudson  street,  west 
side,  from  Clarkson  to  West  Houston  streets,  32-54 
Clarkson  street,  286-300  West  Houston  street  and 
585-601  Greenwich  street  (Block  600,  Lot  63),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES—  Tr  ,  ,r.  4  .. 

For  Applicant :  George  F.  Knapp  and  V  incent  Mc¬ 
Lean.  , 

For  Administration:  Peter  Maher,  hire  Dept. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  ® 

THE  RESOLUTION  (469-44-A) 

Whereas,  Western  Electric  Co.,  Inc.,  lessee,  for  395  Hud¬ 
son  Street  Corporation,  owner,  filed  August  4,  1944  an  appeal 
from  a  decision  of  the  fire  commissioner  affecting  premises 
387-403  Hudson  street,  585-601  Greenwich  street,  32-54  Clark¬ 
son  street,  and  286-300  West  Houston  street  (Block  600,  Lot 
63),  Borough  of  Manhattan;  and  _ 

Whereas,  the  decision  of  the  fire  commissioner  dated 

August  3,  1944  reads: 

“In  reply  to  your  request  for  a  permit  to  smoke  in 
various  portions  of  your  factor}7  at  nremises  385-403 
Hudson  Street,  New  York  City,  you  are  hereby  informed 
that  this  department  is  without  power  to  issue  same  as  it 
does  not  come  within  the  scope  of  the  permissible  cases 
established  by  the  Rules  of  the  Board  of  Standards  and 
Appeals,  relative  to  smoking  in  factories.” 

Whereas,  the  applicant  states  that  the  building  is  11  stories 
(157  ft.)  in  height,  200.31  ft.  by  339.77  ft.  in  area,  of  class  1 
construction,  erected  in  1923,  located  in  an  unrestricted  use, 
A  area  district  and  used  and  occupied  as  follows :  basement 
boiler  room,  service  machinery  and  storage — 18  persons;  1st 
floor— warehouse  and  gas  manifolding — 110  persons;  2nd 
floor — storage — 108  persons;  3rd  floor — factory  and  storage 
—598  persons ;  4th  floor— factory  and  storage— 581  persons ; 
5th  floor— factory,  laboratory  and  restaurant— 605  persons; 
6th  floor — factory  and  storage — 180  persons;  7th  floor  fac¬ 
tory  and  storage — 248  persons  ;  8th  floor — factory  and  storage 
— 418  persons;  9th .floor— offices— 312  persons;  10th  floor— 
recreation  room,  lunch  and  rest  rooms — 355  persons.  Certifi- 
cate  of  Occupancy  30433  issued  August  8,  1944  permits  the 
use  and  occupancy  of  the  building  as  follows :  cellar  boiler, 
service  and  storage — 35  persons;  1st  floor — garage,  ware¬ 
house  and  gas  manifolding — 350  persons ;  2nd  floor,  factory 
and  storage — 350  persons;  3rd  and  4th  floors — factory  and 
storage — 600  persons  each  floor  ;  5th  floor — factory  and  lunch¬ 
room— 800  persons ;  6th  and  7th  floors— factory  and  storage 
—250  persons  each  floor ;  8th  floor— factory  and  offices— 500 
persons;  9th  floor — offices — 500  persons;  10th  floor — lava¬ 
tories,  recreation  and  lunch  room — 355  persons ;  and. 

Whereas,  the  applicant  contends  that  permission  is  re¬ 
quested  for  employees  to  smoke  in  the  employees’  restaurant 
and  recreation  room  on  the  5th  floor,  the  employees’  lunch 
room,  recreation  room  and  rest  room  on  the  10th  floor,  the 
private  offices  throughout  the  building  enclosed  by  tile  or 
metal  and  glass  partitions,  the  building  superintendent’s  office 
on  the  1st  floor  and  the  boiler  room  located  in  the  basement ; 
that  the  building  is  equipped  with  adequate  exits  and  fire 
protective  equipment,  including  an  approved  two  source  auto¬ 
matic  sprinkler  system  and  approved  standpipe  system,  fire 
extinguishers  and  approved  fire  alarm  system  ;  that  the  em- 
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separated  from  other  poJSof  tffiT' floor %  fire -raistive  ^  3  decision  of  the  borough  super- 

ic  walls  and  kalamem  doors  with  clear  wire  glass  upper  PRFVfT^Rg  \rrrrTm 

panel;  that  ample  fire  extinguishers,  exits  and  self-closmg  1  m  y\w n  ^0—000-512  8th  avenue,  east  side, 

waste  receptacles  are  provided  ;  that  the  furniture  is  of  sturdy  t  ™  \ W  36th  S‘TCt,S'  269  West  35th 

wood  and  metal  construction;  that  there  are  no  inflammable  (BWk  78W  n  ^  ft?  t0  12th  floors>  5 

drapes  or  decorations  in  this  room;  that  if  the  Board  permits  APPEAR  A  NTFS  L  1}’  Rorough  of  Manhattan, 
smoking  in  this  area,  suitable  receptacles  for  smoking  wastes  1 

will  be  provided  and  supervisors  will  be  provided  at  all  times  'or  Applicant:  James  B.  Newman,  William  U. 

during  which  the  areas  are  occupied,  to  assure  that  smokmc  r  Keenan  and  Edward  J.  Reilly, 

wastes  are  properly  extinguished  and  not  carried  out  ofthe  tor  Adm,"lstration :  Fred  Dahlem,  Dep’t  of  Hous- 

prescribed  areas;  that  the  employees’  lunch  room  recreation  ACTION  OF  EOARn  ‘’a^  , 

room  and  rest  room  on  the  10th  floor  is  equipped  with  ample  THE  VOTE  ROARD  AppeaI  granted  on  condition, 

fire  extinguishers  and  self-closing  waste  receptacles  the  Vi,, 

chairs,  tables  and  furniture  are  of  sturdy  wood  and  metal  *  '  j?at've-  Chairman  Murdock,  Commissioner 

construction;  that  this  area  is  devoid  of  any  inflammable  Ne  J  ™  and  °eput>’  Chief  Gun" .  3 

drapes  or  decorations ;  that  receptacles  for  smoking  wastes  AhS  rv"  "  "  . c .  0 

will  be  provided  and  supervisors  will  be  provided  at  all  times  Absent.  Commissioner  Savage .  1 

( uring  which  this  area  is  occupied;  that  there  is  no  factory  THE  RFSOT  I TTTD'NF  tAtoa  aa  a  \ 
occupancy  on  the  10th  floor;  that  the  private  offices  through  w  1  ION  (498-44-A) 

out  the  building  are  normally  occupied  by  one  or  two  persons ;  eikL^p^3,;  Jacques  Kahn  and  Robert  Allan  Jacobs,  for 
hat  the  enclosing  partitions  and  doors  are  of  an  approved  ClJfT  ,KeaIty  Corporation,  owner,  filed  August  16,  1944,  an 
type  as  indicated  on  plans  filed  with  this  appeal;  that  in  all  fnIP  r°m  a the  borough  superintendent,  affect- 
cases,  adequate  cut-off  is  provided  between  private  offices  ft?"512  8th  avenue-  east  side,  from  West  35th 

and  contiguous  areas;  that  the  boiler  room  in  the  basement  vth  1/°  268  West  36th  street  and  26q  West 

is  normally  occupied  by  an  engineer,  a  fireman  and  a  coal  of  '  l  d  toAl2th  floors)  !  (Block  785,  Lot  1),  Borough 

passer  and  is  isolated  from  the  rest  of  the  basement  bv  con  01  Manhattan;  and 

one!nvniallS  ^  Aa  fire  d(frs ;  that  as  the  work  carried  chRdHfnKASl’7  °Af  tbe  borongh  superintendent, 

on  involves  physica  and  mental  strain,  an  opportunity  should  te  T,  -  Vi,1944’,011  A1,t  APPllc-  810-44,  reads: 
be  afforded  the  employees  to  smoke  in  certain  areas  adequatelv  c  A11  windows  should  be  fire  windows  as  per  Sec 

protected  against  fire  hazard ;  that  lunch  periods  are  of  half  i  264,  Sub'  6  of  the  Labor  Law-” 
hour  duration  and  are  supplemented  by  two  10  minute  rest  ‘‘"wn 

Peri°d?'  Staggered  to  assure  ample  space  for  the  employees  tHO^M  hf’h  ^tfrPP  S)atesLthat  the  building  is  12  stories 

n  the  lunchroom,  rest  room  and  recreation  rooms;  that  when  ,  *•?  "1  b?ght’  172  ft  6  *P-  bY  124  ft.  and  94  ft.  irregular 

segregated  areas  are  provided  for  smoking  under  proper  t  ’,of  Class  1  construction;  erected  1921;  located  in  a 
supervision,  the  smoking  is  limited  to  those  areas  with  a  £n’  3m  u"restncted  use  district,  and  used  and  occupied  as 
consequent  reduction  in  the  fire  hazard  through  surreptitious  fc  T  :  ce  Iar-  sto,re>  6  Persons  ;  1st  floor,  store,  25  persons 

smoking  in  other  areas;  that  as  the  areas  for  which  smoking  „"d  d00r’/l0rfle  and  offices-  150  Persons;  third  floor,  store  10 

Ff'n’T'0"  15  requested  are  provided  with  sprinklers  and  are  soils  St°?  25  arsons ;  5th  floor,  store,  6  per- 

at  all  times  safeguarded  and  supervised,  it  is  urged  that  smok-  in;  V  6  siore’  6  Persons;  7th  floor,  store  and  offices 

mg  in  these  areas  will  not  constitute  a  hazard;  that  present-  r.sons !  8  h  floor,  store,  10  persons;  9th  floor,  sales  area 

day  labor  conditions  are  such  that  it  is  extremely  difficult  to  fit  sh'p,ping'  8  Persons;  10th  floor,  manufacturing  precision 

a,7d  rTVhe  maximr  number  Of  employees  essen-  £me’  1™™  ’  Uth  fme’  52  Persons  ;  12th  floor 

Ihl  f,  •  ’Production,  particularly  on  overtime  shifts ;  that  if  Jf™’  |5  personf i  Proposed  to  be  used  and  occupied  :  cellar ; 

<1  e  prohibition  against  smoking  is  continued,  production  will  i  V,  per, ?nS  ’  st  door>  store,  25  persons;  2nd  floor  store 

be  seriously  curtailed;  that  it  is  therefore  respectfully  re-  and  ^es,  HO  persons ;  3rd  floor,  store,  10  persons  ■  4th  floor 

quested  that  the  Board  grant  a  variation  of  the  provisions  of  peIs,on^  :  5t.h  fl°or.  store.  6  persons  ;  6th  floor,  store’ 

In  f  !t38  °Vhe  Labor  Law  to  Permit  smoking  in  the  areas  1  ’  “'n  ,St<Te  and  offices-  105  persons;  8th  floor’ 

requested;  and  areas  store ,10  persons;  9th  floor,  store,  8  persons-  10th  11th  and 

J*?™’  the  Premises  were  inspected  by  a  committee  of  SpU?nUfa?nng,  Precision  parts,  65  persons  on  the 

the  Board,  n  ’’  32  persons  on  the  11th  floor,  and  55  persons  on  the  12th 

h Vei  that  ‘.be.  Board  of  Standards  and  Appeals  does  h^eerEfi  ™an«facturinS  on  the  2nd  to  9th  stories  as  limited 

hereby  make  a  variation  m  the  requirements  of  the  Labor  Law  b-v  certificate  of  occupancy ;  that  the  building  is  equipped  with 

f  ?*ed  m  a  decision  of  the  fire  commissioner,  dated  August  ^  °  SOl’rCe  sPr'nkIer  s-vstem-  a  standnipe  system  and  a  fire 

3.  1944  and  that  the  appeal  be  and  it  hereby  is  granted  to  f  ?-™  ftSten\w,n  be  installed;  that  there  are  three  fireproof 

permit  smoking  m  the  private  offices  and  cafeterias  as  pro-  ft*?  fr°m  tbc  ro?f  to  the  street ;  and  P  °0t 

posed  and  as  indicated  on  plans  covering  each  floor  of  this  icft  HEREA?’  Certificate  of  Occupancy  16619,  issued  Tuly  16 
budding  as  filed  with  this  appeal  marked  “Received  August  owVh/  ft  USe  a'ld  occupancy  of  the  building  as'  fol- 
•  ’  ex?0615™  16  Private  offices  marked  “A”  and  “C”  front-  '  basement,  store,  220  persons;  1st  floor,  store  220  ner- 

g-  West  Houston  street  on  the  fourth  floor  plan  and  *°nS’  2nd  foor  store,  220  persons;  3rd  floor  store  220 

including  smoking  in  the  boiler  room  as  proposed  and  the  ?erso"s;  fth  a"d  5th  floors,  store.  220  persons  each’  6th 

superintendent’s  office  on  the  first  floor,  on  condition  that  ^  '  facto,ry-  220  Persons;  7th  and  8th  floors,  store'  220 

ie  rules  for  smoking  in  factories  shall  be  complied  with-  pcrs0ns  each;  9th  to  12th  stories,  showrooms  and  offices’  220 

tbptfiSUCh  S'gn-S  Sha11  be  maintained  as  may  be  determined  bv  •’  that  [he  P°rtion  of  the  building  in  the  linTe- 

he  fire  commissioner  and  shall  be  posted  in  the  rooms  where  *irr’5,ed  *?!?*.  *  be  used  for  factory  Purposes;  that  the 

smoking  is  hereby  permitted;  that  such  portable  fire-fightino  ?  f  "  of  the.  budding  in  the  retail  district  to  be  restricted 

apphances  sha  1  be  maintained  in  such  rooms  as  the  fire"’ com"  m0re  tban  25^f.  to  be  used  for  factory  purposes  -  and 

nssioner  shall  direct;  that  in  all  other  respects,  the  buildin^  Whereas  the  applicant  contends  that  the  building’  was 

tiol°CCUranmy  S^aI'  comply  with  all  laws,  rules  and  regula"  Jed  in  1921  as  a  Labor  Law  building  and  designed  for  120 

tions  applicable  thereto,  and  the  sprinkler  system  standnine  t  °ad’  ^Prink,erecl  throughout,  equipped  with  standnine 
ystem  and  interior  fire  alarm  system  shall  be  maintained  fo  3  ft,  8  'J1-  ^  width,  one  of  which  ha  fire  £r 

e  satisfaction  of  the  fire  commissioner.  ^  equipped  with  3  ft.  8  in.  self-closing  fireproof  doors  -  that 

498  aa  a  -  !f,.Id,"g  was.  constructed  with  one  labor  law  exception 

,T)r44"A  .  "C1  1S  bevsub^ct  of  t,lls  appeal  and  that  is.  that  the  win- 

APPLICANT — Ely  Jacques  Kalm  and  Robert  Allan  Jacobs  7?f)  fn"' '  K  building  fronts  are  not  subdivided  into  lights  of 

for  Elbeco  Realty  Corporation  owner  '  °  S>  wlndols’ar^  T  Se,f*cIosing:  that  various  lot  line 

,  owner.  windows  are  constructed  as  approved  fire  windows  ;  that  there 
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was  nothing  in  the  new  building  plans  to  indicate  why  the 
street  front  windows  were  not  divided  nor  was  there  any 
Building  Department  objection;  that  under  Cal.  5U-44-A  tne 
question  was  raised  as  to  the  possibility  of  the  building  having 
been  constructed  as  a  mercantile  building  and  the  Board 
directed  the  owners  to  secure  a  new  certificate  of  occupancy , 
that  Alteration  Applic.  810-44,  was  filed  to  obtain  such  cer¬ 
tificate  of  occupancy  and  examination  of  the  Plans  resulted 
in  the  objection  herein  appealed;  that  plans  filed  with  this 
appeal  indicate  the  show  window  treatment  generally  through 
the  2nd  floor  with  typical  double  hung  windows  from  the  3rd 
story  through  the  12th  story;  that  it  is  requested  that  the 
division  of  the  show  windows  on  the  1st  and  2nd  stories  be 
exempted  from  the  provisions  of  the  Labor  Law  as  to  division 
by  muntins  and  as  to  self-closing  features  for  operating  win¬ 
dows,  as  to  comply  with  such  windows  would  greatly  hamper 
the  use  of  the  windows  as  show  windows  and  depreciate  the 
value  of  the  store;  that  the  typical  windows  from  3rd  to  12th 
stories  are  5  ft.  by  7  ft.  2  in.  masonry  openings,  equipped  with 
metal  frames  and  windows  of  Campbell  type,  glazed  with 
clear  plate  galss,  not  subdivided  and  not  self-closing ,  that 
there  are  280  such  windows  and  3  additional  4  ft.  by  7  ft.  2  in. 
opening  windows  in  the  third  story  on  West  36th  street ,  that 
the  windows  in  question  have  been  in  place  for  about  23  years 
and  can  be  changed  only  with  difficulty  and  at  great  expense , 
that  the  owner  is  prepared  to  install  such  muntins  or  to  make 
such  other  changes  as  the  Board  deems  necessary ;  that  in 
the  event  such  changes  require  critical  materials  and  labor,  it 
is  requested  that  the  time  of  compliance  be  postponed  until 
such  work  is  permissible. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  810-44,  objection  1,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  all  win¬ 
dows  above  the  second  floor  facing  on  Eighth  avenue,  West 
35th  and  West  36th  streets  shall  be  made  to  comply  with 
section  264,  subdivision  7,  subdivision  C  of  the  Labor  Law ; 
that  a  new  certificate  of  occupancy  shall  be  obtained,  setting 
forth  that  the  amount  of  space  that  may  be  occupied  for 
factory  purposes  shall  not  exceed  the  area  in  the  unrestricted 
use  district  and  not  more  than  25  per  cent,  of  the  area  in  the 
retail  business  use  district,  which  was  in  a  business  use  dis¬ 
trict  when  the  building  was  constructed  in  1921  ;  that  the 
change  of  windows  herein  required  may  be  postponed  until 
materials  are  available  therefor ;  that  the  two-source  sprin¬ 
kler  system,  fire  alarm  system  and  fire  drills  shall  be  main¬ 
tained'  to  the  satisfaction  of  the  fire  commissioner;  and  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  other 
than  as  modified  by  the  Board  under  Cal.  50-44- A. 


515-44-A 

APPLICANT— Western  Electric  Company,  Inc.,  lessee,  for 
395  Hudson  Street  Corporation,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED— 387-403  Hudson  street,  west 
side,  from  Clarkson  to  West  Houston  streets,  32-54 
Clarkson  street,  286-300  West  Houston  street  and 
585-601  Greenwich  street  (Block  600,  Lot  63),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  George  F.  Knapp  and  Vincent  Mc¬ 
Lean. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  :  . .  •  0 

THE  RESOLUTION  (515-44-A) 

Whereas,  Western  Electric  Company,  Inc.,  lessee,  for  395 
Hudson  Street  Corporation,  owner,  filed  August  18,  1944,  an 
appeal  from  a  decision  of  the  fire  commissioner,  affecting 


premises  387-403  Hudson  street,  585-601  Greenwich  street 
32-54  Clarkson  street,  and  286-300  West  Houston  street 
(Block  600,  Lot  63),  Borough  of '  Manhattan ;  and 
Whereas,  the  decision  of  the  fire  commissioner  dated 

August  4,  1944  reads  :  .  . 

“This  will  acknowledge  receipt  of  your  communications 

of  July  26th  and  31st,  1944.  .  T 

Section  283  of  the  State  Labor  Law  states  in  part,  No 
person  shall  smoke  in  a  factory.’  Obviously  were  this 
department  to  issue  a  permit  as  requested  that  of  itseli 
would  be  a  tacit  approval  to  violate  the  law. 

Under  the  general  rules  adopted  by  the  Board  ot 
Standards  and  Appeals  you  have  thirty  days  within  which 
to  file  an  appeal  from  the  date  of  this  department  s  dis¬ 
approval  and  your  request  to  allow  smoking  in  the  prem¬ 
ises  in  question.” 

Whereas,  the  applicant  states  that  the  building  is  11  stories 
(157  ft.)  in  height,  200.31  ft.  by  339.77  ft.  in  area,  of  class  1 
construction,  erected  in  1923,  located  in  an  unrestricted  use,  A 
area  district  and  used  and  occupied  as  follows .  basement 
boiler  room,  service  machinery  and  storage  18  persons,  1st 
floor — warehouse  and  gas  manifolding — 110  persons;  2nd 
floor— storage— 108  persons;  3rd  floor— factory  and  storage 
—598  persons ;  4th  floor— factory  and  storage— 581  persons ; 
5th  floor— factory,  laboratory  and  restaurant— 605  persons; 
6th  floor — factory  and  storage — 180  persons;  7th  floor  fac¬ 
tory  and  storage — 248  persons ;  8th  floor — factory  and  storage 
— 418  persons;  9th  floor — offices — 312  persons;  10th  fl°or~ 
recreation  room,  lunch  and  rest  rooms — 355  persons ;  that  the 
building  is  equipped  with  a  two  source  sprinkler  system,  a 
standpipe  system,  interior  fire  alarm  system  and  fire  drills  are 
maintained;  that  there  are  five  3  ft.  8  in.  fireproof  stairs  from 
the  street  to  the  roof  ;  and 

Whereas,  the  applicant  contends  that  the  fire  commissioner 
denied  the  applicant’s  request  for  a  permit  to  maintain  a  tech¬ 
nical  establishment  at  these  premises ;  that  the  decision  of  the 
fire  commissioner  is  predicated  solely  upon  the  alleged  viola¬ 
tion  of  Section  283  of  the  Labor  Law,  which  prohibits  smok¬ 
ing  in  factory  buildings  without  a  permit ;  that  a  request  was 
made  to  permit  smoking  in  certain  restricted  areas  and  denied 
by  the  fire  commissioner;  that  an  appeal  from  such  decision 
of  the  fire  commissioner  denying  a  smoking  permit  was  filed 
with  the  Board  under  Cal.  469-44; A ;  that  the  applicant  is 
engaged  in  the  manufacture  and  distribution  of  communica¬ 
tion  and  signaling  devices  for  the  U.  S.  Army  and  Navy ; 
that  inflammable  materials  and  substances  used  in  the  manu¬ 
facturing  processes  have  been  stored  and  used  under  sue- 
cessive  permits  issued  by  the  Fire  Department,  that  inasmuch 
as  the  decision  of  the  fire  commissioner  denying  the  permit  to 
maintain  a  technical  establishment  is  predicated  solely  upon 
the  alleged  violation  of  Section  283  of  the  Labor  Law  and 
since  an  appeal  has  been  duly  filed  with  the  Board,  requesting 
the  variance  to  permit  smoking  in  certain  restricted  areas  of 
the  premises,  it  is  therefore  requested  that  the  decision  of  the 
fire  commissioner  be  modified  and  that  a  permit  be  issued  for 
the  maintenance  of  a  technical  establishment ;  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
August  4,  1944  be  and  it  is  hereby  modified  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that,  in  all  other  respects, 
other  than  smoking,  as  permitted  under  Cal.  469-44-A  this 
day,  all  other  requirements  of  the  Administrative  Code  shall 
be  complied  with,  except  the  provisions  in  Section  09-9.0 
provided  no  smoking  is  permitted  other  than  as  permitted  by 
this  Board  under  calendar  469-44-A. 


314-34-A 

APPLICANT— C.  C.  Handy,  for  New  York  Central  Sys¬ 
tem,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Appeal  from  an  order  of 
the  commissioner  of  buildings,  previously  granted 
on  condition  for  a  term  of  two  (2)  years. 
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PREMISES  AFFECTED-South  side  of  Broadway  90 
ft  southeast  of  West  225th  street  (Block  2215,  Lot 
&'->),  Borough  of  Manhattan. 

APPEARANCES— 

h'or  Applicant:  Gerald  E.  Dwyer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission- 

ers  Blum  and  Deputy  Chief  Gunn .  3 

Negative:  .  ‘  q 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (314-34-A) 

Whereas  this  appeal,  affecting  premises  south  side  of 
Sroadway,  90  ft.  southeast  of  West  225th  street  (Block 
No.  221  \  Lot  No.  675),  Borough  of  Manhattan,  was  granted 
)y  the  Board  December  18,  1934  for  a  temporary  period  of 
two  years  on  certain  conditions,  the  period  extended  Tanu- 
ary  5,  1937,  October  11,  1938,  September  10.  1940  and  Sep¬ 
tember  22,  1942  and  the  applicant  requesjed  a  further  ex¬ 
tension  of  the  temporary  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  bv  the  Board  on  De¬ 
cember  18,  1934  as  amended  by  resolutions  adopted  through 
September  22,  1942,  only  so  far  as  it  has  reference  to  term  of 
permit,  so  that  as  amended  that  portion  of  resolution  shall 

Granted  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution.” 


61 7-43- A 

CTt?Efr5f4NT~^ydravvma,ic  Macjline  Corporation,  owner. 
oUBJtLI  Application  for  consideration — reopening  and 
amendment  of  statement  as  to  occupancy — re  Appeal 
from  an  order  and  decision  of  the  fire  commissioner 
and  a  decision  of  the  acting  borough  superintendent 
previously  granted  on  condition. 

PREMISES  AFFECTED — 406-408  Concord  avenue,  south¬ 
east  corner  of  East  144th  street  and  750  East  144th 
street  (basement  and  1st  story)  ;  (Block  2574,  Lot 
79),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THmTX2TE  TO  REOPEN  AND  AMEND  RESOLU- 
1  ION — 

Affirmative  .  C  hairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  q 

Absent:  Commissioner  Savage .  1 

THE  RESOLUTION  (617-43-A) 

W  hereas,  this  appeal  from  an  order  and  a  decision  of  the 
re  commissioner  and  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  406-408  Concord  avenue  south¬ 
east  corner  of  East  144th  street  and  750  East  144th  street 
(basement  and  1st  story)  ;  (Block  2574,  Lot  79),  Borough 
?'  ihe  Bronx,  was  granted  by  the  Board  on  February  U 
1 944,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
nereby  amend  its  resolution  adopted  February  15  1944  bv 
adding  thereto: 

that  the  occupancy  of  the  building  may  be  as  permitted 
under  the  lawful  requirements,  irrespective  of  the  num- 
ber  of  persons  stated  by  the  applicant  in  his  statement 
hied  with  this  appeal.” 
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387-44-A 

APPLICANT— Dominick  Salvati,  for  State  Brokerage 
Lorp.,  owner. 

SUBJECI  Application  for  consideration — reopening  and 
amendment  of  resolution  re— Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  previously 
•  granted  on  condition. 

PREMISES  AFFECTED — 693  Bedford  avenue,  east  side 
93,ft-  ^  ‘n-  north  of  Lynch  street  (Basement,  1st 
and  2nd  floors);  (Block  2231,  Lot  5),  Borough  of 
Brooklyn. 

APPEARANCES— 

bor  Applicant:  C.  A.  Ventieri  and  Espedito  Su- 
zoil. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

ThetVOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  q 

Absent:  Commissioner  Savage .  j 

THE  RESOLUTION  (387-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  a  Ifecting  premises  693  Bedford  avenue,  east  side, 
yj  ft.  -4  in.  north  of  Lynch  street  (Basement,  1st  and  2nd 
floors)  ;  (B  ock  2231,  Lot  5),  Borough  of  Brooklyn,  was 

granted  by  the  Board  on  July  5,  1944  on  certain  conditions- 
and  ’ 

Whereas,  the  applicant  requested  an  amendment  of  the 

resolution,  relative  to  the  omission  of  the  requirement  of  a 
sprinkler  system. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  July  5,  1944,  so  that  as 
amended,  the  resolution  shall  read : 

granted  as  to  objections  2  and  3,  on  condition  that  the 
stairways,  including  a  rear  fire  escape,  shall  be  main¬ 
tained  as  proposed,  except  that  the  rear  fire  escape  shall 
have  a  fixed  stair  from  the  lowest  balcony  to  the  yard, 
instead  of  the  counterbalanced  ladder;  that  a  gate  shall' 
be  made  in  the  fence  surrounding  the  rear  yard  giving 
access  to  adjoining  premises  for  use  in  case  of  fire ;  and 
as  to  objection  4,  on  condition  that  the  first  tier  of  beams 
snail  be  reinforced,  as  proposed,  so  as  to  sustain  a  live- 
load  ot  not  less  than  100  lbs.  per  superficial  foot;  that 
such  load  shall  be  posted  ;  that  the  second  floor  shall  be 
posted  for  a  hveload  of  not  less  than  40  lbs.  per  super¬ 
ficial  foot  ;  that  such  reinforcement  of  the  floor  shall  be 
accomplished  by  means  of  beams  and  columns  inde¬ 
pendent  of  bearing  partitions;  that  such  portable  fire 
extinguishers  shall  be  installed  and  maintained  as  the 
fire  commissioner  shall  direct;  and  that  in  all  other  re¬ 
spects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  this 
variance  shall  continue  only  so  long  as  the  conditions 
proposed  are  substantially  maintained.” 


277-44-A 

APPLICANT— John  C.  Burt,  for  Pearl  Street  Realty  Corp. 

(,PearI  StFeet  Restanrant,  Inc.,  lessee). 

MJBJBCi  Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  a  decision 
ot  the  borough  superintendent,  previously  with¬ 
drawn. 

PREMISES  AFFF.CTED-546  Pearl  street,  north  side  146 
It.  3  in.  east  of  FJm  street  (Block  157,  Lot  27) 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  John  C.  Burt. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
ing  and  Buildings. 


» 
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ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN—  .  . 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative  .  ^ 

Absent:  Commissioner  Savage .  1 


451-44-A 

APPLICANT— Fourth-  District  Odd  Fellows  Association  of 
Kings,  Inc.,  owner  (Bushwick  Unit  of  Greater  New 
York  Company  of  Jehovah’s  Witnesses,  lessee). 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 60  Woodbine  street,  east  side, 
102.2  ft.  north  of  Bushwick  avenue  (1st  floor); 
(Block  3358,  Lot  13),  Borough  of  Brooklyn. 

APPEARANCES—  ,  ^  „  . 

For  Applicant:  Ray  R.  Swayze  and  Daisy  Kulp. 
For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  withdrawn  at  request  of 
applicant’s  representative. 

THE  VOTE  TO  WITHDRAW—  .  , 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  ^ 


23-44-A 

APPLICANT— Ed.  B.  Kotula,  for  Ella  J.  Kotula,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 2060  Tillotson  avenue,  northeast 
corner  of  Palmer  avenue  (Block  5228,  Lots  1  and  6), 


SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent.  ,  ... 

PREMISES  AFFECTED— 200  Fifth  avenue,  1-21  West 
23rd  street,  2-24  West  24th  street,  west  side  Fifth 
avenue  and  Broadway,  extends  from  West  23rd  to 
West  24th  streets  (Block  825,  Lot  31),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Curt  P.  Cowen.  t 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  September  26,  1944  at 
2  P.  M.,  for  further  consideration. 


441-44-A 

APPLICANT— Jacob  Lubroth,  for  Florence  E.  Wood- 
worth  &  Estate  of  George  A.  Powers,  owners 
(Dekalb-Fulton  Foods,  Inc.,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent.  . 

PREMISES  AFFECTED— 551-53  Fulton  street,  north  side, 
43  ft  east  of  Bond  street,  6-10  Dekalb  avenue 
(Block  2093,  Lot  32,  33),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlern.  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  3,  1944  at  2 
P.  M.,  on  written  request  of  applicant. 


450-44-A 

APPT  TTANT— Zareh  Sourian.  for  Engadine  Holding  Cor- 


Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Eugene  E.  Langell. 

For  Administration  :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  for  an  inspection  by  a 
committee  of  the  Board  (no  date  set). 


poration,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 50-56  West  59th  street,  south 
side,  120  ft.  east  of  Sixth  avenue  and  1430-1436 
Sixth  avenue  (Block  1274,  Lot  71),  Borough  of 
Manhattan. 

APPEARANCES— 


193-44-A 

APPLICANT— Arnold  W.  Lederer,  for  Andrea  Prizzi, 
owner  (Myrna  Coat  Co.,  lessee). 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 999  Willoughby  avenue,  north 
side,  275  ft.  east  of  Evergreen  avenue  (Block  3184, 
Lot  56),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD- -Laid  over  to  October  3,  1944  at  2 
P.  M.  on  telephone  request  of  applicant. 


435-44-A 

APPLICANT— Jacob  Lubroth,  for  Sterling  Cake  Company, 
Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 13-15  Sumpter  street,  north 
side  250  ft.  west  of  Patchen  avenue  (1st  and  2nd 
floors)  ;  (Block  1695,  Lots  16,  17,  18,  20,  42  and  43), 
Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant:  None. 

For  Administration :  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  3,  1944  at  2 
P.  M.,  on  written  request  of  applicant. 


501-44-A 

APPLICANT— Raymond  Irrera,  for  Lillian  M.  Huber, 
owner  (Agnes  Gallagher,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 114-68  Mexico  street,  north¬ 
west  corner  of  115th  avenue  (1st  and  2nd  floors) ; 
(Block  10392,  Lot  23),  St.  Albans,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Raymond  Irrera  and  Agnes  A.  Gal¬ 
lagher. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  for  an  inspection  by  a 
committee  of  the  Board  (no  date  set). 


For  Applicant :  None. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  3,  1944  at  2 
P.  M.,  on  written  request  of  applicant. 


436-44-A 

APPLICANT — Fifth  Avenue  Restaurant  Company,  lessee, 
for  Fifth  Avenue  Building  Company,  owner. 


517-44-A 

APPLICANT — Cortland  Realty  Company  of  New  York, 
owner  (Matam  Corporation,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 45-17  Pearson  street,  east  side, 
150  ft.  south  of  Jackson  avenue,  and  45-18  Court 
Square,  (Block  84,  Lots  11  and  49),  Long  Island 
City,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACi  ION  01-  BOARD — Laid  over  to  October  3,  1944  at  2 

V  M  »  on  written  request  of  applicant’s  representa¬ 
tive. 


cnc  ZONING  CASES 

595-30-BZ 

APPLICANT— Lama  and  Proskauer,  for  Diamond  Evan¬ 
gelist,  owner. 

SUBJECI  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  21  of  the  zoning  resolution, 
permitting  in  a  business  district,  the  erection  and 
maintenance  of  a  gasoline  service  station  for  a 
term  of  five  years. 

PREMISES  AFFECTED — 2478-2488  Coney  Island  ave¬ 
nue,  northwest  corner  Avenue  V,  (Block  7136  Lot 

APPEARANCES^0'  ^  B°r°Ugh  °f  Brookly"- 
]'°r  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  set  for  hearing  on  October  10  1944  at 
10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  ’’  ^ 


362-34-BZ 

APPLICANT— Abraham  Walley,  for  1230  Jerome  Avenue 
Corporation,  owner. 

SUBJECI  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
tlie  Borough  Superintendent)  previously  granted 
on  condition,  under  section  21  and  amended  under 
sections  7f  and  7i  of  the  zoning  resolution  per¬ 
mitting  in  a  business  use  district,  for  a  term  of  two 
years,  the  change  of  occupancy  of  an  existing 
building  to  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 1230-1234  Jerome  avenue,  east 
S  1T6-'1  ft-  6  m.  north  of  East  167th  street  (Block 

APPEARANCES-'  g‘’  °f  T''e  Br0nx' 

For  Applicant :  Lena  Surkin. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT _ 

Affirmative .  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative:  .  q 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (362-34-BZ) 

Whereas,  this  application  under  section  21  and  amended 
under  sections  7f  and  7i  of  the  zoning  resolution  per¬ 
mitting  in  a  business  use  district  for  a  term  of  two  years 
tne  change  of  occupancy  of  an  existing  building  to  a  garage 
m?re  than  five  motor  vehicles,  affecting  premises  1230- 
1234  Jerome  avenue,  east  side,  165  ft.  6  in.  north  of  East 
167th  street  (Block  2489,  Lot  8),  Borough  of  The  Bronx 
was  granted  by  the  Board  on  September  17,  1935  on  cer¬ 
tain  conditions ;  and 

Whereas,  the  permit  was  extended  from  time  to  time 

m  such,  extensi°n  having  been  granted  on  November 

10,  1942;  and 


theWpermitS’  ^  appHcant  ^^sted  a  further  extension  of 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
erebj  amend  its  resolution  adopted  September  17  1935 

l94?ninnC|ed  byr reSolut.lorls  adopted  through  November  10,’ 
1142,  only  so  far  as  it  has  reference  to  the  term  of  the 

shah ’read -that  “  amended’  this  r>ortion  of  the  resolution 

"granted  under  sections  7f  and  7i  of  the  zoning  resolu¬ 
tion  tor  a  term  of  two  (2)  years  from  the  date  of 
this  amended  resolution,  permitting  the  existing  build- 

fCn°;CtCUpie.d  aS  a,n°TStorage  garage  for  not  over 
hlteen  (la)  motor  vehicles  and  permitting  two  brake 

testing  machines  now  installed  to  be  continued,  on  con¬ 
dition  that  no  motor  vehicle  repairing  shall  be  carried 

of  h°rnleJ  thT  tha!  !nvoJved  in  testing  and  adjusting 
of  brakes  and  granted  only  so  long  as  the  requirements 
ol  this  resolution  are  maintained.” 


602-37-BZ 

QT1:  u  n! I”- v atharine  Hentschel,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  ot  permit— re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  ol  two  years,  the  parking  and  storage  of  more 
tlian  five  motor  vehicles. 

I  REMISES  AFFECTED— 25-33  Irving  avenue  and  343- 
34/  Jefferson  street,  northeast  corner  (Block  3167 

APPEARANCES^^  '  B°r°l'g"  °f  BnM^ 

For  Applicant :  Lillian  Hentschel. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
mg  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negativfe:  . . .  q 

THE  RESOLUTION  (602-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district  for 
a  term  of  two  years,  the  parking  and  storage  of  more ’than 

and  ufZ 7Vrehff  S’  affectinS  P^mises  25-33  Irving  avenue 
and  343-347  Jefferson  street,  northeast  corner  (Block  3167 

Lots  and  3),  Borough  of  Brooklyn,  was  granted  by  the 
Board  October  25,  1938,  on  certain  conditions,  permit  ex¬ 
tended  on  September  17,  1940  and  September  22  1942  and 
the  owner  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
Hereby  amend  its  resolution  adopted  October  25  1938  as 
amended  by  resolutions  adopted  through  September  22  1942 
only  so  far  as  it  .has  reference  to  the  term  of  the  permit’ 
read'  lat  ^  amended>  this  P°rt>on  of  the  resolution  shall’ 

“granted  under  section  7h  thereof  for  a  temporarv 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution,  permitting  the  parking  and  storage  of  more 
than  five  motor  vehicles,  on  condition.  *  *  *  ” 


100-38-BZ 

APPLICANT— J.  Jacques  Stone,  for  Gotham  Parking 
Corp.,  lessee. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit— re  Application  (decision  of 
the  acting  borough  superintendent  of  buildings) 
under  section  7h  of  the  zoning  resolution,  previ¬ 
ously  granted  on  condition,  permitting  in  a  retail 
use  district  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles 
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PREMISES  AFFECTED— 11-17  West  35th  street,  north 
side,  200  ft.  west  of  Fifth  avenue  and  12-14  West 
36th  street,  south  side,  219  ft.  west  of  Fifth  avenue 
(Block  837,  Lots  31,  32,  33,  34,  54  and  55),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  Jacques  Stone.  t 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ® 

THE  RESOLUTION  (100-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  retail  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  nve 
motor  vehicles,  affecting  premises  11-17  West  35th  street, 
north  side,  200  ft.  west  of  Fifth  avenue  and  12-14  West 
36th  street  south  side,  219  ft.  west  of  Fifth  avenue  (Block 
837,  Lots  31,  32,  33,  34,  54  and  55),  Borough  of  Manhattan, 
was  granted  by  the  Board  on  September  27,  1938,  on  cer¬ 
tain  conditions;  and  n 

Whereas,  the  permit  was  extended  on  September  1U, 
1940  and  September  15,  1942  and  the  applicant  requested 
a  further  extension  of  the  permit. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  September  27,  1938,  as 
amended  by  resolutions  adopted  through  Sept.  15,  1942,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read: 
“granted  under  section  7,  subdivision  h,  for  a  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion,  permitting  the  parking  and  storage^  of  more  than 
five  motor  vehicles,  on  condition.  *  *  *  ” 


523-38-BZ 

APPLICANT— Sidney  L.  Strauss,  for  George  Ehret  Prop¬ 
erties,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  variance — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles,  for  a 
term  of  two  years. 

PREMISES  AFFECTED— 23-22  to  23-30  31st  street, 
north  side,  100  ft.  east  of  23rd  road  (Block  842, 
Lot  80),  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 


extended.  m 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


THE  RESOLUTION  (523-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  partly  in  a  business  use  district 
and  partly  in  a  residence  use  district  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five  motor 
vehicles  affecting  premises  23-22  to  23-30  31st  street,  north 
side,  100  ft.  east  of  23rd  road  (Block  842,  Lot  80),  Long 
Island  City,  Borough  of  Queens,  was  granted  by  the  Board 
on  May  31,  1939  on  certain  conditions ;  and 

Whereas,  time  was  extended  on  October  17,  1939  and 
April  23,  1940,  resolution  amended  on  April  22,  1941  and 
resolution  further  amended  and  permit  extended  on  Sep¬ 


tember  15,  1942  and  the  applicant  requested  a  further  ex¬ 
tension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  .\ppeals  does 
hereby  amend  iti  resolution  adopted  May  31,  1939,  as 
amended  by  resolutions  adopted  through  September  15, 
1942,  only  so  far  as  it  has  reference  to  the  term  of  the 
permit,  so  that  as  amended,  this  portion  of  the  resolution 
sha.ll  rccid  * 

“granted  under  section  7h,  to  permit  the  premises 
within  the  business  use  district  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  (5)  motor  vehi¬ 
cles  for  a  term  of  two  years  from  the  date  of  this 
amended  resolution,  on  condition  that  the  existing  re¬ 
pair  shop  towards  the  rear  of  the  plot  and  the  two 
story  brick  building  and  fence  on  the  street  line  shall 
be  completely  removed ;  that  the  one  story  brick  build¬ 
ing  at  the  building  line  may  be  retained,  provided  it  is 
used  for  a  conforming  use  only;  that  this  portion  of 
the  plot  within  the  business  use  district  shall  be  surfaced 
with  steam  cinders,  clean  gravel  or  other  suitable  ma¬ 
terial,  properly  rolled  and  bound  to  prevent  dusting; 
that  there  shall  be  erected  on  the  interior  lot  lines  where 
walls  of  existing  brick  buildings  do  not  occur,  a  sub¬ 
stantial  woven  wire  fence  not  less  than  6  ft.  in  height ; 
that  a  similar  fence  shall  be  erected  across  the  property 
on  a  line  separating  the  business  use  from  the  residence 
use  district ;  that  a  similar  fence  shall  be  erected  along 
the  street  line  of  31st  street;  that  the  entrance  to  the 
premises  shall  be  solely  from  the  adjoining  lot  under 
lease  to  this  applicant  at  a  distance  back  from  31st 
street  of  approximately  50  ft. ;  that  no  additional  curb 
cuts  shall  be  installed  other  than  those  now  existing 
in  the  existing  gasoline  service  station ;  that  only  motor 
vehicles  of  the  pleasure  car  type  shall  be  so  stored  or 
parked,  excluding  trailers ;  that  during  the  term  of  this 
variation,  the  premises  shall  be  used  for  no  other  use ; 
that  no  access  shall  be  had  from  this  plot  for  parking 
to  the  rear  of  the  premises  in  the  residential  district ; 
that  no  signs  shall  be  erected  on  the  premises,  except 
there  may  be  a  sign  adjoining  the  gasoline  station,  ad¬ 
vertising  the  parking  and  storage  use,  provided  such 
sign  does  not  extend  beyond  the  building  line  and  does 
not  exceed  15  sq.  ft.  in  area;  that  proper  aisles  shall 
be  maintained  at  all  times  for  easy  entrance  and  exit; 
that  such  portable  fire-fighting  appliances  shall  be  in¬ 
stalled  as  the  fire  commissioner  shall  direct;  that 
proper  bumper  blocks  shall  be  installed  along  the  in¬ 
terior  lot  lines,  to  prevent  damage  to  the  adjacent 
buildings;  that  no  lighting  shall  be  installed,  except 
there  may  be  one  light  at  the  entrance  to  the  parking 
lot  from  the  adjoining  lot,  such  light  to  have  a  metallic 
reflector  so  arranged  as  to  reflect  away  from  the  ad¬ 
joining  occupancies  to  the  east  and  north;  that  all  per¬ 
mits  shall  be  obtained  and  all  work  completed  within 
three  (3)  months  from  the  date  of  this  amended  reso¬ 
lution.  . 

Resolved  further,  that  in  the  event  the  owner  desires 
to  leave  a  portion  of  the  wall  of  the  brick  building  on 
the  lot  line  up  to  a  height  of  6  feet,  such  brick  wall  may 
be  retained  and  be  accepted  in  lieu  of  the  woven  wire 
fence  hereinbefore  required  and  that  the  balance  of  the 
interior  lot  line  to  the  north  and  west  in  lieu  of  the 
woven  wire  fence  shall  have  a  sheet  metal  fence  con¬ 
structed  of  steel  of  the  same  height  as  required  for  the 
woven  wire  fence,  provided  such  sheet  metal  fence  is 
constructed  of  galvanized  iron  (Corr.  1875-38).” 


271-39-BZ 

APPLICANT— Bernard  J.  Thole,  for  Socony-Vacuum  Oil 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — re  Applica¬ 
tion  (decision  of  the  borough  superintendent) 
previously  granted  on  condition,  under  section  7c 
of  the  zoning  resolution,  permitting  in  a  business 
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use  district,  the  extension  of  an  existing  gasoline 
service  station  (previously  granted  by  the  Board; 
Board’s  decision  reversed  by  the  Court  without 
prejudice  to  taking  further  proceedings  before  the 
Board). 

1  REMISES  AFFECTED — 96-23  to  96-29  Queens  boule¬ 
vard  and  95-02  to  95-14  63rd  road,  northeast  corner 
(Block  2088,  Lot  22),  Elmhurst,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Bernard  J.  Thole. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  TION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 

THE  RESOLUTION  (271-39-BZ) 

Whereas,  this  application,  to  permit  in  a  business  use 
district  under  sections  7c  and  21  of  the  zoning  resolution 

t  iie,,e*terJS°on  °A  an  eTSti,ng  gasoline  station ;  premises 
96-23  to  96-29  Queens  boulevard  and  95-02  to  95-14  63rd 
road,  northeast  corner  (Block  2088,  Lot  22)  Elmhurst, 
Bo™Ugh  of  Queens,  was  granted  by  the  Board,  July  18 
1939,  on  certain  conditions;  the  decision  of  the  Board 
reversed  by  the  court,  without  prejudice  to  taking  further 
proceedings  before  the  Board;  and 
Whereas,  Albert  C.  Benson,  Socony- Vacuum  Oil  Com¬ 
pany,  Inc.,  owner,  requested  reopening  of  the  application 
under  section  7c  of  the  zoning  resolution  as  recommended 
by  the  order  of  the  court;  and 
W  hereas,  this  application  was  reopened  by  vote  of  the 
Board  and  granted  on  certain  conditions,  under  section  7c 
Pf  z?™g  resolution,  on  January  7,  1941  and  on  Septem¬ 
ber  29,  1942  and  September  28,  1943,  an  extension  of  time 
was  granted  to  obtain  permits  and  complete  the  work;  and 
W  hereas,  the  applicant  requested  a  further  extension  of 
time  within  which  to  obtain  permits  and  complete  the 
work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  7,  1941  as  amended 
by  resolutions  adopted  through  September  28,  1943,  only  in 
so  far  as  it  has  reference  to  obtaining  permits  and  com¬ 
pletion  of  the  work,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution.” 

1285-39-BZ 

APPLICANT— M.  Martin  Elkind,  for  Sark  Company 
Inc.,  owner.  ’ 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

REMISES  AFFECTED — 21-29  44th  drive,  north  side  90 
ft.  east  of  21st  street  (Block  438.  part  of  Lot 

appearance^— and  Clty’  Borough  of  Queens-  ■ 

For  Applicant :  M.  Martin  Elkind. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous- 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative :  .  "  '  q 

Absent:  Commissioner  Savage .  1 


THE  RESOLUTION  (1285-39-BZ) 

VV  hereaS’  this  application  under  section  7h  of  the  zoning 
esolution,  permitting  in  a  business  use  district  for  a  term 
mntn  the  parking  ^  storage  of  more  than  five 

d  QnVft1C  eS,t  afJeoVng  premises  21-29  44th  drive,  north- 
1  n  iV  w-  of D21st  street  (Block  438,  part  of  Lot  6) 
Long  Island  City,  Borough  of  Queens,  was  granted  by  the 

°W«  °n  -,an“ary  16t-  1940-  on  certain  conditions;  and' 
Whereas,  the  resolution  was  amended  on  March  31,  1942 

of  the  permiJ^and  ^  reqU<!S*ed  an  ex,e"si°" 

V  hereas,  a  new  decision  lias  been  obtained  from  the  bor- 

dafehoSfUPieTte^dTQnaCling  °n  Misc  Applic-  2595-44,  under 
date  ot  July  2P  1944,  but  no  certificate  of  occupancy  was 

issued  for  the  use  as  required  by  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  amend  its  resolution  adopted  lanuary  16  1940  as 
amended  by  resolutions  adopted  through  June  9  1942  onlv 
so  far  as  it  has  reference  to  the  term  of  the’ permit  so 
that  (as  amended  this  portion  of  the  resolution  shall  read- 
granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
premises  to  be  occupied  for  the  parking  and  storage  of 

nnk th  ian  fifVhU(5),  m0t0r  vehicles-  on  condition  that 
only  those  of  the  p  easure-car  type  shall  be  so  parked ; 

that  the  premises  shall  be  levelled  substantially  to  the 
grade  of  44th  drive  and  surfaced  with  steam 'cinders 
clean  gravel  or  other  suitable  material;  that  on  the 
'nter'?r  Imes  wh^re  walls  of  existing  buildings  do- 
ot  already  occur,  there  shall  be  erected  a  substantial 
woven  wire  fence  with  steel  posts  not  less  than  6  ft 

he'ght-  !hat  afsi™Ia1'  fence  ^all  be  erected  along 
the  street  line  of  44th  drive,  except  fob  three  en¬ 
trances  not  over  15  ft.  in  width  each,  with  curb  cuts 
opposite  of  similar  width ;  that  during  the  term  of  this 
permit  the  premises  shall  be  used  for  no  other  pur¬ 
pose  than  as  herein  permitted;  that  no  building  shall  be 
erected  thereon,  except  there  may  be  erected  near  the 
entrance  a  frame  building  not  over  one  story  in  height 
and  100  sq.  ft.  in  area,  as  an  office  and  shelter  for  the 
attendant ;  that  proper  aisles  shall  be  maintained  at  all 
times  for  easy  entrance  and  egress;  that  such  portable 
fire  fighting  appliances  shall  be  installed  as  the  fire  com¬ 
missioner  shall  direct;  that  no  signs  shall  be  erected 
on  the  premises  except  there  may  be  a  sign  erected  at 
each  entrance,  advertising  the  parking  and  storage  use 
provided  this  sign  does  not  exceed  15  sq.'  ft  in  area’ 
and  does  not  extend  beyond  the  building  line-  that  all 
permits  required  shall  be  obtained  and  all  work  involved 
completed  within  six  months  from  the  date  of  this  reso¬ 
lution. 

Resolved  further,  that  in  the  event  the  permit  is  ob¬ 
tained  from  the  borough  superintendent  for  occupancy 
as  a  parking  lot,  the  plot  adjoining  and  extending  to 
44th  road  (part  of  lot  6)  in  the  unrestricted  district 
may  be  occupied  in  connection  with  the  plot  herein  per¬ 
mitted  for  parking;  and  that  the  fence  separating  such 
lots  may  be  eliminated,  provided  a  fence  is  erected 
along  the  building  line  of  44th  road,  except  for  an 
entrance  thereto  not  over  15  ft.  in  width 
Resolved  further,  that  for  the  duration  of  the  present 
emergency,  the  existing  fences  on  the  rear  and  side  lot 
lines  may  be  maintained,  in  lieu  of  the  woven  wire 
fence  herein  required,  provided  such  fences  are  kept  in 
good  structural  condition.” 


812-41-BZ 

APPLICANT— Lama  and  Proskauer,  for  C.  J.  Neumann 
Kealty  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete  work— re  Applica¬ 
tion  (decision  of  the  borough  superintendent)  pre¬ 
viously  granted  on  condition,  under  section  7c  of 
the  zoning  resolution,  permitting  partly  in  a  busi¬ 
ness  use  and  partly  in  a  residence  use  district,  the 
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reconstruction  and  extension  of  a  gasoline  service 

station.  ,  .  . 

PREMISES  AFFECTED— 1916-1922  Flatbush  avenue  and 
3822-3832  Avenue  L,  southwest  corner  (Block 
7815,  Lots  32  and  35),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama.  ; 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous- 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time 

extended.  _  _ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  ® 


THE  RESOLUTION  (812-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  reconstruction  and  extension 
of  a  gasoline  service  station,  affecting  premises  1916-192 2 
Flatbush  avenue  and  3822-3832  Avenue  L,  southwest  corner 
(Block  7815,  Lots  32  and  35),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  July  7,  1942,  on  certain  conditions 
"time  extended  on  September  28,  1943  and  the  applicant  re¬ 
quested  a  further  extension  of  time  to  obtain  permits  and 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  7,.  1942,  as 
amended  on  September  28,  1943,  only  so  far  as.  it  has  ref¬ 
erence  to  obtaining  permits  and  the  completion  of  the 
work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  j-gad " 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


1078-41-BZ 

APPLICANT— Thomas  Muzzonigro,  lessee,  for  Sombra 
Realty  Corporation,  owner. 

SUB  IECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,"  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  the  park¬ 


ing  and  storage  of  more  than  five  motor  vehicles, 

for  a  term  of  two  years. 

PREMISES  AFFECTED— 1455-1461  Gates  avenue,  north 
side  250  ft.  east  of  Knickerbocker  avenue  (Block 
3335,  Lots  50  and  52),  Borough  of  Brooklyn. 

APPEARANCES—  J 

For  Applicant :  Antonio  Maglio  and  lhomas  Muz¬ 
zonigro.  , 

For  Administration :  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative :  , 
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THE  RESOLUTION  (1078-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  1455-1461  Gates  avenue, 
north  side,  250  ft.  east  of  Knickerbocker  avenue  (Block 
3335,  Lots  50  and  52),  Borough  of  Brooklyn,  was  granted 
by  the  Board  on  March  24,  1942,  on  certain  conditions  ;  and 
Whereas,  the  applicant  requested  an  extension  of  the 

permit ;  and  .  ,  ., 

Whereas,  a  new  decision  has  been  obtained  Irom  the 
Department  of  Housing  and  Buildings,  under  Bldg.  Notice 
1988-41  denied  August  2,  1944,  and  Certificate  of  Occu¬ 
pancy  #106190  issued  July  15,  1942,  has  been  filed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  by  the  Board  March 
24,  1942,  only  so  far  as  it  has  reference  to  the  term  of 
the  permit,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read :  „  .  . 

“granted  under  section  7h  thereof,  to  permit  the.  prem¬ 
ises  to  be  occupied  for  the  storage  and  parking  of 
more  than  five  (5)  motor  vehicles,  for  two.  years  from 
the  date  of  this  amended  resolution,  on  condition. 


Adjourned:  4:45  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 

hearing.  ,  ,  , 

Third,  That  no  plea  of  ignorance  of.  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


offices  of  the  Board  and  of  the  further  publication  of  the 

calendars  in  the  daily  press.  .  .  . 

Fourth,  That  no  one  is  entitled  to  written  notice  of.  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to.  appear. 

Fifth  That  the  business  of  the  Board  is  to  dispose  ot  a 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 

0i Sixth  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each— postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin 
All  hearings  are  held  in  Room  1013,  Municipal  Building 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the'  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


Telephone— WOrth  2-5600. 

Dffice  Hours  for  Public — 9  a.  m.  to  4  p.  m. 

Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 

_ 

CONTENTS 

' 

— 

. 

his  issue  of  the  Bulletin  contains  in  the  order  given _ 
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linutes  of  Regular  Meeting  September  26,  1944,  at  10 
A.M.,  Affecting  Calendar  Numbers  462-44-BZ  529- 
44-A  and  47-44-SA. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  Intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addiessed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 


linutes  of  Regular  Meeting  September  26,  1944,  at  2 
P.M.,  Affecting  Calendar  Numbers  380-44-A,  457-44-A 
463-44- A,  47 1-44- A,  483-44- A,  484-44-A,  504-44-A,’ 

531-44-A,  520-43-A,  361-44-A,  436-44-A,  521-44-A  536- 
44-A,  1144-40-SM,  202-18-BZ,  263-19-BZ,  86-37-BZ, 
247-37-BZ,  320-37-BZ,  436-37-BZ  and  456-37-BZ. 

otice  of  Amendments  to  the  Building  Laws. 


Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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New  Cases  Filed  up  to  September  26,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

53g.44.SM — -“Acoustifibre”  (Gold  Bond  Acoustical  Prod¬ 
uct),  manufactured  by  National  Gypsum  Co.,  Material. 


539-44-BZ _ H.B.Bx. — 1272-1274  Hoe  avenue,  northeast 

corner  of  Freeman  street  (Block  2987,  Lot  1),  Borough 
of  The  Bronx,  Amendment  to  Alt.  259-44. 


540-44-BZ _ H.B.M. — 4086-4100  Broadway  and  616-620 

West  173rd  street,  southeast  corner  (Block  2141,  Lot  33). 
Borough  of  Manhattan,  Alt.  1032-44. 


541_44_A— H.B.Q.— 79-09  Rockaway  Beach  boulevard 
and  185-187  Beach  79th  street,  southwest  corner  (Block 
615,  Lot  30),  Rockaway  Beach,  Borough  of  Queens,  Alt. 
384-44. 


542-44-SA _ Servel  All  Year  Air  Conditioner,  Appliance. 


543-44-A—F.D.— 165-171  Grand  street,  224  Centre  street, 
southeast  corner  and  154  Baxter  street  (4th  floor)  ;  (Block 
235,  Lot  13),  Borough  of  Manhattan,  38737-LC  and  De¬ 
cision. 


544.44.BZ— 418-422  East  54th  street,  south  side,  294  ft. 
east  of  1st  avenue  (Block  1365,  Lot  13),  Borough  of  Man¬ 
hattan,  Alt.  1101-44. 


545.44.BZ _ H.B.M.— 410-416  East  54th  street,  south  side, 

194  ft.  east  of  1st  avenue  and  415-423  East  53rd  street 
(Block  1365,  Lot  9),  Borough  of  Manhattan,  Alt.  1100-44. 


546-44-BZ— H.B.B.— 822-828  4th  avenue  and  159-165  29th 
street,  northwest  corner  (Block  664,  Lot  37),  Borough  of 
Brooklyn,  Alt.  2437-44. 


547.44-A; _ H.B.B. — 813  Nostrand  avenue,  east  side,  37 

ft.  9  in.  south  of  Union  street  (1st  floor)  ;  (Block  1276, 
Lot  109),  Borough  of  Brooklyn,  P.A.656-44. 


548-44-SM— Sloan  V-200  Vs  in.  and  x/4  in.  IPS  Vacuum 
Breaker,  manufactured  by  Sloan  Valve  Co.,  Material. 


Auditone”,  manufactured  by  United  States  Gypsum  Co., 
Material. 


DESIGNATIONS :  H.B.— Department  of  Housing  and  Buddings, 

ll.It.lt. — Department  of  Housing  and  Buildings,  Brooklyn,  H.  -M- 
Department  of  Housing  and  Buildings,  Manhattan  HjB.Q,.  Dc. 
nartment  of  Housing  and  Buildings,  Queens;  H.B.IL— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.-Department  o 
Housing  and  Buildings,  Bronx;  Il.D.— Health  Department,  and 
ie.D. — Fire  Department. 


549.44-A _ H.B.M. — 2000-2010  Broadway  and  121-125 

West  68th  street,  northeast  corner  (2nd  floor)  ;  (Block 
1140,  Lot  15),  Borough  of  Manhattan,  Amendment  to  Alt. 

703-44. 


RULES 

Last  Publication  in  Bulletin 


550-44-SA _ -“Preway”  Space  Heater,  Model  4238,  Appli¬ 

ance. 


Blended  Cements,  Rules  for  Testing 

and  Use  of . •  •  . . £ec. 

Carbon  Dioxide  Liquefier,  Rules ....  Dec. 

Certificates  of  Occupancy,  approved 

form  . , . Pe.c‘ 

Concrete  Flat  Slabs,  Rules.  ....... -July 

Concrete  Masonry  Units,  Rules  tor 
Manufacture,  Testing  and  Use 
of  .  .......Dec. 

Concrete  Rules  (Hydrated  Lime) .  .  .Aug. 

Elevator  Rules  . . ..Mar. 

Erection,  Alteration,  Repair,  Ex- 
cavation  for  and  Demolition  of 
Buildings  . . . Bee. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  .  •  •  -  Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Sept. 

Fire  Retarding  Rules  for  Garages, 


28,  1943— Vol.  28,  No.  52A 
28,  1943 — Vol.  28,  No.  S2A 


28,  1943— Vol.  28,  No.  S2A 
13,  1937— Vol.  22,  No.  28 


28  1943 — Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943- 
15,  1937- 
12,  1944- 
28,  1943- 
7,  1944- 


-Vol.  28,  No.  52A 
-Vol.  22,  No.  24 
-Vol.  29,  No.  36 
-Vol.  28,  No.  52 A 
-Vol.  29,  No.  10 


19,  1944 — Vol.  29,  No.  37 


etc. 


.  Dec. 


Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  -for.  ......  .  -  Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . . 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules.  ......  Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  .  .Sept. 

Oil  Burner  Rules . ......Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules . -Sept. 

Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . . • •  •  • ;  7  •  -  Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Aug. 

Procedure,  Rules  of ...  . •  •  •  •  •  ^  e|)t.‘. 

Refrigerating  Systems,  Extract  A. C. .  April 

Smoking  in  Factories,  Rules  for - June 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules..... . June 

Structural  Alterations,  Reporting - June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


28,  1943- 
13,  1937- 
21,  1919- 


-Vol.  28,  No.  52/ 
-Vol.  22,  No.  15 
-Vol.  4,  No.  3 


28,  1943- 
7,  1925- 
5,  1928- 
28,  1943- 


-Vol.  28,  No.  52/ 
-Vol.  10,  No.  14 
-Vol.  13,  No.  23 
-Vol.  28,  No.  52/ 


5,  1944- 
28,  1943- 


-Vol.  29,  No.  ? 
-Vol.  28.  No.  52/ 


11,  1944 — Vol.  29,  No.  15 


5,  1944- 
24,  1936- 
3,  1937- 


-Vol.  29,  No.  35 
-Vol.  21,  No.  4? 
-Vol.  22,  No.  31 


8,  1944- 

7,  1937- 
25,  1944- 
20,  1944- 
29,  1937- 

8,  1937- 
7,  1932- 

24,  1936- 
24,  1936- 


-Vol.  29, 
-Vol.  22, 
-Vol.  29, 
-Vol.  29, 
-Vol.  22, 
-Vol.  22, 
-Vol.  17, 
-Vol.  21, 
-Vol.  21, 


No.  32 
No.  36 
No.  17 
No.  25 
No.  26 
No.  23 
No.  23 
No.  47 
No.  47 


28,  1943— Vol.  28,  No.  52 


Approved  appliances  and  materials  are  printed  in  th 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol. 
No.  23A. 


OCTOBER  3,  1944,  10  A.  M 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearm 
Tuesday  morning,  October  3,  1944,  at  10  o’clock  in  0 
1913,  Municipal  Building,  Manhattan,  on  the  following  ms 

ters : 


551-44-A— H.B.B.— 125-135  Ashland  place  and  231-241 
Willoughby  street,  northeast  corner  (basement  and  1st 
floor);  (Block  2071,  Lot  1),  Borough  of  Brooklyn,  Alt. 
432-44. 

Restored  to  Calendar. 

1144.40-SM— Acoustone,  Perfatone,  Quietone  and  Per¬ 
forated  Asbestos  Units  and  to  include  additional  material 


Zoning  Applications. 

340-44-BZ— Application,  June  8,  1944,  under  section  7 (c 
of  the  zoning  resolution,  of  Henry  George  Green  ,  P 
cant  on  behalf  of  Durand  Realty  Co.,  Inc.,  owner  to  g 
mit  the  maintenance  of  part  of  an  existing  business  b  j , 
ing  (bakery)  which  is  located  (without  permit)  and 
projects  approximately  5  ft.  into  a  residence  use  d ft 
and,  also,  to  permit  the  erect, on  and  maintenance  of  a  s  r 
ture  (wall  and  shed— which  is  accessory  to  the  busme 
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(bakery)  use)  which  also  extends  less  than  5  ft.  into  a 
residence  use  district;  premises  750-762  Allerton  avenue  and 
2556-2560  Holland  avenue,  southeast  corner  (Block  4435, 
Lot  32),  Borough  of  The  Bronx. 


725-24-BZ — Application  of  Max  Siegel,  applicant  on  be¬ 
half  of  Marlon  Confections  Corp.,  owner,  reopened  Sep¬ 
tember  12,  1944,  for  consideration  as  to  amendment  of  reso¬ 
lution,  under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  conversion  of  occu¬ 
pancy  of  a  garage  for  more  than  five  motor  vehicles  and 
motor  vehicle  repair  shop  (previously  granted  by  the  Board) 
to  a  confectionery  factory;  premises  321-343  West  54th  street, 
north  side,  275  ft.  east  of  9th  avenue  (Block  1045,  Lots  12- 
15),  Borough  of  Manhattan. 

804-41-BZ — Application  of  Max  Horn,  applicant  on  be¬ 
half  of  Beach  71st  Street  Development  Corp.,  owner,  re¬ 
opened  July  25,  1944,  for  consideration  as  to  extension  of 
permit — Application,  previously  granted  on  condition,  under 
section  7 h  of  the  zoning  resolution,  permitting  in  a  residence 
use  district,  for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles;  premises  149  Beach  71st 

I  street,  west  side,  437  ft.  north  of  Boardwalk  (Block  607, 
Lot  83),  Arverne,  Borough  of  Queens. 

Material  for  Approval. 

518-43-SM — Metal  Covered  Door  Associates  Kalamein 
One  and  One-Half  Hour  Test  Fire  Door  Assembly. 

HARRIS  H.  MURDOCK,  Chairman. 


Zoning  Applications. 

479-44-BZ— Application  August  11,  1944,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Philip  Steigman, 
applicant  on  behalf  of  East  New  York  Savings  Bank,  owner, 
to  permit  in  a  residence  use  district,  the  extension  in  height 
ot  a  building  now  used  as  a  garage  for  more  than  five 
motor  vehicles  and  the  conversion  of  occupancy  from  a 
garage  for  more  than  five  motor  vehicles  and  gasoline 
service  station,  to  a  factory;  premises  38-01  to  38-09  Beach 
Channel  drive,  southwest  corner  of  Beach  38th  street 
(Block  632,  Lot  30),  Edgemere,  Borough  of  Queens. 

332-44-BZ  Application  June  6,  1944,  under  sections  7a 
and  7c  of  the  zoning  resolution,  of  Jacob  J.  Gloster,  appli¬ 
cant  on  behall  of  Dayton  (  leaners  and  Dyers,  owners,  to 
permit  in  a  residence  use  district,  the  extension  in  area  of 
a  dry  cleaning  establishment;  premises  116-06  to  116-10 
Atlantic  avenue,  south  side,  22  ft.  east  of  116th  street 
(Block  475,  Lots  2,  4  and  6),  Richmond  Hill,  Borough  of 
Queens. 

422-39-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Bonded  Lien  Corp.,  owner,  reopened 
July  25,  1944,  for  consideration  as  to  extension  of  permit 
—Application,  previously  granted  on  condition  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  305- 
313  21st  street  and  697-705  6th  avenue,  northwest  corner 
(Block  892,  Lot  1),  Borough  of  Brooklyn. 


OCTOBER  3,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  3,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 


520-44-BZ — Application,  September  8,  1944,  under  section 
7c  of  the  zoning  resolution,  of  Colonial  Beacon  Oil  Co., 
applicant,  on  behalf  of  F.  and  L.  Building  Corp.,  owner, 
to  permit  in  a  business  use  district,  the  replacement  of  a 
building  now  used  as  a  garage  for  more  than  five  motor 
vehicles,  with  a  gasoline  service  station,  office,  lubrito- 
rium  and  car-washing;  premises  2956-2964  Atlantic  ave¬ 
nue  and  295-301  Cleveland  street,  southeast  corner  (Block 
3969,  Lot  16),  Borough  of  Brooklyn. 


481-44-A — 633-637  West  134th  street,  north  side,  300  ft. 
east  of  Riverside  drive  (2nd  and  3rd  floors)  ;  (Block  2001, 
Lot  13),  Borough  of  Manhattan. 

193-44-A — 999  Willoughby  avenue,  north  side,  275  ft. 
east  of  Evergreen  avenue  (rear  1st  floor)  ;  (Block  3184, 
Lot  56),  Borough  of  Brooklyn. 

441-44-A — 551-555  Fulton  street,  north  side,  43  ft.  east  of 
Bond  street  and  6-10  DeKalb  avenue  (Block  2093,  Lots  32 
and  33),  Borough  of  Brooklyn. 

435-44-A — 13-15  Sumpter  street,  north  side,  250  ft.  west 
of  Patchen  avenue  (1st  and  2nd  floors)  ;  (Block  1695,  Lots 
16,  17,  18,  20,  42  and  43),  Borough  of  Brooklyn. 

450-44-A — 50-56  West  59th  street,  south  side,  120  ft.  east 
of  6th  avenue  and  1430-1436  6th  avenue  (Block  1274,  Lot 
71),  Borough  of  Manhattan. 

517-44-A — 45-17  Pearson  street,  east  side,  150  ft.  south  of 
•  Jackson  avenue  and  45-18  Court  square  (Block  84,  Lots  11 
and  49),  Long  Island  City,  Borough  of  Queens. 

464-44-A — 223-227  West  66th  street,  north  side,  350  ft. 
west  of  Amsterdam  avenue  (2nd  floor)  ;  (Block  1158,  Lots 
16  and  18),  Borough  of  Manhattan. 

461-44-A — 413-415  Bedford  avenue,  east  side,  90  ft.  6  in. 
south  of  South  8th  street  (Block  2138,  Lot  7),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


595-30-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Diamond  Evangelist,  owner,  reopened 
September  19,  1944,  for  consideration  as  to  extension  of 
permit — Application,  previously  granted  on  condition 
under  section  21  of  the  zoning  resolution,  permitting  in  a 
business  use  district  for  a  term  of  five  years,  the  erection 
and  maintenance  of  a  gasoline  service  station;  premises 
2478-2488  Coney  Island  avenue,  northwest  corner  of 
Avenue  V  (Block  7136,  part  of  Lots  35  and  39),  Borough 
of  Brooklyn. 

537- 43-BZ — Application,  November  9,  1943,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution  of  loseph  B 
Lynch,  applicant  on  behalf  of  Staten  Island  Oil  Co.,  owner, 
to  permit  in  a  residence  and  manufacturing  use  district,  the 
installation  of  a  fuel  oil  tank  and  pipe  lines,  and  the 
extension  of  a  three  car  garage  to  a  five  car  garage  for 
owner’s  trucks;  premises  Foot  of  Tower  lane,  582.87  ft. 
east  of  Victory  boulevard  (Block  2620,  Lots  78  and  300), 
Travis,  Borough  of  Richmond. 

Appeal  from  Administrative  Decision. 

538- 43-A — Foot  of  Tower  lane,  582.87  ft.  east  of  Victory 
boulevard  (Block  2620,  Lots  78  and  300),  Travis,  Borough 
of  Richmond  (Under  section  36,  General  City  Law  re  build¬ 
ing  fronting  on  a  private  street — Tower  lane). 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  10,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning.  October  10,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 


OCTOBER  10,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  10,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


CALENDAR 


Appeals  from  Administrative  Decisions. 

436-44-A — 200  Fifth  avenue,  west  side  of  Fifth  avenue  and 
Broadway,  from  West  23rd  to  West  24th  streets,  21  West 
23rd  street  and  24  West  24tli  street  (Block  825,  Lot  31), 
Borough  of  Manhattan. 

521-44-A — 36  East  12th  street,  south  side,  182  ft.  6  in. 
east  of  University  place  (Block  563,  Lot  24),  Borough  of 

Manhattan.  . 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  17,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  17,  1944  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters :  .  . 

Zoning  Applications. 

462-44-BZ— Application  July  31,  1944,  under  section  7 f 
of  the  zoning  resolution,  of  Walter  Lang  and  Son,  Inc., 
applicant  on  behalf  of  Walter  Lang  and  Son,  Inc.,  and 
McCoy  Holding  Corporation,  owners  (Walter  Lang  and 
Son,  Inc.,  lessee),  to  permit  in  a  business  use  district,  for 
a  stated  term  of  years,  the  erection  of  a  boat  basin, 
marine  service  building,  gasoline  and  oil-selling  station ; 
premises  3022  Emmons  avenue,  south  side,  843.23  ft.  east 
of  East  27th  street  (Block  7515,  Lots  42  and  49),  Borough 
of  Brooklyn. 

207-44-BZ— Application,  April  5,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants 
on  behalf  of  Sadie  Singer,  owner  (H.  S.  Metal  and  Rubber 
Corp.,  lessee),  to  permit  in  a  business  use  district,  for  a  term 
of  two  years,  the  conversion  of  occupancy  of  a  building, 
legally  occupied  as  a  private  garage  for  five  motor  trucks, 
to  a  junk  shop;  premises  113  Kingsland  avenue,  west  side, 
25  ft.  south  of  Herbert  street  (Block  2833,  Lot  8),  Borough 
of  Brooklyn. 

386-44-BZ — Application,  June  22,  1944,  under  section  7a 
of  the  zoning  resolution,  of  Ben  Levee,  applicant,  on  behalf 
of  Staten  Island  Linen  Supply  Co.,  owner,  to  permit  in  a 
business  use  district,  the  erection  of  an  extension  to  an  exist¬ 
ing  laundry ;  the  extension  to  be  used  as  a  storeroom  and 
garage  for  eight  commercial  motor  vehicles,  accessory  to  the 
laundry,  and  to  permit  the  maintenance  of  a  driveway  across 
the  adjoining  lot;  premises  420  Targee  street,  northwest  cor¬ 
ner  of  Roff  street  (Block  642,  Lots  1  and  5),  Stapleton, 
Borough  of  Richmond. 

681-41-BZ — Application  of  Max  Horn,  applicant,  on 
behalf  of  Julia  E.  Hoeffling,  owner  (Albert  Van  West,  les¬ 
see),  reopened  July  18,  1944,  for  consideration  as  to  extension 
of  permit — Application,  previously  granted  on  condition,  under 


section  7h  of  the  zoning  resolution,  permitting  in  a  residence 

use  district,  for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles;  premises  91  Beach  87th 
street,  92  Beach  88th  street  and  north  side  of  Ocean  Drive, 
from  Beach  87th  to  Beach  88th  streets  (Block  626,  Lot  9), 
Rockaway  Beach,  Borough  of  Queens. 

421-44-BZ— Application,  July  6,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Interborough  Engineering  Co., 
applicant  on  behalf  of  Louis  Carmen  and  Nellie  Fay,  owners, 
to  permit  in  a  business  use  district  for  a  term  of  two  years, 
the  erection  of  a  building  to  be  occupied  as  a  dry  cleaning 
establishment  in  conjunction  with  an  existing  tailor  shop, 
where  dry  cleaning  is  an  accessory  use;  premises  118-14  to 
118-18  Merrick  road,  south  side,  20  ft.  west  of  118th  road 
(Block  12371,  Lots  330,  331  and  332),  St.  Albans,  Borough 
of  Queens. 

Appeal  from  Administrative  Decision. 

529-44-A — 208-20  Cross  Island  parkway,  south  side  300  ft. 
east  of  Roe  place  (basement  and  1st  floor)  ;  (Block  5844, 
Lot  1),  Bayside,  Borough  of  Queens. 

Material  for  Approval 

452-44-SM — Richmond  Screw  Anchor  and  Bolt. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  17,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  17,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

536-44-A — 216-16  28th  avenue,  southeast  corner  of  216th 
street  (Block  6019,  Lot  103),  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  14,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  14,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ter : 

Appeal  from  Administrative  Decision. 

5-44-A — 440  West  240th  street,  southeast  corner  of 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20), 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman, 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  26,  1944. 
Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  September  19,  1944,  and  1  uesday  after¬ 
noon,  September^,  1944,  were  approved  as  printed  in  Bulle¬ 
tin  No.  38,  Vol.  29. 

ZONING  CASE 

462-44-BZ 

APPLICANT — Walter  Lang  and  Son,  Inc.,  lessee,  for 
Walter  Lang  and  Son,  Inc.,  and  Macoy  Holding 
Corporation,  owners. 


SUBJECT — Application  (decision  of  the  Commissioner  of 
Marine  and  Aviation)  under  section  7f  of  the  zon¬ 
ing  resolution,  to  permit  in  a  business  use  district, 
for  a  stated  term  of  years,  the  erection  of  a  boat 
basin,  marine  service  building,  gasoline  and  oil  sell¬ 
ing  station. 

PREMISES  AFFECTED — 3022  Emmons  avenue,  south 
side,  843.23  ft.  east  of  East  27th  street  (Block 
7515,  Lots  42  and  49),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Harry  E.  Lang,  Adam  Kopf  and 
Eleanor  M.  Smith. 

For  Opposition:  John  Breitinger,  Anna  Mele, 
Emily  Ruger,  Freida  Ruger  and  Nicola  Barile. 
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MINUTES 


For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
ing  and  Buildings  and  Alfred  J.  Duggan,  Dep’t 
of  Marine  and  Aviation. 

ACTION  OP  BOARD — Laid  over  to  October  17,  1944  at 
10  A.  M.,  without  further  argument,  pending  an 
inspection  by  a  committee  of  the  Board. 


APPEAL  FROM  ADMINISTRATIVE  DECISION 

529-44-A 

QnSH?4NT~Sy!Vfnia  Electrical  Products,  Inc.,  owner, 
ppyuierc  order  of  the  fire  commissioner. 

.PREMISES  Ah  FECI  ED — 208-20  Cross  Island  parkway, 
south  side,  300  ft.  east  of  Roe  place  (basement  and 
first  floor)  ;  (Block  5844,  Lot  1),  Bayside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Eugene  P.  Larson,  H.  A.  De  Vin- 
centis,  Samuel  D.  Smith  and  John  J.  Rogan 
bor  Opposition:  Richard  H.  Nappi,  Fred  E.  Her- 
tan  and  John  P.  Fox. 

,  _ For  Administration :  Edwin  A.  Meyer,  Fire  Dent. 

ACTION  Oh  BOARD — Laid  over  to  October  17,  1944  at 
10  A.  M.,  without  further  argument,  pending  an 
inspection  by  a  committee  of  the  Board. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

47-44-SA 

^FPLICANl  Watson  Elevator  Co.,  Inc.,  owner. 
bUBJECT— Watson  Type  “A”  Interlock  and  Watson  Type 
A1  Gate  Contact,  approval  of 
APPEARANCES— 

For  Applicant:-  O.  P.  Cummings  and  D.  V. 
Jenkins. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

I  HE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 

the  RESOLUTION  (47-44-SA) 

Whereas,  the  Watson  Elevator  Company,  Inc.,  owner 
filed  on  January  18,  1944,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  appliance  known 
as  the  Watson  Type  “A”  Interlock  and  Watson  Type  “Al” 
Gate  Contact ;  and 

Whereas,  this  appliance  was  referred  to  the  Committee 
on  rests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  47-44-SA  [une  5)  1944 

Subject:  Watson  Type  “A”  Interlock  and  Watson  Type 
“Al”  Gate  Contact,  Approval  of. 

The  W  atson  Elevator  Company,  Incorporated,  owner, 
filed  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  the  W'atson  Type  “A”  Inter¬ 
lock  and  the  Watson  Type  “Al  ’  Gate  Contact  under 
the  provisions  of  C26-178.0.b,  and  Subarticle  9,  Group 
1,  of  Article  14,  of  the  Administrative  Building  Code. 

Description 

The  device  forming  the  subject  of  this  report  is  an 
electro-mechanical  elevator  interlock,  made  in  two  tvDes 
2A1  and  A’.  I  he  I  ype  “2A1”  elevator  interlock 
is  intended  for  use  with  push-button  or  automatically 
controlled  elevators  using  horizontally  sliding  or  swing¬ 
ing  hoistway  doors  to  prevent  the  operation  of  the 
elevator  car  unless  all  hoistway  doors  are  closed  and 
locked.  The  Type  “A”  is  intended  for  use  with  car 
switch  operated  elevators  having  either  horizontally  or 
vertically-sliding  or  swinging  hoistway  doors.  The 


switch  is  connected  in  series  with  the  operating  circuit 
ot  the  elevator  preventing  operation  of  the  elevator  car 
unless  all  hoistway  doors  are  closed  and  locked. 

Assembly  and  Operation 

The  assembly  of  the  Type  “2A1”  interlock  consists 
ot  an  electric  interlock  switch  mounted  in  the  hoistway 
near  the  top  of  the  hoistway  door  frame,  a  latch  hook 
mounted  on  the  door,  and  a  retiring  cam  mounted  on 
the  elevator  car  which  is  actuated  by  Rj-h.p.  cam  motor 
the  assembly  of  the  door  switch  consists  of  an  electric 
switch  mounted  on  the  upper  corner  of  the  door  frame 
and  a  bar  lock  mounted  on  the  hoistway  door.  The 
switch  is  provided  with  a  cast-iron  spring  loaded  weight 
which  engages  the  latch.  The  cover  and  the  back  are 
drilled  to  accommodate  the  shaft  which  carries  the 
roller  arm  and  roller.  Threaded  into  the  shaft  is  a 
pin  which  carries  the  load  of  the  cast-iron  weight  and 
raises  the  weight  when  the  roller  is  acted  upon  by  the 
retiring  cam. 

When  the  door  is  closed  the  latch  hook  engages  with 
the  cast-iron  weight  and  acts  against  the  lower  part 
ot  the  lower  contact  to  bring  the  switch  in  the  closed 
position.  When  the  roller  is  acted  upon  by  the  retiring 
cam  the  cast-iron  weight  is  raised  and  with  it  the  upper 
contact,  causing  the  circuit  to  be  opened. 

The  retiring  cam  is  mounted  on  the  side  of  the  ele- 
\atoi  car  in  such  a  position  that  it  will  encounter  the 
roller  of  each  switch  mechanism  at  each  landing.  The 
cam  equipment  consists  of  a  cam  shoe  which  is  con¬ 
nected  to  the  angle  mounting  plate  by  two  levers  Fas¬ 
tened  to  the  upper  lever  is  a  short  arm  for  connection 
to  the  motor.  The  angle  mounting  plate  is  equipped 
with  a  rubber  stop  which  tends  to  lessen  the  shock 
when  the  cam  is  pulled  into  the  retired  position.  Two 
springs  tend  to  keep  the  retiring  cam  in  a  distended 
position  when  the  motor  circuit  is  open.  These  springs 
aie  situated  at  the  joint  between  the  lever  arm  and  the 
angle  mounting  plate.  The  retiring  cam  is  connected 
by  a  2- ft.  length  of  linked  chain  over  a  roller  to  the 
cam  motor.  I  lie  cam  motor  is  mounted  on  the  top 
of  the  elevator  car. 

The  switch  mechanism  of  the  Type  "A”  interlock 
consists  of  a  stationary  and  movable  contact  both 
•  secured  to  the  cover.  A  spring  at  the  hinge  of  the 
movable  contact  keeps  it  in  an  open  position.  A  square 
opening  in  the  cover  of  the  switch  permits  the  latch  to 
act  upon  one  end  of  the  stationary  contact  against  the 
spring  and  causes  the  contact  to  close. 

The  latch  mechanism  consists  of  a  latch  bar  mounting 
plate  and  a  cover.  On  the  inside  is  the  latch  bar  loaded 
with  a  spring  which  tends  to  keep  it  in  a  distended 
position.  Attached  to  the  lower  end  of  the  latch  bar 
a  ring  is  provided  for  the  operation  of  the  latch. 

(  onsidering  the  Type  “2A1”  mechanism  when  the  car 
is  at  a  landing  with  the  hoistwav  door  open,  the  circuit 
is  opened  and  the  car  cannot  be  moved.  When  the 
door  is  closed  and  the  cam  motor  started  the  cam 
retires  causing  the  cast-iron  weight  to  engage  the  latch 
locking  the  door  and  at  the  same  time  closing  the  cir¬ 
cuit,  thus  permitting  operation  of  the  car.  The  cam 
motor  remains  in  a  stalled  rotor  position  keeping  the 
cam  retired  while  the  car  is  in  motion  until  the  desired 
landing  is  reached.  The  motor  circuit  is  then  auto¬ 
matically  opened  releasing  the  cam  which  assumes  a 
normal  position.  In  assuming  this  position  the  cam  acts 
against  the  roller  and  in  turn  causes  the  cast-iron  weight 
to  be  raised  unlocking  the  door  and  breaking  the  circuit. 

The  Type  “A”  interlock  is  connected  in  series  with 
the  car-operating  circuit.  When  the  hoistway  door  is 
closed,  the  latch  simultaneously  locks  the  door  and 
closes  the  circuit. 

Type  “2A1”  Interlock— The  enclosing  case  or  housing 
of  the  switch  is  a  brass  casting  5  in.  long,  2-13/16  in 
w-ide,  U4  in.  deep,  and  y8  in.  thick.  On  one  side  is  a 
slot  9/32  in.  wide  and  1-9/16  in.  long,  to  accommodate 
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the  operating  pin.  Below  this  is  a  square  opening  /$,  m 
wide  and  1  in.  long  to  accommodate  the  latch  hook.  At 
both  top  and  bottom,  1/4  in.  from  the  right-hand  casing 
is  a  slotted  boss  to  accommodate  the  inside  cover.  At 
the  top  of  the  switch  a  threaded  opening  is  provided 
for  a  Ya  in-  flexible  conduit  fitting.  The  back  or  mount¬ 
ing  plate  is  of  sheet  brass  7/4  in-  long,  2;/4  in.  wice, 
and  Vs  in.  thick.  This  plate  is  fastened  to  the  housing 
with  four  %  in.  brass  screws  and  is  provided  with  six 
holes  to  accommodate  /4  in.  brass  screws  for  mounting 
A  3/8  in.  hole  is  drilled  Ms  in.  from  the  right-hand  end 
and  3-1/16  in.  from  the  top  to  support  the  end  of  the 

The  cover  is  sheet  brass  5  in.  long,  2-13/16  in.  wide, 
and  V8  in.  thick.  The  cover  is  fastened  to  the  housing 
for  four  Ys  in.  brass  screws.  On  the  right-hand  side 
1-13/16  in.  down  and  Ys  in.  in  from  the  edge  is  drilled 
a  V&  in.  hole  to  support  the  operating  shaft. 

The  inside  cover  is  4/4  in.  long  and  1/4  Jn-  wide,  anc 
U  in  thick,  cast  brass.  In  the  center  Ys  m.  down  is  a 
slot  1  Ys  in.  long  and  5/16  in.  wide  to  permit  connections 
between  the  cast-iron  weight  and  the  upper  contact. 
The  bosses  for  hinging  the  lower  contact  are  -/s  m. 
down  from  the  top  and  spaced  15/16  in.  apart.  In  the 
center  7/16  in.  up  from  the  bottom  is  a  rectangular 
opening  1  in.  long  and  Ya  in-  wide  This  opening- 
permits  operation  of  the  latch  against  the  lower  contac  . 

The  cast-iron  weight  is  fork  shaped  with  a  stem  at 
the  top  to  accommodate  the  loading  spring,  which  is 
made  of  0.057  diam.  wire,  has  an  I.D.  of  11/32  m., 
and  is  1/4  in.  long.  Cast  integral  with  the  stem  is  a 
5/16  in  by  5/16  in.  arm  for  connection  to  the  upper 
contact.  The  overall  length  of  the  cast-iron  weight  is 
3-7/32  in  The  width  of  the  fork  is  1/4  in-  and  the 
legs  are  /4  in.  by  1-1/16  in.  A  5/16  by  7/16  in.  oval 
opening  is  drilled  in  the  stem  to  accommodate  the 
operating  pin.  Between  the  fork  25/32  in.  from  the 
bottom  is  a  projection  /4  in.  long  and  7/32  m.  in  thick¬ 
ness.  This  projection  engages  the  lock. 

The  upper  contact  is  made  of  copper  1  in.  by  3/10 
by  Ys  in  It  is  mounted  on  a  mica  covered  bakehte 
block  1-5/16  by  11/16  by  /4  in.  which  is  fastened  to 
the  cast-iron  weight.  The  lowrer  contact  is  a  coppei 
finger  1  in.  long  11/32  in.  wide,  and  Ms  in.  thick  It  is 
attached  to  the  1/4  by  1/4  by  Ya  in.  bakehte  block  b}  a 
copper  spring  2  in.  by  11/32  by  0.025  in.  thick.  J 
brass  contact  arm  approximately  the  same  size  as  the 
opening  in  the  inner  cover  is  hinged  to  the  inner  cover. 
The  bakelite  block  is  mounted  on  its  contact  arm. 

The  operating  shaft  is  of  cold  rolled  steel  9%  in. 
overall  length.  The  diameter  is  /4  in.  for  7  in.  of 
length  The  remainder  of  the  shaft  is  Ys  in.  in  di¬ 
ameter  The  operating  pin  is  of  cold  rolled  steel  2 Ya 
in.  long  and  Ya  in.  in  diameter.  One  end  is  threaded 
to  permit  adjustments  and  the  other  end  being  threaded 
to  screw  into  the  operating  shaft.  .  , 

The  roller  arm  is  cast  bronze  with  an  effective  length 
of  35/6  in.  It  is  clamped  to  the  operating  shaft  by  a 
Ya  in  brass  screw.  The  other  end  is  forked  and  cai  nes 
the  fibre  roller.  The  fibre  roller  is  1 /4  in.  in  diameter 
and  Ys  in-  long.  It  is  pinned  to  the  roller  arm  with 

a  Ya  in.  steel  pin  1  in.  long. 

The  latch  is  a  bronze  casting  consisting  of  a  mount¬ 
ing  plate  and  the  latch  hook.  The  hook  extends  1  Ya  m. 
from  the  plate  and  is  parallel  to  the  surface  of  the 
plate.  The  plate  is  3/4  by  1/2  by  Ys  in.  and  is  mounted 
by  three  3/16  in.  brass  screws.  The  latch  hook  is  - 
by  Ya  by  7/16  in.  Two  notches  are  provided  in  the 
top  of  the  latch  hook  approximately  Ys  in.  deep  to 
engage  the  cast-iron  weight.  ___ 

Retiring  Cam— The  cam  shoe  is  a  bronze  casting  2b 
in.  long  having  a  “T”  shaped  cross  section  Ya  by  9/16  in. 
The  effective  vertical  length  is  12  in.  The  mounting  plate 
is  a  cast  bronze  angle  plate  1/4  in.  by  1  in.  and  having 
a  thickness  of  3/16  in.  The  ends  are  forked  and  drilled 
to  accommodate  Y  in.  pins.  Connecting  the  cam  shoe  to 
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the  mounting  plate  are  two  lever  arms  forked  at  both 
ends  and  drilled  to  accommodate  Ys  in.  pins.  1  he  arms 
are  Ys  by  Y&  in.  with  3/4  in.  between  centers  of  the 
drilled  holes.  They  are  secured  to  the  cam  shoe  and 
mounting  plate  by  Ys,  in.  steel  pins  and  cotter  keys.  wo 
phosphor  bronze  springs,  one  on  each  lever  arm  tends  to 
hold  the  cam  in  a  normal  position.  These  springs  are 
8  turns  of  wire  0.07  in.  in  diameter  and  having  an  inside 
diameter  of  17/32  in.  A  bronze  arm  2/4  by  M2  by  Ms  m. 
is  secured  to  the  upper  lever  arm  for  connection  to  the 

linked  chain.  , 

Cam  Motor — The  cam  motor  is  a  /4-h-P-,  General  elec¬ 
tric  motor  designed  to  withstand  stalled  rotor  conditions 
for  long  periods.  A  resistance  of  100  ohms  is  placed  in 
series  with  the  motor  circuit.  At  the  end  of  the  motor 
shaft  is  a  gear  having  a  pitch  diameter  of  1/4  m.  which 
actuates  another  gear  having  a  pitch  diameter  ot  S/a  in. 
When  the  motor  is  started  the  link  chain,  which  operates 
the  retiring  cam,  is  wound  around  the  shaft  of  the  large 
gear.  On  the  outer  side  of  the  large  gear  is  a  spring- 
loaded  eccentric  cam  to  counter-balance  the  stresses. 

Type  “A”  Interlock— The  Type  “A”  interlock  switch 
consists  of  a  cast-brass  housing  4-5/16  111.  long,  1-13/16 
in.  wide,  iy2  in.  deep  and  Ys  in.  thick.  Cast  integral  with 
the  housing  at  both  top  and  bottom  are  two  mounting 
plates  5/16  in.  thick.  The  housing  is  lined  with  asbestos. 
The  cover  is  cast-brass  4-13/16  in.  long,  1-13/16  in.  wide, 
and  Ys  in.  thick.  At  one  end  a  bearing  guide  for  the 
latch  is  provided.  A  square  opening  13/16  by  13/16  in.  is 
provided  in  the  cover  for  the  operation  of  the  latch 

against  the  contact  arm.  .  .  . 

The  contact  arm  is  cast-brass  and  is  hinged  to  the 
cover.  The  contact  arm  carries  a  1/4  by  1/4  by  Ya  ,in- 
canvas  bakelite  block  and  a  movable  contact.  A  spring 
on  the  contact  arm  tends  to  keep  the  contact  in  an  open 
position.  The  movable  contact  is  fork  shaped  phosphor 
bronze  0.026  in.  thick.  The  legs  of  the  contact  are  U/2  in. 
long  and  Ys  in.  wide,  with  a  /4  m.  spacing  between  them. 

The  stationary  contacts  are  of  copper  /4  in.  by  7/16  m. 
by  Ya  in.  They  are  mounted  Ys  in.  apart  on  a  bakelite 
block  Ya  in-  thick,  and  have  a  7/32  in.  bakelite  block  be¬ 
tween  them.  , 

The  latch  hook  mechanism  consists  of  a  cast-bronze 
cover  6/4  in.  long,  1/4  in.  deep,  1  Ys  in.  wide  and  the 
thickness  of  the  side  is  Ys  in.  The  cover  is  opened  at 
the  bottom  and  at  both  ends.  A  cast-bronze  base  plate 
of  the  same  general  dimensions  as  the  cover  is  bolted  to 
the  cover.  Bosses  which  serve  to  hold  the  latch  bar  and 
spring  in  place  are  cast  integral  with  the  base  plate. 
The  latch  bar  is  of  cast  bronze  with  an  overall  length 
of  8  in.  The  end  which  engages  the  switch  is  9/16  in. 
by  Ys  in.  and  is  rounded  at  the  end.  The  other  end  is 
drilled  with  a  3/16  in.  bolt  to  accommodate  the  operating 
mechanism.  The  center  of  the  latch  bar  is  slotted  to 
accommodate  the  spring  with  wLich  it  is  loaded^  The 
spring  is  2/4  in.  long  and  is  made  of  phosphor  bronze 
wire  0.04  in.  in  diameter.  The  inside  diameter  of  the 

spring  is  15/64  in.  ,  , 

These  appliances  were  tested  and  approved  by  the 
Underwriters  Laboratories,  Safety  Appliance  No.  522, 
Application  No.  28C-2642  and  Columbia  University  Re¬ 
port  No.  E2  for  each  of  the  following  tests : 

Endurance 
Current  interruption 
Tests  in  moist  atmosphere 
Tests  without  lubrication 
Misalignment  test 

The  applicant  has  filed  a  letter  dated  June  5,  1944  cer¬ 
tifying  that  the  clearances  between  working  parts  of  the 
devices  are  such  that  they  will  satisfactorily  function 
within  the  temperature  range  as  required  by  C26-1179AJ,a 
of  the  Administrative  Building  Code. 

Recommendation 

On  the  basis  of  the  foregoing  data,  the  Committee  on 
Tests  recommends  the  approval  of  the  Watson  Type  A 
Interlock  and  Watson  Type  “Al”  Gate  Contact  as  having 
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— 

met  the  requirements  of  Subarticle  9,  Group  1  of  Article 
14,  of  the  Administrative  Building  Code,  for  use  in  New 
York  City  when  installed  in  accordance  with  this  report 
and  the  pertinent  provisions  of  the  Administrative 
Building  Code,  provided  that  the  appliance  be  marked, 
labelled  or  stamped  “Approved  by  the  Board  of  Stand- 
^rds^and^  Appeals  for  use  in  New  York  City  under  Cal. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

L  Whereas,  this  report  recommended  the  approval  of  this 

appliance. 

|  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
u  approve  the  appliance  known  as  the  Watson  Type 
L  A  Interlock  and  \\atson  lype  “A1  Gate  Contact,  on 
I  condition  that  the  appliance  be  manufactured,  installed,  used 
and  labelled  in  accordance  with  the  above  report. 


Adjourned:  11  :30  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  SEPTEMBER  26,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

380-44-A 

cnDTrr^N  * — Arthur  Jovis,  for  Harry  Carpman,  owner, 
j  oUBJECl  Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

|(PREMISES  AhhEG  I  ED — 1656  Hering  avenue,  east  side, 
105.03  ft.  south  of  Van  Nest  avenue  (Block  4113, 
Lot  62),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Arthur  Jovis. 

For  Administration :  Fred  Dahlem  and  Henry 
Pheney,  Dep’t  of  Housing  and  Buildings. 

ACTION  OF  BOARD-Appeal  denied 
‘  THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 


:  THE  RESOLUTION  (380-44-A) 

1  Whereas,  Arthur  Jovis  for  Harry  Carpman,  owner,  filed 
lune  19,  1944  an  appeal  from  a  decision  of  the  borough 
'Uperintendent  affecting  premises  1656  Hering  avenue,  east 
nde,  105.03  ft.  south  of  Van  Nest  avenue  (Block  4113, 
-ot  62),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent 
lated  June  8,  1944  on  Alt.  Applic.  1117-41  reads: 

“In  answer  to  your  letter  of  even  date,  you  are  ad¬ 
vised  that  application  for  a  certificate  of  occupancy 
for  use  of  the  above  premises  as  a  class  “A”  converted 
dwelling  and  two  car  garage,  is  DENIED,  as: 

1.  Plans  and  applications  must  be  filed  for  the  exten¬ 
sion  of  garage  to  its  present  area,  inasmuch  as  ap¬ 
proved  New  Building  Application  No.  568/31  included 
a  one  car  garage,  10 '0"  x  19 '0"  in  area. 


2.  Garage  is  not  permitted  to  cover  more  than  40% 
of  the  rear  yard.” 

and 

Whereas,  the  applicant  states  that  the  dwelling  is  two 
stories  and  basement  (29  ft.)  in  height,  18  ft.  6  in.  by  54  ft. 
in  area,  of  class  3  construction  and  that  the  garage  building 
is  1  story,  10  ft.  in  height,  24  ft.  by  19  ft.  in  area,  of  class 
3  construction,  located  in  a  residence  use,  C  area  district  and 
used  as  a  two  car  private  garage;  and 

Whereas,  Violation  590-36  issued  June  25,  1941  states 
that  there  exists  a  violation  of  section  5  of  the  building 
code  in  that  of  changing  occupancy  of  building  without  a 
certificate  of  occupancy,  to  wit :  converting  dwelling  to  class 
“A”  Multiple  Dwelling;  and 

Whereas,  Certificate  of  Occupancy  1018  issued  November 
20,  1931  on  N.  B.  Applic.  568-31,  permits  the  use  of  the 
dwelling  by  two  families  and  garage  building  as  a  private 
garage;  and 

Whereas,  the  applicant  contends  that  this  appeal  relates 
to  the  two  car  masonry  private  garage  at  the  rear  of  the 
premises ;  that  the  Department  of  Housing  and  Buildings 
issued  a  violation  on  June  25,  1941,  applying  to  the  dwelling 
at  the  front;  that  plans  were  filed  for  the  purpose  of 
removing  this  violation ;  that  in  the  course  of  the  prepara¬ 
tion  of  the  plans,  it  was  noted  that  a  two  car  masonry 
garage  approximately  18  ft.  deep  by  24  ft.  wide  existed 
at  the  rear  and  such  garage  was  shown  on  the  plans  filed 
with  the  department,  to  remove  the  violation  issued  June 
25,  1941 ;  that  it  was  also  noted  on  the  Alt.  Applic.  form 
that  there  was  an  existing  two  car  garage  on  the  lot;  that 
the  Department  raised  an  objection  requiring  the  fire- 
retarding  of  the  garage  ceiling ;  that  plans  were  amended 
accordingly  and  plans  approved  and  permit  issued;  that  the 
work  was  carried  out  and  upon  its  completion,  inspections 
were  made,  the  reports  of  which  indicate  compliance  with 
the  approved  plans ;  that  subsequently,  application  was  made 
for  a  Certificate  of  Occupancy  and  such  application  was 
denied  with  the  objections  herein  appealed;  that  this  is 
the  first  notice  the  owner  had  that  plans  were  not  filed 
for  enlargement  of  the  garage  building;  that  at  the  time  the 
work  was  done,  an  architect  was  employed ;  that  the  garage 
building  in  question  was  erected  at  the  same  time  the 
garage  building  was  erected  at  the  rear  of  1654  Hering 
avenue,  that  the  plans  were  filed  under  Slip  Application 
61-32;  that  the  Department  states  there  is  no  corresponding 
record  for  the  garage  building  in  question  at  1656  Hering 
avenue ;  that  it  is  surmised  that  there  was  neglect  on  the 
part  of  the  architect  or  acceptance  by  the  Department  of 
one  set  of  plans  for  both  garage  structures  or  loss  of  the 
records  from  the  Department ;  that  the  Department  erred 
in  accepting  a  Slip  Application  for  the  enlargement  of  the 
garage  at  No.  1654  Hering  avenue;  that  Certificates  of 
Occupancy  are  not  issued  on  Slip  Applications,  although 
the  nature  of  the  work  done  was  such  as  to  require  a 
Certificate  of  Occupancy ;  that  it  would  be  a  great  hardship 
to  require  the  owner  to  demolish  the  extension  of  the 
garage  building ;  that  the  extension  was  made  in  good  faith ; 
that  the  ceiling  of  the  entire  garage  is  fire-retarded,  to 
comply  with  the  requirements  of  the  Department’s  approval 
of  the  plans  and  permit ;  that  the  Department  should  have 
raised  the  objections  now  raised,  before  the  permit  was 
issued  and  having  failed  to  do  so,  it  is  barred  from  such 
later  action  as  being  an  invasion  of  the  owner’s  rights ; 
that  the  decision  herein  appealed  is  an  outcome  of  the  order 
of  the  borough  superintendent  dated  May  22,  1944,  which 
requires  the  Chief  Plan  Examiner  to  review  all  records 
pertinent  to  an  application  for  a  Certificate  of  Occupancy 
at  the  time  such  application  is  received,  that  is,  after  the 
issuance  of  a  permit  and  completion  of  the  work  specified 
in  the  approved  plans ;  that  it  is  contended  that  this  review 
should  be  made  before  the  issuance  of  the  permit  to  build ; 
that  the  decision  of  the  borough  superintendent  now  is 
inequitable,  invades  the  owner’s  rights  and  destroys  the 
presumptive  benefit  of  a  permit  to  build ;  that  once  a  permit 
has  been  issued,  the  owner  should  feel  free  to  complete  the 
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work  embodied  in  the  plans  to  which  the  permit  applies  with 
the  assurance  that  a  certificate  of  occupancy  will  be  issued 
when  the  work  is  completed  according  to  plans;  and 

Whereas,  an  analysis  of  the  records  and  finding  of  the 
Board  is  set  forth  in  a  memorandum  reading  as  follows : 

MEMORANDUM 
Re:  Cal.  380-44- A. 

Premises:  1656  Hering  Avenue  (Block  4113,  Lot  62), 
Bronx. 

This  is  an  appeal  from  the  decision  of  the  Borough 
Superintendent  as  to  the  accessory  garage  on  the  rear 

of  the  lot.  .... 

In  1931  under  Application  568,  the  residence  building 
was  erected  for  two  families  on  a  lot  25  x  100.  At 
the  same  time  a  one  car  garage  was  erected  in  the  rear 

^Several  such  residence  buildings  were  erected  at  the 
same  time  on  adjoining  lots,  each  with  a  one  car  ga 
rage.  The  owner  of  the  adjoining  dwelling  on  lot  61, 
at  *1654  Hering  Avenue,  filed  a  Building  Notice  Appli¬ 
cation  No.  61  in  1932  to  enlarge  the  garage  on  Ins  lot 
to  a  two  car  garage  occupying  practically  the  entire 
width  qf  the  lot  at  the  rear  where  a  ten  foot  rear  yard 
is  required.  This  was  approved  without  any  question 
being  raised  as  to  the  extent  of  the  rear  yard  permitted 
to  be  covered  by  an  accessory  garage  as  to  which  the 
zoning  resolution  was  silent.  In  1925,  the  Board  of 
Estimate  and  Apportionment  issued  an  interpretation  of 
the  rear  yard  requirements  of  the  zoning  resolution  stat¬ 
ing  in  part — “It  is  permissible  to  locate  garages  and 
other  buildings  of  an  accessory  character  adjacent  to 
the  rear  lot  line  providing  that  the  prescribed  percentage 
of  occupancy  of  the  rear  yard  is  not  exceeded  either  in 
area  or  height.”  Under  this  interpretation  the  garage 
that  was  extended  in  area  on  the  adjoining  lot  61 
should  not  have  exceeded  40%  of  the  required  rear  yard 
as  provided  in  Section  17  of  the  Zoning  Resolution. 
It  now  appears  that  at  the  same  time  the  garage  on  lot 
62  was  similarly  extended  in  area  to  occupy  substan¬ 
tially  the  entire  rear  yard.  While  the  garage  buildings 
on  lots  61  and  62  have  a  common  lot  line  wall,  the 
application  cannot  be  interpreted  as  covering  the  exten¬ 
sion  on  both  lots.  It  is  clearly  confined  to  lot  61. 
There  was  no  permit  obtained  for  the  garage  extension 
on  lot  62,  which  is  the  subject  of  this  appeal. 

This  appeal  is  to  obtain  relief  from  filing,  an  appli¬ 
cation  for  the  garage  extension  and  for  an  interpreta¬ 
tion  as  to  the  permitted  coverage.  The  questions  have 
arisen  at  this  time  because  both  the  dwellings  on  lots 
61  and  62  have  been  converted  to  multiple  dwellings 
under  Alteration  Applications  1116  and  1117  of  1941, 
and  the  question  as  to  the  permitted  coverage  of  the 
rear  yard  by  the  garage  has  arisen  Section  60  of  the 
Multiple  Dwelling  Law  now  applies  because  ot  the 
change  in  the  class  of  the  buildings,  from  two  family 
residences  to  Class  A  converted  multiple  dwellings. 

The  appeal  should  be  denied  as  to  both  Items  1  and 
2.  Plans  should  be  filed  with  the  Borough  Superin¬ 
tendent  and  when  disapproved  as  to  the  zoning  require¬ 
ments,  an  application  for  a  zoning  variance  may  be 

filed  with  this  Board.  »  ,  ,  . 

Re  wived ,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  1117-41,  objections  1  and  2  be  and 
it  hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby 
is  denied. 


457-44-A 

APPLICANT— Tohn  J.  McNamara  for  Perfecto  Amuse- 
ment  Corporation,  owner  (doing  business  as  Mid¬ 
land  Holding  Corporation)  owner. 

SUBJECT _ Appeal  from  a  decision  of  the  borough  superm 

PRFMTSESeIAFFECTED-153  West  49th  street  north 
side.  145.10  ft.  east  of  7th  avenue  (1st  floor), 
(Block  i002.  Lot  7),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  H.  L.  Crockett. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 

Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  ® 

THE  RESOLUTION  (457-44-A) 

Whereas,  John  J.  McNamara,  for  Perfecto  Amusement 
Corporation  (doing  business  as  Midland  Holding  Corpora¬ 
tion)  owner,  filed  July  27,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  153  West 
49th  street,  north  side,  145.10  ft.  east  of  7th  avenue  (1st 
floor)  ;  (Block  1002,  Lot  7),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  27,  1944,  on  Alt.  Applic.  752-44,  reads : 

“1.  Emergency  courts  from  proposed  motion  picture 
theatre  to  comply  with  Section  12.21.3.5  Code.” 


Whereas,  the  applicant  states  that  the  building  is  2  stories 
(28  ft.)  in  height,  41  ft.  8  in.  by  100  ft.  5  in.  in  area,  of  class 
1  construction,  erected  in  1914,  located  in  a  business  use,  A 
area  district  and  used  and  occupied  since  1914  as  follows: 
cellar — boiler  room — fan  room — 6  persons;  1st  floor  theatre 
. — 247  persons ;  mezzanine — theatre — 52  persons ;  2nd  floor 
dressing  rooms  and  offices — 12  persons  ;  proposed  to  be  used 
and  occupied  as  follows  :  cellar — boiler  room  and  fan  room 
6  persons;  1st  floor — motion  picture  theatre  317  persons, 
mezzanine — motion  picture  theatre — 52  persons  ;  2nd  floor- 
projection  booth  and  offices — 12  persons ;  that  the  building  is 
equipped  with  an  approved  sprinkler  system  on  the  stage, 
having  two  sources  of  supply,  an  approved  standpipe  system 
and  one  3  ft.  4  in.  wide  steel  stair,  fireproof  enclosed,  equipped 
with  fireproof  self-closing  doors  at  the  front  of  the  building 
from  the  mezzanine  to  the  exit  passageway  and  2nd  floor  and 
that  there  is  a  scuttle  to  the  roof ;  and 

Whereas,  the  applicant  requests  a  variation  from  the  re¬ 
quirements  of  Section  12.21.3.5;  that  Alt.  Applic.  752-44  was 
filed  to  increase  the  seating  capacity  of  the  theatre  from  299 
to  369  seats  and  to  use  the  theatre  solely  as  a  motion  picture 

theatre;  and  ... 

Whereas,  the  applicant  contends  that  the  additional  seats 
would  be  gained  by  eliminating  the  stage  and  adding  70  seats 
in  the  front  of  the  orchestra  floor;  that  in  order  to  comply 
with  Section  12.21.3.5,  a  single  passageway  5  ft.  10  in.  wide 
would  be  required;  that  there  exists  a  3  ft.  4  in.  wide  fire¬ 
proof  passageway  on  each  side  of  the  auditorium  leading 
directly  to  the  street  and  providing  a  6  ft.  8  in.  aggregate 
exit  passage  directly  to  the  street;  that  the  building  is  fire¬ 
proof  except  the  stage  floor  section  and  by  eliminating  the 
stage,  the  entire  building  will  be  of  fireproof  construction; 
that  two  additional  5  ft.  wide  exits  will  be  provided  at  the 
front  of  the  orchestra;  that  in  view  of  the  fact  that  the  exit 
passageways  will  have  a  larger  aggregate  width  than  re¬ 
quired,  and  the  building  is  of  fireproof  construction  and  will 
be  used  only  as  a  motion  picture  theatre,  it  is  felt  that  a  better 
condition  will  result  through  the  proposed  alteration  and 
therefore  the  applicant  requests  a  variation  of  Section  12.21.- 
3.5,  to  permit  the  use  of  the  existing  fireproof  passageways 
for  the  increased  occupancy. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  752-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  objection 
1,  on  condition  that  the  seating  capacity  shall  at  no  time 
exceed  a  total  of  369  persons,  as  proposed ;  that  the  condition- 
as  indicated,  with  new  proposed  doors  toward  the  front  ot 
the  orchestra,  shall  be  maintained  wdth  doors  of  approved 
type,  including  hanging ;  that  in  addition,  a  new  door  shall  be 
constructed  to  the  easterly  court  from  the  foyer;  that  such 
door  may  be  3  feet  in  width  ;  that  this  variance  shall  con¬ 
tinue  only  so  long  as  the  building  is  occupied  as  a  motion  pic¬ 
ture  theatre,  and  with  the  occupancy  as  proposed,  and  com¬ 
plies  in  all  other  respects  with  all  laws,  rules  and  regulation: 
applicable  thereto. 
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463-44-A 

APPLICANT — Wickes,  Riddell,  Bloomer,  Jacobi  and  Mc¬ 
Guire,  for  Republic  Steel  Corporation,  owner. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the. fire 
commissioner. 

PREMISES  Abb  EC  1  ED — 62-88  Scott  avenue  (also  known 
as  82-90),  northeast  corner  of  Meserolc  street,  72 
Scott  avenue  (also  known  as  114-136),  southeast 
corner  of  Meserole  street,  160  Scott  avenue  and  598 
Scholes  street,  southeast  corner  (Block  2972  B,  Lot 
1,  Block  2979,  Lot  1  and  Block  2972,  Lots  1  and  25), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  R.  Clark,  Jr.,  and  H.  F.  Eisen- 
grein. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  Ob  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  . . *r .  0 

THE  RESOLUTION  (463-44-A) 

W  hereas,  Wickes,  Riddell,  Bloomer,  Jacobi  and  McGuire, 
for  Republic  Steel  Corporation,  owner,  filed  July  27,  1944  an 
appeal  from  an  order  and  decision  of  the  fire  commissioner 
affecting  premises  62-88  and  160  Scott  avenue,  northeast  cor¬ 
ner  Meserole  street  (Block  2979,  Lot  1 ;  Block  2972B,  Lot  1  ; 
and  Block  2972,  Lots  1  and  25),  Borough  of  Brooklyn;  and 
Whereas,  Order  12844-LF  issued  by  the  fire  commissioner 
May  25,  1944  reads  : 

“1.  Arrange  the  doors  on  the  1st  story  of  D.P.C. 
building  so  that  same  can  be  opened  from  both  the  out¬ 
side  and  inside  during  working  hours.  Section  272  of  the 
Labor  Law. 

2.  Arrange  stationary  wire  screens  on  windows  of  all 
buildings  so  as  to  be  readily  movable  or  removable  from 
both  sides  in  such  a  manner  as  to  afford  the  free  and  un¬ 
obstructed  use  of  such  windows  for  the  purposes  of 
egress  as  per  Section  272  of  the  Labor  Law.” 
and 

Whereas,  the  decision  of  the  fire  commissioner  dated  June 
28,  1944  reads: 

In  answer  to  your  letter  ot  June  22nd  you  arc  advised 
that  your  request  for  a  modification  of  our  Order  No. 
12844-LF  requiring  that  your  doors  on  the  1st  story  of 
D.P.C.  building  be  maintained  unlocked  and  unfastened 
and  also  that  the  stationary  wire  screens  on  windows  of 
all  buildings  be  arranged  in  accordance  ,with  the  provi¬ 
sions  of  Section  272  of  the  Labor  Law,  must  be  denied 
for  the  reason  that  these  items  have  been  issued  under 
mandatory  provisions  of  the  Labor  Law  and  may  be 
modified  only  upon  application  to  the  Board  of  Stand¬ 
ards  and  Appeals,  Municipal  Building,  Manhattan.” 
and 

Whereas,  the  applicant  states  that  62-88  Scott  avenue  is  5 
stories  (75  ft.)  in  height,  80  ft.  by  287  ft.  in  area,  of  class  1 
construction,  erected  in  1926,  located  in  an  unrestricted  use, 

A  area  district  and  used  and  occupied  as  follows :  cellar- 
boiler  room— 2  persons;  1st  floor — manufacturing  steel  and 
tubing— 15  persons;  2nd  floor— same— 35  persons  ;  3rd  floor- 
same— 20  persons;  4th  floor — same — 10  persons;  5th  floor — 
machine  shop  and  maintenance  department — 65  persons;  that 
this  building  is  equipped  with  a  one  source  sprinkler  system, 
a  standpipe  system,  an  interior  fire  alarm  system  and  fire 
drills  are  maintained ;  that  there  are  two  fireproof  stairs 
from  the  street  to  the  roof,  one  of  which  is  44  in.  wide  and 
the  other  50J4  in. ;  that  in  this  building  there  are  two  win¬ 
dows  (six  sash)  on  the  first  story  affected  by  the  order  ;  that 
means  of  egress  from  this  story  consist  of  8  exits  as  indi¬ 
cated  on  plans  filed  with  this  appeal ;  and 

W  hereavs,  the  applicant  states  that  No.  72  Scott  avenue, 
also  known  as  114-136  Scott  avenue,  is  one  story,  30  ft.  in 
height.  200  ft.  by  500  ft.  in  area,  of  class  3  construction, 
erected  in  1916,  located  in  an  unrestricted  use,  A  area  dis¬ 
trict  and  used  and  occupied  as  follows  :  cellar — storage — no 
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persons;  1st  floor — steel  tube  mill — 75  persons;  mezzanine — 
locker  and  shower  room — 75  persons  ;•  that  there  are  24  win¬ 
dows  (56  sash)  in  this  building  affected  by  the  order  and 
located  on  the  westerly  side  facing  Scojt  avenue  and  the 
southerly  side  facing  the  Long  Island  Railroad  right  of  way; 
that  there  are  13  exits  from  this  area  as  indicated  on  plans 
filed  with  this  appeal ;  and 

_  Whereas,  the  applicant  states  that  160  Scott  avenue  and 
a98  Scholes  street  is  1  story  and  mezzanine,  50  ft.  in  height, 
429  ft.  4  in.  by  199  ft.  in  area,  erected  in  1944,  located  in  an 
unrestricted  use,  A  area  district  and  used  and  occupied  as 
follows:  cellar— boiler  room— 2  persons;  1st  floor— steel  tube 
mill — 90  persons;  mezzanine — locker  and  toilet  rooms — 70 
persons,  that  the  building  is  equipped  with  a  one  source 
sprinkler  system,  standpipe  system,  an  interior  fire  alarm 
system,  but  fire  drills  are  not  maintained  ;  that  there  are  130 
sash  consisting  of  screen  frames  on  the  1st  story  facing 
streets  affected  by  the  order;  that  exits  from  this  area  con¬ 
sist  of  three  doors  to  Scholes  street,  one  door  to  Scott  ave¬ 
nue,  four  large  doors  opening  into  adjoining  five  story  build- 
mg  on  the  southerly  side  and  one  large  door  at  westerly  side, 
as  indicated  on  plans  filed  with  this  appeal ;  that  item  1  of  the 
fire  commissioner’s  order  applies  to  this  building;  and 
Whereas,  the  applicant  contends  that  item  1  of  the  fire 
commissioner’s  order  relates  to  the  first  floor  doorways  on 
the  northerly  side  of  the  Defense  Plant  Corporation  building 
opening  upon  Scholes  street ;  that  there  are  three  such  door- 
ways  in  question;  that  item  2  of  the  fire  commissioner’s 
order  relates  to  the  stationary  wire  screens  on  the  windows 
of  all  three  of  the  buildings  covered  by  this  appeal;  that  the 
wrork  done  in  these  buildings  is  exclusively  war  work ;  that 
the  Army  Ordnance  Department  has  directed  that  the 'three 
doorways  in  question  in  the  Defense  Plant  Corporation 
building  and  the  stationary  wire  screens  on  all  of  the  build¬ 
ings  be  retained  in  their  present  form;  that  at  the  request 
of  the  Army  Ordnance  Department,  the  three  doorways  in 
question  were  equipped  with  alarm  bells  so  that  they  cannot 
be  used  without  causing  an  alarm  to  go  off  and  each  of  the 
three  doorways  in  question  was  equipped  with  an  inside  panic 
bolt ;  that  there  are  six  other  doorways  in  the  building,  all 
of  which  are  wide  and  high;  that  in  case  of  an  emergency, 
the  panic  bolts  would  permit  easy  exit  from  the  building; 
that  the  six  other  doorways  are  open  at  all  times  when  the 
plant  is  in  operation;  that  the  wire  screens  on  all  of  the 
buildings  in  question  are  on  windows  on  the  first  story,  as 
indicated  on  plans  filed  with  this  appeal;  that  there  are 
numerous  exits  from  the  areas  in  question  and  consequently 
it  is  not  necessary  that  provision  be  made  for  ingress  and 
egress  from  the  windows;  that  in  view  of  the  character  of 
the  work  being  done  in  these  buildings,  the  direction  of  the 
Army  Ordnance  Department,  and  the  recommendation  of  the 
Second  Sei  vice  Command,  it  is  requested  that  a  variance  be 
permitted  for  the  term  of  the  present  emergency  and  six 
months  thereafter;  and 

Whereas,  the  applicant  has  filed  a  copy  of  the  recommen¬ 
dation  of  the  U.  S.  Army  Second  Service  Command  that  the 
panic  locks  and  fixed  wire  window  screens,  which  are  the 
subject  of  this  appeal,  be  retained  as  essential  security  meas¬ 
ures. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  order  12844-Lh  of  the  fire  commissioner  and 
that  the  appeal  be  and  it  hereby  is  granted  as  to  objection  1, 
on  condition  that  the  panic  bolts  shall  be  installed  only  on 
such  doors  as  are  indicated  on  plans  filed  with  this  appeal 
marked  “Received  July  27,  1944,”  plan  being  marked  “Bid! 
42  ;  and  that  such  panic  bolts  shall  be  of  approved  type  • 
that  this  variance  shall  continue  only  during  the  term  of  the 
present  emergency  and  for  six  months  thereafter;  as  to  item 
2,  that  the  wdre  screens  in  question  may  be  continued  on  the 
four  buildings,  as  indicated  on  plans  filed  with  this  appeal, 
marked  “Received  July  27.  1944,”  showing  the  buildings 
marked  Bid.  40,  41  and  42,  on  condition  that  such  screens 
shall  be  not  over  %  in.  wire  and  approximately  1  y2  inch 
mesh  or  greater,  fastened  by  clips  at  the  top  and  by  brass  or 
aluminum  bolts  at  the  bottom,  and  that  all  exits  shown  shall 


MINUTES 


be  maintained;  and  that  in  all  other  respects,  the  buildings 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto  other  than  as  modified  by  the  Board 
under  Cal.  Nos.  918-41-A,  568-43-A,  1230-21-A,  1253-24-A, 
32-27- S,  5S0-42-A,  553-42-A.  54-43- A,  76-43-A,  188-43-A. 


471-44-A 

APPLICANT— Matthew  W.  Del  Gaudio,  for  Capt.  Edward 
L.  Grant  Post  #1225,  American  Legion,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 1451-1455  Boscobel  avenue, 
west  side,  159.6  ft.  north  of  Plimpton  avenue  (Block 
2522,  Lot  96),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Matthew  W.  Del  Gaudio. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N  egative :  .  0 

THE  RESOLUTION  (471-44-A) 

Whereas,  Matthew  W.  Del  Gaudio,  for  Capt.  Edward  L. 
Grant  Post  #1225,  American  Legion,  owner,  filed  August  7, 
1944,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  1451-1455  Boscobel  avenue,  west 
side,  159.6  ft.  north  of  Plimpton  avenue  (Block  2522,  Lot 
96),’  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  31,  1944,  on  Alt.  Applic.  267-44,  reads : 

“1.  Proposed  occupancy  of  building  changes  it  to  a 
public  building.  Since  this  building  is  over  20  ft  in 
height;  it  must  be  of  fireproof  construction  as  per  Sec. 
4.2.1  of  the  Building  Code. 

2.  Both  stairways  from  2nd  floor  must  be  enclosed 
in  3  hour  walls,  as  per  Sec.  6. 4. 1.8.1  and  3.2.1  of  the 
Building  Code. 

6.  Indicate  that  proposed  south  stairway  will  con¬ 
tinue  to  the  roof,  as  per  Section  6.4.1. 11-K3  of  the 

Building  Code.  .  . 

7.  The  capacity  of  the  stairways  as  shown  is  inade¬ 
quate  for  the  proposed  occupancy,  as  per  Section  6.4. 1.1. 

8.  Provide  adequate  toilet  facilities  for  proposed  oc¬ 
cupancy  on  each  floor  as  per  section  14.8.4. 

and 

Whereas,  the  applicant  states  the  building  is  2  stories 
(33  ft.)  in  height;  50  ft.  by  50  ft.  and  60  ft.  in  area;  of 
Class  3  construction;  erected  1936;  located  in  a  business 
use,  B  area  district  and  used :  cellar,  storage  and  boiler 
room;  1st  floor,  stores  and  offices,  6  persons ;  2nd  floor, 
offices,  6  persons,  for  which  no  certificate  of  occupancy 
has  been  issued,  and  proposed  to  be  used  and  occupied  as 
follows:  cellar,  storage  and  boiler  room,  no  persons;  1st 
floor,  club  rooms  and  card  room,  200  persons ;  2nd  floor, 
club  rooms,  social  rooms,  meetings  and  dancing,  200  per¬ 
sons  ;  that  the  building  will  be  equipped  with  two.  interior 
stairs  of  steel  with  marble  treads,  enclosed  in  partitions  of 
2  in.  by  4  in.  studs,  metal  lath  and  plastered  both  sides, 
equipped  with  fireproof  self-closing  doors  and  extending 
directly  to  the  street;  that  one  of  these  stairs  is  3  ft.  3  in. 
in  width  and  the  other  will  be  4  ft.  in  width ;  that  there  is 
a  rear  fire  escape,  which  it  is  not  proposed  to  use ;  and 
Whereas,  the  applicant  contends  as  to  objection  1,  that 
as  the  building  will  be  used  as  a  club  house  with  not  more 
than  5  sleeping  rooms,  the  construction  classification  for  use 
classification  No.  2  applies  and  the  building  could  be  30'  ft. 
high  and  2  stories;  that  the  building  is  2  stories,  and  33  ft. 
in  height  from  the  curb  to  the  top  of  the  roof,  but  due 
to  the  space  between  the  2nd  story  ceiling  and  the  top  of 
the  roof,  the  height  from  curb  to  ceiling  of  the  2nd  story 
is  less  than  31  ft.;  that  the  2nd  floor  is  less  than  18  ft. 
6  in.  above  curb  at  center ;  that  in  view  of  the  nature  of 
the  occupancy  and  as  the  height  of  the  2nd  floor  above  curb 


is  less  than  18  ft.  6  in.,  it  is  requested  the  Board  modify 
this  objection;  and  contends  as  to  Objection  2,  that  the 
present  stairway  is  of  steel  with  marble  treads,  enclosed 
with  hollow  tile  blocks  at  first  floor  and  wood  studs,  metal 
lath  and  plastered  on  the  2nd  floor  with  fireproof  self- 
closing  door  at  the  opening ;  that  the  proposed  stairway 
will  be  of  steel  and  marble  treads  enclosed  in  partitions 
of  wood  studs,  metal  lath  and  plastered,  equipped  with  fire¬ 
proof  self-closing  doors  in  the  openings;  that  it  is  requested 
that  the  construction  of  stairway  enclosure  be  accepted  as 
being  in  close  compliance  with  Section  6.1.10,  which  allows 
an  occupancy  of  300  to  450  persons  on  two  floors  with  two 
4  ft.  stairs,  while  in  this  case  the  maximum  occupancy 
of  the  two  floors  would  be  200,  with  one  stairway,  3  ft. 

3  in.  in  the  clear,  and  the  new  stairway  4  ft.  in  the  clear; 
and  contends  as  to  Objection  6,  that  no  useful  purpose  can 
be  gained  in  extending  the  stairs  to  the  roof,  since  there  is 
no  safe  egress  from  the  roof ;  that  it  is  proposed  to  pro¬ 
vide  a  ladder  and  scuttle  from  the  east  stairway  to  give 
access  to  the  roof  for  repairs,  etc.,  and  contends  as  to 
Objection  7,  that  the  building  might  be  considered  as  com¬ 
ing  within  the  provisions  of  Paragraph  6.1.10  of  the  Code, 
where  two  stairways  4  ft.  wide  permit  an  occupancy  from 
300  to  400  persons,  as  the  two  stairways  will  have  a  mini¬ 
mum  combined  width  of  7  ft.  3  in.  in  the  clear ;  it  is 
requested  that  the  Board  permit  an  occupancy  of  200  persons 
for  the  second  story;  and  contends  as  to  Objection  8,  that 
since  the  maximum  occupancy  proposed  will  only  be  reached 
on  rare  occasions  and  will  not  be  continuous,  and  as  the 
permanent  occupancy  of  the  building  will  be  by  club  mem¬ 
bers  only,  it  is  requested  that  the  toilet  facilities  proposed, 
consisting  of  8  toilets  and  urinals  and  five  wash  basins  be 
considered  sufficient,  specifically  since  they  will  be  located 
in  various  parts  of  the  building  readily  accessible  to  the 
occupants  of  each  portion ;  that  the  total  number  of  toilet 
facilities  provided  will  be  sufficient  for  a  permanent  occu¬ 
pancy  of  240  persons  in  accordance  with  Section  14.8.4, 
while  the  entire  membership  of  the  post  will  never  total 
more  than  150  persons. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  267-44,  be  and  it  .hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to 
Objection  1,  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  as  to  Objection  2,  that  the  exist- 
ing  stairway  and  new  stairway  may  be  enclosed  as  proposed ; 
that  stairway  to  roof  may  be  omitted  in  view  of  there 
being  no  safe  exit  from  the  roof  to  an  adjoining  building, 
and  provided  the  scuttle  with  double  rung  ladder  leading 
thereto  shall  be  maintained  as  proposed,  and  ^s  shown  on 
plans  filed  with  this  appeal  marked  “Received  August  7, 
1944”;  as  to  Objection  6,  that  the  requirements  of  this 
resolution  as  to  Objection  No.  2  shall  be  complied  with; 
as  to  Objection  7,  that  the  occupancy  as  proposed  shall  not 
be  exceeded;  that  the  rear  existing  fire  escape  shall  be 
entirely  removed  or  made  safe  and  usable  by  extension 
across  two  additional  windows  with  goose  neck  ladder  to 
the  roof;  as  to  Objection  8,  that  the  existing  toilet  facilities 
may  be  approved,  provided  the  actual  number  of  persons 
throughout  the  building  at  any  one  time  does  not  exceed 
the  proposed  occupancy  for  one  floor ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


483-44-A 

APPLICANT— John  Burke,  for  John  J.  Flannery,  owner. 
SUBTECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1457-1459  Flatbush  avenue  and 
647  East  28th  street,  southeast  corner  (1st  and  2nd 
floors);  (Block  5251,  Lot  11),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  John  Burke  and  John  J.  Flannery. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (483-44-A) 

Whereas,  John  Burke,  for  John  J.  Flannery,  owner,  filed 
August  9,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1457-1459  Flatbush  avenue 
and  647  East  28th  street,  southeast  corner  (1st  and  2nd 
floors);  (Block  5251,  Lot  11),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
under  Alt.  Applic.  1372-44,  dated  August  4,  1944,  reads : 

“L  Provide  3  hr.  separation  at  A  as  buildings  were 
considered  as  separate  buildings  by  the  Board  of  Stand¬ 
ards  and  Appeals  in  conditional  variations  3 18-41 -S  and 
319-41-S.” 

and 

W  hereas,  the  applicant  states  the  building  is  2  stories, 
(25  ft.)  in  height;  20  ft.  8  in.  and  35  ft.  8  in.  front  by 
50  ft.  in  depth;  of  Class  3  construction;  erected  1921; 
ji  located  in  a  business  use,  C  area  district  and  used  since 
1942  as  follows:  cellar,  ordinary;  1st  floor,  stores;  2nd  floor, 
factory,  15  persons;  that  the  building  is  equipped  with  one 
4  ft.  wide  interior  wood  stairs,  which  does  not  extend  to 
the  roof,  but  is  equipped  with  a  ladder  and  scuttle;  that 
this  stair  is  enclosed  with  fire  retarded  partitions,  equipped 
with  kalamein  self-closing  doors  and  leads  directly  to  the 
street;  that  there  is  also  one  exterior  stairs  at  the  rear  of 
the  building,  extending  to  the  roof  by  a  ladder  with  egress 
to  the  street  through  an  open  yard ;  and 
Whereas,  Violation  No.  2344  was  issued  May  22,  1944, 
for  altering  the  building  and  changing  the  use  without  a 
permit ;  and 

I  Whereas,  the  applicant  states  that  it  is  proposed  to  cut 
an  opening  in  the  brick  party  wall  on  the  first  floor,  7  ft. 
9  in.  wide  between  this  building  and  1461-1463  Flatbush 
avenue  under  the  same  ownership  and  to  use  both  stores 
for  one  tenant ;  and 

Whereas,  the  applicant  contends  that  it  was  impossible 
to  rent  one  of  the  stores,  which  has  not  been  occupied  for 
;  some  time  and  respectfully  requests  a  variation  from  the 
-  requirements  of  the  Building  Code  as  cited  in  the  decision 
of  the  borough^  superintendent. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1372-44,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
l  on  condition  that  the  proposed  opening  on  the  first  floor 
shall  be  protected  with  an  approved,  self-closing  rolling 
shutter  on  one  side ;  that  such  door  may  be  held  in  an  open 
position  by  means  of  fusible  links,  which  shall  be  so  located 
as  to  be  operatable  from  either  side  of  the  wall ;  and  that 
l  in  all  other  respects,  the  building  and  occupancy  shall 
.  comply  with  all  laws,  rules  and  regulations  applicable  there- 
{  to  other  than  as  modified  by  the  Board  under  Cal.  484-44-A. 


484-44-A 

APPLICANT — John  Burke,  for  John  J.  Flannery,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1461-1463  Flatbush  avenue,  east 
side,  35  ft.  8  in.  south  of  East  28th  street  (1st  and 
2nd  floors);  (Block  5251,  Lot  11),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant  :  John  Burke  and  John  J.  Flannery. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


THE  RESOLUTION  (484-44-A) 

Whereas,  John  Burke,  for  John  J.  Flannery,  owner,  filed 
August  9,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  1461-1463  Flatbush  ave¬ 
nue;  east  side,  35  ft.  8  in.  south  of  East  28th  street 
(1st  and  2nd  floors);  (Block  5251,  Lot  11),  Borough  of 
Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  4,  1944,  on  Alt.  Applic.  1373  of  1944,  reads : 

“1.  Provide  3  hr.  separation  at  A  as  buildings  were 
considered  as  separate  buildings  by  the  Board  of  Stand¬ 
ards  and  Appeals  in  conditional  variations  318-41-S  and 
319-41-S. 

2.  Provide  adequate  egress  from  2nd  floor  for  the 
number  of  persons  on  the  basis  of  one  person  for  everv 
10  sq.  ft.  (C26-273.0.c)  (Sec.  6.1.23.  of  Bldg.  Code). 

3.  Stairway  C  to  comply  in  all  respects  with  C26- 
292.0  of  the  Building  Code  to  be  enclosed  in  3  hour 
partitions  C26-292.0(h),  (6.4.1. 8.1)  and  have  intermedi¬ 
ate  landing  C26-292.0(f ).” 

and 

Whereas,  the  applicant  states  the  building  is  2  stories, 
(25  ft.)  in  height;  43  ft.  9  in.  by  50  ft.  in  area;  of  Class 
3  construction;  erected  1921;  located  in  a  business  use,  C 
area  district  and  the  use  since  1942  was  as  follows  :  cellar, 
ordinary;  1st  floor,  two  stores;  2nd  floor,  factory,  15  per¬ 
sons;  proposed  to  be  used  and  occupied  as  follows:  cellar, 
same;  1st  floor,  same;  2nd  floor,  club  rooms,  70  persons; 
that  the  building  is  equipped  with  one  4  ft.  wide  wood  in¬ 
terior  stairs  leading  directly  to  the  street,  enclosed  in  fire 
retarded  partitions,  equipped  with  kalamein  self-closing 
doors,  and  one  exterior  stairs  at  the  rear  of  the  building, 
extending  to  the  roof  by  a  ladder  and  to  the  street  through 
an  open  yard ;  and 

Whereas,  Violation  2344  was  issued  May  22,  1944,  for 
altering  the  building  and  changing  the  use  without  a  permit ; 
and 

Whereas,  the  applicant  states  that  it  is  proposed  to  cut 
an  opening  in  the  brick  party  wall  on  the  first  story,  7  ft. 
9  in.  wide  between  1457-1459  Flatbush  avenue  and  the  build¬ 
ing  in  question,  and  to  use  the  two  stores  for  one  tenant 
and  use  the  second  story  of  1461-1463  Flatbush  avenue  as 
club  rooms  for  70  persons  ;  and 

Whereas,  the  applicant  contends  that  the  vacant  store 
on  the  first  floor  and  the  entire  second  floor  have  been  unoc¬ 
cupied  for  some  time  with  a  substantial  loss  of  income  and 
respectfully  request  variation  from  the  requirements  of  the 
Building  Code  as  cited  in  the  decision  of  the  borough  super¬ 
intendent. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1373-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  objec¬ 
tion  1,  on  condition  that  the  requirements  as  set  forth  in 
resolution  adopted  this  day  under  Cal.  483-44-A  shall  be 
complied  with ;  as  to  objection  2,  that  the  existing  stairway 
to  the  street  and  the  existing  fire  escape  on  the  rear  shall 
be  maintained ;  that  such  fire  escape  shall  have  an  exit  to 
the  street  through  the  adjoining  yard  and  permission  to 
traverse  same  shall  be  filed  with  the  borough  superintendent ; 
that  the  number  of  persons  permitted  on  the  second  floor 
space  to  be  maintained  as  a  club  shall  not  exceed  the 
capacity  of  the  primary  means  of  exit;  as  to  objection  3, 
that  the  existing  stairway  and  stair  enclosure  may  be  main¬ 
tained  as  set  forth,  provided  the  scuttle  through  the  roof, 
where  shown  with  iron  ladder  leading  thereto,  with  ail 
easy-opening  device  on  the  scuttle,  shall  be  maintained ;  that 
the  rear  fire  escape  shall  extend  to  the  roof  by  means  of  a 
stair  or  gooseneck  ladder;  that  the  brick  wall  separating 
the  building  at  1461-1463  Flatbush  avenue  from  the  building 
at  1457-1459  Flatbush  avenue  shall  be  maintained  without 
openings  therein  on  the  second  story,  and  the  entire  second 
floor  space  at  14.V-1459  shall  be  occupied  by  one  manu¬ 
facturing  tenant;  and  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto  other  than  as  modified  by  the 
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MINUTES 


Board  under  Cal.  483-44-A  and  under  C  al.  318-41  - S,  only 
so  far  as  it  has  reference  to  the  continued  factory  use  of 
the  second  story  space  to  the  north. 


504-44-A 

APPLICANT— Herbert  O.  Weigand,  for  Estate  of  Archi¬ 
bald  D.  Russell,  (City  Bank  Farmers  Trust  Co., 
Trustees),  owner  (Railway  Express  Agency,  Inc., 
lessee) . 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 216-230  West  31st  street,  south 
side  232.5  ft.  west  of  Seventh  avenue  and  225-237 
West  30th  street  (cellar)  ;  (Block  780,  Lot  19), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Herbert  O.  Weigand  and  R.  W. 
Thomson. 

For  Administration  :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  0 

THE  RESOLUTION  (504-44-A) 

Whereas,  Herbert  O.  Weigand,  for  City  Bank  Farmers 
Trust  Company,  trustee  of  the  estate  of  Archibald  D.  Rus¬ 
sell,  owner  (Railway  Express  Agency,  Incorporated,  lessee), 
filed  August  30,  1944,  an  appeal  from  an  order  of  the  fire 
commissioner,  affecting  premises  216-230  West  31st  Street, 
south  side,  232.5  ft.  west  of  Seventh  avenue  and  225-237 
West  30th  street  (cellar)  ;  (Block  780,  Lot  19),  Borough  of 
Manhattan ;  and 

Whereas,  Order  31608-LF,  issued  by  the  fire  commis¬ 
sioner,  Tuly  31,  1944,  reads: 

“1.  Provide  a  fixed  fire  extinguishing  system  or  other 
means  for  the  extinguishment  of  fire  satisfactory  to  the 
Fire  Commissioner  in  cellar  of  above  premises.  C  19-161.0 
Adm.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story  in 
height;  54  ft.  by  193  ft.  6  in.  in  area;  of  Class  1  construction; 
erected  1917;  located  in  an  unrestricted  and  retail  use  dis¬ 
trict,  and  used  and  occupied  as  follows  :  cellar,  storage,  lock¬ 
ers  and  carpenters  shop,  20  persons;  1st  floor,  express  assort¬ 
ing  station,  150  persons;  mezzanine,  toilet  room  and  office, 
15  persons;  that  the  building  is  equipped  with  a  standpipe 
system,  one  3  ft.  9  in.  fireproof  stairs,  which  does  not  lead 
to  the  roof  or  directly  to  the  street ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1917  for  use  as  an  express  assorting  station  ac¬ 
cording  to  approved  plans  and  has  been  in  continuous  use 
since ;  that  the  building  is  fireproof  and  is  protected  with  a 
sub-standard  standpipe  system  consisting  of  four  2  in._ stand¬ 
pipes  on  each  floor,  each  equipped  with  50  ft.  of  2  in.  fire 
hose ;  that  inasmuch  as  the  building  is  only  one  ‘story  in 
height,  the  floor  area  is  less  than  10,000  sq.  ft.,  the  occu¬ 
pancy  or  use  is  not  deemed  highly  hazardous ;  that  the 
present  standpipe  system  is  adequate  to  cover  the  needs  for 
fire  fighting  equipment  and  is  supplemented  with  seven  (7) 
2(4  gallon  fire  extinguishers  conveniently  located  and  it  is 
requested  that  the  order  of  the  fire  commissioner  be  modi¬ 
fied. 

Resolved ,  that  order  31608-LF  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted,  as  to  objection  1,  on  condition  that  the  existing 
stair  to  cellar  on  the  West  30th  street  side  shall  have  a  door 
leading  directly  or  by  enclosed  passage  to  West  30th  street ; 
that  an  additional  stair  to  cellar  shall  be  erected  toward  the 
West  31st  street  side,  which  will  also  have  an  opening 
through  the  outer  wall  either  on  West  31st  street  or  on  the 
side  yard ;  that  the  windows  on  each  side  wall  opening  into 
the  cellar  shall  be  maintained  and  glazed  with  plain  glass; 
that  the  substandard  standpipe  system  and  the  portable  fire¬ 
fighting  appliances  required  by  the  fire  commissioner  shall 


be  maintained;  that  the  existing  sawdust  bin  in  the  cellar 
shall  be  removed ;  and  that  in  all  other  respects,  the  building 
and  occupancy  shall  compy  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


531-44-A 

APPLICANT— LeRoy  A.  Perry,  for  Board  of  Estimate, 
City  of  New  York,  Bureau  of  Real  Estate,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2155  Daly  avenue  and  912 
Bronx  Park  South,  southwest  corner  (1st,  2nd  and 
3rd  floors)  ;  (Block  3125,  Lot  38),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Leroy  A.  Perry  and  Edward  J.  Me- 
Goldrick. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (531-44-A) 

Whereas,  LeRoy  A.  Perry,  for  Board  of  Estimate,  City 
of  New  York,  Bureau  of  Real  Estate,  owner,  filed  Sep¬ 
tember  14,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  2155  Daly  avenue,  and 
912' Bronx  Park  South,  southwest  corner  (1st,  2nd  and  3rd 
floors)  ;  (Block  3125,  Lot  38),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  8,  1944,  on  Alt.  Applic.  430-44,  reads : 

”5.  This  building  is  considered  a  public  building  and 
as  such  should  be  of  fireproof  construction  throughout. 
(Sec.  4.2.1.  Building  Code  and  C26-254  Administrative 
Code).  Reconsideration  denied. 

6.  State  in  specification  sheet,  the  live  load  and  num¬ 
ber  of  people  on  each  floor.  The  means  of  egress  as 
shown  is  inadequate.  Reconsideration  denied. 

7.  Not  more  than  2  stories  of  a  frame  dwelling  may 
be  occupied  for  living  purposes  (Sec.  8.7.2. 1.  Building 
Code  and  C26-536  Administrative  Code).  Reconsidera¬ 
tion  denied.” 

and 

Whereas,  Item  6  of  the  decision  of  the  borough  super¬ 
intendent,  dated  September  8,  1944,  was  modified  on 

September  21,  1944,  to  read  as  follows: 

“6.  Means  of  egress  as  shown  is  inadequate.  Re¬ 
consideration  denied.” 

and 

Whereas,  the  applicant  states  the  building  is  2  stories, 
attic  and  basement  (33  ft.)  in  height;  22  ft.  by  62  ft.  in 
area;  of  Class  4  construction;  erected  1908;  located  in  a 
residence  use,  B  area  district  and  occupied  since  1934  as  a 
converted  multiple  dwelling  and  proposed  to  be  used  and 
occupied  as  follows  :  cellar,  laundry,  boiler  room  and  stor¬ 
age,  no  persons;  1st  floor,  convalescent  home,  8  persons;  2nd 
floor,  convalescent  home,  6  persons;  3rd  floor,  custodians 
apartment  and  discussion  room,  15  persons;  that  the  build¬ 
ing  is  equipped  with  one  2  ft.  9  in.  wood  stairs,  enclosed  in 
partitions  of  plaster  on  wood  lath,  equipped  with  wood 
doors,  which  are  not  self-closing;  that  this  stair  leads  di¬ 
rectly  to  the  street;  that  there  is  also  a  fire  escape  on  the 
westerly  side  of  the  building  leading  to  the  yard  by  a  drop 
ladder  "with  egress  through  the  side  court  directly  to  the 
street;  and 

Whereas,  Violation  2260  was  issued  August  30,  1944, 
for  doing  plumbing  work  without  a  permit ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
originally  built  as  a  private  dwelling  in  1908  and  subse¬ 
quently  converted  to  a  3  family  multiple  dwelling  in  1934; 
that  the  building  has  been  vacant  for  3  years  and  it  is  now 
proposed  to  use  it  for  a  convalescents  home  for  alcoholics; 
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that  the  institution  will  be  of  a  charitable  nature,  operated 
i  by  the  City  ol  New  York  under  the  supervision  of  the 
Department  of  Welfare;  that  the  basement  will  be  used  for 
store  room,  boiler  room  and  laundry;  the  first  floor  for 
office,  sitting  room,  dining  room,  kitchen  and  one  bedroom ; 
that  the  2nd  floor  will  consist  of  5  bedrooms  for  con¬ 
valescents  ;  that  the  attic  will  be  used  tor  the  custodians 
h\  ing  quarters  and  discussion  room ;  that  the  discussion 

■  room  will  be  used  occasionally  by  the  convalescents  and  the 

■  supervisor  when  discussing  methods  of  treatment,  etc. ;  that 
the  means  of  egress  consist  of  an  interior  stairway  leading 
from  the  attic  to  Daly  avenue  and  an  outside  fire  escape  on 
the  westerly  side  of  the  building  with  a  sliding  drop  ladder 
in  guides  to  the  court  which  leads  to  Bronx  Park  South 
and  to  Daly  avenue;  that  the  maximum  number  of  con¬ 
valescents  will  be  14 ;  that  the  number  of  occupants  will  not 
exceed  the  number  of  people  occupying  these  premises  if 
they  were  used  as  a  class  A  or  B  multiple  dwelling;  that  in 
view  of  these  facts  and  that  the  premises  will  be  under 
supervision  24  hours  a  day,  it  is  requested  that  objections 
5,  6  and  7  issued  by  the  borough  superintendent  be  waived. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  430-44,  objection  5,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  not  be  increased  in 
height  or  area,  and,  granted  only  so  long  as  the  require¬ 
ments  of  this  resolution  are  complied  with  and  the  occu¬ 
pancy  is  not  greater  than  proposed;  as  to  objection  6,  that 
the  existing  floor  load  of  40  pounds  per  square  foot  may  be 
accepted,  provided  the  building  is  occupied  as  proposed  and 
the  room  at  the  front  on  the  attic  floor  is  not  used  as  a 
place  of  assembly,  as  indicated  on  plans  filed  with  this 
appeal,  marked  “Received  September  14,  1944”;  as  to  objec¬ 
tion  7,  that  the  apartment  on  the  3rd  story  may  be  occupied 
provided  an  exterior  fire  escape  as  shown,  shall  be  main¬ 
tained;  that  the  entire  attic  floor  shall  be  occupied  by  the 
apartment  and  for  no  other  use;  that  the  enclosure  of  the 
existing  primary  means  of  exit  may  be  accepted,  provided 
all  doors  leading  thereto  are  made  self-closing;  that  any  use 
as  a  multiple  dwelling  shall  be  permanently  discontinued ; 
that  the  existing  drop  ladder  to  grade  from  the  second 
story  balcony  shall  be  removed  and  a  steel  stair  to  grade 
substituted  therefor;  and  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto;  that  this  variance  shall 
be  for  a  term  of  two  (2)  years  from  the  date  of  this 
resolution. 


520-43-A 


APPLICANT— Lewyt  Corporation,  for  Gretch  Building  No. 
4,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  on  temporary  use — re  Appeal  from 
an  order  and  decisions  of  the  fire  commissioner. 

PREMISES  AFFECTED— 54-82  Broadway,  southeast  cor¬ 
ner  of  Wythe  avenue  (basement,  2nd,  8th  and  10th 
2130,  Lot  5),  Borough  of  Brooklyn. 

APPEARANCES — 

For  Applicant:  Bart  M.  Kevins. 

ACTION  OF  BOARD — Appeal  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Afurdock,  Commissioners 
Savage  and  Blum  and  Deputv  Chief  Gunn.  .  4 

Negative :  . .  . . j .  0 


THE  RESOLUTION  (520-43-A) 

Whereas,  this  appeal  from  an  order  and  decisions  of  the 
nre  commissioner,  affecting  premises  54-82  Broadway  south¬ 
east  corner  of  Wythe  avenue  (basement,  2nd.  8th  and  10th 
floors)  ;  (Block  2130,  Lot  5),  Borough  of  Brooklyn,  was 
Granted  by  the  Board  on  December  14,  1943,  on  certain  con¬ 
ditions  resolution  amended  on  May  23,  1944  and  the  applicant 
requested  an  extension  of  time. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lerebv  amend  the  resolution  adopted  December  14,  1943  as 


amended  on  May  23,  1944,  only  so  far  as  it  has  reference  to 
the  term  ot  the  variance,  so  as  amended  this  portion  of  the 
resolution  shall  read : 

“Granted  for  a  term  not  exceeding  six  (6)  months 
from  the  date  of  this  amended  resolution.” 


361-44-A 

APPLICANT— Robert  J.  Reiley,  for  St.  Clare’s  Hospital 
owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent,  previously  granted 
on  condition. 

PREMISES  AFFECTED-9  East  71st  street,  north  side 
145  ft.  west  of  Madison  avenue  (Block  1386,  Lot 
10),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Robert  J.  Reilly,  Leo  F.  Le  Porte 
and  Edward  Vreeland. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

^'nONOF  BOARD-Request  to  reopen,  withdrawn. 
HI/  t.YPTE  T0  WITHDRAW  REQUEST  TO  RE¬ 
OPEN — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  q 


436-44-A 


APPLICANT— Fifth  Avenue  Restaurant  Company,  lessee, 
qt  TT3  Avenue  Building  Company,  owner. 

‘  Ur5Jc.Ci  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECT  ED — 200  Fifth  avenue.  1-21  West 
23rd  street,  2-24  West  24th  street,  west  side,  Fifth 
?-.v.enue  and  Broadway,  extends  from  West  23rd  to 
West  24th  streets  (Block  825,  Lot  31),  Borough  of 
Manhattan.  b 

APPEARANCES— 

For  Applicant :  Annette  Flatto. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

At  TION  OF  BOARD— Laid  over  to  October  10,  1944  at 
-  1.  M.  at  request  of  applicant's  representative. 


521-44-A 

APPLICANT— Thomas  O’Rourke  Gallagher,  for  Brook 

Realty  Corp.,  owner  (Davies  Air  Filter  Corn 
lessee). 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 36  East  12th  street,  south  side, 
Jri  i  cc.1? r  easJL?f  University  p]aCe  (1st  floor); 
APPEARANCES— ^  24  ’  Boroi,gh  of  Manhattan. 

For  Applicant :  None. 

InsPector  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  over  to  October  10,  1944  at 
2  1  .M.,  on  written  request  of  applicant. 


536-44-A 

APPLICANT— Raymond  Irrera,  for  Lillie  Nesbett,  owner 
( Marion  Spinnler,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent.  K 

PREMISES  A EEECTED  2 16-16  28th  avenue,  southeast 
rocrT°  216th  Street  (1st  and  2nd  floors)  ;  (Block 

APPEARANCES— 3  ’  RaySU,e’  RoroiIgh  of  Queens. 

For  Applicant:  Raymond  Irrera  and  Marion  Spinn¬ 
ler. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


I 
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ACTION  OF  BOARD — Laid  over  to  October  17,  1944  at 
2  P.M.,  pending  an  inspection  by  a  committee  ot 
the  Board.  No  further  argument. 


MATERIAL  SUBMITTED  FOR  APPROVAL 


1144-40-SM 


APPLICANT— U.  S.  Gypsum  Company,  owner. 

SUB  [ECT— Application  foT  consideration— reopening  and 
amendment  to  include  approval  of  Acoustone,  t  erta- 
tone,  Quistone  and  Perforated  Asbestos  Units,  pre¬ 
viously  approved. 

APPEARANCES— 

For  Applicant :  John  A.  Donohue. 

ACTION  OF  BOARD— Application  reopened,  restored  to 
calendar  and  referred  to  the  Committee  on  Tests  for 
test  and  report. 

THE  VOTE  TO  REOPEN—  ,  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  ® 


ZONING  CASES 


202-18-BZ 


APPLICANT— Frank  D.  Hutchinson,  for  Jay  Building 
Corporation,  owner  (Metropolitan  Device  Corpo¬ 
ration,  lessee). 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  permitting  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 492-504  St.  Marks  avenue, 

south  side,  275  ft.  east  of  Classon  avenue  (Block- 

1156,  Lot  21),  Borough  of  Brooklyn. 
APPEARANCES—  .  T 

For  Applicant:  Frank  D.  Hutchinson  and  John  H. 
Lawrence. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended.  TT 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  C  hief  Gunn  4 
N egative :  .  0 


garage  use  may  be  restored  upon  termination  of  the 
proposed  temporary  factory  use ;  that  all  oil  and  gaso¬ 
line  shall  be  removed  from  the  premises  and  the  tanks 
therefor  sealed  during  the  term  of  the  temporary  lac- 
tory  occupancy  in  a  manner  approved  by  the  fire  com¬ 
missioner.'’ 


263-19-BZ 

APPLICANT— Seelig  and  Finkelstein,  for  Hayson  Corpo¬ 
ration,  owner  (Randall  Cadillac  Corporation,  les- 
see )  . 

SUBJECT _ Application  for  consideration— reopening  and 

amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7e  of  the  zoning  reso¬ 
lution,  permitting  for  a  temporary  term  of  two 
years,  in  a  residence  use  district,  the  inclusion  of  a 
lubritorium,  motor  vehicle  repair  shop,  stock  room 
and  offices,  in  an  existing  garage  (previously  granted 
bv  the  Board). 

PREMISES  AFFECTED— 564-592  (formerly  722-746)  St. 

Johns  place,  south  side,  333  ft.  8  in.  east  of  Classon 
avenue  (Block  1178,  Lot  26),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Finkelstein.  > 

For  Administration  :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended.  ^  ^  T  T 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION—  ,  ,  ^ 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  :  . .  •  ® 


THE  RESOLUTION  (202-18-BZ) 

Whereas,  this  application  under  section  7  c  of  the  zoning 
resolution,  permitting  partly  in  an  unrestricted  use  district 
and  partly  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  garage  for  more  than  five  motor  vehicles, 
affecting  premises  492-504  St.  Marks  avenue,  south  side, 
275  ft.  east  of  Classon  avenue  (Block  1156,  Lot  21),  Bor¬ 
ough  of  Brooklyn,  was  granted  by  the  Board  on  April  23, 
1918,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  based  on  a  decision  of  the  borough  superin¬ 
tendent,  dated  August  17,  1944,  on  Alt.  Applic.  2278-44 
which  reads : 

“4.  Proposed  temporary  use  for  factory  while  con¬ 
tinuing  garage  certificate  of  occupancy  in  force,  is  con¬ 
trary  to  Building  Code,  Section  2. 1.3. 5.” 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  23,  1918,  by  add¬ 
ing  thereto : 

<■*  *  *  that  in  the  event  the  owner  desires  to  oc¬ 

cupy  the  building  for  factory  purposes  during  the  term 
of  the  present  emergency  and  for  not  more  than  one 
(1)  year  thereafter,  such  use  may  be  temporarily  per¬ 
mitted,  provided  the  building  is  not  increased  in  height 
or  area  or  otherwise  reconstructed  or  altered ;  that  the 


THE  RESOLUTION  (263-19-BZ) 

Whereas,  this  application  under  section  7 g  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  public  garage,  affecting  premises 
564-592  (formerly  722-746)  St.  Johns  place,  south  side, 
333  ft.  8  in.  east  of  Classon  avenue  (Block  1178,  Lot  26), 
Borough  of  Brooklyn,  was  granted  by  the  board  on  July 
22,  1919,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  March  7,  1944, 
under  section  7e  of  the  zoning  resolution,  permitting  for  a 
term  of  two  years,  the  inclusion  of  a  motor  vehicle  repair 
shop,  stockroom,  lubritorium  and  offices ;  and 

Whereas,  the  resolution  was  further  amended  on  June  6, 
1944  and  the  applicant  requested  an  additional  amendment 
of  the  resolution,  based  on  a  decision  of  the  borough  super- 
intendent,  dated  September  5,  1944,  on  Alt.  Applic.  253-44, 
which  reads: 

“4.  Area  between  fire  walls  at  east  end  of  building, 
where  intermediate  wall  has  been  removed,  exceeds  the 
tabular  allowance  of  Section  4.2.1  of  the  Building  Code. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  July  22,  1919,  as 
amended  March  7,  1944  and  June  6,  1944,  by  adding  thereto, 
“that  the  subdivision  of  the  building  by  means  of  two 
fire  walls,  as  indicated  on  plans  marked  ‘Received  Sep¬ 
tember  8,  1944’  may  be  accepted  in  lieu  of  compliance 
with  requirements,  provided  all  openings  in  such  fire 
walls  are  protected  with  approved  fire  doors  and  the 
partition  shown  around  the  stock  room  and  offices  is  a 
steel  partition  reaching  to  ceiling;  that  in  addition  to  the 
requirements  hereinbefore  made,  a  foamite  extinguisher 
on  wheels  shall  be  maintained  in  this  portion  of  the 
premises  of  not  less  than  40  gallons  capacity;  that  in 
all  other  respects,  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws  and  rules  other  than  as  modified  under 
this  calendar  263-19-BZ.” 


86-37-BZ 

APPLICANT — K  and  R  Parking  Company,  for  John  A 
Weser,  owner. 
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SUB  I  EC  I  Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7 h  of  the  zoning  reso¬ 
lution,  permitting  in  a  retail  use  district/  for  a 
period  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 146-148  West  31st  street,  south 
side,  200  ft.  east  of  Seventh  avenue  (Block  806, 
Lots  68  and  69),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Manuel  Rosenstein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (86-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  146-148  West  31st  street,  south 
side,  200  ft.  east  of  Seventh  avenue  (Block  806,  Lots  68 
and  69),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  June  7,  1937,  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  from  time  to  time, 
the  last  such  extension  having  been  granted  on  July  21 
1942;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit ;  and 

Whereas,  a  new  decision  has  been  obtained  from  the 
borough  superintendent. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  June  7,  1937,  as 
amended  through  July  21,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“Granted  under  Section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  *  *  *” 


247-37-BZ 

APPLICANT — Margaret  Murray  (Mrs.  T.  Murray),  one 
of  the  lessees,  for  George  R.  Jenkins,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 40-23  69th  street,  east  side,  278 
ft.  south  of  Roosevelt  avenue  (Block  1301,  Lot  10 
and  part  of  Lot  12),  Woodside,  Borough  of  Oueens. 
APPEARANCES— 

For  Applicant :  T.  N.  Murray. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and.  Buildings. 

ACTION  Ob  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  . . .  0 


THE  RESOLUTION  (247-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  40-23  69th  street,  east  side,  278 


ft  south  of  Roosevelt  avenue  (Block  1301,  Lot  10  and  part 
°/  ~ot  ,  Woodside,  Borough  of  Queens,  was  granted  by 
an  °n  1938,  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  on  October  15,  1940 
and  October  20,  1942  and  tbe  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  April  5,  1938,  as  amended 
through  October  20,  1942,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  as  amended,  this  portion  of  the 
resolution  shall  read : 

“Granted  under  Section  7h  for  a  term  of  two  (2) 
3  ears  trom  the  date  of  this  amended  resolution,  so  as  to 
permit  the  lots  under  appeal,  consisting  of  Lots  10  and 
12,  to  be  occupied  for  the  parking  and  storage  of  more 
than  five  (5)  motor  vehicles,  on  condition  *  *  *  and  that 
a  new  certificate  of  occupancy  shall  be  obtained  (Corr. 


320-37-BZ 

APPLICAN  I  Walter  Monroe  Cory,  for  Bronxville  Realty 
Corporation,  owner;  (Liberty  Lace  and  Netting 
Works,  lessee).  • 

OBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete  work — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7a  of  the  zon¬ 
ing  resolution,  permitting  in  a  residence  use  district, 
the  extension  of  an  existing  factory  building 
(previously  granted  by  the  Board). 

I  REMISES  AFFECTED — 901  East  228th  street,  east  side 
of  Bronxwood  avenue,  between  East  228th  street 
and  East  229th  street  (Building  No.  2)  ;  (Block- 
4864,  Lot  35),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Walter  M.  Cory  and  Richard  W. 

Newman. 


For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  q 


THE  RESOLUTION  (320-37-BZ) 

Whereas,  this  application  under  section  7a  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  exten¬ 
sion  of  an  existing  factory  building,  affecting  premises  901 
East  228th  street,  east  side  of  Bronxwood  avenue,  between 
East  228th  street  and  East  229th  street  (Building  No.  2)  ; 
(Block  4864,  part  of  Lot  35),  Borough  of  The  Bronx,  was 
granted  by  the  Board  October  19,  1937  on  certain  conditions 
time  extended  October  4,  1938,  October  10,  1939,  September 
10,  1940,  September  23,  1941  and  September  29,  1942;  and 

Whereas,  this  application,  under  sections  7c  and  21  of 
the  zone  resolution,  permitting  in  a  residence  use  district, 
the  extension  of  the  existing  factorv  building  affecting 
premises  916-924  East  229th  street,  south  side  75  ft.  east  of 
Bronxwood  avenue  (Block  4864,  Lots  58,  59,  60,  61  and  62), 
Borough  of  The  Bronx,  was  granted  by  the  Board  on  May 
6,  1941,  under  certain  conditions  and  time  to  complete  ex¬ 
tended  September  23,  1941,  September  29,  1942  and  Sep¬ 
tember  28,  1943 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  complete  the  work  of  both  projects. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  of  October  19,  1937,  as  amended 
through  September  28,  1943,  only  so  far  as  it  refers  to  the 
time  within  which  to  obtain  permits  and  complete  the  work 
so  that  as  amended,  that  portion  of  the  resolution  shall 
read  : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution.” 


MINUTES 


436-37-BZ 

APPLICANT— Herman  Kron,  for  Chanler  Estates,  Inc., 


owner.  , 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 239-255  East  Third  street,  north 
side,  90  ft.  west  of  Avenue  C  (Block  386,  Lots  45  to 
51),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration  :  Fred  Dahlem.  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 


extended.  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


THE  RESOLUTION  (436-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two  years’,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  239-255  East  Third  street,  north 
side,  90  ft.  west  of  Avenue  C  (Block  386,  Lots  45  to  51), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  July  1, 
1938,  on  certain  conditions;  and 
Whereas,  the  permit  was  extended  on  July  11,  1940  and 
July  14.  1942  and  the  applicant  requested  a  further  amend¬ 
ment  of  the  permit ;  and 

Whereas,  a  new  decision  has  been  obtained  from  the  bor¬ 
ough  superintendent. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  June  1,  1938,  as 
amended  through  July  14,  1942,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  as  amended,  this  portion  of  the 
resolution  shall  read  : 

“ Granted  under  Section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  parking  and  storage  of  more  than  five 
motor  vehicles,  on  condition  *  *  *  and  that  a  certifi¬ 
cate  of  occupancy  shall  be  obtained  and  that  the*  viola¬ 
tions  found  by  the  Public  Safety  Division  under  date  of 
September  26,  1944,  shall  be  immediately  complied  with, 
and  all  the  terms  of  the  previous  resolution  herein  ex¬ 
tended  shall  be  complied  with  forthwith.” 


456-37-BZ 

APPLICANT — Fannie  Gise,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district  for  a 
temporary  term  of  two  years,  the  parking  and  stor¬ 
age  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 4866  Broadway,  east  side,  125 
ft.  south  of  West  204th  street  (Block  2234,  Lots 
14  and  15),  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  J.  J.  Geise. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  . 
Negative:  . 


4 
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THE  RESOLUTION  (456-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  4866  Broadway,  east  side, 
125  ft.  south  of  West  204th  street  (Block  2234,  Lots  14  and 
15),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
October  25,  1938,  on  certain  conditions;  and 
'  Whereas,  the  permit  was  extended  on  October  8,  1940 
and  September  29,  1942  and  the  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  October  25,  1938,  as 
amended  through  September  29,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  as  amended,  this 
portion  of  the  resolution  shall  read  : 

“Granted  under  Section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  plot  under  appeal  to  be  used  for  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles  in 
conjunction  with  the  adjoining  lot  No.  10  occupied  as 
a  gasoline  station  and  30  one-car  garages  under  the 
same  control,  on  condition  that  the  plot  shall  be  levelled 
except  for  the  rear  12  feet;  that  access  from  Broadway 
to  this  lot  shall  be  by  means  of  the  existing  curb  cut  *  > 
Lot  10;  that  there  shall  be  erected  on  the  interior  lot 
lines,  where  existing  substantial  fences  or  walls  do  not 
occur,  a  substantial  woven  wire  fence  not  less  than  six 
(6)  feet  in  height;  that  at  the  rear,  the  fence  shall  be 
erected  at  the  point  twelve  (12)  feet  from  the  rear 
line  and  parallel  thereto;  that  a  similar  fence  or  sub¬ 
stantial  painted  wood  picket  fence  shall  be  erected  along 
the  street  frontage  of  Broadway,  except  for  an  entrance 
not  more  than  fifteen  (15)  feet  in  width;  that  the  plot 
shall  be  surfaced  with  steam  cinders,  clean  gravel  or 
other  suitable  material,  properly  rolled  and  bound  to 
prevent  dusting;  that  sufficient  aisles  shall  be  left  at 
all  times  for  easy  ingress  and  egress ;  that  such  por¬ 
table  fire-fighting  appliances  shall  be  installed  as  the 
Fire  Commissioner  shall  direct ;  that  during  the  term 
of  this  variance,  the  plot  shall  be  used  for  no  other 
use  than  as  herein  permitted  and  no  building  shall  be 
erected  upon  the  plot;  that  no  signs  shall  be  erected  on 
the  premises,  except  there  may  be  a  sign  attached  to  the 
street  line  fence,  not  exceeding  fifteen  (15)  square  feet 
in  area,  advertising  the  parking  and  storage  use  and 
that  a  new  certificate  of  occupancy  shall  be  obtained.” 


Adjourned:  4:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


AMENDMENTS  TO  THE  BUILDING  LAWS 


Now  on  Sale  at  The  City  Record  Office 


In  order  to  bring  the  Building  Laws  of  The  City  of  New 
York  more  up-to-date,  pamphlets  are  now  available  con¬ 
taining  the  Amendments  to  those  Laws  up  to  December 
31,  1943,  including  such  Amendments  to  the  Multiple 
Dwelling  Law  as  were  enacted  by  the  Legislature  in  1944. 

These  Amendments  are  printed  in  four  pamphlets  so  that 
the  subjects  covered  in  each  pamphlet  will  conform  to  the 


subjects  contained  in  each  volume  of  the  Building  Laws  to 
which  it  relates.  J 

Copies  are  on  sale  .a  the  Office  of  the  Supervisor  of  4  he 
City  Record,  2213  Municipal  Building,  Manhattan,  New 
York  7,  N.  Y.  The  prices  are:  For  Amendments  to  Vol¬ 
umes  1  and  3,  ten  cents  each ;  for  Amendments  to  Volumes 
2  and  4,  twTenty  cents  each. 
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PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin 
All  hearings  are  held  in  Room  1013,  Municipal  Building 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


Telephone— WOrth  2-5600. 

Office  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  October  3,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

552-44-A— F.D.— 13-17  Forrest  street,  north  side,  121.4 
ft.  east  of  Bushwick  avenue  (4th  floor)  ;  (Block  3141,  part  of 
Lot  1),  Borough  of  Brooklyn,  Decision  re  95208-LC. 


553-44- A — Fl.B.M. — 53-57  Park  place,  northeast  corner  of 
West  Broadway  and  62  Murray  street  (cellar)  ;  (Block  126, 
Lot  13),  Borough  of  Manhattan,  B.N. 1680-44. 


554-44-A — F.D. — East  side  of  Conover  street,  345  ft. 
south  of  Reid  street  (Block  611,  part  of  Lot  1),  Pier  45, 
East  River,  Borough  of  Brooklyn,  8936-LF  and  Decision. 


555-44-A — F.D. — South  side  of  Fulton  street,  150  ft.  west 
of  Furman  street  (Block  199,  part  of  Lot  3),  Pier  3,  East 
River,  Borough  of  Brooklyn,  8921-LF  and  Decision. 


556-44-A — FI.B.B. — 401  Lexington  avenue,  north  side,  225 
ft.  west  of  Tompkins  avenue  (1st  and  2nd  floors)  ;  (Block 
1799,  Lot  55),  Borough  of  Brooklyn,  Alt.  2667-44. 


557_44_A — F.D. — 2-100  53rd  street,  south  side,  470  ft.  west 
of  1st  avenue  (Block  811,  Lot  1),  Borough  of  Brooklyn,  De¬ 
cision  re  97724-LC. 


558-44-A — H.B.Bx. — 711  Tilden  street,  north  side,  72  ft. 
east  of  Gunhill  road  (1st  and  2nd  floor)  ;  (Block  4659,  Lot 
85),  Borough  of  The  Bronx,  Alt.  364-44. 


559-44-A — H.B.B. — 84-92  Montrose  avenue,  86-102  Leon¬ 
ard  street,  southeast  corner  and  99-101  Johnson  avenue 
(Block  3060,  Lots  1,  33  and  34),  Borough  of  Brooklyn,  Alt. 
2586-44. 


560-44-A- — H.B.Bx. — 85  Burnside  avenue  and  2037  Har¬ 
rison  avenue,  northwest  corner  (Block  3210,  Lot  65), 
Borough  of  The  Bronx,  Alt.  351-44. 


561-44-A— F.D. — 1171-1183  Atlantic  avenue,  northeast 
corner  of  Perry  place  (2nd  floor)  ;  (Block  1866,  Lots  1-7  in¬ 
clusive),  Borough  of  Brooklyn,  Decision. 


562-44-A— F.D.— 1236-1286  Atlantic  avenue,  south  side,  80 
ft.  west  of  Nostrand  avenue  (1st  to  4th  floors,  inclusive)  ; 
(Block  1200,  Lots  21,  33  and  41),  Borough  of  Brooklyn,  De¬ 
cision. 


563-44-A _ H.B.B. — 106-118  New  Lots  avenue  and  640- 

652  Powell  street,  southwest  corner  (Block  3862,  Lot  15), 
Borough  of  Brooklyn,  Alt.  2817-44. 

Restored  to  Calendar. 

745-42-A — H.B.Q. — 76-36  137th  street,  block  bounded 

by  Park  Drive  East,  73rd  terrace,  136th  street,  137th  street 
and  135-11  77th  avenue  (Block  6585,  Lot  2),  Flushing, 
Borough  of  Queens,  Alt.  811-44. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B. — Department  of  Housing  and  Buildings,  Brooklyn;  H^B.M. 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.tl.  De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B.  Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  o 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
P.D. — Fire  Department. 


RULES 


Last  Publication  in  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ..  .Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . ....July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . .....Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Sept. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ....Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems.  .  .Sept. 

Oil  Burner  Rules. . ....Dec. 

Openings  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Sept. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Aug. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C.  .Oct. 

Smoking  in  Factories,  Rules  for - Oct. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . Tune 

Structural  Alterations,  Reporting - Tune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 


Wire  Glass  Rules  (Amendment  to 

Rule  .105  of  Industrial  Code).. Dec. 


28,  1943— Vol.  28,  No.  52  A 
28,  1943— Vol.  28,  No.  52 A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28  1943 — Vol.  28,  No.  52A 
3  1937 — Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 
12  1944 — Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52  A 
7,  1944— Vol.  29,  No.  10 

19,  1944 — Vol.  29,  No.  37 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  15 
21,1919 — Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 

5,  1944 — Vol.  29,  No.  35 
28,  1943— Vol.  28.  No.  52A 

11,  1944 — Vol.  29,  No.  15 

W 

S,  1944 — Vol.  29,  No.  35 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


8>  1944 — Vol.  29,  No.  32 
7  1937 — Vol.  22,  No.  36 
10,  i944_ Vol.  29,  No.  40 
10,  1944 — Vol.  29,  No.  40 
29,  1937 — Vol.  22,  No.  26 
8,  1937— Vol.  22,  No.  23 
7  1932— Vol.  17,  No.  23 
24,  1936— Vol.  21,  No.  47 
24,  1936 — Vol.  21,  No.  47 

28,  1943 — Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


OCTOBER  10,  1944,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public .  hearing 
Tuesday  morning ,  October  10,  1944  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters :  _ 

Zoning  Applications. 

725-24-BZ— Application  of  Max  Siegel,  applicant  on  be¬ 
half  of  Marlon  Confections  Corp.,  owner,  reopened  Sep¬ 
tember  12,  1944,  for  consideration  as  to  amendment  of  reso¬ 
lution,  under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  in  a  residence  use  district,  the  conversion  of  occu¬ 
pancy  of  a  garage  for  more  than  five  motor  vehicles  anc 
motor  vehicle  repair  shop  (previously  granted  by  the  Board) 
to  a  confectionery  factory;  premises  321-343  West  54th  street, 
north  side,  275  ft.  east  of  9th  avenue  (Block  1045,  Lots  12- 
15),  Borough  of  Manhattan. 


479-44-BZ— Application  August  11,  1944,  under  sections 
7e  and  21  of  the  zoning  resolution,  of  Philip  Steigman, 
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applicant  on  behalf  of  East  New  York  Savings  Bank,  owner, 
to  permit  in  a  residence  use  district,  the  extension  in  height 
01  a  building  now  used  as  a  garage  for  more  than  five 
motor  vehicles  and  the  conversion  of  occupancy  from  a 
!  f?ara_Se  tor  more  than  five  motor  vehicles  and  gasoline 
service  station,  to  a  factory;  premises  38-01  to  38-00  Beach 

Sni  f°Vth™?st  corner  of  Beach  38th  street 

\ Block  63-,  Lot  30),  Ldgemere,  Borough  of  Queens. 

332-44-BZ— Application  June  6,  1944,  under  sections  7a 
and  7c  of  the  zoning  resolution,  of  Jacob  J.  Gloster,  appli¬ 
cant  on  behalf  of  Dayton  Cleaners  and  Dyers,  owners  to 
pei  nut  in  a  residence  use  district,  the  extension  in  area  of 
a  dry  cleaning  establishment;  premises  116-06  to  116-10 
Atlantic  avenue,  south  side,  22  ft  east  of  116th  street 
(Block  47a,  Lots  2,  4  and  6),  Richmond  Hill,  Borough  of 
Queens.  & 

422-39-BZ— Application  of  Lama  and  Proskauer,  appli- 
cants  on  behalf  of  Bonded  Lien  Corp.,  owner,  reopened 
July  Zb,  1944,  for  consideration  as  to  extension  of  permit 
—Application,  previously  granted  on  condition  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  business 
:i  use  district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  305- 

rni  “iSonoreret  ai?d  697'705  6th  avenue,  northwest  corner 
(Block  892,  Lot  1),  Borough  of  Brooklyn. 

520-44-BZ— Application,  September  8,  1944,  under  section 
,  /c  of  the  zoning  resolution,  of  Colonial  Beacon  Oil  Co. 
applicant,  on  behalf  of  F.  and  L.  Building  Corp.,  owner 
R°  'n  a  business  use  district,  the  renlarement  nf  5 


Appeals  from  Administrative  Decisions. 

436-44-A  200  Fifth  avenue,  west  side  of  Fifth  avenue  and 
Broadway,  from  West  23rd  to  West  24th  streets,  21  West 
23rd  street  and  24  West  24th  street  (Block  825,  Lot  31) 
Borough  of  Manhattan.  ' 

521-44-A— 36  East  12th  street,  south  side,  182  ft.  6  in 

Manh°afttanniVerSlty  ^  (Bl0Ck  563,  Lot  24)-  Borough  °f 

466-44-A— 520-524  West  48th  street,  south  side,  300  ft. 

Manht?ttanenth  aVCnUe  (B1°Ck  1076’  Lot  45)’  BorouSh  °f 

ffrt4'u~34.B361  SUidnSOn  street>  west  side-  from  King 
to  Charlton  streets,  91-109  Charlton  street  and  100-116  King 

hattan  8  H  fl°°r)  ’*  (B1°ck  598,  Lot  58  ^  BorouSh  of  Mam 

561-44-A—117l-1 183  Atlantic  avenue,  northeast  corner  of 
erry  place  (Block  1866,  Lots  1  to  7),  Borough  of  Brooklyn. 

552-44-A— 1236-1286  Atlantic  avenue,  south  side,  80  ft 
west  of  Nostrand  avenue  (Block  1200,  Lots  21,  33  and  41)' 
Borough  of  Brooklyn.  '* 

502  44-A-68-70  Summit  street,  south  side,  100  ft.  west 

Brooklyn  ^  (Block  357,  L°tS  29  and  30)>  Borough  of 

HARRIS  H.  MURDOCK,  Chairman. 


**  ■  ’  .  , - .  jjunumg  v-urp.,  owner, 

,  Pj.rmif  111  a  business  use  district,  the  replacement  of  a 
building  now  used  as  a  garage  for  more  than  five  motor 
vehicles  with  a  gasoline  service  station,  office,  lubrito- 
num  and  car-washing;  premises  2956-2964  Atlantic  ave- 

2  Cleveland  street,  southeast  corner  (Block 

]  3969,  Lot  16),  Borough  of  Brooklyn. 

595-30-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Diamond  Evangelist,  owner,  reopened 
September  19,  1944,  for  consideration  as  to  extension  of 
permit  Application,  previously  granted  on  condition 
under  section  21  of  the  zoning  resolution,  permitting  in  a 
nismess  use  district  for  a  term  of  five  years,  the  erection 
;a?7S  Ste"ance  °Tf  ,a  gasoline  service  station;  premises 
-  / 8-2488  voney  Island  avenue,  northwest  corner  of 
Avenue  \  (Block  7136,  part  of  Lots  35  and  39),  Borough 
,af  Brooklyn.  s 

537-43-BZ— Application,  November  9,  1943,  under  sec¬ 
tions  /c  and  21  of  the  zoning  resolution  of  Joseph  B 
Lynch,  applicant  on  behalf  of  Staten  Island  Oil  Co.  owner' 

!  0  Pe^md  m  a  residence  and  manufacturing  use  district  the 
| installation  ot  a  fuel  oil  tank  and  pipe  lines,  and'  the 
extension  of  a  three  car  garage  to  a  five  car  garage  for 
owners  trucks;  premises  .Foot  of  Tower  lane,  582.87  ft 
•ast  Of  Victory  boulevard  (Block  2620,  Lots  78  and  300),' 

!  I  ravis,  Borough  of  Richmond. 

Appeals  from  Administrative  Decisions. 

j  38-43-A— Foot  of  Tower  lane,  582.87  ft.  east  of  Victory 
oulevard  (Block  2620,  Lots  78  and  300),  Travis.  Borough 
f  Richmond  (Under  section  36,  General  City  Law  re  build- 
i  ’S  fronting  on  a  private  street — Tower  lane). 

80-44-A — Re  transportation  of  kerosene  in  tank  truck 
j  capacity  of  tank  truck  not  in  conformity  with  Administra- 
itv  Code  specifications  governing  tank  trucks)  in  New  York 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  10,  1944,  2  P.  M. 

i  NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
uesday  afternoon  October  10,  1944  at  2  o’clock  in  Room 
'H3,  Municipal  Building,  Manhattan,  on  the  following 

atters :  6 


OCTOBER  17,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
1  uesday  morning,  October  17,  1944  at  10  o’clock  in  Room 
1013  Municipal  Building,  Manhattan,  on  the  following 

Zoning  Applications. 

462-44-BZ— Apphcadon  july  31>  1944(  under  sectJon  ?f 
of  the  zoning  resolution,  of  Walter  Lang  and  Son  Inc. 
applicant  on  behalf  of  Walter  Lang  and  Son,  Inc.,  and 
McCoy  Holding  Corporation,  owners  (Walter  Lang  and 
bon  Inc.,  lessee)  to  permit  in  a  business  use  district,  for 
a  stated  term  of  years,  the  erection  of  a  boat  basin 
marine  service  building,  gasoline  and  oil-selling  station;’ 
premises  3022  Emmons  avenue,  south  side,  843.23  ft  east 

cl  Brooldyn!  Stre<!t  ^  75'5'  L°‘S  42  a"d  49>’  B°ro“Sh 

h!u41fBp~uP?!ICac0n  of  Max  Horn,  applicant  on  be- 
lialf  of  Beach  71st  Street  Development  Corp.,  owner  re¬ 
opened  July  25,  1944,  for  consideration  as  to  extension  of 
permit— Application,  previously  granted  on  condition,  under 
lhe  zomn£  resolution,  permitting  in  a  residence 
e  district,  for  a  term  of  two  years,  the  parking  and  storage 
ot  more  than  five  motor  vehicles;  premises  149  Beach  71st 
street,  \vest  side,  437  ft.  north  of  Boardwalk  (Block  607 
Lot  83),  Arverne,  Borough  of  Queens. 

207-44-BZ— Application,  April  5,  1944,  under  section  7e 

nn  U  TmfgQrej0lUc-°n’  of  Lania  and  Proskauer,  applicants 
on  behalf  of  Sadie  Singer,  owner  (H.  S.  Metal  and  Rubber 
Lorp.,  lessee),  to  permit  in  a  business  use  district,  for  a  term 
ot  two  years,  the  conversion  of  occupancy  of  a  building 
legally  occupied  as  a  private  garage  for  five  motor  trucks 
to  a  junk  shop;  premises  113  Kmgsland  avenue,  west  side,’ 

of  Brooklyn^  Herbert  Street  (Block  2833>  Lot  8)>  Borough 

of6ttt4'BZ~Appli,Ca-ion’  IU"e  22’  1944>  under  section  7a 
nf  c;fttZOniT^  r^solHtlon,  of  Ben  Levee,  applicant,  on  behalf 
of  Staten  Island  Linen  Supply  Co.,  owner,  to  permit  in  a 
business  use  district,  the  erection  of  an  extension  to  an  exist¬ 
ing  laundry;  the  extension  to  be  used  as  a  storeroom' and 
garage  for  eight  commercial  motor  vehicles,  accessory  to  the 
laundry,  and  to  permit  the  maintenance  of  a  driveway  across 
the  adjoining  lot;  premises  420  Tar  gee  street,  northwest  cor- 

Borough^oF  Richmond*0^  M2'  L°tS  1  ^ 
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681-41-BZ — Application  of  Max  Horn,  applicant,  on 
behalf  of  Julia  E.  Hoeffling,  owner  (Albert  Van  West,  les¬ 
see),  reopened  July  18,  1944,  for  consideration  as  to  extension 
of  permit — Application,  previously  granted  on  condition,  under 
section  7 h  of  the  zoning  resolution,  permitting  in  a  residence 
use  district,  for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles;  premises  91  Beach  8/th 
street,  92  Beach  88th  street  and  north  side  of  Ocean  Drive, 
from  Beach  87th  to  Beach  88th  streets  (Block  626,  Lot  9), 
Rockaway  Beach,  Borough  of  Queens. 

421-44-BZ — Application,  July  6,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Interborough  Engineering  Lo., 
applicant  on  behalf  of  Louis  Carmen  and  Nellie  Fay,  owners, 
to  permit  in  a  business  use  district  for  a  term  of  two  years, 
the  erection  of  a  building  to  be  occupied  as  a  dry  cleaning 
establishment  in  conjunction  with  an  existing  tad®1)  ^  °P> 
where  dry  cleaning  is  an  accessory  use;  premises  118-14  to 
118-18  Merrick  road,  south  side,  20  ft  west  of  118th  road 
(Block  12371,  Lots  330,  331  and  332),  St.  Albans,  Borough 
of  Queens. 


Appeal  from  Administrative  Decision. 

529-44-A— 208-20  Cross  Island  parkway,  south  side  300  ft. 
east  of  Roe  place  (basement  and  1st  floor)  ;  (Block  5844, 
Lot  1),  Bayside,  Borough  of  Queens. 


Materials  for  Approval 

452-44-SM — Richmond  Screw  Anchor  and  Bolt. 
1144_40-SM — U.  S.  Gypsum  Company’s  Auditone. 
317-44-SM— -Hub-Dor  1J4  Hour  Kalamein  Door. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  17,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  17,  1944  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

Appeals  from  Administrative  Decisions. 

536-44-A— 216-16  28th  avenue,  southeast  corner  of  216th 
street  (Block  6019,  Lot  103),  Borough  of  Queens. 

441-44-A— 551-555  Fulton  street,  north  side,  43  ft.  east  of 
Bond  street  and  6-10  DeKalb  avenue  (Block  2093,  Lots  32 
and  33),  Borough  of  Brooklyn. 

410-44-A — 102-23  43rd  avenue,  north  side,  200  ft.  east  of 
102nd  street  (Block  1977,  Lot  11),  Corona,  Borough  of 
Queens. 

235-44-A — 108-11  69th  road,  north  side,  100  ft.  east  of 
108th  street  (Block  2219,  Lot  59),  Forest  Hills,  Borough  of 
Queens. 

256-44-A— 516  (512  displayed)  Schenck  avenue,  west  side, 
175  ft.  north  of  Dumont  avenue  (Block  4059,  Lot  31), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  24,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  24,  1944,  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Zoning  Applications. 

330-42-BZ — Application  of  Eugene  De  Rosa,  applicant 
on  behalf  of  Jeron  Co.,  Inc.,  owner,  reopened  and  restored  to 
Calendar,  September  12,  1944  (previously  withdrawn),  under 
section  7c  of  the  zoning  resolution,  to  permit  partly  in  a  busi¬ 


ness  use  district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  theatre 
and  stores ;  premises  95-42  to  95-48  Queens  boulevard,  south 
side  130  ft.  west  of  63rd  drive  and  63-39  to  63-49  Saunders 
street  (Block  3080,  Lots  30  and  31),  Rego  Park,  Borough  of 
Queens. 

559-37-BZ — Application  of  Samuel  I.  Goldberg,  applicant, 
on  behalf  of  Felfinan  Realty  Corporation,  owner,  reopened 
July  25,  1944,  for  consideration  as  to  extension  of  permit— re 
Application,  previously  granted  on  condition,  under  section 
7h  of  the  zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict,  for  a  temporary  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles ;  premises  3996 
Tenth  avenue  and  501  West  213th  street,  northwest  corner 
(Block  2231,  part  of  Lot  17),  Borough  of  Manhattan. 

275-44-BZ— Application,  May  9,  1944,  under  sectmn  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Bankers  Trust  Co.,  trustee,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary  period  of  two  years,  the 
change  of  occupancy  of  a  building  used  as  a  place  of  public 
assembly  to  a  factory  throughout;  promises  957  Putnam  ave¬ 
nue,  north  side,  100  ft.  east  of  Ralph  avenue  (Block  1483, 
Lot  64),  Borough  of  Brooklyn. 

415-44-BZ— Application,  July  5,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Molly  R.  Golden,  owner,.  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary  period  of  two  years,  the 
change  of  occupancy  from  stable  and  cooperage  to  paper 
warehouse  and  baling  plant ;  premises  349  Rivington  street, 
south  side,  22  ft.  west  of  East  River  drive  (Block  323,  Lot 
52),  Borough  of  Manhattan. 

523-44-BZ— Application,  September  11,  1944,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Stanley  H.  K' an, 
applicant,  on  behalf  of  American  Analytical  Laboratories, 
Inc.,  owner,  to  permit  in  a  residence  use  district,  the  change 
of  occupancy  from  motor  vehicle  repair  shop  and  dead  stor¬ 
age  of  automobiles  to  a  chernical  laboratory  and  factory; 
premises  326-328  West  70th  street,  south  side,  279.3  ft.  west 
of  West  End  avenue  (Block  1181,  Lots  44  and  45),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  31,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public,  hearing 
Tuesday  afternoon,  October  31,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matter : 

Appeal  from  Administrative  Decision. 

496-43-A— 425  Beach  72nd  street,  southwest  corner  of 
Hessler  avenue  (Block  523,  Lots  22  and  24),.  Arverne. 
Borough  of  Queens  (under  section  35,  General  City  Law  re 
bed  of  mapped  street — Barbadoes  drive). 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  14,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  14,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat 
ter : 

Appeal  from  Administrative  Decision. 

5-44-A — 440  West  240th  street,  southeast  corner  o 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20) 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman 


840 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  3,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning,  September  26,  1944,  and  Tuesday  after¬ 
noon,  September  26,  1944,  were  approved  as  printed  in  Bul¬ 
letin  No.  39,  Vol.  29. 


ZONING  CASES 

72S-24-BZ 

APPLICANT — Max  Siegel,  for  Marlon  Confections  Corp., 
owner. 

SUBJECT— Application  reopened  September  12,  1944  for 
consideration  as  to  amendment — Application  (deci¬ 
sion  of  the  borough  superintendent)  under  sections 
7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  conversion  of  occupancy 
from  a  garage  for  more  than  five  motor  vehicles 
and  motor  vehicle  repair  shop  (previously  granted 
by  the  Board)  to  a  confectionery  factory. 
PREMISES  AFFECTED— 321-343  West  54th  street,  north 
side,  275  ft.  east  of  9th  avenue  (Block  1045,  Lots 
12-15),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel  and  William  B.  Her- 
lands. 

hor  Opposition:  Mildred  V.  Bowerman,  Louis 
Cohen,  E.  J.  Peterson,  George  T.  Manuel, 
Caterina  Miscrivqua  and  Howard  H.  Snyder. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  10,  1944  at 
10  A.  M.  pending  an  inspection  by  a  committee  of 
the  Board  and  for  decision  without  further  argu¬ 
ment. 


804-41-BZ 

APPLICANT  Max  Horn,  for  Beach  71st  Street  Devel¬ 
opment  Corp.,  owner. 

SUBJECT— Application  reopened  July  25,  1944  for  con¬ 
sideration  as  to  extension  of  permit — Application 
previously  granted  on  condition,  under  section  7h 
of  the  zoning  resolution,  permitting  in  a  residence 
use  district,  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles 

PREMISES  AFFECTED-149  Beach  71st  street,  west'side 
437  ft.  north  of  Boardwalk  (Block  607,  Lot  83),’ 
Arverne,  Borough  of  Queens. 

APPEARANCES- 

For  Applicant :  None. 

For  Opposition  :  None. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  October  17,  1944  at 
10  A.  M.  on  written  request  of  applicant. 


340-44-BZ 

APPLICANT  Henry  George  Greene,  for  Durand  Realty 
Co.,  Inc.,  owner. 

SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  the  maintenance  of  part  of  an 
existing  business  building  (bakery)  which  is  lo¬ 
cated  (without  permit)  and  projects  approximately 
5  ft-  into  a  residence  use  district  and  also  to  permi't 
the  erection  and  maintenance  of  a  structure  (wall 
and  shed,  which  is  accessory  to  the  bakery  business 
use)  which  also  extends  less  than  5  ft.  into  a  resi¬ 
dence  use  district. 
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PREMISES  AFECTED— 750-762  Allerton  avenue  and 
"°1Ia”d  avenue-  southeast  corner  (Block 

APPEARANCES- S''  °(  The  Bronx' 

For  Applicant:  Henry  George  Greene,  Harold 
Rosenthal  and  Julian  B.  Ravnes 
hor  Opposition:  Vincent  Claps,' Rose  Montemurro 
and  Marie  Seregi. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
„  _ _  mg  and  Buildings. 

THE1  VOTE— B0ARD~ApPliCati°n  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Nc^EtlVG  I  . . .  Q 

THE  RESOLUTION  (340-44-BZ) 

WhereAs,  Henry  George  Greene,  for  Durand  Realty  Com- 
pany,  Inc.,  owner  filed  an  application  under  section  7c 
of  the  zoning  resolution,  to  permit  the  maintenance  of  part 

ffifv,ffinf^1Stlng -MUSmejS  b.uildmg  (bakery)  which  is  located 
(without  permit)  and  which  projects  approximately  5  ft 
into  a  residence  use  district  and  also  to  permit  the  erection 

accesTorv  w  3  StjmctUre  (wal1  and  shed  which  is 

Jess  than  bl,lsiness  use)>  which  also  extends 

76?  An  f  f  4  int°  a  r  oler  ce  use  district ;  premises  :  750- 
762  Allerton  avenue  an/  2556-2560  Holland  avenue,  south¬ 
east  corner  (Block  4435,  Lot  32),  Borough  of  The  Bronx; 

WiiERBAs  a  public  hearing  was  held  on  this  application 

ffig  Or?nhrd  S.tandards  a7d  Appeals>  at  its  regular  meet¬ 
ing,  October  3,1944,  after  due  publication  in  the  Bulletin 
by  the  Board  of  Standards  and  Appeals;  and 

Whereas  the  use  district  maps  accompanying  the  zrming 
resolution  show  that  Allerton  avenue  is  in  retail  and  bust- 
ness  use,  C  area,  and  1%  times  height  districts;  Holland  ave- 
,r<:sidence  and  retail  use,  C  area,  and  l]/2  times 
height  districts;  and  Wallace  avenue  is  in  residence  and 

rew  frp’a?  afea’  and  y/*  times  height  districts;  and 
.  Gh,e«  decision  of  the  borough  superintendent 

dated  1A  1944,  re  Alt.  Applic.  287-43,  reads:  ’ 

mav'h  °  POriT-°f  any  buiIding  used  for  business 
^a}  be  extended  into  a  residence  district.  (Art  II 
Sec.  3  Zoning  Resolution.)”  V 

and 

Whereas,  the  applicant  states  that  the  premises  consist 

on  Holl^rl  °ntage  of,1(Xy  fL  on  A1Ierto"  avenue, 
iuu  tt.  on  Holland  avenue  and  a  distance  of  105  1  ft  alnncr 

the  easterly  lot  line;  that  along  the  southerly  end  of  thf 
premises  is  a  wedge-shaped  area,  starting  at  zero  at  Holland 
avenue  and  widening  to  5.12  ft.  at  the  easterly  lot  line 
which  is  located  in  a  residence  use  district;  that  the  re¬ 
mainder  of  the  plot  is  in  a  retail  use  district-  that  on 
the  plot  are  located  a  group  of  one-story  (Class  3  con¬ 
struction),  stores  and  a  one-storv  bakery  building-  that  as 

t7y^tlrmed>  Wi!h  4hlS  aPPbca'tion,  th^south IrVy 
an  e  ?  DV  structure  extends  for  a  maximum  dis¬ 
tance  of  5.12  ft.  into  a  residence  use  district-  that  it  is 
proposed  to  maintain  the  bakery  building  in  its  present 

w  8  f°n  ffi'th  °heieCt  3  covered  area  (approximately  19  ft. 
SO  in  the  baber-V  court  which  leads  to  Holland  avenue- 

?aCe  extends  into  a  residence 
use  district  for  a  distance  of  approximately  3  ft  the  re 

mainder  being  in  a  retail  use  district;  and  ' 

WHEREAS  the  applicant  contends  that  he  applies  for  a 
variation  of  Art.  2  Sec.  3  of  the  Zoning  Resolution  unde? 
he  authority  vested  in  the  Board  by  Section  7c  thereof- 
that  plans  were  filed  for  the  erection  of  a  wall  alon^  the 
rear  ot  line  which  was  to  form  pari  of  an  op^n  shed  tfnde? 
which  refuse  cans  were  to  be  placed  to  be  picked  up  bv  a 
garbage  disposal  company;  that  the  lessee  was  promoted 
o  erect  this  shed  to  create  a  more  pleasing  condiS f  at 
the  rear  where  the  property  abuts  the  land  of  a  small  ten? 
ment.  that  the  plan  was  subsequently  approved  by1  the 
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Bronx  Dept,  of  Housing  and  Buildings ;  that  before  allow-  • 
ing  the  lessee  to  proceed  with  the  erection  of  this  wall,  the 
owner  had  the  lot  boundaries  checked  because  the  actual 
building  did  not  seem  .to  agree  with  the  plans  hied  in  t  v 
for  the  rear  extension  to  the  bakery  and  it  was  found  that 
through  error,  the  extension  had  been  built  into  the  small 
portion  at  the  rear  which  is  in  a  residential  zone ;  that  the 
major  portion  of  the  plot  is  in  a  retail  zone  (changed  from 
business  to  retail  in  July,  1942),  and  subsequently  an  amend¬ 
ment  showing  the  correct  conditions  was  hied,  which  was 
duly  disapproved ;  that  at  present  there  are  bake  ovens  built 
into  this  rear  portion  of  the  bakery  and  it  would  be  an 
extreme  hardship  to  remove  them  for  both  the  lessee  and 
the  owner,  particularly  since  this  condition  was  unknown 
to  the  owner  for  the  entire  time  since  he  purchased  the 
property  twelve  years  ago;  that  the  proposed  shed  would 
not  actually  house  a  business  use,  but  be  an  auxiliary  aid 
in  the  disposal  of  wastes,  a  necessary  use  common  to  all 
zones,  and  will  be  an  improvement  on  present  conditions , 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board ;  and 

Whereas,  an  analysis  of  the  record  and  recommendation 
is  set  forth  in  a  memorandum  reading  as  follows : 


and 


proved  as  an  apartment  under  Alt.  App.  519-1926  and 

now  a  store. 


Whereas,  the  Board  deemed  that  this  was  a  proper  case  in 
which  to  exercise  its  discretion  to  grant  under  section  7,  sub¬ 
division  c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  cn  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  on  condi¬ 
tion  that  the  two  lot  line  windows  to  the  south  be  blocked  up 
with  approved  masonry ;  that  a  masonry  wall  with  harmoniz¬ 
ing  brick  and  not  less  than  six  feet  in  height,  be  constructed  on 
the  southerly  lot  line,  continuing  the  wall  of  the  proposed  stor- 
age  shed  to  the  building  line,  with  a  substantial  gate  across  the 
court  at  the  street  building  line;  that  no  curb  cut  be  con¬ 
structed  to  permit  vehicular  entrance  to  such  court;  that 
plans  then  be  filed  with  the  Borough  Superintendent  showing 
the  chimney  as  constructed  on  the  southerly  lot  line  and  also 
for  the  change  to  a  store  of  the  portion  of  the  building  ap¬ 
proved  for  an  apartment  under  alteration  application  519- 
1926  and  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  six  (6)  months  from  the  date  of  this 
resolution. 


MEMORANDUM 


Re:  Cal.  340-44-BZ. 

Premises :  750-762  Allerton  Ave.,  2556  2660  Holland 
Ave.,  Bronx. 

The  building  involved  in  this  application  for  a  zoning 
variance  is  located  in  a  retail  zone,  but  when  erected  in 
1922  and  extended  in  1926  and  1928  it  was  in  a  business 
use  zone,  except  that  a  small  section  in  the  rear  extended 
into  a  residence  zone.  This  extension  into  the  residential 
zone  was  due  to  misrepresentation  on  the  plans  in  show¬ 
ing  under  Alteration  502  of  1928  the  easterly  lot  line  as 
100  ft.  instead  of  105.12  ft.  The  building  actually  extends 
into  the  residence  district,  toward  the  south,  a  distance 
varying  from  5.12  ft.  to  approximately  3  ft.  The  easterly 
store  of  the  building  is  a  retail  bakery  with  a  bake  shop 
in  the  rear  with  ovens  and  chimney  and  two  (2)  lot  line 
windows  on  the  southerly  side,  where  the  lot  line  wall  is 

45  ft.  in  length.  . 

It  is  now  requested  that  this  unlawful  portion  of  tne 
building  within  the  residence  _  use  district  be  approved 
under  a  variance  and,  in  addition,  a  further  variance  be 
granted  to  allow  another  extension  in  the  form  of  an 
open-sided  shed  for  storage.  There  is  an  open  court  to 
the  west  of  the  bakery  and  a  court  at  right  angles  thereto, 
leading  to  Holland  avenue,  8  ft.  in  width. 

If  the  Building  Department  had  checked  the  previous 
plans  and  the  Atlas,  this  error  would  have  been  discov¬ 
ered  and  a  variance  to  permit  extension  into  the  residen¬ 
tial  district  could  have  been  granted  by  the  Board  under 
proper  conditions  to  safeguard  the  adjoining  owner,  who 
now  objects  to  the  extension  of  use  unlawfully  permitted 
and  the  further  extension. 

The  premises  have  been  inspected  by  a  Committee  of 
the  Board  and  a  record  of  complaints  to  the  Department 
of  Health  has  been  received.  The  conditions  undoubtedly 
have  been  annoying  but  cannot  be  remedied  by  requir¬ 
ing  the  removal  of  the  portion  of  the  building  in  the  resi¬ 
dence  use  district.  The  bakery  is  a  permitted  use  in  a 
business  or  a  retail  district,  and  if  the  building  were 
wholly  in  a  retail  district,  the  shed  and  wall  proposed 
could  be  lawfully  permitted. 

It  is  recommended  that  the  application  be  granted  on 
condition  that  the  two  lot  line  windows  to  the  south  be 
blocked  up ;  that  a  masonry  wall  with  harmonizing  brick 
and  six  feet  in  height  be  constructed  on  the  southerly  lot 
line,  continuing  the  wall  of  the  proposed  storage  shed  to 
the  building  line,  with  a  substantial  gate  at  the  lot  line. 
No  curb  cut  for  entrance  to  the  lot  line  court  should  be 
permitted.  Plans  showing  the  interior  lot  line  chimney 
should  be  filed  with  the  Borough  Superintendent,  and 
also  the  alterations  to  that  portion  of  the  building  ap- 


494-43-BZ 

APPLICANT— Humphrey  Nolan,  for  Emigrant  Industrial 
Savings  Bank,  owner. 

SUB  IECT— Application  for  consideration— reopening  to  con¬ 
sider  proposed  occupant,  as  required  by  resolution  of 
11/23/43;  re  Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition 
under  section  7c  of  the  zoning  resolution,  permitting 
in  a  residence  use  district,  the  conversion  of  occu¬ 
pancy  of  a  building  occupied  as  laundry  and  storage 

to  a  factory.  ,  J 

PREMISES  AFFECTED— 518-524  East  80th  street,  sout./ 
side,  298  ft.  east  of  York  avenue  (Block  1576,  Lots 
37  and  39),  Borough  of  Manhattan. 
APPEARANCES _ 

For  Applicant:  Martin  Selman,  Humphrey  Nolan 
and  F.  M.  Morrison. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  ar.d  Buildings. 

ACTION  OF  BOARD— Request  to  reopen,  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  . .  .  9 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . .  4 


THE  RESOLUTION  (494-43-BZ) 

Whereas,  this  applicant  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  con¬ 
version  of  occupancy  of  a  building  occupied  as  a  laundry  and 
storage  to  a  factory,  affecting  premises  518-524  East  80th 
street,  south  side,  298  ft.  east  of  York  avenue  (Block  1576, 
Lots  37  and  39),  Borough  of  Manhattan,  was  granted  by 
the  Board  on  November  23,  1943,  on  certain  conditions ;  and 
Whereas,  on  May  31,  1944,  time  was  extended  to  obtain 

permits  and  complete  the  work;  and 

Whereas,  the  applicant  requested  a  reopening  of  applica¬ 
tion  for  the  approval  by  the  Board  of  a  specific  type  of  occu¬ 
pancy  ;  and 

Whereas,  applicant  submitted  as  prospective  owner,  Pine 
Brook  Farms,  Inc.,  dealers  in  butter,  eggs  and  poultry,  now 
located  at  406  East  77th  street  and  operating  a  fleet  of  deliv- 
erv  trucks  ;  and  _ 

Whereas,  the  present  premises  were  inspected  by  a  Com¬ 
mittee  of  the  Board;  and 

Whereas,  in  the  opinion  of  the  Board,  the  proposed  use 
should  not  be  permitted,  largely  because  of  the  fact  that  the 
New  York  City  Omnibus  Company  operate  passenger  busses 
through  East  80th  street,  which  would  be  seriously  interfered 
with  by  the  trucks  and  delivery  cars  of  the  prospective  occu¬ 
pant,  even  if  an  off  street  loading  space  were  provided. 

Resolved,  that  the  request  for  reopening  be  and  it  hereby  is 
denied. 
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228-44-BZ 

APPLICANT— Lama  and  Proskauer,  for  Atex  Realty  Cor¬ 
poration,  owner. 

SUBJECT  Application  for  consideration — reopening  and 

amendment  of  resolution  and  approval  of  plans _ re 

Application  (decision  of  the  borough  superintend¬ 
ent)  under  sections  7 i  and  7c  of  the  zoning  resolu¬ 
tion  previously  granted  on  condition,  permitting 
partly  in  business  and  partly  in  residence  use  dis¬ 
tricts,  the  extension  of  an  existing  gasoline  service 
station  and  the  erection  and  maintenance  of  a  motor 
vehicle  repair  shop,  also  the  application  was  con¬ 
trary  to  section  21 -A  of  zoning  resolution  in  re  prox¬ 
imity  to  a  school. 

PREMISES  AFFECTED — 2816-2828  Atlantic  avenue  and 
"h 2V  H^nlnx  street-  southeast  corner  (Block 
3963,  Lots  8,  9,  12,  13  and  105),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlefcn,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

[  ACTION  OF  BOARD — Application  reopened,  resolution 
amended  and  plans  approved. 

anVdapproveEplans-MEND  resolution 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative:  .  q 

THE  RESOLUTION  (228-44-BZ) 

Whereas,  this  application  under  sections  7c  and  7i  of  the 
zoning  resolution,  permitting  partly  in  business  and  partly  in 
residence  use  districts,  the  extension  of  an  existing  gasoline 
service  station  and  the  erection  and  maintenance  of  a  motor 
vehicle  repair  shop,  affecting  premises  2816-2828  Atlantic 
avenue  and  231-241  Hendrix  street,  southeast  corner  (Block 
3963  Lots  8,  9 ,12,  13  and  105),  Borough  of  Brooklyn,  was 

granted  by  the  Board  on  July  25,  1944,  on  certain  conditions* 

and  ’ 

\\  hereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  approval  of  plans ;  and 

Whereas,  the  Board  found  that  the  proposed  extension  of 
gasoline  station  does  not  contravene  the  provisions  of  Section 

t’  as  determined  by  a  measured  plan  filed  by  the  applicant 
on  Tune  27,  1944. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  sections  7c  and  7i  thereof  to 
permit  the  reconstruction,  extension  and  rearrangement  ’  of 
the  legally  existing  gasoline  service  station,  substantially  as 
'ndicated  on  plans  filed  herewith  marked  “Received  April  17 
1944  ;  that  complete  working  drawings  shall  be  submitted  to 
the  Board  for  approval  before  same  are  filed  with  the  borough 
superintendent;  that  all  gasoline  pumps  shall  be  shown  not 
nearer  than  15  feet  to  either  street  building  line;  that  the  re¬ 
pairing  shall  be  with  hand  tools  only  and  in  the  nature  of 
Timor  repairs,  except  for  brake  testing  and  wheel  alignment, 
is  indicated ;  that  no  exterior  windows  shall  be  constructed 
n  the  lot  line  walls;  that  such  plans  shall  be  submitted  within 
u°iimi°nth.S  a?d  *fter  their  aPProval  by  the  Board,  all  permits 
hereaft  0dtamed  and  ad  work  completed  within  one  year 

Resolved,  further,  that  plans  submitted  September  14,  1944 
ire  hereby  approved ',  as  in  substantial  compliance  with  the 
'onditions  set  forth  in  the  resolution  adopted  Tuly  25,  1944 
Provided  the  following  additional  conditions  are'  complied 
vith:  that  all  buildings  and  walls  shall  be  constructed  of 
»nck  masonry  with  natural  or  cast-stone  trim  as  shown  ;  that 
loor  frames  and  doors,  window  frames  and  sash  may  be  of 
rood,  except  where  opening  is  within  ten  feet  of  an  interior 
ot  line;  that  there  shall  be  no  open  excavation  or  cellars 
nder  any  portion  of  the  buildings,  except  the  necessary  pits 
nder  the  greasing  racks,  which  shall  be  of  the  hydraulic 
rpe;  that  all  ceilings  throughout  shall  be  fire-retarded;  that 
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the  boiler  room  shall  be  separated  from  other  portions  of  the 
building  by  masonry  walls  and  shall  be  enterable  only  from 
(he  exterior;  that  all  existing  buildings  and  structures  shall 
be  removed ;  that  the  plot,  where  not  covered  with  buildings 
shall  be  paved  with  concrete;  that  a  scuttle  in  the  roof,  with 
double-rung  ladder  leading  thereto,  shall  be  constructed  and 
maintained  toward  the  rear  of  the  stockroom  building ;  that  a 
concrete  segmental  island  shall  be  constructed  and  maintained 
at  the  intersection  of  Atlantic  avenue  and  Hendrix  street,  as 
shown ;  that  all  existing  curb  cuts  shall  be  removed  and  new 
sidewalk  and  curbing  constructed  with  curb  cuts,  as  shown, 

!nS15w?  {  'ree  u5  ftvin  width  to  At]antic  avenue  and 
two  (2)  25  ft.  in  width  to  Hendrix  street;  that  signs  shall 

be  restricted  to  permanent  signs,  attached  to  the  facades  of 
the  accessory  budding  not  extending  above  the  parapet  or 
on  the  roof,  and  three  (3)  post  standards,  erected  within  the 
budding  line  where  shown,  each  supporting  a  sign  advertising 
only  the  brand  of  gasoline  on  sale,  and  permitting  such  signs 
to  extend  beyond  the  budding  for  a  distance  of  not  over  four 
ieet;  that  the  gasoline  supply  shall  be  limited  to  eight  550- 
gallon  gasoline  storage  tanks  as  shown;  that  in  all  other  re¬ 
spects,  the  requirements  of  the  zoning  resolution  and  all  other 
laws  and  rules  shall  be  complied  with ;  that  all  permits  shall 
be  obtained  and  all  work  completed  within  one  year  from 
tbe  date  ot  this  amended  resolution. 


MATERIAL  SUBMITTED  FOR  APPROVAL 

518-43-SM 

SUBTFOT— C°7nd  DA°r  Associates,  °wner. 
SUBJECT  Metal  Covered  Door  Associates  Kalamein  One 

and  One-Half  Hour  Test  Fire  Door  Assembly 
approval  of. 

APPEARANCES— 

.  _  For  Applicant:  B.  K.  Weingrad. 

CTION  OF  THE  BOARD— Approval  of  this  material 
is  held  in  abeyance,  subject  to  the  submission 
y  the  applicant  of  a  drawing  capable  of  reproduc¬ 
tion  for  Figure  1,  referred  to  in  the  report  of  the 
Committee  on  Tests. 


Adjourned  :  1  :55  P.  M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  3,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

193-44-A 

APPLICANT— Arnold  W.  Lederer,  for  Andrea  Prizzi 

QTTnn7rTeA  (My™a  Coat  Co.,  lessee). 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
nre  commissioner. 

PREMISES  AFFECTED— 999  Willoughby  avenue,  north 
t  .  e/s  east  o£  Ever8reen  avenue  (Block  3184 

APPEARANCES-”11®  °f  Brook,yn' 

For  Applicant :  Arnold  W.  Lederer 
a  d^inistration :  Thomas  A.  Larkin  Fire  Deo’t 

THE  VOTeL  _Apl,eal  B'an,e<i  °"  co"<)ition 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  q 

THE  RESOLUTION  (193-44-A) 

Whereas,  Arnold  W.  Lederer,  for  Andrea  Prizzi  owner 
(Myrna  Coat  Company,  lessee),  filed  March  30,  1944  an 
appeal  from  an  order  of  the  fire  commissioner,’  affecting 
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premises  999  Willoughby  avenue,  north  side,  275  ft.  east  of 
Evergreen  avenue  (Block  3184,  Lot  56),  Borough  of 
Brooklyn ;  and 

Whereas,  Order  10785-LF,  issued  by  the  fire  commis¬ 
sioner,  dated  June  22,  1943,  and  referred  to  in  a  decision  of 
the  fire  commissioner  dated  February  29,  1944,  reads: 

“1.  Arrange  iron  bars  on  all  windows  of  1st  story 
so  as  to  be  readily  movable  or  removable  from  both 
sides  in  such  a  manner  as  to  afford  the  free  and  unob¬ 
structed  use  of  such  windows  for  the  purposes  of 
egress  as  per  Section  272  of  the  Labor  Law. 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(24  ft.)  in  height;  50  ft.  by  78  ft.  in  area  at  1st  floor; 
20  ft.  by  20  ft.  in  area  at  2nd  floor ;  of  Class  4  construction ; 
altered  1920;  located  in  an  unrestricted  use,  B  area  district 
and  used  for  three  years  as  follows:  cellar,  ordinary,  no 
persons;  1st  floor,  dress  factory,  41  persons,  2nd  floor, 
dwelling,  one  family ;  that  the  building  is  equipped  with  one 
2  ft.  2  in.  wide  wood  stairway  at  the  front,  enclosed  m 
partitions  of  wood  lath  and  plaster,  equipped  with  wood 
doors  which  are  not  self-closing ;  and 

Whereas,  Certificate  of  Occupancy  1266  issued  May  6, 
1920,  on  Permit  1760  of  1920,  states  the  present  use  and 
occupancy:  main  building — 1st  and  2nd  stories,  1  family, 
extension,  factory,  30  men  and  30  women;  total,  factory  and 
one  family ;  floor  loads  subject  to  floor  cards,  and 

Whereas,  the  applicant  contends  that  the  building  con¬ 
sists  of  a  one  story  brick  extension  to  a  frame  one  family 
dwelling,  the  first  story  of  the  dwelling  being  used  for 
offices,  toilets,  etc. ;  that  the  windows  are  barred  throughout 
the  factory  for  the  protection  of  the  contents,  except  where 
indicated  on  plans  filed  with  this  appeal ;  that  the  windows 
on  the  east  wall  are  5  ft.  6  in.  above  floor  and  are  not 
accessible  for  egress ;  that  inasmuch  as  the  building  is  one 
story  in  height  and  the  occupancy  is  less  than  50  persons 
and  that  the  exits  are  adequate,  it  is  requested  that  this 
appeal  be  granted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  order  10785-LF  of  the  fire  commissioner 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  ob¬ 
jection  1,  on  condition  that  no  bars  shall  be  installed  on  any 
exterior  windows  other  than  those  shown  on  plan  marked 
“Received  August  4,  1944” ;  that  bars  at  two  windows  to 
the  rear  at  the  north  shall  be  arranged  so  as  to  be  readily 
openable  for  easy  access  during  all  times  when  the  1st  floor 
of  the  building  is  being  occupied  as  proposed ;  that  all  other 
exits  shown,  including  the  exit  to  the  west,  to  adjoining 
property  shall  be  maintained  available  for  exit  at  all  times 
during  working  hours;  that  such  exit  from  the.  west  shall 
be  provided  with  an  exit  through  a  hallway  in  adjacent 
building  to  Willoughby  avenue,  as  indicated  on  plans 
marked  “Received  August  4,  1944” ;  that  a  consent  of  own¬ 
ers  for  exiting  over  their  premises  shall  be  filed  with  the 
borough  superintendent ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


435-44-A 

APPLICANT— Jacob  Lubroth,  for  Sterling  Cake  Company, 
Inc.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 13-15  Sumpter  street,  north 
side,  250  ft.  west  of  Patchen  avenue  (1st  and  2nd 
floors)  ;  (Block  1695,  Lots  16,  17,  18,  20,  42  and  43), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Jacob  Lubroth. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE—  „  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . 
Negative:  . 
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THE  RESOLUTION  (435-44-A) 

Whereas,  Jacob  Lubroth,  for  Sterling  Cake  Company, 
Inc.,  owner,  filed  July  13,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  13-15 
Sumpter  street,  north  side,  250  ft.  west  of  Patchen  avenue 
(1st  and  2nd  floors)  ;  (Block  1695,  Lots  16,  17,  18,  20,  42 
and  43),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  22,  1944,  re  Alt.  Applic.  1557-44,  reads: 

“1.  Building  is  being  converted  to  factory  use.  Pro¬ 
vide  two  means  of  egress  from  1st  and  2nd  floors 
complying  in  all  respects  with  Section  270  of  Labor 
Law.” 


Whereas,  the  applicant  states  that  the  building  is  two 
stories  (28  ft.)  in  height,  45  ft.  by  100  ft.  in  area  at  1st 
floor,  45  ft.  by  90  ft.  in  area  at  2nd  floor ;  Class  1  construc¬ 
tion ;’  erected  in  1910;  located  in  business  use,  C  area,  dis¬ 
trict;  used  and  occupied  since  1928  as  follows:  cellar,  boiler 
room;  1st  floor,  public  garage  for  more  than  five  cars,  2 
persons  ;  2nd  floor,  public  garage  for  more  than  5  cars  and 
repair  shop,  2  persons;  proposed  to  be  used  and  occupied: 
cellar,  same;  1st  floor,  packing  and  shipping,  15. persons; 
2nd  floor,  bakery,  8  persons ;  that  there  are  no  interior  stairs, 
but  the  building  is  equipped  with  two  exterior  stairs,  one  of 
which  leads  to  the  street  by  stairs  and  the  other  to  the  yard 
by  a  ladder  with  egress  to  an  open  lot  in  same  owner¬ 
ship;  and 

Whereas,  the  applicant  contends  that  the  building  was 
originally  erected  as  a  motion  picture  house  under  N.B.1910- 
10  and  then  altered  to  a  public  garage  for  more  than  5  cars 
under  Alt.  3277-28,  approved  by  this  Board  under  Cal 
#896-27-BZ;  that  at  no  time  will  there  be  more  than  eight 
people  employed  on  the  2nd  floor ;  that  there  is  an  exterior 
iron  stairway  enclosed  in  corrugated  sheet  iron  on  all  sides 
and  roof,  leading  from  2nd  floor  directly  to  the  street: 
that  on  roof  of  rear  extension  is  a  stationary  iron  ladder  to 
the  roof  of  the  main  building  and  a  similar  ladder  to  the 
rear  yard  in  the  same  ownership,  which  opens  into  Marion 
street;  that  in  view  of  the  fact  that  only  eight  people  will 
occupy  the  second  floor  and  that  the  building  is  of  class  1 
construction,  it  is  requested  this  appeal  be  granted;  and 

Whereas,  the  applicant  has  filed  copies  of  Certificate 
of  Occupancy  #54083,  issued  December  7,  1928,  for  use  ot 
the  building  as  a  public  garage  and  repair  shop. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
dated  June  22,  1944  on  Alt.  Applic.  1557-44,  and.  that  the 

appeal  be  and  it  hereby  is  granted,  as  to  objection  1,  on 

condition  that  the  building  shall  not  be  increased  in  height 
or  area;  that  the  existing  exits  consisting  of  the  stairway 
leading  directly  to  Sumpter  street  and  door  from  the  2nd 
floor  to  the  extension  roof  of  the  1st  story  and  thence  by 
fixed  goose  neck  iron  ladder  relocated  so  as  to  land  on  the 
property  in  the  rear  under  the  same  ownership,  shall  be 
maintained;  that  steps  shall  be  provided  on  the  extension 
roof  up  to  the  top  of  the  parapet  where  the  ladder  is 
located ;  that  the  number  of  occupants  on  the  2nd  floor  shall 
not  exceed  the  number  lawfully  permitted  by  the  primary 
means  of  exit ;  that  no  use  shall  be  made  in  connection  with 
their  business  use  of  the  property  in  the  rear  within  the 
residential  use  area  under  the  same  ownership,  except  for 

the  emergency  exit  from  the  fixed  iron  ladder  above  re¬ 

ferred  to,  and  the  door  from  the  1st  floor  to  be  relocated  as 
shown  on  revised  plans  filed  with  this  appeal  marked  “Re¬ 
ceived  September  13,  1944” ;  that  the  overhead  doors  shown 
'  opening  to  such  property  in  the  rear  shall  not  be  used  for 
shipping  or  receiving  merchandise ;  that  the  amount  of  space 
occupied  for  manufacturing  within  the  building  shall  not 
exceed  that  permitted  by  the  zoning  resolution;  that  in  all 
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other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws  and  rules  applicable  thereto. 


450-44-A 

APPLICANT— Zareh  Sourian,  for  Engadine  Holding  Cor¬ 
poration,  owner.  6 

t  SUBJECT-Appea1  from  a  decision  of  the  borough  superin- 

PRKMISES'  WcTED-S© 56  West  59th  street,  south 
side,  iz(J  tt.  east  of  Sixth  avenue  and  1430-1436  Sixth 
avenue  (Block  1274,  Lot  71),  Borough  of  Manhat 

APPEARANCES— 

Por  Applicant :  Zareh  M.  Sourian 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hons- 
a  ^  in&  an(i  Buildings. 

BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  ^ 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (450-44-A) 

Whereas,  Zareh  Sourian,  for  Engadine  Holding  Corno- 
rahon  owner,  filed  July  21,  1944,  an  appeal  from  a  decision 

We:£  59th  1 suherinte.,lfIenh  affecting  premises:  50-56 
anJ  ?°uth  side’  120  ft  east  of  Sixth  avenue 

o?  ManhaiSn  tt  ^  <B'°Ck  ,274’  Lot  71) ' 

1st  floor  Cafe  De  La  Paix — Cabaret. 

1.  Install  a  3  ft.  outwardly  swinging  door  imme- 
^  diately  adjacent  to  revolving  door  on  6th  Ave.” 

WH.EREA.S-  the  applicant  states  the  building  is  35  stories 
(375  ft.)  in  height,  120  ft.  by  100  ft.  in  aref-  Class  con- 
struction;  erected  in  1930;  located  in  residence  use  B  area 

chfne^  et  “Snd  Tf,  1M0  “  follows:  subcehar  ria- 
chinery  etc. ,  cellar,  ballroom  and  shops;  1st  floor  lobbv 

XU* fln,h0td  and  offices;  3rd  floor  and 
fir  'J,  h  t  ’  rat  tbe  budding  is  equipped  with  an  interior 

S  standnm  ****?  ■ '  that  • fire  are  not  maintained  thS 

wid?fi™P  FT™  ?  TtaUed:  tl,at  there  ore  two  4  ft 
Wi  e  fireproof  stairs  leading  to  the  roof  and  one  that  leads 
t0  the  street  and  one  to  the  lobby ;  and 

v  hereas,  the  applicant  contends  that  the  existing  Sixth 

from'dr^0  f'ng  u°°r  WaS  instaded  as  a  supplementary  exit 
\SdinJ to  Sfethnd  Servesuas  wdJ,  the  lobby  of  the  hotel. 
£h  f  !?  S“.th.  avenuei  that  the  cafe  is  an  integral  part  of 

guests  o  SthfKfS  °f  "K  guests  "f  >h<=  oa?e  are 

fhe  lobhv  ^  ihl  h^l .  hiref°rte  three  °ther  doors  from 
■  cafp  ^  '■  *  ,e  bote  ’  tbat  the  Sixth  avenue  exit  of  the 

congestion1  o/ir:  the  hotel  Iobby-  reduces  serious 

reS  It  f  *  .ffic  °n  59th  street’  and  in  addition  to  the 
revolving  door  there  are  three  lawful  exits  which  meet  the 

equipments  of  Local  Law  29,  and  three  14  ft  openings 
;thTihe  s.ldewalk  which  are  close  to  the  revolvingP  door ; 
lo  th  iere  -n°  aj’adah,e  space  to  open  another  door  next 
e  (°°r  and  if  the  latter  is  removed  It  will 

result  in  W  f°  keep  .gufsts  comfortable  in  the  cafe  and 
W  1,  •  of  space  ,n  the  room;  that  when  the  revolving 

’gress  •  that'ffier  ed’  ^  WaS  aPproved  as  a  supplemental 
■fnfdoorf  f?  -4re  °penmgs  between  piers  with  accordion 
[ doors  for  exit  purposes ;  and 

;pertidERlfAS’  Ahe  premisesr  and  surrounding  area  were  in- 
pected  by  a  Committee  of  the  Board. 

:  inpft  nl,vat  JeKision  ,of  tbe  borough  superintendent 

^  appeal  and  iPherAyt  '*£**  “d  that 

61 -44- A 

BUBiFCTNI~Arw,d  ^  Vde-er'  f°r  Seh>  Somet-  owner, 
f  •  ^ teiidart*  fr°m  3  deasion  of  the  borough  superin- 


PREMIs,Edf  AFFECTED-.natlS  Bedford  avenue,  east 

1/3  ,.7 ,6  sou,lh  Of  South  8th  street  (Block 

zl3o,  Lot  7),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer 
hor  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  1  ION  OF  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT- 

Affirmative :  .  n 

Negative:  Chairman  Murdock,'  '  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (461-44- A) 

fileTjulf 21  ToS11  W'  LedfT’  £°r  Sdig  Somet'  own'r. 

ec  July  21,  1944,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises  413-415  Bedford 

(Block  2T3I  Lot’  7^*  n  6  T  TS1  °f  SoUth  8th  street 
(lilock  2138,  Lot  7),  Borough  of  Brooklyn;  and 

da^dHMv2n^Q42deCisiQ°n-0,f,  the,  borough  superintendent, 
dated  J  uly  20,  1944,  on  Sprinkler  Application  1528-44,  reads : 

of  AdinCodeSPrinkler  SyStCm  08  Per  Ch-  26’  Art  15 

Note:  This  bldg,  is  not  a  multiple  dwelling  there- 

1  352  O^o?  A&d  °f  re^dS  in  accordance  with  C26- 

nection  tl  h dm'  Als(?  pubHc  water  s^stem  con¬ 

nection  to  be  made  in  accordance  with  C26-1346  0  ” 

and 

Whereas  the  applicant  states  the  building  is  four  (4) 
stories  (57  ft.)  in  height;  29  ft.  6  in.  by  129  ft  in  area  • 

loca(tidSSin3aC°hnStri,Ctl0nGereCted  apProximately  60  years  ago 
ocated  in  a  business  and  unrestricted  use  district  and  used 

and  occupied  for  2  years  as  follows:  cellar,  furniture  stor 

age  and  boiler  room,  no  persons;  1st  floor,  furniture  storage 

notion's  S'  indus-'  sloiafe,’ 

Persons,  that  the  building  is  equipped  with  one  3  ft 

8  in.  wide  wood  stairs,  extending  to  the  roof  by  T  ladder 

and  scuttle  and  to  the  street  directly,  enclosed  'in  fire  re 

ta  ded  partitions,  equipped  with  fireproof  self-closing  doors 

“  stair  and  a‘  ?t  -ar  which  extends  to  "fe  roof 

tf  i  i-  •  ^he  yard  by  stair  with  egress  to  the  sfrppt 

rcolrse  if  lh?fi?rdS;  ‘"a'  =>"<1  doors  along 

e  course  of  he  fire  escape  are  fireproof  self-closing;  and 

tHf*EAS’  f  ie  aPPhcant  contends  that  the  building  was 

thafunder  aArr8a9g28bUlIrnif  ^  haS  a  10  ft’  rearward; 
!ftUnjer  Alt-  89-28,  which  was  signed  off  as  comnleted 

ixits  and  "f  T  extended  f0r  Notary  occupancy  for  which 

continued  blThlW6  ,nstalledl  this  use  has  been  dis- 
for Vh  n  by.the.new  owner;  that  the  building  is  now  used 

tS/Ih  de?OSI-tof  new  furn,ture  by  out  of  town  distributors- 
for‘  i'to'releise  “tol  tr"'  “’t'V1  3  re9uisition  isibjlfnld 

posef -Jhat Jhe °b  'll  fd  ^Tcr'tbt 

oflTt/ it It/tSZ  h  J4J,-duiri„Pg  the 

earned  oil  in  the  building  and  all  of  the  furniture  stored 

It  is  proposed  to  omit  the  central  alarm  sS, inn  S  '*1 
proposed  to  install  4  inch  Siamese  connection  and  to  imd 
meter  on  the  sprinkler  system;  that  exit  signs  will  |P  °  ’ 
\ided  and  clear  aisles  maintained  to  all  exits-  that  ^thr 

«^L^V^dr-GL't  J:*T 1 

ippea7be0fgrte'ri,ed  «*  *  ^ef  ,^{  S3! 

IS  affirvied  and  that  the  appeal  be  an, I  Thereby  is  dtet 
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464-44-A 

APPLICANT— Boumonville  Welding  and  Machine  Co.,  for 
Charles  A.  Bruhns,  Inc.,  owner  (Alpine  Garage,  les- 
see )  . 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin- 

PREMISESeAFFECTED-223-227  West  66th  street  north 
side,  350  ft.  west  of  Amsterdam  avenue  (2nd  floor;  , 
(Block  1158,  Lots  16  and  18),  Borough  of  Manhat¬ 
tan. 

APPEARANCES—  ^  u 

For  Applicant:  Joseph  J.  Furman  and  rlarry  M. 

Meyers.  , 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

j  j  g  q  rjp  p 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . 


peal  be  and  it  hereby  is  granted,  as  to  objection  8,  on  con¬ 
dition  that  the  building  shall  not  be  increased  in  height  or 
area ;  that  the  only  portion  to  be  occupied  for  factory  pur¬ 
poses  shall  be  the  westerly  portion  of  the  2nd  floor  as  indi- 
cated  on  plans  filed  with  this  appeal  marked  Received 
September  22,  1944” ;  that  the  existing  means  of  exit,  con¬ 
sisting  of  the  interior  enclosed  fireproof  stair  and  an  ex¬ 
terior  iron  stair,  exit  from  which  is  through  a  nrepropf 
passage  in  the  cellar,  shall  be  maintained ;  that  the  number 
of  persons  at  factory  work  on  this  portion  of  the  2nd  story 
shall  not  exceed  the  number  lawfully  permitted  for  the 
primary  means  of  exit ;  that  the  windows  in  the  rear  along 
the  course  of  the  fire  escape  shall  be  fireproof  self-closing , 
that  during  the  term  of  this  variance,  the  existing  doors  to 
stairs  may  be  accepted  provided  the  doors  are  not  less  than 
3  ft.  5  in.  in  width;  that  the  fireproofing  on  the  steel  may 
be  accepted,  provided  it  is  not  less  than  1/4  in.  in  thickness, 
that  this  variance  shall  continue  only  during  the  term  of 
the  present  emergency  and  for  not  more  than  six  months 
thereafter. 


THE  RESOLUTION  (464-44-A) 

Whereas,  Boumonville  Welding  and  .Machine  Company, 
for  Charles  A.  Bruhns,  Inc.,  owner  (Alpine  Garage,  lessee), 
filed  Tulv  31  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  223-227  West  66th  street, 
north  side,  350  ft.  west  of  Amsterdam  avenue  (2nd  floor)  , 
(Block  1158,  Lots  16  and  18),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  25,  1944,  on  amendment  to  Alt.  Application  23/  40, 

“8.  As  building  was  erected  after  October  1,  1913, 
two  lawful  means  are  required  from  each  floor  area  as 
per  Sec.  270  Labor  Law.  Rear  stairway  does  not  con¬ 
form.  Also  doors  to  stairs  required  to  be  3  ft.  8  in.  wide. 
Also  all  other  provisions  of  Sec.  270  Labor  Law  required 
to  be  complied  with.  Also  Sec.  272  Labor  Law.  Recon¬ 
sideration  denied  as  temporary  approval  cannot  be  granted 
by  this  Department.” 

^Whereas,  the  applicant  states  the  building  is  5  stories  (64 
ft.)  in  height;  75  ft.  by  100  ft.  5  in.  in  area  at  1st  floor;  75 
ft  bv  94  ft  9  in.  in  area  at  typical  floor ;  of  Class  1  construc¬ 
tion;  erected  1913,  1914  and  1917;  located  in  an  unrestricted 
use  B  area  district  and  used  February,  1943,  as  follows .  cel¬ 
lar  1st  3rd,  4th  and  5th  floors,  garage  for  more  than  five 
motor  vehicles ;  2nd  floor,  garage  and  manufacturing  of  sig¬ 
nal  devices,  30  persons ;  that  no  change  in  use  or  occupancy 
is  proposed;  that  the  building  is  equipped  with  two  3  It  1U 
in  wide  stairs  of  iron  stringers  and  newell  posts,  enclosed  in 
6  in.  terra  cotta  blocks,  equipped  with  fireproof  self-closing 
doors  and  extending  from  the  roof  bulkhead  directly  to  the 
street  and  two  fire  escapes  at  the  rear,  extending  to  the  roof 
by  stairs  and  to  the  yard  by  stairs  with  egress  through  a  3  ft. 
wide  fire  passage  through  cellar ;  that  the  windows  and  doors 
along  the  course  of  the  fire  escapes  are  fireproof  self-closing , 

^Whereas,  the  applicant  states  that  permission  is  requested 
for  temporary  use  of  the  2nd  floor  for  factory  purposes  for 

the  duration  of  the  war ;  and  .  ,  c  ,i  „ 

Whereas,  the  applicant  contends  that  a  variation  of  the 
Labor  Law  should  be  granted,  to  accept  the  use  of  the  3  ft. 
8  in  exterior  iron  stair  which  leads  to  a  3  ft.  wide  fireproof 
passageway  through  the  cellar  to  the  street  and  to  accept  the 
3  ft.  5  in.  fireproof  self-closing  door  to  the  stairs  and  the 
obstruction  of  passageway  by  this  door,  and  to  accept  the  1 A 
in  fireproofing  on  steel  instead  of  the  required  2  inches ;  and 
Whereas,  the  applicant  has  filed  a  communication  from 
the  Army  Signal  Corps,  stating  that  the  applicant  has  a 
number  of  important  subcontracts  for  production  of  Signal 
Corps  equipment  and  that  the  expansion  proposed  is  deemed 

?A Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
dated  Tulv  25,  1944  on  Alt.  Applic.  237-43,  and  that  the  ap- 


470-44-A 

APPLICANT— New  York  Produce  Exchange  Exchange, 


owner.  .  .  _ 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 

commissioner. 

PREMISES  AFFECTED— 2-8  Broadway,  east  side,  from 
Beaver  to  Stone  streets,  2-12  Beaver  street,  1-9  Stone 
street  and  16  Marketfield  street  (annex)  ;  (Block 
11,  Lot  1),  Borough  of  Manhattan. 

APPEARANCES—  . ,  ,,  T  , 

For  Applicant:  A.  J.  Schneider  and  H.  W.  Lednors. 
For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  . .  A 


THE  RESOLUTION  (470-44-A) 

Whereas,  New  York  Produce  Exchange,  owner,  filed 
August  5,  1944  an  appeal  from  an  order  and  decision  of  the 
fire  commissioner  affecting  premises  2-8  Broadway,  east 
side,  between  Stone  and  Beaver  streets,  1-9  Stone  street, 
2-12  Beaver  street  and  16  Marketfield  street  (annex) ; 
(Block  11,  Lot  1),  Borough  of  Manhattan;  and 

Whereas,  order  16280- LF  issued  by  the  fire  commis¬ 
sioner  October  29,  1942  reads : 

“5.  Replace  missing  iron  shutters  at  all  openings 
in  the  exterior  wall  which  are  distant  in  a  direct  line 
less  than  30  ft.  from  any  opening  in  any  other  building 
and  not  in  the  same  plane  with  said  openings  and  which 
are  not  more  than  50  ft.  above  a  neighboring  roof  at 
#9  Stone  street  building  or  other  approved  protection. 
Sec.  491A-2.2.0  Adm.  Code.” 

Whereas,  the  decision  of  the  fire  commissioner  dated 

Tuly  7,  1944  reads:  .  , 

“In  reply  to  your  request  to  omit  compliance  with 
item  5  of  Order  16280-LF,  requiring  the  missing  iron 
fire  shutters  of  the  #9  Stone  street  building  to  be 
replaced,  you  are  advised  that  this  department  is  with¬ 
out  the  authority  to  grant  the  omission  of  exposure 
protection  required  by  the  Adm.  Code  and  your  request 
must  be  denied.” 


and 


Whereas,  the  applicant  states  that  the  building  is  6  and 
7  stories  (128  ft.)  in  height;  the  annex  which  is  the  build¬ 
ing  in  question  is  72  ft.  in  height,  55  ft.. 4  in.  by  123  ft.  in 
area,  of  fireproof  construction,  erected  in  1894,  located  in 
an  unrestricted  use,  B  area  district  and  used  and  occupied 
as  offices ;  that  the  building  is  equipped  with  an  approved 
standpipe  system,  two  interior  stairs  from  the  roof  to  the 
street  of  fireproof  construction,  equipped  with  fireprool 
self-closing  doors ;  and 


846 


MINUTES 


Whekeas  Certificate  of  Occupancy  11217  issued  July  8, 
1A-6,  permits  the  present  use  and  occupancy;  and 

Whereas’  the  applicant  contends  that  the  wall  of  the  an- 
nex  building  upon  which  shutters  are  now  required,  is  located 

firpnrnS  an  eIl&r™y  fireproof  wall  of  a  modem 

fireproof  office  building  at  80  Broad  street;  that  this  building 

at.  ,  Broad  street  has  only  two  rows  of  fireproof  windows 
with  wire  glass  in  the  wall  facing  the  annex  building ;  these 
windows  are  toilet  windows;  that  the  windows  in  question  are 
a!l  office  windows;  that  there  is  no  manufacturing  in  the 
7  mRg  m  question  or  in  the  Maritime  Exchange  Building 
at  80  Broad  street;  that  under  the  circumstances,  the  exterior 
s  or*  wall  of  the  building  in  question  are  not  re¬ 

quired  in  the  interests  of  fire  prevention  or  public  safety  and 
their  erection  will  serve  no  useful  purpose;  that  there  is  no 
Vnf?  ,,fzard  existing,  due  to  the  absence  of  the  steel  shutters 
and  the  erection  of  the  shutters  would  create  an  undue  hard¬ 
ship  on  the  owner. 

t  V<\aa  that  of  the  fire  commissioner  dated 

wil  as  to  °,rder  16280-LF  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  windows  opposite  in  the  rear  wall  of  80  Broad  street 

“Anm!c?^d  W1ih  this  aPPeal  marked  Received 

-194u  lha  be  firePro°f  and  glazed  with  wire 
glass,  that  in  all  other  respects,  the  building  and  occupancy 

thereto  mP  Y  Wlth  3  aws’  ru  es  and  reguIati°ns  applicable 


and 


8.  loilet  rooms  throughout  building  should  be  shown 
o  comply  with  Rules  131,  132,  133  of  Industrial  Code. 
Reconsideration  denied. 


481-44-A 

APPLICANT— Frank  S.  Wood,  for  Allan-Lowell  Realty 

gTTPTT7r'mrpA  °Wn?rr(Pressurelube-  Inc-  sub-tenant), 
o  U 13J  EC  I  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED-633-637  West  134th  street, 
north  side  300  ft  east  of  Riverside  drive  (2nd  and 
.  id  lloors)  ;  (Block  2001,  Lot  13),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Clarence  Fried  and  Abram  Rosen- 
berg. 

Por  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
^  mg  and  Buildings. 

THEVOTC  ' r00GRANf-PeaI  Kra"ted  °n  C°nditi°"' 

Affirmative:  Chairman  Murdock  and  Commis¬ 
sioner  Blum  .  n 

Negative :  Commissioner  Savage  and  Deputv 

Chief  Gunn .  ~  9 

THE  VOTE  TO  RECONSIDER— . 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputv  Chief  Gunn  4 

N  egative :  .  n 

THE  VOTE  TO  GRANT— . 

Affirmative :  Chairman  Murdock,  Commissioners 

Savage  and  Blum  .  3 

Negative :  Deputy  Chief  Gunn . ^  } 

THE  RESOLUTION  (481-44-A) 

Whereas,  Franklin  S.  Wood,  for  Allan-Lowell  Realty 

fiWfP°Aratl°n;  <?yniemlPreSSl,relube,  Incorporated,  sub-tenant), 
filed  August  14 ,1944,  an  appeal  from  a  decision  of  the  bor¬ 
ough  superintendent,  affecting  premises  633-637  West  134th 
street,  north  side,  300  ft.  east  of  Riverside  drive  (2nd  ‘and 
and  d°°rS  ’  2001,  Lot  13),  Borough  of  Manhattan: 

daS?fRfASi,ctfe>i>.decision  °!  the  borou*h  superintendent. 
264-44’' reads  •  944'  °"  arnendment  to  Alteration  Application 

“4.  Building  required  to  conform  to  Sec.  270  Labor 
J-aw.  _  Show-  lawful  second  means  of  egress  from  each 
floor  m  conformity  to  same.  Reconsideration  denied 
P me  alarm  system  and  fire  drills  required  by  Sec. 

■V  LaPor  Law.  Specify  compliance  with  same.  Recon¬ 
sideration  denied. 
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W  HEREAS  the  applicant  states  that  the  building  is  3  stories 
(43  ft.)  in  he'ght;  75  ft.  by  100  ft.  in  area  at  1st  floor,  75  ft. 

erected  ^1924  2nd  floor-’  of  Class  1  construction; 

cm  ted  192  a ,  located  in  an  unrestricted  use,  A  area  district 

and  used  since  October  1,  1943,  as  a  garage  for  more  than 
t  ^.ars  throughout  and  proposed  to  be  used  and  occupied  as 
i0  ”:;  «llad  bmkr  rTr,  Is,  floor,  Earagc  for  1“ 
•  \e  cai  s  5  persons ,  ^.nd  and  3rd  floors,  manufacturing 
projectors  and  flash  Aiders  for  the  Army  and  Navy  15  per¬ 
sons  each  floor;  that  the  building  is  equipped  with  one  3  ft 
6  in  wide  fireproof  stairs  at  the  front  from  the  roof  bulk¬ 
head  directly  to  the  street,  equipped  with  fireproof  self-clos¬ 
ing  doors  and  one  fire  escape  at  the  rear,  extending  from  the 
top  story  with  egress  to  the  street  through  the  first  story 
that  windows  and  doors  along  the  course  of  the  fire  escape 
are  fireproof  self-closing;  and 

W  hereas,  Violation  No.  1516  issued  March  2,  1944  was 
or  installing  plumbing  without  application  or  permit,’  and 
\  lolation  2166  issued  March  27,  1944,  was  for  changing  the 
occupancy  of  the  premises  from  garage  to  a  factory  without 
obtaining  a  certificate  of  occupancy ;  and 

?aWiI(™AS’  Certificate  of  Occupancy  9859,  issued  August 
24,  192a,  permits  the  use  of  the  building  throughout  as  a 

garage  for  more  than  five  cars ;  and  * 

Whereas,  the  applicant  contends  that  it  is  the  sub-tenant 
ot  a  portion  of  the  premises  and  is  engaged  entirely  in  manu¬ 
al1;1118  projection  machines  and  flash-hiders  for  the  Army 
and  Navy ;  that  it  is  requested  that  the  secondary  means  of 

n?pCy  Je  acce))ted  tor  tllp  duration  of  the  war  for  temporary 
use,  after  which  the  building  will  revert  to  its  original  use 
and  requests  that  the  fire  alarm  system  and  the  fire  drills 

on  Thelnd  anH  3e  “f10”  °f,  th,e  war  only ’’  that  the  toilets 
n  the  2nd  and  3rd  floors,  which  contain  a  12  in.  sq.  vent 

affording  adequate  ventilation  and  toilets  on  the  3rd  floor 

w  lh  Rn?  T^PPed,  \V'-h  srky,liRhts’  be  acceDtecl  as  complying 
tli  Rules  134  and  13a  of  the  Industrial  Code. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 

dated  in  it  dec‘S°nA  of,. th^  borough  superintendent 

ated  July  15,  1944  on  Alt.  Apphc.  264-44,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted,  as  to  objection  4,  on  con¬ 
dition  that  the  existing  means  of  exit  consisting  of  an  en- 
c  osed  interior  stair  leading  to  the  street  and  an  exterior 
stair  exiting  into  the  first  floor,  through  which  free  oassa<m 
may  be  had  ,o  West  134,1,  street,  shall  be  maintained  as  indl- 

m,s,dt?  fijr'  fi!td.W1,VhlS  appeal  marked  “Received  An- 
w  Vmdl?44  :  that,  such  passage  from  the  rear  stair  to 

iT  ^  m4t  l  StliCet  Shad  be  kept  open  at  aI1  times,  and  to 
insure  this,  such  passageway  shall  be  outlined  and  protected 

by  a  pipe  railing  not  less  than  3  ft.  in  height;  that  such  rafl- 
mg  may  terminate  flush  with  the  easterly  wkll  of  the  store 
space  indicated  on  plans;  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  as  to  Objection  7,  that  the  fire 
alarm  system  and  fire  drills  may  be  waived,  provided  the 
occupancy  of  each  of  the  2nd  and  3rd  floors  shall  not  exceed 
£  t  U0  Cr  awfa”y  Permitted  by  the  primary  means  of  exit; 
fij  f  9b'ectl.on  8«  that  the  toilet  rooms  as  shown  on  plans 
ed  with  this  appeal  marked  “Received  August  14  1944” 
may  be  accepted  for  the  temporary  occupancy,  provided  the 

BLIT  ofrve"tllatl°n  ,complies  with  the  requirements  of  the 
Bmldm^  Code;  and  that  no  further  alteration  shall  be  con¬ 
structed  during  the  temporary  term ;  that  this  variance  shall 
continue  only  during  the  term  of  the  present  emergency  an 
for  not  more  than  six  (6)  months  thereafter 


517-44-A 

APPLICANT— Cortland  Realty  Company  of  New  York¬ 
er  id Tr-r^ner  (Matam  Corporation,  lessee). 

SUBJECT- Appeal  from  a  decision  of  the  borough  superin- 
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PREMISES  AFFECTED — 45-17  Pearson  street,  east  side, 
150  ft  south  of  Jackson  avenue,  and  45-18  Court 
Square  (Block  84,  Lots  11  and  49),  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES—  ,  TT  „  u  ■  m 

For  Applicant:  J.  E.  Mahno  and  H.  P.  Heaviside. 

For  Administration:  Fred  Dahlem  and  Frank 
Hochstrasse,  Dep't  of  Housing  and  Buildings. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  . . ;  •  \ .  u 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 


THE  RESOLUTION  (517-44-A) 

Whereas,  Cortland  Realty  Company  of  New  York,  owner 
(Matam  Corporation,  lessee),  filed  September  a,  1944  an  ap¬ 
peal  from  a  decision  of  the  borough  superintendent  affecting 
premises  45-17  Pearson  street,  east  side,  150  ft.  south  of  Jack- 
son  avenue,  and  45-18  Court  Square  (Block  84,  Lots  11  and 

49),  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
August  24,  1944  referring  to  Violation  2109-44  reads  : 

“Your  letter  of  August  18,  1944  regarding  above  prem¬ 
ises  received.  .  r 

Regarding  Item  1,  your  attention  is  called  to  Bee.  CEt>- 
851.0  relative  to  accidents  and  Sec.  C26-848.0  Subdiv.  C 
relative  to  inspection.  Your  attention  is  also  called  to 
Sects.  C26-202.0  and  Sec.  C26-203.0  of  Group  5,  Viola¬ 
tions  and  Punishments;  you  being  aware  that  a  fatal  ac¬ 
cident  occurred  on  Passenger  Elevator  #19  on  June  3, 

1944.  -  ,  .  .,  , 

Our  inspectors  made  an  investigation  ot  tins  accident 
and,  as  a  result,  the  above  violation  was  served  on  the 
Matam  Corp.  requiring  the  necessary  work  to  be  done 
to  prevent  the  recurrence  of  a  similar  accident. 

The  Matam  Corp.  informed  this  department  that  they 
had  sent  a  copy  of  this  violation  to  your  office  for  action. 

Your  Mr.  Schloss  made  several  visits  to  this  office  to 
discuss  this  matter.  However,  no  progress  having  been 
made  towards  getting  the  required  work  done,  a  copy  of 
the  violation  was  personally  served  on  Mr.  Schloss  in 
this  office  on  August  15,  1944. 

You  are  directed  to  take  immediate  steps  to  comply 
with  this  violation  as  the  work  must  be  done  forthwith.” 

and 

Whereas,  Violation  2109-44  issued  by  the  borough  super¬ 
intendent  August  15,  1944  and  referred  to  the  decision  of  the 
borough  superintendent  herein  appealed  reads  : 

“You  will  please  take  notice  that  there  exists  a  viola¬ 
tion  at  the  premises  above  described,  in  that 

Passenger  Elevators  #17-18-19 — 

Equip  all  hoistway  doors  of  these  elevators  with  ap¬ 
proved  interlocks  to  conform  with  Section  C  26-899.0  of 
the  Admin.  Code. 

Provide  parking  latches  and  emergency  keys  to  con- 
Torm  with  Section  C26-903.0  of  the  Admin.  Code. 

Provide  emergency  releases  to  conform  with  Section 
C26-900.0  of  the  Admin.  Code. 

Relocate  all  car  gate  contacts  above  or  below  the  car 
so  same  cannot  be  readily  tampered  with.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6  stories 
(78  ft.)  in  height.  200  ft.  and  75  ft.  front  bv  100  ft.  and  100 
ft.  in  depth  at  1st  floor,  100  ft.  bv  100  ft.  in  area  at  typical 
floor,  of  class  1  construction,  erected  in  1909,  1925  and  1°30, 
located  in  an  unrestricted  use.  A  area  district  and  used  since 
1942  and  1943  as  follows:  cellar — boiler  room  and  storage- 
30  persons;  1st  floor — manufacturing  shells  and  offices — 115 
persons  ;  2nd  floor — same- — 150  nersons  ;  3rd  floor — offices  and 
laboratorv— 120  persons  ;  4th  floor-manufacturing  munition 
parts — 125  persons  :  5th  floor — manufacturing  shells  and  tool 
room — 100  persons:  6th  floor— offices,  shop  and  cafeteria- 
100  persons:  that  building  is  equipped  with  a  one  source 
sprinkler  svstem  a  standpipe  svstem.  an  interior  fire  alarm 
system  and  fire  drills  are  maintained  ;  that  there  are  two  3  ft. 


8  in.  fireproof  stairs  from  the  roof  to  the  street  and  one  ex¬ 
terior  stair  extending  to  the  roof  by  stairs  and  to  grade  by  a 
ladder  with  egress  from  its  termination  to  a  vacant  lot ,  and 
Whereas,  the  applicant  contends  that  the  elevator  equip¬ 
ment  is  no  different  than  it  was  on  January  1,  1938;  that  this 
equipment  was  all  legally  installed  prior  to  January  1,  1938; 
that  since  1938  two  new  Certificates  of  Occupancy  were  is¬ 
sued  No.  Q27192  dated  August  18,  1942  and  No.  Q296o6 
dated  August  18,  1943 ;  that  the  elevators  have  at  all  times 
been  maintained  in  a  safe  operating  condition;  that  there  has 
been  no  failure  or  destruction  of  any  part  of  the  construction 
or  operating  mechanism  of  the  elevators  ;  that  there  is  a 
shortage  of  labor  and  materials  today  and  it  is  almost  impos¬ 
sible  to  conceive  of  a  duplication  of  any  such  accident  as  oc- 

LU Resolved,  that  the  decision  of  the  borough  superintendent, 
on  Violation  2109-44,  be  and  it  hereby  is  affirmed  and  that  the 
appeal  be  and  it  hereby  is  denied. 


60-41-S  .  „ 

APPLICANT— Jacob  Berman,  for  Atlantic  Macaroni  Co., 

Inc.,  owner.  . 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Variation  of  the  labor  law 
as  cited  in  an  order  and  decision  of  the  borough  su¬ 
perintendent  and  an  order  of  the  fire  commissioner, 
previouslv  granted  on  condition  for  a  term  of  one 
(1)  year. 

PREMISES  AFFECTED— 43-82  Vernon  boulevard,  west 
side,  762  ft.  south  of  43rd  avenue,  Long  Island  City 
(Block  488,  Lot  114),  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Jacob  Berman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended.  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  ® 


THE  RESOLUTION  (60-41-S) 


Whereas,  this  application  from  an  order  and  a  decision 
of  the  borough  superintendent  and  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  43-82  Vernon  boulevard,  west 
side,  762  ft.  south  of  43rd  avenue  (Block  488,  Lot  114), 
Long  Island  Citv,  Borough  of  Queens  was  granted  by  the 
Board  on  May  6,  1941.  on  certain  conditions,  permit  extended 
on  July  20,  1943  and  the  applicant  requested  a  further  exten¬ 
sion  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  6,  1941,  only  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read  : 

“*  *  *  within  one  year  from  the  date  of  this 

amended  resolution.” 


441-42-S  .  , 

APPLICANT — General  Register  Corporation,  lessee,  for 
Herbert  Callman,  owner. 

SUB TECT— Application  for  consideration— reopening  and 
amendment  of  applicant’s  statement  as  to  fire  drills, 
etc.,  re — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner.  previouslv  granted  on  condition. 

PREMISES  AFFECTED— 36-20  to  36-46  33rd  street  and 
32-50  37th  avenue,  southwest  corner  (Block  601,  Lot 
1).  Long  Island  Citv,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  None 

ACTION  OF  BOARD — Application  reopened  and  resolution 

amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deoutv  Chief  Gunn.  .  4 

N egative  :  . .  ® 
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THE  RESOLUTION  (441-42-S) 

Whereas,  this  application  from  a  decision  of  the  fire 
commissioner,  affecting  premises  36-20  to  36-46  33rd  street 
and  32-50  37th  avenue,  southwest  corner  (Block  601,  Lot  1), 
Ix>ng  Island  City,  Borough  of  Queens  was  granted  by  the 
Board  on  December  14,  1943,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  relative  to  the  omission  of  the  requirement  for 
the  maintenance  of  fire  drills. 

Resolved,  that  the  Board  of  Standards  and  Appeals  dtoes 
hereby  amend  the  resolution  of  December  14,  1943,  so  that 
as  amended,  the  resolution  shall  read  : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  requirements  of  the 
Labor  Law  as  cited  in  a  decision  of  the  fire  commis¬ 
sioner,  dated  April  29,  1942,  Objection  1,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
no  smoking  shall  be  permitted  within  the  premises 
occupied  by  the  applicant,  except  within  the  wash 
rooms  on  the  first  floor  and  within  the  wash  rooms, 
locker  room  and  clerical  offices  on  the  fifth  floor,  where 
such  spaces  on  each  such  floors  are  indicated  on  plans 
filed,  with  this  appeal  marked  ‘Received  November  26, 
1943’;  that  such  spaces  shall  be  inclosed  in  fireproof 
partitions;  that  proper  receptacles  shall  be  maintained 
within  such  spaces  to  the  satisfaction  of  the  fire  com¬ 
missioner  ;  that  the  sprinkler  system,  standpipe  system 
and  fire  alarm  system  shall  be  maintained  in  accord¬ 
ance  with  the  requirements  therefor,  and  to  the  satis¬ 
faction  of  the  fire  commissioner;  that  such  additional 
portable  fire  fighting  appliances  shall  be  maintained, 
where  such  smoking,  is  herein  permitted,  as  the  fire 
commissioner  shall  direct ;  that  a  sign  shall  be  posted, 
indicating  no  smoking  is  permitted  throughout  the 
building  except  in  the  space  as  herein  permitted ;  that 
this  variance  shall  continue  only  during  the  term  of  the 
present  emergency,  and  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto.” 


appeal  be  and  it  hereby  is  granted  on  condition  as  to 
Item  4,  that  the  containers  used  for  brushing  shall  be  of 
a  type  as  submitted  to  and  approved  by  the  fire  com¬ 
missioner  ;  as  to  Items  5  and  6,  that  the  ventilating  sys¬ 
tem  shall  be  maintained  as  indicated  on  plans  filed  with 
this  appeal  marked  ‘Received  December  14,  1943’  (two 
sheets)  and  including  the  system  as  required  by  the 
State  Department  of  Labor;  that  not  more  than  fifteen 
(15)  drums  of  the  cement  and  thinning  material  used 
shall  be  stored  within  the  building  and  such  drums 
shall  be  stored  within  the  fireproof  room  as  may  be  ap¬ 
proved  for  such  purpose,  located  on  the  4th  floor ;  that 
the  ventilating  system  shall  be  kept  in  operation  at  all 
times  while  the  work  is  in  progress ;  that  the  sprinkler 
system  and  standpipe  shall  be  maintained  to  the  satis¬ 
faction  of  the  fire  commissioner;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire 
commissioner  shall  direct ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and!  regulations  applicable  thereto. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  store  not  more  than  thirty  (30)  drums  of  cement 
and  thinning  material  within  the  building  on  the  4th 
floor,  such  additional  storage  may  be  permitted,  pro¬ 
viding  the  existing  fireproof  storage  room  as  shown  on 
plans  filed  with  this  request  for  amendment  dated  ‘June 
29,  1944’  is  extended  in  area  to  twice  the  present  size, 
namely,  15  ft.  6  in.  in  depth  by  36  ft.  in  width ;  that  in 
such  room,  adequate  aisle  space  shall  be  maintained  at 
all  times  to  the  satisfaction  of  the  fire  commissioner ; 
that  the  partition  forming  such  room  shall  be  of  hollow 
tde  and  the  door  to  such  room  shall  be  a  fireproof  self¬ 
closing  door  tested  and  approved  for  not  less  than  three 
hours;  that  the  existing  north  and  south  partition  with 
an  opening  therein  shall  be  maintained,  to  divide  the 
enlarged  storeroom  into  two  sections  with  a  self-closing 
fireproof  door  on  such  opening  in  the  partition ;  that  an 
additional  6  in.  exhaust  fan  shall  be  installed  in  the 
rear  wall  within  the  extended  portion  of  the  storage 
rooms.” 


607-43-A 

[  APPLK  AN  1  —Robert  Kaplan,  for  Virginia  Krulik  and 
Bella  Kabler,  owners  (Climatic  Rainwear  Co.,  Inc., 
lessee). 

(  SUB  I  EC  1 — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  decision  of  the  fire  commissioner,  previously 
granted  on  condition. 

PREMISES  AFFECTED — 507  West  33rd  street,  north  side, 
125  ft.  west  of  Tenth  avenue  (Block  705,  Lot  29), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  Kaplan. 

For  Administration :  E.  A.  Mever.  Fire  Dep’t. 

At  TION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  . ' .  0 

THE  RESOLUTION  (607-43-A) 

Whereas,  this  appeal  from  an  order  and  a  decision  of 
the  fire  commissioner,  affecting  premises  507  West  33rd 
street,  north  side,  125  ft.  west  of  Tenth  avenue  (Block  705, 
Lot  29),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  bebruarv  23.  1944,  on  certain  conditions:  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

;  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  23,  1944,  so  that  as 
amended,  the  resolution  shall  read : 

“Resolved,  that  Order  34093-LC  issued  by  the  fire 
commissioner,  be  and  it  hereby  is  modified  and  that  the 


3 15-44- A 

APPLICAN  I — Arnold  W.  Lederer,  for  Chevra  A.A.A.D. 
Horodock,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent,  previously  granted 
on  condition. 

1  REMISES  AhFECTED — 855  Saratoga  avenue,  east  side, 
10a  ft.  5j4  in.  south  of  Riverdale  avenue  (Block 
3596,  Lot  24),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  q 

THE  RESOLUTION  (315-44-A) 

W  hereas,  this  appeal  from  a  decision  of  the  borough  su¬ 
perintendent,  affecting  premises  855  Saratoga  avenue,  east 
side,  105  ft.  Sy2  in.  south  of  Riverdale  avenue  (Block  3596,  Lot 
24),  Borough  of  Brooklyn,  was  granted  by  the  Board  on 
June  6,  1944,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  6,  1944  by  addin"  there¬ 
to  : 

“that  the  rooms  on  the  second  floor  at  the  rear  mav  be 
transposed  as  indicated  on  revised  plans  marked  ‘Re- 


t 
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ceived  July  27,  1944’  and  the  rear  fire  escape  may  be 
changed  in  location  as  therein  indicated,  provided  that  in 
all  other  respects,  the  resolution  adopted  by  the  Board 
June  6,  1944  is  complied  with;  that  there  shall  be  main¬ 
tained  at  all  times,  an  open  aisle  from  the  archway  open¬ 
ing  to  the  office  at  the  rear  of  the  2nd  floor  to  the  door 
leading  to  the  fire  escape.” 


44 1-44- A 

APPLICANT — Jacob  Lubroth,  for  Florence  E.  Woodworth 
&  Estate  of  George  A.  Powers,  owners  (Dekalb- 
Fulton  Foods,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 551-553  Fulton  street,  north 
side,  43  ft.  east  of  Bond  street  and  6-10  DeKalb  ave¬ 
nue  (Block  2093,  Lots  32  and  33),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Jacob  Lubroth. 

For  Administration:  Fred  Dahlern,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  oyer  to  October  17,  1944  at  2 
P.  M.  at  request  of  applicant. 


745-42-A 

APPLICANT — M.  M.  Elkind,  for  Queens  Valley  Develop¬ 
ment  Corporation,  owner;  Jewish  Center  of  Kew 
Gardens  Hills,  Inc.,  lessee. 

SUBJECT — Application  for  consideration — reopening  _  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent. 

PREMISES  AFFECTED— 76-36  137th  street,  block  bounded 
by  Park  Drive  East,  73rd  Terrace,  136th  street,  137th 
street  and  77th  avenue  (Block  6585,  Lot  2),  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


264-44-A 

APPLICANT — John  J.  Gilmartin,  for  Dominick  Allegra, 
owner. 

SLTBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  an  order  of 
the  fire  commissioner  (previously  withdrawn). 
PREMISES  AFFECTED — 466-470  17th  street,  south  side, 
93  ft.  2  in.  east  of  Seventh  avenue  and  471  18th  street 
(Block  873,  Lot  30),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant :  John  J.  Gilmartin. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Request  to  reopen  withdrawn,  to 
comply. 

THE  VOTE' TO  WITHDRAW  REOUEST  TO  RE¬ 
OPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


ZONING  CASES 

1144-17-BZ 

APPLICANT — Irving  M.  Fenichel,  for  General  Linen  Sup¬ 
ply  and  Laundry  Company,  Incorporated,  owner. 


SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  superintendent  of  buildings)  permitting  in  a  busi¬ 
ness  use  district,  the  erection  and  maintenance  of  a 
garage  for  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 435-439  Willoughby  avenue  and 
184-198  Nostrand  avenue,  northwest  corner  (Block 
1753,  Lot  42),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (1144-17-BZ) 

Whereas,  this  application,  permitting  in  a  business  use 
district  the  erection  and  maintenance  of  a  garage  for  more 
than  five  motor  vehicles,  affecting  premises  435-439  Wil¬ 
loughby  avenue  and  184-198  Nostrand  avenue,  northwest 
corner  (Block  1753,  Lot  42),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  October  2,  1917,  on  certain  con¬ 
ditions  ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and)  Appeals  does 
hereby  amend  the  resolution  of  October  2,  1917,  so  that  as 
amended,  the  resolution  shall  read : 

“Resolved,  that  the  application  be  and  it  hereby  is 
granted,  on  condition  that  the  one-story  garage  be  so 
designed  that  there  shall  be  no  entrances  or  exits  for 
automobiles  in  the  Nostrand  avenue  front  of  the  build¬ 
ing;  that  such  entrances  and  exits  shall  be  placed  only 
in  the  Willoughby  avenue  front;  except  that  an  emer¬ 
gency  exit,  not  more  than  3  ft.  wide,  may  be  permitted 
in  the  Nostrand  avenue  front;  and,  further,  that  any 
necessary  permits  for  the  prosecution  of  the  work  shall 
be  obtained  within  a  year  from  the  date  of  this 
approval.  (October  2,  1917). 

Resolved  further,  that  in  the  event  the  ownership  of 
this  building  is  the  same  as  the  buildings  at  the  rear 
facing  Sanford  street  occupying'  lots  4  and  10,  and  it  is 
desired  to  construct  a  communication  opening  as  shown 
on  plans  filed  with  Cal.  No.  664-41-BZ  marked  ‘Re¬ 
ceived  September  1,  1944’,  such  communicating  opening 
may  be  constructed  as  required  thereunder,  provided 
that  in  all  other  respects,  the  requirements  of  the  reso¬ 
lution  adopted  by  the  Board  on  October  2,  1917  as  to  this 
Cal.  No.  1144-17-BZ  are  complied  with.” 


88-36-BZ 

APPLICANT — Arthur  H.  Haaren,  for  Kesbec,  Incorpora¬ 
ted,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7c  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  extension  of  an  existing  gasoline 
service  station  to  include  the  parking  and  storage  of 
more  than  five  motor  vehicles  (previously  granted  by  i 
the  Board  under  section  21  of  the  zoning  resolution, 
permitting  the  rearrangement  of  the  existing  gasp-  ] 
line  service  station  and,  also  permitting  automobile 
repairing  for  the  testing  of  brakes,  etc.) 

PREMISES  AFFECTED— 3170-3178  Broadwav  and  28-34 
Tieman  place,  southeast  corner  (Block  1981,  Lot  65), 
Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Frank  W.  Demuth. 

For  Administration:  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  01*  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  q 

THE  RESOLUTION  (88-36-BZ) 

Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  a  motor  vehicle  repair  shop  on  an  exist¬ 
ing  gasoline  service  station,  premises  3170-3178  Broadway 
and  28-34  Tieman  place,  southeast  corner  (Block  1981,  Lot 
6o),  Borough  of  Manhattan,  was  granted  by  the  Board  July 
7,  1936,  on  certain  conditions,  the  resolution  amended  Sep¬ 
tember  15,  1936,  March  16,  1937,  September  14,  1937,  and 
February  23,  1938;  and 

Whereas,  Arthur  H.  Haaren,  for  Kesbec,  Incorporated, 
owner,  filed  Alay  21,  1940,  an  application,  under  sections  7c 
and  21  of  the  zoning  resolution,  to  permit  in  a  business  use 
district  the  extension  of  an  existing  gasoline  service  station 
to  include,  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles ;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  May  28,  1940 ;  and 

Whereas,  on  October  22,  1940,  the  Board  amended  the 
resolution,  permitting  the  parking  and  stooge  of  not  more 
than  nineteen  (19)  motor  vehicles  for  a  term  of  two  (2) 
years  under  section  7h  of  the  zoning  resolution ;  and 

Whereas,  on  October  20,  1942,  the  permit  was  extended, 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  22.  1940,  as  to  the 
variance  to  permit  parking  and  storage,  so  that  as  amended 
this  portion  of  the  resolution  shall  read  : 

that  such  parking  and  storage  may  be  permitted  for 
a  term  of  two  (2)  years  under  section  7c  from  the  date 
ot  tin’s  amended  resolution,  provided  it  shall  be  limited 
*  .*  *  and  that  a  certificate  of  occupancy  shall  he  ob¬ 
tained.” 


rary  term  of  tvvo  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles  affecting  premises  72-01  to  72-17  Roose- 
ve Revenue,  north  side,  100  ft.  west  of  73rd  street,  and  72-16 
to  /2-30  Broadway  (Block  1283,  Lots  72,  80,  90,  93,  97  and 
))  and  part  of  Lot  84),  Jackson  Heights,  Borough  of  Queens, 
vvas  granted  by  the  Board  October  18,  1938,  on  certain  condi¬ 
tions,  permit  extended  October  8,  1940,  October  6,  1942  and 
the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  18.  1938  as  amended 
through  October  6,  1942,  only  in  so  far  as  it  has  reference  to 
the  term  oi  the  permit,  so  that  as  amended,  this  portion  of  the 
resolution  shall  read: 

granted  under  section  / ,  subdivision  h,  to  permit  the 
premises  to  be  occupied  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution 
v  and  that  a  certificate  of  occupancy  shall  be  ob¬ 
tained  (1878-38).” 


537-37-BZ 

APPLICANT— Visel  and  McDermott  for  Oliver  D.  Wal- 
lett,  lessee,  for  Schulte  Real  Estate  Company,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension^  permit— re  Application  (decision  of  the 
commissioner  of  buildings)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

I  REMISES  AFFEC  FED — 72-01  to  72-17  Roosevelt  avenue, 
north  side,  100  ft.  west  of  73rd  street  and  72-16  to 
72-30  Broadway  (Block  1283,  Lot  72,  80,  90,  93,  97, 
99  and  part  of  Lot  84).  Jackson  Heights,  Borough’ 
of  Queens. 

APPEARANCES— 

For  Applicant :  Samuel  Gordon  and  Oliver  D.  Wal- 
lett. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (537-37-BZ) 

Whereas,  this  application,  under  section  7h  of  the  zoning 

resolution,  permitting  in  a  business  use  district,  for  a  tempo¬ 
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1289-39-BZ 

APPLICANT— Philip  Schlissel,  for  Charles  Gomez,  lessee 
.  Fort  of  New  York  Authority,  owner. 

tsLBJECl  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  retail  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

J  REMISES  AFFECTED — 423-425  West  35th  street,  north¬ 
east  corner  of  Dyer  avenue  (Block  733,  Lots  21  and 
22),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Philip  Schlissel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 

THE  RESOLUTION  (1289-39-^Z) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  for  a  term  of 
two  years,  the  packing  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  423-425  West  35th  street  north¬ 
east  corner  of  Dyer  avenue  (Block  733,  Lots  21  and  22) 
Borough  of  Manhattan,  was  granted  by  the  Board  on’ 
November  13,  1940,  on  certain  conditions;  and 

innHEKiEAiS'  ^ie  ,Perm^  was  extended  on  November  17, 
1^42  and  the  applicant  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  13,  1940,  only  in 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor  ve¬ 
hicles  on  condition  *  *  *  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


470-40-BZ 

APPLICANT — William  Cohn,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  time  to  complete  work— re  Application 
(decision  of  the  acting  borough  superintendent)  pre¬ 
viously  granted  on  condition  under  section  7c  of  the 
zoning  resolution,  permitting  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  extension  of 
an  existing  gasoline  service  station  and,  also,  the 
parking  and  storage  of  more  than  five  motor  vehicles. 


MINUTES 


PREMISES  AFFECTED — 1070-4076  Broadway,  southeast 
corner  of  West  172nd  street  (Block  2141,  Lots  17 
to  20,  inclusive),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Nathan  B.  I.  Cosel  and  Alfred  A. 
Lama. 

For  Opposition:  Nathan  Handelman  and  Max  Pasi- 
vel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Blous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (470-40-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  the  extension  of  an  existing  gaso¬ 
line  service  station,  and'  also  the  parking  and  storage  of 
more  than  five  motor  vehicles,  affecting  premises  4070-4076 
Broadway,  southeast  corner  of  West  172nd  street  (Block 
2141,  Lots  17  to  20  inclusive),  Borough  of  Manhattan,  was 
granted  by  the  Board  November  13,  1940,  on  certain  con¬ 
ditions,  time  extended  October  7,  1941,  September  29,  1942 
and  September  21,  1943  and  the  applicant  requested  a 
further  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  13,  1940,  as 
amended  through  September  21,  1943,  only  in  so  far  as  it 
has  reference  to  obtaining  permits  and  completion  of  the 
work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read: 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


1205-40-BZ 

APPLICANT— Jack  Z.  Cohen,  for  Geno  Arditi,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  dis¬ 
trict  and  partly  in  an  unrestricted  use  district,  the 
erection  of  an  additional  story  upon  an  existing 
building  (garage). 

PREMISES  AFFECTED— 421-427  East  93rd  street,  north 
side,  133  ft.  4^  in.  west  of  East  River  drive  (Block 
1573,  Lot  14),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Herman  Rosenblatt. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (1205-40-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  district  and 
partly  in  an  unrestricted  use  district,  the  erection  of  an 
additional  story  upon  an  existing  building  (garage),  affect¬ 
ing  premises  421-427  East  93rd  street,  north  side.  133  ft.  4 ^ 
in.  west  of  East  River  drive  (Block  1573,  Lot  14),  Borough 
of  Manhattan,  was  granted  by  the  Board  on  April  22,  1941, 
on  certain  conditions,  time  extended  on  September  9,  1942 
and  October  5,  1943  and  the  applicant  requested  a  further 
extension  of  time  to  obtain  permits  and  complete  the  work. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend,  the  resolution  of  April  22,  1941,  as  amended 
on  September  9,  1932  and  October  5,  1943,  only  in  so  far  as 
it  has  reference  to  obtaining  permits  and  completion  of  the 
work,  so  that  as  amended,  this  portion  of  the  resolution 
shall  read1: 

“that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


664-41-BZ 

APPLICANT — Irving  M.  Fenichel,  for  General  Linen  Sup¬ 
ply  and  Laundry  Company,  Incorporated,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7g  of  the  zoning  resolu¬ 
tion,  permitting  in  an  unrestricted  use  district  and 
also  on  the  same  street  and  between  the  same  two 
(2)  intersecting  streets  upon  which  there  is  an  exit 
or  an  entrance  to  a  public  school,  the  conversion  of 
occupancy  of  a  building  to  a  garage  for  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 157-171  Sanford  street,  east 
side,  75  ft.  north  of  Willoughby  avenue  (Block  1753, 
Lots  4  to  10),  Borough  of  Brooklyn. 
APPEARANCES — 

For  Applicant :  Irving  M.  Fenichel. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  ( 664-41-BZ ) 

Whereas,  this  application  under  section  7 g  of  the  zoning 
resolution,  permitting  in  an  unrestricted  use  district,  and 
also  on  the  same  street  and  between  the  same  two  intersect¬ 
ing  streets  upon  which  there  is  an  exit  or  an  entrance  to  a 
public  school,  the  conversion  of  occupancy  of  a  building  to 
a  garage  for  more  than  five  (5)  motor  vehicles,  affecting 
premises  157-171  Sanford  street,  east  side,  75  ft.  north  of 
Willoughby  avenue  (Block  1753,  Lots  4  and  10),  Borough 
of  Brooklyn,  was  granted  by  the  Board1  December  9,  1941, 
on  certain  conditions,  resolution  amended  May  26,  1942, 
time  extended  September  9,  1942  and  resolution  amended 
October  20,  1942  and  applicant  requested  a  further  amend¬ 
ment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  dtoes 
hereby  amend  the  resolution  of  December  9,  1941,  as 
amended  through  October  20,  1942,  so  that  as  amended,  the 
resolution  shall  read : 

“ Resolved ,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  building  zone  resolution, 
and  that  the  application  be  and  it  hereby  is  granted 
under  section  7g  thereof,  to  permit  the  premises  con¬ 
sisting  of  one,  two  and  three  story  buildings  as  indi¬ 
cated  on  plans  filed  with  this  application  marked  ‘Re¬ 
ceived  October  27,  194P  to  be  occupied  primarily  on 
all  floors  as  a  garage  for  more  than  five  (5)  motor 
vehicles  restricted  to  motor  vehicles  in  the  ownership 
and  control  of  the  occupants  engaged  in  the  laundry  and 
linen  supply  business  and  also  for  incidental  repairs  to 
their  own  trucks,  including  painting  and  spraying  to 
include  also  the  spraying  and  painting  of  metal  re¬ 
ceptacles  used  in  the  business  on  condition  that  the 
sprinkler  system  shall  be  maintained  throughout  to  the 
satisfaction  of  the  fire  commissioner ;  that  the  buildings 
shall  not  be  increased  in  height  or  area;  that  the  cellar 
shall  be  used  only  for  the  heating  equipment  and  the 
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storage  of  incombustible  materials;  that  the  cellar  shall 
be  separated  from  the  building  with  either  fire-proof 
construction  or  with  floors  protected  on  the  cellar  ceil¬ 
ing  side  with  approved  fire-retarded  materials ;  that  the 
cellar  shall  be  enterable  only  from  the  exterior  except 
that  any  existing  interior  stairway  may  be  continued 
provided  the  opening  to  the  heater  room  is  cut  off  with 
an  approved  fireproof  self-closing  door;  that  the  rear 
-  ard  shall  not  be  built  upon  and  all  rubbish  now  therein 
shall  be  completely  removed  and  the  rear  yard  shall 
be  kept  clear  of  rubbish  and  other  material  at  all  times ; 
that  the  third  story  on  Building  No.  2  shall  be  used  only 
for  the  storage  of  merchandise  and  similar  material 
and  not  for  garage  purposes ;  that  the  sliding  fireproof 
self-closing  tin  clad  doors  in  the  openings  where  shown  in 
fire  walls  shall  be  kept  in  operating  condition  and 
without  obstructions  at  all  times;  that  the  gasoline  in¬ 
stallation  shall  be  solely  for  the  use  of  the  motor  ve¬ 
hicles  stored  in  the  building  and1  not  for  sale  of  gaso- 
hne  to  passing  vehicles;  that  in  all  other  respects  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  other  than  as  modi¬ 
fied  by  the  Board  under  Cal.  No.  66S-41-A;  that  all 
existing  certificates  of  occupancy  shall  be  cancelled  and 
new  certificate  of  occupancy  issued  for  the  premises  in 
compliance  with  the  terms  of  this  resolution ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
three  (3)  months  from  September  9,  1942. 

Resolved  further ,  that  the  present  opening  between 
the  storage  room  and  heating  room  in  the  cellar  may 
be  bricked  up  solidly  instead  of  having  a  self-closing 
fireproof  door  installed  as  hereinbefore  required ;  that 
the  exit  facilities  may  be  maintained  as  were  approved 
under  previous  Building  Code  regulations  applicable  at 
!'lf?  *'me  °*  ^le  construction  and  alterations  to  the 
buildings ;  that  the  liveload  may  be  maintained  as 
follows : 

Cellar — on  ground. 

1st  floor — on  ground  and  120  lbs.  per  superficial 
foot  over  cellar. 

2nd  floor — 75  lbs.  per  superficial  foot  for  that  por¬ 
tion  of  the  building  known  as  167-169  Sanford  street 
originally  approved  for  stable  occupancy  under  N.  B. 
Permit  3444/14.  F.lsewhere  throughout  the  second 
floor  at  120  lbs.  per  superficial  foot. 

3rd  floor — for  use  of  light  storage  only  •  75  lbs.  per 
superficial  foot. 

Resolved  further ,  that  in  the  event  the  ownership  of 
these  buildings  is  the  same  as  the  building  adioinine  in  the 
rear  on  lot  42  located  at  the  corner  of  Willoughby  and 
Nostrand  avenues,  for  which  a  variance  was  granted  by 
this  Board,  to  permit  the  erection  under  Cal.  1 144-1 7-BZ, 
and  it  is  desired  to  construct  a  communicating  door  in 
such  building  as  indicated  on  plans  marked  ‘Received 
September  1.  1944.’  such  opening  may  be  installed,  pro- 
vided.  the  construction  meets  the  requirements  of  the 
Administrative  Building  Code  therefor  and  fireproof 
self-closing  sliding  doors  are  constructed  and  maintained 
on  either  side  of  the  entrance:  that  in  all  other  respects, 
the  resolution  adopted  bv  the  Board  in  connection  with 
Cal.  No.  664-41 -B7  shall  be  complied  with  and  also  the 
resolution  adopted  by  the  Board  in  connection  with  Cal 
1144-1 7-BZ.” 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

65-31-SA 

N  1 — Bloomfield  Tool  Corporation,  new  owner. 
aUBILC  r — Application  for  consideration — reopening  and 
amendment  of  resolution  as  to  new  owner — re  Auto 
Patch  Machine,  previously  approved 
APPEARANCES— 

For  Applicant:  Edward  Herman  Ankles. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE 


|VOTE  TO  REOPEN  AND  AMEfrl)  RESOLU- 


Aflirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
.Negative:  . . 


0 


THE  RESOLUTION  (65-31-SA) 

Whereas  the  Automatic  Film  Machine  Corporation, 
ouner,  hied  February  6,  1931,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Auto-Patch  Machine  -  and 

AnrPHff1o/,thiSuaPFlianCC,WaS  aPl)r°ved  by  the  Board  on 
’  ,1  anc*  t^ie  resolution  amended  on  July  14  1931 

and  July  7,  1937;  and  ' 

Whereas,  the  applicant,  the  Bloomfield  Tool  Corporation 
he  new  owner,  requested  a  further  amendment  of  the  resolu¬ 
tion,  pertaining  to  the  new  ownership. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  Anril  21  1931  as  amended 
through  July  7,  1937,  by  adding  thereto:  ^ 

‘‘that  m  the  event  the  patents  and  designs  of  this  corpora- 
tion  are  acquired  by  the  Bloomfield  Tool  Corporation 
35  barrand  Street,  Bloomfield,  N.  I.,  and  such  concern 
proposes  to  manufacture  and  market  the  machine  herein 
approved,  the  approval  of  the  machine  by  the  Board  shall 
accrue  to  such  Bloomfield  Tool  Company,  provided  all 
he  requirements  of  the  resolutions  of  approval  as  adopted 
through  July  7.  1937,  are  complied  with.” 


Adjourned:  4:15  P.M. 


Ioseph  I.  Doyi.e,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 

BnllpT  PPM  S  w1?  hly  2°’  1943’  as  they  speared  in 
followT-  N°  ^  °  ‘  28’  are  hereby  corrected  to  read  as 

828-42-A 

APPLICANT — Frank  Nahr,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREM'SES  AFFECTED— 155-22  Broad  street,  west  side, 
0/9  tt  south  ot  Rockaway  boulevard  (Block  15725 
Lots  109  and  110),  Hook  Creek,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Frank  Nahr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
-ng  end  Build'ngs. 

ACTIONOF^OARD-Appeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . 


.  0 

THE  RESOLUTION  (828-42-A) 

Whereas  Frank  Nahr,  owner,  filed  November  27  1942 
an  appeal  from  a  decision  of  the  borough  superintendent 
affecting  premises  155-22  Broad  street,  west  side  679  ft 

nnl1  u  boulevard  (Block  15725,  Lots’ 109  and 

w  ^0°k  Creek,  Borough  of  Queens;  and 
Y\  hereas,  the  decision  of  the  borough  superintendent 
dated  October  27,  1942  on  N.  B.  Applic.  2087-40  reads  • 

1.  1  he  erection  of  a  frame  structure  in  the  fire 

limits  is  contrary  to  sec.  4.1.2  BC” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  Plot  50  ft.  bv  100  ft.  in  area  located  in  an  undetermined 
use,  A  area  district  upon  which  there  exists  a  two  story 

♦Correction— The  premises  affected,  corrected  to  read  as 
printed  above. 


f 
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dwelling,  30  ft*  in  height,  18  ft.  by  39  ft.  in  area,  of  Class 
4  construction  and1  a  one  story  garage,  14  ft.  by  18  ft.  in 
area,  of  Class  4  construction;  and 

Whereas,  the  applicant  contends,  that  in  1939,  the  ga- 
rage  in  question  was  constructed  without  a  permit,  an  archi¬ 
tect  was  retained  and  a  permit  secured;  that  the  Building 
Department  refused  to  accept  the  construction;  that  the 
weight  of  a  masonry  building  on  the  marsh  soil  of  these 
premises  would  mean  a  constant  job  of  raising  the  structuie 
after  each  monthly  high  tide ;  that  all  of  the  dwellings  and 
garages  in  the  community  are  on  mud  sills  and  have  ex¬ 
perienced  no  difficulty  since  erection  25  years  ago;  that  in 


order  to  permit  the  owner  to  protect  his  car  from  salt  air 
corrosion  and  freezing  weather,  it  is  requested  that  the 
Board  permit  the  frame  garage  which  is  constructed  to 
harmonize  with  the  dwelling  on  the  same  plot  to  remain. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  N.  B.  Applic.  2087-40,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  proposed  garage  shall  be  for  accessory 
use  only  to  the  dwelling  and  shall  be  constructed  in  accord¬ 
ance  with  the  requirements  for  a  similar  building  erected 
outside  the  fire  limits  and  shall  not  be  nearer  than  4  ft.  to 
the  side  and  rear  lot  lines. 


RULES  RELATING  TO  SMOKING  IN  PROTECTED  PORTIONS  OF  FACTORIES,  AND 

IN  SPECIAL  CLASSES  OF  OCCUPANCIES. 


Adopted  by  the  Board  of  Standards  and  Appeals  August  13,  1918,  effective  September  9,  1918,  under  the 
powers  conferred  upon  the  Board  by  Section  718-a,  Subsections  2  and  3  (Old  Charter)  to  supplement  Section  283 
of  the  Labor  Law  (Old  Section  83c). 

[Cal.  1262-18-SR1 


Labor  Law 

Section  283.  Smoking. 

1.  No  person  shall  smoke  in  a  factory.  A  notice  of  such 
prohibition  stating  the  penalty  for  violation  thereof  shall  be 
kept  posted  in  every  entrance  hall,  elevator,  stairhall  and 
room  of  a  factory  in  English,  and  in  such  other  languages  as 
the  fire  commissioner  of  the  city  of  New  York  in  such  city 
and  elsewhere  the  commissioner  shall  direct. 

2.  The  board  in  its  rules  may  permit  smoking  in  protected 
portions  of  a  factory,  or  in  such  classes  of  occupancies  where 
in  its  opinion  the  safety  of  the  employees  will  not  be  en¬ 
dangered  thereby.  The  fire  commissioner  of  the  city  of  New 
York  in  such  city  and  elsewhere  the  commissioner  may  issue 
such  permits  in  accordance  with  rules  adopted  by  the  board. 

3.  The  fire  commissioner  of  the  city  of  New  York  in  such 
city  and  elsewhere  the  commissioner  shall  enforce  this  section. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Artiele  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

Tt  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  arid,  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
shall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank- 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  vear,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 


(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 


Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in  : 

(a)  Factories  engaged  in  the  manufacture  of  cigar"  f 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  mav  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  recep¬ 
tacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works  ; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting ; 

Stone  or  monumental  works  ; 

provided  that  in  any  case : 

(1)  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed : 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  recep¬ 
tacles. 


854 


EXTRACTS  FROM  THE  ADMINISTRATIVE  CODE  OF^THlTciTY  OF  NEW  YORK 

RELATING  TO  REFRIGERATING  SYSTEMS  ’ 


General  Provisions. 

§Cl9-2.0.  Definitions. 

Unless  otherwise  expressly  stated,  whenever  used  in  this 
chapter  the  following  terms  shall  respectively  be  deemed 
to  mean : 

34  Refrigerating  system,  a  combination  of  apparatus  in 
which  a  refrigerant  is  circulated  for  the  purpose  of  ex¬ 
tracting  heat. 

(a)  1  he  parts  of  the  system  are  the  compressor,  gen¬ 
erator,  condenser,  absorber,  receiver,  shell  type  or  tube  type 

erantratUS’  pipeS’  vessels>  or  other  Parts,  containing  refrig- 

(b)  Direct  refrigeration,  a  system  in  which  the  refrig- 
erant  is  circulated  to  the  substance  or  space  refrigerated 

\c'),  ,lnairect  refrigeration,  a  system  in  which  brine 
cooled  by  the  refrigerant  is  circulated  to  the  substance  or 
space  refrigerated. 

(d)  Refrigerant  is  the  chemical  agent  other  than  brine 
used  to  produce  refrigeration. 

(e)  Irritant  refrigerant,  any  refrigerant  which  when 
breathed,  attacks  the  throat  or  lungs. 

(f)  Hydrocarbon  refrigerants,  any  refrigerant  of  the 
hydrocarbon  class. 

(g)  Flammable  refrigerant,  any  refrigerant  which  will 
burn  or  explode  when  mixed  with  certain  proportions  of 

air. 

(h)  Refrigerating  machinery  room,  a  room  in  which 
is  located  a  refrigerating  system  containing  refrigerant  but 
not  including  expansion  coils  when  located  in  cold  storage 
rooms  or  expansion  coils  when  located  in  refrigerator  boxes 

(U  Factor  of  safety,  the  multiple  three  and  one-third 
(b/3j,  the  product  of  which  and  the  test  pressure  con¬ 
stitutes  the  probable  rupture  pressure. 

(j)  Pressure  imposing  element,  that  apparatus  which 
draws  the.  refrigerant  from  the  low  pressure  or  low  tem¬ 
perature  side  of  the  system  and  discharges  it  into  the  high 
pressure  or  high  temperature  side  of  the  system. 

(k)  Pressure  limiting  device,  a  pressure  or  temperature 
responsive  mechanism  for  automatically  stopping  the  oper¬ 
ation  of  the  pressure  imposing  element. 

(l)  Brine,  any  liquid  which  having  been  cooled  by  the 
rC ,  ^eraBnS  system  is  used  for  the  transmission  of  heat 

(m)  Pressure  relief  device,  a  pressure  relief  valve,  a 
rupture  member,  fusible  plug  or  other  approved  device  for 
relieving  the  pressure. 

(n)  Pressure  relief  valve,  a  valve  held  shut  by  a  spring 
or  other  means  to  automatically  relieve  pressure  in  excess 
of  its  setting. 

(o)  Rupture  member,  a  device  that  will  automatically 
rupture  at  a  pre-determined  pressure. 

(p)  Liquid  receiver,  a  vessel  permanently  connected  to 
a  system  by  inlet  and  outlet  pipes  for  storage  of  a  liquid 

refrigerant. 

(q)  Container,  a  cylinder  for  the  shipment  of  refrig¬ 
erant  constructed  to  conform  to  the  regulations  of  the 
Interstate  Commerce  Commission. 

(r)  Mixer,  a  vessel  or  device  in  a  system  for  mixing 
the  ammonia  or  other  soluble  vapor  with  water. 

(s)  Stop  valve,  a  cut-off  valve  for  use  during  normal 

operation. 

(t)  Service  valve,  a  key-operated  shut-off  valve  used 
only  during  shipment,  installation  or  repairs. 

(u)  Fusible  plug,  a  device  having  a  predetermined- 
.emperature  fusible  member  for  the  relief  of  pressure. 


§C26-235.0.  Definitions. 


(a)  Public  Buildings.  Public  buildings  are  structures 
!)r  .  parts  of  structures  in  which  persons  congregate  for 
,  ivic,  political,  educational,  religious  or  recreational  pur- 
>oses,  or  in  which  persons  are  harbored  to  receive  medical, 


„  ’  ' , °.th-er  ,ca/e  or  treatment,  or  in  which  persons 

are  held  or  detained  by  reason  of  public  or  civic  duty  or 

Z™VreTn?]  purposes,  including  among  others,  court 
houses,  schools,  colleges,  libraries,  museums,  exhibition 
buildings  lecture  halls,  churches,  assembly  halls,  lodge 
rooms  club  houses  with  more  than  five  sleeping  rooms 
ance  haHs,  theatres  bath  houses,  hospitals,  asylums,  armo¬ 
ries,  fire  houses,  police  stations,  jails  and  passenger  depots. 

(b)  Residence  Buildings.  Residence  buildings  are 
structures  or  parts  of  structures  in  which  sleeping  accom¬ 
modations  are  provided,  except  such  as  may  for  other 
reasons  be  classed  as  public  buildings,  including  multiple 
dwellings  as  defined  in  the  Multiple  Dwelling  Law 

(c)  Commercial  Buildings.  Commercial  buildings  are 
structures  or  parts  of  structures,  which  are  not  public 
buddmgs  or  residence  buildings,  including  among  others 
office  buildings,  factory  buildings,  salesrooms  (stores)’ 
markets,  restaurants,  warehouses,  freight  depots,  car  barns’ 
stables  garages,  motor  vehicle  repair  shops,  factories’ 
laboratories,  smoke  houses,  grain  elevators,  coal  pockets 
central  station  power  plants  and  electric  sub-stations 


)C19-24.0 


Bonds  and  Fees. 


5.00 


Fees  for  Permits. 

Apphcants  for  permits  under  the  provisions  of  this  chap¬ 
ter  shall  pay  annual  fees  as  follows : 

35.  Refrigerating  systems: 

Class  A  systems .  $20.00 

Class  B  systems .  jqqq 

Class  C  systems  containing  over  six  pounds 

of  refrigerant  . 

Class  C  systems  containing  six  pounds  or 

less  of  refrigerant  .  ]  qq 

Refrigerating  Systems. 

Permits. 

Supervision. 

Classification. 

Permissible  locations. 

Refrigerating  machinery  rooms  and  ventilation. 
Open  names  and  electrical  equipment. 

Testing. 

Piping. 

Safety  devices. 

Size  of  safety  devices. 

Location  and  discharge  of  safety  devices. 
Operating  precautions. 

Equipment  diagrams. 


C19-  96.0. 
C26-214.0. 
C19-  97.0. 
C19-  98.0. 
C19-  99.0. 
09-100.0. 
09-101.0. 
09-102.0. 
09-103.0. 
09-104.0. 
09-105.0. 
09-106.0. 
09-107.0. 
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§C1 9-96.0.  Permits. 

(a)  Except  as  hereinafter  provided  in  this  article  it  shall 
be  unlawful  to  maintain  or  operate  a  refrigerating  system 
without  a  permit. 

(b)  A  permit  will  not  be  required  for  a  Class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house  or  a  business 
building. 

(c)  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article 
as  are  deemed  by  the  fire  commissioner  necessary  in  the 
interest  of  public  safety. 

NOTE:  The  Fire  Chief  and  Commissioner  prescribed 
under  date  of  April  4,  1934,  the  following: 

T  That  f Jhe  refrigerants  dichlorodifluoromethane,  known 
as  Freon  (  Kinetic  No.  12”  also  “F-12”)  CC1JFS  also 
dichlorotetrafluoroethane  (“F-114”)  C’Cl’F4  and  mono- 
fluorotrichloromethane  (“F-ll”)  CFC3  are  non-flammable 
and  non-irritant,  unless  otherwise  hereinafter  provided,  and 
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shall  be  regulated  in  accordance  with  the  provisions  of 
Article  18  of  Chapter  19  of  the  Administrative  Code  as 
such,  except,  when  used  in  a  room  or  rooms  in  which  there 
is  an  open  flame  or  apparatus  to  produce  an  open  flame, 
when  the  provisions  of  said  article  covering  irritant  re¬ 
frigerants  shall  apply. 

2.  That  refrigerating  systems  employing  b-11,  t-U  or 
F-114  are  restricted  to  parts  of  a  building  so  specified  m 
Section  C19-98.0  (b)  for  refrigerants  other  than  non¬ 
irritant  and  non-flammable. 

3.  That  refrigerating  systems  employing  F-ll,  t-U  or 
F-114  used  for  air  conditioning  are  restricted  to  the  indi¬ 
rect  method  except  that  the  direct  method  may  be  used  in 
parts  of  a  building  so  specified  in  Section  C19-98.U  (L>) 
for  refrigerants  other  than  non-irritant  and  non-flammable. 

4.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114  shall  not  be  installed  or  maintained  in  or  on  the 
stairways,  halls,  lobbies,  entrances,  exits  or  auditoriums  of 
any  building. 

5.  That  refrigerating  systems  employing  F-ll,  F-12  or 

F-114,  shall  not  be  installed  or  maintained  in  a  hospital,  un- 
less  the  entire  system  is  confined  in  a  fireproof  machinery 
room,  used  for  no  other  purpose,  and  in  which  no  open 
flame  shall  be  employed,  except  that  the  Class  C  system 
containing  not  more  than  10  pounds  of  refrigerant  may  be 
used  in  a  diet  kitchen  which  shall  be  cut  off  from  the  rest 
of  the  building  by  a  tight  fitting  selUclosing  door  or  doors 
and  provided  with  a  window  or  windows  to  the  outside 
air  All  open  flames,  and/or  apparatus  for  producing  an 
open  flame,  in  diet  kitchens  where  these  refrigerants  are 
used  shall  be  vented  to  the  outside  air  as  hereinafter  re¬ 
quired  in  Paragraph  8.  _ 

6.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114  may  be  installed  or  maintained  in  a  hospital  private 
room,  having  tight  partitions  and  tight  fitting  self-closing 
door  or  doors  and  where  not  more  than  two  persons  are 
helpless  and/or  given  medical  treatment,  provided  there  is 
no  open  flame  and/or  apparatus  for  producing  an  open  flame 
in  such  room  and  when  the  system  contains  not  more  than 
10  pounds  of  refrigerant. 

7.  That  a  refrigerating  system  employing  F-ll,  F-12  or 
F-114  shall  not  be  installed  or  maintained  in  a  theatre 
and/or  motion  picture  theatre  unless  the  entire  system  is 
confined  in  a  fireproof  machinery  room,  used  for  no  other 
purpose,  and  in  which  no  open  flame  and/or  apparatus  to 
produce  such  open  flame  shall  be  employed,  except  that 
Class  “C”  systems  containing  not  more  than  ten  pounds  of 
refrigerant  may  be  installed  in  a  rest  room,  smoking  room 
or  lounging  room  provided  in  such  rooms  no  open  flame  or 
apparatus  to  produce  such  open  flame  shall  be  emploved. 

8.  That  a  refrigerating  system  employing  F-ll,  F-12  or 
F-114  when  used  in  a  room  or  rooms  in  which  there  is  an 
open  flame  or  apparatus  to  produce  such  open  flame,  such 
open  flame  and/or  apparatus  shall  be  provided  with  a  hood 
and  independent  mechanical  ventilation  so  arranged  as  to 
convey  all  the  products  of  combustion  to  the  outside  .of  the 
building.  This  provision  shall  apply  only  to  diet  kitchens 
of  hospitals  and  to  Class  “C”  systems  in  schools,  .churches, 
dance  halls,  court  rooms,  police  stations,  j ails,  asylums, 
subways,  passenger  depots,  rooms  opening  into  passenger 
depots  and/or  subways  and  such  other  places  as  are  deemed 
by  the  Fire  Commissioner  necessary  in  the  interest  of  pub¬ 
lic  safety. 

9.  That,  except  for  Class  “C”  systems  located  in  rooms 
in  which  no  open  flame  or  apparatus  to  produce  such  flame 
shall  be  employed  containing  not  more  than  ten  pounds  of 
refrigerant,  each  refrigerating  machinery  room  in  any  build¬ 
ing  in  which  F-ll,  F-12  or  F-114  are  used,  shall  .be  main¬ 
tained  vapor-tight  and  provided  with  tight  fitting,  self¬ 
closing  doors,  in  accordance  with  Section  C19-99.0  (a). 

10.  That  each  refrigerating  machinery  room  in  which 
F-ll,  F-12  or  F-114  is  used,  shall  be  adequately  ventilated 
directly  to  the  outside  air  in  accordance  with  Section 
C19-99.0  (b),  1,  2,  3  and  4. 

11.  Test  pressures  and  setting  of  safety  valves  for  sys¬ 
tems  employing  F-ll,  F-12  or  F-114,  shall  be  included  in 
Section  09-101. 0  as  follows : 


Refrigerant 

F-ll 

F-12 

F-114 

12.  That  the 


Column  No.  2  Column  No.  3 
15  15 

120  135 

30  30 

relief  valves  for  systems 
F-ll,  F-12  or  F-114  is  employed,  shall  be  as 


Column  No.  1 
25 
180 
60 

size  of  pressure 


in  which 
follows : 

Capacity  of  System 
Up  to  30  tons 
30  to  60 
60  to  100 
100  to  175 
175  to  250 
250  to  450 
450  to  900 

13.  That  the  storage  of  F 
form  with  Section  C19-106.0 

14.  That  all  other  sections 

A  rlt-ninicfrQ  ti  VP  Tint  SO 


Number  Required 
One  Yi  inch 
One 

One  1  “ 

One  1^4  inches 
One  1/2 
One  2 
Two  2 

11,  F-12  or  F-114  shall  con- 
(c)-5  for  other  refrigerants, 
or  parts  of  Article  18  of  the 
cl-iall  hp  rntrmlied 


15.  That  refrigerating  systems  employing  F-ll,  F-12  or 
F-114,  installed  prior  to  May  19,  1932,  shall  be  inspected, 
and  if  found  to  comply  with  the  rules,  or  if  in  the  opinion 
of  the  Fire  Commissioner,  the  installations  are  of  a  non- 
hazardous  character,  a  permit  may  be  issued.  Installations 
which  have  been  made  in  hospitals,  theatres,  asylums  and 
places  of  public  assembly  shall  be  made  to  comply  strictly 
with  these  rules. 

(d)  A  permit,  where  required,  shall  be  applied  for  forty- 
eight  hours  after  installation  is  completed, .  containing  the 
name  of  the  person  for  whom  the  system  is  installed  and 
the  place  or  location  of  the  system. 

(e)  Only  the  refrigerant  specified  in  the  permit  shall  be 

used  in  the  system.  .  .  , 

(f)  Refrigerating  systems  to  which  these  provisions 
cannot  be  applied,  may  be  maintained  and  operated  subject 
to  such  conditions  as  are  deemed  necessary  by  the  fi  «e 
commissioner. 

§026-214.0.  Refrigeration  System  Oper¬ 
ators;  Certificate  of  Qualification. 

(a)  It  shall  be  unlawful  to  maintain  or  operate  in  any 
building  any  refrigerating  system  containing  more  than 
fifty  (50)  pounds  of  refrigerant  except  under  the  per¬ 
sonal  supervision,  direction  or  control  of  either  a  duly 
licensed  engineer  or  a  person  who  has  obtained  a  certificate 
of  qualification  from  the  superintendent  to  operate  such  a 
system.  Where  the  system  contains  two  hundred  (200) 
pounds  or  less  of  refrigerant  and  is  fully  automatic,  only 
one  qualified  operator  will  be  required. 

(b)  It  shall  be  unlawful  to  maintain  or  operate  in  a 
public  building  or  exhibition  hall  any  Class  C  system  per¬ 
mitted  for  exhibition  or  demonstration  purposes  except 
under  the  personal  supervision,  direction  or  control  of  . either 
a  duly  licensed  engineer  or  a  person  who  has  obtained  a 
certificate  of  qualification  from  the  superintendent  to  oper¬ 
ate  such  a  system. 

(c)  Upon  receipt  of  such  certificate  the  applicant  there¬ 
for  shall  pay  an  annual  license  fee  as  follows:  For  the 
initial  fee  $5,  and  for  renewal  thereof  the  sum  of  $1  pro¬ 
vided  application  for  such  renewal  be  made  within  thirty 
days  prior  to  the  expiration  of  such  certificate.  Any  such 
certificate  may  be  revoked  or  suspended  for  cause  at  any 
time  by  the  superintendent. 

§019-97.0.  Classifications. 

(a)  The  total  amount  of  refrigerant  common  to  a  sys¬ 
tem  operating  through  one  or  more  evaporators,  shall  be 
considered  the  capacity  of  the  system  and  determine  its 
class. 

(b)  A  Class  A  system  is  a  system  containing  one  thou¬ 
sand  (1,000)  pounds  or  over  of  refrigerant,  or  capable  of 
thirty  (30)  tons  capacity  or  over. 

(c)  A  Class  B  system  is  a  system  capable  of  less  than 
thirty  (30)  tons  capacity,  or  containing  less  than  one  thou¬ 
sand  (1,000)  pounds  of  refrigerant  and  more  than  amounts 
provided  for  in  a  Class  C  system. 

(d)  A  Class  C  system  is  a  system  containing  not  more 
than  twenty  (20)  pounds  of  refrigerant. 
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§C1 9-98.0.  Permissible  Locations. 


(a)  It  shall  be  unlawful  to  install  any  Class  A  or  Class 
b  systems  m  any  public  building  as  defined  by  subdivision  a 
ox  section  C26-235.0  of  the  code,  until  plans  have  been  filed 
\vuh  and  approved  by  the  fire  commissioner,  and  no  re- 
trigerant  shall  be  placed  in  the  system  until  a  permit  has 
been  obtained  from  the  fire  commissioner. 

(b)  The  direct  method  of  refrigeration  shall  not  be 
used  in  any  building,  whether  or  not  a  permit  is  required 
tor  installation  therein,  outside  of  the  refrigerating  ma¬ 
chinery  room  except  in  buildings  used  exclusively  for  ice 
making  or  for  refrigerating  purposes,  or  when  such  method 
is  not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  provided  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  smgle  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a  resi¬ 
dence  building  occupied  by  not  more  than  two  families,  or 
in  any  building  provided  a  non-irritant  and  non-flammable 
refrigerant  is  used.  The  provisions  of  this  subdivision  shall 
not  apply  to  a  building  in  which  installation  was  made  prior 
to  December  13,  1927. 

(c)  It  shall  be  unlawful  to  use  brine  in  any  brine  cir¬ 
culating  system  that  will  generate  flammable  vapor  at  a 
temperature  below  100  degrees  Fahrenheit  when  tested  in 
a  lagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

(d)  It  shall  be  unlawful  to  install  or  maintain  a  Class  A 
sj  stem  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  used  exclusively  for  ice  making 
or  refrigerating  purposes.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  December  13,  1927. 

(e)  _  Systems  on  demonstration  in  exhibition  halls  shall 
limited  to  the  unit  type  containing  not  more  than  ten 

(10)  pounds  of  refrigerant. 

.(f)  It  shall  be  unlawful  to  install  or  maintain  a  re¬ 
frigerating  system  employing  an  irritant  or  inflammable 
refrigerant  in  or  on : 

L  The  stairways,  halls,  lobbies,  entrances,  exits  or  audi¬ 
toriums  of  any  building; 

2.  Dance  halls,  court  rooms,  police  stations,  jails,  sub¬ 
ways,  theatres,  or  motion  picture  theatres ; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger  depot 
or  rooms  opening  directly  therein; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre,  or  where  persons  are  detained 
or  confined ; 

5.  A  school,  unless  the  refrigerating  system  is  used  ex¬ 
clusively  for  instructions  or  research  purposes ; 

6.  A  hospital  or  asylum  in  which  persons  are  confined 
or  given  medical  treatment  or  helpless.  Unless  otherwise 
required  by  this  section,  such  refrigerating  system  shall  be 
cut  off  from  the  building  by  unpierced  fireproof  construc¬ 
tion. 

The  foregoing  provisions  do  not  apply  to  hermetically 
sealed  unit  system  containing  not  more  than  six  (6)  pounds 
of  refrigerant  when  located  in  dance  halls,  police  stations, 
diet  kitchens  of  hospitals,  schools,  or  laboratories,  and  when 
located  in  rooms  shut  off  from  the  rest  of  the  building  by 
tight  partitions  and  tight-fitting,  solid,  self-closing  doors  and 
located  in  a  room  having  a  window  to  the  outside  air. 

(g)  An  intermittent  absorption  type  of  refrigerating 
machine  shall  not  be  permitted  in  a  Class  A  system.  Such 
a  type  of  machine  shall  be  permitted  in  a  Class  B  system 
only  when  a  heating  medium  of  low  pressure  steam  is  used 
in  its  operation. 

(h)  The  use  of  methyl  and  ethyl  chloride,  sulphur  diox- 
jde,  or  a  hydro-carbon  refrigerant  will  not  be  permitted  in 
Class  A  systems. 

(i)  A  Class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  Borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
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and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
( o'/VnpirerKe^  /irePr0.°f  Walls  of  not  less  than  eight  inches 

’  °*  -fICu  °rr  S1X  1,nc^9s  (6")  of  reinforced  concrete. 

irect  exit  therefrom  leading  to  the  open  air  and  not  to 
any  other  part  of  the  building  shall  be  maintained  and  shall 
be  provided  with  vapor-tight,  self-closing,  fireproof  doors. 

§C1 9-99.0.  Refrigerating  Machinery  Rooms 
and  Ventilation. 

a.  Refrigerating  machinery  rooms. 

1.  All  refrigerating  machinery  rooms  in  which  an  irritant 
refrigerant  is  used  shall  be  maintained  vapor-tight  except 
that  all  doors  which  open  to  other  parts  of  the  building 
shall  on  y  be  required  to  be  self-closing  and  close  fitting, 
and  shall  be  kept  closed  at  all  times,  except  during  entrance 
or  exit.  All  other  openings  that  may  permit  the  passage 
of  vapor  to  other  parts  of  the  building  shall  be  vapor- 
tight  and  kept  closed.  No  opening  from  elevator  shafts 
shall  be  permitted  in  the  refrigerating  machinery  room 
Provision,  however,  shall  not  apply  to  dumbwaiter 
snatts  the  door  openings  of  which  are  protected  with  self- 
closing  fire  doors  or  to  a  system  containing  less  than  six 
(0)  pounds  of  refrigerant.  Closets  solely  contained  within 
and  opening  only  into  the  refrigerating  machinery  room 
shaH  be  considered  as  part  of  the  room  in  which  it  opens. 

Z.  In  Class  A  and  Class  B  systems  in  which  an  irri¬ 
tant  refrigerant  is  used,  the  doors  of  the  refrigerating 
machinery  rooms  shall  open  outwardly. 

b.  Ventilation. 

1.  Each  Class  A  B  and  C  refrigerating  machinery  room 
of  any  system  shall  be  independently  provided  with  means 
for  adequate  ventilation  to  the  outer  air.  The  ventilation 
snail  consist  of  a  window  or  windows  opening  directly  to 
the  open  air  or  mechanical  means  capable  of  exhausting 
the  foul  air  from  the  room. 

2.  When  a  window  or  windows  are  used,  if  placed  in 
opposite  walls  so  as  to  provide  a  through  air  circulation  to 

ie  outer  air,  a  total  area  of  inlet  and  outlet,  respectively 
°',Ii9tJ?ss  ^ban  that  specified  in  Column  D  of  the  table  in 
subdivision  4  shall  be  provided.  When  a  window  or  win¬ 
dows  are  placed  in  one  wall  a  total  area  shall  be  provided 
no*  t^an  t^,at  sPecified  in  Column  E  of  such  table. 

d.  When  mechanical  means  are  used  they  shall  consist 
of  a  power-driven  exhaust  fan  of  the  enclosed  case  blower 
type  which  shall  be  capable  of  removing  from  the  refrig¬ 
erating  machinery  room  the  amount  of  air  specified  in  Col- 
HP"  t  ,  the  ,table  in  subdivision  4.  The  inlet  to  the  fan 
shall  be  located  near  the  refrigerating  equipment.  The  out¬ 
let  from  the  fan  shall  terminate  not  less  than  six  (6)  feet 
above  the  sidewalk  and  in  no  case  under  a  stairwav  or  fire 
escape.  Where  air  ducts  are  used  on  either  the  inlet  or 
discharge  side  of  the  fan  they  shall  each  have  an  area  not 
less  than  that  specified  in  Column  C  of  such  table.  Sharp 
bends  in  the  run  of  the  ducts  shall  be  avoided.  The  con¬ 
trol  for  such  mechanical  means  of  ventilation  shall  be  easily 
accessible  and  located  outside  of  the  refrigerating  machinery 
room. 

4. 


Pounds  of 
Refriger¬ 
ant  in 
System 

Mechan¬ 
ical  Cu. 
Ft.  per 
Minute 
Discharge 

Window  Area 
Meehan-  in  Sq.  Ft. 
ical  Sq.  for  each 
Ft.  Duct  Opposite 
Area  Side 

Window  Area 
in  Sq.  Ft.  for 
One  Side 
Only 

A 

B 

c 

D 

E 

Up  to  ...  20 

150 

X 

1 

6 

50 

250 

X 

ix 

12 

100 

400 

X 

2 

16 

150 

550 

% 

2X 

19 

200 

680 

% 

3 

25 

250 

800 

1 

3X 

29 

300 

900 

1 

4 

32 

400 

1,100 

ix 

4X 

38 

500 

1,275 

ix 

5 

42 

i 
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600 

1,450 

iy2 

6 

45 

700 

1,630 

iy2 

654 

48 

800 

1,800 

2 

7 

51 

900 

1,950 

2 

754 

55 

1,000 

2,050 

2 

8 

59 

1,250 

2,350 

254 

9 

68 

1,500 

2,800 

2j4 

11 

78 

1,750 

3,150 

3 

1254 

87 

2,000 

3,500 

354 

14 

95 

2,500 

4,150 

4 

16 

113 

3,000 

4,500 

454 

18 

130 

4,000 

6,000 

6 

24 

167 

5,000 

7,500  ' 

754 

30 

204 

6,000 

9,000 

9 

36 

241 

7,000 

10,500 

10  y2 

42 

278 

8,000 

12,000 

12 

48 

315 

9,000 

13,000 

13 

52 

342 

io;ooo 

14,000 

14 

56 

360 

12,000 

17,000 

17 

68 

425 

14,000 

19,000 

19 

75 

470 

16,000 

22,000 

22 

86 

540 

18,000 

24,000 

24 

92 

580 

20,000 

26,500 

26 

100 

630 

25,000 

33,000 

33 

121 

760 

30,000 

39,000 

39 

142 

870 

35,000 

44,000 

44 

155 

940 

40,000 

51,000 

51 

176 

1,060 

45,000 

56,000 

56 

190 

1,120 

Note — Door  openings  leading  directly  to  the  open  air  shall 

be  considered  equivalent  to  windows  for  the  requirements 
specified  in  columns  “D”  and  “E”  of  this  table. 

5.  Where  a  non-irritant  or  non-inflammable  refrigerant 
is  employed,  the  requirements  as  given  in  the  table  in  sub¬ 
division  4  may  be  reduced  by  one-half.  When  air  or  water 
is  employed  as  the  refrigerant  no  ventilation  shall  be  re¬ 
quired. 

6.  In  lieu  of  mechanical  means  of  ventilation  in  re¬ 
frigerating  machinery  rooms  where  a  Class  A  system  or  a 
Class  B  system  using  ammonia  is  installed,  a  water  deluge 
may  be  provided  which  shall  consist  of  a  sprinkler  system 
having  open  heads  of  not  less  than  one-quarter  inch  04") 
orifice  spaced  not  more  than  eight  feet  apart  in  any  direc¬ 
tion,  and  such  system  shall  be  located  above  all  the  refriger¬ 
ating  apparatus  and  piping  in  the  refrigerating  machinery 
room.  Not  more  than  one  head  shall  be  installed  on  a 
i24-inch  pipe;  five  heads  on  a  1-inch  pipe;  six  heads  on  a 
1  ^4-inch  pipe.  The  deluge  system  shall  be  permanently  con¬ 
nected  with  the  main  house  supply  or  other  assured  source 
from  which  a  constant  water  pressure  of  not  less  than 
twenty  pounds  per  square  inch  can  be  maintained  on  the 
inlet  side  of  the  main  control  valve  or  valves  at  all  times. 
The  control  valve  or  valves  for  such  water  deluge  system 
shall  be  manually  operated  and  easily  accessible,  and  shall 
be  labeled  and  located  outside  of  the  refrigerating  machin¬ 
ery  room. 

§C19-100.0  Open  Flames  and  Electrical 
Equipment. 

a.  Open  flames. 

No  fire-flame  or  arc  light  will  be  permitted  in  a  Class  A 
or  B  refrigerating  machinery  room  in  which  a  flammable 
refrigerant  is  used. 

b.  Electrical  equipment. 

1.  All  Class  A  and  B  refrigerating  systems  containing 
more  than  fifty  (50)  pounds  of  refrigerant  shall  have  an 
emergency  switch  controlling  all  of  the  electrically-operated 
refrigerating  machinery  or  the  remote  control  of  such  a 
switch  located  outside  of  the  refrigerating  machinery  room 
where  it  can  be  quickly  reached  and  operated  in  case  of 
necessity. 

2.  Where  the  operating  mechanism  in  any  system  is 
dependent  upon  electrical  control,  such  control  in  a  pressure 
limiting  device  shall  be  on  a  closed  circuit.  Nothing  herein 
contained  shall  require  a  hand  reset  on  an  automatic  type 
of  refrigerating  machine. 


§C19-101.0.  Testing. 

Every  part  of  any  refrigerating  system,  except  pressure 
gauges  and  control  mechanism  shall  be  tested  to  at  least 
the  following  pressures :  Class  A  and  B  systems  contain¬ 
ing  over  fifty  (50)  pounds  of  _  refrigerant  shall  be  tested 
after  installation  and  proved  tight  before  being  operated. 
A  dated  declaration  of  such  test,  signed  by  the  tester,  shall 
be  posted  in  the  machinery  room.  


Refrigerant 

Col.  1 

High  , 
Pressure 
Side 

Col.  2  Col.  3 

Low  Pressure  Side 

With 

Safety 

Valves 

Without 

Safety 

Valves 

Carbon  dioxide  . 

. . .  1,500 

750 

1,000 

Ethane  . 

...  1,050 

520 

760 

Ammonia  . 

300 

150 

225 

Propane  . 

250 

115 

175 

Methyl  chloride . 

155 

80 

120 

Sulphur  dioxide . 

135 

100 

100 

Iso-butane  . 

90 

45 

70 

Butane  . 

75 

35 

50 

Ethyl  chloride  . 

30 

15 

25 

Dichloromethane  . 

12 

12 

12 

Dichloroethylene  . 

12 

12 

12 

Trichloroethylene  .... 

12 

12 

12 

§C19-102.0.  Piping. 

a.  Piping. 

1.  All  piping,  liquid  receivers  or  vessels  containing  the 
refrigerant,  shall  be  supported  on  or  by  strong  and  durable 
materials.  This  provision  shall  not  apply  to  Class  C  in¬ 
stallations. 

2.  The  arrangement  of  stop  valves,  relief  devices,  and 
other  similar  devices,  when  used  shall  be  as  shown  on  the 
diagram  for  Class  A  and  B  systems  in  section  09-107.0 
of  the  code. 

3.  Every  system  which  may  be  charged  after  installation 
shall  have  the  charging  connection  located  on  its  low  pres¬ 
sure. 

b.  Gauge  glasses. 

Liquid  level  gauge  glasses,  except  those  of  the  bull’s  eye 
type,  shall  have  automatic  closing  shut-off  valves,  and  such 
glasses  shall  be  adequately  protected  against  injury  by 
slotted  metal  casings. 

§C19-103.0.  Safety  Devices. 

a.  Construction  and  setting. 

1.  Pressure  relief  valves,  pressure  limiting  devices  and 
rupture  members  shall  be  set  to  prevent  the  pressure  from 
exceeding  the  test  pressure.  The  pressure  at  which  the 
device  is  set  to  function  shall  be  indicated  thereon.  (See 
section  09-101. 0  of  the  code,  columns  1  and  2  of  table.) 

2.  Fusible  plugs  shall  relieve  the  pressure  at  a  tempera¬ 
ture  not  exceeding  280  degrees  Fahrenheit. 

b.  Use  of  stop  valves. 

1.  It  shall  be  unlawful  to  locate  a  stop  valve  between  a 
pressure  relief  device  or  pressure  limiting  device  and  the 
part  of  the  system  protected  thereby,  unless  two  pressure 
relief  devices  of  required  size  are  used,  and  so  arranged 
that  only  one  pressure  relief  device  can  be  cut  off  for  re¬ 
pair  purposes  at  any  one  time. 

2.  A  Class  B  system  in  which  no  stop  valves  are  used 
and  in  which  the  pressure  will  equalize  throughout  the 
system  when  the  pressure  imposing  element  is  not  in  oper¬ 
ation  may  be  protected  by  only  one  pressure  relief  device 
located  on  the  high  pressure  side. 

c.  Ammonia  mixer. 

1.  The  low  pressure  side  of  a  Class  A  ammonia  sys¬ 
tem  shall  be  provided  with  a  hand-operated  valve  for  dis¬ 
charging  the  ammonia  into  water  through  a  mixer  to  the 
sewer  in  case  of  emergency. 

2.  The  ammonia  mixer  shall  be  constructed  of  steel  and 
shall  be  capable  of  withstanding  a  pressure  of  at  least  fifty 
(50)  pounds  per  square  inch. 
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3.  It  shall  be  unlawful  to  locate  a  valve  in  the  ammonia 
emergency  discharge  line,  except  for  the  manually-oper- 
ated  valve  discharging  into  the  water  and  ammonia  mixer 
but  there  may  be  one  stop  valve  located  inside  the  building 

a  ^Pa,ir, puiPoses  on’y.  This  valve  shall  be  sealed  open 
and  labeled  Keep  Open. 

4.  The  manually  operated  pressure  relief  valve  shall  be 
°rC+g  ir-n  a  locI<ed  box,  which  can  be  opened  by  members 
of  the  Fire  Department  by  means  of  a  Fire  Department  key. 
Ihe  door  of  the  box  shall  be  on  the  public  thoroughfare 
side  of  the  building  in  an  easily  accessible  location  and  not 
less  than  eighteen  (18)  inches  or  more  than  five  (5)  feet 
above  the  sidewalk  level.  The  box  shall  be  permanently 
labeled  with  letters  of  not  less  than  one  (1)  inch  reading 
,  Ff  Fir,e  Department  Use  Only."  The  relief  valve  shall 
be  labeled  Ammonia  A  sign  shall  be  posted  within  the 
box  reading  Do  Not  Open  Valve  Until  Water  Is  Flowing.” 

5.  A  single  standard  three  (3)  inch  fire  department 
connection  shall  be  provided  through  which  the  necessary 
water  may  be  supplied  to  the  mixer.  The  fire  department 
connection  shall  be  located  near  the  box  and  not  less  than 
eighteen  (18)  inches  or  more  than  twenty- four  (24)  inches 
a  ove  the  sidewalk  level  and  shall  be  permanently  labeled 
having  letters  not  less  than  one  (1)  inch  high  reading  “To 
Ammonia  Mixer.  A  check  valve  so  set  as  to  prevent  gases 
troni  reaching  the  fire  department  connection  shall  be  in¬ 
stalled  in  the  water  line  between  the  fire  department  con¬ 
nection  and  the  water  and  ammonia  mixer. 

6.  The  fire  department  shall  have  sole  use  of  the  mixer 
and  supply  the  necessary  water. 

/.  In  systems  using  over  twenty-seven  thousand  (27  000) 
pounds  of  ammonia  there  shall  be  provided  one  additional 
/V97' nno\  amnilonia  mixer  for  each  twenty-seven  thousand 
(^/,000)  pounds  of  ammonia  or  fraction  thereof  so  used 
in  excess. 

8.  The  ammonia  mixer  and  its  connection  for  a  Class  A 
system  shall  conform  to  the  diagram  in  section  09-107  0 
ot  the  code. 

§C19-104.0.  Size  of  Safety  Devices. 

(a)  The  size  of  pressure  relief  valves  shall  be  as  fol¬ 
lows  : 


Capacity 
of  System 

CO2  and 
Ethane,  No. 
Req.,  Size 

Other 

Refrigerants 
No  Req.,  Size 

Up  to  30  tons . 

30  to  60  tons . 

60  to  100  tons . 

100  to  175  tons . 

1— 34" 
\—Vi” 

1 — Vi" 
l—W 
1-tK" 
l—l" 

1 —w 

1 -W 

l—l" 

1—154" 

1— l  w 
1—2" 

2— 2" 

175  to  250  tons . 

250  to  450  tons . 

450  to  900  tons. 

(b)  Where  rupture  members  are  permitted  and  used,  the 
vid'ed  Cnt  area  °f  the  relief  valve  specified  must  be  pro- 

(c)  Fusible  plugs  may  be  used  on  all  Class  C  systems 
and  on  all  Class  B  systems  of  the  hermetically  sealed  com¬ 
pression  type  containing  not  more  than  fifty  (50)  pounds 
ot  refrigerant  The  free  discharge  opening  shall  be  one- 
sixteenth  (1/16)  inch  in  diameter. 

§C19-105.0.  Location  and  Discharge  of 
Safety  Devices. 

u  • 

‘  a.  Location. 

A  pressure  limiting  device  shall  be  provided  on  the  high 
pressure  side  of  each  water-cooled  refrigerating  system 
containing  more  than  six  (6)  pounds  of  refrigerant.  A 
pressure  relief  valve  shall  be  provided  on  the  high  pres¬ 
sure  side  of  each  water-cooled  refrigerating  system  con- 
taining  twenty  (20)  pounds  or  more  of  refrigerant,  but  it 
shall  not  be  necessary  to  discharge  the  refrigerant  to  the 
|  outside  air  or  water  tank  from  any  such  refrigerating  sys¬ 
tem  containing  fifty  (50)  pounds  or  less  of  refrigerant  anv 
•  other  provision  of  part  1,  of  this  title,  to  the  contrary 'not¬ 
withstanding. 


1  rrb'u  Locatlon  and  discharge  of  safety  devices. 

1.  Lach  compressor  or  generator  of  a  Class  A  or  B 
system  containing  more  than  100  pounds  of  refrigerant 

the  hith  prrotected  a  Pressure  relief  valve  connected  into 
t  le  high  pressure  side  between  the  main  stop  valve  and  the 

S^r^rovfdeenderat0r  t0  reHeVe  C™  1—  aS 

vaWe\rUrrve  mfember  may  be  substituted  for  the  relief 

pheric  preSre  emS  °r  SyS'emS  0pera,in«  atmos- 

3.  Shell  type  apparatus  such  as  liquid  receivers  con- 

na^rSA  evapo™tors-  Kquid  separators  and  absorbers  of 
Class  A  and  Class  B  systems  containing  more  than  fifty 

fiftl  S  of,refri^rant  and  Class  B  systems  containing 
nffh  or,le.f  of  refrigerant  which  can  be  shut 

oft  by  stop  valves,  shall  each  be  equipped  with  a  pressure 
relief  valve  discharging  as  hereinafter  provided. 

C  s,ystem,s  and  CIass  B  systems  containing 
bIty  (50)  pounds  or  less  of  refrigerant  so  constructed  that 
when  subiected  to  abnormal  outside  temperature  such  as 
t  iat  generated  in  a  fire,  they  may  burst  due  to  the  expan- 

re?ief°device  refngCrant’  sha11  be  Protected  by  a  pressure 

5.  A  pressure  relief  valve  shall  be  required  on  the  low 
pressure  side  of  a  Class  B  system  into  which  the  relief 
valve  or  valves  on  the  high  pressure  side  discharge,  as  so 
code™  °n  equipment  d»*nun  of  section  C19-1O7.0  of  the 

i  um  c'  Discharge  of  pressure  relief  valve 
1.  Where  ammonia  is  used  in  Class  A  systems,  the  dis¬ 
charge  from  relief  valves  must  be  conducted  to  the  outside 
fpt^°!Piberi0r  !.nto  that  Part  of  the  low  pressure  side  pro- 

n 9  HVtn  f  ?uXet  5s  Sp?xified.  in  subdivision  C,  of  section 
L19-103.0  of  the  code.  If  it  is  discharged  to  the  outside 

atmosphere  it  must  be  piped  above  the  roof  or  not  less  than 

iVcc  +tf  abPve  .the  Oracle.  The  discharge  pipe  shall  be  not 
less  than  the  size  of  the  relief  valve  outlet.  The  discharge 

m(^6  tian  °rG  ’?!¥  va,ve  ma^  be  run  into  a  common 
header,  the  area  of  which  shall  be  equal  to  the  area  of  the 

do\vn war d CCted  theret°'  The  outlet  orifice  sha11  he  turned 

2  Where  more  than  fifty  (50)  pounds  of  ammonia  is 
V^d  V*  a  Pass  B  system,  the  discharge  from  relief  valves 
Pa  b^  P'Ped  to  the  outside  atmosphere  as  specified  for 
Class  A  systems,  or  to  the  low  pressure  side  as  shown  in 
diagrams  in  section  09-107.0  of  the  code,  or  into  a  tank  of 
writer  which  shall  be  used  for  no  purpose  except  ammonia 
discharge.  At  least  one  gallon  of  fresh  water  shall  be  pro¬ 
vided  for  every  pound  of  ammonia  contained  in  the  system 
the  water  used  shall  be  prevented  from  freezing  without 

constrnrtMSaf  °r.  c.hemi^a,s-  The  tank  shall  be  substantially 
constructed  of  not  less  than  one-eighth  ('/%)  of  No.  11  U.  S 

gauge  iron.  No  horizontal  dimensions  of  the  tank  shall  be 
greater  than  one-half  (*/2)  the  height.  The  tank  shall 
have  a  hinged  cover  or  if  of  the  enclosed  type,  shall  have  a 
vent  hole  at  the  top  All  pipe  connections  shall  be  through 
the  top  of  the  tank  only.  The  discharge  pipe  from  the 
pressure  relief  valves  shall  discharge  the  ammonia  in  the 
center  of  the  tank  near  the  bottom.  The  tank  shall  be  as 
securely  supported  as  any  other  portion  of  the  system 

fn,,11  be  no  °PeninK  in  the  tank  below  the  water  level’ 

3.  Where  more  than  fifty  (50)  pounds  of  anv  refriger- 
ant  other  than  ammonia  is  used,  the  discharge  from  relief 
valves  shall  be  to  the  atmosphere  as  specified  for  Class  A 
ammonia  systems.  Carbondioxide  may  be  discharged  into 
the  room  if  the  same  contains  at  least  10  cubic  feet  of 
capacity  per  pound  of  refrigerant  used. 

4.  Arrangements  of  pressure  relief  devices  for  Class  A 

C19-i07.((of  The  code.  conform  '°  in  see.ion 

§C19-106.0.  Operating  Precautions. 

a.  Masks  and  helmets. 

1.  In  a  Class  A  system  which  operates  above  atmos¬ 
pheric  pressure,  there  shall  be  provided  at  least  two  helmets 

or  masks. 

2.  In  a  Class  B  system  in  which  more  than  fifty  C50) 
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pounds  of  ammonia,  sulphur  dioxide  or  other  irritant  re¬ 
frigerant  is  used,  there  shall  be  provided  at  least  one  hel¬ 
met  or  mask.  , 

3  Only  helmets  or  masks  that  have  been  approved  by 
the  United  States  Bureau  of  Mines  as  suitable  for  the 
refrigerant  employed  shall  be  used,  and  they  shall  be  kept 
in  operative  condition  in  an  easily  accessible  case  or  cabinet 
located  immediately  outside  the  refrigerating  machinery 
room. 

b.  Signs. 

1  On  Class  A  and  Class  B  systems  containing  more 
than  fifty  (50)  pounds  of  refrigerant  there  shall  be  painted 
on  and  affixed  in  a  permanent  manner  to  the  main  steam 
control,  main  electrical  and  remote  control  switches,  re¬ 
ceivers,  containers  and  shell  type  coolers,  signs  haying  let¬ 
ters  not  less  than  one  and  one-half  inches  (V/z  .)  high, 
designating  the  part  and  refrigerant  contained  therein. 

2.  The  seller  of  every  Class  A  or  B  system  shall  fur¬ 
nish  the  purchaser  with  a  sign  bearing  his  name  at  least 
8 y2"  by  11"  in  size,  which,  gives  the  rated  refrigeration 
capacity  and  the  quantity  and  kind  of  refrigerant  required 
for  the  satisfactory  operation  of  the  system.  The  pur¬ 
chaser  shall  conspicuously  and  permanently  display  this  sign 
in  the  machinery  room.  The  quantity  and  name  .of  the 
proper  refrigerant  content  and  the  rated  refrigeration  ca¬ 
pacity  shall  be  stamped  on  all  Class  C  systems  near  to  or 

on  the  name  plate.  . 

3.  The  following  information  shall  be  posted  in  Class  A 
and  B  machinery  rooms  where  over  fifty  (50)  pounds  of 
refrigerant  is  used :  (a)  The  names  and  addresses  of  the 
engineers  or  operators  in  charge ;  (b)  Location  of  nearest 
fire  alarm  box;  (c)  The  name,  address  and  telephone  num¬ 
ber  of  physician  to  be  called  in  case  of  emergency;  (d) 
Instructions  for  safely  shutting  down  the  plant  in  case  of 

emergency.  ** 

c.  Storage  of  refrigerant. 

1.  Refrigerant  not  contained  in  the  refrigerating  system 
shall  be  stored  only  in  non-inflammable  or  non-irritant 
containers  conforming  to  the  regulations  prescribed  by  the 
Interstate  Commerce  Commission  for  the  transportation  of 
such  refrigerant. 

2.  Only  two  containers  holding  not  more  than  a  total 
of  three  hundred  (300)  pounds  of  inflammable  or  irritant 
refrigerant  shall  be  stored  in  a  refrigerating  machinery 
room  of  a  Class  A  system. 

3.  Only  one  container  holding  not  more  than  one  hun¬ 
dred  and  fifty  (150)  pounds  of  inflammable  or  irritant  re¬ 
frigerant  shall  be  stored  in  a  refrigerating  machinery  room 
of  a  Class  B  system. 

4.  In  a  Class  C  system  no  refrigerant  other  than  that 
used  in  the  system  shall  be  stored  in  the  refrigerating 
machinery  room. 

5.  If  a  greater  amount  of  inflammable  or  irritant  re¬ 
frigerant  than  that  permitted  in  a  refrigerating  machinery 
room  is  desired  it  shall  be  stored  in  a.  fireproof  building 
or  enclosure  used  for  no  other  purpose.  ■ 

6  When  the  refrieerant  is  withdrawn  from  a  svstem 
it  shall  be  discharged  only  into  a  suitable  absorbent  or  con¬ 
tainers  conforming  to  the  regulations  of  the  Interstate 
Commerce  Commission  for  the  transportation  of  such  re¬ 
frigerant.  It  shall  be  unlawful  to  permit  any  refrigerant 
to  escape  into  the  refrigerating  machinery  room. 

7.  Containers  shall  be  connected  to  the  system  only  dur¬ 
ing  period  of  charging  or  withdrawing  the  refrigerant. 

§C1 9-1 07.0.  Equipment  Diagrams. 

(See  arrangement  of  pressure  relief  devices  for  Class  A 
and  Class  B  equipment.) 

Penalties. 

§09-152.0.  Violations. 

Any  person  who  shall  willfully  violate  or  neglect  or  refuse 
to  comply  with  any  provisions  of  part  1,  of  this  title,  except 
the  provisions  of  article  twenty-six,  in  addition  to  any  other 
penalties  prescribed  by  law,  shall,  upon  conviction,,  be  pun¬ 
ished  by  a  fine  of  not  more  than  $500,  or  by  imprisonment 
not  exceeding  six  months,  or  by  both. 
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PUBLIC  HEARINGS 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin 

BoroUghaofngMaa„ha,,a„d  "  R°°m  '°U'  Municipal 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


)lfice  Municipal  Building,  Rooms  1000  to  1018. 
elephone— WOrth  2-S600. 

*FFICE  Hours  for  Public— 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 
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21-44-A,  502-44-A,  561-44- A,  562-44-A  796-23-BZ  95’ 

36^2-Bz!38  BZ’  88'4°-BZ’  299-40-BZ.  284-41-BZ  and 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

A.P.Pf  or  al,plica,i°"  will  be  entertained  in  connection 
w,  h  which  court  proceedings  are  pending  or  in  progress 
unless  exception  is  granted  by  the  chairman,  nor  accepted 

ac  iot  of  1h  in  Wi"’in  thi"y  <layS  fr°m  ,he  da,c  of  "" 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli- 
ion  shall  be  regarded  as  a  mere  notice  of  intention  to 

orthos  board"111  ^  "  filCd  °n  thC  f°rm  reQUired  by  the  ru,es 
Upon  receipt  of  any  such  communication  the  writer  will 

or  :srh  officiai  forms  ,or  presen,inB  ws  appK" 

At  the  time  of  filing  an  appeal  or  application,  the  appel- 

,  ,  ^pllCtant  4sha11  ^rward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super- 
111  en  ent  of  buildings  or  fire  commissioner  and  file  wiih 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 

"he  true  lCatFthe  ^  °f  **  C°mPaSS  S°  as  t0  estabIish 
e  true  location  and  position  of  the  property,  the  subject 

of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
ot  same  expedited  by  conforming  to  these  directions. 
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DOCKET 

New  Cases  Filed  up  to  October  10,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

564- 44- A — H . B .B . — 73-75  Wallabout  street,  north  side,  50 
ft.  east  of  Wythe  avenue  and  14-16  Heyward  street  (Block 
2230,  Lots  4  and  6),  Borough  of  Brooklyn,  Alt.  1821-44. 

565- 44-A — H.B.B. — 659  Coney  Island  avenue,  east  side, 
100  ft.  3)4  in.  south  of  Slocum  place  (1st  floor)  ;  (Block  5141, 
Lot  154),  Borough  of  Brooklyn,  Alt.  431-44. 

566- 44-SM— Belknap  Automatic  Safety  Shut-Off  Valve, 
No.  230,  manufactured  by  The  Belknap  Manufacturing  Co., 
Material. 

567- 44-A — H.B.B. — Foot  of  48th  street  and  east  side  of 
private  Marginal  street,  658.17  ft.  north  of  51st  street  and 
280.33  ft.  west  of  1st  avenue  (Bush  Buildings  51,  52,  53  and 
56);  (Block  725,  Lot  1),  Borough  of  Brooklyn,  Sprinkler 
Applic.  1519,  1520,  1521  and  1522-44. 

568- 44-A— H.B.B. — 436  18th  street,  1801  8th  avenue,  south¬ 
east  corner  and  427  19th  street  (Block  882,  Lot  1),  Borough 
of  Brooklyn,  Amendment  to  Alt.  1529-44. 

569- 44-A — Dept.  Marine  and  Aviation — 764  Court  street, 
west  side,  270  ft.  south  of  Bryant  street  (2nd  floor)  ;  (Block 
623,  Lot  1),  Borough  of  Brooklyn,  Decision. 

570- 44- A — H.B.R. — 42-44  Brighton  street,  west  side,  464 
ft.  south  of  Amboy  road  (Block  7900,  Lot  37),  Tottenville, 
Borough  of  Richmond,  B.N. 296-44. 

571- 44-A— F.D.— 231-235  East  42nd  street,  north  side,  130 
ft.  west  of  2nd  avenue  (Block  1316,  Lot  18),  Borough  of 
Manhattan,  31915-LF. 

572- 44-A — F.D. — 906  Southern  boulevard,  northeast  cor¬ 
ner  of  Barretto  street  (Block  2735,  Lot  1),  Borough  of  The 
Bronx,  39102-C. 

573- 44-A— F.D.— 908-910  Barretto  street,  northeast  corner 
of  Southern  boulevard  (Block  2735,  Lot  1),  Borough  of  The 
Bronx,  39183-C. 


Restored  to  Calendar. 

796-23-BZ— H.B.B.— 1507-1537  Coney  Island  avenue  and 
1101-1111  Avenue  L,  northeast  corner  (Block  6722,  Lot 
49),  Borough  of  Brooklyn,  Alt.  2478-44. 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Buildings; 
H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H^B.Q,.— De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B.  Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D — Health  Department, 

F.D. — Fire  Department. 


and 


RULES 


Last  Publication  In  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...Dec. 
Certificates  of  Occupancy,  approved 

form  . Pe,c- 

Concrete  Flat  Slabs,  Rules . .  -  July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . _.  . . .  Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules . Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Sept. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ....Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .  .Sept. 

Oil  Burner  Rules . ....Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Sept. 

Platform  Trucks,  Specifications  for.-iNov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Aug. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .  Oct. 
Smoking  in  Factories,  Rules  for.... Oct. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. ..  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943 — Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936 — Vol.  21,  No.  9 


28,  1943 — Vol.  28,  No.  52 A 
15.  1937— Vol.  22,  No.  24 

12,  1944 — Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

19,  1944 — Vol.  29,  No.  37 

28,  1943 — Vol.  28,  No.  52A 

13,  1937 — Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52 A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943 — Vol.  28,  No.  52A 

5,  1944 — Vol.  29,  No.  35 
28,  1943 — Vol.  28.  No.  52A 

11,  1944— Vol.  29,  No.  15 

5,  1944 — Vol.  29,  No.  .35 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  .31 


8,  1944 — Vol.  29,  No.  32 
7,  1937 — Vol.  22,  No.  .36 
10,  1944— Vol.  29,  No.  40 
10,  1944 — Vol.  29,  No.  40 
29,  19.37 — Vol.  22,  No.  26 
8  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  2.3 
24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943 — Vol.  28,  No.  52A 


574-44-A— H.B.B.— 210  Clinton  avenue,  northwest  corner 
of  Willoughby  avenue  (Building  1)  ;  (Block  1901,  Lots  1  and 
3)  ;  233  Clinton  avenue,  northeast  corner  of  Lafayette  avenue 
(Building  7)  ;  (Block  1930,  Lots  1  and  3)  ;  332  Waverly  ave¬ 
nue,  southwest  corner  of  Lafayette  avenue  (Building  9)  ; 
(Block  1944,  Lots  13,  15,  22,  25  and  27)  ;  375  Clinton  avenue, 
east  side  (Building  10),  360  Waverly  avenue,  west  side 
(Building  11),  191  ft.  6  in.  south  of  Lafayette  avenue  (Block 
1944,  Lots  4,  8,  9,  11  and  13),  Borough  of  Brooklyn, 
N.B.84-42,  N.B.85-42,  N.B. 148-42,  N.B.  149-42  and  N.B. 150-42. 


575-44-BZ— H.B.B— 729-747  Hicks  street,  east  side,  from 
Nelson  to  Huntington  streets,  46-54  Nelson  street  and  45-53 
Huntington  street  (Block  526,  Lots  1-12),  Borough  of  Brook¬ 
lyn,  B.N. 839-44. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


OCTOBER  17,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GTVEN  of  a  public  hearing 
Tuesday  morning,  October  17,  1944  at  10  o’clock  in  Room  i 
1013,  Municipal'  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications.  j 

462-44-BZ— Application  July  31,  1944,  under  section  7f 
of  the  zoning  resolution,  of  Walter  Lang  and  Son,  *nC" 
applicant  on  behalf  of  Walter  Lang  and  Son,  Inc.,  an 
McCoy  Holding  Corporation,  owners  (Walter  Lang  and; 
Son,  Inc.,  lessee),  to  permit  in  a  business  use  district,  tor 
a  stated  term  of  years,  the  erection  of  a'  boat  basin, 
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™r‘  e  se,rnv'^eT,buildin^  gasoline  and  oil-selling  station; 
premises  3022  Emmons  avenue,  south  side,  843.23  ft  east 

of  Brooklyn  ^BI°ck  7515,  Lots  42  and  49)«  Borough 

8°4-41-BZ— Applieation  of  Max  Horn,  applicant  on  be¬ 
half  of  Beach  71st  Street  Development  Corp.,  owner,  re¬ 
opened  July  25,  1944,  for  consideration  as  to  extension  of 
permit— Application,  previously  granted  on  condition,  under 
section  7h  of  the  zoning  resolution,  permitting  in  a  residence 
use  district,  for  a  term  of  two  years,  the  parking  and  storage 
ot  more  than  five  motor  vehicles;  premises  149  Beach  71st 
.street,  west  side,  437  ft.  north  of  Boardwalk  (Block  607 
Lot  83),  Arverne,  Borough  of  Queens. 

hn?f2nfB?f~^Pp!/'Cati°n-of  SiegeI’  applicant  on  be- 
half  of  Marlon  Confections  Corp.,  owner,  reopened  Sep¬ 
tember  12  1944,  for  consideration  as  to  amendment  of  reso- 
ution,  under  sections  7c  and  21  of  the  zoning  resolution  to 
permit  in  a  residence  use  district,  the  conversion  of  occu¬ 
pancy  of  a  garage  for  more  than  five  motor  vehicles  and 
motor  vehicle  repair  shop  (previously  granted  by  the  Board) 
to  a  confectionery  factory  ;  premises  321-343  West  54th  street, 
north  side,  275  ft  east  of  9th  avenue  (Block  1045,  Lots  12- 
15),  Borough  of  Manhattan. 

207-44-BZ— Application,  April  5,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants 
on  behalf  of  Sadie  Singer,  owner  (H.  S.  Metal  and  Rubber 
Lorp.,  lessee),  to  permit  in  a  business  use  district,  for  a  term 
ol  two  years,  the  conversion  of  occupancy  of  a  building 
legally  occupied  as  a  private  garage  for  five  motor  trucks’ 
to  a  junk  shop;  premises  113  Kingsland  avenue,  west  side! 

*  of  Brooklyn^  Herbert  Street  (Block  2833-  Lot  8),  Borough 

386-44-BZ— Application,  June  22,  1944,  under  section  7a 

9tofZOniT^  resolu.tlon-  jf  Ben  Levee,  applicant,  on  behalf 
Staten  Island  Linen  Supply  Co.,  owner,  to  permit  in  a 
tisiness  use  district,  the  erection  of  an  extension  to  an  exist- 

^?alapUfdry:-  !be  extensio.n  to  be  used  as  a  storeroom  and 
garage  for  eight  commercial  motor  vehicles,  accessory  to  the 
laundry,  and  to  permit  the  maintenance  of  a  driveway  across 
_  ®  a$0T?inff  ’  pr/IS',Se?  420  Targee  street,  northwest  cor- 

Borough^of^ Richmond.  0C^  ^  ^  1  an<1  5)’ 

(Sa  VaS'we"t.  ,e°" 
see),  reopened  July  18,  1944,  for  consideration  as  to  extension 

previously  granted  on  condition,  under 

uS  f  he  Z+°nmg  fresolut,on-  permitting  in  a  residence 

u  e  district,  for  a  term  of  two  years,  the  parking  and  storage 

s/rpTt  09pn  fV0e™tor  vehic]es;  Premises  91  Beach  87th 
street ,  92  Beach  88th  street  and  north  side  of  Ocean  Drive 

from  Beach  87th  to  Beach  88th  streets  (Block  626,  Lot  9)’ 
Rockaway  Beach,  Borough  of  Queens. 

421-44-BZ— AppHcation,  July  6,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Interborough  Engineering  Co 
applicant  on  behalf  of  Louis  Carmen  and  Nellie  Fay  owners’ 
o  permit  in  a  business  use  district  for  a  term  of  two  years’ 

teabTfr  ,°f-  a  bln.,ding. to  be.  occupied  as  a  dry  cleaning 
establishment  in  conjunction  with  an  existing  tailor  shop 

118  18  M7  C-etn'ng  JS  311  acce.s,sory  use!  Premises  118-14  to 
118-18  Merrick  road,  south  side,  20  ft.  west  of  118th  marl 

of  Queens.371’  ^  33°’  331  and  332>’  S™  'b™ .  Borough 
Appeal  from  Administrative  Decision. 


OCTOBER  17,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
i  m?d ?t  afiern°°\  °^ober  17,  1944  at  2  o’clock  in  Room 
maUersM  CiPa  Bm  dmg’  Manhattan,  on  the  following 

Appeals  from  Administrative  Decisions. 

536-44-A  216-16  28th  avenue,  southeast  corner  of  21fith 
street  (Block  6019,  Lot  103),’  Borough  ' of  Queens 

t^1-14 551-555  Fulton  street,  north  side,  43  ft  east  of 

BrS!yb„aVe"Ue  (B'°Ck  20M'  L°IS  32 

m?'V"A~102/'m  13rd  avenue>  north  side,  200  ft  east  of 
Quels  ee‘  <B'0Ck  1977'  L°‘  ">•  Corora.  BoroSgh  of 

?no"£4~A' — 108-11  69th  road,  north  side,  100  ft.  east  of 
Queens^661  BI°ck  2219’  Bot  39)>  R°rest  Hills,  Borough  of 

175'4f4t’An7r5th6  (312  disPla/ed)  Schenck  avenue,  west  side, 
1/3  It.  north  of  Dumont  avenue  (Block  4059  Lot  31) 
Borough  of  Brooklyn.  ’  ° 

5 19-44- A  2000-20 1 0  Broadway  and  121-125  West  68th 
street,  northeast  corner  (2nd  floor);  (Block  1140,  Lot  15) 
Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


east^'A?  208,'20  S?SS  Island  Parkway,  south  side  300  ft. 
Lnt  n  R  ft  (basement  and  1st  floor);  (Block  5844. 
Lot  1),  Bayside,  Borough  of  Queens. 

Materials  for  Approval 

\  ^52-44-SM  Richmond  Screw  Anchor  and  Bolt. 
1144-40-SM— U.  S.  Gypsum  Company’s  Auditone. 

/  -44-SM  Hub-Dor  \lA  Hour  Kalamein  Door. 

HARRIS  H.  MURDOCK,  Chairman. 
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OCTOBER  24,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

mndiLm0rmllfk  °^t0berJ4'  1944-  at  10  °’clock  in  Room 
te°rs3’  M  C,pal  BuiIding>  Manhattan,  on  the  following  mat- 

Zoning  Applications. 

7c9an4lB2f~^^PliCati°-n  AUgU,St  H>  1944>  Under  Sections 
/e  and  21  of  the  zoning  resolution,  of  Philip  Steigman 

applicant  on  behalf  of  East  New  York  Savings  Bank,  owner’ 
to  permit  in  a  residence  use  district,  the  extension  in  height 
°  a  bulldinf?  now  used  as  a  garage  for  more  than  five 
motor  vehicles  and  the  conversion  of  occupancy  from  a 
garage  for  more  than  five  motor  vehicles  and  gasoline 
service  station,  to  a  factory;  premises  38-01  to  38-09  Beach 

(RlnT  m/T’,  col™r  of  Beacb  38th  street 

(Block  632,  Lot  30),  Edgemere,  Borough  of  Queens. 

332-44-BZ— Application  June  6,  1944,  under  sections  7a 
and  /c  of  the  zoning  resolution,  of  Jacob  J.  Gloster  annli- 
cant  on  behalf  of  Dayton  Cleaners  and  Dyers,  owners,  to 
permit  in  a  residence  use  district,  the  extension  in  area  of 
a  dry  cleaning  establishment;  premises  116-06  to  116-10 

n!!C/.7cVe?Ue’  o°U,th  s,ide’  22.  ft  east  of  H6th  street 
Queens  4^’  B°tS  ^  and  d  ’  Richmond  Hill,  Borough  of 

33°-42-BZ— AppHcation  of  Eugene  De  Rosa,  applicant 
on  behalf  of  Jeron  Co.,  Inc.,  owner,  reopened  and  restored  to 
Calendar,  September  12,  1944  (previously  withdrawn),  under 
section  7c  of  the  zoning  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  theatre 
a.nd  Premises  95-42  to  95-48  Queens  boulevard,  south 

side,  130  ft.  west  of  63rd  drive  and  63-39  to  63-49  Saunders 

Queens B  °Ck  3°8°’  L°tS  3°  a"d  31 )(  Rego  Park<  Borough  of 

^^9‘^^'BZ — Application  of  Samuel  I.  Goldberg  aDolicant 
on  behalf  of  Fellman  Realty  Corporation,  owner,  reopened 
July  25,  1944,  for  consideration  as  to  extension  of  permit— re 
Application,  previously  granted  on  condition,  under  section 
/h  of  the  zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict.  for  a  temporary  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  3996 


CALENDAR 


Tenth  avenue  and  SOI  West  213th  street,  northwest  corner 
(Block  2231,  part  of  Lot  17),  Borough  of  Manhattan. 


275-44-BZ — Application,  May  9,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  app  ican  s, 
on  behalf  of  Bankers  Trust  Co.,  trustee,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary  period  of  two  years,  the 
change  of  occupancy  of  a  building  used  as  a  place  of  public 
assembly  to  a  factory  throughout;  premises  957  ^,e' 

nue,  north  side,  100  ft.  east  of  Ralph  avenue  (Block  1483, 
Lot  64),  Borough  of  Brooklyn. 


415-44-BZ — Application,  July  5,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Molly  R.  Golden,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary  period  of  two  years,  the 
change  of  occupancy  from  stable  and  cooperage  to  paper 
warehouse  and  baling  plant ;  premises  349  Rmngton  street, 
south  side,  22  ft.  west  of  East  River  drive  (Block  323,  Lot 
52),  Borough  of  Manhattan. 


half  of  Harry  Melnick,  owner,  to  permit  partly  in  a  residence 
use  and  partly  in  a  business  use  district,  the  conversion  of  a 
garage  building  to  store  use  as  an  extension  to  an  existing 
store;  premises  24  Brown  avenue,  west  side ,116  ft.  south  ot 
Amboy  road  and  3980  Amboy  road  (Block  5143,  Lots  29  and 
36),  Great  Kills,  Borough  of  Richmond. 

375.44.BZ— Application,  June  15,  1944,  under  section  7c 
of  the  zoning  resolution,  of  Maurice  G.  Uslan,  applicant,  on 
behalf  of  Cary  and  Saxby  Co.,  owner,  to  permit  partly  m  a 
business  use  and  partly  in  a  retail  use  district,  the  use  oi 
more  than  5%  of  floor  area  for  manufacturing;  premises 
6276  Amboy  road,  south  side,  254  ft.  west  of  Sharrett  ave¬ 
nue  (Block  7702,  Lot  66),  Pleasant  Plains,  Borough  of  Rich¬ 
mond.  „ 

HARRIS  H.  MURDOCK,  Chairman. 


523-44-BZ — Application,  September  11,  1944  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Stanley  H.  Klein, 
applicant,  on  behalf  of  American  Analytical  Laboratories, 
Inc  owner,  to  permit  in  a  residence  use  district,  the  change 
of  occupancy  from  motor  vehicle  repair  shop  and  dead  stor¬ 
age  of  automobiles  to  a  chemical  laboratory  and  factory; 
premises  326-328  West  70th  street,  south  side  279.3  ft.  west 
of  West  End  avenue  (Block  1181,  Lots  44  and  45),  Borougi 
of  Manhattan. 


Appeal  from  Administrative  Decision. 

557.44. A — 2-100  53rd  street,  south  side,  470  ft.  west  of 
First  avenue  (Block  811,  Lot  1),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  24,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  24,  1944  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

Appeals  from  Administrative  Decisions. 

502-44-A — 68-70  Summit  street,  south  side,  100  ft.  west 
of  Columbia  street  (^Block  357,  Lots  29  and  30),  Borough  of 


Brooklyn. 

509-44-A — 190-218  Willow  avenue,  east  side,  from  East 


OCTOBER  31,  1944,  2  P.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  31,  1944  at  2  o  clock  in 1  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matter : 


Appeal  from  Administrative  Decision. 

496-43-A— 425  Beach  72nd  street,  southwest  corner  of 
Hessler  avenue  (Block  523,  Lots  22  and  24), ,  Arverne, 
Borough  of  Queens  (under  section  35,  General  City  Law  re 
bed  of  mapped  street— Barbadoes  drive). 

HARRIS  H.  MuRDOCK,  Chairman. 


NOVEMBER  14,  1944,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  14,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 


135th  to  East  137th  streets,  781-801  East  136th  street  and  780- 
800  East  137th  street  (Block  2588,  Lot  1).  Borough  of  Ihe 
Bronx. 

745-42-A — 135-11  77th  avenue  and  76-36  137th  street,  block 
bounded  bv  Park  Drive  East.  73rd  terrace.  136th  and  137th 
streets  and  77th  avenue  (Block  6585,  Lot  2),  Flushing, 
Borough  of  Queens  (reopened  October  3,  1944). 

553-44-A — 84-°2  Montrose  avenue,  86-102  Leonard  street, 
southeast  corner  and  99-101  Tohnson  avenue  (Block  3060, 
Lots  1-33  and  part  of  Lot  34),  Borough  of  Brooklyn. 

553-44-A — 106-118  New  Lots  avenue  and  640-652  Powell 
street,  southwest  corner  (Block  3862,  Lot  15),  Borough  of 

Brooklyn.  HARRIS  H.  MURDOCK,  Chairman. 


Zoning  Application. 

422-39-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Bonded  Lien  Corp.,  owner,  reopened 
July  25,  1944,  for  consideration  as  to  extension  of  permit 
— Application,  previously  granted  on  condition  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  3U5- 
313  21st  street  and  697-705  6th  avenue,  northwest  corner 
(Block  892,  Lot  1),  Borough  of  Brooklyn. 


Appeal  from  Administrative  Decision. 

5.44.A— 440  West  240th  street,  southeast  corner  of 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20), 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  31,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  31  1944  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

297-44-BZ— Application.  May  22,  1944.  under  section  7c  of 
the  zoning  resolution,  of  Maurice  G,  Uslan.  applicant,  on  be- 


NOVEMBER  14,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  14.  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building.  Manhattan,  on  the  following 
matters  : 


Appeals  from  Administrative  Decisions. 

561- 44-A — 1171-1 183  Atlantic  avenue,  northeast  corner  of 
Perry  place  (Block  1866,  Lots  1  to  7),  Borough  of  Brooklyn. 

562- 44-A — 1236-1286  Atlantic  avenue,  south  side,  80  ft. 
west  of  Nostrand  avenue  (Block  1200,  Lots  21,  33  and  411, 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman.  ; 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  10,  1944,  10  A.  M. 

1  resent :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

the  minutes  of  the  regular  meetings  of  the  Board  held  on 
I  uesday  morning,  October  3.  1944,  and  Tuesday  afternoon, 
uctober  3,  1944,  were  approved,  as  printed  in  Bulletin  No  40 
Vol.  29. 


725-24-B  Z 


ZONING  CASES 


AI  I  LI  CANT  Max  Siegel,  for  Marlon  Confections  Cor¬ 
porations,  owner. 

SUBJECT— -Application  reopened  September  12,  1944,  for 
consideration  as  to  amendment — Application  (deci¬ 
sion  of  the  borough  superintendent)  under  sections 
7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  conversion  of  occupancy 
trom  a  garage  for  more  than  five  motor  vehicles  and 
motor  vehicle  repair  shop  ( previously  granted  by 
tIie  Board)  to  a  confectionery  factory. 

I  REMISES  AFFECTED— 321-343  West  54th  street,  north 
side,  27o  ft.  east  of  9th  avenue  (Block  1045,  Lots  12- 
15),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel,  Harry ‘Lax  and  Ed. 
Josephs. 

For  Opposition :  James  E.  Bennet.  Louis  Cohen, 
Mildred  V.  Bowerman,  E.  J.  Peterson  and 
others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC1  ION  OF  BOARD — Laid  over  to  October  17,  1944  at  10 
A.  M.  for  decision  by  the  Board.  No  further  argu¬ 
ment. 


422-39-BZ 

APPLICAN1 — Lama  and  Proskauer,  for  Bonded  Lien 
C  orp.,  owner. 

SUBJECT— Application  reopened  Julv  25.  1944,  for  consid¬ 
eration  as  to  extension  of  permit — Application,  pre¬ 
viously  granted  on  condition,  under  section  7h  of 
t  ?e  zoning  resolution,  permitting  a  business  use 
district,  for  a  term  of  two  vears,  the  parking  and 
of  more  than  five  motor  vehicles. 
PREMISES  AFFECT  ED — 305 -313  21st  street  and  697-705 
6th  avenue,  northwest  corner  (Block  892,  Lot  1) 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition  :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hom- 
.  mg  and  Buildings. 

AC  I  ION  OF  BOARD — Laid  over  to  November  14,  1944  at 
10  A.  M.,  for  further  consideration. 


332-44-BZ 

APPLICANT— Jacob  J.  Gloster,  for  Dayton  Cleaners  and 
JJvers,  owners. 

;  SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  sections  7a  and  7c  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use  district 

pPT-A,TeteceXIe^T^^ea  of  a  dr-v  cleanms  establishment 
PREMISES  AFFECTED— 116-06  to  116-10  Atlantic  ave¬ 
nue,  south  side,  22  ft.  east  of  116th  street  (Block 
475,  Lots  2,  4  and  6),  Richmond  Hill,  Borough  of 
Oueens. 

APPEARANCES— 

For  Applicant :  Jacob  J.  Gloster  and  Meyer  Elkin. 
For  Opposition:  Tames  A.  Phillips.  E.  Lanzer  Jr 
Rev.  Thomas  J.  Swarbrick.  Anne  Onderdonk 
and  others. 


For  Administration :  F.  B.  Davis,  Dep’t  of  Health, 
Charles  M  McWilliams,  Borough  President’s 
Office  and  I- red  Dahlem,  Dep’t  of  Housing  and 
Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  24,  1944  at  10 

A.  M.  foi  decision  by  the  Board.  No  further  argu¬ 
ment. 


4  79-44- BZ 

APPLICAN  T— Philip  Steigman,  for  East  New  York  Sav¬ 
ings  Lank,  owner. 

SUBJECT— Application  (decision  of  the  acting  borough  su¬ 
perintendent)  under  sections  7e  and  21  of  the  zoning 
lesolution,  to  permit  in  a  residence  use  district,  the 
extension  in  height  of  a  building  now  used  as  a 
gaiage  tor  more  than  five  motor  vehicles  and  the 
conversion  of  occupancy  from  a  garage  for  more 
than  five  motor  vehicles  and  gasoline  service  station 
to  a  factory. 

PREMISES  AFFECTED— 38-01  to  38-09  Beach  Channel 
drive  southwest  corner  of  Beach  38th  street  (Block 

APPEARANCES  ’  '!  Kemere’  borough  of  Queens. 

l  or  Applicant :  Philip  Steigman  and  Max  Schiff. 
For  Opposition:  Bertram  Ettinger,  Julius  Chimman, 
Nina  Weyl  and  George  Kaplan 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

At  I  ION  OF  BOARD-  -Laid  over  to  October  24,  1944  at  10 
A.  M.,  for  further  consideration. 


595-30-BZ 

APPLICANT— Lama  and  Proskauer,  for  Diamond  Evan¬ 
gelist.  owner. 

SUB  IECJ  —Application  reopened  September  19,  1944,  for 
consideration  as  to  extension  of  permit — re  Applica¬ 
tion  (decision  of  the  borough  superintendent)  previ¬ 
ously  granted  on  condition,  under  section  21  of  the 
zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict  for  a  term  of  five  years,  the  erection  and  main- 
nr.T-,f,Ienonce  of  a  Sasoline  service  station. 

I  REMISES  AFFECTED-2478-2488  Coney  Island  avenue 
northwest  corner  of  Avenue  V  (Block  7136,  part  of 

appearances-  ’  Kh  of  Brooklj'n' 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition  :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
.  ,r|g  and  Buildings. 

^ J7 ON  OF  BOAR D — Perm i t  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputv  Chief  Gunn  4 
N  egative : .  '  '  q 

THE  RESOLUTION  (595-30-BZ) 

Whereas  this  application,  permitting  in  a  business  me  dis- 
nf  Verm  of.two  years,  the  erection  and  maintenance 

a  gasoline  service  station,  affecting  premises  2478-2488 
(  oney  Island  avenue  northwest  corner  of  Avenue  V  (Block 
136  part  of  Lots  35  and  39),  Borough  of  Brooklyn  was 

ditlonf;  andthC  ^  November  8-  I933-  on  certain  con- 

VVhereas,  the  resolution  was  amended  on  April  24  1934 
and  July  17.  1934  and  on  January  18,  1938,  the  resolution  was 
further  amended  and  permit  extended  for  a  term  of  five 
years;  and 

4.  lTl'939-na„WdaS  ^  amendEd  °"  A>ril 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit;  and 
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Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  September  19,  1944  and  set  for  hearing  on  October 
10,  1944 ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  October  10,  1944,  after  due  publication  in  the 
Bulletin  by  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board,  and  the  conditions  of 
the  Board’s  resolutions  were  found  to  be  complied  with. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  November  8,  1933,  as 
amended  by  resolutions  through  July  11,  1939,  only  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  the  resolution  will  read : 

“ granted  under  section  7f  for  a  term  of  five  (5)  years 
from  the  date  of  this  amended  resolution,  to  permit  a 
variance  of  the  zoning  resolution  for  a  gasoline  service 
station  on  the  plot  at  the  corner  of  Coney  Island  avenue 
and  Avenue  V,  100  ft.  on  Coney  Island  avenue  and  ol 
ft.  on  Avenue  V,  on  condition  that  there  shall  be  erected 
on  the  interior  lot  tlines  of  this  plot  an  unpunctured 
brick  wall,  suitably  coped,  not  less  than  8  ft.  in  height, 
and  that  a  similar  wall  shall  be  erected  on  the  street 
line  of  Avenue  V,  out  to  the  corner  of  Coney  Island 
avenue;  that  this  wall  may,  however,  be  racked  back, 
starting  with  a  height  of  4  ft.  at  Coney  Island  avenue 
and  be  racked  back  at  the  rate  of  one  foot  in  foui  , 
that  there  shall  be  no  openings  for  the  entrance  of  auto¬ 
mobiles  to  this  plot  except  from  Coney  Island  avenue ; 
that  there  shall  be  erected  along  the  street  building 
line  of  Coney  Island  avenue,  a  concrete  curb  at  least 
6  in.  in  height  and  12  in.  in  width  with  rounded  top  , 
that  there  shall  be  not  over  three  openings  therein,  no 
opening  to  exceed  25  ft.  in  width  and  no  pait  of  any 
opening  nearer  than  10  ft.  to  the  corner  formed  by  the 
intersection  of  Coney  Island  avenue  and  Avenue  V,  nor 
within  5  ft.  of  the  northerly  line  of  this  plot  under 
appeal,  with  curb  cuts  opposite  these  openings  not  over 
30  ft.  in  width;  that  the  accessory  buildings  to  be 
erected  on  this  plot  shall  not  exceed  those  shown  on 
the  plans  filed  with  this  application,  consisting  of  an 
office  and  housing  for  grease  racks,  with  fronts  left 
open ;  that  these  buildings  shall  not  exceed  one  story 
in  height  and  the  rear  walls  of  these  buildings  may  be 
incorporated  in  the  rear  lot  line  wall ;  that  there  shall 
be  no  excavation  under  these  buildings,  except  the 
greasing  pits ;  that  these  buildings  shall  be  constructed 
of  incombustible  materials ;  that  the  balance  of  the  plot 
shall  be  cement  paved  or  covered  with  cracked  blue 
stone ;  that  any  gasoline  pumps  that  are  erected  shall  be 
at  least  10'  ft.  from  the  building  line  of  Coney  Island 
avenue  and  not  nearer  than  10  ft.  to  any  part  of  an 
accessory  building ;  that  there  shall  be  no  portable  gaso¬ 
line  pumps  used  on  or  from  the  property;  that  any 
signs  advertising  nonconforming  uses  shall  be  limited 
to  the  illuminated  globes  of  the  gasoline  pumps  and  to 
flat  wall  signs  on  the  interior  side  of  the  lot  line  wall 
or  against  the  fronts  of  the  accessory  buildings,  no 
signs  to  be  erected  on  the  rear  of  the  wall  facing  west 
or  on  the  wall  facing  Avenue  V,  excluding  all  roof  and 
temporary  signs  of  every  nature,  but  permitting  the 
erection  of  a  post  standard  inside  the  building  line  near 
the  intersection,  to  support  a  sign  which  may  be  illum¬ 
inated,  advertising  only  the  brand  of  gasoline  on  sale; 
that  illumination  at  night  shall  be  by  means  of  pipe 
standards  not  over  8  ft.  in  height  with  metal  reflectors 
arranged  to  reflect  downwardly,  so  that  they  will  be 
no  nuisance  at  night  to  any  residential  buildings  in  the 
neighborhood;  that  no  portion  of  the  balance  of  the 
property’,  owned  by  this  applicant  shall  be  used  by  non- 
conforming  use;  that  there  shall  be  no  repairing  of 
automobiles  permitted  on  the  premises ;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one 
(1)  year  from  the  date  of  this  amended  resolution; 


Resolved  further,  that  the  Board  of  Standards  and 
Appeals  does  hereby  amend  its  resolution  of  April  4, 
1939  and  hereby  approves  plans  as  being  in  general 
compliance  with  the  design  and  arrangement  as  required 
under  said  resolution,  on  condition  that  if  closure  doors 
are  installed  on  the  greasing  section,  that  no  greasing 
pits  shall  be  installed  inside  the  building,  but  that  the 
greasing  equipment  shall  be  of  the  hydraulic  type  and 
permitting  the  roof  construction  to  be  fire-retarded,  as 
shown,  in  lieu  of'  the  fireproof  construction  required 
under  the  resolution  of  the  board  of  April  4,  1939,  pro¬ 
vided  the  ceiling  throughout  is  fire-retarded  in  accord¬ 
ance  with  the  rules  of  the  Board  of  Standards  and 
Appeals.” 


537-43-BZ 

APPLICANT— Joseph  B.  Lynch,  for  Staten  Island  Oil  Co., 
owner. 

SUB  I ECT— Application  (decisions  of  the  acting  borough 
superintendent)  under  sections  7c  and  21  of  the  zon¬ 
ing  resolutions,  to  permit  in  a  residence  and  manu¬ 
facturing  use  district,  the  installation  of  a  fuel  oil 
tank  and  pipe  lines,  and  the  extension  of  a  three  car 
garage  to  a  five  car  garage  for  owner’s  trucks. 
PREMISES  AFFECTED— Foot  of  Tower  lane,  582.87  ft. 

east  of  Victory  boulevard  (Block  2620,  Lots  78  and 
300),  Travis,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Opposition  :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (537-43-BZ) 

Whereas,  Joseph  B.  Lynch,  for  Staten  Island  Oil  Com¬ 
pany,  owner, 'filed  November  9,  1943,  an  application  under 
sections  7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  and  manufacturing  use  district,  the  installation  of  a 
fuel  oil  tank  and  pipe  line  and  the  extension  of  a  three  car 
garage  to  a  five  car  garage  for  owner  s  trucks,  affecting  prem¬ 
ises,  Foot  of  Tower  lane,  582.87  ft.  east  of  Victory  boulevard 
(Block  2620,  Lots  78  and  300),  Travis,  Borough  of  Rich¬ 
mond;  and  _  , 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals  at  its  regular  meeting, 
October  10,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  Victory  boulevard  is  in  a  retail  use,  E  area, 
1 -times  height  districts;  Tower  lane  is  partly  retail  use  and 
residence  use;  the  section  near  Fresh  Kills  Creek  is  in  a 
manufacturing  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  15,  1943,  re  Misc.  F.D.  App.  139-43,  reads: 

“1.  This  proposed  installation  of  fuel  oil  tank  and 
piping  is  not  permitted  as  it  is  in  a  Residential  and  Manu¬ 
facturing  Use  Zone  and  contrary  to  Art.  II,  Sec.  3  and  4b 
of  the  Zoning  Res.” 

Whereas,  the  decision  of  the  borough  superintendent,  dateb 
October  15,  1943,  re  Alt.  App.  85-43,  reads: 

“1.  This  proposed  alteration  of  the  garage  is  not  per¬ 
mitted  as  it  is  in  a  Residential  Use  Zone  and  contrary  to 
Art.  II,  Sec.  3  of  the  Zoning  Resolution.” 

and  ,  .  .  , 

Whereas,  the  applicant  states  the  premises  consist  ot  an 

irregularly  shaped  plot  approximately  375  ft.  by  800  ft.  in 
area,  occupied  as  an  oil  storage  plant,  including  office,  garage, 
tanks  and  pumps  ;  and 
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Whereas,  the  applicant  contends  that  the  premises  were 
rezoned  trom  unrestricted  use  to  residence  and  manufactur¬ 
ing  use  on  January  21,  1942;  that  this  appeal  is  under  sections 
,  and  21  to  permit  the  extension  of  the  existing  oil  storage 
plant  which  was  established  in  1938;  that  there  is  no  increase 
in  the  proportions  of  the  property,  but  merely  in  the  existing 
t aci  1 1  ties ;  that  present  conditions  consist  of  an  oil  storage 
plant  operating  under  permit  from  the  Fire  Department  and 
comprise  a  one  and  two-story  garage  and  office,  a  loading 
rack,  a  Uh  extinguishing  house,  a  warehouse,  two  25,000 
gallon  and  one  15,000  gallon  underground  storage  tanks  used 
R  tor  the  storage  of  gasoline,  kerosene  and  fuel  oil  #2  together 
with  necessary  piping,  etc.;  that  the  proposed  work  consists 
of  the  installation  of  one  20  by  20  ft.  (50,000  gallon)  above 
ground  fuel  oil  storage  tank  (#2  oil),  together  with  neces- 
s.m  dike  enclosure  walls,  fire  extinguishing  equipment,  pipe 
■  lines,  as  indicated  on  plans  filed  with  this  application,  also  an 
extension  to  the  present  one-story  garage  building  for  addi¬ 
tional  garage  space,  also  shown  on  plans  filed;  that  the  above 
ground  tankage  system  was  approved  by  the  Department  of 
Buildings  under  Misc.  App.  F.P.  641-41,  but  due  to  Federal 
1  restrictions  prohibiting  work  of  this  nature,  it  was  impossible 
!  t(^. start  the  work  prior  to  the  rezoning  of  plot;  that  upon  ap¬ 
plication  to  the  Department  for  an  extension  of  time  to  com¬ 
plete  work,  it  was  denied,  due  to  the  change  of  zone;  that  the 
extensmn  to  the  existing  garage  was  not  included  in  F.P 
641-41  ;  that  the  property  is  located  along  Main  Creek  in  salt 
marsnes  and  burying  tanks  is  impractical;  that  tide  waters 
now  Hood  the  lower  level  of  the  property;  that  all  required 
priorities  have  been  obtained  from  the  War  Petroleum  Ad¬ 
ministrator  and  the  owner  has  been  able  to  obtain  the  re¬ 
quired  tank;  that  additional  storage  facilities  are  extremely 
necessary  tor  the  business  now  conducted  by  this  company, 
and  approval  of  the  appeal  as  submitted  is  sought,  in  view  of 
the  tact  that  both  Building  and  Fire  Departments  have 
already  approved  the  project  prior  to  the  change  of  zone- 
and  ’ 

Whereas,  the  Board  deemed  that  this  was  a  proper  case  in 
which  to  exercise  its  discretion  to  grant  under  section  7  sub¬ 
division  c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application  be 
and  it  hereby  is  granted  under  section  7-c  thereof,  as  to 
objection  1  of  F.P.  App.  139-43  and  objection  1  of  Alt.  Applic. 
°"'43,  on  condition  that  the  extensions  to  the  oil  storage  plant 
of  the  garage  shall  be  maintained  as  proposed,  as  indicated 
on  plans  filed  with  this  application  marked  “Received  Novem¬ 
ber  9,  1943,’’  except  that  an  additional  tank  marked  “future” 
on  Drawing  2  of  such  plan  is  not  included  and  shall  in  all 
other  respects,  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto ;  that  the  fire-fighting  equipment  shall  be 
maintained  or  extended  as  may  be  required  by  the  fire  com¬ 
missioner;  that  all  permits  required  shall  be  obtained  and  all 
work  completed  within  one  (1)  year  from  the  date  of  this 
resolution  and  an  amended  certificate  of  occupancy  shall  be 
obtained;  that  the  requirements  of  resolution  adopted  this 
day  under  Cal.  538-43-A  shall  be  complied  with. 


AC  i  lUN  Oi*  BOARD — Application  denied 
UE  \  OiL  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  ’ Commissioners 
Ravage  and  Blum  and  Deputy  Chief  Gunn. .  4 


520-44-BZ 


•  APPLICANT— Colonial  Beacon  Oil  Company,  for  F.  &  L. 
I'  _  Building  Corp.,  owners. 

UB1EC1  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  in  a  business  use  district,  the  replacement 
oi  a  building  now  used  as  a  garage  for  more  than 
five  motor  vehicles,  with  a  gasoline  service  station, 

;  office,  lubritorium  and  car-washing. 

)  REMISES  AFFEC  I  ED — 2956-2964  Atlantic  avenue  and 
295-301  Cleveland  street,  southeast  corner  (Block 
,  _T  3969.  Lot  16),  Borough  of  Brooklyn. 
\PPEARANCES — 

For  Applicant :  Toseph  B.  Lvnch. 

For  Opposition  :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


867 


THE  RESOLUTION  < 520-44-BZ) 

Whereas,  Colonial  Beacon  Oil  Company,  for  F  &  L  Bide 
Corp.,  owner  filed  September  8,  1944,  an  application 'under 
^cftlonf  .u  the1zoninS  resolution,  to  permit  in  a  business  use 
district,  the  replacing  of  a  garage  for  more  than  five  (5) 
motor  vehicles  by  a  gasoline  service  station,  office,  lubritorium 
and  car-washing,  affecting  premises  2,56-2964  Atlantic  ave- 
Uev,eland  street,  southeast  corner  (Block 
^  ’  ^orough  of  Brooklyn;  and 
W  hereas  a  public  hearing  was  held  on  this  application  by 
ie  Board ^of  Standards  and  Appeals  at  its  regular  meeting, 
October  10,  1944,  after  due  notice  by  publication  in  the  Bui- 
C  w  °*  ®oarc^  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Atlantic  avenue  is  in  business  and  unre& 
stricted  use  districts;  Cleveland  street  is  in  an  unrestricted 
and  residence  use  districts  and  both  are  in  C  area  and  1-times 
height  districts ;  and 

W  hereas,  the  decision  of  the  borough  superintendent,  ren¬ 
dered  as  to  N.B.  148-1944,  dated  August  18,  1944,  reads: 

1.  Replacement  of  existing  public  garage  with  a 
gasoline  service  station,  office,  lubritorium  and  car  wash- 
kosmess  use  district  is  contrary  to  Art.  II,  Sec.  4 
(a)  46  of  the  Zoning  Resolution.” 
and 

^y^REAS,  the  applicant  states  that  the  premises  consist  of 
a  plot  90  45  ft.  by  91.4  and  76.6  ft.,  irregular,  in  area,  on  which 
is  located  a  one-story,  nonfireproof  garage  building ;  that  it  is 
proposed  to  remove  this  building  and  replace  it  with  a  gaso- 
hne  service  station  consisting  of  eight  buried  550  gallon  gaso¬ 
line  tanks,  five  gasoline  pumps  on  two  concrete  islands  and 
pumps  which  will  set  back  10  ft.  from  the  building  line  a 
-car  service  center  and  two  oil  tanks  of  ten  and  20  barrels 
respectively,  light  standard  and  air  service ;  and 
Whereas,  the  applicant  contends  that  the  existing  con¬ 
ditions  show  that  the  present  garage,  one-story  high  covers 
the  proposed  plot,  having  a  frontage  of  90.45  ft.  on  Atlantic 
avenue  and  a  frontage  of  76.6  ft.  on  Cleveland  street;  this 

#  imon  oaond  T  wa* established  in  1923  under  N.B.  Permit 

•  inS"?  and  Ce[tlficate  of  occupancy  #28217  was  issued 
\n  }^4,tor  a  Public  garage,  the  latter  still  being  in  ef- 
fw  r>ndi jC-opy  °f  said  certificate  is  filed  with  the  Board; 
that  Building  Department  records  further  show  the  above 
Aew  Building  permit  was  approved  August  25,  1922  for  a 
one- story  non-fir eproof  garage  for  thirty-five  cars  and  Per¬ 
mit  #8o96-32  approved  on  November  4,  1932,  for  a  gaso- 
hne  service  station  to  occupy  the  front  portion  of  premises 
with  the  garage  to  remain  at  the  rear,  that  no  work  was 

Ifidf  iq??  lu'l  exP,ired  by  limitation  November 

tutfi,  1904,  that  at  the  time  the  garage  was  erected,  the  plot 
was  situated  in  an  unrestricted  use  district  and  therefore 
i  nrf  f  Permissable  use ;  that  Atlantic  avenue,  to  a  depth  of 
1U0  ft.  at  section  where  plot  is  located,  was  rezoned  from 

4o^tAIfedite0i!)Ui1^e1SS  U,Se  Under  City  Planning  amendment 
dated  May  15th,  1941 ;  that  proposed  conditions  include  re¬ 
moval  of  present  building,  including  filling  in  of  present 
boiler  room  with  exception  of  portions  of  the  rear  and  side 
walls,  which  will  be  used  as  lot  line  walls;  a  new  service 
station  building  53  ft.  9 ^  in.  by  30  ft.  will  be  erected  and 
will  be  used  as  an  office,  rest  rooms,  heater  room,  two  bay 
lubritorium  with  hydraulic  lifts  and  a  car  washing  bay  all 
in  accordance  with  sketches  filed  with  application  and  will 
have  a  sloping  roof  finished  with  slate,  walls  of  brick 
finished  with  red  faced  brick,  steel  sash  and  concrete  floors  • 
that  pumps  to  be  set  back  a  minimum  of  10  ft.  from  anv 
street  line ;  that  lot  line  walls  will  be  finished  with  face 
brick  with  shrubbery  and  plotted  area  protected  by  concrete 
curb,  as  indicated;  that  present  curb  cuts  consist  of  two 
12  ft.  each,  while  the  new  ones  will  be  two  on  Atlantic 
Avenue  30  ft.  each  and  two  on  Cleveland  street  25  ft  each  • 
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that  no  cuts  will  be  within  4  ft.  of  any  lot  line,  as  extended  , 
that  advertising  will  be  limited  to  flat  signs  on  building  and 
one  post  standard  (Brand  sign  30  sq.  ft.)  overhanging  lot 
line  5  ft. ;  that  the  base  of  sign  will  constitute  a  segmental 
chock  of  concrete  at  the  intersection,  with  about  4  ft.  each 
way ;  that  the  gasoline  system  will  consist  of  eight  new  550 
gallon  underground  tanks  and  the  present  tanks  will  be 
abandoned ;  that  a  1080  gallon  fuel  oil  tank  for  heating  pm  - 
poses  will  also  be  installed ;  that  as  indicated  on  radius  dia¬ 
gram,  there  now  exists  in  block  bounded  by  Atlantic  avenue, 
Elton  street,  Linwood  street  and  Liberty  avenue  a  public  play  ¬ 
ground,  under  the  jurisdiction  of  Department  of  Parks;  that 
this  playground  was  built  about  1938  ;  that  there  is  no  opening 
to  this  playground  on  Atlantic  avenue,  as  indicated  on  photos, 
inasmuch  as  entire  frontage  is  enclosed  by  an^8  in.  concrete 
wall  with  wire  fence  above  to  a  height  of  18  ft. ;  that  this 
wall  is  used  for  handball  courts ;  that  the  playground  en¬ 
trances  on  Elton  street  are  a  minimum  distance  of  about 
115  ft.  from  the  intersection  of  Atlantic  avenue  and  Elton 
street  and  in  no  case  is  an  entrance  to  the  playground  within 
200  ft.  of  an  entrance  to  the  gasoline  service  station,  nor  on 
the  same  street  between  the  same  intersecting  streets ,  there¬ 
fore  it  is  felt  that  the  requirements  of  21a  of  the  amended 
zoning  resolution  do  not  apply;  that  the  neighborhood  is 
devoted  chiefly  to  factories  and  garages,  including  one  gaso¬ 
line  service  station  and  the  plant  of  the  Brooklyn  Union  Gas 
Company  and  it  is  felt  that  the  removal  of  present  garage 
building  and  the  erection  of  the  modern  gasoline  station  will 
tend  to  improve  the  appearance  of  Atlantic  Avenue,  rather 
than  deteriorate  the  same;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  c  of  the  zoning  resolu¬ 
tion,  for  the  replacing  of  existing  public  garage  with  a 
gasoline  service  station,  office,  lubritorium  and  car  washing. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.B.  148-44,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby7  is  denied. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

538-43-A 

APPLICANT— Joseph  B.  Lynch,  for  Staten  Island  Oil  Co., 
owner. 

SUB  I ECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— Foot  of  Tower  lane,  582.87  ft. 

east  of  Victory  boulevard  (Block  2620,  Lots  78  and 
300),  Travis,  Borough  of  Richmond,  (Under  section 
36,  General  City  Law  re  building  fronting  on  private 
street — Tower  lane). 

APPEARANCES— 

For  Applicant:  loseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (538-43-A) 

Whereas,  Joseph  B.  Lynch,  for  Staten  Island  Oil  Com¬ 
pany,  Inc.,  owner,  filed  November  9,  1943,  pursuant  to  Section 
36  of  the  General  City  Law,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises!  Foot  of  Tower 
lane,  582.87  ft.  east  of  Victory  boulevard  (Block  2620,  Lots  78 
and  300),  Travis,  Borough  of  Richmond;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  15,  1943,  on  Misc.  Fuel  Oil  Applic.  139-43, 
reads : 


“2.  This  proposed  installation  of  fuel  oil  tank  and 
piping  is  not  permitted,  as  it  is  situated  on  Tower  lane, 
which  is  a  private  street  so  is  contrary  to  General  City 
Law,  #36.” 


Whereas,  the  applicant  states  that  the  premises  are  375  ft., 
irregular  and  425  ft.  front  by  800  ft.  in  depth ;  located  in  a 
residence  and  manufacturing  use  district  and  used  since  1938 


as  an  oil  storage  plant ;  and 

Whereas,  the  applicant  contends  that  this  is  an  appeal  to 
permit  existing  and  proposed  buildings  and  tanks  to  face  on 
Tower  lane;  that  this  appeal  is  filed  in  conjunction  with 
application  for  a  zoning  variance  under  Cal.  537-43-BZ ;  that 
the  present  plan  consists  of  a  one  and  two  story  garage  and 
office  and  the  usual  tanks,  loading  racks,  warehouse,  etc., 
erected  in  1938 ;  that  no  question  of  compliance  with  Section 
36  of  the  General  City  Law  was  raised  at  the  time  of  the 
erection  of  these  buildings ;  that  the  present  owner  acquired 
the  property  in  1938  and  the  only  connection  to  the  public 
highway  is  by  means  of  Tower  lane,  which  is  clearly  indicated 
on  plans  filed  with  the  Board  under  Cal.  537-43-BZ ;  that  an 
easement  has  been  acquired  for  the  use  of  Tower  lane  as  a 
private  right  of  way. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Fuel  Oil  Applic.  139-43,  objection  2,  be  and  it 
hereby  is  modified,  and  that  the  appeal  be  and  it  hereby  is 
granted,  under  the  powers  vested  in  the  Board  by  Section#6 
of  the  General  City  Law,  on  condition  that  the  construction 
proposed  shall  not  extend  through  into  the  bed  of  any  por¬ 
tion  of  a  mapped  street. 


480-44-A 

APPLICANT — Gioacchino  Colasanto,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
re  Transportation  of  kerosene  in  tank  truck  in  New 
York  City  (capacity  of  tank  not  in  conformity  with 
Administrative  Code  specifications  covering  Tank 
Trucks). 

APPEARANCES— 

For  Applicant :  Frank  P.  Luongo  and  Gabriel  Cola¬ 
santo. 

For  Administration  :  Edwin  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 


THE  RESOLUTION  (480-44-A) 

Whereas,  Gioacchino  Colasanto,  owner,  filed  August  19, 
1944  an  appeal  from  a  decision  of  the  fire  commissioner  relat¬ 
ing  to  the  use  of  a  truck  for  the  transportation  of  liquid  prod¬ 
ucts  of  petroleum  in  the  City  of  New  York;  and 

Whereas,  Order  38771-LC  issued  by  the  fire  commissioner 
July  14,  1944  reads  : 

“An  inspection  of  truck  #2  on  a  Ford  chassis  used 
for  the  transportation  of  any  liquid  products  of  petroleum 
shale  oil  or  coal  tar,  as  required  by  Section  C19-52.0-a, 
Title  C,  Part  1,  Article  8  of  the  Administrative  Code  of 
the  City  of  New  York,  shows  the  following  requirements 
necessary  before  a  permit  can  be  issued  : 

1.  Discontinue  the  use  of  cargo  tank  in  excess  of 
three  hundred  (300)  U.  S.  gallons.  Section  14.4. 

2.  Locate  draw-offs  of  cargo  tank  at  rear  of  vehicle 
and  protect  same  with  a  substantial  bumper  permanent!)' 
secured  to  the  chassis  frame.  Section  14.4. 

3.  Submit  specifications,  including  all  accessories,  lo¬ 

cation  of  draw-offs  and  approximate  weight  of  tank. 
Section  1.6.  W 

Note  :  Within  thirty  days,  this  order  may  be  appealed 
to  the  Board  of  Standards  and  Aopeals  under  the  pro¬ 
visions  of  the  New  York  City  Charter. 

It  is  unlawful  for  you  to  operate  this  truck  on  a  public 
highwav  without  a  permit  from  the  Fire  Commissioner. 
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Kindly  advise  this  department  when  the  above  items 
have  been  complied  with.” 

and 

Whereas,  the  applicant  states  that  he  is  in  the  retail  ice, 
coal  and  kerosene  oil  business  with  sales  being  made  to  house 
to  house  customers ;  that  the  truck  in  question  was  purchased 
in  May  1944  as  a  used  truck  and  contained  a  steel  tank  of  400 
gallon  capacity ;  that  prior  to  the  applicant’s  purchase  of  the 
truck,  the  truck  had  been  regularly  approved  by  the  Fire 
Commissioner  and  permits  for  its  use  issued ;  that  the  appli¬ 
cant  made  application  for  the  issuance  of  a  permit  and  an 
examination  of  the  truck  was  made  by  the  Fire  Department, 
with  the  result  that  the  order  herein  appealed  was  issued ; 
that  this  appeal  applies  solely  to  item  1  of  the  fire  commis¬ 
sioner’s  order  ;  that  item  2  of  the  fire  commissioner’s  order 
will  be  complied  with ;  that  item  3  of  the  fire  commissioner’s 
order  cannot  be  complied  with  at  this  time  and  that  the  infor¬ 
mation  required  is  not  obtainable,  as  the  manufacturer  of  the 
truck  has  discontinued  business ;  that  however,  a  former  em¬ 
ployee  who  had  supervision  of  tank  manufacturing  for  the 
tank  manufacturer,  is  presently  outside  of  the  State,  engaged 
m  defense  work  and  is  expected  to  return  to  the  City  shortly ; 
that  as  soon  as  contact  is  made  with  him,  the  required  speci¬ 
fications  will  be  submitted  to  the  hire  Department ;  and 
Whereas,  the  applicant  contends  as  to  item  1  of  the  fire 
commissioners  order,  that  the  cab  and  chassis  were  originally 
purchased  on  May  29,  1941  by  the  DiLeo  Fuel  Company  and 
the  tank  and  body  installed  by  1.  Pezzoni ;  that  said  tank  and 
body  had  previously  been  on  another  truck  and  were  trans¬ 
ferred  to  the  present  truck;  that  a  permit  was  issued  by  the 
fire  department  to  the  DiLeo  Fuel  Company  for  the  use  of 
the  truck  for  the  year  1941  and  a  similar  permit  issued  for 
1942;  that  in  1943  the  truck  was  transferred  to  Nick  DiLeo 
after  dissolution  of  the  DiLeo  Fuel  Company;  that  a  permit 
was  issued  for  the  truck  for  1943-44  expiring  July  1.  1944; 
that  section  144  of  the  tank  truck  specifications  was  adopted 
August  26,  1939,  about  2  years  before  the  truck  in  question 
was  approved  for  the  first  time  and  permit  issued;  that  sub¬ 
sequent  renewals  of  the  permits  were  had;  that  the  applicant 
at  this  time  is  in  a  no  less  favorable  position  than  Nick  DiLeo 
was  on  September  27,  1943,  at  which  time  a  permit  was  issued 
to  him  as  a  transferee  of  tlie  original  owner  and  original  per¬ 
mittee;  that  to  be  required  to  comply  with  item  1  of  the  fire 
commissioner’s  order  would  impose  a  requirement  that  in  the 
light  of  the  foregoing,  is  undoubtedly  discriminatory  and 
would  not  afford  to  the  present  owner  the  treatment  accorded 
to  others  in  a  similar  position  ;  that  all  permits  for  the  use  of 
this  truck  were  previously  issued,  despite  the  fact  that  the 
truck  contained  at  all  times  a  400  gallon  tank ;  that  compli¬ 
ance  with  the  requirements  of  item  1  of  the  order  would  not 
only  be  a  hardship  on  the  present  owner,  but  would  also  be 
impossible  at  this' time;  that  the  mechanics  able  to  do  the 
type  of  work  required  to  be  performed  are  engaged  in  the 
war  effort ;  that  the  work  required  to  be  performed  will  use 
additional  steel  for  which  application  for  priority  assistance 
must  be  made;  that  the  applicant  has  been  advised  that  an 
apnlication  for  such  priority  will  be  denied:  and 
Whereas,  an  examination  of  fire  department  folder  No. 
5006-793  indicates  that  the  DiLeo  Fuel  Oil  Company,  Inc. 
filed  an  application  on  June  17,  1942  for  a  permit  to  operate 
its  truck  #2  which  appears  to  be  the  truck  in  question  and 
permit  # 7025  was  issued  to  expire  Tuly  1,  1943  and  that  on 
June  11,  1943  an  application  was  filed  for  a  permit  for  the 
same  truck  and  permit  issued  to  expire  July  1,  1944  and 
that  on  June  16,  1944  it  was  stated  by  the  Fire  Department 
inspector  that  Nick  DiLeo  no  longer  owned  the  truck  in 
question ;  and 

Whereas,  an  examination  of  Fire  Department  folder 
5006-2498  indicates  that  Gioacchino  Colasanto  filed  an  appli¬ 
cation  for  a  permit  for  the  truck  referred  to  above  and 
that  an  inspection  was  made  of  said  truck  resulting  in  the 
order  herein  appealed  being  issued ;  that  a  survey,  which 
appears  as  part  of  said  application  for  a  permit,  indicates 
that  the  truck  is  a  Ford  chassis  #12189,  engine  #6436,  con¬ 
taining  a  400  gallon  tank  and  having  a  gross  weight  of  truck 
and  load  of  10,780  lbs.;  that  the  container  conforms  to  law; 
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that  the  oil  filling  connection  is  located  outside  of  cab,  right 
side ,  that  wiring  details  are  good ;  that  fire  protection  is 
provided  by  four  one-quart  pyrene  extinguishers  located  on 
the  side  of  the  truck  and  in  good  condition ;  that  the  tank 
has  a  capacity  of  400  gallons  in  one  compartment  and  is  a 

ezzoni  tank  having  a  ten  gauge  shell  and  an  8  gauge  welded 
head  of  double  construction ;  that  draw-off  lines  are  located 
at  bottom  of  the  tank  and  faucets  at  the  right  side  of  the 
truck ;  that  tank  covers  are  self-closing,  equipped  with 
gaskets  and  set  to  open  at  not  more  than  91  degrees ;  that 
bumper  is  attached  to  chassis  frame  and  draw-off  valves 
are  protected. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  38771-LC,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  as  to 
item  jhat  the  truck  shall  be  the  same  truck  for  which  permit 
No.  7025  was  issued  on  July  1,  1943  to  the  former  owner; 
that  the  size  of  the  tank  shall  not  exceed  400  gallons;  that 
Item  2  shall  be  complied  with;  that  the  information  required 
under  Item  3  of  the  order  shall  be  furnished  to  the  fire 
commissioner  within  60  days;  that  this  variance  shall  con¬ 
tinue  only  so  long  as  the  truck  is  maintained  in  good  struc¬ 
tural  condition  to  the  satisfaction  of  the  fire  commissioner. 


Adjourned:  12:15  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  10,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
696-39-A 

APPLICANT— George  G.  Lake,  for  John  J.  Campbell, 
adjoining  property  owner.  Owner  of  premises — 
Marie  M.  Sasso. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  of  buildings — re  revocation  of  Certificate 
of  Occupancy  #18530-32. 

PREMISES  AFFECTED — 2321  Third  avenue  and  201 
East  126th  street,  northeast  corner  (Block  1791, 
*  Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ings  and  Buildings. 

ACTION  OF  BOARD- — Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  . .  4 

Negative :  .  o 

THE  RESOLUTION  (696-39-A) 

Whereas,  George  G.  Lake,  for  John  J.  Campbell,  adjoin¬ 
ing  property  owner,  filed  on  May  25,  1939,  an  appeal  from 
a  decision  of  the  borough  superintendent,  relative  to  the 
revocation  of  Certificate  of  Occupancy  18530-32,  affecting 
premises  2321  Third  avenue  and  201  East  126th  street,  north¬ 
east  corner  (Block  1791,  Lot  1),  Borough  of  Manhattan; 
and 

Whereas,  on  December  10,  1940,  this  matter  was  placed 
on  the  Reserve  Calendar,  pending  a  decision  by  the  Court, 
on  Cal.  No.  697-39-A,  affecting  premises  28  Bowery.  Borough 
of  Manhattan ;  and 

Whereas,  on  fune  23,  1944,  court  proceedings  in  connection 
with  Calendar  No.  697-39-A,  were  discontinued  because  of 
legislative  action  (1944  session),  amending  the  Multiple 
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Dwelling  Law  as  to  lodging  houses,  thereby  eliminating  the 
necessity  for  the  continuance  of  the  subject  appeal. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


436-44-A 

APPLICANT— Fifth  Avenue  Restaurant  Company,  lessee, 
for  Fifth  Avenue  Building  Company,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 200  Fifth  avenue,  1-21  West 
23rd  street,  2-24  West  24th  street,  west  side,  Fifth 
Avenue  and  Broadway,  extends  from  West  23rd  to 
West  24th  streets  (1st  floor)  ;  (Block  825,  Lot  31), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  S.  Cowen  and  Hebard  Paine. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (436-44-A) 

Whereas,  the  Fifth  Avenue  Restaurant  Company,  lessee 
for  the  Fifth  Avenue  Building  Company,  owner,  filed  July 
13,  1944,  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  200  Fifth  avenue,  west  side,  from 
23rd  to  24th  streets  and  1-21  West  23d  street,  2-4  West  24th 
street  (1st  floor)  ;  (Block  825,  Lot  31),  Borough  of  Manhat¬ 
tan  ;  and  . 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  14,  1944,  on  Misc.  Applic.  437-43  reads : 

“1.  Repeat.  Revolving  door  should  be  removed  or 
a  required  exit  should  be  provided  immediately  adjacent 
to  such  door,  sec.  C26-1446.0  Ad.  Code.  Note  that  only 
type  A  doors  are  permitted.” 

and 

Whereas,  the  applicant  states  the  building  is  15  stories 
and  pent  house  (202  ft.)  in  height,  136  ft.  front  on  Fifth 
avenue,  239  ft.  8  in.  on  23d  street,  66  ft.  2  in.  on  Broadway 
and  264  ft.  7  in.  on  24th  street;  of  Class  1  construction; 
erected  in  1909;  located  in  business  use,  B  area,  district ;  used 
and  occupied  as  follows :  subcellar,  boilerroom,  coal  bunkers, 
8  persons ;  cellar,  building  service,  stores  and  space  for  ten¬ 
ants,  36  persons;  ground  floor,  offices,  showrooms,  stores 
and  restaurants,  bank  181  persons;  mezzanine,  merchant 
tailor,  14  persons ;  2nd  floor,  offices,  showrooms  and  building 
service,  143  persons ;  3rd  to  13th  floors,  offices  and  show¬ 
rooms,  maximum  occupancy  of  295  persons  on  the  7th  floor; 
14th  floor,  offices,  showrooms  and  lunch  club,  90  persons ; 
15th  floor,  health  institute,  store  rooms  and  building  service, 
5  persons ;  pent  house,  building  service ;  that  the  building  is 
equipped  with  a  one-source  sprinkler  system,  a  standpipe 
system  and  interior  fire  alarm  system ;  that  there  are  three 
interior  stairs,  one  on  Fifth  avenue  front,  53  in.  wide,  closed 
in  terra  cotta  block  partitions,  leading  directly  to  the  street ; 
one  on  23d  street,  3  in.  wide,  enclosed  in  partitions  of  terra 
cotta  block,  brick  and  iron ;  and  one  on  the  24th  street  side, 
43  in.  wide  and  similarly  enclosed ;  and 

Whereas,  the  applicant  contends  that  amendment  to  Misc. 
Applic.  437-43  was  filed  for  permission  to  retain  an  existing 
revolving  door  on  24th  street,  upon  the  installation  of  an 
emergency  door  in  an  adjacent  bay;  that  the  borough  superin¬ 
tendent  denied  this  request  and  directed  the  removal  of  such 
revolving  door  or  the  installation  of  a  required  exit  immedi¬ 
ately  adjacent  thereto;  that  the  premises,  occupied  by  the 
restaurant,  consists  of  a  portion  of  the  ground  floor  space  on 
the  24th  street  side  and  a  portion  of  the  cellar  with  approxi¬ 
mate  areas  as  follows :  6,279  sq.  ft.  used  as  kitchen  and 
service  room  in  the  cellar  ;  9,655  sq.  ft.  as  restaurant,  cafe  and 
office  on  the  1st  floor;  512  sq.  ft.  for  storing  equipment  on 
the  balcony ;  that  Alt.  2452-31  was  approved  for  restaurant 


use  with  the  following  exits :  Cellar,  1  exit  to  building  base¬ 
ment  2  ft.  6  in.  wide,  southeast  corner  of  kitchen ;  1  exit  to 
basement  corridor,  4  ft.  wide  at  southeast  corner  of  kitchen ; 
one  stair  from  cafe  to  men’s  room  at  southeast  corner,  3  ft. 
wide ;  four  section  service  stair  to  pantry,  each  32  inches 
wide;  exits  from  restaurant  on  ground  floor:  1  from  lobby, 
4  ft.  2  in.  wide  to  a  public  passageway  opening  to  the  arcade ; 
one  from  lobby  4  ft.  10  in.  from  public  passageway  opens 
to  the  arcade ;  double  set  of  swinging  doors  in  entrance,  5  ft. 
wide  leading  directly  from  the  arcade  to  the  lobby  of  the 
restaurant ;  a  double  set  of  swinging  doors  4  ft.  8  in.  wide 
leading  directly  from  the  arcade  to  men’s  cafe.  Exit  from 
balcony  :  stairway  from  balcony  to  lobby  2  ft.  4  in.  wide;  that 
there  is  a  revolving  door,  A  type,  fronting  on  24th  street ; 
that  the  proposed  plan  contemplates  the  installation  of  an 
emergency  door  in  men’s  cafe  fronting  on  24th  street,  ap¬ 
proximately  16  ft.  from  the  revolving  door ;  that  the  two 
rooms  consisting  of  a  dining  room,  in  which  the  revolving 
door  is  located,  and  the  men’s  cafe,  are  separated  by  a  parti¬ 
tion  with  opening  5  ft.  10  in.  wide,  maximum  capacity  for 
both  rooms  is  384  persons;  that  the  maximum  number  of 
employees  is  39 ;  that  due  to  the  extreme  hardship  and  extra¬ 
ordinary  expense  involved  in  strict  compliance  with  the  bor¬ 
ough  superintendent’s  decision,  the  applicant  requests  a 
revision  of  such  decision,  as  it  would  require  the  removal  of 
a  radiator  and  the  installation  of  a  door  only  2  ft.  8  in.  wide ; 
that  the  installation  of  a  door  as  proposed,  would  permit  a 
door  approximately  4  ft.  wide  and  thus  a  door  considerably 
wider  than  that  permitted  immediately  adjacent  to  the  revolv¬ 
ing  door;  that  the  erection  of  a  door  immediately  adjacent 
to  a  revolving  door,  would  entail  the  closing  of  one  of  the 
air  outlets  leading  to  the  basement ;  that  the  windows  on  the 
24th  street  side  are  sash  windows,  easily  removable,  and  if 
the  lower  portion  of  each  is  raised,  there  is  a  sill  extending 
approximately  29  in.  from  street  level. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Misc.  Applic.  437-43,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  an  outwardly  swinging  door  shah  be  con¬ 
structed  substantially  as  indicated  on  plans  marked  “Received 
July  13,  1944”,  except  that  such  door  shall  be  located  in  the 
bay  west  of  the  existing  revolving  door  to  24th  street  and 
located  in  the  center  of  such  space ;  that  such  door  may  be 
equipped  with  an  approved  panic  bolt ;  that  the  door  shall 
not  open  over  the  building  line  beyond  the  amount  lawfully 
permitted ;  that  in  all  other  respects,  the  requirements  of  all 
laws,  rules  and  regulations  applicable  thereto  shall  be  com¬ 
plied  with. 


465-44-A 

APPLICANT— Elias  K.  Herzog,  for  Henmarsh  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 520-524  West  48th  street,  south 
side,  300  ft.  north  of  10th  avenue  (Block  1076,  Lot 
45),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Elias  K.  Herzog. 

For  Administration :  Insp.  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  ® 

THE  RESOLUTION  (466-44-A) 

Whereas,  Elias  K.  Herzog,  for  Henmarsh  Realty  Corpo¬ 
ration,  owner,  filed  July  28,  1944,  an  appeal  from  an  order 
of  the  fire  commissioner,  affecting  premises  520-524  West 
48th  street,  south  side,  300  ft.  west  of  10th  avenue  (Block 
1076,  Lot  45),  Borough  of  Manhattan;  and 
Whereas,  Order  17915-LF,  issued  by  the  fire  commis¬ 
sioner,  dated  May  7,  1943,  reads : 
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“You  are  hereby  ordered  and  required,  within  30  days 
from  the  date  of  the  service  of  this  order,  to: 

#1.  Repair  or  replace  the  defective  shutters  with 
proper  iron  shutters  at  all  openings  in  the  exterior  wall 
which  are  distant  in  a  direct  line  less  than  30  ft.  from 
any  opening  in  any  other  building  and  not  in  the  same 
plane  with  said  openings  and  which  are  not  more  than 
50  ft.  above  a  neighboring  roof  at  south  and  east  side 
of  buildings  or  approved  protection. 

3.  Replace  missing  iron  shutters  at  all  openings  in 
the  exterior  wall  which  are  distant  in  a  direct  line  less 
than  30  ft.  from  any  opening  in  any  other  building  and 
not  in  the  same  plane  with  said  openings  and  which  are 
not  more  than  50  ft.  above  a  neighboring  roof  at  the 
south  side  of  building  and  at  2  windows  at  southeast 
corner  of  building  in  east  wall,  or  other  approved  protec¬ 
tion  in  accordance  with  the  Board  of  Standards  and 
Appeals.  491A  2-2.0  Res.  470-21-A.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
June  28,  1944,  reads: 

“In  reply  to  your  request  to  hold  tell  requirements  of 
Order  17915-LF  in  abeyance  for  the  duration  of  the  war 
and  six  months  thereafter,  you  are  advised  that  this 
department  is  without  the  authority  to  hold  the  require¬ 
ments  of  the  Adm.  Code  in  abeyance  and  your  request 
must  be  denied.” 

,  and 

Whereas,  the  applicant  states  the  building  is  six  stories 
(67  ft.)  in  height;  75  ft.  by  90  ft.  in  area;  of  Class  3  con¬ 
struction;  erected  1884;  located  in  an  unrestricted  use,  B 
area  district  and  used  since  erection  as  follows :  cellar,  stor¬ 
age  and  locker  rooms,  20  persons;  1st  floor,  bakery,  30  per¬ 
sons  ;  2nd  floor,  linen  supplies  and  assorting,  30  persons ;  3rd  * 
floor,  manufacturing  cosmetics,  25  persons;  4th  floor,  rug 
storage,  2  persons;  5th  floor,  manufacturing  cosmetics,  12 
persons;  6th  floor,  manufacturing  cosmetics  and  cabinet 
shop,  20  persons ;  that  the  building  is  equipped  with  a  two 
source  sprinkler  system,  one  3  ft.  wide  iron  stairs  from  the 
roof  to  the  street,  enclosed  in  fire  retarded  partitions, 
equipped  with  fireproof  self-closing  doors  and  two  fire  es¬ 
capes,  one  at  the  front  and  one  at  the  rear,  extending  to  the 
roof  by  a  ladder,  one  to  the  street  by  a  counterbalanced  ladder 
and  one  to  the  roof  of  the  adjoining  building  with  egress 
thru  the  adjoining  building  to  the  street;  that  windows 
and  doors  along  the  course  of  the  fire  escape  are  fireproof 
self-closing  and  that  the  adjoining  buildings  are  two  stories 
in  height;  and 

Whereas,  the  applicant  contends  that  in  1921,  a  similar 
order  was  issued  and  a  variance  granted  by  the  Board  under 
conditions  which  would  protect  the  then  existing  two  story 
frame  building  located  on  the  lot  to  the  rear  fronting  on 
.  West  47th  street;  that  the  conditions  of  the  Board’s  resolu¬ 
tion  adopted  under  Cal.  470-21-A  were  complied  with  at  that 
time,  but  the  shutters  then  installed  have  now  deteriorated 
to  the  extent  that  they  are  of  no  value  and  in  some  cases 
have  been  entirely  removed ;  that  the  conditions  under  which 
the  Board  acted  have  now  changed,  in  that  the  frame  build¬ 
ing  which  existed  at  the  rear,  has  now  been  removed  and  a 
four  story  fireproof  factory  building  erected  with  a  one 
.  story  fireproof  extension  to  the  rear  lot  line;  that  all  win¬ 
dows  in  the  rear  of  the  four  story  fireproof  building  fronting 
on  West  47th  street  are  equipped  with  fireproof  frames  and 
sash,  glazed  with  wire  glass;  that  the  only  unprotected  ex¬ 
posure  windows  to  the  rear  are  those  in  the  tenements  exist¬ 
ing  on  West  47th  street,  which  are  located  22  ft.  away  from 
the  windows  of  the  building  in  question  and  thus  do  not 
constitute  any  real  hazard ;  that  the  windows  on  the  course 
of  the  fire  escape  on  the  west  wall  of  the  building  in  question 
are  fireproof,  self-closing;  that  all  the  windows  on  the  east¬ 
erly  and  westerly  walls  overlook  existing  buildings  which  are 
under  the  control  of  the  same  owners  as  the  building  in 
question  ;  that  these  buildings  are  also  connected  horizontally 
•  to  the  building  in  question  as  indicated  on  plans  filed  with 
this  appeal ;  that  all  of  the  windows  to  which  the  fire  com- 
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missioner’s  order  applies  are  protected  by  sprinkler  heads 
located  between  2  ft.  6  in.  and  4  ft.  6  in.  from  the  windows; 
that  the  building  to  the  west  is  2  stories  in  height,  used  for 
manufacturing,  and  is  protected  on  the  underneath  side  of 
the  roof  by  a  stamped  metal  ceiling;  that  the  building  to 
the  east  is  2  stories,  office  and  factory  use,  and  protected  on 
the  underneath  side  of  the  roof  by  a  26  gauge  metal  ceiling; 
that  the  building  in  question  is  protected  throughout  with  a 
two  source  automatic  sprinkler  system  with  central  office 
connection ;  that  in  view  of  the  fact  that  the  materials  re¬ 
quired  for  compliance  with  the  Fire  Commissioner’s  order 
are  unobtainable  at  the  present  time,  the  fact  that  the  present 
use  and  occupancy  of  the  building  is  not  of  a  hazardous 
nature,  that  the  exposures  are  either  over  the  roofs  of  build¬ 
ings  under  the  same  ownership  and  control  or  located  20  ft. 
away  and  protected  with  fireproof  frames  and  sash,  glazed 
with  wire  glass  or  22  ft.  away  to  existing  tenement  houses, 
it  is  requested  that  the  Board  waive  the  requirements  of  the 
fire  commissioner’s  order. 

Resolved,  that  Order  17915-Lb  issued  by  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  sprinkler  system 
on  all  floors  of  the  building  shall  be  maintained  as  indicated 
on  plans  filed  with  this  appeal  marked  “Received  October  6, 
1944  ’ ;  that,  in  addition,  the  windows  of  all  floors  within  22 
ft.  of  the  six,  story  brick  tenement  in  the  rear,  shall  be  made 
fireproof  windows  or  protected  with  approved  shutters ;  that 
this  resolution  may  be  deemed  to  supersede  the  resolution 
adopted  by  the  Board  on  June  21,  1921  under  Cal.  No.  470- 
21-A;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto,  and  granted  only  so  long  as  the  conditions  to  the 
east  and  west  are  continued  and  such  buildings  are  under  the 
same  ownership  as  the  buildings  under  appeal. 


527-44-A 

APPLICANT— Western  Electric  Co.,  Inc.,  lessee,  for 
Rector,  Vestrymen  and  Churchwardens  of  Trinity 
Church  of  the  City  of  New  York,  owners. 
SUBJECT  Appeal  from  an  order  of  the  fire  commissioner 
PREMISES  AFFECTED — 341-361  Hudson  street,  west 
side,  from  King  to  Charlton  streets,  91-109  Charlton 
street,  and  100-116  King  street,  (8th  floor)  ;  (Block- 
598,  Lot  58),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  George  F.  Knapp  and  C.  C.  Laub. 

For  Administration  :  Insp.  Maher,  Fire  Dep’t. 

AC  I  ION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  o 


THE  RESOLUTION  (527-44-A) 

t  Whereas,  Western  Electric  Company,  Inc.,  lessee,  for 
Rectors,  Vestrymen  and  Church  Wardens  of  Trinity  Church 
of  the  City  of  New  York,  owners,  filed  September  8,  1944, 
an  appeal  from  an  order  and  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  341-361  Hudson  street,  west  side, 
between  King  and  Charlton  streets,  91-109  Charlton  street,’ 
and  100-116  King  street  (8th  floor);  (Block  598,  Lot  58)! 
Borough  of  Manhattan  ;  and 

Whereas,  Order  31685-LF,  issued  by  the  fire  commis¬ 
sioner,  August  8,  1944,  reads  : 

“1.  Post  ‘No  Smoking’  signs  throughout  the  8th 
story.  Cl 9-9.0,  Adm.  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
September  21,  1944,  reads: 

“In  reply  to  your  request  for  a  permit  to  smoke  in  the 
office  and  cafeteria  areas  on  the  8th  story  of  the  above 
tenant  factory  building,  you  are  advised  that  the  factory 
use  on  the  8th  story  is  not  one  of  the  uses  for  which  such 
a  permit  may  be  issued  under  the  Smoking  Rules  of  the 
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Board  of  Standards  and  Appeals,  therefore  your  request 

must  be  denied.” 

and 

Whereas,  the  applicant  states  the  building  is  17  stories 
(175  ft.)  in  height;  200  ft.  by  247  ft.  average  in  area;  of 
Class  1  construction ;  erected  1930  and  1931 ;  located  in  an 
unrestricted  use,  A  area  district  and  used  since  1931  as  fol¬ 
lows :  cellar,  storage,  no  persons;  1st  floor,  stores,  37  per¬ 
sons;  2nd  to  17th  floors,  factory,  263  persons  on  the  2nd 
floor,  120  persons  on  the  3rd  floor;  111  persons  on  each  of 
the  4th,  5th  and  6th  stories;  110  persons  on  the  7th  floor; 
480  persons  on  the  8th  floor ;  125  persons  on  the  9th  floor ; 
140  persons  on  the  10th  floor;  111  persons  on  the  11th  floor; 
no  persons  on  the  12th  floor ;  240  persons  on  the  13th  floor, 
112  persons  on  each  of  the  14th  and  15th  stories,  223  persons 
on  the  16th  story,  and  222  persons  on  the  17th  story;  that 
the  building  is  equipped  with  three  interior  fireproof  stairs, 
67  in.  in  width  from  the  roof  to  the  street,  (one  of  which  is 
a  fire  tower)  ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
equipped  with  a  two-source  sprinkler  system  and  standpipe 
system ;  that  the  building  is  fireproof,  equipped  with  adequate 
exits  and  fire-protection  equipment ;  that  permission  is  re¬ 
quested  for  the  employees  to  smoke  in  the  cafeteria  on  the 
8th  floor,  which  is  separated  from  the  balance  of  the  floor 
by  gypsum  block  partitions ;  that  the  cafeteria  is  provided 
with  ample  fire  extinguishers  and  self-closing  waste  recepta¬ 
cles  and  contains  no  flammable  drapes  or  decorations ;  that 
the  furniture  in  the  cafeteria,  principally  consisting  of  tables 
and  chairs,  is  of  sturdy  wood  construction;  that  suitable 
receptacles  for  smoking  wastes  will  be  provided  and  sufficient 
supervisors  will  be  present  at  all  times  when  the  cafeteria 
is  occupied,  to  assure  that  smoking  wastes  are  properly  ex¬ 
tinguished  and  not  carried  beyond  the  confines  of  the  cafe¬ 
teria  ;  that  permission  to  smoke  is  also  requested  for  the 
private  offices  on  the  8th  floor  which  are  enclosed  by  gypsum 
block  partitions  to  ceiling  and  by  steel  and  glass  partitions 
8  ft.  6  in.  high ;  that  these  private  offices  are  normally  occu¬ 
pied  by  one  or  two  persons ;  that  the  applicant’s  vacuum  tube 
shop,  which  occupies  the  8th  floor  of  the  building,  has  been 
licensed  as  a  technical  establishment  and  operates  24  hours 
a  day,  manufacturing  materials  essential  for  the  war  effort ; 
that  as  the  work  involves  considerable  physical  and  mental 
tenseness,  a  restricted  area  adequately  protected  against  fire 
hazard  should  be  provided  for  the  purposes  of  permitting 
smoking  and  necessary  relaxation ;  and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
from  the  Signal  Corps,  U.  S.  Army,  stating  that  an  in¬ 
spection  of  the  areas  in  which  permission  for  smoking  is 
sought,  discloses  nothing  which  would  endanger  the  pro¬ 
duction  at  this  shop  if  permission  were  given  and  that  the 
Board’s  cooperation  in  issuing  the  necessary  permits  will  be 
of  great  assistance  to  the  Signal  Corps ;  and 

Whereas,  the  Board  is  in  receipt  of  a  communication 
from  the  Second  Service  Command,  U.  S.  Army,  stating 
that  it  has  studied  the  applicant’s  practices  and  supervision 
of  smoking  and  feels  that  it  will  be  safe  to  give  permission 
for  smoking  at  the  premises  in  question  and  that  in  view  of 
the  vital  nature  of  the  material  being  produced  at  these 
premises,  it  is  recommended  that  the  Board  issue  the  smok¬ 
ing  permits  sought;  and 

Whereas,  Certificate  of  Occupancy  No.  17335  issued  Feb¬ 
ruary  25,  1931,  on  N.  B.  Application  20-30,  permits  the  use 
of  the  building  above  the  1st  story  for  factory,  360  persons 
on  each  floor. 

Whereas,  Western  Electric  Company,  Inc.,  is  the  lessee 
and  occupant  of  the  8th,  12th  and  13th  floors  of  this  build¬ 
ing. 

Resolved,  that  Order  31685-LF,  Item  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  no  smoking  shall  be  permitted  within  the 
building  except  on  the  8th  floor  as  proposed  within  the 
space  to  be  occupied  as  a  cafeteria  and  within  the  enclosed 
offices  marked  “private  offices”  facing  on  Charlton^ street  as 
indicated  on  plans  filed  with  this  appeal  marked  “Received 


September  8,  1944” ;  that  in  all  other  respects,  the  Smoking 
in  Factory  Rules  of  the  Board  and  the  requirements  of  all 
laws,  rules  and  regulations  applicable  thereto  shall  be  com¬ 
plied  with  other  than  as  modified  under  Cal.  357-30-S  and 
102-31-S ;  that  the  premises  shall  be  maintained  as  proposed; 
that  all  spaces  where  smoking  is  herein  permitted  shall  be 
posted  with  signs  as  approved  by  the  fire  commissioner ;  that 
an  amended  Certificate  of  Occupancy  shall  be  obtained; 
that  this  variance  shall  continue  only  during  the  term  of  the 
present  emergency. 


574-44-A 

APPLICANT — J.  Andre  Fouilhoux,  of  Harrison,  Fouil- 
houx  &  Abramovitz,  for  The  Equitable  Life  Assur¬ 
ance  Society  of  the  United  States,  owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 210  Clinton  avenue,  northwest 
corner  of  Willoughby  avenue  (Building  1)  ;  (Block 
1901,  Lots  1  and  3)  ;  233  Clinton  avenue,  northeast 
corner  of  Lafayette  avenue  (Building  7)  ;  (Block 
1930,  Lots  1  and  3)  ;  332  Waverly  avenue,  southwest 
corner  of  Lafayette  avenue  (Building  9)  ;  (Block 
1944,  Lots  13,  15,  22,  25  and  27)  ;  375  Clinton  avenue, 
east  side,  191  ft.  6  in.  south  of  Lafayette  avenue 
(Building  10)  ;  and  360  Waverly  avenue,  west  side, 
191  ft.  6  in.  south  of  Lafayette  avenue  (Building 
11)  ;  (Block  1944,  Lots  4,  8,  9,  11  and  13),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  J.  Andre  Foulihoux,  J.  Di  Stasie 
and  William  E.  Erb. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (574-44-A) 

Whereas,  Harrison,  Fouilhoux  &  Abramovitz,  for  the 
Equitable  Life  Assurance  Society  of  the  United  States, 
owner,  filed  October  9,  1944,  an  appeal  from  decisions  of  the 
borough  superintendent  affecting  premises :  210  Clinton 
avenue,  northwest  corner  of  Willoughby  avenue  (Block 
1901,  Lots  1  and  3)  Building  No.  1;  233  Clinton  avenue, 
northeast  corner  of  Lafayette  avenue  (Block  1930,  Lots  1 
and  3).  Building  No.  7;  322  Waverly  avenue,  southwest 
corner  of  Lafayette  avenue  (Block  1944,  Lots  13,  15,  22,  25 
and  27)  Building  No.  9;  375  Clinton  avenue,  east  side,  191 
ft.  6  in.  south  of  Lafayette  avenue  (Block  1944,  Lots  4,  8, 
9,  11  and  13)  Building  No.  10;  360  Waverly  avenue,  west 
side,  191  ft.  6  in.  south  of  Lafayette  avenue  (Block  1944, 
Lots  4,  8,  9,  11,  and  13)  Building  No.  11,  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  5,  1944  on  N.  B.  Applic.  84-42  reads: 

“1.  The  proposed  method  of  design  of  the  thirteen 
story  reinforced  concrete  structure  is  essentially  flat 
slab  construction  and  should  comply  fully  with  sections 
8.5.25.1  to  8.5.25.8,  inch  of  the  Building  Code.” 

and 

Whereas,  the  decisions  of  the  borough  superintendent 
dated  October  5,  1944  on  N  B.  Applications  85-42,  148-42 
and  149-42  read : 

“1.  The  proposed  method  of  design  of  the  fourteen 
story  reinforced  concrete  structure  is  essentially  flat 
slab  construction  and  should  comply  with  sections 
8.5.25.1  to  8.5.25.8,  inch,  of  the  Bldg.  Code.” 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  5,  1944  on  N.  B.  Applic.  150-42  reads: 
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“1.  The  proposed  method  of  design  of  the  twelve 
story  reinforced  concrete  structure  is  essentially  flat 
slab  construction  and  should  comply  fully  with  sections 
8.5.25.1  to  8.5.25.8,  inch,  of  the  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  that  buildings  Nos.  1  and 
9  will  be  13  stories  in  height,  building  Nos.  7  and  10  will  be 
14  stories  in  height  and  building  No.  11  will  be  12  stories  in 
height,  of  class  1  construction,  located  in  a  residence  and 
business  use,  B  area  1 1/2  times  height  district  and  used 
throughout  as  class  A  multiple  dwellings;  and 

Whereas,  the  applicant  contends  that  the  proposed  build¬ 
ings  will  be  designed  on  the  basis  of  section  1002  of  the 
A.C.I.  Code,  except  for  coefficients  as  shown  on  plans  filed 
with  the  borough  superintendent,  which  is  a  recognized 
method  of  elastic  analyses  as  required  under  section  C26- 
468  and  section  C26-493.0,a(3)  and  all  design  and  working 
stresses  will  conform  with  sections  C26-364  and  C26-366 
of  the  Administrative  Building  Code;  that  when  required, 
computations  will  be  submitted  to  the  borough  superintend¬ 
ent  for  approval ;  that  the  construction  shall  be  the  same  as 
previously  acted  upon  by  the  Board  under  Cal.  51-44-A 
affecting  a  similar  structure  (Building  No.  8)  filed  with  the 
borough  superintendent  under  N.B.  Applic.  1471-42. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
acting  on  N.B.  Applications  84-42,  85-42,  148-42,  149-42  and 
150-42,  each  as  to  Objection  1,  be  and  hereby  are  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  construction  shall  be  substantially  as  proposed  and 
shall  be  designed  in  accordance  with  the  requirements  as 
set  forth  in  the  A.C.I.  Code  318-41  as  ratified  July  21,  1941, 
Section  1002  (Design  of  Flat  Slab  as  Continuous  Frames) 
and  with  stresses  as  permitted  under  the  New  York  City 
Code;  that  in  all  other  respects,  the  requirements  of  the 
Building  Code,  as  are  applicable,  shall  be  complied  with 
and  computations  shall  be  submitted  and  approved  by  the 
borough  superintendent. 


575-41-A 

APPLICANT — Mrs.  Berry  B.  Kollin,  for  Twin-Joy  Play 
School,  lessee  (Charles  Sacharske,  owner). 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent,  previously  granted 
on  condition. 


PREMISES  AFFECTED- - 63-28  Bourton  street,  south 

side,  220  ft.  east  of  63rd  avenue  (Block  311,  Lot  12), 
Rego  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Mrs.  Berry  B.  Kollin. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 


THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION  (575-41-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  63-28  Bourton  street,  south 
side,  220  ft.  east  of  63rd  avenue  (Block  311,  Lot  12),  Rego 
Park,  Borough  of  Queens,  was  granted  by  the  Board  on 
July  22,  1941,  on  certain  conditions  permit  extended  on  Sep¬ 
tember  14,  1943  and  the  applicant  requested  an  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  22,  1941  as  amended 
September  14,  1943,  only  in  so  far  as  it  has  reference  to  the 
statement  of  the  applicant  that  the  first  floor  occupancy  will 
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be  limited  to  ten  ( 10)  persons  in  the  day  nursery,  so  that  as 
amended,  this  portion  of  the  applicant’s  statement  shall  read  : 
The  first  floor  occupancy  will  be  limited  to  twenty 
(20)  children  (Misc.  applic.  4014-41).” 


644-42-A 

APPLICANT — Martyn  M.  Weinstein,  for  Brooklyn  Jewish 
Home  for  Convalescents,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  borough  superintendent,  previously  granted  on 
condition. 

PDEMISES  AFFECTED— 601,  605  and  609  Beach  9th 
street,  west  side,  246.89  ft.  south  of  Caffrey  avenue 
(Block  111,  Lots  20  and  3),  Far  Rockaway,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Martyn  M.  Weinstein. 

For  Administration :  Fred  Wahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Of  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 

THE  RESOLUTION  (644-42-A) 

Whereas,  Martyn  M.  Weinstein,  for  Brooklyn  Jewish 
Home  for  Convalescents,  owner,  filed  August  31,  1942,  an 
appeal  from  a  decision  of  the  borough  superintendent  affect- 
!L"f  Premises  601-605  and  609  Beach  9th  street,  west  side, 
246.89  ft  south  of  Caffrey  avenue  (Block  No.  Ill,  Lot  Nos. 
2U  and  3),  far  Rockaway,  Borough  of  Queens;  and 

Whereas,  this  appeal  was  granted  by  the  Board  on  Octo¬ 
ber  20,  1942  on  certain  conditions  and  resolution  amended 
on  November  17,  1942;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  20,  1942,  as  amended 
November  17,  1942,  only  in  so  far  as  it  has  reference  to 
the  term  of  the  variance,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“that  this  modification  shall  be  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  (Alt 
Applic.  Nos.  644,  829  and  830-42).” 


903-42-S 

APPLICANT — Milton  B.  Weissman,  for  the  Pilser  Brew¬ 
ing  Co.,  Inc.,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution— re  Variation  of  the  labor 
law  as  cited  in  a  decision  of  the  borough  superin- 
Previously  granted  on  condition. 

1  REMISES  AFFECT  ED — 829-845  Eagle  avenue,  west  side 

ft-  north  of  East  159th  street  (Block  2619,  Lot 
27),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Milton  B.  Weissman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reponed  and  resolution 
amended. 

THEtVOTE  TO  REOPEN  AND  AMEND  RESOLU- 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  .  4 
Negative:  .  ’  q 


THE  RESOLUTION  (903-42-S) 

Whereas,  this  application  from  a  decision  of  the  borough 
superintendent,  affecting  premises  829-845  Eagle  avenue, 


MINUTES 


west  side,  50  ft.  north  of  East  159th  street  (Block  2619,  Lot 
27),  Borough  of  The  Bronx,  was  granted  by  the  Board  on 
February  16,  1943,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  16,  1943,  by  adding 
thereto : 

“that  in  the  event  the  owner  desires  to  occupy  the  base¬ 
ment  throughout  partly  as  a  garage  and  partly  for  the 
storage  of  empty  beer  cases,  as  indicated  on  plans  filed 
with  the  Borough  Superintendent  under  Alteration  Ap¬ 
plication  367-44  and  with  this  appeal  marked  received 
September  28,  1944,  such  use  may  be  permitted  on  con¬ 
dition  that  in  all  other  respects,  the  resolution  of  Febru¬ 
ary  16,  1943  shall  be  complied  with.” 


521-44-A 

APPLICANT— Thomas  O’Rourke  Gallagher,  for  Brook 
Realty  Corporation,  owner  (Davies  Air  Filter 
Corp.,  lessee). 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 36  East  12th  street,  south  side, 
182  ft.  6  in.  east  of  University  place  (1st  floor)  ; 
(Block  563,  Lot  24),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Thomas  O’Rourke  Gallagher. 

For  Administration :  Insp.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


502-44-A 

APPLICANT— Lama  &  Proskauer,  for  Brooker  Realty 
Corp.,  owner  (Mercantile  Ship  Repair  Co.,  Inc., 
lessee). 

SUB  TECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 68-70  Summit  street,  south 
side,  100  ft.  west  of  Columbia  street  (Block  357, 
Lots'  29  and  30),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Paul  de 
Joseph. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  24,  1944,  at 
2  P.M.  for  further  consideration. 


561-44-A 

APPLICANT— Frank  D.  Hutchinson,  for  Murray  Manu¬ 
facturing  Corp.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 1171-1183  Atlantic  avenue, 
northeast  corner  of  Perry  place  (2nd  floor)  ;  (Block 
1866,  Lots  1  to  7,  inch),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  Lawrence. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD— Laid  over  to  November  14,  1944  at 
2  P.M.,  pending  an  inspection  by  a  committee  of  the 
Board. 


552-44-A 

APPLICANT— Frank  D.  Hutchinson,  for  Metropolitan 
Engineering  Co.,  owner  (Murray  Manufacturing 
Corp.  and  Metropolitan  Device  Corp.,  lessees). 


SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 1236-1286  Atlantic  avenue, 
south  side,  80  ft.  west  of  Nostrand  avenue  (1st,  2nd, 
3rd  and  4th  floors)  ;  (Block  1200,  Lots  21,  33  and 
41),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  Lawrence. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  November  14,  1944  at 
2  P.M.,  pending  an  inspection  by  a  committee 
of  the  Board. 


ZONING  CASES 

7S6-23-BZ 

APPLICANT — Lama  &  Proskauer,  for  1507-1535  Coney 
Island  Avenue  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution  to  include  additional  use — - 
auto  show  room  and  service ;  previously  granted  on 
condition  under  section  21  of  the  building  zone 
resolution,  permitting  in  a  business  use  district,  the 
maintenance  of  a  garage  for  more  than  five  motor 
vehicles  and  a  gasoline  service  station. 

PREMISES  AFFECTED— 1507-37  Coney  Island  avenue, 
and  1101-1111  Avenue  L,  northeast  corner  (Block 
6722,  Lot  49),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


95-26-BZ 

APPLICANT — William  L.  Shary,  for  Estate  of  Fannie 
Levy,  owner.  (F.  &  H.  Service  Station,  Incorpo¬ 
rated,  lessee).  jR  j 

SUBJECT — Application  for  consideration — amendment  of 
resolution;  re  Application  (decision  of  the  borough 
superintendent,  previously  granted  on  condition, 
permitting  the  enlargement  and  extension  of  an 
existing  gasoline  service  station,  in  a  business  use 
district ;  reopened  March  12,  1940. 

PREMISES  AFFECTED— 1234-1236  Jerome  avenue,  east 
side,  110.74  ft.  south  of  East  168th  street  and  1233- 
1237  River  avenue  (Block  2489,  Lot  11),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (95-26-BZ) 

Whereas,  this  replication,  permitting  in  a  business  use 
district,  the  extension  and  enlargement  of  an  existing  gaso¬ 
line  service  station,  affecting  premises  1234-1236  Jerome 
avenue,  east  side,  110.74  ft.  south  of  East  168th  street  and 
1233-123 7  River  avenue  (Block  2489,  Lot  11),  Borough  of 
The  Bronx,  was  granted  by  the  Board  on  June  15,  1926,  on 
certain  conditions ;  and 
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Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  permitting  the  additional  use  of  parking  and 
storing  more  than  five  motor  vehicles ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
March  12,  1940,  subject  to  usual  procedure;  and 
Whereas,  the  applicant  failed  to  complete  the  papers  in 
this  case,  although  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


10-38-BZ 


APPLICANT — Bofred  Realty  Corporation,  lessee,  for  Stell- 
bea  Theatres  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 136-20  37th  avenue,  south  side, 
100  ft.  east  of  Main  street  (Block  4978,  Lot  9), 
Flushing,  Borough  of  Queens. 

APPEARANCES— 


For  Applicant:  Martin  J.  Tracey. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


THE  RESOLUTION  (10-38-BZ) 

\\  hereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  130-20  37th  avenue,  south  side,  100  ft.  east  of 
Main  street  (Block  4978,  Lot  9),  Flushing,  Borough  of 
Queens,  was  granted  by  the  Board  September  13,  1938,  on 
certain  conditions,  permit  extended  October  22,  1940  and 
October  20,  1942  and  the  applicant  requested  a  further  ex¬ 
tension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  September  13,  1938, 
as  amended  through  October  20,  1942,  only  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“granted,  unefer  section  7h  thereof,  for  a  temporary 
term  of  two  (2)  years  from  the  date  of  this  amended 
resolution  *  *  *  and\  that  a  certificate  of  occupancy 
shall  be  obtained  (Corr.  2367-37).” 


88-40-BZ 

APPLICANT— John  J.  Beatty,  for  Joseph  J.  Campbell 
(lessee),  for  May  E.  Campbell,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent),  previously  granted 
on  condition,  under  section  7g  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  garage  for  more  than 
five  motor  vehicles  and,  also,  the  inclusion  in  pro¬ 
posed  garage  of  an  existing  garage  for  five  motor 
vehicles. 

PREMISES  AFFECTED — 1290-1300  Decatur  street,  south 
side,  100  ft.  west  of  Knickerbocker  avenue  (Block 
3426,  Lots  24  and  26),  Borough  of  Brooklyn 
APPEARANCES— 

For  Applicant:  John  J.  Beatty  and  loseph  J.  Camp¬ 
bell. 
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For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

T~  TO  REOPEN  AND  AMEND  RESOLU- 

Alhrmative  i  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 

THE  RESOLUTION  (88-40-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning- 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  garage  for  more  than  five  motor  vehicles 
affecting  premises  1290-1300  Decatur  street,  south  side  100 
ft  west  of  Knickberbocker  avenue  (Block  3436,  Lots  24  and 
26),  Borough  of  Brooklyn,  was  granted  by  the  Board  on 
May  14,  1940,  on  certain  conditions,  resolution  amended  on 
October  1,  1940  and  September  28,  1943  and  the  applicant 
requested  a  further  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  14,  1940,  as 
amended  by  resolutions  adopted  October  1.  1940  and  Seo- 
tember  28,  1943,  by  adding  thereto: 

“Resolved,  further,  that  in  addition  to  the  550  gallon 
gasoline  tank  and  pump  herein  permitted  to  be  installed 
within  the  garage,  an  existing  gasoline  storage  tank 
and  pump  within  the  driveway  mav  also  be  permitted 
to  be  continued,  provided  the  latter  gasoline  tank  is  used 
for  supplying  cars  stored  within  the  five-car  garage.” 


299-40-BZ 


APPLICANT— Irwin  Weinstein,  for  Joseph  Gallina,  les- 
SCe;  Youi?&  Men’s  Hebrew  Association,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent,  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 


PREMISES  AFFECTED — 35-43  Fourth  avenue  and  371- 
387  Dean  street,  northeast  corner  (Block  928,  Lots 
1  and  73  to  77,  inclusive),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Irwin  Weinstein. 


For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen,  denied 
THE  VOTE  TO  REOPEN— 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 


THE  RESOLUTION  (299-40-BZ) 

\\  hereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  35-43  Fourth  avenue  and 
371-387  Dean  street,  northeast  corner  (Block  928,  Lots  1 
and  73  to  77,  inclusive),  Borough  of  Brooklyn,  was  granted 
by  the  Board  on  June  18,  1940,  on  certain  conditions  and 
permit  extended  on  June  9,  1942  and  June  6,  1944;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  to  permit  the  parking  and  storage  of  trucks  in 
addition  to  cars  of  the  pleasure  type;  and 

Whereas,  the  premises  have  been  inspected  by  a  commit¬ 
tee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  is  no  justification 
for  amendment  to  the  resolution  to  permit  storage  of  trucks, 
as  proposed. 

Resolved,  that  the  request  to  reopen  be  and  it  hereby  is 
denied. 


MINUTES 


284-41-BZ 

APPLICANT— Neill  Supply  Company,  Inc.,  lessee,  lor 
Woodside  Associates,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  acting  borough  superintendent)  under 
sections  7c  and  21  of  the  zoning  resolution,  pre¬ 
viously  granted  on  condition,  permitting  partly  in  a 
business  use  and  partly  in  a  residence  use  district 
the  conversion  of  occupancy  (for  a  term  of  seven 
years)  of  an  existing  building,  used  as  a  public 
garage,  to  the  storage  of  plumbing  and  heating 
supplies  and  also  in  part  as  a  public  garage. 
PREMISES  AFFECTED— 47-55  48th  street,  northeast  cor¬ 
ner  of  48th  avenue  and  47-56  49th  street  (Block 
2286,  Lot  53),  Sunnyside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N  egative :  . '. .  0 

THE  RESOLUTION  (284-41-BZ) 

Whereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  the  alteration  of  and  the  in¬ 
clusion  of  a  gasoline  service  station  in  an  existing  public 
garage  located  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  affecting  premises  47-55  48th  street, 
northeast  corner  of  48th  avenue  and  47-56  49th  street 
(Block  2286,  Lot  53),  Sunnyside,  Borough  of  Queens,  was 
denied  by  the  Board  on  June  3,  1941 ;  and 
Whereas,  Louis  Allen  Abramson,  for  Woodside  As¬ 
sociates,  Inc.,  owner  (Neill  Supply  Company,  lessee),  re¬ 
quested  reopening  and  rehearing  under  sections  7c  and  21 
of  the  zoning  resolution,  to  permit,  partly  in  a  business  use 
and  partly  in  a  residence  use  district,  the  conversion  of 
occupancy  (for  a  term  of  seven  years)  of  an  existing  build¬ 
ing,  used  as  a  public  garage,  to  the  storage  of  plumbing  and 
heating  supplies  and  also  in  part  as  a  public  garage;  that 
at  the"  expiration  of  the  seven-year  period,  it  is  proposed 
that  the  use  of  the  building  is  to  revert  to  a  public  garage 
throughout,  affecting  premises  47-55  48th  street,  northeast 
corner  of  48th  avenue  and  47-56  49th  street  (Block  2286, 
Lot  53),  Sunnside,  Borough  of  Queens;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
February  15,  1944,  subject  to  the  usual  procedure;  and 
Whereas,  on  May  9,  1944,  this  application  was  granted 
on  certain  conditions,  under  section  7c  of  the  zoning  reso¬ 
lution  ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  9,  1944,  only  so 


far  as  it  has  reference  to  obtaining  permits  and  completion 
of  the  work,  so  that  as  amended,  this  portion  of  the  resolu¬ 
tion  shall  read : 

“that  in  view  of  statement  by  the  applicant  that  certain 
permits  have  been  obtained,  that  all  permits  required 
shall  be  obtained  and  all  work  completed  within  two 
(2)  months  from  the  date  of  this  amended  resolution 
(Alt.  Applic.  78-44).” 


206-42-BZ 

APPLICANT— Mrs.  Julia  Buerkle,  for  Henry  Hiller, 

owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  under  section  7f  of 
the  zoning  resolution,  permitting  in  a  retail  use  dis¬ 
trict,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles  upon  an 
existing  gasoline  service  station. 

PREMISES  AFFECTED — 91-02  63rd  drive,  northeast  cor¬ 
ner  of  Alderton  street  (Block  3104,  Lot  208),  Rego 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Mrs.  Julia  Buerkle. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 

extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (206-42-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  91-02  63rd  drive,  northeast  cor¬ 
ner  of  Alderton  street  (Block  3104,  Lot  208),  Rego  Park, 
Borough  of  Queens,  was  granted  by  the  Board  on  October 
14,  1942,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  amend  its  resolution  adopted  October  14,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

“granted  under  section  7f  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit  the 
parking  and  storage  of  not  over  twenty  (20)  motor 
vehicles  in  addition  to  the  legally  existing  gasoline  sta¬ 
tion  occupancy  (Misc.  Applic.  292-42).” 


Adjourned:  3:30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 


AMENDMENTS  TO  THE  BUILDING  LAWS 

Now  on  Sale  at  The  City  Record  Office 


In  order  to  bring  the  Building  Laws  of  The  City  of  New 
York  more  up-to-date,  pamphlets  are  now  available  con¬ 
taining  the  Amendments  to  those  Laws  up  to  December 
31,  1943,  including  such  Amendments  to  the  Multiple 
Dwelling  Law  as  were  enacted  by  the  Legislature  in  1944. 

These  Amendments  are  printed  in  four  pamphlets  so  that 
the  subjects  covered  in  each  pamphlet  will  conform  to  the 


subjects  contained  in  each  volume  of  the  Building  Laws  to 
which  it  relates. 

Copies  are  on  sale  a  the  Office  of  the  Supervisor  of  The 
City  Record.  2213  Municipal  Building,  Manhattan,  New 
York  7,  N.  Y.  The  prices  are:  For  Amendments  to  Vol¬ 
umes  1  and  3,  ten  cents  each;  for  Amendments  to  Volumes 
2  and  4,  twenty  cents  each. 
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BZ,  804-41-BZ,  207-44-BZ,  386-44-BZ,  421-44-BZ,  462- 
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Flammable  Surface  Coatings  and  Storage  of  Such 
Materials. 

Plumbing  Rules  (Submerged  Inlets;  Protective  Methods 
to  Prevent  Contamination  of  Water  Supply). 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it-is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 


HARRIS  H.  MURDOCK,  Chair)>ian. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  October  17,  1944. 


Cal.  No.  Dept.  Premises  Affected. 

576-44-BZ — H.B.Bx. — 2017  Grand  Concourse,  northwest 
corner  of  Bush  street  (Block  2808,  Lot  90),  Borough  of 
The  Bronx,  Alt.  439-44. 


577-44-A— H.B.M.— 13-15  Astor  place,  northwest  corner 
of  Lafayette  street  and  136-146  East  8th  street  (10th  and 
11th  floors)  ;  (Block  545,  Lot  65),  Borough  of  Manhattan, 
P.  A.  605-44. 


578-44-A — F.D. — 155  Freeman  street,  north  side,  125  ft. 
west  of  Manhattan  avenue  (1st  and  2nd  floors)  ;  (Block 
2504,  Lot  48),  Borough  of  Brooklyn,  11005-LF  and  Decision. 

579_44_A — F.D. — 55-63  Johnson  street,  north  side,  102  ft. 
9  in.  east  of  Adams  street  (6th  floor)  ;  (Block  128,  Lot  26), 
Borough  of  Brooklyn,  97662-LC  and  Decision. 


589-44-A — H.B.M. — 461-467  10th  avenue  and  500-504  West 
36th  street,  southwest  corner  (1st  to  6th  floors)  ;  (Block  707, 
Lot  39),  Borough  of  Manhattan,  Amendment  to  Alt. 
1040-44. 

Restored  to  Calendar. 

515-29-BZ— H.B.Bx— 711  Tilden  street,  north  side,  72 
ft.  east  of  Gunhill  road  (Block  4659,  Lot  85),  Borough  of 
The  Bronx,  Amendment  to  Alt.  364-44. 


845-4 1-BZ — H.B.Q. — 14-07  Seagirt  avenue  and  121  Beach 
14th  street,  southwest  corner  (Block  149,  part  of  Lot  1), 
Far  Rockaway,  Borough  of  Queens,  Misc.  6777-41. 


434-44-A—H.B.Q— 162-10  to  162-14  Jamaica  avenue, 
south  side,  51  ft.  west  of  New  York  boulevard,  92-15  to 
92-29  Union  Hall  street  and  92-14  to  92-20  New  York 
boulevard  (Block  10102,  Lots  4,  6,  13,  15,  72,  74  and  79), 
Jamaica,  Borough  of  Queens,  Alt.  486-44. 


580-44-A — F.D. — Re  transportation  of  gasoline  in  two  55 
gallon  portable  gasoline  tanks  attached  to  body  of  truck  to 
vessel  or  marine  craft  from  private  pier  (not  in  conformity 
with  Adm.  Code  requirements)  in  New  York  City,  38986-LC 
and  Decision. 


DESIGNATIONS:  II.B. — Department  of  Housing  and  Buildings; 
II. II. B.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q,.— De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.  Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
F.D. — Fire  Department. 


581- 44-A— F.D.— 103-15  98th  street,  west  side,,  100  ft. 
south  of  103rd  avenue  (Block  9121,  Lots  74  and  75),  Ozone 
Park,  Borough  of  Queens,  97709-LC  and  Decision. 

582- 44-A— H.B.M.— 45-47  West  27th  street,  north  side, 
200  ft.  east  of  6th  avenue  (Block  829,  Lot  11),  Borough  of 
Manhattan,  Amendment  to  Alt.  435-43. 

583- 44-SM — Atlantic  1 hour  hollow  metal  doors, 
manufactured  by  The  Atlantic  Metal  Products,  Inc.,  Ma¬ 
terial. 


584_44_SM — Atlantic  3  hour  hollow  metal  doors,  manu¬ 
factured  by  The  Atlantic  Metal  Prodiftts,  Inc.,  Material. 


585-44-A — H.B.Q. — 155-16  Jamaica  avenue,  south  side, 
146.16  ft.  east  of  Twombly  place  (ground  floor)  ;  (Block 
10097,  Lot  27),  Borough  of  Queens,  Mis.  170/44. 


586-44-A— F.D.— 2073-3011  Cropsey  avenue,  northeast 
corner  of  Coney  Island  creek  (ground  floor)  ;  (Block  6951, 
Lot  16,  Block  6952,  Lot  22  and  Block  6997,  Lots  300,  252 
and  325),  Borough  of  Brooklyn,  8659-LF  and  Decision. 


587-44-BZ — H.B.Bx. — 1591-1609  Jerome  avenue,  west 
side,  105  ft.  north  of  West  Mt.  Eden  avenue  (Block  2860, 
Lots  26  and  30),  Borough  of  The  Bronx,  Amendment  to 
Alt.  308-44. 


588-44-A — H.B.Bx. — 1591-1609  Jerome  avenue,  west  side, 
105  ft.  north  of  West  Mt.  Eden  avenue  (Block  2860,  Lots 
26  and  30),  Borough  of  The  Bronx,  Amendment  to  Alt. 
308-44. 


RULES 


Last  Publication  til  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ..  .Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . .  .July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . _ . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules . ._ - Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Sept. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ....Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .  .Sept. 

Oil  Burner  Rules . ....Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Oct. 

Platform  Trucks,  Specifications  for..xNov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Oct. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Oct. 

Smoking  in  Factories,  Rules  for.... Oct. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting.  .  .  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


28,  1943 — Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52 A 

28,  1943— Vol.  28,  No.  52 A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943 — Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

12,  1944 — Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

19,  1944 — Vol.  29,  No.  37 

28,  1943— Vol.  28,  No.  52A 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7  1925 — Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 

5,  1944— Vol.  29,  No.  35 
28,  1943— Vol.  28.  No.  52A 

11,  1944 — Vol.  29,  No.  15 

24,  1944— Vol.  29,  No.  42 
24,  1936 — Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


24,  1944— Vol.  29,  No.  42 

7,  1937— Vol.  22,  No.  36 
10,  1944— Vol.  29,  No.  40 
10,  1944 — Vol.  29,  No.  40 
29,  1937— Vol.  22,  No.  26 

8,  1937 — Vol.  22,  No.  23 
7  1Q32 — Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 
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CALENDAR 


' 


OCTOBER  24,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

lOUdMun!rrn\nn  °\CJ0be\?4'  1944>  at  10  o’clock  in  Room 
tcrs :  M  Pal  Bui,din&.  Manhattan,  on  the  following  mat- 

Zoning  Applications. 

AugUf'  "•  1944'  under  "«tions 
/e  and  21  of  the  zoning  resolution,  of  Philip  Steieman 

to  Mrmitto  ^ehal*  o£  East  Nfw  Vork  Savings  Bank,  owner.' 
of  Pa  i,  ,!  tuse  district,  the  extension  in  height 

Ot  a  building  now  used  as  a  garage  for  more  than  five 
motor  vehicles  and  the  conversion  of  occupancy  from  a 
garage  foi  more  than  five  motor  vehicles  and  gasoline 
e  vice  station,  to  a  factory;  premises  38-01  to  38-09  Beach 

Sfodf  632nLot  3mthFdSt  Corn«r  of  Beac!l  38th  street 
(.Block  632,  Lot  30),  Edgemere,  Borough  of  Queens. 

3and474r'^ Bf-Apphcation  June  6,  1944,  under  sections  7a 
and  7c  of  the  zoning  resolution,  of  Jacob  J.  Gloster  anoli- 
cant  on  behalf  of  Dayton  Cleaners  and  Dyers,  owners ?to 
permit  in  a  residence  use  district,  the  extension  in  area’  of 
a  dry  cleaning  establishment;  premises  116-06  to  116-10 
2°"th  sjde-  22  ft  east  of  116th  street 
Queens  ^  L°tS  2’  4  a°d  6  ’  Rlchmond  Hill,  Borough  of 

33°-42-BZ— Application  of  Eugene  De  Rosa,  applicant 
on  behalf  of  Jeron  Co  Inc.,  owner,  reopened  and  restored  to 

Scdona7e  ff^ember-  2’  194t  (.Previously  withdrawn),  under 
section  7c  of  the  zoning  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  distrkt  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  theatre 

sidi'no6?;  95'48  Queens  boulevard!  south 

side,  130  ft.  west  of  63rd  drive  and  63-39  to  63-49  Saunders 

Queens  B  °Ck  3°8°'  L°tS  3°  and  31  Rego  Park>  Borough  of 

559-37-BZ— Application  of  Samuel  I.  Goldberg  applicant 

Tulv  25*  1*944  fell'manReaIt.y  Corporation,  owner,  reopened 
•K/5'!944'  for  consideration  as  to  extension  of  permit— re 
6PPl1Cat,on-  Previous  y  granted  on  condition,  under  section 
tr- J"6  zo",ng  resolution,  permitting  in  a  business  use  dis- 
storaort  temp0^ary  term  of  two  years,  the  parking  and 
T  fJp  more  than  five  motor  vehicles;  premises  3996 

fB?nrV^Te  and  i5?1  West  213th  street,  northwest  corner 
(Block  2231,  part  of  Lot  17),  Borough  of  Manhattan. 

27S-44-BZ— Application,  May  9,  1944.  under  section  7e 

nn  of  Lama  and  Proskauer,  applicants 

on  behalf  of  Bankers  Trust  Co.,  trustee,  to  permit  in  a  res i- 
ence  use  district,  for  a  temporary  period  of  two  years  the 

asseSlv^n f  rpancy  a  building  used  as  a  place  of  public 

nue^  north ^°ca,faCimyf  hr°UghoVt^premises  ™  Putnam  ave- 
de\100f  east  of  Ralph  avenue  (Block  1483 

Lot  64),  Borough  of  Brooklyn.  ’ 


Appeals  from  Administrative  Decisions. 

557-44- A— 2-1 00  53rd  street,  south  side,  470  ft  west  of 
hirst  avenue  (Block  811,  Lot  1),  Borough  of  Brooklyn 

?m"H4*A_103/Di  9?th  street>  west  side>  100  ft-  south  of 

&C  9121  L°,S  74  75>-  ^rk! 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  24,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

1013  Mun^cloT  R  °u°b"  it-  L944  “  2  o’d«k  in  Room 
matters -  P  Building,  Manhattan,  on  the  following 

Appeals  from  Administrative  Decisions. 
502-44-A— 68-70  Summit  street,  south  side,  100  ft  west 
Brook™  3  S‘re"  (BloCk  357’  Lots  29  and  30>-  Borough  of 

MM',44;Ar19?^,8  WiIlow  avenue,  east  side,  from  East 
800  F^t^fSth37?  1  StrremS’  'J81'801  East  136th  street  and  780- 
Bronx  *  37  1  ^  B  °Ck  2;?88,  Lot  1}'  Borou^h  of  The 

r?th  avenue  and  76-36  137th  street  block 
bounded  by  Park  Drive  East,  73rd  terrace.  136th  and  H7th 
streets  and  77th  avenue  (Block  6585,  Lot  2),  Flushing 
Boiough  of  Queens  (reopened  October  3,  1944). 

5n,9^4‘Av~84'92  MoJntrose  avenue,  86-102  Leonard  street 

T  COrr  andr  T9’101  Johnson  avenue  (Block  3060’ 

Lots  1-33  and  part  of  Lot  34),  Borough  of  Brooklyn 

563-44- A— 106- 118  New  Lots  avenue  and  640-652  Powell 

Brooklyn”* H C°rner  (BIock  3862’  Lot  15>-  Borough  of 

518'44'^.  66-58  Greenpoint  avenue,  south  side  100  ft 
ofStBiriyn.Street  (Cel'ar)  :  fBlock  2562,  Lot  10), MU' 

439'43'A  349  West  37th  street,  north  side,  150  ft  east 
nf  M  b  avenye  (6th  floor)  ;  (Block  761,  Lot  7),  Borough 

to  “^npriniTwrhdn,wn:  reopened  and  res*°red 

'He“4ard°  street'' (Btock  230 
Lots  4  and  6),  Borough  of  Brooklyn.  ’ 

HARRIS  H.  MURDOCK,  Chairman. 


J  5th^'^_ApP  I,C!-IOn’  /VIy  5’  1944-  under  section  7e 
nr,  K  Mf  ?  r,e/°  ut,°n'  °f  Tama  and  Proskauer.  applicants 
denb  3,f  ,°.ff¥ol,y  R-  Holden,  owner,  to  permit  in  a  ?esi-’ 
ch?nL  efdlStriCt*  for  f  temporary  period  of  two  years,  the 

52?:  Bortg?  of  Mankato5'  RiV'r  (B'°ck  323>  Lai 

523-44-BZ— Application.  September  11.  1944  under  sec- 

apoHcantand  211  7rnlng  re.so,ution  of  Stanlev  H.  Klein, 

C  nl°ni  behalf  of  American  Analytical  Laboratories, 
inc  owner,  to  permit  in  a  residence  use  district,  the  change 
f  occupjmcy  from  motor  vehicle  repair  shop  and  dead  stor- 
ge  of  automobiles  to  a  chemical  laboratory  and  factory 
Premises  326-328  West  70th  street,  south  side,  279.3  ft  west 
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OCTOBER  31,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
ion  -October  31.  1944  at  10  o’clock  in  Room 

mat3ters^Un,C1Pa  Bu,ldingl  Manhattan,  on  the  following 

Zoning  Applications. 

297-44-BZ  Application,  May  22,  1944.  under  section  7c  of 

half  ofHL'rvM*}0-  t,0t  MaUriCe  G-  U¥an.  anplicant,  on  be 
half  °f  Harr\  Melnick,  owner,  to  permit  partlv  in  a  residence 

use  and  partly  in  a  business  use  district,  the  conversion  of  a 

?oryepremRes74  R°re  USe  a'  an  extcnsion  to  existing 
store,  premises  24  Brown  avenue,  west  side.  116  ft  south  of 

Amboy  road  and  3980  Amboy  road  (Block  5143.  Lots  29  and 

36).  Great  Kills,  Borough  of  Richmond. 

375-44-BZ— AppHcation.  T„„e  15.  1944.  under  section  7c 

M,a!f  ofnSrrvr\SS'^VVMj"rlre  U'ha  on 

.  .  *  of  Carv  and  Saxbv  Co.,  owner,  to  nermit  nnrtlv  in  -i 

busmess  use  and  rortlv  in  a  retail  nse  district,  the  me  of 
more  than  5%  of  floor  area  for  manufacturing;  premises 
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6276  Amboy  road,  south  side,  254  ft.  west  of .  Sharrett  ave¬ 
nue  (Block '7702,  Lot  66),  Pleasant  Plains,  Borough  of  Rich¬ 
mond. 

Appeal  from  Administrative  Decision. 

529-44- A— 208-20  Cross  Island  parkway,  south .side  300  ft. 
east  of  Roe  place  (basement  and  1st  floor)  ;  (Block  5844, 
Lot  1),  Bayside,  Borough  of  Queens. 

Appliance  and  Material  for  Approval. 
345-44-SA— Reliable  Heat  Exchanger. 

162-43-SM — Modernfold  Doors. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  31,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  31,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

Appeals  from  Administrative  Decisions. 

536-44-A— 216-16  28th  avenue,  southeast  corner  of  216th 
street  (Block  6019,  Lot  103),  Borough  of  Queens. 

235-44-A — 108-11  69th  road,  north  side,  100  ft.  east  of 
108th  street  (Block  2219,  Lot  59),  Forest  Hills,  Borough  of 
Queens. 

496-43-A— 425  Beach  72nd  street,  southwest  corner  of 
Hessler  avenue  (Block  523,  Lots  22  and  24),.  Arverne, 
Borough  of  Queens  (under  section  35,  General  City  Law  re 
bed  of  mapped  street— Barbadoes  drive). 

HARRIS  H.  MURDOCK,  Chairman. 


tion,  to  permit  in  a  residence  use  district,  the  change  of 
occupancy  of  a  five  car  garage  granted  by  the  Board  to  a 
factory  for  a  temporary  period;  premises  30  Richmond 
street,  west  side,  194  ft.  6  in.  south  of  Jamaica  avenue  and 
692-710  Jamaica  avenue  (Block  4102,  Lots  19  and  35),  Bor¬ 
ough  of  Brooklyn. 

1366-17-BZ — Application  of  Saul  Goldstein,  applicant,  on 
behalf  of  1920  Harman  Street  Corporation,  owner,  re¬ 
opened  July  11,  1944,  under  section  7c  of  the  zoning  resolu- 
lion,  to  permit  in  a  residence  use  district  the  change  oi  use 
from  a  factory  for  manufacture  of  hospital  furniture  per- 
mitted  by  the  Board  to  paper  box  manufacturing  and  knit¬ 
wear  ;  premises  1920  Harman  street,  south  side,  165  ft.  west 
of  Fairview  avenue  (Block  3388,  Lot  21),  Ridgewood, 
Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  8,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Wednesday  morning,  November  8,  1944  at  10  o  clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

Zoning  Applications. 

845-41-BZ— Application  of  Max  Horn,  applicant,  on  be¬ 
half  of  Brooklyn  Trust  Co.  (as  Trustee),  owner,  reopened 
October  17,  1944,  for  consideration  as  to  extension  of  per¬ 
mit — Application  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  partly  in 
a  business  use  and  partly  in  a  residence  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles ;  premises  14-07  Seagirt  avenue  and  121 
Beach  14th  street,  southwest  corner  (Block  149,  part  of 
Lot  1),  Far  Rockaway,  Borough  of  Queens. 

596-42-BZ— Application  of  Koch  and  Wagner,  applicants, 
on  behalf  of  Roberts  Numbering  Machine  Co.,  owner,  re¬ 
opened  Tune  13,  1944,  under  section  7c  of  the  zoning  resolu- 


NOVEMBER  14,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  14,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Zoning  Application. 

422-39-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Bonded  Lien  Corp.,  owner,  reopened 
July  25,  1944,  for  consideration  as  to  extension  of  permit 
— Application,  previously  granted  on  condition  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  305- 
313  21st  street  and  697-705  6th  avenue,  northwest  corner 
(Block  892,  Lot  1),  Borough  of  Brooklyn. 

Appeal  from  Administrative  Decision. 

5_44_A— 440  West  240th  street,  southeast  corner  of 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20), 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  14,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  14,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

561- 44-A — 1 171-1 183  Atlantic  avenue,  northeast  corner  of 
Perry  place  (Block  1866,  Lots  1  to  7),  Borough  of  Brooklyn. 

562- 44-A — 1236-1286  Atlantic  avenue,  south  side,  80  ft 
west  of  Nostrand  avenue  (Block  1200,  Lots  21,  33  and  41), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEAUS 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  17,  1944 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board,  held 
on  Tuesday  morning,  October  10,  1944,  and  Tuesday  after¬ 


noon,  October  10,  1944,  were  approved,  as  printed  in  Bulletin 
No.  41,  Vol.  29. 


ZONING  CASES 

681-41-BZ 

APPLICANT— Max  Horn,  for  Julia  E.  Hoeffling,  owner 
(Albert  Van  West,  lessee). 
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j 

? 

t 


SUBJECT  Application  reopened  July  18,  1944— for  con¬ 
sideration  as  to  extension  of  permit — Application, 
previously  granted  on  condition,  under  section  7h 
of  the  zoning  resolution,  permitting  in  a  residence 
use  district,  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles 

1  REMISES  AFFECTED— 91  Beach  87th  street,  92  Beach 
88th  street  and  north  side  of  Ocean  Drive  from 
Beach  87th  to  Beach  88th  streets  (Block  626  Lot 

A P P EA RA NCES Way  Beadl’  BoroUgh  of  Queens- 
For  Applicant:  Mrs.  Max  Horn. 

For  Opposition:  Harold  Klorfein,  Dept,  of  Parks. 
For  Administration :  Fred  Dahlem,  Dept’  of  Hous¬ 
ing  and  Buildings.' 

AC1  ION  OF  BOARD— Application  referred  to  engineer  of 
the  Board,  subject  to  usual  procedure. 


725-24-BZ 

APPLICANT  Max  Siegel,  for  Marlon  Confections  Cor¬ 
poration,  owner. 

SUBJECT— Application  reopened  September  12,  1944,  for 
consideration  as  to  amendment — Application  ('deci¬ 
sion  of  the  borough  superintendent)  under  sections 
7c  and  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  conversion  of  occupancy 
from  a  garage  for  more  than  five  motor  vehicles 
and  motor  vehicle  repair  shop  (previously  granted 
by  the  Board)  to  a  confectionery  factory. 

I  REMISES  AFFECTED — 321-343  West  54th  street,  north 
side,  275  ft.  east  of  9th  avenue  (Block  1045,  Lots 
12-15),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel,  Harry  Lax,  Bernard 
Lax  and  Ed.  Josephs. 

For  Opposition:  Louis  Cohen  and  Mildred  Bower- 
man. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

BOARD — Application  granted  on  condition. 

1  HE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  g 

THE  RESOLUTION  (725-24-BZ) 

Whereas,  this  application,  permitting  in  a  business  use 
district,  the  alteration  and  extension  of  an  existing  garage 
for  more  than  five  motor  vehicles  and  a  motor  vehicle  repair 
shop,  affecting  premises  321-343  West  54th  street,  north  side 
275  ft.  east  of  9th  avenue  (Block  1045,  Lots  12-15),  Borough 
of  Manhattan,  was  granted  by  the  Board  on  July  29,  1924, 
on  certain  conditions ;  and 

Whereas,  Max  Siegel,  for  Marlon  Confections  Corpora¬ 
tion,  present  owner,  filed  on  August  31,  1944,  an  application 
under  sections  7c  and  21  of  the  zoning  resolution,  to  permit 
in  a  residence  use  district,  the  conversion  of  occupancy  of  a 
garage  for  more  than  five  motor  vehicles  and  a  motor 
vehicle  repair  shop,  previously  granted  bv  the  Board,  to  a 
confectionery  factory,  affecting  premises  321-343  West  54th 
street,  north  side,  275  ft.  east  of  Ninth  avenue  (Block  1045, 
Lots  12-15),  Borough  of  Manhattan;  and 

Whereas,  this  application  was  reopened  by  vote  of  the 
Board  on  September  12,  1944  and  set  for  hearing  on  October 
3,  1944;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  17,  1944,  after  due  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show’  that  Ninth  avenue  is  in  a  business  use  B 
area  and  V/2  times  height  district;  Eighth  avenue  is  in  retail 
and  retail  1  use,  B  area  and  2-times  height  districts ;  West 
56th  street  is  in  retail  and  residence  use,  B  area  and  1  / 


times  height  districts ;  and  West  53rd,  54th  and  55th  streets 
arc  in  residence  use,  B  area  and  iy2  times  height  districts; 

i  ^  .H^R£AS’  *Jle  decision  of  the  borough  superintendent 
dated  August  29,  1944,  on  Alt.  Applic.  1019-44,  reads: 

As  premises  are  now  located  in  a  residence  dis¬ 
trict,  proposed  change  in  use  from  garage  for  more  than 
five  motor  vehicles  and  motor  vehicle  repair  shop  to  a 
tactory-  is  contrary  to  sec.  3  zone  resolution.  Further 
as  subject  premises  had  previously  been  accepted  for 

S  m?t°r,v^}lc1^  rePair  shoo  under  Cal.  No. 
1432-18-BZ  and  Cal.  No.  725-24-BZ,  any  further  change 
in  use  must  be  referred  back  to  the  Board  of  Standards 
and  Appeals. 

Note  :  Application  not  further  considered  ” 
and 

Whereas  the  applicant  states  that  the  premises  consist 
of  a  plot  200  ft.  by  100  ft.  5  in.  on  which  is  located  a  1  story 
and  basement  building  occupied  as  a  garage  for  more  than 
five  motor  vehicles  and  a  motor  vehicle  repair  shop  and  it  is 
proposed  to  change  of  the  occupancy  of  this  building  to  a 
tactory  for  the  manufacture  of  confectionery;  and 

Whereas,  the  applicant,  in  support  of  his  application 
under  sections  7c  and  21,  contends  that  the  proposed  factory 
is  to  be  operated  by  the  Marlon  Confections  Co.,  who  are 
located  at  No.  609  West  51st  street,  New  York  City;  that 
lieir  lease  on  said  premises  was  due  to  expire  August  1945 

K*  *  cancel,ation  cIause  if  the  building  was’ sold  ; 
n  J16  holding  was  recently  sold  and  their  lease  was  can¬ 
celled  as  of  February  Id,  1945;  that  the  Marlon  Confections 
Corporation  negotiated  with  the  new  owners  for  a  reason- 
able  renewal  of  their  lease,  but  the  rental  demanded  was 
prohibitive  for  their  business,  being  nearly  double  that  of 
ormer  lease;  that  there  was  no  alternative  but  to  establish 
themselves  elsewhere;  that  there  is  a  scarcity  of  commercial 
space  throughout  the  city,  arid  the  only  available  building 
best  suited  for  their  requirements  w'as  the  premises  under 
appeal ;  that  they  purchased  this  building  without  knowledge 
ot  the  zoning  restrictions,  assuming  from  a  layman’s  point 
ot  view,  that  a  garage  and  repair  shop  could  readily  be 
changed  to  a  tactory  of  their  type;  that  they  manufacture 
t>Pj  °f  confection,  requiring  a  limited  amount  of 
gredients  and  no  hazardous  or  volatile  materials  are  used 
nor  does  the  processing  cause  noxious  or  offensive  odors 
dust  or  noise;  that  the  plant  will  be  mechanically  air-condi¬ 
tioned  and  no  windows  openable  to  the  outer  air  will  be 
required,  except  small  window  panels  for  emergency  that 
this  will  tend  to  eliminate  any  possibility  of  any  noise,  dust 
or  odors  emitting  from  the  plant  at  any  time;  that  they 
have  no  large  shipping  or  receiving  requirements  that  could 
not  he  readily  handled  in  the  loading  platform  within  the 
nnlding;  that  this  wall  keep  the  street  clear  for  traffic  and 
eliminate  the  several  driveways  across  the  sidewalk  that 
now  exist  for  the  garage,  thereby  reducing  the  hazard  to 
pedestrians  ;  that  the  general  appearance  of  the  building  after 
alterations  will  be  a  benefit  and  improvement  to  the  neigh¬ 
borhood  ;  that  since  there  exists  a  nonconforming  use  on 
these  premises  and  a  new  use  is  proposed  into  a  district 
zoned  against  it,  the  Board  has  the  discretionarv  power 
under  section  7c  to  grant  this  appeal;  that  the  character  of 
this  block  will  be  more  than  amply  safeguarded  by  the  pro¬ 
posed  changes ;  that  there  has  not  been  a  material  conform- 

'Tpr£V<imenl  th?re  since  the  Previous  variance,  except 
for  the  Police  Station,  and  there  are  still  substantial  non- 
conforming  uses  on  the  block;  that  there  is  likewise  au¬ 
thority  under  section  21  to  grant  this  appeal,  which  is  for 
an  amendment  to  previous  grant  under  former  section  20- 
that  no  increase  in  the  size  of  the  building  is  requested  just 
a  change  in  type  of  use ;  that  the  proof  for  such  an  appeal 
cannot  be  expected  to  be  the  same  as  if  no  non-conforming 
budding  and  use  existed ;  that  the  present  use  cannot  bf 
profitably  continued;  that  war  restrictions  and  changing 

s!mhStW^  °bS?,eLe:  tha*the  b,]iIdin£  arrangement  if 
such  that  it  can  only  be  used  for  commercial  purposes  and 

cannot  be  converted  to  residence  use  unless  completely  de 
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molished ;  that  this  owner’s  plight  is  due  to  unique  circum¬ 
stances  and  not  to  a  general  condition  affecting  others ;  that 
the  Board  permitted  a  change  from  carbarns  to  an  omnibus 
garage  under  section  21  for  premises  at  the  southeast 
corner  of  9th  avenue  and  West  54th  street,  opposite  site 
under  appeal,  under  Cal.  325-36-BZ ;  that  this  variance  was 
upheld  by  the  courts ;  that  the  same  principle  of.  change 
in  use  in  an  existing  non-conforming  building  was  involved 
as  in  this  appeal ;  and 

Whereas,  the  applicant  has  filed  with  this  Board,  a  letter 
dated  October  11,  1944,  which  reads  as  follows: 

“Pursuant  to  your  request  at  the  hearing  held  Octo¬ 
ber  10th,  1944,  I  am  submitting  the  following  for  your 
consideration : 

1.  The  same  product  will  be  manufactured  in  the 
proposed  factory  as  is  now  manufactured  at  the  Marlon 
Confections  Co.  plant  located  at  609  West  51st  street, 
New  York  City,  to  wit: 

a.  Marlon  Chocolate  Dragee  Mixture 

b.  Marlon  Chocolate  Fantasia  Mixture 

c.  Marlon  Chocolate  Fine  Nut  Dragee  Mixture 

d.  Marlon  Chocolate  Pastilles 

These  products  are  specialty  confections,  sold  under 
the  trade  names  listed  above,  and  are  made  with  ingre¬ 
dients  consisting  mainly  of  chocolate,  nuts,  sugar,  fruits, 
flavorings,  and  similar  food  products. 

2.  The  ’plant  will  operate  normally  from  8  A.  M.  to 
6  P.  M.  during  the  usual  working  days. 

In  order  to  meet  War  Agency  contracts  during  the 
present  war  emergency,  certain  departments  may  be  re¬ 
quired  to  operate  overtime,  but  not  later  than  10  P.  M. 

3.  The  areas  in  which  the  confection  manufacturing 
is  to  be  done  will  be  air-conditioned  and  will  require  no 
direct  exhausts  to  the  outer  air.  The  system  will  con¬ 
sist  of  a  series  of  supply  ducts  distributing  conditioned 
air  to  the  various  manufacturing  areas  with.  a  .  system 
of  return  air  ducts  for  recirculating  the  air  within  these 
areas. 

The  air  will  be  mechanically  cooled  by  freon  com¬ 
pressors  or  equal,  and  humidified  by  water  spraying  and 
cleaned  by  filters.  Any  slight  incidental  odors  resulting 
from  the  manufacturing  process  will  be  absorbed  in  the 
return  air  system  and  recirculated  through  the  system 
within  the  building,  itself. 

Outside  fresh  air  is  introduced  into  this  system  in 
minimum  quantities  and  is  compensated  by  equivalent 
air  being  dissipated  by  gradual  seepage  through  doors 
which  open  into  non-conditioned  areas  within  tbe  build¬ 
ing. 

4.  The  existing  boiler  room  and  boiler  flue  are  now 
located  at  about  the  center  of  the  West  54th.  street 
front,  and  as  far  away  as  possible  from  any  adjoining 
properties. 

To  eliminate  any  possible  smoke  or  gas  nuisance  to 
the  adjoining  properties,  a  steam  generator  will  be  used 
for  providing  steam  for  heating  and  processing.  .  The 
advantage  of  using  a  steam  generator  over  the  ordinary 
boiler  is  that  a  generator  is  so  designed  as  to  consume 
practically  all  gases  within  itself,  and  operate  smoke¬ 
lessly.  Likewise,  it  does  not  require  a  high  external 
smoke  stack,  and  the  existing  boiler  flue  will  be  used 
for  discharging  unconsumed  gases.  It  is  intended  to 
use  a  Cyclotherm  Steam  Generator  or  equal,  as  illus¬ 
trated  in  the  filed  circular. 

5.  Seven  sets  of  revised  floor  plans  and  elevation 
blue  prints  are  herewith  filed,  indicating  the  following 
conditions  and  safeguards,  as  have  been  suggested  at 
the  hearing: 

a.  The  north,  west  and  east  wall  steel  window 
sashes  on  both  floors  will  be  replaced  with  unpierced 
glass  block  and  masonry,  without  openable  sections. 

b.  The  present  skylight  at  the  east  over  the  base¬ 
ment,  and  at  the  north  over  the  first  floor  will  be 
replaced  with  unpierced  concrete  construction. 

c.  The  front-wall  steel  window  sashes  on  both 


floors  will  be  replaced  with  glass  block  and  masonry 
with  2'  x  2'  emergency  movable  sashes  in  the  center 
of  each  panel. 

6.  There  will  be  no  other  openings  to  the  exterior, 
other  than  the  exit  doorways  and  loading  platform 
doors  and  for  such  skylights  and  vent  ducts  for  toilet 
rooms,  dressing  rooms,  stair  halls,  storage  rooms,  and 
combustion  gas  flues  required  by  the  Administrative 
Building  Code  and  Labor  Law.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7e  thereof,  for  a 
term  of  two  (2)  years  from  the  date  of  this  resolution, 
to  permit  the  premises  as  permitted  by  the  Board  under  Cal. 
1432-18-BZ  and  725-24-BZ  as  a  garage  and  repair  shop  to 
be  occupied  substantially  as  proposed  as  a  candy  factory  and 
in  accordance  with  the  statement  filed  by  the  applicant  dated 
October  11,  1944  and  revised  plans  showing  the  basement 
floor,  1st  floor,  horizontal  section  and  front  elevation  marked 
“Received  October  13,  1944,”  on  condition  that  the  glass 
block  shall  be  6  in.  by  6  in.  as  approved  by  the  Board  for 
exterior  walls  as  meeting  a  ^  hour  fire  test;  that  the  access 
openings  shall  be  omitted  on  the  rear  and  side  walls  and  no 
other  openings  installed ;  that  such  block  shall  be  in  place  of 
all  existing  windows,  except  the  windows  of  toilets  on  the 
easterly  lot  line;  that  the  skylights  in  the  roof  shall  be 
eliminated  and  filled  in  with  concrete,  as  proposed;  that  the 
building  shall  not  be  increased  in  height  or  area ;  that  the 
proposed  use  is  in  complete  substitution  for  the  garage  and 
motor  vehicle  repairing  use  previously  granted  and  all  gaso¬ 
line  storage  equipment  shall  be  removed;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  in  all  other  respects,  all  laws, 
rules  and  regulations  shall  be  complied  with ;  that,  all 
permits  shall  be  obtained  and  all  work  completed  within 
one  (1)  year  from  the  date  of  this  resolution;  that  a  Cer¬ 
tificate  of  Occupancy  shall  be  obtained. 


804-41-BZ 

APPLICANT— Max  Horn,  for  Beach  71st  Street  Develop¬ 
ment  Corp.,  owner. 

SUBJECT- — Application  reopened  July  25,  1944,  for  con¬ 
sideration  as  to  extension  of  permit — Application 
previously  granted  on  condition,  under  section  7h  of 
the  zoning  resolution,  permitting  in  a  residence  use 
district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 149  Beach  71st  street,  west  side, 
437  ft.  north  of  Boardwalk  (Block  607,  Lot  83), 
Arveme,  Borough  of  Queens. 

APPEARANCES— 

Eor  Applicant :  Mrs.  Max  Horn. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (804-41-BZ) 

Whereas,  this  application  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  residence  use  district 
for  a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles,  affecting  premises  149 
Beach  71st  street,  west  side,  437  ft.  north  of  Board- 
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walk  (Block  607,  Lot  83),  Arverne,  Borough  of  Queens 
condiSr  and  ^  °"  AprU  21’  1942*  °n  'certai« 

permit^and  ^  ap,,Iicant  requestcd  an  extension  of  the 

nnV\nliR«S,iQS,CaSf-WaS  re°I)cned  hy  thc  vote  of  the  Board 
on  July  2a,  1944,  subject  to  usual  procedure;  and 

.  \VHE SEAS*  a  PgWic  hearing  was  held  on  this  application 

Ortniard  i°7  ^Qaudards  and  Appeals,  at  its  regular  meet- 

hvg’th0  I?  o'- i  ?V  244,  fftC,r  due,  Puhhcation  in  thc  Bulletin 
y  the  Boa  id  ot  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Ap,  eals  does 
hereby  amend  the  resolution  of  April  21,  1942,  only  in  so  far 
as  it  has  reference  to  the  extension  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read: 

Granted  under  section  7h  for  a  term  of  two  (2) 
years  I  rom  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles,  on  condition  that  only  motor  vehicles  of  the 
P  easure  car  type  shall  be  so  parked  or  stored  and  no 
cars  shall  be  parked  or  stored  that  are  not  in  condition 
or  operation;  that  during  the  term  of  this  permit  the 
piemises  shall  he  occupied  for  no  other  use  than  the 
parking  and  storage  as  herein  permitted;  that  no  build¬ 
ing  shall  he  erected  theron,  except  there  may  he  erected 
near  he  entrance  on  Beach  71st  street,  a  building  not 
oxer  100  sq.  tt.  in  area  and  not  oxer  one  story  in  height 
and  „!,,ch  may  be  of  frame,  to  be  occupied  solely8™ 
an  othce  and  shelter  for  thc  attendant;  and  that  the 
enttance  and  exit  of  the  premises  shall  he  solely  from 
Beach  7! st  street,  that  the  curb  cut  shall  not  exceed 

hPvnnH  AWKdt’ll  i‘  tHar  H°  CafS  ShaU  hC  Parked  or  Stored 
beyond  the  building  line  nor  within  20  ft.  of  any  building- 

on  an  adjoining  lot ;  that  no  signs  shall  be  erected  ex¬ 
cept  there  may  be  a  sign  erected  near  the  entrance  adver¬ 
tising  only  the  parking  and  storage  use  and  the  rates 
charged,  provided  such  sign  does  not  exceed  15  sq  ft 

X™  and  do.ef  "ot  extend  beyond  the  building  line; 
that  such  portable  fire  fighting  appliances  shall  he  main¬ 
tained  as  the  fire  commissioner  shall  direct;  that  ade¬ 
quate  fences  shall  he  maintained  on  all  interior  lot  lines 
and  on  the  street  building  line;  that  all  material  shall 

sh,lTIiOVCd.nbT"?mthe^Ui,ding  linc  and  no  structure 
shall  he  on  the  building  line,  except  the  substantial  fence 

herein  required  ;  that  all  permits  shall  he  obtained  and 
do,  W°r  completed  within  three  (3)  months  from  the 
date  of  this  amended  resolution;  that  a  Certificate  of 
Occupancy  shall  he  obtained  (Misc.  Applic.  6022-41).” 


207-44- BZ 

APPLICANT— -Lama  slid  Proskauer,  for  Sadie  Singer, 

SUBIFCt"  A  (r-  Me/?1  an-d  Rubl,er  Corp..  '“see) 

EtSJRCI  Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution 
to  permit  in  a  business  use  district  for  a  term  of 
two  years  the  conversion  of  occupancv  of  a  build¬ 
ing,  legally  occupied  as  a  private  garage  for  five 
PDL-\,T^°ior  trucks,  to  a  junk  shop. 

PREMISES  AFFECTED — 1 13  Kingsland 
side,  25  ft.  south  of  Herbert  street 

AT>r>r-A^ot  Bor°ugh  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama  and  Herman 
Singer. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
.  mg  and  Buildings. 

THf/vOTE— BOARD—. Application  granted  on  condition. 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


avenue,  west 
(Block  2833, 
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THE  RESOLUTION  (207-44-BZ) 

fH  SERJtS;^amd  and  Pr°ska«cr,  for  Sadie  Singer,  owner 
J  ,'nfj  AIctal  and  Rubber  Corporation,  lessee),  filed  April 
a,  1944,  an  application  under  section  7e  of  the  zoning  reso- 
lution,  to  pern,,,  j„  a  business  use  district  for  a  tfrm  “ 
"ie  conversion  of  occupancy  of  a  building  legally 
”  "lJ  as  %  locate  garage  for  live  motor  trucks,  to  a 

s  I,  I-  f I  aeffe<;'mS  I'ccmises  lid  Kingsland  avenue,  west 
side,  2o  it  south  of  Herbert  street  (Block  2833,  Lot  8) 
Borough  of  Brooklyn ;  and 

l,v\\^EifASaa  kl>bllc*iearing  was  held  on  this  application 

•  '  f  °u  Stfildards  and  Appeals,  at  its  regular  meet- 

mg  held  October  17,  1944,  after  due  notice  by  publication 

mWH™,  etI,!'°  the  ?°ard  of  Standards  and  Appeals;  and 
HEREAs,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Kingsland  avenue  is  in  a  business 
use,  C  area  and  1  times  height  district;  Monitor  street 
Herl,P,-tUctne?  USC-  C  a,reaand  ^  times  height  district  and 
height1  district ;  'and  *  “  C  arCa  a"d  *im“ 

•  VN  H ereas,  the  decision  of  the  borough  superintendent  act- 
mg  011  Alt.  Applic.  6a6-44,  dated  March  29,  1944,  reads: 

.  Existing  legal  occupancy  is  private  garage  for 
hve  motor  trucks  as  per  Permit  9351-1920 
4.  Proposed  changes  in  occupancy  from  private  ga- 
rage  tor  five  motor  trucks  to  junk  shop  in  a  business 
use  district  is  contrary  to  Art.  II,  Sec.  4(a)  of  the 
zoning  resolution.” 
and 

ofVa  nWA£’  JbeaiJPLicant  states  that  the  premises  consist 
r)aa  1  2a  ,ft-  hy  7j,  f.t1-..on  which  is  located  a  one  story, 
Uass  3  construction  building,  which  it  is  proposed  to  use 
as^a  junk  shop  for  scrap  rubber,  tires,  tubes  and  metals; 

W  hereas,  the  applicant  contends  that  the  premises  in 

aT 25  a  Kingsland  Uenue  an!! 
depth  ot  7o  it.,  that  there  is  a  one-story  masonry  building 

occupy, „g  the  ent.re  plot;  that  the  building  has  been  used 

rubber  “T/WTh0115  y  35  -a  junk  sho"  for  metals  and 
rubber,  and  has  had  a  permit  from  the  Department  of 

Licenses  continuously  since  1921  ;  it  is  requested  that  the 

rubber8  W  “nd  sales'  of melals  aSd 

ubber,  that  this  entire  area  is  dedicated  to  this  type  of 

business  as  there  are  numerous  non-conforming  uses'  n  the 
, turned, ate  area;  that  the  granting  of  this  apptalton will 
no  xvay  affect  the  community  and  it  is  therefore  re- 

S  Where  Asethered  that -fthis  ^Plication  be  granted;  and 
U  hereas  the  license  referred  to  is  not  a  junk  shop  license 

a  second  hand  dealer’s  license.  A  letter  from  the  De- 

Cahrah?man0of  thenR  S  <Jated  /une  3'  I944-  Pressed  to  the 
chairman  of  the  Board  reads  as  follows: 

Your  letter  of  the  31st  ult.,  addressed  to  Mr.  Paul 

1t7'u’-pLf1Cen/Se  C°mnii'?ioner'  Department  of  Licenses, 

office  for' reply"'  ^  haS  bee"  f to  this 

Our  records  show  that  on  March  23,  1936,  second¬ 
hand  dealer  (tires)  license  for  premises  113  Kingsland 
avenue,  Brooklyn,  was  issued  to  H.  S.  Metal  and  Rub¬ 
ber  Corporation.  This  license  was  renewed  by  them  each 
succeedmg  year  until  January  30,  1943,  when  second¬ 
ed  to  th<^  eXp'nng  Januar>'  31,  1944,  was  is- 

When  one  of  their  corporate  officers  appeared  this 
year  to  renew  their  license,  lie  was  questioned  by  the 
P!"S°nt,who  received  the  application.  His-  answers  indi¬ 
cated  they  were  carrying  on  a  junk  business.  An  investi- 
.  gation  was  made  which  showed  they  dealt  in  metal 
rubber,  old  batteries  and  tires  ” 
and 

Whereas,  this  section  has  recently  been  inspected  bv  a 
committee  of  the  Board  in  connection  with  Cal  173-44-B7 
located  nearby;  and 

■  ^  n-TAS’  the  R“ard  deemcd  tha*  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7 
subdix  lsion  e,  of  the  zoning  resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7e  thereof, 
for  a  term  of  two  (2)  years  from  the  date  of  this  resolution, 
to  permit  the  premises’  to  be  occupied  as  proposed,  on  con¬ 
dition  that  the  building  shall  not  be  increased  in  height  or 
area  and  all  the  windows'  shall  be  constructed  on  the  in¬ 
terior  or  rear  walls ;  that  no  signs  shall  be  constructed  on 
the  premises  other  than  the  sign  now  existing  as  indicated 
on  photographs  filed  with  this  application  ;  that  a  license  as  a 
junk  dealer  shall  be  obtained  from  the  Commissioner  of 
Licenses ;  that  this  use  shall  be  in  complete  substitution  for 
the  use  formerly  enjoyed  as  a  five  car  garage;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto ;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  resolution. 


386-44-BZ 

APPLICANT — Ben  Levee,  for  Staten  Island  Linen  Supply 
Co.,  owner. 

SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  section  7a  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  the  erec¬ 
tion  of  an  extension  to  an  existing  laundry ;  the 
extension  to  be  used  as  a  storeroom  and  garage  for 
eight  commercial  motor  vehicles,  accessory  to  the 
laundry,  and  to  permit  the  maintenance  of  a  drive¬ 
way  across  an  adjoining  lot. 

PREMISES  AFFECTED — 120  Targee  street,  northwest 
corner  of  Roff  street  (Block  642,  Lots  1  and  a), 
Stapleton,  Borough  of  Richmond. 
APPEARANCES—  . 

For  Applicant :  Ben  Levee  and  Louis  W.  Kauf- 
mann. 

For  Opposition:  Anne  Fostyk,  Agnes  Trewhella, 
Mrs.  Karl  Meier,  Flora  Garbarini,  Mabel  W. 
Nelson,  Madeline  Current,  Mrs.  G.  Hager  and 
others. 

For  Administration  :  Fred  Dafilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . •  •• .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (386-44-BZ) 

Whereas,  Ben  Levee,  for  Staten  Island  Linen  Supply 
Company,  owner,  filed  June  22,  1944,  an  application  under 
section  7a  of  the  zoning  resolution,  to  permit  in  a  business 
use  district,  the  erection  of  an  extension  to  an  existing 
laundry  to  be  used  as  a  storeroom  and  garage  for  eight 
commercial  motor  vehicles  accessory  to  the  laundry  and  to 
permit  the  maintenance  of  a  driveway  across  an  adjacent 
lot,  affecting  premises  420  Targee  street,  northwest  corner 
of  Roff  street  (Block  642,  Lots  1  and  5),  Stapleton,  BorOugh 
of  Richmond ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  17,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the,  zoning 
resolution  show  that  Roff  street  and  Targee  street  are  in  a 
business  use,  D  area  and  1  times  height  district ;  and  , 
Whereas,  the  decision  of  the  borough  superintendent 
dated  September  13,  1944  on  Alt.  Applic.  50-44  reads : 

“The  proposed  erection  of  an  extension  to  be  used  as 
a  storeroom  and  a  garage  for  8  commercial  vehicles, 
and  a  driveway  across  lot  7,  as  an  accessory  use  to  an 
existing  laundry  is  contrary  to  Art.  2,  Sections  4  and  6 
of  the  Zoning  Resolution  of  the  City  of  New  York.” 

and 


Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  with  a  frontage  of  110  ft.  11  in.  and  a 
depth  of  115.59  ft.  and  68  ft.  irregular,  on  which  is  located 
a  one  and  two  story  building,  80  ft.  in  maximum  depth, 
occupied  as  a  laundry ;  that  it  is  proposed  to  build  a  one 
story  extension  on  the  rear,  coverilig  the  remainder  of  the 
plot  for  a  storeroom  and  garage  and  to  provide  a  driveway 
for  the  cars  over  lot  7  out  to  Delford  street;  and 

Whereas,  the  applicant  contends  that  they  are  pressed 
for  storage  space ;  that  they  abandoned  a  five  car  garage 
when  the  garage  was  changed  to  a  boiler  room  under  Alt. 
permit  89-43  and  they  now  have  no  garage  space  to  house 
the  delivery  trucks ;  that  the  laundry  has  always  been  main¬ 
tained  in  complete  cleanliness  with  no  noise  and  with  ideal 
working  conditions ;  that  the  garage  will  be  separated  from 
the  laundry'  by  8  inch  brick  walls  and  the  doorway  between 
the  garage  and  laundry  will  be  protected  with  a  fireproof 
self-closing  door;  that  the  garage  will  be  occupied  by  light, 
panel  body  delivery  trucks ;  that  there  will  be  no  heavy 
commercial  trucks  kept  on  the  premises ;  that  the  new 
extension  will  match  the  existing  structure  in  construction 
and  architecture  and  painted  to  blend  harmoniously  with 
existing  conditions ;  that  no  laundry  machinery  will  be  in¬ 
stalled  in  the  new  extension;  that  there  will  be  no  signs 
displayed  on  the  premises,  except  a  small  existing  business 
sign,  about  2  ft.  by  4  ft.,  flat  against  the  building  on  the 
Targee  street  side ;  that  this  laundry  was  legally  established 
and  erected  under  N.  B.  Applic.  2764  of  1921  and  work  com¬ 
pleted  April  26,  1922;  that  the  existing  laundry  is  a  steam 
laundry  specializing  in  towel,  napkin  and  table  cloth  service ; 
that  the  storage  rooms  are  for  the  finished  product  and  are 
so  designated  to  show  that  no  laundry  machinery  installation 
is  contemplated  in  this  portion  of  the  premises ;  that  the 
linen  room  is  used  for  flat  work  finishing,  no  washing  or 
starching  of  smocks,  apron  coats,  etc.;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  a,  of  the  zoning  resolu¬ 
tion,  for  the  erection  of  an  extension  to  an  existing  laundry 
and  the  maintenance  of  a  driveway  across  an  adjacent  lot. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  September  13,  1944,  on  Alt.  Applic.  50-44,  be  and  it 
hereby  is  affirmed  and  that  the  application  be  and  it  hereby 
is  denied. 


421-44-BZ 

APPLICANT — Interborough  Engineering  Co.,  for  Louis 
Carmen  and  Nellie  Fay,  owners. 

SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  section  7e  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  district,  for  a 
term  of  two  years,  the  erection  of  a  building,  to  be 
occupied  as  a  dry  cleaning  establishment  in  con¬ 
junction  with  an  existing  tailor  shop,  where  dry 
cleaning  is  an  accessory  use. 

PREMISES  AFFECTED— 118-14  to  118-18  Merrick  road, 
south  side,  20  ft.  west  of  118th  road  (Block  12371, 
Lots  330,  331  and  332),  St.  Albans,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Ribelle  Perotto  and  Louis  Carmen. 
For  Opposition  :  George  J.  Rhodius. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  . . .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (421-44-BZ) 

Whereas,  Interborough  Engineering  Company,  for  Louis 

Carmen  and  Nellie  Fay,  owners,  filed  July  6,  1944,  an  ap¬ 
plication  under  Section  7e  of  the  zoning  resolution,  to  permit 

in  a  business  use  district  for  a  temporary  period  of  two 
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>cars,  the  erection  of  a  building  to  be  occupied  for  drv 
cleaning  in  conjunction  with  an  existing  tailoring  estab¬ 
lishment  where  dry  cleaning  is  an  accessory  use,  affecting 
premises  118-14  to  118-18  Merrick  road,  south  side,  20  ft 
west  of  118th  road  (Block  12371,  Lots  330,  331  and  332), 
8t.  Albans,  Borough  ot  Queens;  and 

i  .\\H,oKAS’1  a  -IJoblic  hearing  was  held  on  this  application 
>\  t  e  Hoard  ot  Standards  and  Appeals,  at  its  regular  meet- 
o'gn  9ctot*er  17,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W  hereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Merrick  road  is  in  a  business  use  D 
area  and  1  times  height  district  and  118th  road  is  in  a  resi¬ 
dence  use,  1)  area  and  1  times  height  district;  and 
Whereas  the  decision  of  the  borough  superintendent, 
dated  June  19,  1944  on  N.  B.  Applic.  125-44,  reads: 

r  .  Proposed  erection  of  building  in  a  business  dis- 
trict  for  dry  cleaning,  is  contrary  to  section  4-11  of  the 
building  zone  resolution. 

1  his  is  not  acceptable  as  an  accessory  to  the  principal 
use,  since  dry  cleaning  as  an  accessory  use  was  previ¬ 
ously  approved  and  dry  cleaning  now  appears  to  be  the 
principal  use.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  on  tt.  in  front  by  100  ft.  in  depth,  on  which  is  located 
on  the  northerly  portion,  a  2  story  frame  building,  50  ft. 
by  nO  ft.  in  area,  occupied  by  2  families  and  store;  that  the 
store  is  occupied  as  a  tailor  shop  with  accessory  dry  cleaning; 
that  on  the  southerly  portion  there  exists  at  the  rear  a  one 
story,  11  ft.  9  in.  by  27  ft.  dry  cleaning  room  and  that  it 
is  proposed  to  remove  this  dry  cleaning  room  and  to  build 
a  one  story  brick  structure  covering  the  open  area  of  the 
plot  to  a  depth  of  90  ft.,  to  be  used  for  dry  cleaning  and 
pressing;  and 

Whereas,  the  applicant  contends  that  this  is  appeal  for 
a  variation  of  the  use  district  regulations,  to  permit  the 
jetton  of  a  one  story  building  in  the  rear  of  118-16  and 
118-18  Merrick  road,  to  be  used  as  a  dry  cleaning  estab¬ 
lishment  tor  a  period  of  two  years;  that  the  owner  opened 
a  tailoring  shop  in  1940  at  118-14  Merrick  road  and  in¬ 
cluded  dry  cleaning  as  an  accessory  use  to  the  principal  use 
ot  tailoring  (Certificate  of  Occupancy  No.  Q26731)  and 
retail  stores  at  118-16  and  118-18  Alerrick  road  for  receiv¬ 
ing  and  delivering  clothes  for  the  convenience  of  the  neigh¬ 
borhood  trade ;  that  all  the  dry  cleaning  is  now  being  done 
in  an  approved  room  26  ft.  by  11  ft.  in  size;  that  the  owner 
now  finds  this  room  is  too  small  to  handle  the  increased 
business,  which  increase  is  due  largely  to  the  U.  S  Naval 
Hospital  located  nearby;  that  the  U.  S.  Naval  Hospital, 
bhip  Service  Department  has  entered  into  contract  with  the 
owner  to  pick  up  clothes  to  be  cleaned  and  pressed  and 
delivered  daily  to  the  hospital ;  that  this  service  has  been 
increasing  and  will  continue  to  increase  for  the  duration 
of  the  war;  that  for  this  reason,  the  dry  cleaning  depart¬ 
ment  will  have  to  be  enlarged  to  accommodate  this  increase 
in  business ;  it  is  therefore  proposed  to  remove  the  dry 
cleaning  from  the  building  at  118-14  Merrick  road  and  erect 
a  dry  cleaning  building  in  the  rear  of  the  adjoining  two 
buildings  owned  by  Mr.  Louis  Carmen;  that  the  size  of  this 
new  building  will  be  limited  to  25  ft.  by  30  ft.  and  one  story 
in  height,  which  will  be  large  enough  to  handle  the  additional 
dry  cleaning  and  leave  additional  space  in  the  present  building 
to  handle  the  additional  tailoring  and  pressing;  that  there 
will  be  less  than  five  men  working  in  this  new  building; 
that  the  reason  the  Naval  Hospital  contracted  with  this 
dry  cleaning  and  tailor  shop  is  the  quick  service  with  little 
use  of  gasoline  and  tires,  thereby  helping  the  war  effort; 
that  the  rear  of  the  hospital  grounds  are  located  across  the 
road,  enclosed  with  a  high  wire  fence  and  the  hospital  con¬ 
sists  of  a  number  of  one  story  buildings,  with  the  nearest 
building  located  more  than  200.  ft.  from  the  front  of  the 
premises  in  question ;  that  the  conditions  mentioned  above 
form  the  basis  of  the  appeal  under  section  7e  of  the  zoning 
resolution ;  and 


M  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 

\V  hereas,  the  Committee  found  that  the  premises  appear 
to  be  exclusively  a  dry-cleaning  establishment ;  that  there 
is  no  main  use  as  a  tailor  shop  and  the  sign  displayed, 
indicates  that  the  establishment  is  for  dry  cleaning  only, 
and  not  accessory  to  a  principal  use,  as  permitted  under 
section  4  paragraph  11  of  the  Zoning  Resolution;  and 
M  HEREAS,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  subdivision  e  of  the  zoning  resolution. 

Kesolvea,  that  the  decision  of  the  borough  superintendent, 
acting  on  N.  B.  Applic.  125-44,  be  and  it  hereby  is  affirnied 
and  that  the  application  be  and  it  hereby  is  denied. 


462-44-B  Z 

AI  PLICAN 1  Walter  Lang  and  Son,  Inc.,  lessee,  for 
Walter  Lang  and  Son,  Inc.,  and  Macoy  Holding 
Corporation,  owners. 

SUB  I LC  I  Application  (decision  of  the  Commissioner  of 
Marine  and  Aviation)  under  section  7f  of  the  zon¬ 
ing  resolution,  to  permit  in  a  business  use  district, 
for  a  stated  term  of  years,  the  erection  of  a  boat 
basin,  marine  service  building,  gasoline  and  oil  sell¬ 
ing  station. 

PRLMISES  AFFECTED — 3022-3038  Emmons  avenue 
south  side,  843.23  ft.  east  of  East  27th  street  (Block 

APPEARANCES  ^  ^  Borough  of  Brookl>’n- 

For  Applicant:  Harry  E.  Lang  and  Adam  Kopf. 
For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

BOARD — Application  granted  on  condition. 

I  HE  A^OTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  q 

THE  RESOLUTION  (462-44-BZ) 

Whereas,  Walter  Lang  and  Son,  Inc.,  for  Walter  Lang 
and  Son,  Inc.,  and  Macoy  Holding  Corp.,  owners,  filed  July 
31,  1944,  an  application  under  section  7f  of  the  zoning  reso¬ 
lution,  to  permit  in  a  business  use  for  a  stated  term  of  years, 
the  erection  and  maintenance  of  a  boat  basin,  marine  service 
Dtulciing',  gasoline  and  oil  selling  station  and  the  accessory 
parking  of  motor  vehicles  of  patrons,  affecting  premises 
3022-3038  Emmons  avenue,  south  side,  843.23  ft  east  of 
East  27th  street  (Block  7515,  Lots  42  and  49),  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  October  17,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

\\  hereas,  the  use  district  maps  accompanying  the  zone 
resolution  show  that  Emmons  avenue  is  zoned  for  business 
use,  Nostrand  avenue  is  zoned  for  business  use;  Haring 
street  is  zoned  for  residence  and  business  use;  Brown  street 
is  zoned  for  residence  and  business  use;  and  Batchelder 
street  is  zoned  for  residence  and  business  use;  and 

Whereas,  the  decision  of  the  Commissioner  of  Marine 
and  Aviation,  dated  July  6,  1944,  reads: 

Your  application  of  June  12,  1944,  for  permission 
to  construct  a  boat  basin  consisting  of  a  marine  service 
building,  piers,  four  gasoline  tanks  and  one  diesel  fuel 
oil  tank  with  dispensing  pumps  on  the  pier  on  the  south 
side  of  Emmons  avenue,  843  feet  east  of  East  27th 
street,  Brooklyn,  is  denied  because  the  area  proposed 
to  be  improved  is  zoned  as  a  business  district.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  two  lots,  Lot  42  fronting  131.73  ft.  on  the  south  side  of 
Emmons  avenue,  and  Lot  49  fronting  129.35  ft.  on  the  south 
side  of  Emmons  avenue,  both  lots  running  southerly  to  the 
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U.  S.  bulkhead  line  as  approved  by  the  War  Department 
May  1,  1911;  that  Lot  42  is  improved  with  nine  one-story 
summer  bungalows,  one  two-story  and  attic  frame  house 
having  six  rooms,  one  two-story  and  attic  frame  house  with 
12  rooms,  one  two-story  pavilion  and  dock,  all  of  which  are 
to  remain  with  the  exception  of  the  one  two-story  and  attic 
building  with  12  rooms  and  the  one-story  pavilion  and  dock, 
which  are  to  be  demolished;  that  Lot  49  is  improved  with 
one  two-story  and  attic  frame  house,  one  wood  dock,  one 
1 -story  frame  building  on  piles  used  as  a  shop  and  locker 
space,  all  of  which  are  to  be  demolished,  and  two  marine 
railways  which  are  to  be  replaced  by  two  modern  marine 
railways ;  and 

Whereas,  the  applicant  states  that  the  Lot  42  w’ater-front 
area  will  be  used  to  create  a  yacht  basin,  including  fuel 
facilities;  that  Lot  49  will  be  cleared  of  all  existing  build¬ 
ings  and  filled  to  the  present  level  of  Emmons  avenue ;  that 
this  fill  will  be  retained  in  place  by  retaining  walls  on  both 
sides  of  Lot  49;  that  the  yard  finish  will  consist  of  rolled 
cinders  with  oiled  top  finish ;  that  it  is  proposed  to  erect 
one  2-story  fireproof  brick  and  steel  Marine  Service  Build¬ 
ing,  according  to  plans  filed  with  this  application  and  to 
install  four  10,000  gallon  gasoline  storage  tanks  and  one 
10,000  gallon  fuel  oil  storage  tank,  in  accordance  with  the 
requirements  therefor,  and  to  install  the  necessary  pumps  to 
dispense  gasoline  and  oil  to  the  proposed  service  station  and 
yacht  basin ;  that  the  docking  facilities  of  the  yacht  basin 
will  be  confined  within  the  limits  of  riparian  rights  granted 
to  both  owners  by  the  Town  of  Gravesend;  and 

Whereas,  the  applicant  has  filed  with  the  Board  consents 
of  the  Celtic  Circle,  Sheepshead  Bay  Unit  No.  1  and  South 
Shore  Surf  Anglers,  Inc.  and  the  Sheepshead  Bay  Sports¬ 
men’s  Club ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  f,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7f  thereof,  for  a 
term  of  fifteen  (15)  years,  to  permit  the  gasoline  and  oil 
selling  station  in  connection  with  the  boat  basin  as  proposed 
and  the  accessory  parking  of  motor  vehicles  of  patrons  of 
the  establishment,  substantially  as  proposed  and  as  indicated 
on  plans  .filed  with  this  application  marked  “Received  July 
31,  1944”,  except  that  the  gasoline  station  at  Emmons  avenue 
for  the  sale  of  gasoline  for  servicing  motor  vehicles  shall  be 
deleted;  that  the  curb  cuts  as  shown,  may  be  permitted  for 
entrance  and  exit  from  the  premises;  that  planting  shall  be 
maintained  as  proposed  and  extended  to  harmonize  with  the 
design;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto  to  the  satisfaction  of  the  Commissioner  of  Marine 
and  Aviation ;  that  complete  working  drawings  including  the 
landscaping  shall  be  submitted  for  approval  of  the  Board 
before  same  are  submitted  to  the  Commissioner  of  Marine 
and  Aviation ;  that  such  plans  shall  be  submitted  within 
three  (3)  months  and  after  approval  by  the  Board,  all 
permits  shall  be  obtained  and  all  work  completed  within  one 
( 1 )  year  thereafter. 


APPEAL  FROM  ADMINISTRATIVE  DECISION 

529-44-A 

APPLICANT — Svlvania  Electrical  Products,  Tnc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AEFECTED — 208-20  Cross  Island  parkway, 
south  side,  300  ft.  east  of  Roe  place  (basement  and 
first  floors)  ;  (Block  5844,  Lot  1),  Bayside,  Borough 
of  Queens. 


APPEARANCES— 

For  Applicant :  Eugene  P.  Lannon. 

For  Opposition:  John  P.  Fox. 

For  Administration:  Edwin  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD— Laid  over  to  October  31,  1944  at 
10  A.  M.,  for  consideration  by  the  Board. 


MATERIALS  SUBMITTED  FOR  APPROVAL 

1144-40-SM 

APPLICANT— U.  S.  Gypsum  Co.,  owner. 

SUBJECT — Application  reopened  September  26,  1944  for 
approval  of  additional  material  “Auditone”  (previ¬ 
ously  approved  re  Acoustone,  Perfatone,  Quietone 
and  Perforated  Asbestos  Units). 

APPEARANCES— 

For  Applicant:  John  A.  Donohue. 

ACTION  OF  BOARD — Resolution  amended  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 


THE  RESOLUTION  (1144-40-SM) 

Whereas,  United  States  Gypsum  Company,  owner,  filed 
on  December  4,  1940,  an  application  with  the  Board  ot 
Standards  and  Appeals  for  approval  of  the  material  known 
as  Acoustone,  Perfatone,  Quietone  and  Perforated  Asbestos 
Units  ;  and 

Whereas,  this  material  was  approved  by  the  Board  on 
November  5,  1941,  on  certain  conditions  and  the  applicant 
requested  an  amendment  of  the  resolution  for  the  approval 
of  the  additional  material  known  as  “Auditone”  ;  and 

Whereas,  this  application  was  reopened  by  vole  of  the 
Board  on  September  26,  1944  and  referred  to  the  Committee 
on  Tests  of  the  Board,  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 


Re:  Cal.  1144-40-SM. 

Subject:  U.  S.  Gypsum  Company’s  Auditone,  approval 
of. 

October  3,  1944. 

The  Board  under  date  of  November  5,  1941  approved  a 
group  of  acoustical  materials  for  the  U.  S.  Gypsum 
Company  as  listed  in  a  resolution  under  this  calendar 
number,  published  in  Bulletin  45,  Volume  26.  The  ap¬ 
plicant  now  requests  the  reopening  of  the  previous 
application  so  as  to  add  a  new  acoustical  material  known 
as  “Auditone”  to  their  list  of  approved  acoustical  ma¬ 
terials. 


DESCRIPTION 

“Auditone”  is  manufactured  from  wood  fibres  at  the 
applicant’s  plant  located  at  Greenville,  Miss.  The  fibre- 
board  from  which  Auditone  is  fabricated  was  previously 
approved  for  the  applicant  under  Cal.  No.  1550-39-SM, 
resolution  appearing  in  Bulletin  15  of  Volume  26,  fully 
describing  the  physical  properties  of  this  material.  The 
only  additional  step  in  the  manufacture  is  to  cut  the 
fibreboard  into  the  shape  of  tiles  after  which  the  tiles 
are  slatted  at  predetermined  intervals  so  as  to  cover 
a  greater  surface  to  permit  better  absorption  of  sound 
waves. 

The  tiles  are  manufactured  in  thicknesses  of  J4"  des- 
ignated  as  “C”  and  1"  designated  as  “B”  and  in  sizes 
ranging  from  12"  x  12"  to  12"  x  24".  The  material 
weighs  ,94#/sq.ft.  and  the  1"  material  weighs 
1.1#, /sq.ft.  It  is  applied  by  cementing  with  approved 
plastic  cement  to  new  and  existing  surfaces,  or  by  nailing 
to  wood  furring. 
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1  csts  to  establish  sound  absorption  values  of  these 
materials  were  made  at  the  Acoustical  Materials  Associa¬ 
tion  with  results  as  follows : 

Description  of  Material 

Wood  fibre  units y  x  12"  x  12"  perforated  by  41 
rectangular  slots  x  3-9/16",  s/8"  in  dcpth.  Vhe 
aveiage  weight  of  the  material  tested  was  0.95  lbs.  per 

Surface  Finish 

The  material  was  pre-painted  at  the  factory. 
Mounting 

#1  mounting  (cemented  to  plaster  board). 

Test  Results: 

Coefficient  of  Sound  Absorption 
Auditone  “C”,  No.  1  Mounting 
0.15 
.36 
.64 
.69 
.74 
.77 
.60 


Frequency 
(cycles  per  second) 
128 
256 
512 
1024 
2048 
4096 

Noise  Coefficient 


Description  of  Material 

Tongued  and  grooved  wood  fibre  units  1"  x  12"  x 
4  perforated  with  two  blocks  of  rectangular  slots 
giving  a  total  of  41  slots  each  3-9/16",  %"  deep. 

I  he  weight  of  the  material  tested  was  118  lb  per 
sq.  ft.  '  1 

Surface  Finish 

The  material  was  pre-painted  at  the  factory. 
Mounting 

#2  Mounting.  Nailed  to  1"  x  2"  wood  furring  12" 
o.c.,  running  at  right  angles  to  the  length  of  the  tiles. 
Test  Results 

Coefficient  of  Sound  Absorption 
Auditone  “B”,  No.  2  Mounting 
0.19 
.64 
.63 
.72 
.78 
.70 
.70 


Frequency 
(cycles  per  second) 
128 
256 
512 
1024 
2048 
4096 

Noise  Coefficient 


RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data  wherein  material 
meets  the  sound  and  absorption  requirements  of  Federal 
Specifications  SSA-118  for  the  class  as  listed,  the  Com¬ 
mittee  on  1  ests  recommends  the  approval  of  Auditone 
Acoustica  Material,  under  Section  26- 178.0b  and  C26- 
1  1.0a,  when  made  and  used  in  accordance  with  the 
Board  s  Rules  on  the  Use  of  Insulating  Fibreboard. 

I  he  Committee  recommends  their  approval  for  use 
with  Class  1  and  2  construction,  wdien  backed  solidlv 
Wiith  fire-resistive  materials  and  when  meeting  the  re- 
quirements  of  C26-667.0,  paragraphs  3  and  8  and  C26- 
632. Og.  It  is  further  recommended  that  each  tile  if 
nailed  be  nailed  at  each  corner,  and  if  used  with  ad¬ 
hesives,  such  adhesives  shall  be  an  approved  type  with 
not  less  than  four  spots  to  each  tile.  These  materials 
shall  not  be  used  over  plaster  unless  the  plaster  is 
•  9r®uf>hly  dried  out,  and  care  shall  be  observed  to  pro¬ 
vide  a  space  equivalent  to  the  thickness  of  a  knife  blad» 
along  each  side  of  the  tile  to  permit  of  expansion 
arising  from  moisture  absorption. 

It  is  further  recommended  each  package  and  con¬ 
tainer  of  these  acoustical  materials  when  used  in  New 
York-City  shall  be  marked,  stamped  or  labeled,  readiim 
as  follows :  “Approved  for  use  in  New  York  City  by 


the  Board  of  Standards  and  Appeals  when  used  in  ac¬ 
cordance  with  the  conditions  in  Cal.  1144-40-SM.” 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  November  5  1941 
m  accordance  with  the  above  Report  of  the  Committee  on 

317-44-SM 

APPLICANT  Joseph  Lau,  for  Hub  Dor  Metal  Products 
t  orporation,  owner. 

SUBJECT-Hub-Dor  One  and  One-half  Hour  Kalamein 
Itoor,  approval  of. 

APPEARANCES— 

Josbl)h  Lau  and  Philip  Levine 
N  9F,iTHE  P0ARD— Approval  of  this  material 
is  held  in  abeyance,  subject  to  the  submission 
by  the  applicant  of  a  drawing  capable  of  reproduc¬ 
tion  for  Figure  1,  referred  to  in  the  report  of  the 
Committee  on  Tests. 
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452-44-SM 

SUP  ichm.°ned  Screw  Anchor  Co  -  Lie.,  owner. 

of  ,Chm°nd  Screw  Anchor  and  Bolt,  approval 

APPEARANCES— 

For  AppHcant.  Allen  H  pilH  and  Robert  £ 
Mitchell. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  report  of  Committee  on  Tests 

I  HE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 

Negative  ^  ^  B  Um  and  Deputy  Cllief  Gunn  4 

THE  RESOLUTION  (452-44-SM) 

fiWlHERI':?Si  th9iRiCn,n,lond  Screu'  Anchor  Co.,  Inc,  owner 
lul  on  July  4,  1944  an  application  with  the  Board  of 

as  theaRirb  IK  S  f°r  ;lITroval  of  the  material  known 

as  the  Richmond  Screw'  and  Anchor  Bolt;  and 

tn1S  m,at;rial  was  rcferred  to  the  Committee  on 
Us  ot  the  Board  toi  test  and  report;  and 

ifEKEAS,  the  report  of  the  Committee  on  Tests  reads: 
REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  452-44-SM.  September  22,  1944. 

Subject :  Richmond  Screw  Anchor  and  Bolt  ap¬ 
proval  of.  1 

The  Richmond  Screw  Anchor  Company,  Inc  of 
Brooklyn  New  York,  filed  an  application  with'  the 
Board  of  Standards  and  Appeals  for  the  approval 
under  the  requirements  of  C26-178.0.b,  of  this  product' 
now  n  as  the  Richmond  Screw  Anchor  and  Bolt  (Fig’ 

I )  for  use  m  concrete  walls  and  floors  constructed 
SeXlSgcS  requirements  of  the  Adminis- 

DESCRIPTION 

The  Richmond  Screw  Anchor  and  Bolt  is  used  to 
ge  her  to  secure  fittings  and  fixtures  to  a  wall  by  pro¬ 
dding  an  anchorage  element  in  concrete.  The  fiximc 
is  fastened  to  the  anchorage  element  by  means  of  a 
holt  applied  externally  through  the  fixture  t 
the  embedded  anchor.  UrC  to  cnSaSc 

The  anchor  is  a  simulated  flat  helical  coil  made  of 
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flat  cold  rolled  steel  of  #  1  temper.  This  coil  acts  as 
a  steel  lining  for  a  threaded  recess  in  the  concrete  pro¬ 
vided  by  a  setting  bolt  which  originally  positions  the 
anchor  in  the  concrete.  The  bolt  element  consists  of 
a  skein  thread  (Fig.  1),  regular  head  or  stud  bolt, 
fabricated  from  SAE1020  bolt  steel  or  wrought  iron 
when  required.  The  skein  thread  provides  a  flat  shoul¬ 
der  bearing  against  the  embedded  coil. 

INSTALLATION 

Screw  Anchor  units  are  cast  in  concrete  at  the  time 
it  is  poured  by  means  of  setting  bolts  placed  in  the 
form  work  to  position  the  Screw  Anchor  for  proper 
location,  imbedment  and  tightening  clearance.  Setting 
Bolt  is  held  in  the  form  work  by  blocking  or  by  spe¬ 
cial  template.  When  concrete  sets,  the  setting  bolt  is 
removed  and  the  anchor  is  ready  to  receive  final  bolt 


applied  through  fixture  to  be  secured.  In  practice  the 
same  bolt  is  usually  used  for  setting  and  for  final 
anchorage  of  fixture.  Screw  anchor  is  imbedded  ade¬ 
quately  "for  protection  against  deterioration  and  the 
anchor  bolt  unit  can  be  removed  and  renewed  at  will. 

USES 

Permanent  usage  of  this  anchorage  is  for  fastening 
fixtures  to  concrete  structures  where  the  location  is 
determined  by  structural  plans  and  anchorage  provided 
for  as  the  structure  is  built;  such  as,  the  fastening  ol 
fenders,  fixtures,  brackets  and  fittings  to  required  lo¬ 
cation  in  the  structure.  Temporary  uses  include  the 
anchorage  of  brackets  for  support  of  falsework  during 
construction  of  concrete  structures,  where  the  crew 
anchor  units  serve  to  replace  extensive  shoring  and 
anchor  bolt  units  are  reused  in  successive  applications. 

Data  chart  below  indicates  method  of  determining 
proper  length  of  anchor  bolts  in  various  sizes,  con¬ 
sidering  :  length  of  anchor,  imbedment  characteristics, 
clearance,  and  the  thickness  of  fixture  to  be  fastened. 
Dimensions  are  indicated  with  reference  to  symbols 


shown 

in  illustration  Figure  1. 

DIMENSIONS  AND  CAPACITIES 

Diam. 

A 

B 

C 

Approx.  Ultimate  Strap 
Tension*  Shear** 

y&" 

1)4" 

2)4" 

V\" 

4,020# 

3,015# 

Vi" 

2" 

3" 

Vs" 

8,442# 

6,332# 

\ Vs" 

3" 

3)4’" 

DT 

12,395# 

9,296# 

Va" 

4" 

31/2" 

1)4" 

18,291# 

13,718# 

Vs" 

5" 

3->4" 

M" 

26,331# 

19.748# 

V 

6" 

4" 

1  Vi" 

34,505# 

25,879# 

1)4" 

7" 

5/2" 

2" 

51,590# 

38,693# 

1)4'" 

8" 

*-j\n 

2)4" 

80,802# 

60,602# 

*  Ultimate  Tensile  Strength  SAE1020  steel  figured  at 
67,000#  per  sq.  in.  (Root  of  thread). 

**  Ultimate  Shear  Strength  75%  of  Tensile  and  based 
on  area  at  root  of  thread. 

Factor  of  safety  for  permanent  installations  3  to  1 
on  total  load. 

Factor  of  safety  for  temporary  installations  2  to  1 
on  total  load. 


A  test  of  the  integrity  of  the  Richmond  Screw 
Anchors  and  bolts  was  conducted  by1  Mr.  Allen  1  . 
Kniffen,  P.E.  of  the  Polytechnic  Institute  of  Brooklyn, 
Report  dated  3/2/42.  The  test  specimens  were  an¬ 
chored  in  a  block  of  concrete  and  so  placed  that  the 
extreme  point  of  anchorage  penetration  into  the  block 
made  a  45  deg.  angle  with  the  face  of  the  inner  edge 
of  the  supporting  wood  frame  on  which  the  concrete 
block  was  bearing.  Load  was'  applied  by  means  of  a 
hydraulic  testing  machine.  Other  details  and  results 
are  as  follows  : 

The  purposes  of  the  tests  was  to  prove,  under  rep¬ 
resentative  field  conditions,  that  the  strength  of  the 
anchorage  exceeded  that  of  the  bolts,  for  all  diameters. 


RESULTS 

OF  TEST 

Diameter  of 

Load  at  Yield 

Bolt 

Point  of  Bolt 

Remarks 

)4" 

7550# 

*  Anchorage  Developed 

V\" 

12460# 

Full  Strength  of  Bolt 

1" 

27650# 

in  all  cases. 

1)4" 

46600# 

1/2" 

75300# 

Results  shown  are  the  hield  point  of  the  gross  area, 
not  root  of  thread  area.  Tests  were  made  on  a  cali¬ 
brated  hydraulic  testing  machine,  and  checked  by  strain 
gauge  readings  using  a  modulus  of  elasticity  of 
29,000,000#  per  sq.  in.  All  tests  were  stopped  when 
the  yield  point  of  the  bolts  was  reached,  and  in  no  case 
was  there  cracking  or  any  other  evidence  indicating 
that  the  anchorage  was  starting  to  disintegrate. 

Concrete  test  blocks  were  supported  on  wooden 
frames,  leaving  anchorage  free  to  break  away  from 
block  if  load  on  anchorage  would  be  greater  than  shear 
strength  of  concrete.  Concrete  was  1.2.4,  ready  mix, 
8  days  old.  Screw  anchor  bolts  were  SAE-1020  (mild 
steel)  stock,  embedded  10  diameters. 

“Note  1 — -Subsequent  tests  were  made  with  $4"  and 
1"  high  strength  bolts  (SAE-1040  steel)  10  diameter 
embedment,  and  15  days  concrete.  The  $4"  bolt  failed 
-in  tension  at  a  load  over  22,000#.  The  1"  dia.  bolt  was 
tested  to  40,000#  and  at  this  point  the  concrete  failed 
in  shear.  Greater  embedment,  of  course,  would  have 
given  greater  shear  area  and  strength,  if  desired.  The 
result  of  these  tests  with  high  strength  bolts  is  given 
merely  to  show  that  the  anchorage  is  much  stronger 
than  mild  steel  bolts,  and  has  no  practical  application.” 

SHEAR  TEST 

A  shear  test  of  1)4  x  8"  Richmond  Screw  Anchors 
and  Bolts  embedded  in  a  concrete  block  was  conducted 
by  Professor  William  J.  Moore  at  the  Polytechnic  In¬ 
stitute  of  Brooklyn  with  details  and  results  as  follows: 

The  test  specimen  (Fig.  2)  consisted  of  a  11"  x  12)4" 
x  13)4"  concrete  block,  made  of  1 :2  :3  hand  mixed  con¬ 
crete,  in  which  were  placed  two  1)4"  x  8"  screws  and 
anchors.  The  block  was  reinforced  against  splitting 
with  reinforcing  maintained  clear  of  anchor  coils  by 
2"  minimum. 

By  opposing  two  angles  under  load,  affixed  by 
1)4  x  8"  Richmond  Anchor  Bolts  to  a  1 :2  :3  hand  mixed 
concrete  block,  a  simultaneous  test  was  obtained  on  two 
bolts  (Fig.  2)  acting  individually;  one  (Bolt  “A”)  re¬ 
acted  in  combined  tension  and  shear  under  eccentric 
loading  and  the  other  (Bolt  “B”)  reacted  to  direct 
shear  only.  The  1|)4'”  x  8”  bolts  were  applied  to 
anchorage  recesses  provided  by  134”  x  10"  setting  bolts 
used  temporarily  during  pour  of  concrete.  Test  was 
conducted  on  the  8th  day  following  pour  of  block. 
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Load 

“D” 

Movement 

1,000  lbs. 

2.64" 

3,000 

n 

2.61" 

.03" 

4,000 

it 

2.59" 

.05" 

5,000 

a 

2.58" 

.06" 

6,000 

n 

2.54" 

.10" 

7,000 

a 

2.54" 

.10" 

8,000 

u 

2.53" 

.11" 

9,000 

n 

2.52" 

.12" 

10,000 

a 

2.50" 

.14" 

11,000 

a 

2.48" 

.16" 

12,000 

a 

2.45" 

.19" 

13,000 

a 

2.45" 

.19" 

14,000 

a 

2.40" 

.24" 

15,000 

a 

2.40" 

.24" 

16,000 

a 

2.40" 

.24" 

17,000 

a 

2.35" 

.29" 

18,000 

a 

2.35" 

.29" 

19,000 

a 

2.34" 

.32" 

20,000 

a 

2.33" 

.31" 

21,000 

a 

2.32" 

.32" 

22,000 

a 

2.30" 

.34" 

23,000 

a 

2.28" 

.36" 

24,000 

u 

2.25" 

"JO"** 

25,000 

a 

2.15" 

.49" 

26,000 

a 

2.13" 

51"*** 

27,000 

a 

2.08" 

.56" 

28,000 

a 

2.03" 

.61" 

29,000 

a 

1.98" 

.66" 

30,000 

a 

1.96" 

.68" 

31,000 

a 

1.93" 

.71" 

32,000 

a 

1.90" 

.74" 

33,000 

a 

1.88" 

.76" 

34,000 

a 

1.83" 

.81" 

35,000 

a 

1.80" 

.84" 

36,000 

a 

1.78" 

# 

*  Movement  on  two  bolts  up  to  28,000  lbs. 

**  Load  shim  on  Bolt  “A”  moved  flush  with  back  of 
angle  due  to  flange  bending.  Load  released  and  reap¬ 
plied. 

***  Surface  concrete  flaked  between  angles.  Apparent 
crushing  of  surface  concrete.  Block  rested  on  machine 
base  Bolt  “B”  out  of  action,  but  not  due  to  failure. 

****  No  direct  failure.  Bolt  “A”  bending  and  crush¬ 
ing  concrete.  “D”  equals  1.9"  after  load  release. 

OBSERVATIONS 

Backs  of  angles  separated  from  block  at  the  heel 
under  1st  load  application  up  to  10,000  lbs.,  separation 
being  about  at  heel  of  Bolt  “A”  angle  and  about 
1/16  at  heel  of  Bolt  l'B”  angle  causing  more  severe 
action  than  would  result  from  a  conventional  bracket 
application  with  several  bolts. 

Entirely  satisfactory  anchorage  performance  was 
demonstrated  by  Bolts  “A”  and  “B”  under  different 
loadings  up  to  24,000  lbs.,  when  it  became  necessary 
to  change  load  application  on  Bolt  “A”  angle  to  shear 
due  to  bending  of  angle  flange. 

\  isible  failure  of  surface  concrete  occurred  at  27,000 
lbs.  Prom  this  point  on  concrete  crushed  as  Bolt  “A” 
bent  under  load,  with  visible  readjustment  at  each  load, 
indicated  by  added  difficulty  in  settling  the  scale  beam. 
Loads  were  obviously  taken  up  more  and  more  by  bolt 
tension  transmitted  to  the  deeper  embedded  coils  Bolt 
B  was  bent  very  slightly  after  28,000  lb.  loading  and 
was  removed  easily  with  a  12"  wrench.  Bolt  “A”  more 
severely  bent  could  not  be  removed  with  the  12"  wrench 
at  hand.  (After  the  36,000  lb.  loading.) 

No  definite  failure  accrued  for  Bolt  “A”  at  the  36,000 
lb.  loading  other  than  continuous  crushing  of  concrete 
accompanied  by  bending  of  the  bolt. 


Prom  test  data  obtained  it  would  appear  that  in  8 
day  concrete  the  limiting  shear  load,  as  determined  by 
bending  of  a  1 Z"  x  8"  Richmond  Anchor  Bolt  within 
the  concrete,  is  26,000  lbs.  and  that  the  same  limiting 
load  applies  tor  1  #"  x  8"  Anchor  Bolts  for  bracket 
anchorage  with  eccentric  loading. 


^*0 
Cr  y 


Space  up  /o  24000  /6s. 
Flange,  ben/  a/  24,000 /6s 
s5o  Zoac/  was  re  /e  as  e  c/  one/ 
/oac/  shim  mo^ac/  even  with 
back.  of  Z  For-  shear  /oacFon/p 


Loac / 
65/ocA. 

of  Tes/ 
Machine 


D  c/is/once  between  punch 
marks  2  C4" <P>  /tOOO  /6s.  .7 
■'}  '■ '  /•  78" <e>3C.OOO  / 6s.\ 

^  ■  ■fV  ••  .G<2  c/i  F Ferenc  a 

<■ Anchorage  recess  provic/ect 
\by  / M  *ZO  setting  Jbo//  ’ 


■S 


O" at  2S.OOO/6 


J/<3"  a/  s/ar/j  _ _ 

A/o  / oocF  on  2>o//  "d>" oFfer  2Q.OOO  /6s 
~Fe  s/  Machine  Qos<z 

Fig.  2 

RECOMMENDATION 

On  the  basis  of  the  toregoing  data,  the  Committee  on 
l  ests  recommends  the  approval  under  C26-1910a  of 
the  Richmond  Screw  Anchor  and  Bolt  when  made 
and  used  as  described  herein  as  a  material  of  construc¬ 
tion  to  be  used  specifically  in  walls  and  floors  of  con¬ 
crete  complying  with  the  requirements  of  the  Adtnin- 
lstiatne  Building  Code,  provided  that  each  package  or 
bundle  °f  this  material  be  stamped,  marked,  tagged  or 
labelled  reading  as  follows:  Approved  by  the  Board 
ot  Standards  and  Appeals  for  use  in  New  York  Citv 
under  Cal.  4S2-44-SM.  y 

( Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 
CHARLES  M.  BLUM, 

Commissioner, 
LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 

U  herkas,  this  report  recommended  the  approval  of  thi< 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  doe« 
heieby  approve  the  material  known  as  the  Richmond  Screw 
Anchor  and  Bolt  on  condition  that  the  material  be  manu- 
actured,  installed,  used  and  labelled  in  accordance  with  the 
above  report. 


Adjourned  :  12 .05  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  17,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
256-44-A 

APPLICANT— Cafiero  and  Lacerenza,  for  Alex  Dardick, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 516  Schenck  avenue  (512  dis¬ 
played),  west  side,  175  ft.  north  of  Dumont  avenue 
(Block  4059,  Lot  31),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  A.  Lacerenzo  and  Alex 
Dardick. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative: . •  •• .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (256-44-A) 

Whereas,  Cafiero  and  Lacerenza,  for  Alex  Dardick, 
owner,  filed  April  27,  1944  an  application  for  revocation 
of  Certificate  of  Occupancy,  affecting  premises  516  (512 
displayed)  Schenck  avenue,  west  side,  175  ft.  north  of  Du¬ 
mont  avenue  (Block  4059,  Lot  31),  Borough  of  Brooklyn; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  April  17,  1944  on  Alt.  Applic.  988-44  reads: 

“Application  to  revoke  Certificate  of  Occupancy  77200 
is  herewith  denied.  Authority  to  revoke  same  rests 
solely  with  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  (35  ft.),  in  height,  20  ft.  3  in.  by  82  ft.  5  in.  in 
area  at  1st  floor,  20  ft.  3  in.  by  52  ft.  in  area  at  typical 
floor,  of  class  3  construction,  erected  in  1908,  located  in  a 
residence  use  district  and  used  and  occupied  since  1943 
as  follows:  cellar — ordinary;  1st  floor — store  and  shop  for 
making  and  repairing  laundry  bags — 3  persons  ;  2nd  floor — 
dwelling — 1  family;  3rd  floor — dwelling — 1  family  and  that 
no  change  in  use  or  occupancy  is  proposed  ;  and 
Whereas,  Violation  4103-44  issued  March  24,  1944  was 
for  occupying  the  first  floor  as  a  factory  contrary  to  C  er- 
tiflcate  of  Occupancy  77200 ;  and 

Whereas,  the  applicant  contends  that  the  first  story  was 
occupied  from  1908  to  about  1921  for  the  manufacture  of 
ladies’  dresses';  that  the  building  was  thereafter  used  as  a 
shop  employing  about  ten  persons  working  on  ladies’  combs, 
which  use  was  passed  on  by  the  Board  under  Cal.  Nos. 
868-23-BZ,  667-23-A  and  730-24-A ;  that  about  1935,  the 
building  changed  ownership  by  foreclosure  proceedings  and 
subsequently  was  occupied  as  follows:  on  April  29,  1938 
by  the  Prager  Barber  Supply  Company  on  the  1st  floor; 
March  20,  1939 — same  occupancy;  April  19,  1940 — same  oc¬ 
cupancy;  June  3,  1941— Worlds  Best  Laboratories,  Inc., 
manufacture  of  hair  tonics  on  fist  floor;  April  21,  1943 — 
manufacture  of  laundry  bags  as  indicated  in  letter  dated 
April  26,  1944  from  the  State  Department  of  Labor  ad¬ 
dressed  to  the  applicant  and  filed  with  this  appeal;  that 
Certificate  of  Occupancy  77200  does  not  state  the  true  or 
actual  use  and  should  not  have  been  issued  ;  that  an  ex¬ 
amination  of  layout,  with  an  exit  to  the  side  yard  and 
double  sets  of  wash  and  toilet  facilities,  definitely  indicates 
a  use  other  than  the  ordinary  store  use;  that  the  present 
owner  of  his  own  knowledge  of  many  years  knew  that 


the  1st  story  of  these  premises  was  used  for  manufacturing 
purposes  and  did  not  expect  any  question  in  that  respect ; 
that  if  the  present  owner  is  prohibited  from  conducting  his 
business  on  the  premises,  his  investment  in  the  purchase 
would  be  a  total  loss;  that  permit  5182  of  1935  (upon 
which  Certificate  of  Occupancy  77200  was  issued)  proposed 
to  convert  the  building  to  a  class  A  multiple  dwelling,  by 
creating  a  suite  of  four  rooms1  and  bath  in  the  rear  of 
store  and  providing  for  installation  of  steam  plant,  fire 
protection  work  in  cellar  and  minor  alterations  on  2nd  and 
3rd  floors ;  that  the  proposed  occupancy  was  indicated  as 
follows:  1st  floor — store  and  1  family;  2nd  floor — 1  -family  ; 
3rd  floor— 1  family;  that  this  plan  was  amended  July  9, 
1935,  four  days  after  its  approval  by  filing  Application 
7981,  approved  August  7,  1935.  eliminating  all  proposed 
work  on  1st  floor  and  omitting  change  of  occupancy;  that 
thereafter,  the  occupancy  of  the  1st  floor  upon  which  Cer¬ 
tificate  of  Occupancy  77200  was  issued,  should  have  read, 
“store  and  shop”;  that  it  is  contended  that  the  Certificate 
of  Occupancy  was  improperly  issued,  as  the  1st  floor  has 
always  been  occupied  as  a  shop  and  store;  that  from  1921 
to  1931  and  1933,  the  premises  were  occupied  as  is  indi¬ 
cated  in  affidavit  of  Meyer  Lederson  filed  with  this  appeal ; 
and 

Whereas,  the  affidavit  of  Meyer  Lederson  filed  June  22, 
1944  with  the  Board,  states  that  the  premises  in  question 
have  been  used  for  factory  purposes  continuously  since 
1919  and  are  now  so  used;  that  about  the  year  1921,  the 
premises  were  used  for  a  factory,  employing  about  ten 
persons  for  a  period  of  ten  or  twelve  years;  that  on  March 
11,  1923,  he  performed  carpenter  work  on  the  premises, 
which  makes  it  possible  for  him  to  definitely  remember 
the  matters  set  forth  in  the  affidavit ;  and 

Whereas,  the  applicant  contends  that  from  1931  or  1933 
to  1934,  the  1st  floor  remained  vacant;  that  from  1934  to 
1937,  the  1st  floor  remained  vacant,  as  is  indicated  by  affi¬ 
davit  of  Guy  L.  Terhune.  filed  with  the  Board  June  22, 
1944;  that  from  1937  to  1942,  the  1st  floor  of  the  premises 
were  occupied  by  Theodore  Prager,  manufacturing  barber 
supplies;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
July  18,  1944  and  laid  over  for  decision  by  the  Board  with¬ 
out  further  argument;  and 

Whereas,  a  report  of  a  committee  of  the  Board  was 
read  at  this  hearing,  which  report  reads  as  follows : 

REPORT  OF  COMMITTEE 

September  25,  1944. 

Re:  Cal.  256-44-A. 

Premises  516  Schenck  avenue  (512  displayed), 
Block  4059,  Lot  31,  Borough  of  Brooklyn. 

This  is  an  appeal  from  the  decision  of  the  Borough 
Superintendent  refusing  to  revoke  Certificate  of  Oc¬ 
cupancy  #77 200,  issued  November  30,  1935,  for  store 
and  two  families,  against  Permit  #5182  of  1935. 

The  store  on  the  first  floor  is  now  occupied  con¬ 
trary  to  the  Certificate  of  Occupancy  as  a  factory  for 
the  manufacture  and  repair  of  laundry  bags.  The  ap¬ 
plicant  claims  that  prior  use  of  the  premises  entitles 
him  to  continue  the  factory  use  in  spite  of  the  wording 
of  the  Certificate  of  Occupancy',  calling  for  occupancy 
as  a  store  on  the  street  floor. 

The  building  was  erected  in  1908  as  a  three-story 
building,  20  ft.  wide  by  52  ft.  deep,  to  be  occupied 
as  a  store  and  dwelling  for  two  families. 

In  1916,  when  zoning  was  adopted,  the  premises  were 
placed  in  a  residential  district.  This  zoning  has  con¬ 
tinued  to  date.  In  1916,  under  Permit  #5131,  an  exten¬ 
sion  to  the  rear  of  the  building,  20  ft.  by  30  ft.,  was 
added.  Occupancy'  was  stated  as  two  families  and  store 
(tailor) . 

In  1919,  under  Permit  9939,  minor  partition  and 
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window  alterations  were  made;  occupancy  stated  as 
store  and  two  families. 

*n  1922>  a  shoj*  had  been  introduced  on  the  first  floor 
and  an  appeal  (Cal.  No.  667-23-A)  was  filed  with  this 
7U0na‘‘d  lr,,m.  an  on*er  of  the  Fire  Commissioner— No. 
/W7d,  questioning  the  use  as  a  factory  because  of  the 
location  m  a  residence  use  district.  The  factory  use 
was  setting  stones  in  celluloid  combs.  The  appeal  from 
,7",“  Withdrawn  and  an  application  (Cal.  No. 
u  •  •  ,or  a  zonmS  variance.  At  that  time 

the  hire  Commissioner  had  .joint  jurisdiction  over  zon¬ 
ing  violations  with  the  Building  Department.  The 
Board,  on  October  23.  1923,  reversed  the  decision  of 
the  r i re  Commissioner,  finding  that  no  zoning  vari¬ 
ance  at  the  Building  Zone  Resolution  was  needed  as 

•  ionuineSBi  USC.  i,een  established  prior  to  zoning 
m  1998  and  upheld  the  owner’s  contention  that  the 
occupancy  was  not  manufacturing.  In  1924.  under  an- 
peal  C  al.  No.  730-24-A,  however,  the  Board  in  granting 
a  modification  of  a  new  order  of  the  Fire  Commis¬ 
sioner  as  to  storage  of  celluloid  for  the  same  occupancy 
limited  the  shop  tor  factory  work  to  the  rear  exten¬ 
sion.  \\  hile  there_  appears  to  he  an  inconsistency  be¬ 
tween  the  action  ot  the  Board  in  1923  as  against  1924 
it  can  be  explained  by  the  definition  of  a  business 
building  m  the_ Building  Code  then  in  force,  in  which 
under  Section  70.  paragraph  4,  both  a  store  and  a  fac¬ 
tory  were  included  among  business  uses. 

^£c?j;d.s  of  the  ,Fire  Department  Folders  37336.11  and 
37336.12  indicate  that  the  comb  factory  was  discontinued 
m  I  )28  and  the  premises  were  then  occupied  as  a  barber 
stippiy  business  Photographs  filed  with  the  Board  in 
1 7_3  show  by  the  sign  on  the  store  windows  that  the 
store  was  occupied  at  that  time  by  the  “Prager  Barber 
Supply  Company” — coincidentally,  no  doubt,  with  the 
comb  factory  in  the  rear  extension,  to  which  it  had  been 
limited  by  the  Board.  The  Prager  Barber  Supply  Co. 
continued  until  they  moved  to  2635  Atlantic  Avenue  in 
1942.  Prager  had  received  permits  annually  from  the 

1922  t  1942SI°ner  t0  St°re  3  Sma11  quantity  of  alcohol— 

In  1935,  under  Permit  5182,  a  plan  was  disapproved 
tor  changing  the  building  to  a  tenement  house  hut  altera¬ 
tions  were  approved  and  amended  occupancy  stated  as 
1st  flooi  store;  2nd  and  3rd  floors — one  family  each. 
Certificate  of  Occupancy  $772 00,  which  is  involved  in 
this  appeal,  was  thereafter  issued  on  November  30,  1935. 

On  June  11,  1943,  a  violation  was  issued  for  occupying 
the  first  floor  as  a  factory  for  making'  and  repairing 
laundry  bags.  Ensuing  violations  were  issued  leading 
up  to  an  action  of  the  Magistrate  in  March,  1944.  An 
application  $29 3 — 14  to  change  the  Certificate  of  Occu¬ 
pancy  as  to  the  first  floor  from  store  to  factory  in  a 
residence  district  was  denied  by  the  Borough  Superin¬ 
tendent  March  21,  1944.  Alteration  Application  988  of 
1944  was  denied  by  the  Borough  Superintendent  April 
1/,  1944,  to  revoke  Certificate  of  Occupancy  77200 
1  his  decision  is  the  basis  of  this  appeal. 

From  this  record,  it  is  clear  that  while  factory  work 
was  recognized  as  permitted  in  the  rear  extension,  it 
was  discontinued  in  1928  and  no  factory  has  existed 
since  until  the  establishment  of  the  present  unlawful  use 
as  a  factor}'  for  the  manufacture  and  repair  of  laundry 
hags.  No  statement  was  made  of  a  continuation  of  the 
factory  use  in  1935,  when  the  Certificate  of  Occupancy 
was  issued. 

Section  6  of  the  Zoning  Resolution  protects  property 
owners  as  to  existing  non-conforming  uses  as  long  as 
they  are  continued,  but  there  is  no  provision  permitting 
a  restoration  of  a  non-conforming  use  once  it  has  been 
abandoned.  A  store  and  a  factory  are  not  interchange¬ 
able  non-conforming  uses  in  a  residence  use  district. 

No  basis  appears  to  exist  to  warrant  revocation  of  the 
Certificate  of  Occupancy  for  the  purpose  of  issuing  one 
to  include  a  factory  use  on  the  first  floor.  The  owner 


variance rCmedy  °£  applying  t0  lhis  Board  for  a  zoning 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman, 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 

JOHN  E.  GUNN, 

Committee. 

,  Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Apphc.  988-44,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


410-44-A 

APPLICANT  —  Louise  Bernhardt,  owner  (Queens  Boro 
tal  lan- American  Citizens  League,  Incorporated 
lessee). 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMIES  AFFECTED-102-23  43rd  avenue,  north  side, 
-00  ft.  east  of  102nd  street  (Block  1977,  Lot  11) 
Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Louise  Bernhardt 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THE*  Vm°E-B0ARD~ApPeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative: .  q 


THE  RESOLUTION  (410-44-A) 

•  W«EKE-)s,  Louise  Bernhardt,  owner  (Queensboro  Ital- 

CltlZens  Bea/ue’  IncorPorated,  lessee),  filed 
June  30,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  102-23  43rd  Avenue 
north  side,  200  ft.  east  of  102nd  street  (Block  1977  Lot  11) 
Corona,  Borough  of  Queens ;  and 

W  hereas  .  the  decision  of  the  borough  superintendent, 
dated  June  2 ,1944,  on  Alt.  Apphc.  465-44,  reads: 

#3.  Indicate  in  application  live  load,  First  floor 
girders  weak  for  live  load  of  100  lbs.  per  sq.  ft.  Sect. 

4.  As  the  building  is  a  frame  building,  proposed 
change  of  occupancy  is  contrary  to  Section  4.1.5  and 
4.2.1  of  Building  Code. 

x  Fire  retard  cellar  ceiling  as  per  Sect.  10.11. 

6.  Enclose  cellar  stairs  as  per  Sects.  6.4.  1.8.1. 

Doors  inadequate  for  occupancy  as  per  Sect  62  1 
Exit  doors  required  to  swing  in  direction  of  exit 

8.  Fire  stop  walls  within  3  ft.  of  lot  line  as  per 
Sect.  4.1.3  of  B.C. 

9.  Fire  retard  stair  enclosure.” 
and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(30  It.)  in  height;  23  ft.  by  65  ft.  in  area;  of  Gass  4 
construction  erected  1899.  and  located  in  a  business  and 
residence  use,  C  area  district,  and  used  since  1923  as 
follows:  1st  floor,  store  used  as  social  club,  60  persons; 
2nd  floor,  dwelling,  2  persons;  that  the  building  is  equipped 
with  one  38  in.  wide  wood  stairs,  enclosed  in  wood  parti¬ 
tions,  equipped  with  wood  doors  and  leading  to  a  vacant  lot 
at  the  east  side  of  the  building;  and 
Whereas,  the  applicant  contends  that  the  premises  have 
been  rented  to  the  Veterans  of  Foreign  Wars  for  use  as 
a  club  house  and  have  been  continuously  used  by  various 
dubs;  that  the  Italian  American  Citizens  League,  Incor¬ 
porated.  has  occupied  the  store  on  the  1st  floor  for  several 
years  for  social  club  purposes,  the  occupancy  being  limited 
to  members  only;  that  the  membership  of  the  organiza¬ 
tion  is  60  persons  but  there  are  never  more  than  40  persons 
on  the  premises  at  one  time ;  and 
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Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board. 

Resolved,  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  465-44,  be  and  it  hereby  is  modified 
and  That  the  appeal  be  and  it  hereby  is  granted ,  as  to 
objection  3,  on  condition  that  the  floor  girders  and  floor 
beams  shall  be  strengthened  as  may  be  required  by  the 
borough  superintendent  for  a  liveload  of  not  less  than 
75  lbs.  per  square  foot;  as  to  objection  4,  that  the  build¬ 
ing  shall  not  be  increased  in  height  or  area;  as  to  objec¬ 
tion  5,  that  the  cellar  ceiling  shall  be  retarded  over  the 
heater,  as  required  by  the  Code;  as  to  objections'  6  and  7, 
that  the  existing  doors  may  be  accepted,  provided  they  are 
made  to  swing  in  the  direction  of  exit  and  the  door  to  the 
cellar  stairs  is  made  reasonably  tight-fitting  and  self¬ 
closing  as  to  objections  8  and  9,  that  the  existing  condi¬ 
tions  may  be  accepted,  provided  the  other  requirements  of 
this  resolution  are  complied  with  and  the  occupancy  of  the 
premises  at  no  time  exceeds  forty  (40)  persons  on  the  first 
floor ;  that  the  three  existing  exits  from  the  first  floor  shall 
be  maintained ;  that  such  portable  fire-fighting  extinguishers 
shall  be  maintained  as  the  fire  commissioner  shall  direct 
and  that  this  variance  shall  continue  only  so  long  as  the 
i  equirements  of  this  resolution  are  complied  with  and  the 
occupancy  is  continued  substantially  as  proposed. 


441-44-A 

APPLICANT— Jacob  Lubroth,  for  Florence  E.  Woodworth 
&  Estate  of  George  A.  Powers,  owners  (DeKalb- 
Fulton  Foods,  Inc.,  lessee). 

SUBJECT— Appeal  from  decisions  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 551-555  Fulton  street,  north 
side,  43  ft.  east  of  Bond  street  and  6-10  DeKalb  ave¬ 
nue  (Block  2093,  Lots  32  and  33),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Jacob  Lubroth. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative . •  •  • .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . .  4 

THE  RESOLUTION  (441-44-A) 

Whereas,  Jacob  Lubroth,  for  Florence  E.  Woodworth 
and  Estate  of  George  A.  Powers,  owners  (Dekalb-Fulton 
Foods,  Inc.,  lessee),  filed  July  18,  1944  an  appeal  from  deci¬ 
sions  of  the  borough  of  superintendent  affecting  premises 
551-555  Fulton  street  north  side,  43  ft.  east  of  Bond  street 
and  6-10  DeKalb  avenue  (Block  2093,  Lots  32  and  33), 
Borough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
June  29,  1944,  on  P.A.  Applic.  443-43,  affecting  premises 
551-553  Fulton  street,  reads: 

“1.  Seating  arrangement  in  the  cellar  with  aisles  less 
than  3  ft.  clear,  is  contrary  to  C26-1438.0,  sub.  b. 

2.  Increase  exit  door  widths  to  3  ft.  minimum.” 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  29,  1944  on  P.A.  Applic.  444-43  affecting  premises 
555  Fulton  street,  reads : 

“1.  Seating  arrangement  in  the  cellar  with  aisles  less 
than  3  ft.  clear,  is  contrary  to  C26-1438.0,  sub.  b. 

2.  Increase  exit  door  widths  to  3  ft.  minimum.” 

and 

Whereas,  the  applicant  states  that  each  building  is  3  stories 
(35  ft.)  in  height,  20  ft.,  60  ft.  78  ft.  and  85  ft.  respectively 
in  area,  of  class  3  construction,  erected  in  1871,  located  in  a 
business  use,  C  area  district  and  used  and  occupied  as  fol¬ 
lows :  551-553  Fulton  street:  cellar — restaurant — 70  persons; 


1st  floor — restaurant  and  store — 100  persons;  2nd  and  3rd 
floors — showrooms :  555  Fulton  street :  cellar — restaurant 
74  persons;  1st  floor— store;  2nd  and  3rd  floors— show¬ 
rooms  ;  that  no  change  in  use  or  occupancy  is  proposed ;  that 
the  building  is  equipped  with  a  one  source  sprinkler  system, 
two  4  ft.  wide  iron  stairs,  fire-retarded  and  equipped  with 
fire  proof  self-closing  doors  and  leading  directly  to  the 
street ;  and 

Whereas, Violation  6485-43  was  issued  to  551-553  Fulton 
street,  on  November  1,  1943,  for  violation  of  Section 
C26-1447.0  of  the  Administrative  Code,  for  occupying  the 
cellar  and  first  floor  as  a  place  of  assembly  with  seating 
capacity  of  over  75  persons,  directing  that  approval  and 
permit  for  such  occupancy  be  obtained  ;  and 

Whereas,  the  applicant  has  filed  copy  of  Certificate  of 
Occupancy  98487  issued  October  16,  1940,  for  551-553  Fulton 
street  on  Alt.  Applic.  4223-38,  permitting  the  use  of  the 
cellar  as  kitchen  and  restaurant;  70  persons;  1st  floor 
restaurant— 100  persons ;  2nd  and  3rd  floors — showrooms, 
restaurants  and  showrooms  subject  to  conditional  approval 
of  Board  of  Standards  and  Appeals  under  Cal.  No.  445-40- 
A ;  and 

Whereas,  the  applicant  now  contends  that  the  seating  ar¬ 
rangement,  aisles,  exists,  etc.  have  been  complied  with  in 
accordance  with  the  resolution  of  the  Board  under  Cal.  No. 
445_40_A  and  the  Certificate  of  Occupancy  was  obtained; 
that  violation  6485-43  was  served  on  the  lessee  to  comply 
with  the  requirements  of  Local  Law  29 ;  that  to  comply  with 
Local  Law  29  requirements,  would  involve  structural 
changes,  the  changing  of  fixtures,  such  as  settees,  etc.,  there¬ 
by  imposing  a  great  hardship  on  the  lessee  who  entered  into 
the  lease  on  the  basis  of  the  Certificate  of  Occupancy;  that 
in  view  of  the  fact  that  the  Board  has  already  passed  on  the 
existing  seating  arrangement,  it  is  requested  that  this  appeal 
be  granted ;  and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  decisions  of  the  borough  superintendent 
acting  on  P.A.  Applic.  443-43,  Objections  1  and  2,  and  P.A. 
Applic.  444-445,  objections  1  and  2,  be  and  they  hereby  are 
affirmed,  and  that  the  appeal  be  and  it  hereby  is  denied. 


549-44-A 

APPLICANT— Raymond  P.  Hughes,  for  The  Mutual  Life 
Insurance  Co.,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 2000-2010  Broadway  and  121-125 
West  68th  street,  northeast  corner  (2nd  floor)  ; 
(Block  1140,  Lot  15),  Borough  of  Manhattan. 
APPEARANCES—  _ 

For  Applicant:  Raymond  P.  Hughes  and  C.  R. 
T  reeger. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  withdrawn  after  discussion. 
THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative . .  ® 

THE  RESOLUTION  (549-44-A) 

Whereas,  Raymond  P.  Hughes,  for  The  Mutual  Life 
Insurance  Company,  owner,  filed  September  22,  1944,  an 
appeal  from  a  decision  of  the  borough  superintendent 
affecting  premises  2000-2010  Broadway  and  121-125  West 
68th  street,  northeast  corner  (2nd  floor)  ;  (Block  1140, 
Lot  15),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  7,  1944,  on  amendment  to  Alt.  Applic.  703- 
44,  reads : 

“1.  Repeat.  Fire  escape  not  acceptable  as  second 
means  of  egress.  Secs.  6.1.2.2.3  and  6.1.5  B.C.” 

and 
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Whereas,  the  applicant  states  that  the  building  is  2 
stories  (35  ft.),  2  in.  in  height,  112  ft.  10}4  in.  by  149  ft. 
1!^  in.  and  97  ft.  b/j  in.  iriegular  in  area,  of  class  3  con¬ 
struction,  erected  in  1907,  located  in  a  business  use,  B  area 
district  and  used  and  occupied  as  follows :  cellar— boiler 
room  and  storage— 5  persons;  1st  floor— stores— 350  per¬ 
sons;  2nd  floor— offices  and  camera  club— 220  persons;  that 
the  building  is  equipped  with  two  interior  stairs,  5  ft.  and 
4  It.  4  in.  in  width,  of  wood  construction,  enclosed  in  stud 
partitions,  plastered  both  sides  and  leading  directly  to  the 
street  and  that  there  is  a  scuttler  and  ladder  to  the  roof; 
and 

W  hereas,  the  applicant  contends  that  a  modification  is 
requested,  so  as  to  permit  the  erection  of  a  fire  escape  on 
the  (>8th  street  side  of  the  building;  that  the  building  was 
acquired  by  the  present  owner  in  1941,  when  the  present 
arrangement  of  the  2nd  floor  was  existing;  that  in  order 
to  provide  adequate  exit  facilities  for  the  2nd  floor,  an 
application  was  made  to  permit  the  erection  of  the  fire 
escape  as  proposed  and  as  indicated  on  plans  filed  with 
this  appeal ;  that  the  2nd  floor,  with  an  area  of  approxi¬ 
mately  8,702  sq.  ft.,  has  two  means  of  egress  which  were 
legal  at  the  time  the  building  was  erected ;  that  this  floor 
is  divided  into  office  space  and  a  camera  club,  which  oc¬ 
cupies  the  easterly  half  of  the  2nd  floor;  that  the  westerly 
half  of  the  2nd  floor  is  occupied  as  office  space;  that  the 
present  arrangement  of  the  2nd  floor,  which  was  in  ex¬ 
istence  at  the  time  the  present  owner  acquir  ed  the  prop¬ 
erty.  permits  free  access  to  both  stairs  #from  the  camera 
club,  but  the  occupants  of  the  office  sp’ace  cannot  obtain 
access  to  stair  No.  2 ;  that  it  is  proposed  to  erect  a  fire 
escape  near  the  southwest  corner  of  the  building  on  the 
08th  street  side,  in  order  to  provide  a  secondary  means  of 
egress  for  the  occupants  of  the  office  space  on  the  2nd 
floor;  that  this  fire  escape  will  be  accessible  through  a 
public  hall  and  can  be  used  by  all  occupants  of  the  2nd 
floor;  that  the  camera  club  obtained  an  approval  for  the 
club  occupancy  under  P.A.  Application  298-44;  that  the 
!  ortion  of  the  2nd  floor  occupied  as  office  space  is  only 
slightly  in  excess  of  the  4,000  foot  limit  stipulated  in  section 
6.1. 2.2.3  and  is  only  ten  inches  in  excess  of  the  17  foot 
limitation  of  said  section;  and 

Whereas,  the  premises  have  been  acquired  by  a  new 
owner,  2000  B  mad  way  Corporation,  and  the  new  owner  de¬ 
sired  to  consider  other  means  to  comply  with  the  require¬ 
ments. 

Reso'ved,  that  the  appeal  be  and  it  hereby  is  i withdrawn. 


994-40-A 

APPLICANT — Lama  and  Proskauer,  for  Empire  State 
Varnish  Company,  owner. 

SUBJECT  —  Application  for  consideration  —  reopening  and 
extension  of  permit — re  appeal  from  a  decision  of 
the  borough  superintendent,  previously  granted  on 
condition. 

PREMISES  AFFECTED — 34-40  Varick  street,  east  side, 
100  ft.  8^2  in.  south  of  Bridgewater  street  (Block 
2664,  Lots  12,  13,  14,  15  and  22),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative : .  0 

THE  RESOLUTION  (994-40-A) 

Whereas,  this  appeal!  from  decisions  of  the  borough 

superintendent,  affecting  premises  34-40  Varick  street,  east 

side,  100  ft.  %y2  in.  south  of  Bridgewater  street  (Block  2664, 


Lots  12,  13,  14,  15  and  22),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  November  26,  1940,  on  certain 
conditions ;  and 

Whereas,  the  permit  was  extended  on  December  2  1941 
November  10,  1942  and  December  7,  1943  and  the  applicant 
lequested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  November  26,  1940,  as 
amended  by  resolutions  adopted  through  December  7,  1943, 
so  that  as  amended,  the  resolution  shall  read: 

‘‘granted  on  condition  that  no  further  building  shall 
be  erected  on  the  plot,  except  as  may  be  in  compliance 
with  the  requirements  of  all  laws, 'rules  and  regula¬ 
tions  applicable  thereto;  that  the  existing  buildings 
marked  “G,”  “F,”  “F-l,”  “E”  and  “H”  shall  be  made 
structurally  safe  as  may  be  required  by  the  building 
superintendent ;  that  Building  “D”  shall'  be  made  safe 
to  the  satisfaction  of  the  building  superintendent  and 
shall  comply  in  all  respects  with  the  requirements,  ex¬ 
cept  as  to  the  exterior  walls  and  that  the  ceilings 
throughout  shall  be  maintained  with  fire-retarding  as 
shown  and  the  wood  posts  supporting  the  roof  shall 
be  fire-retarded  to  the  satisfaction  of  the  borough 
superintendent ;  that  the  roof  beams  in  building  “D” 
may  be  maintained  as  existing,  2  in.  by  6  in.,  providing 
they  figure  for  the  required  roof  load;  that  the  fence 
around  the  premises,  as  indicated,  shall  be  maintained; 
that  such  fire-fighting  appliances  shall  be  maintained 
as  tlie  fire  commissioner  shall  direct;  that  this  variance 
shall  continue  only  so  long  as  the  premises  are  occu¬ 
pied  substantially  as  proposed  and  the  housekeeping 
conditions  are  satisfactory  to  the  borough  superin¬ 
tendent  and  the  fire  commissioner.” 


426-44-A 

APPLICAN  1 — George  W.  Bectold,  for  American  Zyleptic 
Company,  owner. 

SLTBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  decision 
of  the  borough  superintendent,  previously  granted  on 
condition. 

PREMISES  AFFECTED — 334-338  East  32nd  street,  south 
side,  206  ft.  west  of  First  avenue  (Block  937,  Lot 
48),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Manuel  Selengart. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative : .  o 

THE  RESOLUTION  (426-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  334-338  East  32nd  street, 
south  side,  206  ft.  west  of  First  avenue  (Block  937,  Lot  48), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  July 
18,  1944,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resohed,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  18,  1944,  by  adding 
thereto : 

‘‘that  in  the  event  the  owner  desires  to  store  the  celluloid 
in  an  approved  vault  already  constructed,  not  to  exceed 
6,000  lbs.,  that  such  amount  of  celluloid  may  be  per¬ 
mitted,  provided  the  vault  is  of  proper  cubical  content 
and  provided  in  all  other  respects,  the  requirements  of 
this  resolution  and  all  laws  and  rules  applicable  are 
complied  with.” 
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434-44-A 

APPLICANT — De  Young,  Moscowitz  &  Rosenberg,  for 
Benar  Holding  Corporation  (Gertz  Dept,  store), 
owner. 

SUBJECT  —  Application  for  consideration  —  reopening  to 
consider  additional  objections — re  Appeal  from  a 
decision  of  the  borough  superintendent,  previously 
granted  on  condition. 

PREMISES  AFFECTED— 162-10  to  162-14  Jamaica  avenue, 
south  side,  51  feet  west  of  New  York  boulevard, 
92-15  to  92-29  Union  Hall  street  and  92-14  to  92-20 
New  York  boulevard  (Block  10102,  Lots  4,  6,  13,  15, 
72,  74  and  79),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Benjamin  Moscowitz  and  Herman 
Sohn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative . .  0 


235-44-A 

APPLICANT — Greater  New  York  Corporation  of  Seventh 
Day  Adventists,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 108-11  69th  road,  north  side,  100 
ft.  east  of  108th  street  (Block  2219,  Lot  59),  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings'. 

ACTION  OF  BOARD— Laid  over  to  October  31,  1944  at  2 
P.M.,  for  decision  without  further  argument. 


536-44-A 

APPLICANT — Raymond  Irrera,  for  Lillie  Nesbett,  owner 
(Marion  Spinnler,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 216-16  28th  avenue,  southeast 
corner  of  216th  street,  (1st  and  2nd  floors)  ; 
(Block  6019,  Lot  103),  Bayside,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Raymond  Irrera  and  Marion  Spinn¬ 
ler. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  October  31,  1944  at  2 
P.M.,  for  applicant  to  file  revised  plans. 


ZONING  CASES 

515-29-BZ 

APPLICANT — Henry  Nordheim,  for  Nicola  Latini,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  use — re  Application  (decision  of  the 
superintendent  of  buildings)  previously  granted  on 
condition  under  section  21  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  the  alteration 
and  change  of  occupancy  of  portion  of  a  building 
from  residence  to  business  use. 

PREMISES  AFFECTED— 711  Tilden  avenue,  north  side, 
71  ft.  east  of  Gun  Hill  road  (Block  4659,  Lot  85), 
Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  subject  to 
usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative . .  0 


845-41-BZ 

APPLICANT — Max  Horn,  for  Brooklyn  Trust  Company 
(as  trustee),  owner. 

SUBJECT  —  Application  for  consideration  —  reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  partly  in  a  residence  use  and  partly  in  a 
business  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 14-07  Seagirt  avenue  and  121 
.Beach  14th  street,  southwest  corner  (Block  149,  part 
of  Lot  1),  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Apnlication  reopened,  restored  to 
calendar  and  set  for  hearing  on  November  8,  1944 
at  10  A.M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative .  0 


169-31-BZ 

APPLICANT — John  P.  Gering,  for  Rip  Realty  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  sections  7c  and  7i  of  the 
zoning  resolution,  permitting  in  a  business  use  dis¬ 
trict,  the  conversion  of  occupancy  of  an  existing 
building  to  a  motor  vehicle  repair  shop  and  also,  the 
extension  of  an  existing  gasoline  service  station 
(previously  granted  by  the  Board). 

PREMISES  AFFECTED— 79-20  to  79-26  Queens  boulevard 
and  80-03  51st  avenue  southwest  corner  (Block  2454, 
Lots  9,  13  and  15),  Elmhurst,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Irving  Berg  and  Wesley  Hare. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative .  0 

THE  RESOLUTION  (169-31-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  79-26  Queens  boulevard,  south  side,  44  ft.  west  of 
51st  avenue,  Elmhurst,  Borough  of  Queens,  was  granted  by 
the  Board  on  October  20,  1931,  on  certain  conditions  and 
the  resolution  amended  February  18,  1941  ;  and 
Whereas,  Abraham  N.  Horwitz,  for  Queenbo  Holding 
Corporation  and  Rip  Realty  Corporation,  owners  (Pace 
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lessee)  requested  reopening  of  the  application 
umkr  sections  /c  and  7 1  of  the  zoning  resolution,  to  permit 
in  a  business  use  district  the  conversion  of  occupancy  of  an 
ex.stmg  building  to  a  motor  vehicle  repair  shop,  and  also 

ml  °f  Sa'iC  g?SO  m,e  servlce  station,  premises,  79-20 

and  /9-26  Queens  boulevard,  and  80-03  51st  avenue  south¬ 
west  corner  (Block  2454,  Lots  9,  13  and  15).  Elmhurst,  Bor¬ 
ough  of  Queens;  and 

Whereas,  this  application  was  further  amended  on  No- 

ui  1,8A,11941  and  timc  extended  on  March  2,  1943  and 
May  16,  1944  and  the  applicant  requested  a  further  exten- 
smn  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  20  1931  as 
amended  by  resolutions  adopted  February  18,  1941,  June 

November  18,  1941,  March  2,  1943  and  Mav  16. 
1944.  by  adding  thereto:  } 

that  during  the  term  of  the  present  emergency  and 
or  not  over  six  months  thereafter,  the  portion  of  the 
building  to  the  west  permitted  by  the  Board  to  be 
occupied  as  a  motor  vehicle  repair  shop,  may  be  occu¬ 
pied  as  a  machine  shop  for  airplane  parts,  provided 
all  requirements  of  the  resolution  adopted  by  the  Board 
November  18,  Wl,  applying  to  this  portion  of  the 
building,  shall  have  been  complied  with;  that  such  use 
shall  be  terminated  as  above  provided  and  the  repair 
shop  herein  permitted,  may  be  restored  in  accordance 
(P2  4t1h)e„requirements  of  the  resolution  (Alt.  Applic. 


that  all  pei  nuts  required  shall  be  obtained  and  all 
woik  completed  within  one  year  from  the  date  of  this 
amended  resolution  (Alt.  Applic.  35-41).” 


77-33-BZ 

APPLICANT— Charles  M.  Spindler,  for  Matilda  Kessel, 

QT7PTtrr^eeCAtriK  ^  Bstate  °f  Grace  Repaci,  owner. 

Application  for  consideration — reopening  and 
extension  of  permit — -re  Application  (decision  of  the 
superintendent  of  buildings)  previously  granted  on 
condition,  under  section  21  of  the  zoning  resolution 
permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station  for  a 
temporary  period. 

PREMISES  AI-FECTED — Southeast  corner  of  New  York 
boulevard  and  Linden  boulevard  (Block  3083,  Lot 

APPEARANCES— Ian°r’  Borough  of  Queens- 
F°r  Applicant :  Joseph  C.  Haus. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AL  1  ION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

.  q 


562-32-BZ 

APPLICANT— Stanley  H.  Klein,  for  Silgreen  Holding 
Corporation,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  ten  years,  the  maintenance  of  a  gasoline 
service  station. 

PREMISES  AFFECTED — 208-16  Linden  boulevard,  south- 
west  corner  of  Springfield  boulevard  (Block  3358, 

APPEARANCES^—  A  bans’  Boroug'h  of  Queens. 

For  Applicant :  Stanley  H.  Klein 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
.  inf?  ar*d  Buildings. 

^  ^tended  B^ABB)  'Appheation  reopened  and  time  ex- 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 

.  firmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative . . . '  q 

THE  RESOLUTION  (562-32-BZ) 

\\  HiiRK.vs,  this  application  under  section  7f  of  the  zoning 
icsolution,  permitting  in  a  business  use  district,  the  c:ec- 
ion  and  maintenance  of  a  gasoline  service  station  affect¬ 
ing  premises  208-16  Linden  boulevard,  southwest'  corner 
of  Sprmgfidd  boulevard  (Block  3358.  Lot  50),  St.  Albans 
>oroUgh  of  Queens,  was  granted  by  the  Board  March  21,' 
,r\  1  on  certain  conditions,  for  a  temporary  period  of  five 
U)  years;  the  resolution  amended  November  19  1940  also 
extending  the  permit  for  ten  (10)  years;  time  to  obtain 
permits  and  complete  work  extended  November  18  1941 
resolution  amended  April  14.  1942  and  time  extended  on 
October  14.  1942  and  October  13.  1943;  and 
W  hereas  the  applicant  requested  a  further  extension 
ot  time  to  obtain  permits  and  complete  the  work 

hJr2°lVCd'  45a?  the  B°ard  of  Standards  and  Appeals  does 
b5[cby  amend  its  resolution  adopted  March  21  19U  is 

amended  through  October  13.  1943,  only  so  far' as  it  has 
reference  to  obtaining  permits  and  completion  of  the  work 
so  that  as  amended  this  portion  shall  read: 


THE  RESOLUTION  (77-33-BZ) 

Whereas,  this  application,  permitting  in  a  business  use 
district  for  a  term  of  five  years,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  affecting  premises  south- 

tmocT'mA  X™  York  boulevard  and  fiSden  kfukvard 
(Block  3083,  Lot  21),  Cedar  Manor,  Borough  of  Queens 

cVndiSf  and'  °ar<1  °"  Mar°h  ,3’  1934'  ^<ain 

Whereas,  on  November  14,  1939,  the  permit  was  extended 
tor  an  additional  term  of  five  years  and  the  applicant  re¬ 
quested  a  further  extension  of  the  permit. 

“granted  under  section  7f  for  a  term' of  five  (5)  years 
trom  the  date  ot  this  amended  resolution,  on  condition 
lat  the  entire  area  shall  be  leveled  substantially  to  the 
grade  of  Linden  boulevard  and  New  York  boulevard; 
that  there  shall  be  erected  on  the  interior  lot  lines  con¬ 
tinuously  from  Linden  boulevard  to  New  York  boule- 
vard  a  wooden  fence  constructed  of  timber  posts  and 
halt-timber  rails  and  not  less  than  four  (4)  feet  in 
height;  that  the  accessory  buildings,  consisting  of  an 
office  and  a  covered  section  for  greasing,  shall  be  erected 
toward  the  centre  of  the  plot,  as  indicated  on  plans  filed 
with  this  application;  that  these  buildings  shall  be  con¬ 
structed  of  incombustible  materials,  except  that  the 
roof  beams  roof  boarding,  windows  and  doors  may  be 
ot  wood;  that  the  ceilings  throughout  shall  be  fire- 
retarded  in  accordance  with  the  rules  of  the  Board  of 
-Standards  and  Appeals ;  that  the  roofs  shall  be  covered 
with  incombustible  materials ;  that  the  greasing  pits  shall 
lie  constructed  with  the  front  left  open ;  that  no  gasoline 
pumps  shall  be  erected  nearer  than  10  ft.  to  either  street 
building  fine  or  interior  lot  line  or  within  10  ft.  of  ap¬ 
portion  of  the  main  wall  of  accessory  building;  that 
there  shall  be  not  over  three  curb  cuts  from  Linden 
boulevard  and  net  over  two  from  New  York  boulevard 
each  cut  not  to  exceed  30  ft.  in  width ;  that  the  entire 
plot,  where  not  covered  by  accessory  buildings,  shall  be 
eit  ier  cement-paved  or  covered  by  cracked  bluestone 
except  the  area  as  indicated  on  the  plans,  which  shall  be 
landscaped  and  maintained  in  a  presentable  condition  at 
al)  times;  that  signs  advertising  nonconforming  uses 
shall  be  limited  to  the  illuminated  globes  of  the  gasoline 
pumps  and  to  two  post  standards  toward  the  Linden 
boulevard  front  of  the  property,  where  indicated ;  that 
the  lights  from  these  standards  shall  be  equipped  with 
metal  reflectors  so  as  to  throw  the  light  away  from 
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the  adjacent  buildings;  that  there  shall  be  no  automobile 
repairing  carried  on  in  the  premises  and  no  storage  or 
parking  of  cars  other  than  those  being  serviced;  that 
there  shall  be  no  open  flame  permitted  on  the  property; 
that  no  portable  gasoline  pumps  shall  be  permitted  on 
the  property;  that  there  shall  be  no  open  excavations  on 
any  portion  of  any  accessory  buildings,  except  for  the 
greasing  racks;  that  in  all  other  respects,  the  require¬ 
ments  of  this  resolution  shall  be  complied  with,  includ¬ 
ing  the  plans  submitted  to  the  Board  and  approved  July 
10,  1934  as  in  compliance  with  the  resolution,  except 
that  the  neon  sign  existing  flat  against  the  accessory 
building  may  be  continued ;  that  the  landscaped  area 
required  by  the  resolution  shall  be  maintained  and  to 
protect  same,  a  concrete  curbing  not  less  than  6  inches 
in  width  and  6  inches  in  height  above  grade  shall  be 
constructed  and  maintained  around  such  landscaped 
area;  that  «such  landscaped  area  shall  include  all  the 
space  southerly  of  a  line  from  the  easterly  side  of  the 
intersection  of  Linden  boulevard  and  the  easterly  lot 
line  to  the  portion  of  the  accessory  building  used  for  an 
office  and  from  the  southerly  corner  of  the  greasing  nit 
area  to  the  intersection  of  the  southerly  lot  line  with 
New  York  boulevard;  that  within  the  building  line  at 
the  intersection  of  Linden  and  New  York  boulevards, 
there  shall  be  erected  a  concrete  segmental  island  not 
less  than  five  feet  in  each  direction  from  the  intersection 
of  Linden  and  New  York  boulevards  and  not  less  than 
one  foot  in  height  above  grades;  and  that  all  permits 
required  shall  be  obtained  and  all  work  completed 
within  six  (6)  months  from  the  date  of  this  amended 
resolution  (N.  B.  224-33).” 


124-36-BZ 

APPLICANT— Harry  Yahr,  for  Series  C-2  Trustees, 
owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  restricted  retail  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 63-67  West  35th  street,  north 
side.  100  ft.  east  of  Sixth  avenue  (Block  837,  Lot 
6),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  Yahr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative .  0 

THE  RESOLUTION  (124-36-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  restricted  retail  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles,  affecting  premises  63-67  West  35th 
street,  north  side,  100  ft.  east  of  Sixth  avenue  (Block  837, 
Lot  6),  Borough  of  Manhattan,  was  granted  by  the  Board 
on  October  29,  1940,  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  on  October  6,  1942 
and  the  applicant  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  29,  1940,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

" granted  under  section  7h  for  a  term  of  two  (2)  years 
from  the  date  of  this  amended  resolution,  to  permit 


the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  *  *  *  and  that  a  Certificate  of 
Occupancy  shall  be  obtained.” 


583-38-BZ 

APPLICANT— Harry  Yahr,  for  The  Mutual  Life  Insur¬ 
ance  Company  of  New  York,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  sueprintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  district,  and  partly 
in  a  retail  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 1738-1748  Broadway  and  216 
West  56th  street,  southeast  corner  (Block  1027,  Lot 
23),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  Yahr. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative .  ® 

THE  RESOLUTION  (583-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  retail  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor  vehicles, 
affecting  premises  1738-1748  Broadway  and  216  Vest  56th 
street,  southeast  corner  (Block  1027,  Lot  23),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  November  9, 
1938,  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  on  September  10, 
1940  and  October  6,  1942  and  the  applicant  requested  a 
further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  November  9,  1938,  as 
amended  October  6,  1942,  only  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“(/ranted  under  section  7,  subdivision  h,  for  a  term  of 
two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution,  to  permit  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  on  condition  that  only  motor 
vehicles'  of  the  pleasure-car  type  shall  be  so  parked; 
that  the  plot  shall  he  levelled  substantially  to  the  grade 
of  the  surrounding  streets ;  that  any  existing  struc¬ 
tures  and  fence  shall  be  entire  removed ;  that  the  plot 
shall  he  surfaced  with  steam  cinders  or  other  suitable 
material,  properly  rolled  and  bound  to  prevent  dust¬ 
ing;  that  there  shall  be  erected  on  the  interior  lot 
lines,  where  walls  of  existing  buildings  do  not  occur, 
a  substantial  woven-wire  fence  not  less  than  6  ft.  in 
height ;  that  there  shall  be  erected  a  similar  fence  or 
a  steel  nicket  fence  of  same  height  along  the  street 
line  of  Broadway  and  West  56th  street  with  no  open¬ 
ings  therein,  except  one  opening  to  West  56th  street 
towards  the  centre,  not  over  15  ft.  in  width,  with  a 
curb  cut  opening  not  exceeding  18  ft.  in  width  oppo¬ 
site  thereto;  that  along  the  street  building  line  of 
Broadway  and  West  56th  street,  within  the  plot  and 
adjacent  to  the  fence,  there  shall  be  erected  a  suitable 
cement  bumper  of  sufficient  width  to  assure  that  the 
protecting  and  enclosing  fence  will  not  be  damaged; 
that  during  the  term  of  this  variance,  the  plot  shall  be 
used  for  no  other  use  than  that  herein  permitted,  and 
to  effectuate  this,  that  each  car  so  parked  or  stored 
shall  hear  a  ticket  stamped  with  the  date  and  hotr 
of  entry;  that  no  signs  shall  be  erected  on  premises, 
except  there  may  be  erected  one  sign  at  the  entrance 
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oil  West  56th  street,  which  sign  shall  be  attached  to 
the  tcnce,  said,  sign  shall  be  not  more  than  16  sq.  ft. 
111  ^rca.  advertising  solely  the  parking  and  storage  use 
and  the  rates  charged:  that  no  building  shall  be  erected 
on  premises,  except  there  may  be  erected  near  the 
entrance  a  building  not  over  150  sq.  ft.  in  area  and  not 
over  one  story  in  height  as  an  office  and  shelter  for 
attendant ;  that  such  portable  fire-fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  di¬ 
rect ,  and  that  all  permits  shall  be  obtained  within 
three  months  from  the  date  of  this  amended  resolution; 
that  a  new  certificate  of  occupancy  shall  he  obtained.” 


1493-39-BZ 

APPLICANT— Valentine  Bangert,  for  Henry  W.  S.  Ban- 
gert,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7 h  of  the  zoning  resolution, 
permitting  in  a  residence  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 88-05  to  88-11  168th  place,  east 
side,  37.50  ft.  south  of  88th  avenue  (Block  9820 

■\PPE\1<A^\TT°SS  ^  ^  41  Jamaica'  Borough  of  Queens. 

For  Applicant :  Henry  W.  S.  Bangert. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

i  ACTION  Ob  BOARD — Application  reopened  and  permit 
extended. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative .  q 

THE  RESOLUTION  (1493-39-BZ) 

YVhereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  88-05  to  88-11  168th  place 
east  side,  37.50  ft.  south  of  88th  avenue  (Block  9820  (892)’ 
Lots  38  and  41),  Jamaica,  Borough  of  Queens,  was  granted 
by  the  Board  on  November  13,  1940,  on  certain  conditions-  • 
and  ’ 

Whereas,  the  permit  was  extended  on  October  27  194? 
and  the  applicant  requested  a  further  extension  of  the  per¬ 
mit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  November  13,  1940, 
only  so  tar  as  it  has  reference  to  the  term  of  the  permit, 
so  that  ^as  amended,  this  portion  of  the  resolution  shall  read  : 

“*  *  *  granted  under  section  7h  thereof  for  a  term 
ot  two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution,  to  permit  the  unbuilt-upon  portion  of  the  premises 
to  be  occupied  for  the  parking  and  storage  of  more  than 
five  (.->.)  motor  vehicles,  <on  condition  *  *  *  and  that 
a  certificate  of  occupancy  shall  be  obtained  ( Mi  sc 
Applic.  9019-39).”  V 


Adjourned:  3:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 

AMENDMENTS  TO  THE  BUILDING  LAWS 


Now  on  Sale  at  The 

In  order  to  bring  the  Building  Laws  of  The  City  of  New 
York  more  up-to-date,  pamphlets  are  now  available  con¬ 
taining  the  Amendments  to  those  Laws  up  to  December 
31,  1943,  including  such  Amendments  to  the  Multiple 
Dwelling  Law  as  were  enacted  by  the  Legislature  in  1944 
These  Amendments  are  printed  in  four  pamphlets  so  that 
the  subjects  covered  in  each  pamphlet  will  conform  to  the 

*  -  _ _ _ 


City  Record  Office 

subjects  contained  in  each  volume  of  the  Building  Laws  to 
which  it  relates. 

S  °P£S  are  on  sale  at  the  Office  of  the  Supervisor  of  The 
C  ity  Record  2213  Municipal  Building,  Manhattan,  New 
York  7  N.  Y.  The  prices  are:  For  Amendments  to  Vol¬ 
umes  1  and  3,  ten  cents  each ;  for  Amendments  to  Volumes 
2  and  4,  twenty  cents  each. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
;  owners  or  lessees  in  proceedings  before  the  Board — 
j  hirst,.  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  T  hat  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
[  alendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  .  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 
i  If  they  desire  additional  copies,  for  their  own  conven- 
■  ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each  postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 


I 

i 


897 


RULES 


RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  AND  DRYING 
OF  PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  FLAMMABLE 
SURFACE  COATINGS  AND  STORAGE  OF  SUCH  MATERIALS. 


Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  New  York,  to  effectuate  the 
provisions  of  09-84.0,  09-85.0  and  09-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  spray,  dip  or 
immerse  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
Where  the  quantity  of  spraying,  dipping  or  im¬ 
mersing  materials  used  in  a  day  does  not  exceed 
two  quarts,  except  for  spraying  as  performed 
under  Rule  5.13,  and  the  total  amount  of  material 
stored  does  not  exceed  twenty  gallons,  these  rules 
shall  not  apply. 

1 .2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  mate¬ 
rials  shall  be  made  to  the  Fire  Commissioner  on 
forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray,  dip¬ 
ping,  immersing,  storage  or  mixing  room  is  to  be 
installed,  an  application  shall  be  filed  with  and  ap¬ 
proved  by  the  Borough  Superintendent  before  a 
permit  is  issued  by  the  Fire  Commissioner. 

1  .3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 

mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,"  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  class  A  or  B  multiple 
dwelling  or  a  dwelling  for  one  or  two- 
families,  except  where  a  location  is  provided 
which  is  separated  by  fireproof  construction 
from  the  residential  occupancy  and  ventilated 
as  provided  in  Rule  3. 

1.3.2  Which  is  occupied  as  a  place  of  public  assem¬ 
bly  except  trade  schools  where  the  buildings 
are  of  Class  I  or  Class  II  construction  and 
spraying,  dipping  and  immersing  are  demon¬ 
strated  for  instruction  purposes  only. 

1.3.3  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.4  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems  and 
the  boiler  is  located  outside  the.  space  .where 
spraying,  dipping  or  immersing  is  carried  on. 

Rule  2.  Definitions. 

2  1  The  term  “SPRAY  or  SPRAYING  SPACE.” 

“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 
the  premises  used  for  the  actual  work  of  spraying, 


dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room. 

2.2  The  term  “CABINET  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  with  a  back, 
top  and  two  sides  of  incombustible  materials  over 
a  substantial  metal  frame  and  equipped  with  air 
exhaust  facilities,  located  within  a  room  or  any 
portion  of  any  premises  where  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fullv  enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or  thing 
is  sprayed  by  any  flammable  paints,  varnishes,  lac¬ 
quers  or  any  other  flammable  substances,  mixtures 
or  compounds  commonly  used  for  painting,  var¬ 
nishing,  staining  or  similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated,  room 
approved  for  such  use  in  which  any  article  or 
thing  is  dipped,  or  immersed  in  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
assemblies. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated,  room 
used  for  the  storage  and  mixing  of  any  inflam¬ 
mable  paints,  varnishes,  lacquers  or  any  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses. 

2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in- 
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dividual  to  supervise  and  to  process  spraying, 
dipping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  C19-14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 
to  store  and  use  materials  covered  by  Sections 
C19-12.0  and  C19-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100’)  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  For  requirements  of  ventilation  of  stor¬ 
age  rooms  see  Rule  4.4.1. 

3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the 
capacity  of  the  fan  or  fans  and  in  such  a  manner 
as  to  avoid  short-circuiting  the  path  of  air  in  the 
working  zone  of  such  spaces.  Exhaust  fans  shall 
be  kept  running  constantly  while  spraying,  mixing 
or  dipping.  Exhaust  fan  control  shall  be  inter¬ 
connected  with  spray  gun  so  as  to  operate  simul¬ 
taneously.  Exhaust  fans  shall,  in  addition,  be 
arranged  to  operate  independently  of  spray  gun. 
Ventilation.  Equipment  shall  be  kept  in  operation 
for  a  sufficient  length  of  time  thereafter  to  exhaust 
all  vapors,  fumes  or  residues  of  spraying  materials 
from  the  spray  booth,  dip  space  or  drying  room. 
Air  admitted  to  the  spraying,  dipping,  immersing, 
drying  spaces  or  storage  rooms  shall  be  fresh  air 
taken  from  the  outside  of  the  building. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths, 
Spray  Rooms,  Dip  and  Immersing 
Rooms,  Drying  Equipment  and 
Material  Storage  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  administra¬ 
tive  official  having  jurisdiction.  Ventilation  and 
lighting  for  spray  booths,  spray  rooms,  dipping 
rooms,  drying  rooms  and  storage  rooms  shall  com¬ 
ply  with  the^  requirements  of  these  rules. 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be 
enclosed  on  all  sides  with  partitions  con¬ 
structed  of  incombustible  materials  with 
floors  in  such  rooms  of  concrete.  Where 
such  rooms  are  located  over  wooden  floors, 
such  wooden  floors  shall  be  surfaced  with  1" 
of  grout  adequately  reinforced  or  a  mixture 
of  Portland  cement,  asphalt  and  sand  simi¬ 
larly  reinforced.  Ceilings  over  such  rooms 
shall  be  protected  by  unsanded  gypsum 
plaster  or  of  cement  or  sanded  gypsum 
plaster  on  approved  3.0  lb.  metal  lath  or 
other  equivalent  fire-resisting  ceiling  protec¬ 
tion.  Ventilation,  lighting  and  heating  for 
these  rooms  shall  comply  with  the  require¬ 
ments  of  these  rules.  Where  additional  fire¬ 
fighting  equipment  is  necessary,  such  equip¬ 
ment  shall,  be  furnished  in  accordance  with 
the  direction  of  the  Fire  Commissioner 
Floor  drains  leading  to  the  house  drainage 
system  or  the  public  sewer,  shall  not  be  per¬ 
mitted.  All  dip  tanks  shall  be  provided  with 
hinged  metal  covers  held  open  by  a  fusible 
link,  such  covers  to  be  equipped  with  an 


opening  to  permit  automatic  flooding  of  the 
tank  with  fire  extinguishing  media  of  a  type 
and  so  located  as  the  Fire  Commissioner 
shall  direct. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (%)  of  an  inch  thick, 
not  exceeding  seven  hundred  and  twenty 
(720)  square  inches  in  area  and  not  more 
than  forty-eight  (48")  inches  in  any  linear 
dimension  may  be  used  in  the  sides  of  a 
spray  booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  open- 
mg  protective  assemblies.  Windows  opening 
°.n  a  street  may  be  used  to  provide  ventila¬ 
tion  but  no  window  on  a  lot  line  or  less 
than  20  ft.  from  any  opening  in  a  wall  of 
an  adjacent  building  shall  be  permitted  ex¬ 
cept  when  the  subject  room  is  more  than  20 
ft.,  in  the  horizontal  plane,  above  an  ad¬ 
joining  building. 

4.1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4. U 6  All  spraying,  dipping  or  immersing  spaces 
shah  be  so  constructed  that  at  least  three 
(3)  feet  of  clear  working  space  shall  always 
be  maintained  for  each  operator  spraying 
dipping  or  immersing  the  material  being 
processed. 

4.2  STORAGE  ROOMS. 

4.2.1  Storage  rooms  shall  be  constructed  of  fire¬ 
proof  or  fire  resisting  material  and  shall 
have  a  window  opening  to  the  outer  air  but 
such  window  shall  not  be  on  a  lot  line 
enclosed  court,  nor  opposite  within  twenty 
feet  of  windows  of  adjacent  buildings  nor 
part  of  the  same  premises,  such  window  open- 
mgs  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvers  or  ventilated  by 
metal  duct  or  fan  at  least  8  inches  in  diam¬ 
eter.  The  floors  of  all  storage  rooms  shall 
rnu  of  .  incombustible  non-ferrous  materials, 
fhe  sill  of  the  door  shall  be  at  least  6 
inches  above  the  finished  floor.  All  doors  to 
be  tin-clad,  approved,  fireproof  and  self- 
closing. 

P1!  rH,?!}ting  eQuiPment  shall  comply  with 
rule  4.5.2.2  and  shall  have  an  electric  switch 
located  outside  the  room.  Immediately  adja- 
cent  to  such  room  shall  be  provided  such 
portable  fire  extinguishing  equipment  for  use 
within  the  storage  room  as  the  fire  commis¬ 
sioner  shall  direct. 

4.3  DRYING  EQUIPMENT. 

4.3.1  Gas  Fired  Drying  Ovens.  Gas  fired  drying 
ovens  shall  be  of  a  type  as  approved  by  the 
Board.  Such  ovens  shall  be  constructed  of 
metal  and  incombustible  materials  so  designed 
as  to  preclude  the  direct  application  of  flame 
to  the  material  in  process.  The  exhausts  from 
both  the  heating  compartment  and  the  drying 
compartment  shall  be  individually  equipped 
with  adequate  fans  and  exhaust  piping  con¬ 
nected  directly  to  the  outer  air.  The  controls 
for  the  fans  shall  be  so  interlocked  with  the 
gas  supply  line  that  when  the  gas  is  flowing 

fans  are  in  operation.  An  extra  switch 
shall  be  provided  to  permit  the  operation  of 
the  fans  when  the  gas  supply  is  off.  Each 
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oven  shall  be  equipped  with  approved  gas 
burning  equipment  with  electrical  controls  so 
arranged  as  to  shut  off  the  gas  valve  when 
ignition  fails  or  the  "as  supply  pressure  drops 
to  2  inches  of  water. 

The  use  of  a  continuous  gas  pilot  light  is 
prohibited  unless  an  automatic  gas  shut  off 
valve  is  provided,  which  will  shut  the  gas  off 
at  the  pilot  light  when  the  flame  is  extin¬ 
guished  or  the  supply  of  gas  cut  off.  _  Elec¬ 
trical  pilot  ignition  shall  be  of  the  continuous 
type,  or  equal  in  performance,  designed  for 
use  in  high  temperatures,  with  controls  so 
interlocked  as  to  shut  off  the  gas  supply  when 
current  is  interrupted.  An  auxiliary  manu¬ 
ally  operated  gas  shut  off  valve  shall  be 
located  not  nearer  than  25  feet  from  the 
oven  so  as  to  control  the  gas  supply  in  the 
event  of  an  emergency.  Such  ovens  shall  be 
adequately  insulated  on  all  sides,  including 
the  base,  which  shall  have  the  equivalent  of  a 
double  thickness  of  such  insulation,  unless 
the  floor  is  protected  by  a  3  in.  mat  of  rein¬ 
forced  concrete  placed  over  and  bonded  into 
the  existing  concrete  floor  and  projecting  not 
less  than  6  inches  outside  the  projected  area 
of  the  equipment,  or  unless  an  unenclosed 
clear  air  space  not  less  than  4  inches  above 
the  floor  is  maintained  between  the  floor  and 
the  underside  of  the  oven. 

4. 3. 1.1  Gas  fired  drying  ovens  shall  not  be 
located  nearer  than  25  feet  from 
spraying  or  dipping  spaces  unless 
such  oven  is  approved  for  use  in 
explosive  atmospheres. 

4.3.2  Electric  Infra  Red  Ray  Drying  Ovens. 

4.3.2. 1  Electric  Infra  Red  Ray  Drying 
Ovens  shall  be  of  a  type  as  approved 
by  the  Board.  Such  ovens  shall  be 
constructed  of  electric  equipment 
installed  in  accordance  with  the  Na¬ 
tional  Electric  Code  and  the  require¬ 
ments  of  the  Department  of  Water 
Supply,  Gas  and  Electricity.  Ovens 
when  erected  shall  be  placed  on  con¬ 
crete  floors  without  any  additional 
protection,  provided  that  at  least  12 
inches  of  clear  space  above  the  floor 
is  provided  to  permit  adequate  ven* 
tilation. 

4. 3. 2. 1.1  In  drying  processed  ma¬ 
terial,  involving  the  evap¬ 
oration  of  considerable 
amounts  of  flammable  sol¬ 
vents  by  infra-red  lamps, 
such  installations  shall  not 
be  confined  in  small  rooms 
unless  such  rooms  are 
thoroughly  ventilated  by  a 
power  driven  ventilation 
system  of  sufficient  capac¬ 
ity  to  provide  100  linear 
feet  of  air  per  minute; 
the  controls  of  the  ven¬ 
tilation  system  to  be  so 
interlocked  with  the  In¬ 
fra-Red  Ray  System  that 
the  latter  cannot  function 
unless  the  ventilating  sys¬ 
tem  is  in  operation.  When 
equipped  with  duct  ven¬ 
tilating  system,  the  Infra- 
Red  Ray  Oven  shall  be 
adequately  secured  so  as 
to  prevent  moving. 


4. 3. 2. 1.2  Where  the  evaporation  of 
a  considerable  amount  of 
flammable  vapors  are  in¬ 
volved,  ventilated  hoods 
located  as  near  to  the 
floor  as  practicable  or 
enclosures  shall  be  pro¬ 
vided  at  the  initial  stage 
of  the  process  with  ade¬ 
quate  exhaust  system  to 
discharge  the  primary 
evaporation  from  the  sol¬ 
vents  to  the  outer  air,  so 
that  when  the  processed 
material  progresses 
through  the  lamp  drying 
tunnels  only  a  compara¬ 
tively  small  amount  of  sol¬ 
vent  is  left  for  evaporation. 
A  space  between  such  ven¬ 
tilating  section  and  the 
drying  section  shall  be 
maintained. 

4. 3. 2. 1.3  Lamps  and  other  electrical 
equipment  shall  be  kept 
free  from  flammable  de¬ 
posits  and  adequate  clean¬ 
ing  shall  be  maintained. 

4.3.2. 1 .4  Lamp  drying  units  shall 
be  separated  from  spraying 
and  dipping  processes  com¬ 
plying  with  these  rules,  by 
a  distance  of  at  least  15 
feet  or  shall  be  installed  in 
a  separate  fireproof  room. 

4. 3. 2. 1.5  Controls  shall  be  arranged 
so  that  the  lamps  in  the 
tunnels  will  be  shut  off 
automatically  if  and  when 
the  conveyor  stops. 

4. 3. 2. 1.6  Where  there  are  no  con¬ 
veyors  and  the  material 
being  processed  is  left  sta¬ 
tionary  in  the  dryer,  there 
shall  be  an  excessive  tem¬ 
perature  switch  to  shut  off 
the  lamps  to  avoid  over¬ 
heating  the  material  being 
processed  if  it  is  not  re¬ 
moved  from  the  dryer  in 
time. 

4. 3. 2. 1.7  Material  to  be  processed 
on  the  conveyors  shall  be 
rigidly  supported  so  as  not 
to  be  liable  to  displacement 
and  cause  lamp  breakage 
and  short  circuits.  Where 
there  are  no  conveyors, 
materials  should  be  fixed 
on  dollies  running  on 
tracks  or  other  equivalent 
method  to  accomplish  the 
same  result. 

4.3.3  The  use  of  these  processes  shall  be  lim¬ 
ited  to  metal  or  other  incombustible  mate¬ 
rial  requiring  paint  processing. 

4.3.4  Such  fire  fighting  equipment  suitable  for 
electrical  and  solvent  vapor  fires  shall  be 
provided  as  the  fire  commissioner  may  direct. 

4.4  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4.4.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
approved  incombustible  materials  or  metal 
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of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36")  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.4.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.4.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  pro¬ 
tected  with  a  screen  of  copper  or  bronze  with 
a  mesh  not  larger  than  one-quarter 

inch. 

4.4.4  Where  a  duct  passes  through  a  non-fireproof 
floor  or  roof,  the  duct  shall  be  protected  at 
such  point  by  an  outer  pipe  or  sleeve  with  an 
air  space  of  at  least  one  (1")  inch  between 
the  sleeve  and  pipe  protected  from  the  wood¬ 
work  by  at  least  a  1"  blanket  of  asbestos, 
compressed  rockwool  or  glasswool,  or  equiv¬ 
alent  fire-resistive  material  extending  through 
the  entire  depth  of  the  ceiling  construction 
and  adequately  secured  to  the  outer  pipe. 
The  outer  pipe  shall  be  not  less  than  two 
(2")  inches  from  any  woodwork  and  such 
woodwork  shall  be  covered  with  at  least  26 
gauge  metal  or  other  incombustible  material. 

4.4.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or 
within  twenty  (20)  feet  of  any  exit  or  any 
opening  in  an  adjoining  building. 

4.4.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray,  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans  which,  however,  are  not  to  be  located 
where  residues  of  spraying  material  may  col¬ 
lect  on  such  equipment. 

4.4.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to 
any  Qther  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.4.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.4.9  Adequate  access  doors  or  panels  made  tight 
fitting  by  means  of  screw  bolts,  clamps  or 
springs  shall  be  provided,  to  permit  inspection 
and  cleaning. 

4.5  ELECTRICAL  EQUIPMENT  AND  LIGHTING 
FIXTURES. 

4.5.1  No  motors,  switches,  rheostats,  lamps,  floures- 
cent  light  or  other  electrical  equipment  shall 
be  located  in  spray,  dipping  or  immersing 
rooms  or  within  ten  (10')  feet  of  the  open 
end  of  any  spray  compartment,  spray  booth, 
immersing  or  dipping  space  unless  such  elec¬ 
trical  equipment  be  of  a  type  approved  for  use 


in  explosive  atmospheres  and  where  a  conduit 
leads  from  a  hazardous  location  to  a  non- 
hazardous  location,  the  conduit  shall  be  sealed 
off  by  an  approved  sealing  compound.  Except 
that  alternating  current  induction  motors  of 
the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other 
arcing  or  sparking  parts  may  be  located 
within  ten  (10')  feet  of  a  spray  booth,  spray 
compartment  or  dipping  space  when  approved 
by  the  administrative  official  having  jurisdic¬ 
tion.  No  open  flame  shall  be  used  within 
25  ft.  of  spray,  dip  or  coating  space  or  paint 
storage  room  or  cabinet  except  when  sepa¬ 
rated  by  fireproof  construction,  except  as 
provided  in  Rule  4.3.1.  Gas  Fired  Drying 
Ovens  and  4. 3. 2. 1.4  Electric  Infra  Red  Dry 
Ovens. 

4.5.2  Lighting  Fixtures. 

4. 5.2.1  Artificial  lighting  shall  be  only  by 
means  of  electricity. 

4. 5.2.2  When  lighting  fixtures  are  located 
within  10  feet  of  a  spray  booth, 
spraying  space,  dipping  space  or 
within  a  storage  room  they  shall 
be  of  the  rigid  stem  type,  enclos¬ 
ing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vapor 
proof  globes.  Where  exposed  to 
breakage,  globes  shall  be  adequately 
protected  by  substantial  metal 
guards  or  equivalent  means.  Flu¬ 
orescent  tube  type  lighting  fix¬ 
tures  when  used  in  spray  booths  or 
in  spray  and  dip  spaces  or  in  stor¬ 
age  rooms  or  rooms  containing  in¬ 
flammable  vapors,  shall  be  of  a 
type  approved  for  use  in  explosive 
atmospheres.  The  auxiliaries  of 
mercury  vapor  lamps  shall  be  offset 
at  least  ten  (10)  feet  from  spray 
booth,  spray  or  dip  spaces  unless  en¬ 
closed  in  explosion-proof  protection. 

4. 5. 2. 3  All  electrical  equipment  shall  be  in¬ 
stalled  and  grounded  as  provided  by 
the  Administrative  Code  covering 
electrical  equipment  and  permanently 
connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4. 5. 2. 4  No  pin  plug  receptacles  shall  be  used 
except  when  the  use  of  receptacles 
and  attachment  plugs  become  neces¬ 
sary  they  shall  be  so  connected  to 
form  a  part  of  a  unit  device  with  ex¬ 
plosion-proof  interlocking  switch  pre¬ 
cluding  the  removal  of  the  plug 
where  the  switch  is  in  the  “on”  posi¬ 
tion  or  by  an  approved  explosion- 
proof  enclosure  which  can  seal  the 
arc  when  the  current  is  interrupted. 
Such  receptacles  and  plugs  shall  be 
of  the  polarized  type  providing  a  con¬ 
nection  for  the  grounding  wire  of  the 
portable  cords. 

4. 5. 2. 5  All  electric  wiring  shall  be  enclosed 
in  rigid  standard  weight  metallic 
conduits  with  explosion  proof  joints 
and  fittings.  Joints  in  metallic  con¬ 
duit  having  threaded  couplings  shall 
not  have  less  than  five  (5)  fully  en¬ 
gaged  threads.  Where  flexible  con¬ 
nections  are  required  a  flexible  fitting 
approved  for  explosive  atmospheres 
shall  be  used. 
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4. 5. 2. 6  The  use  of  portable  cords  or  trailer 
lights  are  prohibited,  except  when 
flexible  cord  approved  for  hard  usage 
containing  one  (1)  extra  insulated 
conductor  properly  connected  to  form 
a  grounding  connection  for  metal 
lamp  guards,  motor  frames  and  all 
other  exposed  metal  portions  of  such 
portable  lamps  and  devices  may  be 
used.  When  portable  lamps  are  used 
they  shall  be  enclosed  in  a  manner 
approved  for  explosive  atmospheres 
and  with  substantial  guards  of  metal 
to  prevent  breakage.  Sockets  shall  be 
of  the  keyless  moulded  composition 
type  with  no  exposed  metal  parts. 

Rule  5.  Maintenance  and  Operation. 

5 . 1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  comply  with  the  rules  and  the 
terms  of  the  permit  are  not  violated.  No  other 
duties  shall  interfere  with  the  enforcement  of  these 
rules  while  the  work  is  in  process.  A  copy  of 
these  rules  shall  be  available  near  the  space  where 
these  rules  apply. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  ciga¬ 
rettes,  matches  or  pipes  in  spray,  dipping  or  im¬ 
mersing  space  is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  dip  or  immersing  spaces  and  its  surround¬ 
ings  shall  be  kept  clean  at  all  times  and  shall  be 
kept  clear  of  all  materials,  equipment  and  utensils 
not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  may  be  fastened  before 
any  operation  and  after  said  operation  all  waste 
material  shall  immediately  be  removed  from  the 
premises. 

5.5  Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained  in 
clean  and  efficient  working  condition ;  lacquer  spray¬ 
ing  booths  shall  be  wet  down  before  cleaning. 

5 . 7  Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or 
deposits  from  spray,  dip  or  immersing  space  is 
prohibited.  All  such  waste  shall  be  placed  in  ap¬ 
proved  waste  cans  and  be  removed  from  the  prem¬ 
ises  at  the  close  of  work  each  day. 

5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

5.12  When  a  motor  vehicle  is  taken  into  a  spray  space, 
the  batteries  shall  be  disconnected  before  the  proc¬ 
ess  of  spraying  is  begun. 


5.13  Before  spraying  is  performed  on  elevator  cars  all 
electric  power  operating  all  elevators  enclosed  in 
a  common  shaft,  shall  be  turned  off.  While  such 
work  is  in  progress  portable  fire  extinguishers  shall 
be  provided  and  maintained  adjacent  to  the  work 
as  the  fire  commissioner  shall  direct.  Such  shafts 
shall  be  well  ventilated  of  fumes  before  starting 
elevators. 

5 . 14  Inflammable  solvents  used  for  cleaning  equipment 
or  for  any  other  purpose  shall  not  be  discharged 
into  the  house  drain. 

Rule  6.  Material  Storage  and  Mixing. 

6 . 1  Main  supplies  of  spray  coating  and  dipping  mate¬ 
rials  and  thinners  shall  be  kept  in  an  outside  stor¬ 
age  building,  storage  rooms  or  in  vented  metal 
cabinets  in  accordance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  100  gal¬ 
lons  may  be  stored  in  single  walled  metal 
cabinet  ventilated  to  the  outer  air.  Such  cab¬ 
inet  to  be  metal  covered  on  all  sides,  includ¬ 
ing  the  door  and  arranged  for  ventilation  at 
top  and  bottom. 

6.1.2  Spraying  materials  not  in  excess  of  200  gal¬ 
lons  may  be  stored  in  double-walled  metal 
cabinets  ventilated  to  the  outer  air  or  wood 
cabinets  metal  covered  on  all  sides,  including 
the  door,  and  arranged  for  ventilation  at  top 
and  bottom,  to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  200  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  mate¬ 
rial  with  ventilated  plain  glass  skylight  or 
in  a  storage  room  constructed  fireproof  in  a 
fireproof  building  or  fire-resisting  in  a  non- 
fireproof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be 
determined  by  the  administrative  official  hav¬ 
ing  jurisdiction. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  stor¬ 
age  room,  except  that  containers  of  total 
capacity  not  exceeding  ten  gallons  may  be 
opened  and  their  contents  mixed  in  the  spray 
room  or  room  in  which  booths  are  located 
while  the  air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hun¬ 
dred  gallons,  may  be  kept  in  the  spray  room 
or  room  in  which  spray  booths  are  located; 
covers  of  containers  must  be  kept  thereon 
when  such  containers  are  not  actually  in  use. 
This  amount  is  in  addition  to  the  amount 
allowed  in  Rule  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons 
in  capacity  and  shall  be  supported  by  wire 
cables  or  metal  brackets  having  a  factor  of 
safety  of  four  when  filled  with  the  heaviest 
spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  capa¬ 
city,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand¬ 
ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity  feed  | 
containers  and  other  spraying  equipment  shall 
be  approved  as  above. 


902 


RULES 


6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 

6.2  Storage  of  Materials  where  nitro  cellulose  products 
are  manufactured. 

6.2.1  Storage  of  spraying,  dipping  and  immersing 
materials  shall  be  as  provided  in  Rule  6.1.1 
through  Rule  6.1.3,  but  in  a  building  in 
which  nitro  cellulose  products  are  manufac¬ 
tured,  stored  or  kept  the  amount  shall  be  not 
over  twenty-five  (25)  gallons  as  per  Section 
09-113.0,  subdivision  h  of  the  Administra¬ 
tive  Code. 


(c)  All  stocks  shall  be  arranged  so  as  not  to  inter¬ 
fere  with  the  operation  of  automatic  sprinkler 
heads. 

(d)  Adequate  mechanical  or  natural  ventilation  shall 
be  provided. 

(e)  No  open  flames  or  devices  creating  open  flames 
or  arcs  shall  be  maintained  within  25  feet  of  the 
spray  or  dipping  process. 

(f)  The  premises  where  painting,  dipping  or  im¬ 
mersing  is  performed  shall  be  kept  clear  of  empty 
paint  cans,  rubbish,  paint  accumulations  and  other 
combustible  material. 

Rule  8.  Existing  Spray  Booths  and  In¬ 
stallations. 

8.1  These  rules  shall  be  retroactive  in  the  following  respects: 


6.3  Sprinklers. 

6.3.1  Sprinkler  heads  shall  be  provided  in  all 
spray,  dip  or  immersing  spaces  and  storage 
rooms  and  shall  be  installed  in  accordance 
with  the  Sprinkler  Rules  of  the  Board  of 
Standards  and  Appeals,  except  in  non- 
sprinklered  buildings  where  sprinkler  con¬ 
nection  may  be  made  to  the  house  water 
supply,  provided  the  size  of  the  house  water 
supply  line  is  adequate  for  the  number  of 
sprinkler  heads. 

6.4  Maintenance  of  Sprinkler  Heads. 

6.4.1  Sprinkler  heads  in  spraying,  dipping  and 
immersing  spaces  shall  be  cleaned  at  least 
once  a  week  under  the  supervision  of  the 
person  holding  the  certificate  of  fitness  and 
a  coating  of  light  grease  or  vaseline  shall  be 
applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the 
sprinkler  useless  in  case  of  fire.  The  use  of 
paper  bags  or  other  materials  about  sprinkler 
heads  is  prohibited. 


Rule  7.  General  Requirements. 

Notice — Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follows: 

Section  09-152.0  of  the  Administrative  Code,  “Any  per¬ 
son  who  shall  willfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 

tany  other  penalties  prescribed  by  law  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by 
both  such  fine  and  imprisonment 


NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking’’  signs,  with  letters  at  least  2 
inches  in  height,  shall  be  posted  at  entrances  to 
and  in  all  spray  rooms  and  paint  storage  rooms 
or  building. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 


Rule  1.3.4  Heating  of  Rooms. 


Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing.  ■ 

Rule  4.0  Specifications  for  Spray  Booths,  Spray  Rooms, 
Dip  and  Immersing  Rooms,  New  Drying 
Equipment,  and  Material  Storage  Rooms. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  metal  in  Booths. 

4.3.2  Maintenance  of  Ducts. 

4.4.6  Method  of  Induced  Draft. 


Rule 


Rule 

Rule 

Rule 


4.5.1  Electrical  Equipment. 

4.5.2  Electric  Lighting. 

5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  materials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

5.13  Spraying  Elevator  Cabs. 

6.  Material,  Storage  and  Mixing. 

7.  General  Requirements. 

8.1  Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved 
existing  automatic  sprinkler  system  where  the 
general  conditions  of  cleanliness  are  properly 
maintained  at  all  times. 


Rule  9.  Permits  and  Plans. 


Before  a  permit  is  issued  by  the  fire  commissioner,  plans 
shall  be  filed  with  the  borough  superintendent,  stating  name, 
address,  floor  and  space  where  the  painting,  dipping  or 
spraying  processes  or  storage  room  are  to  be  installed. 
Such  plan  shall  include  a  complete  layout  of  the  proposed 
installation  and  shall  clearly  indicate  the  location  of  all 
exterior  wall  openings,  in  premises  and  adjacent  buildings, 
exits,  chimneys,  vent  openings  and  proposed  processes. 

Plans  shall  be  filed  with  the  borough  superintendent  for 
storage  and  mixing  rooms.  Such  plans  shall  show  the  com¬ 
plete  floor  plan  of  the  proposed  equipment  and  the  location 
of  the  proposed  equipment  with  respect  to  the  storage  and 
mixing  rooms,  exterior  wall  openings,  in  premises  and 
adjacent  buildings,  exits  and  all  chimneys  within  20  feet  of 
storage  rooms  and  vent  openings. 


Copies  of  the  Official  Director}'  of  the  City  of  New 
York  for  the  year  1944  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan,  New  York  7.  N.  Y.  Price  50  cents;  bv  mail,  five 
cents  per  copy  must  be  added  for  postage. 
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RULES  RELATIVE  TO  SUBMERGED  INLETS  AND  PROTECTIVE  METHODS  TO  BE 
APPLIED  TO  PREVENT  CONTAMINATION  OF  WATER  SUPPLY 

ADOPTED  BY  THE  BOARD  OF  '  STANDARDS  AND  APPEALS  FEBRUARY  3,  1939,  EFFECTIVE  IN  AC¬ 
CORDANCE  WITH  SECTION  666,  PARAGRAPH  2,  OF  THE  NEW  YORK  CITY  CHARTER,  FEBRUARY  27, 
1939  AS'  AMENDED  DECEMBER  4,  1942,  EFFECTIVE  DECEMBER  28,  1942. 

’  f  t  ■■  l-  i  1  Pi 


(-835-38-SR) 


Authority : 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  paragraph  2  of  the  New 
York  City  Charter  pertaining  to  Sections  C-26-1268.0,c,4. 
and  C26-1277,0h.  of  the  Administrative  Building  Code. 

Rule  1.  Vacuum  Breakers. 

All  vacuum  breakers  prescribed  under  these  rules  shall 
be  set  at  least  four  inches  above  the  flood  level  rim  of  fix¬ 
tures  or  as  otherwise  specifically  provided  for  in  these 
rules.  Each  fixture  with  submerged  inlets  shall  be  inde¬ 
pendently  controlled  by  an  approved  vacuum  breaker  or 
breakers  the  full  size  of  supply  pipe,  as  set  forth  in  these 
rules. 

Rule  2.  Submerged  Inlets. 

Water  supply  inlets  to  fixtures  shall  be  located  at  least 
one  inch  above  the  flood  level  rim  of  the  fixture,  except 
when  submerged  inlets  are  absolutely  essential  for  the 
proper  functioning  of  a  fixture,  or  as  otherwise  provided 
for  in  these  rules. 

Water  supply  lines  to  water  preheating  apparatus  utiliz¬ 
ing  waste  water  shall  be  equipped  with  an  approved 
vacuum  breaker  located  at  least  four  feet  above  the 
highest  elevation  of  the  preheating  apparatus  or  coil,  with 
a  check  valve  between  the  vacuum  breaker  and  the  pre¬ 
heating  apparatus.  Any  hot  water  boiler  supplied 
through  such  preheating  device  and  having  an  independ¬ 
ent  cold  water  supply  line  shall  have  the  cold  water  sup¬ 
ply  line  equipped  with  a  vacuum  breaker  and  check,  valve 
located  at  least  four  inches  above  the  highest  elevation  of 
the  boiler. 

Rule  3.  Flush-Valve  Fixtures. 

Flush-valve  controlled  fixtures,  with  submerged  inlets 
supplied  directly  or  indirectly  from  the  City  Water  Sup- 
.  ply  System,  shall  be  equipped  with  an  approved  vacuum 
breaker  in  the  supply  line  not  less  than  four  inches 
above  the  flood  level  rim  of  the  fixture. 

Rule  4.  Ballcocks. 

All  flush  tanks  operated  by  ballcocks  shall  have  an  ap¬ 
proved  vacuum  breaker  located  not  less  than  three-quarter 
inch  above  the  overflow  outlet  of  the  flush  tank. 

Ballcocks  controlling  water  supply  to  suction,  roof  or 
other  intermediate  tanks  shall  be  located  at  least  one  inch 
above  the  flood  level  rim  of  the  tank  excepting  that  in 
roof  tanks  equipped  with  an  overflow  of  a  size  at  least 
one  commercial  diameter  larger  than  the  water  supply 
pipe,  the  ballcock  may  be  located  two  inches  above  the 
highest  elevation  of  the  overflow  pipe.  The  overflow  and 
emptying  pipes  of  roof,  suction  and  intermediate  tanks 
shall  not  be  directly  connected  to  a  drainage  system,  not¬ 
withstanding  the  permissive  provisions  of  Section  C26- 
1273. 0,d  of  the  Administrative  Building  Code  for  connec¬ 
tion  to  a  leader. 

Rule  5.  Sterilizers. 

Direct  water  supply  connections  to  all  sterilizers  are 
prohibited,  except  such  equipment  as  is  approved  by  the 
Board.  When  approved  sterilizers  are  used,  the.  waste 
piping  from  sterilizers  shall  not  connect  directly  with  any 
drainage  system. 


Rule  6.  Aspirators — Water  Siphons. 

Direct  water  supply  connections  to  aspirators,  water 
siphons  or  similar  apparatus  is  prohibited  except  when 
approved  by  the  Board.  The  waste  pipe  for  this  type  of 
apparatus  shall  not  connect  directly  with  any  drainage 
system. 

Rule  7.  Bidets — Bed  Pan  Washers. 

Direct  water  supply  connections  to  a  bidet  is  prohibited. 
Water  supply  connection  to  bed  pan  washers  or  similar 
apparatus  "shall  be  equipped  with  an  approved  vacuum 
breaker  and  check  valve,  the  latter  located  between  the 
fixture  and  the  vacuum  breaker.  Water  supply  to  bed  pan 
washers  equipped  with  an  approved  flush  valve  shall  be 
governed  by  Rule  3. 

Bed  pan  washers  may  be  equipped  with  steam  connec¬ 
tions  only  when  such  equipment  has  been  approved  by  the 
Board. 

Rule  8.  Sump  or  Well  Pumps. 

Direct  water  supply  connections  for  priming  purposes 
to  sump,  well  or  similar  type  pumps  when  permitted  by 
the  Department  of  Water  Supply,  Gas  and  Electricity 
shall  be  connected  to  the  inlet  side  of  the  pump  and  be 
equipped  with  an  approved  vacuum  breaker  and  check 
valve,  the  check  valve  to  be  located  between  the  pump  and 
the  vacuum  breaker. 

Rule  9.  Condensers. 

Direct  water  connection  to  refrigeration  unit  for  cooling 
purposes  shall  be  equipped  with  an  approved  check  valve 
to  prevent  possible  back  flow  of  ammonia  or  other  refrig¬ 
erant  from  defective  condenser  coils  or  jackets,  except  in 
such  installations  where  the  water  supply  piping  is  en-  I 
tirely  outside  of  the  piping  or  tank  containing  the  refrig¬ 
erant  and  two  independent  wall  thicknesses  of  metal 
separate  the  refrigerant  from  the  city  water  supply.  Re¬ 
frigeration  units  containing  more  than  twenty,  pounds  of 
refrigerant  shall  be  provided  with  an  additional  safe¬ 
guard  in  the  form  of  an  approved  relief  valve  installed 
at  the  outlet  side  of  the  check  valve,  such  relief  valve 
being  set  at  five  pounds  above  the  maximum  water  pres¬ 
sure  at  the  point  of  installation.  Direct  water  connection 
is  prohibited  under  Section  C26-1223.0  Administrative 
Building  Code. 

Rule  10.  Mortuary,  Dissection,  Operating  and  Embalm¬ 
ing  Tables  or  Equipment. 

Mortuary,  dissection,  operating  and  embalming  tables  or 
equipment  shall  have  no  direct  water  supply  connection. 
Hose  used  with  such  equipment  shall  terminate  at  least  12 
inches  at  any  point  from  the  table  or  attachments. 

Rule  11.  Dishwashing  and  Laundry  Machines. 

Direct  water  supply  to  dishwashing  and  laundry  ma¬ 
chines  shall  be  equipped  with  an  approved  vacuum  breaker 
and  a  check  valve  located  between  the  vacuum  breaker 
and  the  fixture.  The  vacuum  breaker  shall  be  located  at 
least  4"  above  the  highest  elevation  of  the  machine. 

Rule  12.  Chemical  Solution  Tanks  or  Apparatus. 

Direct  water  supply  connections,  when  permitted  by  the 
Department  of  Water  Supply,  Gas  and  Electricity,  to  any 
tank  or  apparatus  containing  any  chemical  shall  be 
equipped  with  an  approved  vacuum  breaker  and  a  check 
valve  located  between  the  vacuum  breaker  and  the  tank  or 
apparatus. 
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This  issue  of  the  Bulletin  contains  in  the  order  given _ 

Court  Decision. 

Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting  October  24,  1944,  at  10  A.M., 
Affecting  Calendar  Numbers  330-42-BZ  275-44-BZ 
332-44-BZ,  415-44-BZ,  523-44-BZ,  479-44-BZ,  559-37- 
BZ,  581-44-A,  314-44-A  and  557-44-A. 

Minutes  of  Regular  Meeting  October  24,  1944,  at  2  P.M., 
Affecting  Calendar  Numbers  745-42-A,  439-43-A,  502- 
44- A,  509-44-A,  518-44-A,  559-44-A,  564-44-A,  445-43-A 
80-44-A,  563-44-A,  19-26-BZ,  44-34-BZ  and  66-38-Bz! 

(Remaining  Minutes  of  the  regular  meeting  of  October 
24,  1944,  2  P.M.,  will  be  printed  in  the  Bulletin  of 
November  7,  1944.) 

R^17 ^K°S M A ff ec tin g  Calendar  Numbers  518-43-SM  and 
COURT  DECISION 

Matter  of  Nathan  (Murdock) — On  May  9,  1944,  the  Board 
granted,  under  Section  7 c,  a  variance  of  the  building  zone 
resolution  to  permit  the  premises  under  appeal  within  the 
residence  use  district  to  be  continued  to  be  occupied  as  coal 
Kkne's„»n certain  ,cJon:litions;  Cal.  No.  569-37-BZ ;  premises 
-030-2044  McDonald  Avenue,  49-57  Lake  Street,  Borough  of 
Brooklyn. 

On  July  28,  1944,  the  Board  was  served  with  a  copy  of 
Petition  of  Intention  to  apply  for  an  Order  to  review  the 
above  decision  of  the  Board  on  August  15,  1944,  at  10-00 
A.M.  Said  Petition  was  brought  under  Article  78  of  the 
Civil  Practice  Act,  which  the  attornev  was  advised  was 
improper  procedure.  The  action  of  the  Board  appealed  from 
occurred  on  May  9,  1944,  which  decision  was  published  in 
the  Board’s  Bulletin  of  May  16,  1944.  available  for  distribu¬ 
tion  on  May  18,  1944,  2  P.  M.  The  Order  of  Certiorari 
would,  therefore,  be  required  to  be  obtained  within  thirty 
days  thereafter,  under  the  provisions  of  Section  668e-1.0  of 
the  Administrative  Code. 

Mr.  Justice  Pecora,  at  Special  Term,  Supreme  Court,  ruled 
that  the  proceeding  was  not  initiated  in  time  and  must  be 


uismissecl. 


r  Wlnf  1S  a  c°Py  °t  the  decision  as  it  appeared 
in  the  N.  \.  Law  Journal  of  September  20,  1944: _ 

“Matter  of  Nathan  (Murdock,  &c.,  et  al.)—  In  this  pro¬ 
ceeding  under  Article  78,  C.  P.  A.,  to  review  a  deter¬ 
mination  by  the  Board  of  Standards  and  Appeals,  respond- 
ont?  ®ove?  Pursuant  to  section  1293,  C.  P.  A.,  and 

Kule  107  (6)  of  the  Rules  of  Civil  Practice  to  dismiss  the 
petition  upon  the  ground  that  the  proceeding  has  not  been 
timely  brought.  The  time  within  which  to  initiate  a  pro¬ 
ceeding  to  review  a  determination  by  the  Board  of  Stand- 
ards  and  Appeals  is  limited  to  thirty  days  after  the  filing 
of  the  decision  in  the  office  of  the  board,  or  its  publication 
in  the  bulletin.  Section  668-e-1.0,  Administrative  Code, 
petitioner  argues  that  this  section  is  inapplicable  here  since 
the  action  of  the  board  is  attacked  as  an  abuse  of  discretion 
and  not  as  illegal.  The  relief  provided  for  in  the  Adminis¬ 
trative  Code  to  review  the  action  of  the  board  on  the 
ground  of  illegality  would  include  a  claim  of  abuse  of  dis- 
cretmn.  Any  conduct  of  the  board  in  rendering  a  decision 
which  was  contrary  to  law  or  unauthorized  by  law,  would 
be  subject  to  review.  Section  1286,  C.  P.  A.,  which  pro- 
vides  for  a  four  months’  period  of  limitation  is  not  con¬ 
trolling.  The  Administrative  Code  provisions  with  regard 
to  review  apply  to  particular  proceedings  and  it  was  not  the 
intent  of  the  Legislature  to  repeal  limitations  in  particular 
statutes  by  a  section  such  as  section  1286  which  is  general 
in  nature  (Fammler  v.  Board  of  Zoning  Appeals,  254,  App 
DlXlI  777  ’  LaVman  v-  Persons,  133  Misc.,  661).  The 
problem  now  before  the  court  has  heretofore  been  considered 
and  decided  adversely  to  the  contentions  urged  by  petitioner 
(In  re  Palliante,  245  App.  Div.  729;  521— 5th  Ave.  Corp’n. 
y  Murdock,  106,  N.  Y.  L.  J„  1044.  Schmuck,  J.,  October 
15,  1941).  Petitioner  was  required  to  bring  his  proceeding 
within  thirty  days  after  publication  in  the  board’s  bulletin 
on  .¥Ay,I£i  J?44-  Since  the  petition  here  is  dated  and 
yerined  July  15,  1944,  and  made  returnable  on  August  IS. 
1944,  the  proceeding  was  thus  not  initiated  in  time  and 
must  he  dismissed.  The  cross  motions  to  dismiss  are 
granted.  Settle  order  accordingly  M 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  October  24,  1944. 


603-44-SM — Richards- Wilcox  FyeR-Wall  Fire  Door 
with  sliding  and  swinging  Fire  Door  Hardware,  manufac¬ 
turer!  hv  Richards-Wilcox  Mfg.  Co.,  Material. 


Cal.  No.  Dept.  Premises  Affected. 

590-44-A— F.D. — 84-40  101st  street,  northwest  corner  of 
85th  road  (cellar)  ;  (Block  9177,  Lot  23),  Richmond  Hill, 


604-44-SM— Alpha  Hi-Early  Strength  Portland  Cement, 
manufactured  by  Alpha  Portland  Cement  Co.,  Material. 


Borough  of  Queens,  97736C. 


591-44-A—H.B.Q— 107-17  86th  avenue,  northwest  corner 
of  108th  street  (1st  floor);  (Block  9197  (170),  Lot  29), 
Richmond  Hill,  Borough  of  Queens,  Decision,  re  revoca¬ 
tion  of  Certificate  of  Occupancy  No.  12423. 


592-44- A — H.B.B. — 530  Ocean  parkway,  west  side,  280 
ft.  south  of  Ditmas  avenue  (Block  5399,  Lot  24),  Borough 
of  Brooklyn,  Alt.  2010-44. 


605- 44-A— H.B.B.— 110-128  Waterbury  street  and  283- 
291  Ten  Eyck  street,  northeast  corner  (1st  and  2nd  floors)  ; 
(Block  3021,  Lot  1),  Borough  of  Brooklyn,  Amend,  to  Alt. 
2250-44. 

606- 44-BZ — H.B.Bx.— South  side  of  West  249th  street 
(Spauldings  Lane),  between  Henry  Hudson  parkway  and 
Arlington  avenue  (Block  3419,  Lot  91),  Borough  of  The 
Bronx,  N.B.  60-44  to  89-44,  inclusive. 


593-44-A— H.B.M.— 221-223  West  64th  street,  north  side, 
300  ft.  west  of  Amsterdam  avenue  (1st,  2nd  and  3rd 
floors);  (Block  1156,  Lot  19),  Borough  of  Manhattan, 
Amend,  to  Alt.  258-43. 


Restored  to  Calendar. 

19-26-BZ— H.B.B.— 1655-1663  St.  Marks  avenue,  north 

side,  134  ft.  west  of  Rockaway  avenue  (Block  1454,  Lot  54), 
Borough  of  Brooklyn,  Alt.  2872-44. 


594_44_SA — Long’s  System  of  Rapid  &  Simple  Concrete 
Proportioning,  Appliance. 

595- 44-BZ— H.B.M.— 30  Central  Park  South,  south  side, 
320  ft.  east  of  6th  avenue  (Block  1274,  Lot  60),  Borough 
of  Manhattan,  Amend,  to  Alt.  538-43. 

596- 44- A — H . B  .M . — 30  Central  Park  South,  south  side, 


80-44- A — H.B.B. — 1840  West  11th  street,  west  side,  303 
ft.  south  of  Highlawn  avenue  (Block  6669,  Lot  23), 
Borough  of  Brooklyn,  Decision  re  Certificate  of  Occu¬ 
pancy  No.  82297  and  Alt.  118-44. 

314.44-A— F.D.— 243-245  East  35th  street,  north  side, 
100  ft.  west  of  2nd  avenue  (Block  916,  Lots  26  and  27), 
Borough  of  Manhattan,  38144-LC. 


320  ft.  east  of  6th  avenue  (2nd  to  13th  floors)  ;  (Block 
1274,  Lot  60),  Borough  of  Manhattan,  Amend,  to  Alt.  538- 
43. 

597-44-BZ— H.B.B.— 2987-2997  Atlantic  avenue  and  205- 
221  Elton  street,  northeast  corner  (Block  3955,  Lot  48), 
Borough  of  Brooklyn,  N.B.  240-44. 


DESIGNATIONS!  H.B.— Department  of  Housing  and  Building*; 
II.B.B.— Department  of  Housing  and  Buildings,  Brooklyn; 
D^nartment  of  Housing  and  Buildings,  Manhattan,  H.B.Q.. _ 


partment  of  Housing  and  Buildings,  Queens;  H.B.B.— Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  o 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department, 

F.D. — Fire  Department. 


and 


598-44-BZ— H.B.B.— 31-49  Nassau  avenue,  north  side, 
between  Guernsey  and  Dobbin  streets  (Block  2643,  Lots  27 
to  30),  Borough  of  Brooklyn,  Alt.  2938-44. 

599.44.BZ— H.B.Q.— 85-20  to  85-26  and  86-02  to  86-08 
135th  (Dumont)  avenue,  south  side,  441.83  ft.  east  of  84th 
street  (Block  11396,  Lots  25  and  32),  Ozone  Park,  Borough 
of  Queens,  Alt.  1219-44. 

600- 44-A— F.D.— 18-42  and  50-62  Columbia  Heights,  en¬ 
tire  block  bounded  by'  Columbia  Heights,  Doughty  street, 
Furman  street  and  Middaugh  street,  2-14  Doughty  street 
and  15-65  Furman  street  (Block  208,  Lot  2),  Borough  of 
Brooklyn,  97767-LC. 

601- 44-A— H.B.Bx.— 340  Casanova  street,  east  side,  150 
ft.  south  of  East  Bay  avenue  (1st  floor)  ;  (Block  2774-A, 
Lot  185),  Borough  of  The  Bronx,  Amend,  to  N.B.  43-44. 


602-44- A — F.D. — 101  58th  street,  northeast  corner  of  1st 
avenue  (Block  844,  Lot  1),  Borough  of  Brooklyn,  97453-LC 
and  Decision. 


RULES 

Bast  Publication  In  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of ............  . . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...Dec. 
Certificates  of  Occupancy,  approved 


28,  1943 — Vol.  28,  No.  52/ 
28,  1943— Vol.  28,  No.  52/ 


form 


.Dec. 


Concrete  Flat  Siabs,  Rules.  ....... -July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . . .Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . pec. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules . ....Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Sept. 

Fire  Retarding  Rules  for  Garages, 

etc . ?ec' 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ....Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  .  .  .t . June 


28,  1943— Vol.  28,  No.  52 / 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52/ 
3,  1937— Vol.  22,  No.  31 
3.  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52/ 
15,  1937— Vol.  22,  No.  24 
12,  1944— Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52/ 
7,  1944— Vol.  29,  No.  10 


19,  1944 — Vol.  29,  No.  37 


28,  1943— Vol, 
13,  1937— Vol. 
21,  1919— Vol, 


28,  No.  52/ 
22,  No.  15 
4,  No.  3 


Insulating  Fibre  Board  Rules - ...Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .  .Sept. 

Oil  Burner  Rules . ••••••Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 


28,  1943— Vol. 
7,  1925— Vol. 
5,  1928— Vol. 
28,  1943— Vol 


28,  No.  52j 
10,  No.  14 
13,  No.  23 
28,  No.  52; 


5,  1944— Vol. 
28,  1943— Vol 


29,  No.  35 
28.  No.  52 


11,  1944— Vol.  29,  No.  15 


906 


CALENDAR 


P ' 


( 


Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Oct. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug". 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Oct. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C.. Oct. 

Smoking  in  Factories,  Rules  for _ Oct. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting _ June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


Publication  in  Bulletin 

24,  1944— Vol.  29,  No.  42 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


24,  1944— Vol.  29,  No.  42 

7,  1937— Vol.  22,  No.  36 
10,  1944— Vol.  29,  No.  40 
10,  1944— Vol.  29,  No.  40 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 

— 

OCTOBER  31,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
fi  Tuesday  morning,  October  31.  194-1  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

332-44-BZ — Application  June  6,  1944,  under  sections  7a 
and  7c  of  the  zoning  resolution,  of  Jacob  J.  Gloster,  appli¬ 
cant  on  behalf  of  Dayton  Cleaners  and  Dyers,  owners,  to 
permit  in  a  residence  use  district,  the  extension  in  area  of 
a  dry  cleaning  establishment;  premises  116-06  to  116-10 
Atlantic  avenue,  south  side,  22  ft.  east  of  116th  street 
(Block  475,  Lots  2,  4  and  6),  Richmond  Hill,  Borough  of 
Queens. 

297-44-BZ — Application,  May  22,  1944,  under  section  7c  of 
the  zoning  resolution,  of  Maurice  G.  Uslan,  applicant,  on  be¬ 
half  of  Harry  Melnick,  owner,  to  permit  partly  in  a  residence 
use  and  partly  in  a  business  use  district,  the  conversion  of  a 
garage  building  to  store  use  as  an  extension  to  an  existing 
,  store;  premises  24  Brown  avenue,  west  side,  116  ft.  south  of 
Amboy  road  and  3980  Amboy  road  (Block  5143,  Lots  29  and 
36),  Great  Kills,  Borough  of  Richmond. 

375-44-BZ — Application,  June  15,  1944,  under  section  7c 
of  the  zoning  resolution,  of  Maurice  G.  Uslan,  applicant,  on 
behalf  of  Cary  and  Saxby  Co.,  owner,  to  permit  partly  in  a 
business  use  and  partly  in  a  retail  use  district,  the  use  ol 
more  than  5%  of  floor  area  for  manufacturing;  premises 
j»  5276  Amboy  road,  south  side,  254  ft.  west  of  Sharrett  ave¬ 
nue  (Block  7702,  Lot  66),  Pleasant  Plains,  Borough  of  Rich¬ 
mond. 

Appeals  from  Administrative  Decisions. 

529-44-A — 208-20  Cross  Island  parkway,  south  side  300  ft. 
east  of  Roe  place  (basement  and  1st  floor);  (Block  5844, 
Lot  1),  Bayside,  Borough  of  Queens. 

508-44-A — 340  East  40th  street  and  695-699  First  avenue, 
i  southwest  corner  (1st  floor)  ;  (Block  945,  Lot  33),  Borough 

of  Manhattan. 

552-44-A — 13-17  Forrest  street,  north  side,  121.4  ft.  east 
of  Bushwick  avenue '(4th  floor)  ;  (Block  3141,  part  of  Lot 
1),  Borough  of  Brooklyn. 

580-44-A — Re  transportation  of  gasoline  in  two  55  gallon 
portable  gasoline  tanks  attached  to  body  of  truck  to  vessel 
or  marine  craft  from  private  pier  (not  in  conformity  with 
Administrative  Code  Requirements)  in  New  York  City. 
579-44-A — 55-63  Johnson  street  and  312  Pearl  street, 
northwest  corner  (6th  floor)  ;  (Block  128,  Lot  26),  Borough 
of  Brooklyn. 

Appliance  and  Material  for  Approval. 
345-44-SA— -  Reliable  Heat  Exchanger. 

162-43-SM — Modernfold  Doors. 

HARRIS  H.  MURDOCK,  Chairman. 


OCTOBER  31,  1944,  2  P.  M. 

NO  I  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  31,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

536-44-A — 216-16  28th  avenue,  southeast  corner  of  216th 
street  (Block  6019,  Lot  103),  Borough  of  Queens. 

235-44-A — 108-11  69th  road,  north  side,  100  ft.  east  of 
108th  street  (Block  2219,  Lot  59),  Forest  Hills,  Borough  of 
Queens. 

496-43-A — 425  Beach  72nd  street,  southwest  corner  of 
Hessler  avenue  (Block  523,  Lots  22  and  24),  Arverne, 
Borough  of  Queens  (under  section  35,  General  City  Law  re 
bed  of  mapped  street — Barbadoes  drive). 

554- 44-A — Pier  45,  East  River,  foot  of  Conover  street 
(east  side  of  Conover  street,  345  ft.  south  of  Reid  street)  ; 
(Block  611,  part  of  Lot  1),  Borough  of  Brooklyn. 

555- 44-A — Pier  3,  East  River,  between  ‘Fulton  and  Mon¬ 
tague  streets  (south  side  of  Fulton  street,  150  ft.  west  of 
Furman  street);  (Block  199,  part  of  Lot  3),  Borough  of 
Brooklyn. 

571-44-A — 231-235  East  42nd  street,  north  side,  130  ft. 
west  of  Second  avenue  (Block  1316,  Lot  18),  Borough  of 
Manhattan. 

513- 44-A — 168-186  7th  street,  south  side,  100  ft.  west  of 
Third  avenue  (basement  and  street  level)  ;  (Block  996,  Lots 
21-28),  Borough  of  Brooklyn. 

514- 44-A — 168-186  7th  street,  south  side,  100  ft.  west  of 
Third  avenue  (Block  996,  Lots  21-28),  Borough  of  Brook¬ 
lyn. 

547-44-A — 813  Nostrand  avenue,  east  side,  37  ft.  9  in. 
south  of  Union  street  (1st  floor);  (Block  1276,  Lot  109), 
Borough  of  Brooklyn. 

551-44-A — 125-135  Ashland  place  and  231-241  Willoughby 
street,  northeast  corner  (1st  floor  and  basement);  (Block 
2071,  Lot  1),  Borough  of  Brooklyn. 

556- 44-A — 401  Lexington  avenue,  north  side,  225  ft.  west 
of  Tompkins  avenue  (1st  and  2nd  floors)  ;  (Block  1799,  Lot 
55),  Borough  of  Brooklyn. 

577-44-A — 13-15  Astor  place  and  136-146  East  8th  street, 
northwest  corner  (10th  and  11th  floors);  (Block  545, 
Lot  65),  Borough  of  Manhattan. 

589-44-A — 461-467  10th  avenue  and  500-504  West  36th 
street,  southwest  corner  (1st  to  6th  floors)  ;  (Block  707,  Lot 
39),  Borough  of  Manhattan. 

560-44-A — 85  Burnside  avenue  and  2037  Harrison  ave¬ 
nue,  northwest  corner  (Block  3210,  Lot  65),  Borough  of  The 
Bronx. 

434-44-A — 162-10  to  162-14  Jamaica  avenue,  south  side, 
51  ft.  west  of  New  York  boulevard,  92-15  to  92-29  Union 
Hall  street  and  92-14  to  92-20  New  York  boulevard  (Block 
10102,  Lots  4,  6,  13,  15,  72,  74  and  79),  Jamaica,  Borough 
of  Queens,  (reopened  October  17,  1944). 

541-44-A — 79-09  Rockaway  Beach  boulevard  and  185-187 
79th  street,  southwest  corner  (Block  615,  Lot  30),  Rockaway 
Beach,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  8,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  November  8,  1944  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 
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Zoning  Applications. 

275-44-BZ— Application,  May  9,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Bankers  Trust  Co.,  trustee,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary  period  of  two  years,  the 
change  of  occupancy  of  a  building  used  as  a  place  of  public 
assembly  to  a  factory  throughout ;  premises  957  Putnam  ave¬ 
nue,  north  side,  100  ft.  east  of  Ralph  avenue  (Block  1483, 
Lot  64),  Borough  of  Brooklyn. 

415-44-BZ— Application,  July  5,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Molly  R.  Golden,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary  period  of  two  years,  the 
change  of  occupancy  from  stable  and  cooperage  to  paper 
warehouse  and  baling  plant;  premises  349  Rivington  street, 
south  side,  22  ft.  west  of  East  River  drive  (Block  323,  Lot 
52),  Borough  of  Manhattan. 

845-41-BZ— Application  of  Max  Horn,  applicant,  on  be¬ 
half  of  Brooklyn  Trust  Co.  (as  Trustee),  owner,  reopened 
October  17,  1944,  for  consideration  as  to  extension  of  per¬ 
mit — Application  previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  partly  in 
a  business  use  and  partly  in  a  residence  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles ;  premises  14-07  Seagirt  avenue  and  121 
Beach  14th  street,  southwest  corner  (Block  149,  part  of 
Lot  1),  Far  Rockaway,  Borough  of  Queens. 

596-42-BZ— Application  of  Koch  and  Wagner,  applicants, 
on  behalf  of  Roberts  Numbering  Machine  Co.,  owner,  re¬ 
opened  June  13,  1944,  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the  change  of 
occupancy  of  a  five  car  garage  granted  by  the  Board  to  a 
factory  for  a  temporary  period ;  premises  30  Richmond 
street,  west  side,  194  ft.  6  in.  south  of  Jamaica  avenue  and 
692-710  Jamaica  avenue  (Block  4102,  Lots  19  and  35),  Bor¬ 
ough  of  Brooklyn. 

1366-17-BZ— Application  of  Saul  Goldstein,  applicant,  on 
behalf  of  1920  Harman  Street  Corporation,  owner,  re¬ 
opened  July  11,  1944,  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district  the  change  of  use 
from  a  factory  for  manufacture  of  hospital  furniture  per¬ 
mitted  by  the  Board  to  paper  box  manufacturing  and  knit¬ 
wear;  premises  1920  Harman  street,  south  side,  165  ft.  west 
of  Fairview  avenue  (Block  3388,  Lot  21),  Ridgewood, 
Borough  of  Queens. 

Appeals  from  Administrative  Decisions. 

581-44-A— 103-15  98th  street,  west  side,  100  ft.  south  of 
103rd  avenue  (Block  9121,  Lots  74  and  75),  Ozone  Park, 
Borough  of  Queens. 

600-44-A — 18-42  and  50-62  Columbia  Heights,  2-14 
Doughty  street  and  15-65  Furman  street,  entire  block 
bounded  bv  Columbia  Heights,  Doughty  street,  Furman 
street  and  Middaugh  street  (Block  208,  Lot  2),  Borough  of 
Brooklyn. 

276-44-A — 957  Putnam  avenue,  north  side,  100  ft.  east  of 
Ralph  avenue  (Block  1483,  Lot  64),  Borough  of  Brooklyn. 

Appliance  for  Approval. 

141-42-SA — “All  Out”  Fire  Extinguisher,  Model  A-16. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  8,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  November  8,  1944  at  2  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters: 


Appeals  from  Administrative  Decisions. 

482-44-A — 35-12  Skillman  avenue,  south  side,  from  35th 
to  36th  streets,  42-03  35th  street  and  42-02  36th  street  (Block 
218,  Lot  13),  Long  Island  City,  Borough  of  Queens. 

501-44-A— 114-68  Mexico  street,  northwest  corner  of 
115th  avenue  (1st  and  2nd  floors)  ;  (Block  10392,  Lot  23), 
St.  Albans,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  14,  1944,  10  A.  M. 


NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  14,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Zoning  Applications. 

422-39-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Bonded  Lien  Corp.,  owner,  reopened 
July  25,  1944,  for  consideration  as  to  extension  of  permit 
— Application,  previously  granted  on  condition  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  305- 
313  21st  street  and  697-705  6th  avenue,  northwest  corner 
(Block  892,  Lot  1),  Borough  of  Brooklyn. 


330-42-BZ— Application  of  Eugene  De  Rosa,  applicant 
on  behalf  of  Jeron  Co.,  Inc.,  owner,  reopened  and  restored  to 
Calendar,  September  12,  1944  (previously  withdrawn),  under 
section  7c  of  the  zoning  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  theatre 
and  stores ;  premises  95-42  to  95-48  Queens  boulevard,  south 
side,  130  ft.  west  of  63rd  drive  and  63-39  to  63-49  Saunders 
street  (Block  3080,  Lots  30  and  31),  Rego  Park,  Borough  of 
Queens. 


523-44-BZ — Application,  September  11,  1944,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Stanley  H.  Klein, 
applicant,  on  behalf  of  American  Analytical.  Laboratories, 
Inc.,  owner,  to  permit  in  a  residence  use  district,  the  change 
of  occupancy  from  motor  vehicle  repair  shop  and  dead  stor¬ 
age  of  automobiles  to  a  chdmical  laboratory  and  factory; 
premises  326-328  West  70th  street,  south  side,  279.3  ft.  west 
of  West  End  avenue  (Block  1181,  Lots  44  and  45),  Borough 
of  Manhattan. 


330-44-BZ — Application,  June  5,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Robert  Teichman,  applicant,  on 
behalf  of  Community  Service  Society  of  New  York,  owner, 
to  permit  the  extension  from  an  unrestricted  use  into  a  busi¬ 
ness  use  district  of  the  parking  and  storage  of  more  than 
five  motor  vehicles ;  premises  48-52  West  23rd  street,  south 
side,  309  ft.  east  of  Sixth  avenue  and  37-41  West  22nd  street 
(Block  824,  Lot  65),  Borough  of  Manhattan. 

19-26-BZ— Application  of  Lama  and  Proskauer,  appli-  , 
cants,  on  behalf  of  Rock  Mark  Building  Corporation,  owner, 
reopened  October  24,  1944,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change  ot 
occupancy  from  a  garage  for  more  than  five  motor  vehicles  j 
(previously  granted  by  the  Board)  to  garage  for  more  than  • 
five  motor  vehicles,  auto  showrooms,  sales  room  for  new 
and  used  cars  and  auto  service  (minor  motor  vehicle  re-  j 
pairs)  ;  premises  1655-1663  St.  Marks  avenue,  north  side, 
134  ft.  west  of  Rockaway  avenue  (Block  1454,  Lot  54),  Bor¬ 
ough  of  Brooklyn. 

587-44-BZ — Application,  October  13,  1944,  under  sections 
7c  and  7i  of  the  zoning  resolution,  of  Stuart  Edward  Levi- 
son,  applicant,  on  behalf  of  1595  Jerome  Avenue  Corporation 
and  1605  Jerome  Avenue  Corporation,  owners  (University  j 
Chevrolet,  Inc.,  lessee),  to  permit  partly  in  a  business  use' 
and  partly  in  a  residence  use  district,  the  alteration  and  use 
as  a  motor  vehicle  repair  shop,  automobile  showrooms  and 
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service  station  of  two  buildings,  one  of  which  was  previously 
permitted  by  the  Board  to  be  used  as  a  motor  vehicle  repair 
shop  and  the  other  previously  permitted  by  the  Board  to  be 
used,  in  part,  for  minor  motor  vehicle  repairs;  premises  1591- 
1609  Jerome  avenue,  west  side,  105  ft.  north  of  West  Mount 
Eden  avenue  (Block  2860,  Lots  26  and  30),  Borough  of 
The  Bronx. 

Appeals  from  Administrative  Decisions. 

588-44-A — 1591-1609  Jerome  avenue,  west  side,  105  ft 
north  of  West  Mount  Eden  avenue  (Block  2860,  Lots  26 
and  30),  Borough  of  The  Bronx. 

5-44- A — 440  West  240th  street,  southeast  corner  of 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20), 
Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  14,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  14,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

561- 44-A — 1171-1183  Atlantic  avenue,  northeast  corner  of 
Perry  place  (Block  1866,  Lots  1  to  7),  Borough  of  Brooklyn. 

562- 44-A — 1236-1286  Atlantic  avenue,  south  side,  80  ft. 
west  of  Nostrand  avenue  (Block  1200,  Lots  21,  33  and  41), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 
TUESDAY  MORNING,  OCTOBER  24,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  October  17,  1944,  and  Tuesday  after¬ 
noon,  October  17,  1944,  were  approved  as  printed  in  Bulle¬ 
tin  No.  42,  Vol.  29. 


330-42-BZ 


ZONING  CASES 


APPLICANT — Eugene  De  Rosa,  for  Jeron  Company,  Inc. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  7c  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  district  and  partly 
in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  as  a  theatre  and 
stores. 

PREMISES  AFFECTED — 95-42  to  95-48  Queens  boule¬ 
vard,  south  side,  130  ft.  west  of  63rd  drive  and  63- 
39  to  63-49  Saunders  street  (Block  3080,  Lots  30 
and  31),  Rego  Park,  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  V.  McKee,  Eugene  De  Rosa 
and  Gilbert  Lazerus. 

For  Opposition :  Jabez  E.  Dunningham,  Paul  Ja¬ 
coby,  Jr.,  Edna  L.  Livezey,  Margaret  Hette- 
rich,  Mrs.  H.  Laurie,  Mrs.  Nathan  Mealey  and 
Mrs.  William  Main. 

For  Administration :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  14,  1944  at 
10  A.  M.  for  further  consideration. 


APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Anthony 
Bucalo. 

For  Opposition:  Andrew  S.  Derby,  Louis  Bierfass, 
August  Zimmerman,  Rev.  Philip  A.  Brady, 
Anna  C.  Watts,  Florence  M.  Shields,  Anna 
Kimmel  and  Thomas  J.  Perry. 

For  Administration :  Fred  Dalilem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  8,  1944  at 

10  A.  M.  for  an  inspection  by  a  Committee  of  the 

Board.  No  further  argument. 


332-44-BZ 

APPLICAN  T — Jacob  J.  Gloster,  for  Dayton  Cleaners  and 
Dyers,  owners. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  sections  7 a  and  7c  of  the 
zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  extension  in  area  of  a  dry  cleaning  estab¬ 
lishment. 

PREMISES  AFFECTED— 116-06  to  116-10  Atlantic  ave¬ 
nue,  south  side,  22  ft.  east  of  116th  street  (Block 
475,  Lots  2,  4  and  6),  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  James  A.  Phillips,  E.  Lonzer,  Jr., 
Anne  Onderdonk  and  others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Charles  M.  McWilliams, 
Borough  President’s  office. 

ACTION  OF  BOARD — Laid  over  to  October  31,  1944  at 
10  A.  M.  on  written  request  of  applicant  and  for 
decision  by  the  Board,  without  further  argument. 


275-44-BZ 

APPLICANT— Lama  and  Proskauer,  for  Bankers  Trust 
j  Co.,  Trustee,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district  for  a  temporary 
period  of  two  years,  the  change  of  occupancy  of  a 
building  used  as  a  place  of  public  assembly,  to  a 
!  factory  throughout. 

(/PREMISES  AFFECTED — 957  Putnam  avenue,  north  side, 
100  ft.  east  of  Ralph  avenue  (Block  1483,  Lot  64), 
Borough  of  Brooklyn. 


415-44-BZ 

APPLICANT — Lama  and  Proskauer,  for  Molly  R.  Golden, 
owner. 

SUBJECT — Applicant  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district  for  a  temporary 
period  of  two  years,  the  change  of  occupancy  from 
stable  and  cooperage,  to  paper  warehouse  and  bal¬ 
ing  plant. 

PREMISES  AFFECTED — 34^  Rivington  street,  south 
side,  22  ft.  west  of  East  River  drive  (Block  323, 
Lot  52),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Yetta  Goldberg. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Harold  Klorfein,  Dep  t 
of  Parks. 

ACTION  OF  BOARD— Laid  over  to  November  8,  1944  at 
10  A.  M.  for  an  inspection  by  a  committee  of  the 
Board.  No  further  argument. 


523-44-BZ 

APPLICANT— Stanley  H.  Klein,  for  American  Analytical 
Laboratories,  Inc.,  owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the 
change  of  occupancy  from  motor  vehicle  repair 
shop  and  dead  storage  of  automobiles,  to  a  chemical 
laboratory^  and  factory. 

PREMISES  AFFECTED— 326-328  West  70th  street,  south 
side,  279.3  ft.  west  of  West  End  avenue  (Block 
1181,  Lots  44  and  45),  Borough  of  Manhattan. 

APPEARANCES—  ,  ,  „ 

For  Applicant :  Stanley  H.  Klein  and  Abraham  H. 

Schwartz.  .  . 

For  Opposition:  Joseph  F.  Addonizio,  Harry  C. 
Card,  B.  Arnold  Chambers,  Louis  Cohen,  John 
B.  Conale,  Mr.  Knisel,  Jeannette  Apchain,  Rose 
Hoffman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  November  14,  1944  at 
10  A.  M.  for  decision,  without  further  argument. 


479-44-BZ 

APPLICANT— Philip  Steigman,  for  East  New  York  Sav¬ 
ings  Bank,  owner. 

SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  sections  7e  and  21  of  the 
zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict,  the  extension  in  height  of  a  building  now 
used  as  a  garage  for  more  than  five  motor  vehicles 
and  the  conversion  of  occupancy  from  a  garage  for 
more  than  five  motor  vehicles  and  gasoline  service 
station,  to  a  factory. 

PREMISES  AFFECTED— 38-01  to  38-09  Beach  Channel 
drive,  southwest  corner  of  Beach  38th  street 
(Block  632,  Lot  30),  Edgemere,  Borough  of 
Queens. 

APPEARANCES—  ^  ^ 

For  Applicant:  Philip  Steigman,  R.  Epstein,  N.  W. 
Haynes  and  M.  Schiff. 

For  Opposition:  Bertrand  Ett.inger,  George  Kap¬ 
lan,  Louis  Schwartz,  Bessie  Schoenhaus,  Car¬ 
rie  Reich,  Jacob  Lewis,  Frank  Birnbaum  and 
Gussie  Shrodnick. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (479-44-BZ) 

Whereas,  Philip  Steigman,  for  East  New  York  Savings 
Bank,  owner,  filed  August  11,  1944,  an  application  under 
sections  7c  and  21  of  the  zoning  resolution,  to  permit,  in 
a  residence  use  district,  the  extension  in  height  of  a  building 
now  used  as  a  garage  for  more  than  five  motor  vehicles 
and  the  conversion  of  occupancy  from  a  garage  for.  more 
than  five  motor  vehicles  and  a  gasoline  service  station  to 
a  factory,  affecting  premises :  38-01  to  38-09  Beach  Chan¬ 


nel  drive,  southwest  corner  of  Beach  38th  street  (Block  632, 

Lot  30),  Edgemere,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  October  24,  1944,  after  due  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  Channel  drive  and  Beach  38th 
street  are  in  a  residence  use  D  area  and  1  times  height 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  August  8,  1944,  on  Alt.  Applic.  727-44,.  reads.: 

“1.  The  enlargement  of  a  commercial  building  lo¬ 
cated  in  a  residence  zone,  and  used  as  a.  gasoline  sta¬ 
tion  and  garage  for  more  than  5  cars,  is  contrary  to 
article  2,  sec.  3  of  the  zoning  law. 

2.  The  change  of  use  from  “gasoline  station  and 
public  garage  for  more  than  5  cars”  to  “manufactur¬ 
ing  of  electrical  equipment  on  the  1st  floor,  and  gen¬ 
eral  offices,  laboratory  and  light  manufacturing  on  the 
2nd  floor”,  is  contrary  to  article  2,  section  3  of  the 
Zoning  Law.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  of  ground  60  ft.  by  100  ft.  in  area  on  which  is 
located  a  one  story,  class  3  garage  building,  48  ft.  by  100 
ft.  in  area  and  in  the  12  ft.  by  100  ft.  space  along  Beach 
Channel  drive,  a  gasoline  service  station;  that  it  is  pro¬ 
posed  to  remove  the  gasoline  service  station  and  to  increase 
the  height  of  the  garage  building  to  two  stories  ;,  and 
Whereas,  the  applicant  contends  that  the  building  in 
question  was  erected  at  least  10  years  prior  to  the  enact¬ 
ment  of  the  building  zone  resolution ;  that  at  the  time  of  its 
erection,  there  was  a  definite  need  for  garages  in  this 
neighborhood;  that  since  its  erection,  there  has  been  built 
a  sufficient  number  of  small  or  individual  garages  making 
the  use  of  this  building  obsolete  for  use  as  a  garage ;  that 
the  last  several  owners  have  tried  in  various  ways  to  con¬ 
tinue  its  use  as  a  garage,  but  have  failed ;  that  the  present 
owners  have  come  into  possession  because  of  the  failure 
of  the  previous  owners  and  a  record  of  the  efforts,  ot 
the  present  owners  is  filed  with  this  appeal,  to  substantiate 
the  claim  of  hardship  and  obsolescence ;  that  the  proposed 
use  of  manufacture  of  electrical  equipment  is  much  more 
in  the  nature  of  assembly  of  parts  manufactured  else¬ 
where  and  assembled  here  and  even  more  important,  a 
center  of  research  in  electronics  rather  than  manufactur¬ 
ing  ;  that  the  proposed  use  is  to  be  by  the  owners,  rather 
than  by  tenants,  which  has  the  advantage  of  permanence 
by  local  rather  than  absent  ownership,  thereby  creating 
local  interest  and  civic  pride  both  of  owners. and  workers; 
that  there  are  no  objectionable  odors  or  noises  connected 
with  this  proposed  occupancy  and  the  general  character 
of  the  occupants  and  the  treatment  by  shrubbery,  grass, 
etc.  should  be  a  distinct  advantage  and  asset  to  the  neigh¬ 
bors  and  neighborhood ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifi¬ 
cation  for  the  exercise  of  discretion  to  grant  a  zoning 
variance  under  Section  7,  Subdivisions  c  and  e  and  that 
the  applicant  failed  to  substantiate  a  basis  to  warrant  ex¬ 
ercise  of  discretion  to  grant  under  section  21  of  the  zoning  i 
resolution  and  was  therefore  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship.  | 
Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent  on  Alt.  Applic.  727-44,  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 


APPLICANT— Samuel  I.  Goldberg,  for  Fellman  Realty  ' 
Corp.,  owner. 

SUBJECT— Application  reopened  July  25,  .1944,  for  con¬ 
sideration  as  to  extension  of  permit  (decision  oJ 
the  borough  superintendent)  re  application,  Preu‘ 
ously  granted  on  condition,  under  section  7h  ot 
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the  zoning  resolution,  permitting  in  a  business  use 
district,  for  a  temporary  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor 
vehicles. 

I  REMISES  AFFECTED — 3996  10th  avenue  and  501  West 
213th  street,  northwest  corner  (Block  2231,  part  of 
Lot  13),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Samuel  I.  Goldberg. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  Oh  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PER M  IT- 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  n 


THE  RESOLUTION  (559-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 


1  '  .  ■*  ;  - - Liiv,  owning 

resolution,  permitting  in  a  business  use  district  for  a  term 
ot  two  years,  the  parking  and  storage  of  more  than  five  mo¬ 
tor  vehicles,  affecting  premises  3996  10th  avenue  and  501 


West  213th  street,  northwest  corner  (Block  2231,  part  of  Lot 
13),  Borough  of  Manhattan,  was  granted  by  the  Board  on 


8  April  12,  1938,  on  certain  conditions,  and 

Whereas,  the  permit  was  extended  on  May  31,  1939  Feb¬ 
ruary  20,  1940  and  February  17,  1942  and  the  applicant  re¬ 
quested  a  further  extension  of  the  permit;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board  on 
July  25,  1944,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
tFe  Board  of  Standards  and  Appeals  at  its  regular  meeting, 
October  24,  1944,  after  due  notice  by  publication  in  the  Bul¬ 
letin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  decision  of  the  borough  superintendent  dated 
July  19,  1944  reads: 

“Your  application  for  a  certificate  of  occupancy  for 
the  above  mentioned  premises  has  been  disapproved  by 
this  department  with  the  following  objection: 

Parking  and  storage  of  more  than  five  (5)  motor 
vehicles  is  prohibited  in  a  business  district  by  Article 
2,  Subdivision  4A  and  Subdivision  15  of  theBuilding 
Zone  resolution.” 

I'  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  April  12,  1938,  only 
so  far  at  it  has  reference  to  the  term  of  the  permit,  so  as 
amended,  the  resolution  shall  read: 


Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  portion  of  the  plot  known  as  Lot  13  with 
a  frontage  of  200  ft.  along  214th  street  and  a  depth  of 
99  ft.  11  in.  along  10th  avenue,  to  be  occupied  for  the 
storage  and  parking  of  more  than  five  motor  vehicles, 
restricted  to  the  pleasure  car  type,  on  condition  that  the 
area  shall  be  leveled  substantially  to  the  grade  of  the 
surrounding  streets  and  shall  be  surfaced  with  cinders 
or  other  suitable  material,  properly  bound  and  rolled  to 
prevent  dusting  and  properly  graded  to  provide  surface 
drainage ;  that  the  existing  fence  along  the  street  lines 
shall  be  entirely  removed  and  a  new  substantial  woven 
wire  fence,  not  less  than  6  ft.  in  height,  shall  be  con¬ 
structed  continuously  along  214th  street  and  along  10th 
avenue,  with  no  opening  except  to  10th  avenue  for  a 
width  not  exceeding  20  ft.  with  a  curb  cut  of  similar 
width  opposite;  that  along  the  interior  line  of  the  plot, 
as  herein  permitted,  there  shall  be  erected  a  similar 
fence  or  a  substantial  wooden  fence;  that  during  the  term 
of  this  variance,  the  premises  shall  be  used  for  no  other 
purpose  other  than  as  herein  permitted;  that  no  signs 
shall  be  erected  other  than  a  small  sign  at  the  entrance, 
advertising  the  use  and  rates  charged;  that  no  additional 
building  shall  be  erected  on  the  premises  except  there 
may  be  a  building  not  over  one  story  in  height,  not  over 
150  sq.  ft.  in  area,  to  be  used  as  office  and  shelter  for  the 
attendant,  near  the  entrance;  that  such  portable  fire- 


fighting  appliances  shall  be  installed  as  the  commissioner 
Vi  c  \rec^  anc^  permits  shall  be  obtained  and 

all  work  completed  within  three  months  from  the  date 
ot  this  amended  resolution  and  that  a  certificate  of  oc¬ 
cupancy  shall  be  obtained.” 

\  - - - — 

APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

58 1-44- A 

A1  I  LICANT  F.  W.  Voges,  for  The  Voges  Manufactur¬ 
ing  Co.,  owner. 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 103-15  98th  -street,  west  side, 
100  ft  south  of  103rd  avenue  (Block  9121,  Lots  74 

APPEARANCES—116  B°rOUgh  of  Queens- 

For  Applicant :  J.  K.  Weickel. 

„  Administration:  Edwin  Meyer,  Fire  Deo’t 

ACTION  OF  BOARD — Laid  over  to  November  8,  1944  at 
10  A.  M  pending  an  inspection  by  a  committee  of 
the  Board. 

314-44-A 

APPLICANT— Ajax  Contracting  Company,  Inc.,  for  Med 
Realty  Holding  Co.,  Inc.,  owner  (Henry  B.  Cohen 
Drug  Co.,  lessee). 

SUBJECI  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
ot  the  fire  commissioner  (previously  granted  on 
condition). 

PREMISES  AFFECTED — 243-245  East  35th  street,  north 

olde’  west  of  2nd  avenue  (Block  916,  Lots 

26  and  27),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Herman  E.  Horwood. 

For  Administration :  Edwin  Meyer,  Fire  Deo’t 
ACTION  OF  BOARD-Appeal  reopened ’and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN- 

Affirmative .  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative:  Commissioner  Savage  .  1 

557-44-A 

APPLICANT— Charles  M.  Spindler,  for  E.  W.  Bliss  Co 
owner. 

SUBJECT— Appeal  from  a  decision  re  an  order  of  the  fire 
commissioner. 

I  REMISES  AFFECTED — 2-100  53rd  street,  south  side 
4/0  ft.  west  of  1st  avenue  (Block  811,  Lot'  1)’ 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant.  Joseph  C.  Hans. 

For  Administration :  Edwin  Meyer,  Fire  Dep’t 

TOE1  VOtTtO  GRANT-3'  8ran’ed  C°nditi°n' 
Affirmative :  Chairman  Murdock  and  Commis¬ 
sioner  Blum  .  2 

Negatiye:  Commissioner  Savage  and  Deputy 

Chief  Gunn  .  ? 

THE  VOTE  TO  RECONSIDER-  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative:  .  p 

THE  VOTE  TO  GRANT—  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative:  .  q 

THE  RESOLUTION  (557-44-A) 

Whereas,  Charles  M.  Spindler,  for  E  W  Bliss  Co 
owner,  filed  September  29,  1944  an  appeal  from  an  order 
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of  the  fire  commissioner,  affecting  premises  2-100  53rd  street, 
south  side,  470  ft.  west  of  1st  avenue  (Block  811,  Lot  1), 
Borough  of  Brooklyn ;  and 

Whereas,  order  97724-LC  issued  by  the  fire  commis¬ 
sioner  August  28,  1944  and  repeated  in  a  decision  of  the 
fire  commissioner,  dated  September  29,  1944,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  and  use  fuel  oil,  shows 
that  the  following  must  be  done  before  the  permit 
requested  by  you  can  be  issued : 

Forthwith 

1.  Provide  an  adequate  foam  extinguishing  system 
for  storage  tank  No.  3,  capacity  92,000  gallons.  09- 
11.0,  Adm.  Code. 

2.  Adequately  protect  window  exposures  now  exist¬ 
ing  in  4  and  7  story  buildings.  09-11.0,  Adm.  Code. 

and  .  ,  .  ,. 

Whereas,  the  applicant  states  that  the  tank  in  question 

is  a  92,000  gallon  fuel  oil  storage  tank  located  53  it.  east 
of  the  7  story  fireproof  machine  shop  building  and  the  one 
story  concrete  50  ft.  high  machine  shop  building,  as  indi¬ 
cated  on  plans  filed  with  this  appeal;  that  there  aie  two 
additional  92,000  gallon  fuel  oil  storage  tanks  on  the  prem¬ 
ises  which  are  not  the  subject  of  this  appeal,  and  _ 

W^hereas,  the  applicant  contends  that  the  tank  in  ques¬ 
tion  with  two  adjacent  92,000  gallon  tanks  installed,  some 
years  previously,  is  used  to  supply  the  oil  burners  in  the 
boiler  house  which  furnish  steam  for  heat  and  industrial 
purposes  throughout  the  owner’s  plant ;  as  to  item  1  of  the 
fire  commissioner’s  order,  the  applicant  contends  that  this 
item  applies  only  to  the  one  new  tank ;  that  the  two  old 
tanks  are  equipped  with  steam  lines  for  fire  extinguishing 
purposes  and  a  similar  steam  line  has  been  installed  in  the 
new  tank;  that  the  steam  is  piped  from  the  boiler  house 
diagonally  opposite  the  tanks;  on  the  north  side  of  53rd 
street;  that  the  boilers  supplying  the  steam  consist  of  two 
500  h.p.  B  &  W  High  Pressure  Boilers  operating  at  150 
lbs  pressure  continuously  24  hours  each  day ;  that  in  addi¬ 
tion  there  are  four  250  h.p.  boilers  operating  at  100  lbs. 
pressure  used  as  standbys,  thus  a  continuous  and  uninter¬ 
rupted  supply  of  steam  for  fire  extinguishing  purposes  is 
assured  at  all  times ;  that  the  plant  is  equipped  with  a  yard 
hydrant  system,  as  indicated  on  plans  filed  with  this  appeal ; 
that  these  hydrants  are  fed  by  an  8  inch  supply  line  with  a 
1000  g.p.m.  booster  pump  and  the  hydrants  are  equipped 
with  more  than  enough  hose  to  reach  any  point  in  the 
vicinity  of  the  tanks ;  that  the  tank  in  question  is  set  more 
than  half  below  grade  in  a  reinforced  concrete  pit  and 
dyke  designed  to  hold  1^2  times  the  capacity;  and 
'  Whereas,  the  applicant  contends  as  to  item  2  of  the  fire 
commissioner’s  order,  that  the  exposure  referred  to  is  a  7 
story  fireproof  building  with  a  one  story  50  ft.  high  exten¬ 
sion  referred  to  as  a  four  story  building  in  the  Fire  Dept 
order;  that  this  building  is  53  ft.  west  from  the  tank,  is  of 
fireproof  construction,  erected  about  1918,  and  all  windows 
are  steel  sash;  that  the  building  is  sprinklered  throughout; 
that  since  the  dyke  capacity  is  lj/2  times  the  tank  capacity, 
the  fire  would  be  confined  to  the  dyke  in  the  event  of  the 
rupture  of  the  tank ;  that  the  oil  burner  rules  permit  a  96,000 
gallon  tank,  distant  75  ft.  from  adjoining  property  which 
may  be  built  upon ;  that  there  is  no  limitation  as  to  the  grade 
of  oil  stored  or  the  construction  and  exposure  of  adjoining 
premises,  so  that  under  the  rules,  a  frame  building  could  be 
legally  erected  75  ft.  distant  from  a  96,000  gallon  tank  con¬ 
taining  kerosene;  that  the  tank  in  question  will  contain  #6 
fuel  oil  and  is  53  ft.  from  a  fireproof  sprinklered  building; 
that  the  plant  is  insured  by  Factory  Mutual  Insurance  Labo¬ 
ratories,  which  makes  periodical  inspections ;  that  telegraphic 
communications  with  fire  headquarters  is  maintained;  that 
a  night  watchman  service  is  provided ;  that  the  plant  has  its 
own  organized  fire  brigade ;  that  the  maximum 
quantity  of  oil  used  during  the  day  in  the  plant  is  10,000 
gallons ;  that  the  total  capacity  of  the  three  tanks  will  pro¬ 
vide  less  than  one  month’s  supply ;  that  the  tank  in  question 
was  installed  in  1942  and  has  not  been  in  use,  due  to  an  order 
by  the  Petroleum  Administration  for  War,  which  required 


the  plant  to  convert  to  coal;  that  the  plant  was  recently  re¬ 
converted  to  oil  under  a  new  Petroleum  Administration  for 
War  order  and  the  plant  was  requested  by  the  Petroleum 
Administration  for  War  to  use  its  maximum  storage  capa¬ 
city,  which  means  that  the  tank  now  under  appeal  must  be 
put  to  use  and  it  is  therefore  respectfully  requested  that  the 
order  of  the  fire  commissioner  be  modified  to  permit  the 
steam  fire  extinguishing  system  to  be  maintained  and  to  per¬ 
mit  the  steel  windows,  distant  53  ft.  horizontally  from  the 
tank,  to  remain  unchanged;  and 

W hereas,  it  appears  the-  tank  in  question  was  approved 
by  the  borough  superintendent  under  Alteration  507-42 ;  and 
'  Whereas,  the  -two  existing  92,000  gallon  tanks  were  dealt 
with  by  the  Board  under  Cal.  242-23-A. 

Resolved,  that  the  order  of  -the  fire  commissioner,  acting  on 
Order  97724-LC,  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  as  to  Objection  1,  on  condi¬ 
tion  that  a  steam  system,  as  required  under  Cal.  242-23-A, 
and  as  may  be  deemed  satisfactory  by  the  fire  commissioner, 
shall  be  maintained,  as  a  protection  to  the  existing  storage 
tanks  and  the  No.  3  tank  involved  in  this  order  97724-LC; 
and  denied  as  to  Objection  2,  to  be  complied  with. 


Adjoined:  2:00  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING, 

TUESDAY  AFTERNOON,  OCTOBER  24,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


745-42-A 

APPLICANT— Martin  M.  Elkind,  for  Queens  Valley  De¬ 
velopment  Corp.,  owner  (Jewish  Center  of  Kew 
Gardens  Hills,  Inc.,  lessee). 

SUBJECT— Application  reopened  October  3,  1944— Re  ap¬ 
peal  from  a  decision  of  the  acting  borough  superin¬ 
tendent  (previously  granted  on  condition). 
PREMISES  AFFECTED— 135-11  77th  avenue  and  76-36 
137th  street,  block  bounded  by  Park  Drive  East, 
73rd  Terrace,  136th,  137th  streets,  and  77th  avenue 
(1st  and  2nd  floors)  ;  (Block  6585,  Lot  2),  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn .  ^ 

Negative:  .  0 

THE  RESOLUTION  (745-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  135-11  77th  avenue  and 
76-36  137th  street,  block  bounded  by  Park  Drive  East,  73rd 
Terrace,  136th  to  137th  streets  and  77th  avenue  (1st  and 
2nd  floors);  (Block  6585,  Lot  2),  Flushing,  Borough  ot 
Queens,  was  granted  by  the  Board  on  February  9,  1943,  on 
certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 

resolution ;  and  ' 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  3,  1944,  subject  to  usual  procedure;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  14,  1944,  on  Alt.  Applic.  811-44,  reads: 

“2.  As  present  use  and  occupancy  was  approved  by 
B.  of  St.  &  A.  any  change  of  use  or  occupancy  must 
be  approved  by  B.  of  St.  &  A. 
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3-.  Provide  3'  8"  wide  stair  of  fireproof  construc¬ 
tion  and  enclosed  in  fireproof  enclosure  as  per  sect 
6.4.I.8.I. 

4.  Provide  two  means  of  exit  from  second  floor  as 
per  sect.  6. 1.2.4,  6.9.1  and  6.9.3. 

5.  Provide  approved  type  fire  alarm  system.” 

!'  and 

Whereas,  the  applicant  states  that  the  building  is  2lA 
stones  (30  ft.)  in  height,  161  ft.  8  in.  by  48  ft.  9  in.  in 
area,  of  class  3  construction,  erected  in  1925,  located  in  a 
residence  use  E  area  district  and  used  and  occupied  as 
follows:  ground  floor— reception  room,  boiler  room  and 
storage;  1st  floor — synagogue,  day  nursery  and  kitchen — 
400  persons;  2nd  floor— apartment,  church  accessory  room, 
lockers,  storage  20  persons,  proposed  to  be  used  and  occu- 
pied  as  follows:  ground  floor — same;  1st  floor — same — 426 
persons ;  2nd  floor — apartment,  church  accessory  room,  stor- 
age  and  day  nursery— 40  persons;  that  the  building  is 
equipped  with  three  wood  stairs,  3  ft.,  4  ft.  6  in.  and  3  ft. 
8  in.  wide  respectively,  enclosed  in  partitions  of  wire  lath 
and  cement  plaster  on  wood  studs ;  and 

Whereas,  the  applicant  contends  that  it  is  now  proposed 
to  increase  the  occupancy  of  the  day  nursery  on  the  1st  floor 
to  56  children  and  it  is  proposed  to  install' a  classroom  for 
20  children  on  the  2nd  floor;  that  the  existing  nursery  has 
.  been  taken  over  by  a  parent  group,  who  plan  to  operate  and 
maintain  the  nursery  on  a  cooperative  non-profit  basis;  that 
it  is  proposed  on  the  1st  floor  portion  of  the  day  nursery,  to 
erect  partitions  which  will  form  four  children’s  rooms,’ an 
examination  room  and  an  isolation  room ;  that  an  enclosure 
will  be  built  so  that  a  hallway  will  be  formed  from  the  foot 
of  the  2nd  floor  stairs  to  the  exterior  of  the  building;  that 
I  enclosure  will  be  of  studs  covered  both  sides  with  metal 
lath  and  cement  plaster;  that  all  other  partitions  will  be  of 
studs  covered  both  sides  with  sheet  rock;  that  on  the  2nd 
floor  partitions  of  sheet  rock  on  studs  will  be  erected  to  form 
one  children’s  room  and  to  separate  the  second  floor  from 
the  open  space  above  the  first  floor,  thereby  replacing  the 
present  open  railing;  that  on  the  2nd  floor,  one  of  the  win- 
!  dows'  will  be  altered  to  a  door  and  an  iron  stairway  installed 
leading  to  the  ground ;  and 

Whereas,  the  applicant  contends  as  to  objection  3,  that 
the  existing  stair  is  3  ft.  8  in.  wide  and  enclosed  in  stud  par- 

■  titions  with  metal  lath  and  plaster  on  both  sides ;  that  it  is 
proposed  to  erect  a  partition  at  the  foot  of  these  stairs  of 

■  similar  construction,  to  form  a  short  hallway  leading  to  an 
'  exterior  door ;  that  permission  is  requested  to  maintain  the 

existing  stairway  in  lieu  of  the  requirement  for  fireproof 
:  stairs;  and 

Whereas,  the  applicant  contends  as  to  objection  4,  that  it 
j  is  proposed  to  provide  a  second  means  of  egress  by  install¬ 
ing  an  iron  stairs  on  the  exterior  from  the  classroom,  as 
indicated  on  plans  filed  with  this  appeal;  that  acceptance  of 
i  this  stairway  as  a  second  means  of  egress  is  requested;  that 
the  distance  from  the  2nd  floor  to  the  ground  is  only  9  ft. 

!  8  Ji. ;  that  the  2nd  floor  room  proposed  will  be  used  by  the 
oldest  group  and  will  be  under  constant  adult  supervision  • 
and 

,  Whereas,  the  applicant  contends  as  to  objection  5,  that 
a  fire  alarm  system,  consisting  of  dry  cell  batteries  con¬ 
nected  to  6  inch  gongs  on  both  floors,  actuated  by  push 
.  buttons,  will  be  installed;  that  permission  is  requested  to  in¬ 
stall  this  type  of  alarm,  as  the  equipment  for  an  approved 
system  cannot  be  obtained  at  this  time  and  as  the  school 
1  occupancy  will  be  only  temporary ;  that  as  soon  as  conditions 
permit,  the  school  proposes  to  provide  itself  with  suitable 
permanent  quarters ;  that  the  school  will  be  under  the  super¬ 
vision  of  at  least  five  adults  during  school  hours. 

I  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  9,  1943,  so  that  as 
amended,  the  resolution  shall  read : 

Resolved ,  that  the  decision  of  the  borough  superin¬ 
tendent  on  Alt.  Applic.  1747-42,  Objections  1,  2,  3,  4  and 
5,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  premises  shall 
be  maintained  as  indicated  on  revised  plans  marked 


Received  beb.  8,  1943’;  that  the  existing  sprinkler  sys¬ 
tem  in  the  kitchen  and  the  standpipe  system  both  fed 
from  the  domestic  water  supply  shall  be  maintained ;  that 
t  ie  hose  outlets  shall  be  at  the  points  as  indicated ;  that 
•  the  refrigerating  system  in  the  cellar  shall  be  purged 
of  refrigerant  and  not  used;  that  the  proposed  fireproof 
self-closing  doors  and  partitions  around  the  stairways 
as  indicated  shall  be  constructed  and  maintained;  that 
the  building  shall  not  be  increased  in  height  or  area  or 
structurally  altered;  that  this  variance  shall  continue  only 
f°  on&  ^he  premises  are  occupied  as  proposed  under 
lease  to  the  Jewish  Center  of  Kew  Gardens  Hills,  Inc. 
but  not  to  exceed  two  (2)  years  from  the  date  of  this 
resolution,  with  the  day  nursery  as  sub-tenant  occupying 
only  the  space  on  the  first  floor  to  the  east;  that  the 
number  of  children  in  the  proposed  day  nursery  shall 
at  no  time  exceed  thirty  (30)  ;  that  the  seatings  in  the 
synagogue  shall  be  normally  limited  to  the  room  con¬ 
taining  this  altar ;  that  all  seatings  shall  comply  with  the 
requirements  therefor;  that  all  exists  shown  shall  be 
maintained;  that  in  the  event  the  garage  is  used,  the 
doors  thereto  from  the  building  shall  be  made  fireproof 
and  self-closing. 

Resolved  further,  that  in  the  event  the  owner  desires 
to  increase  the  number  of  children  in  the  day  nursery 
as  proposed  under  date  of  September  19,  1944  and  as 
passed  on  by  the  borough  superintendent  under  Alt. 
Applic.  811-44,  such  increase  in  the  number  of  children 
may  be  permitted,  provided  the  premises  to  be  so  oc¬ 
cupied  on  the  first  and  second  floors  are  altered  as  pro¬ 
posed,  as  indicated  on  plans  filed  with  the  Board  marked 
Received  September  20,  1944’ ;  that  the  decision  of  the 
borough  superintendent  on  Alt.  Applic.  811-44  may  be 
considered  modified  as  to  objections  2,  3,  4,  and  5,  pro¬ 
vided  the  alterations  are  carried  out  and  the  fire  alarm 
system  as  proposed  is  maintained  and  fire  drills  are 
held  at  least  twice  a  month  under  the  supervision  of  com¬ 
petent  persons;  that  there  shall  also  be  doorways  con¬ 
structed  and  maintained  between  the  classrooms  on  the 
first  floor,  so  as  to  provide  a  means  of  exit  from  such 
classrooms  through  to  the  exit  door  without  passing 
through  the  corridor;  that  the  exterior  iron  stair  to  be 
constructed,  shall  be  protected  with  an  incombustible 
root  enclosure  as  a  protection  against  the  elements ;  that 
any  windows  on  the  course  of  such  proposed  exterior 
stairway  shall  be  made  fireproof  and  self-closing.” 


APPLICANT— -Henry  George  Greene,  for  349  West  37th 
gTTRrT7rmreei  G?.ragT  Inc->  owner- 

bBBJLCl—  Application  reopened  April  11,  1944  re  appeal 
from  decisions  of  the  borough  superintendent  (pre¬ 
viously  withdrawn). 

PREMISES  AFFECTED — 349  West  37th  street,  north 
side,  150  ft.  east  of  9th  avenue  (6th  floor)  ;  (Block 
.  .  761>  Lot  ')>  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous- 
mg  and  Buildings. 

ACHONOF  BOARD— Appeal  granted  on  condition. 

Affirmative .  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn .  ^ 

Negative :  . o 

THE  RESOLUTION  (439-43-A) 

Whereas,  this  appeal  from  decisions  of  the  borough 
superintendent,  affecting  premises  349  West  37th  street 
north  side  150  ft.  east  of  9th  avenue  (6th  floor);  (Block 
/pi,  Lot  7),  Borough  of  Manhattan,  was  withdrawn  on 
February  1,  1944;  and 

\\  hereas,  the  applicant  requested  a  reopening  of  the  ap¬ 
peal  and  restoration  to  the  calendar;  and 
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Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  April  11,  1944  and  restored  to  the  calendar,  subject  to 

usual  procedure  ;  and  . 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  February  25,  1944,  on  amendment  to  Alt.  Applic.  646- 

43,  reads  :  , , 

“1.  The  6th  floor  should  be  capable  of  supporting 

120#/sq.  ft.  live  load  Sec.  7.3.2.3.  B.C. 

7,  New  use  on  6th  floor  specified  in  this  amendment 
is  contrary  to  Sec.  C19-65.0  A.C.” 

and 

Whereas,  the  applicant  states'  the  building  is  6  stories 
(68  ft.)  in  height;  50  ft.  by  98.9  ft.  in  area  at  typical  floor 
and  32  ft.  by  89  ft.  at  6th  floor;  of  Class  1  construction; 
erected  1919;  located  in  an  unrestricted  use  district  and 
used  as  a  garage  for  more  than  five  vehicles  from  cellai 
to  fifth  story  and  on  the  6th  story  for  offices,  10  persons, 
and  proposed  to  be  used  and  occupied  as  follows :  Cellar 
to  5th  floor,  garage  for  more  than  five  motor  vehicles ;  6th 
floor,  embroidery  manufacturing,  10  persons ;  3  persons  en¬ 
gaged  in  manufacturing;  and  . 

Whereas,  Certificate  of  Occupancy  ffi662,  issued  Sep¬ 
tember  30,  1929,  permits  the  use  of  the  building  as  a  garage 
for  more  than  five  cars  cellar  to  fifth  story  and  offices 
on  the  6th  story,  20  persons  and  indicates  a  live  load  of 
120  lbs.  on  all  floors;  and  . 

Whereas,  Violation  5380-43  was  issued  for  changing  the 
use  of  the  6th  story  from  offices  to  factory  with  9  em¬ 
ployees  contrary  to  Certificate  of  Occupancy  D662-29 ,  and 
Whereas,  the  applicant  states  that  Certificate  of  Occu¬ 
pancy  15662,  indicates  a  live  load  of  120  lbs.  for  all  floors 
and  is  in  error  as  to  the  6th  floor  live  load ;  and 

Whereas,  the  applicant  states  Alt.  Applic.  646-43  was 
filed  to  remove  fire  department  order  No.  34723-LC,  issued 
May  25,  1943,  which  reads : 

“1.  Discontinue  or  cause  to  be  discontinued  the  fac¬ 
tory  occupancy  on  the  6th  story. 

Reason 

A.  Certificate  of  Occupancy  issued  by  the  Dept,  of 
Housing  and  Buildings  (formerly  Bureau  of  Buildings) 
Sept.  30,  1929  limits  use  of  sixth  story  to  offices. 

B.  Sec.  C19-65.0-3,  Art.  11,  N.  Y.  C.  Administra¬ 
tive  Code  prohibits  issuance  of  garage  permit  for  any 
building  where  dry  goods  or  other  highly  inflammable 
materials  are  manufactured  or  kept  for  sale.” 

and 

Whereas,  the  applicant  states'  that  the  garage  is  a  stor¬ 
age  garage ;  and 

Whereas,  the  applicant  contends  that  the  present  steel 
beams  at  6th  story  are  capable  of  sustaining  80  lbs.  per 
sq.  ft.  live  load,  but  the  steel  girders  limit  the  loading 
to  65  lbs.  per  sq.  ft. ;  that  the  use  to  which  this  floor  is 
being  put  will  in  no  case  require  more  than  60  lbs.  per 
sq.  ft.  live  load;  that  the  occupancy  will  be  a  maximum  of 
10  persons  with  only  three  at  manufacturing;  that  the 
machines  used  are  light  embroidery  machines  which  are  not 
excessive  in  weight  for  the  proposed  loading ;  that  inas¬ 
much  as  present  National  Emergency  conditions  have  cre¬ 
ated  a  hardship  for  owners  of  garages,  and  since  the  use 
of  the  6th  floor  will  revert  to  its  original  use,  as  specified 
in  the  certificate  of  occupancy  after  the  war,  permission 
is  requested  to  allow  a  live  load  of  60'  lbs.  per  sq.  ft.  for 
the  6th  floor  only  for  the  duration  of  the  war. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  646-43  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  as  to  objection  1, 
on  condition  that  the  live  load  on  the  6th  floor  shall  be  not 
less  than  60  lbs. ;  that  the  load  of  equipment  and  materials 
per  superficial  foot  on  the  6th  floor  shall  at  no  time,  exceed 
fifteen  (15)  lbs.;  granted  as  to  objection  7,  on  condition  that 
the  upper  floor,  occupied  for  a  factory  shall  be  completely 
separated  from  all  other  floors  used  as  a  storage,  garage 
by  fireproof  construction ;  that  the  exits  shall  be  maintained 
with  lawful  enclosures ;  granted  only  so  long  as  the  prem¬ 
ises  shall  be  maintained  as  proposed ;  that  in  all  other  re¬ 
spects,  the  building  and  occupancy  shall  comply  with  all 


laws,  rules  and  regulations  applicable  thereto ;  that  a  new 
Certificate  of  Occupancy  shall  be  obtained  to  supersede 
Certificate  of  Occupancy  15662. 


502-44-A 

APPLICANT— Lama  and  Proskauer,  for  Brooker  Realty 
Corp.,  owner.  (Mercantile  Ship  Repair  Co.,  Inc., 
lessee) . 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 68-70  Summit  street,  south 
side,  100  ft.  west  of  Columbia  street  (Block  357, 
Lots  29  and  30),  Borough  of  Brooklyn. 
APPEARANCES—  ,  „  ,  ^ 

For  Applicant:  Alfred  A.  Lama  and  Paul  De 
Joseph. 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  .. 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn .  4 

Negative:  .  0 

THE  RESOLUTION  (502-44-A) 

Whereas,  Lama  and  Proskauer,  for  Brooker  Realty  Corp., 
owner  (Merchantile  Ship  Repair  Co.,  Inc.,  lessee),  filed  Au¬ 
gust  28,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  68-70  Summit  street,  south 
side,  100  ft.  west  of  Columbia  street  (Block  357,  Lots  29 
and  30),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  18,  1944,  on  amendment  to  Alt.  App.  478- 

44,  reads:  .  , 

“1.  The  proposed  three  story  extension  materially 
alters  the  character  of  this  building;  therefore  the  in¬ 
terior  stairs  should  comply  with  Section  270  of  the  La¬ 
bor  Law,  as  to  material  of  enclosure  partitions.  This 
stair  is  also  required  to  be  enclosed  in  fireproof  parti¬ 
tions  because  of  the  fact  that  the  horizontal  exit  from 
adjacent  new  building  leads  to  the  stair.” 
and  ... 

Whereas,  the  applicant  states  that  the  building  is  3  stor¬ 
ies  (36  ft.)  in  height,  75  ft.  by  88  ft.  8  in.,  irregular  in  area 
at  1st  floor  and  75  ft.  by  65  ft.  irregular  in  area  at  typical 
floor;  Class  3  construction;  erected  in  1893  and  1944;  lo¬ 
cated  in  unrestricted  use,  C  area,  districts;  used  since  1941 : 
1st  floor,  machine  shop,  50  persons;  2nd  floor,  pipe  storage, 
office  and  lunchroom,  15  persons;  3rd  floor,  offices,  35  per¬ 
sons;  no  change  in  use  or  occupancy  is  proposed;  that  the 
building  is  equipped  with  two  3  ft.  8  in.  iron  stairs,  enclosed 
in  brick  and  partitions  of  2  in.  by  4  in.  studs  with  wire  lath 
and  i$4  in.  Portland  cement  mortar ;  equipped  with  fireproof, 
self-closing  doors  and  leading  from  the  roof  bulkhead  di¬ 
rectly  to  the  street;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
occupied  by  the  Mercantile  Ship  Repair  Co.,  Inc.,  engaged  in 
war  work;  that  this  appeal  is  to  permit  the  use  of  present 
stair  enclosure  to  remain ;  that  these  stairs  are  constructed  of 
iron,  enclosed  in  fire-retarded  partitions ;  that  there  are  two 
sets  of  stairs,  both  of  which  run  directly  to  the  roof;  that 
all  floors  are  connected  with  at  least  3  ft.  8  in.  by  7  ft.  open¬ 
ings,  equipped  with  self-closing  doors. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  478-44  and  that  the  appeal  be  and  it  hereby  is 
granted  as  to  objection  1,  on  condition  that  the  exits  shall 
be  maintained,  as  indicated  on  plan  filed  with  this  appeal 
marked  “Received  September  26,  1944”  and  revised  plan  of 
the  total  first  floor  occupancy,  as  shown  on  plan  marked 
“Received  October  23,  1944”;  that  the  enclosure  around  the 
stairs  shall  be  constructed  as  proposed ;  that  all  openings  be¬ 
tween  this  building  and  adjoining  buildings  shall  be  equipped 
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with  fire  doors  as  required  by  the  Building  Code;  that  over 
the  boiler  room,  a  concrete  lloor  shall  be  constructed  and  the 
stairs  leading  thereto  shall  be  enclosed ;  that  an  additional 
door  shah  be  constructed  on  the  third  floor  between  the  space 
marked  “office”  and  the  building  adjoining  to  the  north;  that 
in  all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


509-44-A 

APPLICANT — Eadie,  Freund  and  Campbell,  for  Interna- 
tional  Handkerchief  Manufacturing  Co.,  owner. 
SUBJECT — Appeal  from  an  order  of  the  fire  commissioner. 
PREMISES  AIFECTED — 190-218  Willow  avenue,  east 
side,  from  East  136th  to  East  137th  streets,  781-801 
East  136th  street,  and  780-800  East  137th  street 
(Block  2588,  Lot  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  J[ames  K.  Campbell. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Gunn .  4 

Negative :  .  0 


THE  RESOLUTION  (509-44-A) 

Whereas,  Eadie,  Freund  and  Campbell,  for  International 
Handkerchief  Manufacturing  Company,  owner,  filed  Au¬ 
gust  18,  1944,  an  appeal  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  190-218  Willow  avenue,  east 
side,  from  East  136th  street  to  East  137th  street,  781-801 
East  136th  street  and  780-800  East  137th  street  (Block 
2588,  Lot  1),  Borough  of  The  Bronx;  and 
Whereas,  Order  31602-LF,  issued  by  the  fire  commis¬ 
sioner  on  July  28,  1944,  reads: 

“1.  Replace  missing  iron  shutters  at  all  openings 
in  the  exterior  wall  above  the  1st  story,  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft. 
above  a  neighboring  roof  at  south  and  east  side  of 
building  or  other  protection.  Sec.  491-A-2.2.0  Adm. 
Code.” 
and 

Whereas,  the  applicant  states  that  the  buildings  are  one, 
four  and  six  stories  (75  ft.)  in  height;  200  ft.  by  200  ft. 
in  area  at  1st  floor;  148  ft.  and  200  ft.  front  by  62  ft. 
and  52  ft.  in  area  at  typical  floor;  the  building  No.  1  is  4 
stories  and  basement  of  class  6  construction,  building  No.  2, 
is  6  stories  and  basement  of  class  1  construction  and  the 
one  story  buildings  No.  3  and  4,  class  3  construction ;  erected 
1898,  1903  and  1908  and  used  since  1929  as  follows:  Build¬ 
ing  No.  1 — cellar,  storage,  no  persons;  1st  floor,  manufac¬ 
turing  and  storage,  78  persons;  2nd  floor,  manufacturing 
and  storage,  86  persons ;  3rd  floor,  storage,  no  persons ; 
4th  floor,  storage,  no  persons ;  Building  No.  2 — cellar,  stor¬ 
age,  no  persons ;  1st  floor,  office  and  shipping,  16  persons ; 
2nd  floor,  packing  and  storage,  7  persons ;  3rd  floor,  packing 
and  storage,  4  persons ;  4th  floor,  factory,  34  persons ;  fifth 
floor,  factory,  47  persons;  6th  floor,  storage,  7  persons; 
Buildings  Nos.  3  and  4 — 1st  floor,  storage,  4  persons;  that 
the  building  is  equipped  with  a  two  source  sprinkler  sys¬ 
tem,  a  standpipe  system,  interior  fire  alarm  system  and 
fire  drills  are  maintained ;  that  there  are  two  45  in.  iron 
stairs  from  the  roof  bulkhead  to  the  street,  enclosed  in 
concrete  partitions  equipped  with  kalamein  self-closing  doors 
in  Building  No.  2,  and  one  substandard  stairway  in  Building 
No.  1  ;  that  there  are  four  substandard  fire  escapes,  two 
of  which  extend  to  the  roof  by  a  ladder  and  terminate  on 
the  one  story  roof ;  and 

Whereas,  the  applicant  contends  that  the  buildings  are 
under  single  ownership,  equipped  throughout  with  a  two 
source  sprinkler  system,  145,000  gallon  cistern,  a  1,000  gal¬ 
lon  per  minute  fire  pump,  a  watch  engineer  continuously  on 

*>15 


duty  and  a  high  pressure  boiler  plant  in  which  steam  pres¬ 
sure  is  maintained  at  all  times,  day  and  night ;  that  the 
existing  standpipe  was  accepted  under  Cal.  66-33-A ;  that  the 
wall  openings,  referred  to  in  the  fire  commissioner’s  order, 
were  never  equipped  with  shutters ;  that  block  hinges  were 
installed  when  the  walls  were  built,  but  never  used;  that 
the  isometric  drawing  filed  with  this  appeal,  indicates  that 
the  windows  in  Building  No.  2  and  a  part  of  the  windows 
in  Building  No.  1  are  arranged  in  threes  and  that  the  ver¬ 
tical  rows  of  windows  in  Building  No.  2  are  located  in 
deep  recesses  in  the  walls ;  that  the  block  hinges  are  located 
at  outer  corners  of  the  piers  enclosing  these  recesses ;  that 
it  would  not  be  practicable  to  install  and  operate  shutters 
attached  to  these  hinges  on  account  of  the  10  ft.  10  in. 
width  of  the  window  openings  and  the  distance  of  16  in. 
from  the  outside  of  the  window  to  the  eye  of  the  hinge. 

Resolved ,  that  Order  31602-LF  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  as  to  item  1  on  condition  that 
in  all  other  respects,  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto 
other  than  as  modified  by  the  Board  under  Cal.  66-33-A ; 
that  the  fire  doors  required  thereunder  shall  be  maintained 
between  the  one  story.  building  and  the  higher  adjoining 
buildings;  that  the  sprinkler  system,  standpipe  system,  fire 
alarm  and  fire  drills  shall  be  maintained  to  the  satisfaction 
of  the  fire  commissioner. 


518-44-A 

APPLICANT — David  Millman,  for  Sonia  and  David  Tern- 
kin,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 56-58  Greenpoint  avenue,  south 
side,  100  ft.  east  of  West  street  (cellar)  ;  (Block 
2562,  Lot  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  David  Millman  and  David  Temkin. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (518-44-A) 

Whereas,  David  Millman,  for  Sonia  Temkin  and  David 
Temkin,  owners,  filed  September  5,  1944  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
56-58  Greenpoint  avenue,  south  side,  100  ft.  east  of  West 
street  (cellar)  ;  (Block  2562,  Lot  10),  Borough  of  Brooklvn; 
and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
August  17,  1944  on  Alt.  Applic.  479-43  reads: 

“1.  Two  exits  required  from  cellar  as  per  271  of  La¬ 
bor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(27  ft.)  in  height,  27  ft.  by  105  ft.  in  area,  of  class  3  con¬ 
struction,  erected  in  1895,  located  in  an  unrestricted  use,  A 
area  district  and  used  and  occupied  as  follows:  (Cellar — 
storage  of  junk  (rags)  ;  1st  floor— junk  shop  (rags)— 3 
persons;  2nd  floor — junk  shop  (rags)— 3  persons;  no  change 
in  use  or  occupancy  is  proposed ;  that  the  building  is  equipped 
with  one  3  ft.  6  in.  wood  stairs  from  the  roof  to  the  street, 
enclosed  in  fire-retarded  partitions,  equipped  with  fireproof 
self-closing  doors  and  one  fire  escape  at  the  rear,  extending 
to  the  roof  by  a  stair  with  egress  by  the  stair  to  side  yard 
and  thence  directly  to  the  street;  that  windows  and  doors 
along  the  course  of  the  fire  escape  are  fireproof  self-closing; 
and 

Whereas,  Certificate  of  Occupancy  86016  issued  on  per¬ 
mit  12695-37,  permits  the  following  use  and  occupancy _ 

cellar— none;  1st  floor—  factory — 15  persons;  105  lbs.  live- 
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load;  2nd  floor— factory— 15  persons— 70  lb.  liveload;  total- 
factory,  (non-inflammable  material  in  building)  ;  and 

Whereas,  the  applicant  contends  that  permission  should 
be  granted  for  omitting  the  means  of  egress  on  the  drive¬ 
way,  as  the  building  is  provided  with  adequate  exits,  de¬ 
scribed  as  follows:  an  outside  stairs  from  the  cellar  to  the 
street,  inside  stairs  from  the  cellar  to  the  1st  floor  and  thence 
to  the  street,  enclosed  in  4  in.  terra  cotta  blocks  and  equipped 
with  self-closing  fireproof  door;  that  the  objection  by  the 
borough  superintendent,  that  the  cellar  is  in  violation  of  sec¬ 
tion  271  of  the  Labor  Law  is  not  tenable,  as  no  work  is  done 
in  the  cellar  and  no  one  occupies  the  cellar ;  that  the  cellar 
is  used  solely  for  dead  storage  and  there  is  no  heating  device 
on  the  premises;  that  the  request  of  the  borough  superin¬ 
tendent  for  an  additional  cellar  exit  causes  the  owner  un¬ 
necessary  hardship ;  and 

Whereas,  the  Board  deemed  that  the  exit  from  the  cellar, 
proposed  to  be  eliminated,  was  essential. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  479-43  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


559-44-A 

APPLICANT— Sidney  H.  Kitzler  of  Kitzler  and  Nurick, 
for  Lasky  Motor  Car  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 84-92  Montrose  avenue,  86-102 
Leonard  street,  southeast  corner  and  99-101  John¬ 
son  avenue  (Block  3060,  Lots  1-33  and  part  of  34), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  H.  Kitzler  and  Herman 
Lasky. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn .  4 

Negative :  .  0 

THE  RESOLUTION  (559-44-A) 

Whereas,  Kitzler  and  Nurick,  for  S.  Classman  and 
Lasky  Motor  Car  Corporation,  owner,  filed  on  September 
22,  1944,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  premises  84-92  Montrose  avenue,  86-102 
Leonard  street  southeast  corner  and  99-101  Johnson  avenue 
(Block  3060,  Lots  1  and  33,  and  part  of  Lot  34),  Borough 
of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  7,  1944,  on  Alt.  Applic.  2586-44,  reads :  _ 

“2.  Proposed  change  of  occupancy  to  auto  repairing 
brings  this  structure  into  the  factory  classification  re¬ 
quiring  full  compliance  with  Sec.  270,  Labor  Law.  Since 
these  provisions  are  not  complied  with,  the  proposed 
change  violates  Sec.  2. 1.3. 5.  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  the  building  is  two  stories 
(27  ft.)  in  height;  100  ft.  by  200  ft.  in  area;  of  Class  3 
construction;  erected  1919;  located  in  an  unrestricted  use, 
B  area  district  and  used  and  occupied  as  follows:  cellar, 
boiler  room,  no  persons;  1st  floor,  auto  sales,  parts,  offices, 
greasing  and  repairing  motor  vehicles,  15  persons;  2nd 
floor,  auto  repair  shop,  30  persons;  proposed  to  be  used 
and  occupied :  cellar,  boiler  room  and  storage,  no  persons ; 
1st  floor,  auto  sales,  parts,  offices,  greasing  and  repairing 
motor  vehicles,  25  persons ;  2nd  floor,  automobile  repairing, 
38  persons;  that  the  building  is  equipped  with  one  3  ft. 
8  in.  wide  steel  stairs,  enclosing  in  fire  retarded  partitions, 
equipped  with  metal  covered  self-closing  doors  and  leading 
from  the  roof  bulkhead,  directly  to  the  street  and  two 
fire  escapes  leading  to  the  roof  by  a  ladder  and  to  the  street 


by  counterbalanced  stairs;  that  windows  and  doors  on  the 
course  of  the  fire  escapes  are  fireproof,  self-closing;  and 

Whereas,  Certificate  of  Occupancy  5014  issued  Novem¬ 
ber  19,  1919,  permits  the  use  of  the  building  as  a  public 
garage ;  and 

Whereas,  the  applicant  contends  that  the  premises  con¬ 
sist  of  Lots  1,  33  and  34;  that  Lot  33  is  vacant;  that  Lot 
34  is  improved  with  a  3  story  brick  restaurant  and  dwelling 
about  40  ft.  deep  on  Leonard  street;  that  the  balance  of 
Lot  34  on  Leonard  street,  is  a  one  story  brick  poultry  mar¬ 
ket  and  automobile  greasing  station;  that  this  greasing  sta¬ 
tion  was  established  in  1929,  under  a  permit  by  the  Building 
Department;  that  Lot  1  is  improved  with  a  two  story,  100 
ft.  by  100  ft.  nonfireproof  automobile  showroom,  office  and 
auto  repairing  building,  backing  up  to  Lot  33  and  the  greas¬ 
ing  station  at  rear  of  Lot  34;  that  it  is  proposed  to  erect 
a  two  story  extension  to  occupy  Lot  33  and  include  the 
greasing  station  at  the  rear  of  Lot  34 ;  that  the  Lasky  Motor 
Car  Corporation  erected  this  building  in  1919  for  their  ex¬ 
clusive  use  and  a  certificate  of  occupancy  was  issued  for  a 
public  garage ;  that  the  building  has  not  been  used  as 
a  public  garage,  but  has  been  in  continuous  use  as  a  retail 
sales  and  showroom,  offices  and  servicing  of  cars ;  that  the 
owner  was  unaware  that  the  building  was  erroneously 
classified;  that  plans  accompanying  the  N.  B.  Permit 
2867-19,  show  a  portion  of  the  2nd  floor  for  a  stock  room ; 
that  the  1st  floor  is  laid  out  for  a  show  room,  offices,  and 
an  accessory  room ;  that  the  show  room  is  provided  with 
a  large  door  leading  to  the  balance  of  the  first  floor  area, 
used  for  new  car  storage;  that  the  building  was  erected 
with  one  3  ft.  8  in.  interior  steel  stair,  enclosed  in  a  fire- 
retarded  partition  from  the  roof  to  Montrose  avenue;  that 
the  doors  to  the  stairs  are  metal  covered,  3  ft.  wide;  that 
a  3  ft.  6  in.  counterbalanced  iron  stair  from  a  3  ft.  6  in. 
exit  door  on  the  2nd  floor  leads  to  Leonard  street;  that 
there  is  a  ramp  to  Montrose  avenue,  with  a  door  to  the 
1st  floor  stairhall ;  that  a  sign  3  ft.  wide  by  14  ft.  high, 
was  erected  under  Permit  7436-19,  and  indicated  that  the 
building  housed  a  Ford  agency,  not  a  public  garage;  that 
Alt.  Permit  556-31  was  approved  to  remove  office  partitions, 
enlarge  showroom,  build  new  offices  and  relocate  the  stair 
leading  to  the  2nd  floor;  that  on  the  application,  the  occu¬ 
pancy  was  stated  as  auto  showroom  and  service  station;  1st 
floor,  live  load  120#,  10  persons,  automobile  showroom  and 
offices;  2nd  floor,  live  load  120#,  12  persons,  automobile 
service  station;  that  an  inspector’s  report,  attached  to  the 
approved  permit  stipulates  as  follows,  “Signed  off  as  com¬ 
pleted  and  O.  K.  for  occupancy  as  herein  described” ;  that  it 
would  be  a  hardship  to  comply  with  Section  270  of  the 
Labor  Law  at  this  time;  that  the  existing  exit  facilities 
are  remote  from  each  other;  that  the  counterbalanced  stair 
to  Leonard  street  could  be  accepted  in  lieu  of  a  2nd  enclosed 
stairway;  that  no  point  on  the  2nd  floor  is  more  than  100  ft. 
distant  from  one  exit;  that  it  is  also  proposed  to  omit  the 
installation  of  a  stair  in  the  new  fire  proof  extension,  to 
provide  a  horizontal  exit  on  the  2nd  floor  leading  to  the 
existing  2  story  building;  that  at  the  Johnson  avenue  front 
of  the  new  extension,  it  is  proposed  to  install  a  counter¬ 
balanced  steel  stair  as  shown  on  the  plans  filed  under  Alt. 
2586-44 ;  that  it  is  requested  the  Board  approve  this  arrange¬ 
ment,  as  so  few  persons  will  occupy  the  new  extension ; 
that  in  the  southwest  corner  of  the  existing  two  story 
building,  there  is  an  interior  3  ft.  wide  open  iron  auxiliary 
stair  from  the  1st  to  the  2nd  floors,  which  may  be  used  in 
an  emergency ;  that  the  new  extension  will  be  provided  with 
an  iron  ladder  and  a  scuttle  to  the  roof ;  that  with  the  hori¬ 
zontal  exit,  the  front  exit  and  counterbalanced  stair  provides 
three  means  of  exit  from  the  2nd  floor ;  that  said  exits  will 
be  adequate  for  the  8  occupants  of  the  2nd  floor  of  the  pro¬ 
posed  extension;  that  the  number  of  persons  to  occupy  the 
entire  2nd  floor  will  total  38  in  number;  that  the  exit.facili- 
ties  will  consist  of  one  enclosed  steel  stair,  one  horizontal 
exit,  two  street  exits  via  counterbalanced  iron  stair,  ramp 
leading  to  the  street,  iron  ladder  and  scuttle  to  the  roof,  and 
interior  open  iron  stair ;  that  after  conducting  a  business  for 
years  in  a  building  built  for  said  business,  the  owner  should 
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not  at  this  late  date,  be  penalized  because  of  the  proposed 
improvements,  especially  since  exit  facilities  shall  be  im¬ 
proved. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
dated  September  7,  1944  on  Alt.  Applic.  2586-44,  and  that  the 
appeal  be  and  it  hereby  is  granted,  as  to  objection  2,  on  con¬ 
dition  that  the  exits  as  proposed  on  plans  filed  with  this 
appeal  marked  “Received  October  3,  1944”  shall  be  main¬ 
tained,  except  that  instead  of  the  proposed  fire  escape  on  the 
Johnson  avenue  side,  a  stairway  shall  be  constructed  along 
the  easterly  wall,  enclosed  in  accordance  with  the  Code  re¬ 
quirements,  leading  directly  to  Johnson  avenue  and  that  the 
scuttle  shown  toward  the  center,  shall  instead  be  constructed 
inside  of  such  enclosure;  that  the  existing  fire  escape  on 
Leonard  street  shall  have  a  gooseneck  ladder  leading  to  the 
roof ;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 

t  /  - 

564-44-A 

APPLICANT — Saul  Goldsmith,  for  Hauptman  Feather 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 73-75  Wallabout  street,  north 
side,  50  ft.  east  of  Wythe  avenue  and  14-16  Hey¬ 
ward  street  (Block  2230,  Lots  4  and  6),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (564-44-A) 

Whereas,  Saul  Goldsmith,  for  Hauptman  Feather  Com¬ 
pany  Incorporated,  owner,  filed  October  4,  1944,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  73-75  Wallabout  street,  north  side,  50  ft.  east  of 
Wythe  avenue  and  14-16  Heyward  street  (Block  2230,  Lots 
4  and  6),  Borough  of  Brooklyn;  and 

\\  hereas,  the  decision  of  the  borough  superintendent, 
dated  October  2,  1944,  on  Alt.  Applic.  1821-44,  reads: 

“1.  Provide  two  means  of  egress  from  each  floor, 
complying  with  Sec.  270  of  the  Labor  Law,  as  an  exten¬ 
sion  was  erected  under  Alt.  1103-32  and  the  occupancy 
is  being  changed  from  a  factory  with  four  (4)  employ¬ 
ees  to  a  factory  with  thirty-five  (35)  employees.” 

and 

Whereas,  the  applicant  states  the  building  is  three  stories 
(39  ft.)  in  height;  49  ft.  11  in.  by  100  ft.  average  in  area 
at  1st  floor;  35  ft.  by  100  ft.  average  in  area  at  2nd  floor; 
of  Class  3  construction ;  erected  1905  and  1932 ;  located  in 
an  unrestricted  use,  B  area  district  and  used  in  part  since 
1920  as  follows:  cellar,  boiler  room  and  storage,  no  persons; 
1st  floor,  factory,  processing  of  feathers,  10  persons;  2nd 


roof  to  first  story  and  two  fire  escapes,  one  on  each  street 
frontage,  leading  to  the  roof  by  a  ladder  and  to  the  street  by 
a  fixed  stair  and  counterbalanced  stairs  and  that  the  windows 
and  doors  along  the  course  of  the  fire  escapes  are  fire¬ 
proof,  self-closing;  and 

Whereas,  U.  B.  351-44  order  was  issued  May  27,  1944, 

.  to  repair  damage ;  and 

Whereas,  the  applicant  contends  that  the  building  is  used 
for  manufacturing  and  pressing  feathers;  that  when  the 
three  story  extension  was  erected  in  1932,  it  was  proposed 

I 


to  occupy  the  building  for  the  same  use  with  4  employees, 
that  it  was  proposed  at  that  time  under  Alt.  1103-32,  to 
enclose  the  entire  stair  and  erect  a  new  fire  escape ;  that  the 
current  Alteration  Application  1821-44  was  filed  to  repair 
fire  damage  and  secure  a  correct  certificate  of  occupancy; 
that  all  of  the  fire  damage  has  been  repaired  and  all  work 
done  necessary  to  remove  the  unsafe  violation ;  that  a  new 
regulation  fire  escape  has  been  erected;  that  egress  now 
consists  of  the  new  4  ft.  fire  escape  on  the  Heyward  street 
side  of  the  building,  with  a  counterbalanced  stair  to  the 
street ;  that  the  present  3  ft.  6  in.  substandard  fire  escape 
on  the  Wallabout  street  side  of  the  building,  lias  a  60  degree 
ladder  between  balconies  and  a  stair  directly  to  the  side¬ 
walk;  that  the  entire  stair  consists  of  an  open  wood  3  ft. 
wide  stairway  near  the  front  wall;  that  it  is  proposed  to 
install  an  approved  type  one  source  automatic  wet  sprinkler 
system;  that  in  view  of  the  small  area,  the  exit  facilities  and 
the  proposed  sprinkler  installation,  it  is  requested  the  Board 
accept  the  conditions. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1821-44,  objection  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


445-43-A 

APPLICANT — F.  H.  Skehan,  for  Colonial  Beacon  Oil 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  fire  permit — re  Appeal  from  a  decision 
of  the  fire  commissioner,  previously  granted  on 
condition  for  a  term  of  one  year,  permitting  the 
transportation  of  petroleum  product  "Varsol”  in 
tank  truck  not  of  approved  type  (capacity  of  tank 
truck  not  in  conformity  with  Administrative  Code 
Specifications  governing  tank  trucks)  in  New  York 
City. 

PREMISES  AbFECTED — Truck  stored  at  premises  320 
Freeman  street  (Block  2147,  Lot  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Appeal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Gunn .  4 

Negative :  .  0 


THE  RESOLUTION  (445-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  relative  to  the  transportation  of  “Varsol”  in  a 
tank  truck  of  3300  gallons  capacity,  was  granted  by  the 
Board  on  September  28,  1943  for  a  term  of  one  year  and 
upon  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  28,  1943,  only  in 
so  far  as  it  has  reference  to  the  term  of  the  variance^  so 
that  as  amended,  this  portion  of  the  resolution  shall  read  : 
“this  variance  shall  be  for  a  term  of  one  (1)  year  from 
July  1,  1944.” 


80-44-A 

APPLICANT — Arnold  W.  Lederer,  for  Anna  Biondo, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — previously  dismissed  for 
lack  of  prosecution — re  Appeal  from  a  decision  of 
the  borough  superintendent. 

PREMISES  AFFECTED— 1840  West  11th  street,  west 
side,  303  ft.  south  of  Highlawn  avenue  (Block  6669, 
Lot  23),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD - Appeal  reopened  and  restored 

to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn .  4 

Negative :  .  0 

I 


563-44-A 

APPLICANT— Charles  M.  Spindler,  for  B.  and  M.  Clean¬ 
ers  and  Dyers,  Inc.,  owner. 

SUBJECT- — Appeal  from  a  decision  of  the  borough  super- 
•  intendent. 

PREMISES  AFFECTED— 106-118  New  Lots  avenue  and 
640-652  Powell  street,  southwest  corner  (Block 
3862,  Lot  15),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn .  4 

Negative :  .  0 


ZONING  CASES 

19-26-BZ 

APPLICANT— Lama  and  Proskauer,  for  Rock  Mark 
Building  Corp.,  owner. 

SUBJECT— Application  for  consideration— reopening  _  and 
amendment  of  resolution — re  Application  (decision 
of  the  superintendent  of  buildings),  previously 
granted  on  condition,  under  section  7 g  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1639-1667  St.  Marks  avenue, 
north  side,  133.9  ft.  west  of  Rockaway  avenue 
(Block  1454,  Lots  54  and  56),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Gunn .  4 

Negative :  .  0 


44-34-BZ 

APPLICANT— Peggy  Cooney,  for  Socony- Vacuum  Oil 
Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  commissioner  of  buildings)  under  section  21 
of  the  zoning  resolution,  previously  granted  on  con¬ 
dition,  permitting  in  a  business  use  district  the 
erection  and  maintenance  of  a  gasoline  service  sta¬ 
tion. 

PREMISES  AFFECTED— 137-02  to  137-10  Linden  boule¬ 
vard  (114th  avenue),  southeast  corner  of  Van 
Wyck  street  (boulevard)  ;  (Block  2785,  Lots  7,  8, 
9,  10  and  11),  South  Ozone  Park,  Borough  of 
Queens. 


APPEARANCES— 

For  Applicant:  Peggy  Cooney  and  Edwin  H. 
Snackenberg. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Gunn .  4 

Negative :  .  0 


THE  RESOLUTION  (44-34-BZ) 

Whereas,  this  application,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  affecting  premises  137-02  to  137-10  Linden  Boule¬ 
vard  (114th  avenue),  southeast  corner  of  Van  Wyck  street 
(boulevard)  ;  (Block  2785,  Lots  7,  8,  9,  10  and  11),  South 
Ozone  Park,  Borough  of  Queens,  was  granted  by  the  Board 
on  November  6,  1935,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  February  11, 
1936  and  the  applicant  requested  a  further  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  6,  1935,  as 
amended  February  11,  1936,  by  adding  thereto: 

“that  in  the  event  a  permit  was  not  obtained  for  the 
brand  sign  herein  permitted  within  the  year  stipulated 
and  the  sign  was  erected  without  a  permit  prior  to  the 
expiration  of  one  year  from  November  6,  1935,  the 
requirements  of  this  resolution  are  hereby  amended,  to 
permit  such  permit  to  be  obtained  and  any  license  fee 
for  such  sign  paid  from  the  time  of  the  erection  of 
same,  provided  such  permit  is  obtained  and  license  fees 
paid  within  six  (6)  months  from  the  date  of  this 
amended  resolution  (Misc.  Applic.  3257-44).” 


66-38-BZ 

APPLICANT — William  Shary,  for  Board  of  Transporta¬ 
tion,  City  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent),  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 340-354  Sixth  avenue,  east  side, 
from  West  4th  street  to  Washington  place,  151 
West  4th  street  and  88-90  Washington  place  (Block 
552,  Lot  1),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  William  Shary  and  Samuel  Golden- 
blum. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 


Gunn .  4 

Negative :  .  0 


THE  RESOLUTION  (66-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  340-354  Sixth  avenue, 
east  side,  from  West  4th  street  to  Washington  place,  151 
West  4th  street  and  88-90  Washington  place  (Block  552, 
Lot  1),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
November  9,  1938,  on  certain  conditions ;  and 


918 


MINUTES 


Whereas,  the  permit  was  extended  on  November  6,  1940 
and  November  10,  1942  and  the  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  9,  1938,  only  in 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 

Granted  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution,  to  permit  the  parking  and 

storage  of  more  than  five  motor  vehicles,  on  condition 

*  *  * » 


(Remaining  minutes  of  the  regular  meeting  of  October  24, 
1944,  will  be  printed  in  the  Bulletin  of  November  7,  1944.) 
Adjourned:  4:30  P.M.  Joseph  J.  Doyle,  Chief  Clerk. 

518-43-SM 

APPLICANT — Metal  Covered  Door  Associates,  owner. 
SUBJECT- — Metal  Covered  Door  Associates  Kalamein  One 
and  One-Half  Hour  Test  Fire  Door  Assembly, 
approval  of. 

APPEARANCES— 

For  Applicant :  B.  K.  Weingrad. 

AC  I  ION  OF  THE  BOARD — Material  approved  in  accord¬ 
ance  with  report  of  the  Committee  on  Tests. 

THE  VOTE  T9  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (518-43-SM) 

Whereas,  the  Metal  Covered  Door  Associates,  owner, 
filed  on  October  29,  1943,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  knowm 
as  the  Metal  Covered  Door  Associates  Kalamein  One  and 
One-Half  Hour  Test  hire  Door  Assembly;  and 
Whereas,  this  material  was  referred  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 


REPORT  OF  COMMITTEE  ON  TESTS 

September  21,  1944. 

Re:  Cal.  518-43-SM. 

Subject:  Metal  Covered  Door  Associates,  comprising: 

National  Kalamein  Company,  Inc., 

418  Johnson  Avenue,  Brooklyn.  N.  Y. ; 

Greenpoint  Metal  Covered  Door  Company, 

153  ^Green  Street,  Brooklyn,  N.  Y. ; 

Royal  Kalamein  Door  Company, 

161  Jamaica  Avenue,  Brooklyn,  N.  Y. ; 

City  Steel  Door  Corporation, 

820  Whittier  Street,  Bronx,  N.  Y. ; 

Ajax.  Metal  Door  Corporation, 

226  East  144th  Street,  Bronx,  N.  Y. ; 

Independent  Fireproof  Door  Company,  Inc., 

1706  Atlantic  Avenue,  Brooklyn,  N.  Y. 

Universal  Bronze  &  Steel  Door  Company,  Inc. 
222  Seigel  Street,  Brooklyn,  N.  Y. 

Pioneer  Fireproof  Door  Corp., 

807  Zerega  Avenue,  Bronx,  N.  Y. 

Supreme  Fireproof  Door  Company, 

442  East  166th  Street,  Bronx,  N.  Y. 

Reliable  Fireproof  Sash  &  Door  Corp., 

650  Sackett  Street,  Brooklyn,  N.  Y. 

International  Fireproof  Door  Co.,  Inc., 

157  Walworth  Street,  Brooklyn,  N.  Y. 

Hub  Dor  Metal  Products  Corporation, 

461  E.  147th  Street,  New  York,  N.  Y. 

Williamsburg  Fireproof  Products  Corp., 

86  Quay  Street,  Brooklyn,  N.  Y. 

Lion  Fireproof  Sash  &  Door  Company,  Inc. 

167  Chrystie  Street,  New  York  City; 
Kalamein  1  and  1-half  Hour  Fire  Resistive  Opening 
Protective  Assembly,  Approval  of. 

This  application,  sponsored  by  a  group  of  manufac¬ 
turers  as  herein  listed  is  a  successor  group  to  the  Na¬ 
tional  Kalamein  Association  which  previously  manu¬ 


factured  NYKA  and  NYKB  types,  kalamein  doors. 
The  fire  test  data  offered  by  the  applicants,  dated  June 
8,  1934,  on  the  NY KA  and  NYKB  types  of  opening 
protective  assemblies,  which  they  were  manufacturing  at 
that  time,  was  found  inadequate  in  that  the  data  did  not 
meet  the  requirements  of  the  Administrative  Building 
Code  which  became  effective  January  1,  1938.  They  now 
propose  to  manufacture  the  opening  protective  assembly 
as  described  herein  and  upon  approval,  to  discontinue 
manufacture  of  the  former  NYKA  and  NYKB  types, 
temporarily  approved  under  Calendar  830-39-SM.  The 
applicants  thereafter  filed  under  this  calendar  number, 
in  accordance  with  the  mandate  of  C26- 178.0b  this  new 
application  for  the  approval  of  a  newly  designed  open¬ 
ing  protective  assembly,  fig.  1,  of  details  as  described 
herein,  as  an  opening  protective  assembly  meeting  the 
fire-resistive  requirements  for  an  opening  protective  as¬ 
sembly  under  C26-661.0  and  C26-663.0b,d,  requiring  a 
\l/2  hr.  rating;  C26-663.0a  and  Sec.  4,  par.  10  of  "the 
Multiple  Dwelling  Law  requiring  a  1  hr.  rating,  and 
C26-662.0,  C26- 663.0  and  C26-664.0,  requiring  a  rating 
of  hr.;  all  to  be  based  on  fire  tests  conducted  in 
accordance  with  the  procedure  and  requirements  of  Ar¬ 
ticle  11  “Fire  Resistive  Construction”,  Administrative 
Building  Code. 

The  principals  sponsoring  this  application  are  as  listed 
above.  I  his  list  is  final  and  complete. 

Each  of  the  members  as  listed  in  the  application  was 
instructed  to  manufacture  a  specimen  single  swing  type 
full  panel  door.  During  the  inspection  of  its  manu¬ 
facture,  representatives  of  the  Board  inspected  the 
manufacturing  procedures  and  facilities.  The  doors 
after  manufacture  were  delivered  to  the  Purchase  De¬ 
partment  warehouse,  where  two  representative  samples 
were  selected  from  the  twelve  submitted,  and  these  were 
then  shipped  to  the  Underwriters’  Laboratories,  Chicago, 
Ill.  for  the  fire  test. 

DESCRIPTION  OF  TEST  SPECIMENS 

I  he  test  samples  consisted  of  a  single  swing-type, 
metal-clad,  paneled  door  hung  on  full  mortise  hinges, 
equipped  with  a  single-point  lock  and  installed  in  a  16- 
gauge  steel  frame  galvanized  and  unpainted.  The  rails 
were  constructed  of  one  piece  of  lumber  of  the  type 
and  grade  as  specified  for  Underwriters’  Standard  for 
Two  and  Three-Ply  Tin-Clad  Doors.  The  wood  core 
for  the  top  and  bottom  rails  was  not  less  than  4  iit.  in 
width  and  1§4  in.  in  thickness.  The  bottom  rail  did  not 
exceed  15  in.  in  height.  When  more  than  one  piece  of 
lumber  was  used  in  the  construction  of  the  bottom  rail, 
the  horizontal  joints  were  secured  together  by  corru¬ 
gated  fasteners  spaced  on  each  face  at  not  exceeding  1 
in.  from  each  end  and  intermediate  spacing  at  not  ex¬ 
ceeding  6  in.  centers.  One  edge  of  wood  core  was 
grooved  for  the  panel  attachment.  The  rails  were 
covered  by  not  less  than  No.  24  L1SG  galvanized  steel 
formed  around  the  rail.  The  metal  covering  extended 
around  the  wood  core  and  had  an  extension  beyond  the 
inner  edge  of  the  wood  core  of  not  less  than  Y\  in. 
There  was  set  into  the  grooved  edge  of  the  wood  core 
a  not  less  than  No.  26  USG  galvanized  channel  section 
with  projecting  legs  for  attachment  to  the  wood  core  by 
not  less  than  \l/2  in.  common  wire  nails  spaced  on  each 
side  at  not  exceeding  2  in.  from  each  end  and  9  in.  on 
centers.  The  channels  were  not  less  than  *4  in.  deep 
and  of  a  width  to  accommodate  the  panel.  In  addition, 
the  special  shaped  channel  was  secured  on  one  side  by 
1 in.  screw  nails  extending  through  the  wood  core 
and  the  bottom  of  the  No.  26  USG  steel  channel.  The 
screw  nails  were  spaced  at  not  exceeding  2  in.  from 
each  end  and  6  in.  centers.  The  intermediate  rails  were 
constructed  similar  to  the  top  rail  except  that  each  edge 
of  the  wood  core  is  grooved  for  panel  attachment  above 
and  below  the  member.  The  stiles  were  constructed 
similar  to  the  rails  except  that  provision  was  made  for 
reinforcements  for  the  hinge  and  lack  reinforcements 
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when  mortise  locks  and  hinges  are  provided.  The  wood 
core  of  the  rails  and  stiles  mortised,  tenoned,  and  pinned 
as  shown  in  Fig.  1.  When  the  bottom  rail  is  con¬ 
structed  of  two  pieces,  each  piece  is  mortised,  tenoned, 
and  pinned  similar  to  the  single  piece  rail.  The  joint 
between  the  metal  covering  of  the  rails  and  stiles  is 
formed,  seamed,  and  nailed  as  shown  in  Fig.  1.  The 
common  1%  in.  wire  nails  were  spaced  at  not  exceeding 
1  in.  from  top  and  bottom  of  each  seam  and  at  not 
exceeding  6  in.  centers  on  each  face.  The  metal  cover¬ 
ing  along  the  top  and  bottom  of  the  stiles  to  be  formed 
and  secured  in  position  as  shown  in  Fig  1.  The  panels 
were  constructed  of  two  sheets  of  not  less  than  No.  24 
USG  galvanized  steel  insulated  with  not  less  than 
3A  in.  asbestos  millboard  having  a  starch  binder.  The 
panel  assembly  was  secured  in  the  panel  groove  as 
shown  in  Fig.  1.  Adhesive,  if  employed,  shall  be 
silicate  of  soda. 

The  panel  molding  was  formed  and  constructed  of  not 
less  than  No.  20  USG  steel  and  secured  to  panel,  rails 
and  stiles  along  each  face  by  not  less  than  2  in.  screw 
nails  spaced  at  not  exceeding  3  in.  from  each  corner  and 
not  exceeding  12  in.  centers.  The  hinge  stile  is  provided 
with  hinge  reinforcements  secured  to  metal  covering  and 
wood  core,  when  mortised  hinges  are  provided.  When 
surface  hinges  are  provided  and  through  bolts  are  em¬ 
ployed,  hinge  reinforcement  may  be  omitted.  A  hinge 
reinforcement  is  provided  for  each  30  in.  or  fraction 
thereof  of  the  height  of  the  door.  Each  test  assembly 
was  provided  with  three  4^4  in.  mortise  hinges.  The  lock 
stile  is  provided  with  a  lock  reinforce'ment  secured  to 
the  metal  covering  and  to  the  wood  core.  Each  test  as¬ 
sembly  was  provided  with  a  single-point  lock  having  % 
in.  steel  through  bolt.  Each  assembly  was  mounted  in  a 
No.  16  USG  steel  frame  provided  with  Y  in.  stops, 
hinge  and  steel  strike  plate  reinforcements.  The  frame 
was  provided  with  stationary,  non-removable  anchors  for 
'mounting  in  a  brick  wall. 

Each  specimen  was  designed  for  an  opening  of  38"  in 
width  and  84"  in  height.  The  clearances  of  the  test  speci¬ 
mens  when  erected  in  the  test  panel,  calling  the  south 
door  A  and  the  north  door  B  were  as  follows :  an  aver¬ 
age  clearance  of  %  in.  along  the  hinge  stile  on  “A”  door 
and  1/16  in.  on  “B”  door;  along  lock  stile  3/64  in.  “A” 
door,  1/16"  “B”  door;  3/16  in.  along  top  of  “A”  door 
and  %  in.  “B”  door,  and  a  clearance  of  ]4  in.  at  sill  on 
“A”  door  and  x/+  in.  on  “B”  door. 

FIRE  TESTS 

Two  samples  and  bucks  selected  for  the  test  were 
mounted  in  a  common  test  frame,  and  inasTnuch  as  both 
samples  were  manufactured  presumably  alike  it  was 
thought  that  a  comparison  of  two  doors  so  whnn 

subject  to  the  same,  fire  exposure  would  give  an  interest¬ 
ing  record  of  respective  performance.  Fire  endurance 
tests  were  conducted  in  accordance  with  the  requirements 
of  C26-579.0  through  C26-683.0,  the  character  of  the  fire 
was  within  the  limitations  of  the  code.  Immediately  after 
the  fire  exposure,  the  test  frame  containing  the  two  door 
assemblies  was  subject  to  the  impact  and  cooling  action 
of  the  hose  strea'm  test  as  provided  in  C26-586.0. 

During  70  minutes  of  the  test  there  was  mounted  in 
front  of  the  door  assembly  a  demountable,  removable, 
insulated  600  cu.  ft.  smoke  chamber.  The  smoke  condi¬ 
tions  within  the  600  cu.  ft.  chamber  were  determined  by 
means  of  a  standard  photo-electric  cell.  There  were  ten 
changes  of  air  in  the  chamber  each  hour.  Temperatures 
on  the  unexposed  surface  of  the  door  were  indicated  by 
three  thermocouples  on  unexposed  face  of  each  door. 
Each  thermocouple  was  covered  by  a  6  by  6  in.  dry  asbes¬ 
tos  pad.  Tn  addition  to  the  above,  bare  thermocouples 
were  placed  on  the  door  and  at  18  in.  away  from  the 
unexposed  face,  about  60  in.  tin  from  the  sill  of  the  door. 
These  temperatures  were  taken  within  the  smoke  cham¬ 
ber  installed  in  front  of  the  unexposed  face  of  the  test 
assembly.  Deflections  of  the  doors  were  determined  bv 
measurements  at  about  the  center  point  on  a  horizontal 


line  across  the  center  of  the  doors.  The  reference  base 
was  a  fine  wire,  mounted  on  the  wall  frame,  with  one  end 
fixed  to  the  door  and  the  other  free  to  slide  so  as  to 
remain  in  a  constant  position  with  respect  to  the  original 
location  of  the  points  at  which  measurements  were  taken. 
Throughout  the  fire  and  fire  hose  stream  tests,  observa¬ 
tions  were  made  to  note  the  character  of  the  fire  and  its 
control;  the  condition  of  the  exposed  face  as  observed 
through  mica  windows  provided  in  the  end  walls  of  the 
furnace,  and  all  developments  pertinent  to  the  perform¬ 
ance  of  the  door  as  a  fire  retardant  with  special  refer¬ 
ence  to  stability,  heat  insulation,  and  flame  passage;  and 
the  general  condition  of  the  door  resulting  from  applica- 
tion  of  the  fire  hose  stream. 

OBSERVATIONS 

Character  of  Fire — The  fire  was  luminous  and  fairly 
well  distributed  after  the  first  five  minutes  of  test.  The 
temperatures  in  the  furnace  chamber  and  on  the  unex¬ 
posed  face  of  the  sample  are  shown  in  chart. 

Observations  of  the  Door  from  the  Fire  Side— The  ex¬ 
posed  faces  indicated  some  buckling  and  bulging  during 
the  first  five  minutes  of  test.  This  condition  did  not 
cause  any  marked  failure  of  the  assembled  parts  during 
the  1  y2  hour  fire  exposure.  The  hardware  and  frame 
remained  in  position  during  the  test.  The  top  rail  of  the 
doors  bulged  toward  the  fire  during  the  early  part  of  the 
test,  thus  forming  an  opening  into  the  furnace  chamber. 
The  north  door  bulged  a  maximum  of  about  1  in.  and 
the  south  door  about  J4  in.  The  doors  were  in  position 
after  the  hose  stream  test.  Flames  were  first  apparent 
at  about  8  minutes  from  panel  edges.  The  volume  of 
flame  increased  as  the  test  progressed.  Fla'mes  also  issued 
in  small  volume  from  the  edges  of  the  door  adjacent  to 
the  hardware.  No  flames  were  apparent  from  the  top  of 
the  door  during  the  test.  Small  blue  flames  were  issuing 
from  the  panel  edges  when  the  door  was  withdrawn 
from  the  furnace  after  \]/2  hours.  The  condition  of  the 
exposed  face  of  the  assembly  after  1^4  hr.  of  exposure 
to  standard  fire  conditions  and  before  application  of  the 
hose  stream  is  shown  in  Photo  3. 

Observations  of  the  Door  from  the  Unexposed  Side- 
No  flames  were  apparent  on  this  face  during  the  90  min. 
fire  exposure  period.  The  panel  covering  bulged  and 
buckled  slightly  during  the  first  40  min.  of  the  fire  ex¬ 
posure  period  showing  practically  no  change  during  the 
remainder  of  the  test. 

Temperatures  in  Furnace  Chamber  and  on 

Unexposed  Side 


Time 

Average 

Average  Temp. 

Radiation  of  Couple* 
12  In.  from  Face 
of  Door,  60  In.  up 

Furnace 

Under 

Pads 

from  Bottom  of  Door 

Min. 

Temp.  F 

“A”  Door 

“B”  Door 

“A”  Door 

“B”  Door 

0 

78 

80 

80 

77 

77 

s 

892 

182 

152 

78 

78 

10 

1040 

199 

197 

80 

80 

15 

1405 

262 

264 

85 

89 

20 

1355 

570 

508 

103 

111 

25 

1480 

718 

643 

124 

128 

30 

1528 

870 

748 

161 

152 

35 

40 

1630 

935 

803 

198 

184 

1615 

993 

862 

239 

217 

45 

1615 

997 

885 

253 

237 

50 

1650 

1006 

902 

276 

259 

55 

1645 

1012 

905 

294 

280 

60 

1705 

1020 

895 

309 

291 

65 

1720 

1047 

907 

319 

317 

70 

1728 

1055 

910 

225 

225 

75 

80 

1740 

1062 

898 

215 

228 

1760 

1057 

898 

222 

233 

85 

1770 

1051 

902 

239 

246 

90 

1775 

1050  . 

904 

255 

240 

*  Radiation  couple  in  center  of  door  5  ft.  from  sill 
and  12  in.  from  face. 

Note :  Initial  room  temperature  77  F  in  the  hut. 
Average:  Initial  temperature  under  pads  80  F  as  in¬ 
dicated  by  thermocouples  under  pads. 
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Reduction  in  Visibility 


Time  Min. 

Micro- Amperes 

Visibility,  Per  Cent 

0 

142 

100 

5 

142 

100 

10 

142 

100 

15 

142 

100 

20 

142 

100 

30 

139 

98 

40 

142 

100 

50 

125 

88 

60 

136 

96 

70 

130 

91 

The  smoke  chamber  was  withdrawn  at  70  min. 
There  was  slight  negative  pressure  in  the  furnace 
chamber  during  the  test  as  indicated  by  the  gas  flame 


indicator. 

Movement  of  the  Door — The  readings  were  taken 
about  center  of  each  panel ;  the  north  door  panel  bulged 
toward  the  fire  and  the  south  panel  away  from  the  fire. 


Center  of  Panel,  In. 

South  Door 

North  Door 

Time,  Min. 

“A” 

“B” 

5 

1/8 

1/16 

15 

5/8 

1/8 

20 

3/4 

1/4 

30 

3/4 

1/2 

40 

3/4 

1/4 

50 

3/4 

1/8 

60 

7/8 

1/8 

70 

3/4 

1/4 

90 

7/8 

1/4 

er  the  90  min.  fire  exposure  and  application  of  the 

hose  stream,  the  north  door  panel  was  bulged  2)4  |n- 
away  from  the  fire  and  the  south  panel  was  2§4  in. 
away  from  the  fire. 

The  door  assembly  remained  in  position  during  the 
fire  exposure  and  water  application. 

No  passage  of  flame  through  or  around  the  assembly 
was  observed  during  the  1)4  hr.  standard  exposure. 
The  observed  opening  along  the  top  of  the  doors  due  to 
general  bulge  of  the  top  rails  toward  the  fire  would 
apparently  permit  the  passage  of  flame  under  positive 
pressure  conditions  in  the  field.  There  was  a  maximum 
reduction  of  visibility  of  12  per  cent  in  the  chamber 
mounted  in  front  of  the  assembly  at  50  min. 

The  bulge  of  the  north  door  panel  assumed  a  maxi¬ 
mum  of  14  in.  toward  the  fire  at  20  min.  and  that  of 
the  south  door  panel  a  maximum  of  7/s  in.  away  from 
the  fire  at  90  min.  After  the  application  of  the  hose 
stream  the  bulge  of  the  panels  away  from  the  fire  was 
2J4  and  2)4  in.  on  the  north  and  south  doors  respec¬ 
tively. 

Heat  transmission  from  the  fire  to  the  unprotected 
area  is  shown  in  Time  Temperature  Curves.  At  30 
min.  the  temperatures  under  the  asbestos  pads  average 
870  F  on  the  “A”  door  and  748  F  on  the  “B”  door. 
The  temperature  12  in.  away  from  the  unexposed  face 
of  the  sample  within  the  chamber  was  85  F  opposite 
“A”  door  and  89  F  opposite  “B”  door  at  15  min.  and 
161  F  opposite  “A”  door  and  152  F  opposite  “B”  door 
at  30  min. 

The  time  temperature  curve  indicates  that  flammable 
substances  placed  against  the  unexposed  face  of  the 
door  would  ignite.  The  top  rails  of  the  doors  bulged 
away  from  the  stop  in  the  frame  a  maximum  of  )4  and 
1  in.  during  the  90  min.  fire  exposure,  then  assumed 
the  original  position  during  the  application  of  the  hose 
stream.  It  is  safe  to  assume  that  under  most  conditions 
in  the  field,  a  clear  space  will  be  provided  in  front  of 
the  openings  and  this  separation  would  have  little  sig¬ 
nificance  except  when  pressure  is  built  up  on  the  ex¬ 
posed  face  of  the  assembly  to  force  smoke  into  the 
protected  area. 


The  test  was  witnessed  by  a  Committee  on  Tests  of 
the  Board  consisting  of  Commissioners  Charles  M. 
Blum,  Bernard  A.  Savage  and  Chief  Engineer  Leslie 
V.  Huber. 

RECOMMENDATIONS 

On  the  basis  of  the  data  contained  herein,  the  Com¬ 
mittee  on  Tests  recommends  that  the  single  swing  type 
full  panel  kalamein  covered  door  be  approved  by  the 
Board  under  the  Board’s  powers  C26-191.0  for  use  as 
an  opening  protective  assembly,  when  made,  equipped 
and  hung  as  described  herein  as  an  opening  protective 
assembly  of  1)4  hr.  fire  resistive  rating  under  C26-661.0 
and  C26-663.0,b,d ;  and  for  a  fire-resistive  rating  of  1 
hr.  under  C26-663.0,a  and  Section  4,  par.  10  of  the  Mul¬ 
tiple  Dwelling  Law,  and  for  a  rating  of  ?/  hour  under 
C26-662.0,  C26-663.0  and  C26-664.0.  All  doors  shall  be 
of  sizes  up  to  those  as  given  herein,  except  for  in¬ 
creases  as  permitted  under  C26-618.0  and  in  every  case 
for  use  as  a  swing  door  in  a  single  opening  and  when 
hung  on  a  USG  #16  steel  frame.  When  used  under 
the  provisions  of  C-26-610.0,  par.  e,  the  Ys"  asbestos 
board  used  shall  be  free  of  starch  and  other  com¬ 
bustible  material  to  correct  for  the  excessive  tempera¬ 
tures  which  occurred  in  the  tests  specimens. 

All  opening  protective  assemblies  made  under  this 
approval  shall  be  inspected  and  identified  as  provided 
for  in  the  Rules  for  the  Inspection  of  Opening  Protec¬ 
tive  Assemblies  of  the  Board  of  Standards  and  Appeals. 

This  approval  is  limited  to  the  principals  comprising 
the  Metal  Covered  Door  Associates,  as  listed  herein, 
who  have  agreed  to  discontinue  manufacture  of  NYKA 
and  NYKB  types  of  opening  protective  assemblies  pre¬ 
viously  temporarily  approved  under  Calendar  830-39-SM, 
upon  approval  of  the  opening  protective  assembly  as 
submitted  herein.  No  other  companies  are  included 
other  than  those  listed  herein. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissoner, 

CHARLES  M.  BLUM, 

Commissoner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Metal  Covered 
Door  Associates  Kalamein  One  and  One-Half  Hour  Test 
Fire  Door  Assembly,  on  condition  that  the  material  be 
manufactured,  installed,  used  and  labelled  in  accordance 
with  the  above  report. 


317-44-SM 

APPLICANT — Joseph  Lau,  for  Hub  Dor  Metal  Products 
Corporation,  owner. 

SUBJECT — Hub-Dor  One  and  One-half  Hour  Kalamein 
Door,  approval  of. 

APPEARANCES— 

For  Applicant:  Joseph  Lau  and  Philip  Levine. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . ; .  0 

THE  RESOLUTION  (317-44-SM) 

Whereas,  Joseph  Lau,  for  Hub  Dor  Metal  Products 
Corporation,  owner,  filed  on  May  29,  1944,  an  application 
with  the  Board  of  Standards  and  Appeals  for  approval  of 
the  material  known  as  the  Hub-Dor  One  and  One-half 
Hour  Kalamein  Door ;  and 
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Whereas,  this  material  was  referred  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  flests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  317-44-SM. 

Subject:  Hub-Dor  \l/2  Hr.  Kalamein 
Door,  Approval  of. 

October  4,  1944. 

Joseph  Lau,  for  Hub-Dor  Metal  Products  Corpora¬ 
tion,  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  approval  of  their  Hub-Dor  1}4  Hour 
Kalamein  Door,  under  the  provisions  of  C26-I78.0.b, 
C26-610.0  and  C26-661.0  of  the  Administrative  Code. 

DESCRIPTION 

Tests  of  a  sample  door  (Fig.  1)  were  performed  at 
the  Protexol  Testing  Laboratory,  Kenilworth,  N.  J.  on 
June  29,  1944,  before  the  Committee  on  Tests  of  the 
Board. 

The  test  sample  was  a  full-sized  door  assembly 
manufactured  by  the  Hub-Dor  Metal  Products  Cor¬ 
poration  at  its  plant  at  461  East  147th  Street,  New 
York  City,  consisting  of  a  single-panelled  kalamein 
metal  door,  2  ft.  11J4  in.  wide,  and  6  ft.  11  in.  high 
with  stiles  and  rails  1)4  in-  thick  and  a  panel  approxi¬ 
mately  7/16  in.  thick.  The  core  of  the  stiles  and  rails 
was  of  white  pine  and  of  the  panel  asbestos  mill  board 
3/s  in.  thick.  The  stiles,  rails  and  panel  were  covered 
with  24-gauge  metal.  The  stiles  and  rails  were  notched 
yA  inch  and  3/  inch  to  receive  integral  groove  of  metal 
stile  and  rail  covering.  A  20-gauge  metal  molding 
was  provided  at  edge  of  panel,  mitred  and  welded  at 
corners  and  acetylene  welded  to  frame.  The  core  of 
stiles  and  rails  was  mortised  and  tenoned,  glued  to¬ 
gether  with  silicate  of  soda  glue  and  secured  by  two 
#9  steel  pins  driven  through  the  tenon.  5/16  in.  vent 
openings  were  provided  4  inches  on  centres  on  all 
edges  of  panel.  A  continuous  l/  in.  by  l/  in.  nut  duct 
was  provided  at  junction  of  panel  stiles  and  rails. 
A  24-gauge  metal  channel  is  placed  on  the  stiles  and 
rails  and  nailed  with  4d  common  nails  spaced  6  in.  on 
centers.  The  seams  between  stiles  and  rails  are  a:  c 
welded  3/  in.  fusion  welds  2  at  top  rail,  3  at  bottom 

The  door  was  set  in  the  frame  with  the  following 
clearances:  Sides  3/32  in.;  bottom  3/16  in.;  top  from 
0.0  in.  at  center  to  1/16  in.  at  sides.  American  So¬ 
ciety  for  Testing  Materials  Specifications  C  152-40T 
and  U.  S.  Department  of  Commerce  simplified  Prac¬ 
tice  Recommendations  provide  for  clearances  of  3/32 
in.  at  sides,  1/16  in.  at  top  and  3/16  in..  at  bottom. 

The  door  was  hung  on  a  pair  of  “Chicago”  Spring 
Hinges  6l/>  in.  long  with  leaves  21/  in.  wide  and  was 
fitted  with  a  “Norwalk”  Double  Cylinder  Lock,  the 
latch  having  a  throw  of  7/16  in.  and  the  bolt  3/s  in. 
beyond  the  edge  fade  of  the  door.  The  lock  was  set 
with  its  knob  3  ft.  1  in.  from  the  bottom  of  the  door. 
The  sample  was  hung  so  as  to  swing  towards  the 
furnace. 

TEST 

The  test  was  conducted  in  accordance  with  the  stand¬ 
ard  time  temperature  curve  and  maintained  within  the 
5%  area  tolerance  for  the  one  and  one-half  hour 
period.  The  average  rise  of  temperature  at  the  end 
of  30  minutes  was  642  deg.  F.  on  the  unexposed  side, 
indicating  compliance  with  the  requirements  of  C26- 


610.0.  The  test  was  started  at  12:06  P.M.  The  weather 
was  fair  and  warm.  The  thermometer  registered  89° 
F.  and  there  was  a  2.3  M.P.H.  variable  westerly  wind. 
Observation  of  the  exposed  face  of  the  door  at  the 
end  of  five  minutes  showed  that  the  hinge  stile  had 
drawn  away  about  )4  inch  from  the  stop  at  mid- 
height  and  the  face  of  the  panel  on  the  unexposed 
side  had  bulged  about  l1/  inches.  Heavy  smoke  issued 
from  the  vertical  joints  at  the  sides  of  the  panel  par¬ 
ticularly  at  the  lock  at  ten  minutes.  At  18  minutes 
flames  appeared  at  several  points  around  the  edges,  of 
the  panel,  particularly  at  the  corners  unexposed  side. 
At  20  minutes  the  vestibule  was.  filled  with  thick,  smoke 
which  had  increased  constantly  in  volume  from  its  first 
appearance  at  ten  minutes.  This  smoke  began  to  dimin¬ 
ish  at  31  minutes.  At  43  minutes  the  hinge  stile  had 
twisted  so  that  its  inner  edge  was  about  1  inch  toward 
the  fire  at  mid-height.  At  58  minutes  panel  was  sur¬ 
rounded  by  flame  from  joints  on  exposed  face.  At  65 
minutes  the  vestibule  was  practically  free  from  smoke 
and  at  70  minutes  flames  had  disappeared  from  the 
exposed  face. 

During  the  last  half  hour  of  the  test  period,  the 
test  sample  maintained  an  unchanged  position  and 
shape.  After  the  1  hour  exposure  to  fire,  the  furnace 
door  was  swung  open  and  the  exposed  face  was  im¬ 
mediately  subjected  to  the  standard  hose,  stream  test 
for  twenty  seconds  with  no  apparent  effect  in  the  struc¬ 
tural  stability  of  the  door. 

RECOMMENDATION 

On  the  basis  of  this  test  the  Committee  recommends 
the  approval  of  the  Hub-Dor  One  and  One-Half  Hour 
Kalamein  Door,  when  constructed  and  hung  strictly  in 
accordance  with  the  specifications  set  forth  herein,  for 
use  as  a  protection  of  openings  in  fire  partitions  (one 
and  one-half  hours)  under  Section  C26-661..0  (10.8.2) 
as  a  protective  opening  in  fireproof  partitions  (3/- 
hour)  under  Section  C26-662.0  (10.8.3),  Administrative 
Building  Code,  and  for  use  under  the.  Multiple  Dwell¬ 
ing  Law,  which  provides  for  a  rating  of  one  hour 
when  used  in  fireproof  partitions,  provided  that  as  a 
correction  for  the  large  amount  of  smoke  the  asbestos 
mill  board  used  shall  be  entirely  free  from  starch  or 
other  organic  material,  and  that  the  door  clearances'  be 
arranged  to  comply  with  standard  practice. 

The  inspection  and  identification  of  all  opening  pro¬ 
tective  assemblies  manufactured  under  this  approval 
shall  comply  with  the  rules  of  the  Board  of  Standards 
and  Appeals  for  the  Protection  of  Opening  Protective 
Assemblies. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 


LESLIE  V. 


HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 


Whereas,  this  report  recommended  the  approval  of  this 

material.  , 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Hub-Dor  One 
and  One-half  Hour  Kalamein  Door,  on  condition  that  the 
material  be  manufactured,  installed,  used  and  labelled  in 
accordance  with  the  above  report. 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1944  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City, 
State  and  Federal  Departments,  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building,  Man¬ 
hattan,  New  York  7,  N.  Y.  Price  50  cents ;  by  mail,  five 
cents  per  copy  must  be  added  for  postage. 
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Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  dispositior 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman . 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  October  31,  1944. 

Cal.  No.  Dept.  Premises  Affected 

607-44- A — F.D. — 1600  Broadway,  northeast  corner  of 
West  48th  street  and  730  7th  avenue  (Block  1020,  Lot  29), 
Borough  of  Manhattan,  31744-LF  and  Decision. 


608-44-A— F.D.— ■ 49-55  Berry  street,  southeast  corner  of 
North  11th  street  (Block  2297,  Dot  1),  Borough  of  Brook¬ 
lyn,  97854-LC. 


533-42-BZ— H.B.B.— 2242-2262  Church  avenue,  south 
side,  206  ft.  8J4  in.  west  of  Bedford  avenue  (Block  5103, 
Lots  42,  43  and  45),  Borough  of  Brooklyn,  Alt.  851-42. 


819-38-BZ — H.B.Q. — 75-01  Broadway,  northeast  corner 
of  75th  street  (Block  1486,  Lots  13,  16  and  18),  Jackson 
Heights,  Borough  of  Queens,  Decision  re  Certificate  of 
Occupancy. 


1087-24-BZ — LI.B.Bx. — 1680  Jerome  avenue,  east  side,  50 
ft.  south  of  Clifford  place  (Block  2848,  Lot  12),  Borough 
of  The  Bronx,  Alt.  508-44. 


609-44-A— H.B.B.— 1493-1495  Bergen  street,  north  side, 
280  ft.  west  of  Schenectady  avenue  (1st  floor)  ;  (Block 
°  1347,  part  of  Lot  71),  Borough  of  Brooklyn,  Alt.  2636-44. 


610-44-A — H.B.R. — 372  Seaview  avenue,  south  side,  425 
ft.  east  of  Simpson  street  (2nd  floor)  ;  (Block  3380,  Lot 
68),  Dongan  Hills,  Borough  of  Richmond  (Under  section 
35,  General  City  Law  re  proposed  widening  of  street— 
Seaview  avenue),  Alt.  134-44. 


DESIGNATIONS!  H.B. — Department  of  Housing  and  Building*; 
ll.B.ll. — Department  of  Housing  and  Buildings,  Brooklyn;  II.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  IIJ3.Q,.  De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.R.  Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D.  Health  Department, 

F.D. — Fire  Department. 


and 


RULES 


611-44-A — H.B.Q. — 42-16  28th  avenue  and  28-08  43rd 
street,  southwest  corner  (Block  698,  Lot  24),  Long  Island 
City,  Borough  of  Queens,  Amendment  to  Alt.  754-44. 


612-44-A— F.D.— 36-20  Northern  boulevard,  southwest 
corner  of  Hulst  place  (Block  214,  Lot  21),  Long  Island 
City,  Borough  of  Queens,  13529-LF. 


613-44-A— H.B. B.— 1865  East  8th  street,  east  side,  220 
ft.  north  of  Avenue  S  (1st  and  2nd  floors)  ;  (Block  6684, 
Lot  60),  Borough  of  Brooklyn,  Alt.  2554-44. 


614-44-A — H.B.B. — 3015  Glenwood  road,  north  side,  60 
ft.  west  of  East  31st  street  (1st  floor);  (Block  5005,  Lot 
4),  Borough  of  Brooklyn,  Alt.  2610-44. 


615-44-A— H.B. B  — 1520-1526  Flatbush  avenue,  west  side, 
325  ft.  414  in.  north  of  Germania  place  (2nd  floor)  ;  (Block 
7557,  Lot  52),  Borough  of  Brooklyn,  Amendment  to  Alt. 
3000-44. 

Restored  to  Calendar. 

I34.44.A — H.B.Bx. — 2120  Daly  avenue,  east  side,  72  ft. 
south  of  East  181st  street  (Block  3128,  Lot  7),  Borough 
of  The  Bronx,  Amendment  to  Alt.  38-44. 


991-40-BZ— H.B.R. — 1144-1208  Richmond  avenue,  west 
side,  400  ft.  south  of  Lisk  avenue  (Block  1665,  Lot  7  and 
Block  1660,  Lot  1),  Graniteville,  Borough  of  Richmond, 
N.B.  383-42. 


Last  Publication  In  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of . ••••••• . Dec. 

Carbon  Dioxide  Liquefier,  Rules. .  .  .Dec. 

Certificates  of  Occupancy,  approved 

form  . . . Dec. 

Concrete  Flat  Slabs,  Rules.  ....... -July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . . Mar. 

Erection,  Alteration.  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . _ . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules . ...  Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Sept. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ....Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. . -Sept. 

Oil  Burner  Rules . ....Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Oct. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Oct. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .Oct. 

Smoking  in  Factories,  Rules  for.... Oct. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . Tune 

Structural  Alterations,  Reporting - June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943 — Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943 — Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

12,  1944— Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

19,  1944— Vol.  29,  No.  37 

28,  1943— Vol.  28,  No.  52A 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28.  1943— Vol.  28,  No.  52  A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52  A 

5  1944— Vol.  29,  No.  35 
28,  1943 — Vol.  28.  No.  52A 

11,  1944— Vol.  29,  No.  15 

24,  1944 — Vol.  29,  No.  42 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


24,  1944 — Vol.  29,  No.  42 

7,  1937— Vol.  22,  No.  36 
10,  1944 — Vol.  29,  No.  40 
10,  1944— Vol.  29,  No.  40 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943 — Vol.  28,  No.  52A 


10-42-BZ — H.B.Q. — 220-20  Jamaica  avenue,  south  side, 
481.92  ft.  east  of  Springfield  boulevard  (Block  10793,  Lots 
37  and  45  and  Block  10789,  Lots  37,  38  and  43),  Queens 
Village,  Borough  of  Queens,  M-6635-41. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28 
No,  23A. 
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Wednesday  morning  November  8,  1944  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

Zoning  Applications. 

nf5t'h4'BZ_AppIliCa-tion’  9-  1944’  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants 

drnrr  nif  rf'  B?nkc/S  TrUst  Co-’  trustee<  Permit  in  a  resi¬ 
dence  use  district,  for  a  temporary  period  of  two  years  the 

change  of  occupancy  of  a  building  used  as  a  place  of  public 

'Cmnb'y..to  a  factory  throughout;  premises  957  Putnam  ave- 

Lot' MJ^Borcmgh  of  Ra'P"  (B'°ck  1483’ 

415-44-BZ— Application,  July  5,  1944,  under  section  7e 

°f  K  V?cninf  utl°n>  °f  Lama  and  Proskauer,  applicants 
on  behalf  of  Molly  R.  Golden,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  for  a  temporary  period  of  two  years,  the 
change  of  occupancy  from  stable  and  cooperage  to  paper 
warehouse  and  baling  plant;  premises  349  Rivington  street 
south  sMe,  22  ft  west  of  East  River  drive  (Block  323,  Lot 
52),  Borough  of  Manhattan. 

?4f;41;BZ-AppIi-tion  of  Max  Horn.  applicant,  on  be- 

OctfobefrB1700  944  T™5*  Co'  (as  Trustee),  owner,  reopened 
October  17,  1944,  for  consideration  as  to  extension  of  per- 

2"*.  ApS  lcatl0n  Previously  granted  on  condition,  under 
Section  7h  of  the  Zoning  Resolution,  permitting  partly  in 
a  business  use  and  partly  in  a  residence  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 

ft  u' vehlcIes -■  Premises  14-07  Seagirt  avenue  and  121 
Beach  Mth  street  southwest  corner  (Block  149,  part  of 
•Lot  1),  Far  Rockaway,  Borough  of  Queens. 

596-42-BZ— Applicate  of  Koch  and  Wagner,  applicants 
on  behalf  of  Roberts  Numbering  Machine  Co.,  owner  re¬ 
opened  June  13,  1944,  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the  change  of 
occupancy  of  a  five  car  garage  granted  by  the  Board8  to  a 
?rCi°fry  ♦  te?,orfary/  Period  «•  Premises  30  Richmond 
M2  7W  T  S-de’  194  ft'  ^  -n.  south  of  Jamaica  avenue  and 

ough  oVCok?y„aVem,e  <B1°Ck  41°2'  LotS  19  a"d  35>'  Bor- 


Appliance  for  Approval. 

141-42-SA  "All  Out”  Fire  Extinguisher,  Model  A-16. 

HARRIS  H.  MURDOCK,  Chairman. 


‘S7ofmPHCltion  °J  Saul  Goldstein,  applicant,  on 
llaIf,  °f.  f??0  Harman  Street  Corporation,  owner,  re¬ 
opened  July  11,  1944,  under  section  7c  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district  the  change  of  use 
for  manufacture  of  hospital  furniture  per¬ 
mitted  by  the  Board  to  paper  box  manufacturing  and  knit- 
wear;  premises  1920  Harman  street,  south  side,  165  ft.  west 

Bor^'oTo^T  <B'0Ck  3388'  L°‘  21)’ 

Appeals  from  Administrative  Decisions. 

int‘i4'A—103'/n,  9?th  street-  wcst  sidc>  100  ft.  south  of 

9121’  L0t*  74  and  *>■  Ozone  Park, 

508-44-A— 340  East  40th  street  and  695-699  First  avenue 
)fUMrnehatCtanner  °St  fl°°r)  ’’  (B1°Ck  945,  Lot  33)>  Borough’ 
500-44-A  18-42  and  50-62  Columbia  Heights,  2-14 

louffrf  l  ann-  1Su65  tFurnlan  street-  entire  block 

d  ,bL-9?lumLbia  Heights,  .Doughty  street,  Furman 

3rSk!ynd  M‘ddaUgh  Street  (Block  208-  ^  2).  Borough  of 

176-44-A_957  Putnam  avenue,  north  side,  100  ft.  east  of 
a  P1  aver>ue  (Block  1483,  Lot  64),  Borough  of  Brooklyn. 

08-44-A— 49-55  Berry  street,  southeast  corner  of  North 
1th  street  (Block  2297,  Lot  1),  Borough  of  Brooklyn. 

14-44-A— 243-245  East  35th  street,  north  side,  100  ft 

Siattannd  (BI°Ck  9I6’  L°tS  26'27)’  B°r°ugh  of 


NOVEMBER  8,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  November  8,  1944  at  2  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters: 

Appeals  from  Administrative  Decisions. 

482-44- A— 35-12  Skillman  avenue,  south  side,  from  35th 
to  36th  streets,  42-03  35th  street  and  42-02  36th  street  (Block 
218,  Lot  13),  Long  Island  City,  Borough  of  Queens. 

501-44- A — 114-68  Mexico  street,  northwest  corner  of 
115th  avenue  (1st  and  2nd  floors)  ;  (Block  10392,  Lot  23) 
ot.  Albans,  Borough  of  Queens. 

474-44-A  1001-1017  49th  street  and  4802  10th  avenue 
northeast  comer  (1st  floor)  ;  (Block  5632,  Lots  1,  6,  13  and 
26),  Borough  of  Brooklyn. 

129-44- A— 21-11  44th  avenue,  north  side,  79.3  ft.  west  of 
23rd  street  (Block  441,  Lot  4),  Long  Island  City,  Borough 
of  Queens. 

5?5C?4',A~50~72  East  42nd  street>  south  side,  118.5  ft.  east 
of  Madison  avenue,  303-305  Madison  avenue  and  43-55  East 
41st  street  (26th  and  27th  floors)  ;  (Block  1276,  Lot  42) 
Borough  of  Manhattan. 

456-44-A— 7707  New  Utrecht  avenue,  east  side,  66  ft. 
m  in.  south  of  77th  street  (Block  6247,  Lot  68),  Borough 
of  Brooklyn. 

614-44-A— 3015  Glenwood  road,  north  side,  60  ft.  west  of 
East  31st  street  (1st  floor)  ;  (Block  5005,  Lot  4),  Borough 
of  Brooklyn. 

568-44-A  436  18th  street,  1801  8th  avenue,  southeast 
corner  and  427  19th  street  (1st  and  2nd  floors);  (Block 
882,  Lot  1),  Borough  of  Brooklyn. 

62 1-44- A — 107-109  West  13th  street,  north  side,  105  ft. 
west  of  6th  avenue  (Block  609,  Lot  49),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  14,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
T“*sd?y  corning,  November  14,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 

Zoning  Applications. 

422-39-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Bonded  Lien  Corp.,  owner,  reopened 
July  25,  1944,  for  consideration  as  to  extension  of  permit 
—Application,  previously  granted  on  condition  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  305- 
313  21st  street  and  697-705  6th  avenue,  northwest  corner 
(Block  892,  Lot  1),  Borough  of  Brooklyn. 

330-42-BZ— Application  of  Eugene  De  Rosa,  applicant 
on  behalf  of  Jeron  Co.,  Inc.,  owner,  reopened  and  restored  to 
Calendar,  September  12,  1944  (previously  withdrawn),  under 
section  7c  of  the  zoning  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  theatre 
and  stores ;  premises  95-42  to  95-48  Queens  boulevard  south 
side,  130  ft.  west  of  63rd  drive  and  63-39  to  63-49  Saunders 
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street  (Block  3080,  Lots  30  and  31),  Rego  Park,  Borough  of 
Queens. 

523-44-BZ— Application,  September  11,  1944,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Stanley  H.  Klein, 
applicant,  on  behalf  of  American  Analytical.  Laboratories, 
Inc.,  owner,  to  permit  in  a  residence  use  district,  the  change 
of  occupancy  from  motor  vehicle  repair  shop  and  dead  stor¬ 
age  of  automobiles  to  a  chemical  laboratory  and  factory , 
premises  326-328  West  70th  street,  south  side  279.3  ft.  west 
of  West  End  avenue  (Block  1181,  Lots  44  and  45),  Borough 
of  Manhattan. 

297-44-BZ— Application,  May  22,  1944,  under  section  7c  of 
the  zoning  resolution,  of  Maurice  G.  Uslan,  applicant,  on  be¬ 
half  of  Harry  Melnick,  owner,  to  permit  partly  in  a  residence 
use  and  partly  in  a  business  use  district,  the  conversion  of  a 
garage  building  to  store  use  as  an  extension  to  an  existing 
store;  premises  24  Brown  avenue,  west  side,  116  tt.  south  of 
Ambov  road  and  3980  Amboy  road  (Block  5143.  Lots  29  and 
36),  Great  Kills,  Borough  of  Richmond. 

330-44-BZ— Application,  June  5,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Robert  Teichman,  applicant,  on 
behalf  of  Community  Service  Society  of  New  York,  owner, 
to  permit  the  extension  from  an  unrestricted  use  into  a  busi¬ 
ness  use  district  of  the  parking  and  storage  of  more  than 
five  motor  vehicles;  premises  48-52  West  23rd  street,  south 
side  309  ft.  east  of  Sixth  avenue  and  37-41  West  22nd  street 
(Block  824,  Lot  65),  Borough  of  Manhattan. 

19-26-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Rock  Mark  Building  Corporation,  owner, 
reopened  October  24,  1944,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change  of 
occupancy  from  a  garage  for  more  than  five  motor  vehicles 
(previously  granted  by  the  Board)  to  garage  for  more  than 
five  motor  vehicles,  auto  showrooms,  sales  room  for  new 
and  used  cars  and  auto  service  (minor  motor  vehicle  re¬ 
pairs)  ;  premises  1655-1663  St.  Marks  avenue,  north  side, 
134  ft.  west  of  Rockaway  avenue  (Block  1454,  Lot  54),  Bor¬ 
ough  of  Brooklyn. 

587- 44-BZ— Application,  October  13,  1944,  under  sections 
7c  and  7i  of  the  zoning  resolution,  of  Stuart  Edward  Levi- 
son,  applicant,  on  behalf  of  1595  Jerome  Avenue  Corporation 
and  1605  Jerome  Avenue  Corporation,  owners  (University 
Chevrolet,  Inc.,  lessee),  to  permit  partly  in  a  business  use 
and  partly  in  an  unrestricted  use  district,  the  alteration  and 
use  as  a  motor  vehicle  repair  shop,  automobile  showrooms 
and  service  station  of  two  buildings,  one  of  which  was  pre¬ 
viously  permitted  by  the  Board  to  be  used  as  a  motor  vehicle 
repair  shop  and  the  other  previously  permitted  by  the  Board 
to  be  used,  in  part,  for  minor  motor  vehicle  repairs ;  premises 
1591-1609  Terome  avenue,  west  side,  105  ft.  north  ol  West 
Mount  Eden  avenue  (Block  2860,  Lots  26  and  30),  Borough 
of  The  Bronx. 

Appeals  from  Administrative  Decisions . 

588- 44-A— 1591-1609  Jerome  avenue,  west  side,  105  ft. 
north  of  West  Mount  Eden  avenue  (Block  2860,  Lots  26 
and  30),  Borough  of  The  Bronx. 

5_44_A— 440  West  240th  street,  southeast  corner  of 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20), 
Borough  of  The  Bronx. 

552-44-A— 13-17  Forrest  street,  north  side,  121.4  ft.  east 
of  Bushwick  avenue  (4th  floor)  ;  (Block  3141,  part  of  Lot 
1),  Borough  of  Brooklyn. 

579_44_A — 55-63  Johnson  street  and  312  Pearl  street, 
northwest  corner  (6th  floor)  ;  (Block  128,  Lot  26),  Borough 
of  Brooklyn. 

Materials  for  Approval. 

341-44-SM— Research  Air  Filter  Series  #230  Dry  Type. 

538-44-SM— National  Gypsum  Company’s  Gold  Bond 
Acoustical  Product,  “Acoustifibre”. 

HARRIS  H.  MURDOCK,  Chairman 


NOVEMBER  14,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  14,  1944  at  2  o  clock  in  Room 
1013,  Municipal  Building.  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

561- 44-A— 1171-1183  Atlantic  avenue,  northeast  corner  of 
Perry  place  (Block  1866,  Lots  1  to  7),  Borough  of  Brooklyn. 

562- 44-A — 1236-1286  Atlantic  avenue,  south  side,  80  ft. 
west  of  Nostrand  avenue  (Block  1200,  Lots  21,  33  and  41), 
Borough  of  Brooklyn. 

235-44-A— 108-11  69th  road,  north  side,  100  ft.  east  of 
108th  street  (Block  2219,  Lot  59),  Forest  Hills,  Borough  of 
Queens. 

513- 44-A— 168-186  7th  street,  south  side,  100  ft.  west  of 
Third  avenue  (basement  and  street  level)  ;  (Block  996,  Lots 
21-28),  Borough  of  Brooklyn. 

514- 44-A— 168-186  7th  street,  south  side,  100  ft.  west  of 
Third  avenue  (Block  996,  Lots  21-28),  Borough  of  Brook¬ 
lyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  21,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  _  hearing 
Tuesday  morning,  November  2b,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

598-44-BZ— Application,  October  16,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  William  H.  Gompert, 
applicant  on  behalf  of  Kienle  and  Co.,  Julia  Kienle,  and 
Manufacturers  Trust  Co.  (as  trustee)  owners  (Kienle 
and  Co.,  lessee),  to  permit  partly  in  a  business  use  district 
and  partly  in  an  unrestricted  use  district,  the  extension 
and  enlargement  of  a  factory  used  for  the  manufacture 
of  printing  ink ;  premises  31-49  Nassau  avenue,  north  side, 
from  Dobbin  street  to  Guernsey  street  (Block  2643,  Lots 
27-30),  Borough  of  Brooklyn. 

33-20-BZ— Application  of  Joseph  Lau,  applicant  on  be¬ 
half  of  Eugene  F.  Nolan,  owner,  reopened  October  6,  1942, 
under  section  7c  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  an  unrestricted  use 
district,  the  change  of  occupancy  from  oil  storage  in  the 
cellar  and  ice  storage  on  the  1st  floor  (previously  granted 
by  the  Board)  to  dead  storage  of  autos  in  the  cellar  and  a 
garage  for  more  than  five  motor  vehicles  on  the  1st  floor ; 
premises  245  West  Fordham  road,  northeast  corner  of  Cedar 
avenue  (Block  3235,  Lots  30,  33,  34,  37,  38,  48  and  49), 
Borough  of  The  Bronx. 

544.44. BZ— Application,  September  25,  1944,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  William  B. 
Altman,  applicant,  on  behalf  of  All  States  Holding  Corp., 
owner  (Greek  War  Relief  Assn.,  lessee),  to  permit  partly  in 
a  residence  use  district  and  partly  in  an  unrestricted  use  dis¬ 
trict,  the  change  of  occupancy  from  a  garage  for  more  than 
five  motor  vehicles  to  storage  and  shipping,  for  a  temporary 
period,  with  return  to  original  occupancy  after  such  period 
and  to  permit  the  omission  of  a  loading  platform;  premises 
418-422  East  54th  street,  south  side,  294  ft.  east  of  1st 
avenue  (Block  1365,  Lot  13),  Borough  of  Manhattan. 

545.44. BZ— Application,  September  25,  1944,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  William  B 
Altman,  applicant,  on  behalf  of  All  States  Holding  Corp. 
owner  (The  Spool  Cotton  Co.,  lessee),  to  permit  partly  ir 
a  residence  use  district  and  partly  in  an  unrestricted  us< 
district,  the  change  of  occupancy,  from  garage  in  the  cellar 
garage  and  auto  repair  shop  on  1st  story  to  storage  in  cella 
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and  factory  use  on  1st  story,  for  a  temporary  period,  with 
return  to  original  occupancy  at  expiration  of  the  period,  and 
to  permit  the  omission  of  a  loading  platform  j  premises 
410-416  East  54th  street,  south  side,  194  ft.  east  of  1st 
avenue  and  415-423  East  53rd  street  (Block  1365,  Lot  9), 
Borough  of  Manhattan. 

368-40-BZ — Application  of  Samuel  L.  Malkind,  applicant 
on  behalf  of  Plaza  Circle  Corp.,  owner,  reopened  July  11, 
1944,  under  sections  7c  and  21  of  the  zoning  resolution,  to 
jiermit  partly  in  a  residence  use  district  and  partly  in  a 
business  use  district,  the  change  of  occupancy  of  a  portion 
of  a  garage  (a  variance  for  which  was  granted  by  the 
Board),  so  as  to  include  an  automobile  showroom;  premises 
2-14  Plaza  street  and  405-413  Flatbush  avenue,  northeast 
corner  (Block  1169,  Lot  1),  Borough  of  Brooklyn. 

354-44-BZ— Application,  June  13,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Mathildra  Brassier,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  change  of  occupancy  from  residence 
to  a  residence  and  restaurant;  premises  121-127  East  16th 
street,  east  side,  185  ft.  north  of  Albemarle  road  (Block 
5097,  Lot  52),  Borough  of  Brooklyn. 


Appeal  from  Administrative  Decision. 

355-44-A— 121-127  East  16th  street,  east  side,  185  ft 
north  of  Albemarle  road  (Block  5097,  Lot  52),  Borough  of 
Brooklyn. 

HARRIS  H.  MURDCL  K,  Chairman. 


NOVEMBER  21,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
/  uesday  afternoon,  November  21,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision. 

496-43-A-  425  Beach  72nd  street,  southwest  corner  of 
Hessler  avenue  (Block  523,  Lots  22  and  24),  Arverne 
Borough  of  Queens  (under  section  35,  General  City  Law  re 
bed  of  mapped  street— Barbadoes  drive). 


HARRIS  H.  MURDOCK,  Chairman. 

MINUTES  — 


BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  regular  meeting  of 

October  24,  1944  at  2  P.  M.) 

489-38-BZ 

APPLICANT — Lama  .and  Proskauer,  for  Sam  and  Joseph 
Schwartz,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent) — previously  granted  on 
condition  under  section  21  of  the  zoning  resolution, 
permitting  in  a  residence  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station. 

PREMISES  AFFECTED — 219-01  North  Conduit  boule¬ 
vard  (avenue)  and  144-01  to  144-09  Springfield 
boulevard,  northeast  corner  (Block  3820,  Lot  4), 
Springfield,  Gardens,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn .  4 

Negative  .  0 


THE  RESOLUTION  (489-38-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  219-01  North  Conduit  boulevard  (avenue)  and 
144-01  to  144-09  Springfield  boulevard,  northeast  comer 
(Block  3820,  Lot  4),  Springfield  Gardens,  Borough  of 
Queens,  was  granted  by  the  Board  December  3,  1940,  on 
certain  conditions ;  time  extended  on  June  2,  1942,  May  25, 
1943  and  May  9,  1944  and  the  applicant  requested  an  exten¬ 
sion  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  3,  1940  as 
amended  through  May  9,  1944,  only  in  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  variance,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 


‘‘Granted  under  section  7f  for  a  term  of  ten  (10) 
years  from  the  date  of  this  amended  resolution,  to  permit 
the  premises  to  be  occupied  as  a  gasoline  service  station 
on  condition  *  *  *  (N.  B.  Applic.  3290-36).” 


586-39-BZ 

APPLICANT — Lama  and  Proskauer,  Mary  L.  Moll  and 
Charles  London,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  obtain  permits  and  complete 
work— re  Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition, 
under  sections  7g  and  21  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  alteration 
and  extension  of  a  garage  for  more  than  five  motor 
vehicles,  and,  also,  the  inclusion  of  a  gasoline  service 
station. 

PREMISES  AFFECTED — 430-440  Atlantic  avenue,  south 
side,  256  ft.  3  in.  west  of  Nevins  street  (Block  184, 
Lots  14,  17  and  18),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn .  4 

Negative :  .  q 

THE  RESOLUTION  (586-39-BZ) 

Whereas,  this  application,  under  sections  7g  and  21  of 
the  zoning  resolution,  permitting  in  a  business  use  district 
the  alteration  and  extension  of  a  garage  for  more  than  five 
motor  vehicles  and,  also,  the  inclusion  of  a  gasoline  service 
station,  affecting  premises  430-440  Atlantic  avenue,  south 
side,  256  ft.  3  in.  west  of  Nevins  street  (Block  184,  Lots 
14,  17  and  18),  Borough  of  Brooklyn,  was  granted  by  the 
Board  March  12,  1940,  on  certain  conditions,  the  resolution 
amended  and  plans  approved  October  22,  1940,  time  extended 
October  7,  1941,  November  4,  1942  and  October  19,  1943  and 
the  applicant  requested  a  further  extension  of  time  to  com¬ 
plete  the  work. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  by  the  Board  on  March 
12,  1940,  as  amended  through  October  19,  1943,  only  so  far 
as  it  has  reference  to  the  completion  of  the  work,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

«*  *  *  that  in  view  of  the  statement  by  applicant  that 

all  permits  required  have  been  obtained,  that  all  work 
shall  be  completed  within  one  (1)  year  from  the  date 
of  this  amended  resolution  *  *  *” 


234-41-BZ 

APPLICANT— Gulf  Oil  Corporation  (lessee),  for  The 
Trustees  of  Columbia  University  in  the  City  -of 
New  York,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  obtain  permits  and  complete 
work — re  Application  (decision  of  the  borough 
superintendent)  previously  granted  on  condition 
under  section  7c  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  the  alteration  and  recon¬ 
struction  of  a  gasoline  service  station ;  part  of 
premises  is  on  same  street  between  the  same  inter¬ 
secting  streets  as  a  school  and  library. 

PREMISES  AFFECTED— 2011-2013  Broadway,  west  side, 
from  West  68th  street  to  West  69th  street  (entire 
block)  ;  151-155  West  68th  street  and  166-178  West 
69th  street  (Block  1140,  parts  of  Lots  4,  5,  7,  10,  14, 
55  and  58),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended.  ^ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn .  4 

Negative  :  . .  •  0 

THE  RESOLUTION  (234-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  alteration 
and  reconstruction  of  a  gasoline  service  station,  affecting 
premises  2011-2013  Broadway,  west  side,  from  West  68th 
street  to  West  69th  street  (entire  block)  ;  151-155  West  68th 
street  and  166-178  West  69th  street  (Block  1140,  parts  of 
Lots  4,  5,  7,  10,  14,  55  and  58),  Borough  of  Manhattan,  was 
granted  by  the  Board  on  January  13,  1942  on  certain  condi¬ 
tions ;  and  . 

Whereas,  plans  were  approved  on  May  4,  1943,  time  ex¬ 
tended  on  January  5,  1943  and  resolution  amended  on  Sep¬ 
tember  28,  1943  and  the  applicant  requested  a  further  exten¬ 
sion  of  time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  January  13,  1942  as  amended 
through  September  28,  1943,  including  the  approval  of  plans 
by  resolution  of  January  13,  1942,  only  in  so  far  as  it  has 
reference  to  obtaining  permits  and  completion  of  the  work, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read : 
“that  all  permits  shall  be  obtained  and  all  work  completed 
within  one  (1)  year  from  the  date  of  this  amended 
resolution.” 


REGULAR  MEETING 
TUESDAY  MORNING,  OCTOBER  31,  1944 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  October  24,  1944,  and  Tuesday  after¬ 
noon,  October  24,  1944,  were  approved  as  printed  in  Bul¬ 
letin  No.  43,  Vol.  29. 


ZONING  CASES 

297-44-BZ 

APPLICANT— Maurice  G.  Uslan,  for  Harry  Melnick, 
owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning 
resolution,  to  permit  partly  in  a  residence  and  partly 
in  a  business  use  district,  the  conversion  of  a  garage 
building  to  store  use  as  an  extension  to  an  existing 
store. 

PREMISES  AFFECTED— 24  Brown  avenue,  west  side, 
116  ft.  south  of  Amboy  road  and  3980  Amboy  road 
(Block  5143,  Lots  29  and  36),  Great  Kills,  Borough 
of  Richmond. 

APPEARANCES— 

For  Applicant:  Maurice  G.  Uslan  and  Harry  Mel¬ 
nick. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  THE  BOARD— Laid  over  to  November  14, 
1944  at  10  A.  M.  at  request  of  applicant,  to  obtain 
a  corrected  decision  from  the  Borough  Superin¬ 
tendent. 


332-44-BZ 

APPLICANT— Jacob  J.  Gloster,  for  Dayton  Cleaners  and 
Dyers,  owner. 

SLTBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  sections  7 a  and  7c  of  the  zon¬ 
ing  resolution,  to  permit  in  a  residence  use  district, 
the  extension  in  area  of  a  dry  cleaning  establish¬ 
ment. 

PREMISES  AFFECTED— 116-06  to  116-10  Atlantic  ave¬ 
nue,  south  side,  22  ft.  east  of  116th  street  (Block 
475,  Lots  2,  4  and  6),  Richmond  Hill,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Jacob  J.  Gloster  and  M.  Elkin. 

For  Opposition:  James  A.  Phillips,  Anne  Onder- 
donk,  Julia  M.  Leahy,  F.  Cario,  Anna  Conte 
and  Joseph  Ventri. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Charles  M.  McWilliams. 
Borough  President’s  office. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  . .  3 

Negative:  Commissioner  Savage  .  1 

THE  RESOLUTION  (332-44-BZ) 

Whereas,  Tacob  J.  Gloster,  for  Dayton  Cleaners  and 
Dyers,  owner,' filed  June  6,  1944,  an  application  under  sections 
7 a  and  7c  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  extension  in  area  of  a  dry  cleaning  establish¬ 
ment,  affecting  premises  116-06  to  116-10  Atlantic  avenue, 
south  side,  22  ft.  east  of  116th  street  (Block  475,  Lots  2,  4 
and  6) ,  Richmond  Hill,  Borough  of  Queens  ;  and  _  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  October  31,  1944,  after  due  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Atlantic  avenue  is  in  residence  use 
D  area  and  1  times  height  district  area;  116th  street  and 
117th  street  are  in  residence  use,  D  area  and  1  times  height 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  443-44,  dated  May  9,  1944,  reads  : 

“1.  The  enlargement  or  extension  of  a  building  used 
as  a  dry  cleaning  establishment  and  located  in  a  residence 
zone,  is  contrary  to  Article  2,  Sec.  3  of  the  Zoning 
Resolution.” 
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W  hereas,  the  applicant  states  the  premises  consist  of  a 
plot  having  a  frontage  of  120  ft.  and  a  depth  of  91  ft  6  in 
on  which  is  located  a  one,  two  and  three  story  brick  building, 

Vi°nt  3nd  j1  ft'  6  m-  deep-  occupied  as  a  dry  cleaning 
establishment  and  a  vacant  lot  40  ft.  by  91  ft.  6  in.,  enclosed 
With  a  12  in.  brick  wall,  one  story  high  in  the  front,  rear 
and  part  of  the  westerly  lot  line;  that  it  is  proposed  to 
complete  this  wall  and  cover  this  enclosure  with  a  roof  and 
to  occupy  the  portion  of  the  premises  for  packing  and  assort- 
mg  m  connection  with  the  dry  cleaning  establishment;  and 
Whereas,  the  applicant  contends  that  this  lot  is  a  part  of 
t  e  existing  building  and  has  been  under  the  same  ownership 
since  1928;  that  the  present  site  consists  of  two  old  buildings 
combined  and  used  as  a  dry  cleaning  establishment ;  that 
the  present  walls  of  the  proposed  extension  were  legally 
bum  in  1929,  under  a  permit  from  the  Department  of  Hous¬ 
ing  and  Buildings,  but  was  not  finished  because  the  depres¬ 
sion  set  in,  and  later,  in  May  15,  1941,  the  zone  was  changed 
from  unrestricted  to  residence;  that  the  plot  upon  which 
these  walls  stand  is  40  ft.  wide  and  91  ft.  6  in  deep  and 
the  walls  are  about  one  story  in  height;  that  the  o’wner 
desires  to  finish  the  work  that  was  started  on  the  40  by  91 
ft.  6  in.  lot,  to  cover  over  the  walls,  and  to  use  the  building 
in  connection  with  the  dry  cleaning  establishment;  that  the 
neighboi  hood  will  not  m  any  way  be  hurt  by  this  improve¬ 
ment,.  as  the  front  walls  and  the  rear  limiting  walls  are 
now  in  place,  and  the  owner  desires  to  advise  the  Board 
that  they  are.  willing  to  make  whatever  improvements  the 
Board  may  find  necessary,  of  course  within  reason,  to  im¬ 
prove  the  facade  of  the  present  and  proposed  structure  in 
order  to  conform  with  the  future  better  neighborhood ;  and 
.  \\  hereas,  the  Board  has  examined  all  available  records 
m  the  Department  of  Housing  and  Buildings,  Division  of 
Combustibles.of  the  Fire  Department  and  Court  proceedings 
(251  App.  Div.  332),  in  which  the  Appellate  Division  re¬ 
versed  unanimously,  the  conviction  of  the  Court  of  Special 
Sessions'  on  a  (  omplaint  for  Maintaining  a  Nuisance  brought 
by  the  District  Attorney;  and. 

Whereas,  the  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  this  is  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to 
permit  the  construction  and  use  of  the  building  as  proposed 
and  as  indicated  on  revised  plans  marked  “Received  October 
30,  1944’’  (5  sheets),  on  condition  that  the  building  on  the 
lot  which  is  the.  subject  of  this  application,  shall  not  exceed 
one  story  in  height  and  shall  have  no  windows  on  the  rear 
or  side  lot  line  walls  ;  that  no  skylights  shall  be  constructed 
nearer  than  20  feet  to  the  rear  lot  line  and  not  nearer  than 

f,eet  *°  dle  S'de  ^'ne  ’  Gilding  as  proposed, 

shall  be  used  solely  for  the  receiving  and  shipping  of  mate¬ 
rials  delivered  for  dry-cleaning  and  those  which  have  been 
dry-cleaned ;.  that  the  space  in  front  for  a  depth  of  45  feet 
from  Atlantic  avenue  shall  have  no  roof  over  same,  except 
for  a  shelter  6  ft.  6  in.  in  width  against  the  shipping  doors 
and  such  open  space  shall  be  used  for  no  other  purpose  than 
for  a.  trucking  space  for  trucks  and  motor  vehicles  coming 
to  this  plant  to  deliver  goods  to  be  dry  cleaned  and  for 
taking  goods  away  that  have  been  dry-cleaned:  that  such 
space  shall  not  be  used  for  storage  of  motor  vehicles:  'that 
no  other  delivery  or  receiving  of  goods  shall  take  place 
other  than  in  this  off  street  area;  that  the  billboard,  now 
existing  on  the  front  wall,  shall  be  entirely  removed  ;  that 
the  door  opening  to  boilerroom  shall  not  be'closed.  but  shall 
be  used  as  the  sole  entrance  to  the  boilerroom  and  the  door 
within  the  building  now  used  as  an  entrance  to  the  boiler- 
room,  shall  be  permanently  closed  ;  that  the  existing  buildings 
shall  be  remodeled,  as  indicated  on  these  plans :  that  the  rear 
wall  in  the  deterging  room  shall  be  waterproofed  to  a  point 


at  least  one  foot  below  grade,  to  prevent  any  possible  leakage 
through  the  wall ;  that  the  dust  collectors  shall  have  vents 
carried  over  to  within  five  feet  of  the  front  wall  on  Atlantic 
avenue;  that  the  new  chimney  shall  be  maintained  to  a 
height  of  sixty  feet;  that  no  motor  vehicles  shall  be  housed 
within  the  building;  that  no  signs  shall  be  erected  on  the 
premises  other  than  those  now  existing;  that  the  fire  equip¬ 
ment  and  fire-fighting  equipment  now  maintained,  shall  be 
continued  to  the  satisfaction  of  the  fire  commissioner  and 
any  additional  fire-fighting  equipment  shall  be  installed  as 
he  may  require;  that  the  building  shall  not  be  further  ex- 
tendecl  m  height  or  area  and  no  additional  space  shall  be 

int’  ™at  a(:tl,a*  Pr°cess  of  dry-cleaning  and  deterging 
shall  be  restricted  to  the  present  fireproof  room  at  the  rear 
and  such  processes  shall  not  be  extended  outside  that  room  • 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  ;  that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this  resolution  • 
and  that  a  new  certificate  of  occupancy  shall  be  obtained 


375-44-BZ 

APPLICANT— Maurice  G.  Uslan,  for  Cary  and  Saxby 
Co.,  owner. 

SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  partly  in  a  business  1  and' partly 
in  a  retail  use  district,  the  use  of  more  than  5% 
of  floor  area  for  manufacturing. 

PREMISES  AFFECTED — 6276  Amboy  road,  south  side, 
V>7  West  of  ?harrett  avenue  (Block  7702,  Lot 
APPEARANCES^  ^a'nS’  borough  °f  Richmond. 

For  Applicant :  Maurice  G.  Uslan. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  granted  on  condition. 
1HE  VOTE — 

Affirmcitive :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 

THE  RESOLUTION  (375-44-BZ) 

Whereas,  Maurice  G.  Uslan,  for  Cary  and  Saxby  Com¬ 
pany  owner,  filed  June  15,  1944,  an  application  under  section 
7c  of  the  zoning  resolution,  to  permit  partly  in  a  business  1 
and  partly  in  a  retail  use  district,  the  use  of  more  than  5% 
of  floor  area  for  manufacturing,  affecting  premises  6276 

7  ^°nod’TSOUt,3^id^,254  ft  west  of  Sharrett  avenue 
(Block  7202,  Lot  60),  Pleasant  Plains,  Borough  of  Rich¬ 
mond  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
h  the  Board  of  Standards  and  Appeals  at  its  regular  meet- 
ing  October  31,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W  hereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Amboy  road  is  in  a  business  1  and 
retail,  use,  D  area  and  1-times  height  district;  Sharrett  ave¬ 
nue  is  in  a  manufacturing  and  retail  use,  D  and  C  area 
and  1-times  height  district;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  May  16,  1944,  re  Alt.  Applic.  182-42  reads: 

.  “The  above  request  is  denied,  as  the  proposed  altera¬ 
tion  to  this  building  together  with  the  existing  building 
to  be  used  for  manufacturing  will  exceed  5%  of  the 
total  floor  space  in  a  part  Business  and  part  Retail  Use 
Zone.  Zone  Resolution,  Art.  TT,  Sec.  4-A.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  50  ft.  frontage  by  152  ft.  in  depth,  on  which  is  located 
a  2-story,  Class  4  construction,  building  3SZA  ft.  by  78  ft 
in  area  at  first  story  and  35  ft.  2  in.  by  51  ft.  6  in  'in  area 
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at  the  2nd  story  occupied  as  an  experimental  laboratory 
prior  to  1942  and  then  as  a  manufacturing  establishment 
with  35%  factory  occupancy;  and 

Whereas,  the  applicant  contends  that  the  present  2-story 
frame  building  was  occupied  as  an  experimental  laboratory 
until  September  1942,  when  present  owners  converted  build¬ 
ing  for  production  of  essential  parts  for  the  war  effort , 
that  before  production  started,  all  then-existing  violations 
in  the  building  were  complied  with ;  that  an  application  tor 
a  Certificate  of  Occupancy  has  been  since  denied,  on  the 
grounds  that  more  than  5%  of  area  of  building  is  used  for 
manufacturing  purposes  in  a  Retail  Zone;  that  the  zoning 
of  the  premises  was  changed  from  undetermined  to  business 
use  in  August,  1927 ;  that  in  1942,  it  was  again  rezoned  so 
that  for  100  ft.  in  depth  one-half  of  the  lot  was.  business, 
one-half  retail  and  the  total  width  from  this  point*  to  the 
rear  property  line,  marked  Manufacturing  Zone;  that  as 
the  new  zoning  limits  the  area  of  the  manufacturing  space 
in  the  cellar  and  first  floor  of  building,  application  is  made 
under  section  7c  for  permission  to  use  35%  of  floor  area  on 
1st  and  cellar  floors  for  manufacturing,  purposes ;  and 

Whereas  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does- 
hereby  make  a  variation  in  the  application  of  the  use  distric 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to  per¬ 
mit  the  extension  of  area  for  factory  work  as  proposed, 
on  condition  that  the  area  so  used  shall  not  exceed  the  area 
of  the  existing  first  floor  and  cellar;  that  no  manufacturing 
shall  be  carried  on,  on  the  second  story  and  such  second 
story  shall  be  used  only  as  an  office  in  connection. with  the 
factory  occupancy;  that  the  building  shall  not  be  increased 
in  height  or  area ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto ;  that  all  permits  required  shall  be  obtained 
and  all  work  completed  within  six  (6)  months  from  the 
date  of  this  resolution ;  and  that  a  certificate  of  occupancy 
shall  be  obtained. 


579-44-A 

APPLICANT— William  F.  Corbey,  for  Brooklyn  Edison 
Co.,  Inc.,  owner  (Sperry  Gyroscope  Co.,  Inc., 
lessee) . 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 

fire  commissioner. 

PREMISES  AFFECTED— 55-63  Johnson  street  and  312 
Pearl  street,  northwest  comer  (6th  floor)  ;  (Block 
128,  Lot  26),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  C.  W.  Caughey.  , 

For  Administration:  Edwin  A.  Meyer,  Fire  PeP 
ACTION  OF  BOARD— Laid  over  to  November  14,  1944  at 
10  A.  M.,  for  further  consideration. 


131-42-A 

APPLICANT— Sunrise  Oil  Co.,  Inc.,  owner. 

SUBJECT— Application  reopened  March  21,  1944—  re  Ap¬ 
peal  from  a  decision  re  an  order  of  the  fire  com¬ 
missioner.  , 

PREMISES  AFFECTED— 119-02  23rd  avenue,  southeast 
corner  of  119th  street  (Block  4222,  Lot  1,  Block 
4223,  Lot  10),  College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Edwin  A.  Meyer,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  ® 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

508-44-A 

APPLICANT— William  Intner  Co.,  Inc.,  for  William  and 
Dora  Intner,  owners.  .  . 

SUBTECT — Appeal  from  an  order  of  the  fire  commissions. 

PREMISES  AFFECT  ED — 340  East  40th  street  and  695- 
699  First  avenue,  southwest  corner,  (1st  floor;  , 
(Block  945,  Lot  33),  Borough  of  Manhattan. 

APPEARANCES—  . 

For  Applicant :  William  Duggan. 

ACTION  OF  BOARD — Laid  over  to  November  8,  1944  at 
10  A  M.  on  request  of  applicant’s  representative 
and  pending  an  inspection  by  a  committee  of  the 
Board. 


552-44-A 

APPLICANT— Interborough  Engineering  Co.,  for  Green- 
lash  Operating  Corp.,  owner  (Star  Soap  Company, 
lessee) 

SUBJECT — Appeal  from  a  decision  of  an  order  of  the 
fire  commissioner.  . , 

PREMISES  AFFECTED— 13-17  Forrest  street  north  side, 
1214  ft  east  of  Bushwick  avenue  (4th  floor)  ; 
(Block  3141,  part  of  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Ribelle  Perotto 

For  Administration:  Edwin  V  Meyer,  Fire  Dept 
ACTION  OF  BOARD— Laid  over  to  November  14,  1944  at 
10  A.  M.,  pending  an  inspection  by  a  representative 
of  the  Fire  Department. 


529-44-A 

APPLICANT— Sylvania  Electrical  Products,  Inc.,  owner. 
SUBTECT— Appeal  from  an  order  of  the  fire  commissioner 
and  a  derision  of  the  borough  superintendent. 
PREMISES  AFFECTED— 208-20  Cross  Island  parkway, 
south  side,  300  ft.  east  of  Roe  place  (basement  and 
first  floors)  ;  (Block  5844,  Lot  1),  Bayside,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Eugene  P.  Larson. 

For  Opposition:  John  P.  Fox.  ( 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep  t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  ,  „ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  ^ 

THE  RESOLUTION  (529-44-A) 

Whereas,  Sylvania  Electrical  Products,  Inc.,  owner,  filed 
September  14.  1944  an  appeal  from  an  order  of  the  fire  com¬ 
missioner  and  a  decision  of  the  borough  superintendent, 
affecting  premises  208-20  Cross  Island  parkway,  south  side, 
300  ft.  east  of  Roe  place  (basement  and  first  floors)  ;  (Block 
5844  Lot  1),  Bayside,  Borough  of  Queens;  and  _  . 
Whereas,  order  97341-LC  issued  by  the  fire  commissioner, 

June  27,  1944,  reads:  ,  ,  .  ,  ,  .. 

“You  are  hereby  notified  that  an  inspection  ot  the 
above  premises  used  as  a  Technical  Establishment,  shows 
'  the  following  must  be  done  before  the  permit  requested 
by  you  can  be  issued:  riQ 

3.  Discontinue  storage  and  use  of  hydrogen.  <-iy- 
14.0,  Administrative  Code.” 

^Whereas,  the  decision  of  the  borough  superintendent 
dated  September  21,  1944  on  Misc.  Applic.  3312-44  reads . 
“1.  The  storage  and  use  of  hydrogen  in  the  mannei 
proposed  has  been  duly  considered  and  is  disapprove! 
for  the  reason  that  the  plant  is  deemed  too  hazardous 


932 


MINUTES 


for  regulation  and  control  pursuant  to  the  provisions  of 
C19-11.0  and  C19-90.0  of  the  Administrative  Code  of  the 
City  of  New  York.” 

and 


,  Whereas,  Alteration  Application  29-44  indicates  that  the 
building  is  95  ft.  front,  50  ft.  in  depth  and  110  ft.  at  the 
rear,  2y2  stories  (36  ft.)  in  height,  of  class  3  construction, 
proposed  to  be  used:  basement— electronics  laboratory  and 
storage— 100  lb.  liveload— 5  persons;  1st  floor— electronics 
laboratory  and  offices--fO  lbs.  liveload— 22  persons;  2nd 
floor — offices — 40  lbs.  liveload — 23  persons;  and 

V  hereas,  the  Board  is  in  receipt  of  a  communication 
dated  September  13,  1944  from  the  Fire  Department,  where¬ 
in  it  is  stated  that  the  storage  and  use  of  hydrogen  on  the 
above  premises  creates  a  hazard  and  in  view  of  this  fact  it 
would  be  advisable  to  place  this  appeal  before  the  Board 
on  the  preferred  Calendar ;  and 


Whereas,  the  applicant  contends  that  it  has  established 
on  the  premises  in  question,  the  metallurgical  section  of  its 
geneial  engineering  department  for  the  conduct  of  experi¬ 
mental  work  applied  to  electronic  devices,  which  are  at 
present  used  largely  by  the  military  forces;  that  in  the  con¬ 
duct  of  these  research  problems,  the  use  of  hydrogen  is 
necessary;  that  a  hydrogen  system  has  been  installed,  con- 
iorming  to  the  applicant’s  high  standards  of  safety  and  with 
consideration  of  materials  available  at  the  present  time- 
that  the  active  hydrogen  tanks  are  attached  to  an  approved 
mam  told,  housed  in  an  exterior  building  adjacent  to  the 

fu  veS.jCOrner  of  the  laboratory  building;  that  this  mani- 
told  building  is  of  frame  construction,  well  ventilated 
equipped  with  explosion-proof  lights  and  switches ;  that  the 
root  of  this  frame  building  is  not  secured  to  the  sides;  that 
the  side  walls  are  equipped  with  fixed  louvres,  to  permit 
possible  escaping  hydrogen  to  pass  off  into  the  atmosphere ; 
t  iat  adjacent  to  the  manifold  building,  there  is  a  concrete 
£t.<?I’j£e  Platform  for  the  purpose  of  storing  a  supply  of 
filled  hydrogen  cylinders  and  empty  cylinders;  that  all  tanks 
stored  on  this  platform  are  protected  by  a  heavy  chain  which 
holds  the  tanks  in  a  rigid  upright  position;  that  the  platform 
is  surrounded  by  a  39  inch  high  heavily  constructed  railing; 
that  the  hydrogen  cylinders  in  use  are  attached  to  a  manifold 
supplied  on  the  recommendation  of  the  Air  Reduction  Sales 
orpoiation,  Inc.  and  consists  of  a  ^  inch  high  pressure 
brass  tubing,  connecting  the  cylinders  through  a  cylinder 
}pe  valve  to  a  high  pressure  \/  inch  black  iron  pipe;  that 
the  gas  passes  through  the  high  pressure  pipe  through  an¬ 
other  cylinder  type  valve  to  a  two  stage  manifold,  where 
tbe  Prefsure  is  reduced  to  6  lbs. ;  that  a  flash  arrester  is 
a  tached  to  the  regulator  through  a  lj/2  inch  brass  pipe;  that 
the  flash  arrester  is  vented  from  the  roof  to  the  outside 
atmosphere  by  a  J4-  inch  pipe ;  that  the  gas  passes  from  the 
arrester  to  the  laboratory  through  a  check  valve,  then  to 
the  main  control  needle  valve  by  means  of  a  inch  black 
iron  pipe ;  that  from  there,  the  distribution  lines  are  reduced 
:° ,'2  mcb,  feeding  the  individual  pieces  of  equipment  in  the 
laboratory ;  that  the  complete  pipe  line  was  pressure  tested 
by  holding  8  lbs.  of  nitrogen  without  loss  for  a  week ;  that 
the  men  handling  the  gas  have  had  considerable  experience 
and  have  obtained  certificates  of  fitness;  that  only  persons 
holding  certificates  of  fitness  will  be  permitted  to  handle  and 
operate  the  hydrogen  gas  equipment ;  that  all  equipment  in 
the  laboratory  in  which  hydrogen  is  used,  is  first  purged 
thoroughly  with  nitrogen  before  introducing  hydrogen ;  that 
as  the  activities  at  these  premises  are  of  a  research  nature, 
the  total  volume  of  hydrogen  stored  at  any  time  will  be  ten 
cylinders;  that  the  consumption  of  hydrogen  will  be  about 
hve  cylinders  each  week;  and 


an  examinatI'on  of  Fire  Department  folder 
0^1/2.23  indicates  that  application  was  filed  June  V,  1944  for 
the  storage  and  use  of  20  cylinders  of  hydrogen ;  and 

.  Whereas,  drawings  filed  with  this  appeal  indicate  the 
installation  of  six  cylinders  of  hydrogen  attached  to  the 
U  manifold  hereinbefore  described,  within  the  frame  manifold 
room  and  11  cylinders  of  hydrogen  in  storage  on  the  con¬ 


crete  platform  adjacent  to  the  manifold  room,  in  addition  to 
cylinders  of  nitrogen,  methane,  propane,  etc. ;  and 
Whereas,  Certificate  of  Occupancy  Q31224  issued  June 
30,  1944  on  Alt.  Applic.  29-44,  permits  the  present  use  of 
the  laboratory  building  for  a  temporary  period  expiring 
September  22,  1947;  and 

Whereas,  the  Board  has  requested  the  applicant  to  file 
prior  to  the  date  of  this  hearing  with  the  borough  superin¬ 
tendent,  a  Fire  Prevention  Application,  showing  the  con¬ 
struction  and  use  of  the  hydrogen  manifolding  room,  the 
entire  hydrogen  installation  throughout  the  buildings  and 
the  proposed  use  of  the  exterior  platform  for  the  storage 
of  compressed  gases  and  empty  cylinders  and  to  file  with 
this  Board  the  objections  issued  by  the  borough  superin¬ 
tendent  on  such  application ;  and 
Whereas,  correspondence  with  the  Planning  Commission 
was  as  follows : 

(COPY) 

October  14,  1944. 

Hon.  Lawrence  M.  Orton, 

Commissioner, 

City  Planning  Commission, 

27th  Floor,  Municipal  Building, 

Manhattan. 

Re:  Cal.  No.  529-44-A 

Premises  208-20  Cross  Island  Parkway, 

S.S.,  300  ft.  east  of  Roe  Place 
(Block  1509  (5844)  Lot  1),  Bayside,  Queens. 
Dear  Commissioner  Orton : 

Enclosed  is  a  copy  of  the  verbatim  minutes  of  a  hear¬ 
ing  held  September  26,  1944,  on  an  appeal  from  an  order 
of  the  Fire  Commissioner  as  to  use  and  storage  of 
hydrogen. 

As  this  use  involves  an  addition  to  the  building  per¬ 
mitted  by  the  Borough  Superintendent,  but  not  shown  on 
the  plans  approved  by  the  City  Planning  Commission, 
for  storage  and  may  involve  an  additional  building  if 
this  Board  decides  to  grant  this  appeal  under  certain 
conditions,  will  you  kindly  consult  the  other  members 
of  your  Commission  and  advise  me  as  to  the  following : 

1.  Whether  the  use  of  hydrogen  and  an  addition  to  the 
existing  building,  formerly  a  residence,  was  con¬ 
templated  by  the  City  Planning  Commission? 

2.  What  procedure  should  be  followed  to  obtain  the  ap¬ 
proval  of  the  Planning  Commission  and  the  Board 
of  Estimate  of  an  additional  building  if  this  Board 
requires  it  in  connection  with  the  storage  of  danger¬ 
ous  gases. 

Please  let  me  have  your  reply  promptly  as  this  Board 
must  take  prompt  action. 

Very  truly  yours, 

Harris  H.  Murdock, 
Chairman. 

HHM/CC 

(Enclosure) 

*  *  *  * 

(COPY) 

CITY  PLANNING  COMMISSION 
DEPARTMENT  OF  CITY  PLANNING 

October  20,  1944. 

Hon.  Harris  H.  Murdock,  Chairman, 

Board  of  Standards  and  Appeals, 

Centre  and  Chambers  Street, 

New  York,  7,  New  York. 

Re:  Cal.  No.  529-44-A 
Dear  Mr.  Chairman : 

In  response  to  the  request  contained  in  your  letter  of 
October  14  on  the  above  item,  I  have  presented  the 
matter  to  the  City  Planning  Commission. 

In  answer  to  your  first  question,  it  is  clear  that  the 
Commission  in  approving  an  industrial  laboratory  pro¬ 
ject  for  this  location,  did  contemplate  use  of  the  normal 
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equipment  and  materials  incident  to  the  operation  of 
such  a  laboratory.  Hydrogen  gas  is  undoubtedly  such 
a  material.  The  amount  and  manner  of  the  storage  and 
use  of  this  and  any  other  materials  would,  of  course, 
be  subject  to  all  applicable  city  regulations,  including 
the  inspection  and  issuance  of  permits  by  the  Building 
and  Fire  Departments. 

No  addition  to  the  existing  building  was  requested 
for  this  or  any  other  purpose  in  the  application  to  the 
City  Planning  Commission.  . 

The  terms  of  the  Zoning  Resolution  applicable  in  the 
case  of  proposed  modifications  of  an  approved  plan  are 
as  follows : 

§3  (10)  (d)  “No  modification,  variance  or  change  m 
the  general  location,  layout  and  character  of  the  pro¬ 
ject  as  shown  on  the  plan  as  approved  shall  be  per¬ 
mitted  except  when  approved  in  accordance .  with  the 
procedure  set  forth  in  subdivision  (b)  of  this  subsec¬ 
tion  (10).  *  *  *”  •  •  ,  r 

In  answer  to  your  second  question,  it  therefore  seems 
clear  that  the  Sylvania  Company  should  be  requested  to 
submit  to  the  City  Planning  Commission  information  re¬ 
garding  this  modification  of  their  plan,  in  order  to  de¬ 
termine  whether  any  change  requiring  formal  approval 
is  involved. 

Sincerly  yours, 

(Signed)  Lawrence  M.  Orton, 
Commissioner. 


LMO/FL 

and  .  . 

Whereas,  the  premises  were  inspected  by  a  Committee  ot 

the  Board.  _  .  . 

Resolved ,  that  order  97341 -LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  i granted ,  to  permit  the  storage  and  use  of  hydrogen, 
as  proposed,  on  condition  that  not  more  than  twenty  (20) 
cylinders  of  hydrogen  shall  be  on  the  premises  at  any  > 
that  such  cylinders  shall  have  a  capacity  of  not  over  300 
cubic  feet  each;  that  the  existing  frame  building  and  plat¬ 
form  now  used  for  the  storage  of  hydrogen  shall  be  entirely 
removed  and  a  new  building  constructed  of  masonry  of 
sufficient  size  to  incorporate  all  the  cylinders  of  hydrogen 
and  other  gases  as  may  be  permitted  by  the  fire  commis¬ 
sioner  to  be  stored  therein;  that  the  cylinders  shall  be  held 
in  place  by  such  non-ferrous  metal  straps,  as  the  fire  com¬ 
missioner  may  direct ;  that  manifolds  shall  be  firmly  at¬ 
tached  to  the  masonry  walls ;  that  the  floor  of  this  addition 
shall  be  of  the  spark-proof  type ;  that  an  approval  of  the 
City  Planning  Commission  shall  be  obtained  for  the  ad¬ 
ditional  building  herein  required  and  the  approval  of  the 
borough  superintendent  as  to  compliance  with  the  Building 
Code;  that  a  detecting  equipment  shall  be  installed  in  every 
space  where  hydrogen  is  stored  or  used ;  that  such  equip¬ 
ment  shall  be  of  a  type  as  may  be  approved  by  the  fire 
commissioner ;  that  the  roof  shall  be  ventilated  by  means  of 
louvres  and  shall  contain  explosion  vents;  that  throughout 
the  building  there  shall  be  installed  a  sprinkler  system  with 
not  less  than  one-source;  that  such  additional  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


580-44-A 

APPLICANT— Minerva  Boat  Co.,  Inc.,  owner. 
SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner  re  transportation  of  gasoline  in 
two  55  gallon  portable  gasoline  tanks  attached  to 
body  of  truck  to  vessel  or  marine  craft  from  pri¬ 
vate  pier  (not  in  conformity  with  Administrative 
Code  requirements)  in  New  York  City. 
APPEARANCES— 

For  Applicant :  C.  C.  McRoberts  and  F.  McRoberts. 
For  Administration:  Edwin  A.  Meyer,  Fire  Dep’t. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  ® 

THE  RESOLUTION  (580-44-A) 

Whereas,  Minerva  Boat  Company,  Incorporated,  owner, 
filed  October  11,  1944,  an  appeal  from  an  order  of  the  fire 
commissioner,  relating  to  the  use  of  a  truck  for  the  trans¬ 
portation  of  gasoline  within  the  Borough  of  Richmond ;  and 
Whereas,  Order  38986-LC,  issued  by  the  fire  commis¬ 
sioner  August  14,  1944,  and  referred  to  in  a  decision  of  the 
fire  commissioner  dated  September  20,  1944,  reads : 

“An  inspection  of  truck  $  1  on  a  Ford  chassis  used 
for  the  transportation  of  any  liquid  products  of 
petroleum,  shale  oil  or  coal  tar,  as  required  by  Section 
09-52. Oa,  Title  C,  Part  1,  Article  8  of  the  Administra¬ 
tive  Code  of  the  City  of  New  York,  shows  the  xollow- 
ing  requirements  necessary  before  a  permit  can  be  re¬ 
newed  : 

1.  Discontinue  the  delivery  of  petroleum  products 
from  containers  on  vehicles  into  the  tank  or  tanks  of  a 
vessel  or  marine  craft  from  private  pier.  Section  14.3.” 

and  .... 

Whereas,  the  applicant  states  that  the  truck  in  question  is 
a  1936  International  Express  truck,  license  380-576,  equipped 
with  a  closed  steel  cab,  Motor  No.  83960,  of  one  half  ton 
capacity  and  provided  with  two  55  gallon  portable  gasoline 
tanks  attached  to  the  body ;  and 

Whereas,  the  applicant  contends  that  the  truck  in  ques¬ 
tion  was  inspected  by  the  fire  department  and  granted  a 
permit  for  1943 ;  that  the  applicant  is  in  the  business  of 
operating  a  launch  service  under  contract  with  the  U.  S. 
Government,  averaging  about  10,000  passengers  a  month; 
that  the  truck  in  question  is  used  to  transport  gasoline  from 
a  service  station  to  the  7  launches  at  a  landing  on  the  west 
bulkhead  of  the  St.  George  Ferry  Terminal,  Staten  Island; 
that  after  fueling  the  boats,  the  truck  is  returned  to  the 
service  station ;  that  it  would  be  a  great  hardship  and  result 
in  considerable  time  and  expense  and  a  reduction  in  service, 
if  it  were  necessary  to  send  the  launches  to  the  Standard  Oil 
barge  in  the  stream  for  gasoline,  especially  during  the  winter 
when  the  boats  experience  some  very  heavy  weather ;  and 
Whereas,  the  applicant  has  filed  a  copy  of  a  communi¬ 
cation  from  the  Commissioner  of  Marine  and  Aviation, 
stating  that  he  has  no  objection  to  the  issuance  of  a  permit 
for  the  truck  in  question. 

Resolved ,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  38986-LC,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  to  permit  the  delivery  of 
gasoline  as  proposed,  on  condition  that  the  two  portable  tanks 
attached  to  the  truck  shall  be  as  approved  by  the  fire  com¬ 
missioner;  that  each  portable  tank  shall  be  supplied  with 
its  own  hose  and  shut-off  valve;  that  such  hose  shall  not 
exceed  25  ft.  in  length  on  each  portable  tank  and  shall  be 
protected  against  abrasion  as  the  fire  commissioner  may  re¬ 
quire;  that  such  hose  shall  be  kept  permanently  attached  to 
each  portable  tank ;  that  such  portable  fire  fighting  appliances 
shall  be  maintained  on  the  truck  as  the  fire  commissioner 
shall  require ;  that  delivery  of  gasoline  shall  be  solely  for 
servicing  motor  launches  as  proposed;  that  the  person  dis¬ 
pensing  the  gasoline  shall  hold  a  certificate  of  fitness  issued 
by  the  fire  commissioner;  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with ;  that  this  permit  shall  be  for 
one  year  from  the  date  of  this  resolution. 


MATERIAL  SUBMITTED  FOR  APPROVAL 

162-43-SM 

APPLICANT — Metropolitan  Overhead  Door  Co.,  Inc.,  for 
New  Castle  Products,  owner. 

SUBJECT— Modernfold  Doors,  approval  of. 
APPEARANCES— 

For  Applicant:  D.  R.  Keegan. 
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ACTION  OF  BOARD — Material  approved  in  accordance 
Tnr  -  r^P°rt  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 

THE  RESOLUTION  (162-43-SM) 

Whereas,  the  Metropolitan  Overhead  Door  Co.  Inc.  for 
New  Castle  Products,  owner,  filed  on  April  6,  1943,  an  ap¬ 
plication  with  the  Board  of  Standards  and  Appeals  for 
approval  of  the  material  known  as  the  Modernfold  Doors- 

and  ’ 

Whereas,  this  material  was  referred  to  the  Committee  on 
tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads : 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  162-43-SM 

Subject:  Modernfold  Doors,  approval  of. 

October  17,  1944. 

The  New  Castle  Products  Company,  Inc.  of  New 
Castle,  Indiana,  filed  an  application  with  the  Board  of 
^andards  and  Appeals  under  the  requirements  of  C26- 
l/o.Ub  for  the  approval  of  their  product  known  as  Mod- 

r-oA  P°° jS  ■  lor  use  as  a  fading  partition  under 
UZ0-/26.U  and  in  all  classes  of  construction  as  herein- 
atter  provided. 

DESCRIPTION 

A  Modernfold  Door  simulates  a  folding  partition 
with  accordion-like  action  in  opening  and  closing,  and 
tolds  on  itself.  The  precision-built  metal  frame  is  made 
ot  tested  parts.  The  tongs  at  top  and  bottom,  together 
with  hinge  plates  are  connected  with  properly  spaced 
vertical  rods.  This  assembled  frame  is  supported  by 
roller  assembly  that  travels  on  an  overhead  track,  giv¬ 
ing  it  accordion-like  action.  Combining  the  many  trian¬ 
gular  shapes  into  one  unit  gives  the  completed  frame 
the  required  strength  forming  a  firm  foundation  for 
attaching  covering  fabrics.  The  track  and  door  stiles 
are  ot  hot  rolled  steel,  pickled  and  shaped  to  required 
design  and  specifications.  The  trolley  assembly  consists 
ot  two  bakehte  wheels  with  graphite  impregnated  cen¬ 
ters  operating  on  carbonized  hardened  cold  rolled  steel 
axles  and  secured  in  place  with  a  steel  spring  lock  and 
washer.  The  entire  assembly  is  designed  to  give  self- 
r  ycaf*no  and  silent  operation.  The  tongs  are  made 
of  first  grade  automotive  malleable  iron  machined  and 
electrically  inspected  for  flaws  and  imperfection  and 
cleaned  of  all  rough  or  cutting  irregularities  that  might 
damage  the  covering  fabric.  The  fins,  for  attaching 
the  fabric,  are  an  integral  part  of  the  tongs  and  so 
designed  to  eliminate  waste  in  the  stacking  space.  The 
hinge  plates  are  of  mild  steel,  pickled  and  stretcher  level 
a  .  ar^  blanked  and  formed  on  special  construction  dies 
with  all  edges  turned  in  to  eliminate  any  possibility  of 
injury  to  the  covering  fabric  and  designed  to  conform 
in  every  detail  with  the  tongs,  thus,  permitting  close 
stacking  of  the  folds.  The  hinge  plates  give  strength 
and  a  truss-like  action  and  controls  the  "operation  of 
the  partition.  When  opening  or  closing  this  hinge  plate 
prevents  the  extending  of  one  volute  to  its  limit  before 
,0Pe.rat'on  is  picked  up  by  the  adjoining  volute. 

V\  ith  hinge  plates  the  operation  is  instantaneous  across 
the  entire  partition.  1  he  vertical  construction  rods  are 
of  cold-rolled  steel — round,  straightened  and  cut  to  cor¬ 
rect  lengths.  All  exposed  mouldings  are  of  cold  rolled 
steel,  shaped  m  special  dies  to  conform  to  the  required 
design  and  specification.  All  track  and  exposed  mould¬ 
ings  are  finished  in  gray  enamel,  baked  on  by  Infra-Red 
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Ray  Energy  with  Hammerloid  effect.  Finish  hardware 
is  designed  for  utility,  appearance  and  beauty. 

The  covering  mat erjaJs  proposed  to  be  used  with 
these  doors  shall  consist  of  fabrics  approved  by  the 
Board  as  incombustible,  or  fabrics  flameproofed  in  ac¬ 
cordance  with  the  Board’s  rules,  or  where  no  fire-resis- 
tive  materials  are  required  by  law,  the  applicant  pro¬ 
poses  to  use  combustible  fabrics. 

An  inspection  of  an  installation  in  the  Department  of 
rublic  Works  sample  room  indicates  that  the  unit 
is  manufactured  as  described  herein  and  functions 
smoothly  and  freely. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  tests  recommends  that  Modernfold  Doors  as  de¬ 
scribed  herein  and  made  by  the  New  Castle  Products 

°f  rN?V  9\stIe<  Indiana,  be  approved  under 
U26- 191.0a  of  the  Administrative  Building  Code  for 
uses  and  under  conditions  as  follows  : 

Under  C26-239.0,  class  1,  and  C26-240.0,  class  2  con- 
struchon,  when  the  fabrics  are  of  a  type  approved  by 
the  Board  as  incombustible.  However,  its  use  shall  not 
be  permitted  to  enclose  cooking  spaces  in  multiple 
dwellings  which  require  a  one  hour  fire-resistive  enclo¬ 
sure.  When  covered  with  approved  incombustible  fab¬ 
rics,  its  use  in  multiple  dwellings  may  be  permitted 
elsewhere  than  enclosures  in  cooking  spaces  and  only 
where  specific  fire-resistive  ratings  are  not  required  by 

Under  C26-24J.0,  class  3  construction,  where  no  spe¬ 
cific  fire-resistive  rating  is  required.  When  used  in 
places  of  public  assembly  the  fabrics  shall  be  approved 
incombustible  materials  or  flameproofed  used  and  in- 
spected  as  required  by  the  Board’s  rules  covering  Tests 
of  hire-resistive  Flameproofed  Materials,  etc.  The  use 
ot  these  doors  may  be  permitted  in  multiple  dwellings 
in  such  places  where  specific  fire-resistive  rating  is  not 

Under  C26-242.0  as  a  partitioning  unit  except  when 
used  in  place  of  public  assembly,  the  fabrics  shall  be  ap¬ 
proved  incombustible  materials  or  flameproofed  as  re- 

qUTTnd  byrSe,?,°nard;S  rrleS  aS  Provided  hereinbefore. 
Under  C26-243.0,  class  5  construction,  when  the  fabric 

used  is  approved  by  the  Board  as  an  incombustible  ma¬ 
terial  except  that  in  factories  and  when  used  in  office 
spaces  which  are  separated  from  the  manufacturing 
space  by  approved  fire-resistive  construction,  combus¬ 
tible  fabrics  may  be  permitted  to  be  used  in  these  doors.  * 
Under  U-6-244  0,  class  6  construction,  with  incombus¬ 
tible  or  combustible  fabrics  except  that  in  places  of  pub¬ 
ic  assembly,  such  fabrics  shall  be  approved  incombus- 

vi  h  ™t?[iaIs1,or  ^meproofed  fabrics  in  accordance 
with  the  Boaids  rules  as  provided  hereinbefore.  When 

fact°n.es,’  such  fabrjcs  shall  be  approved  incom- 
matenals  except  when  the  office  space  is  sepa¬ 
rated  irom  the  manufacturing  space,  by  approved  fire- 
resistive  construction  combustible  fabrics  may  be  per¬ 
mitted  in  such  office  space.  1 

Under  C26-726.0  and  09-161. 1  when  the  fabrics  are 
ot  approved  incombustible  materials  or  flameproofed  as 
fore 'red  U"der  the  B°ard’S  ruIes  as  Provided  hereinbe- 

It  is  further  recommended  that  care  be  exercised  to 
provide  plumb  and  true  side  jambs  free  of  any  projec¬ 
tions  and  the  headjamb  or  any  finished  furring  for 
supporting^  the  track  be  perfectly  level  and  at  90  deg 
with  the  side  jamb,  with  bases  notched  out  when  re¬ 
quired  to  receive  these  doors  and  that  each  set  of  doors 
carry  a  decalcomania  or  metal  label  on  each  unit  reading 
as  follows  :  Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  162-43- 

therenf  ’’"  “w S*  accorda,?ce  w'th  the  requirements 
thereof.  When  approved  incombustible  or  flame- 

prooted  fabrics  are  used,  each  unit  shall  bear  additional 
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identification  as  is  required  under  its  own  specific  ap- 
Pr°Val‘  (Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

Whereas,  this  report  recommended  the  approval  of  this 
material 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Moderniold 
Doors,  on  condition  that  the  material  be  manufactured,  in¬ 
stalled,  used  and  labelled  in  accordance  with  the  above 
report. 

APPLIANCE  SUBMITTED  FOR  APPROVAL 

345-44-SA 

APPLICANT— Reliable  Products  Manufacturing  Co.,  Inc., 
owner. 

SUBJECT— Reliable  Heat  Exchanger,  approval  ot. 

APPEARANCES—  r  ,  „ 

For  Applicant:  Arthur  Wendelken. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 


THE  VOTE  TO  APPROVE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  ^ 

THE  RESOLUTION  (345-44-SA) 

Whereas,  the  Reliable  Products  Manufacturing  Co.,  Inc., 
owner,  filed  on  June  10,  1944,  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  appliance 
known  as  the  Reliable  Heat  Exchanger ;  and 

Whereas,  this  appliance  was  referred  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 

September  28,  1944 

Re:  Cal.  345-44-SA.  A  ,  , 

Subject:  Reliable  Heat  Exchanger,  Approval  oi. 

The  Reliable  Products'  Manufacturing  Company, 
Brooklyn,  New  York,  filed  an  application  with  the  Board 
of  Standards  and  Appeals  for  approval  of  the  Reliable 
Heat  Exchanger  (Fig.  1)  under  the  provisions  of  C19- 
57  of  the  Administrative  Code,  and  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals. 

DESCRIPTION 

The  Reliable  Heat  Exchanger  (Fig.  1)  is  an  oil  pre- 
heater  and  is  designed  to  prevent  any  oil  entering  the 
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heating  system  should  an  oil  tube  fracture  or  collapse. 
The  device  consists  of  an  inner  and  outer  jacket;  the 
inner  jacket  containing  the  oil  tubes  and  the  outer  jacket 
the  heat  source.  These  jackets  are  constructed  of  cast 

Jiron  for  low  pressures  and  steel  for  high  pressures. 

The  tubes  that  contain  oil  or  steam  may  be  of  copper, 
steel  or  stainless  steel.  The  device  is  provided  with  leg 
supports,  cleanout  openings  and  openings  for  aquastat. 

City  water  is  introduced  through  #20  (on  Fig.  1)  into 
inner  chamber.  It  acts  as  the  heating  medium  by  con¬ 
vection  for  the  oil  within  the  tubes  #5,  surrounded  by 
shell  #4.  This  water  is  filled  through  #12,  into  a 
chamber  #8,  to  the  height  indicated  at  #10.  This  water 
is  also  present  in  chamber  #15.  Oil  is  pumped  under 
pressure  through  #18  to  chamber  #17  to  tubes  #5, 
submerged  within  the  inner  chamber,  passing  through 
to  chamber  #14,  then  to  burner  through  #13. 

Apertures  #19  and  #11,  if  used,  are  for  increasing 
percentage  of  efficiency  by  recirculating  water  within 
the  inner  chamber  or  an  impeller  may  be  installed  at 
#16  to  create  turbulence. 

Water  maintained  in  chamber  #15  provides  additional 
heating  surface  for  chambers  #17  and  #14.  A  bolt  is 
provided  at  #23  for  the  support  of  shell  #4  at  #22, 
allowing  space  for  expansion  and  contraction. 

!  Should  tube  failure  occur,  the  oil  would  not  entrain 

within  the  chamber  #3  to  contaminate  the  boiler  water 
or  steam  but  would  be  forced  due  to  pressure  created 
in  tube  #5  through  #12  to  the  oil  storage  tank,  through 
relief  valve  #9.  Otherwise,  pressure  can  be  built  up  in 
the  inner  chamber  as  it  is  open  to  the  atmosphere  at 
>#17  and  further  protection  is  provided  by  relief  valve 
#9,  which  is  set  at  10  lbs. 

Should  failure  occur  and  pressure  be  built  up,  the 
system  may  be  so  arranged  as  to  sound  an  alarm. 

The  device  is  arranged  so  that  the  shells  can  be  read¬ 
ily  removed  and  replaced  for  cleaning  or  replacement 
of  tubes. 

This  device  was  inspected  and  tested  by  the  Com¬ 
mittee  on  Tests  of  the  Board  and  the  representative  of 
the  Bureau  of  Combustible  of  the  Fire  Department  at 
123  DeKalb  Avenue,  Brooklyn  and  found  to  function 
as  designed  and  is  in  compliance  with  Rule  7.2.2  of  the 
Oil  Burner  Rules  of  the  Board  of  Standards  and 
Appeals. 

RECOMMENDATION 

On  the  basis  of  the  inspection  and  test,  the  Committee 
on  Tests  recommends  that  the  Reliable  Heat  Exchanger 
be  approved  under  the  provisions  of  C19-57,  of  the  Ad¬ 
ministrative  Code,  and  Rule  7.2.2  of  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals,  for  use 
in  oil  burning  installations  when  installed  in  accordance 
with  the  requirements  of  this  report  and  the  Oil  Burner 
Rules  of  the  Board  of  Standards  and  Appeals,  pro¬ 
vided  the  appliance  bear  a  label  permanently  affixed 
reading:  Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  345- 
44-SA. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Reliable  Heat 
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Exchanger,  on  condition  that  the  appliance  be  manufactured, 
installed,  used  and  labelled  in  accordance  with  the  above 
report. 


Adjourned:  12:05  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 


TUESDAY  AFTERNOON,  OCTOBER  31,  1944 


I  i  esent .  Chairman  Murdock,  Commissioners 
and  Blum  and  Deputy  Chief  Gunn. 


Savage 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

43 4-4 4- A 

AP^LICANI  De  \oung,  Moscowitz  &  Rosenberg,  for 
cnmirr^A  Holding  Corp.  (Gertz  Dept.  Store),  owner. 
SU-oJULi — Application  reopened  October  17,  1944  re  Ap¬ 
peal  from  decision  of  the  acting  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 162-10  to  162-14  Jamaica  ave¬ 
nue,  South  side,  51  ft.  west  of  New  York  bolue- 
\ard,  92-15  to  92-29  Union  Hall  street  and  92-14 
92-20  New  York  boulevard  (Block  10102,  Lots 
4,  6,  13,  15,  72,  74  and  79),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Benjamin  Moscowitz  and  Herman 
M.  Sohen. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

^^TJON  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative:  Commissioner  Savage  . [  1 

THE  RESOLUTION  (434-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  162-10  to  162-14  Jamaica 
?VC™%so”th  sidTe>  5}  ft-  west  of  New  York  boulevard,  92-15 
to  92-29  Union  Hall  street  and  92-14  to  92-20  New  York 
boulevard  (Block  10102,  Lots  4,  6,  13,  15,  72,  74  and  79), 
Jamaica,  Borough  of  Queens,  was  granted  by  the  Board  on 
July  25,  1944,  on  certain  conditions;  and 

V  hereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas  on  October  17,  1944,  the  Board  reopened  this 
appeal  for  the  purp°se  0f  considering  additional  objections 
issued  by  the  borough  superintendent ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  September  26,  1944,  on  Alt.  Applic.  486-44,  reads  : 

r  2‘  /7xInce  the  existin§'  nonfireproof  building  exceeds 
four  (4)  stories  in  height,  a  legal  fire  wall  is  also  re- 
quired  between  such  building  and  the  new  six  (6)  story 
#P.  building  facing  Jamaica  Ave.,  Section  4.2.1  Build¬ 
ing  Code. 

4.  An  escalator  is  a  shaft  and  should  be  enclosed  as 
per  shaft  requirements.  Sec.  10.5.2  Building  Code  also 
as  per  sec.  6.4.1.9  (2)  B.C.” 
and 

Whereas,  the  applicant  contends  as  to  objection  2  that 

threino£tmg  S,1X  St0ry  n°n-fireproof  building  with  an  area 
of  19846  sq.  ft.  was  erected  when  the  Building  Code  per¬ 
mitted  such  height;  that  to  conform  with  the  present  Code 
tor  permissible  height,  the  adjoining  two  story  non-fireproof 
structure  measuring  35  ft.  on  Jamaica  avenue  and  extending 
"  rV?,1"-  in  dePth  wi!I  be  replaced  with  a  six  story  fire¬ 
proof  building  having  an  area  of  4,378  sq.  ft. ;  that  the  com¬ 
bined  area  of  this  fireproof  addition  and  the  existing  build¬ 
ing  total  24,224  sq.  ft.,  which  is  less  than  the  required  area 
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for  a  building  facing  on  three  streets  and  completely  sprin- 
klered;  that  the  new  six  story  fireproof  addition  will  have 
a  legal  stair  from  the  roof  to  the  street;  that  a  variance  is 
requested,  to  permit  the  six  story  fireproof  addition  to  be 
considered  as  part  of  the  existing  six  story  structure  with¬ 
out  requiring  a  fire  wall ;  that  this  permission  is  requested  in 
order  to  permit  proper  movement  of  merchandise,  display 
and  selling,  and  for  the  freedom  of  movement  oi  customers ; 
that  as  to  objection  4,  the  applicant  contends  it  is  requested 
that  the  Board  permit  the  escalator  installation  indicated  on 
plans  filed  with  this  appeal ;  that  the  escalator  will  run  from 
the  first  floor  to  the  sixth  floors  on  either  side  of  columns 
42  and  47,  as  indicated  on  plans  filed  with  this  appeal ;  that 
it  is  proposed  to  erect  a  fireproof  balustrade  with  a  steel 
roller  shutter  at  each  opening,  arranged  so  as  to  be  readily 
operated  by  hand  by  means  of  a  chain  permanently  secured 
by  heavy  rings  to  the  bottom  of  the  rail  of  the  shutter  and 
supported  on  hook  brackets,  so  as  to  be  at  all  times  readily 
available;  that  it  is  proposed  to  erect  around  the  floor 
openings  at  each  escalator,  a  2  inch  reinforced  concrete 
baffle  plate,  extending  down  two  feet  from  ceiling  and 
within  2  ft.  of  the  floor  opening,  continuously  around  each 
opening;  that  outside  of  these  baffle  plates  and  within  2  ft., 
there  will  be  constructed  and  maintained  a  sprinkler  curtain 
with  heads  spaced  4  ft.  apart ;  that  monitors  will  be  stationed 
near  each  escalator  opening,  instructed  to  immediately  close 
the  roller  shutter  upon  the  sounding  of  the  fire  alarm ;  that 
the  escalator  will  be  so  arranged  as  to  automatically  stop 
at  the  closing  of  the  roller  shutter. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  25,  1944  by  adding 
thereto: 

“that  the  decision  of  the  borough  superintendent  dated 
September  26,  1944,  on  Alt.  Applic.  486-44,  is  hereby 
modified  and  that  the  appeal  is  hereby  granted  as  to 
objection  2,  on  condition  that  the  requirements'  of  the 
resolution  adopted  by  the  Board  July  25,  1944  are  com¬ 
plied  with ;  that  the  ceilings  throughout  the  non- 
fireproof  portion  of  the  building  shall  be  protected  as 
therein  proposed;  as  to  objection  4,  that  the  escalator 
may  be  installed  from  the  first  to  the  sixth  floors  as 
herein  proposed  and  as  indicated  on  plans  marked  “Re¬ 
ceived  October  11,  1944”  and  “Received  October  25, 
1944”,  on  condition  that  the  protection  around  the  esca¬ 
lator  shall  be  as  proposed ;  that,  in  addition,  on  all  shut¬ 
ters  directly  above  the  bottom  rail,  there  shall  be  painted 
in  black  letters  not  less  than  3  in.  in  height,  the  words 
“close  shutter  to  floor”  with  an  arrow  pointing  down¬ 
wardly;  that  a  gong  shall  be  installed  at  each  escalator 
run,  operated  by  means  of  push  buttons  located  centrally, 
two  to  a  floor,  the  pushing  of  any  such  button  to  ring 
gongs  on  all  floors  as  a  signal  to  close  escalator  curtains  ; 
that  instructions  to  all  superintendents  and  section 
managers  shall  include,  in  addition  to  general  instruc¬ 
tions  as  to  use  of  fire  extinguishing  equipment  and  exits 
in  case  of  fire,  instruction  and  monthly  drill  as  to  closing 
escalator  shaft  curtains,  so  that  responsibility  will  at 
all  times  be  fixed  on  attendants  on  each  floor  to  the  end 
that  curtains  are  immediately  closed  upon  the  sounding 
of  the  gong  signal;  that  the  closing  of  curtains  shall 
automatically  stop  all  escalators ;  that  in  all  other  re¬ 
spects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  other  than 
as  modified  under  Cal.  90-34-A,  280-38-A,  290-40-A,  46o- 
43-A  and  306-44-A  in  so  far  as  modification  of  Jaw 
under  these  appeals  apply  to  the  buildings  as  altered.” 


536-44-A 

APPLICANT— Raymond  Irrera,  for  Lillie  Nesbett,  owner 
(Marion  Spinnler,  lessee).  v 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 


PREMISES  AFFECTED— 216-16  28th  avenue,  south  side, 
200  ft.  east  of  216th  street  (1st  and  2nd  floors)  ; 
(Block  6019,  Lot  103),  Bayside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Raymond  Irrera. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (536-44-A) 

Whereas,  Raymond  Irrera,  for  Lillie  Nesbett,  owner 
(Marion  Spinnler,  lessee),  filed  September  19,  1944,  an  ap¬ 
peal  from  a  decision  of  the  borough  superintendent,  affect¬ 
ing  premises  216-16  28th  avenue,  south  side,  200  ft.  east  of 
216th  street  (1st  and  2nd  floors)  ;  (Block  6019,  Lot  103), 
Bayside,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  July  31,  1944,  reconsideration  denied  September  8, 
1944  on  Alt.  Applic.  189-44  reads : 

“1.  Proposed  change  of  use  of  frame  dwelling  for 
a  sanitarium  is  contrary  to  sec.  4.1.3  and  4.2.1  of  Bldg. 
Code. 

2.  Provide  two  hour  enclosure  around  stairs  as  per 
section  6  of  B.C. 

3.  Provide  second  means  of  exit  as  per  section  6  of 
B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2J4 
stories  (35  ft.)  in  height,  47  ft.  by  44  ft.  in  area,  of  class  4 
construction,  erected  in  1908,  located  in  a  residence  use  F 
area  district  and  used  since  August  1942  as  follows  :  cellar — 
boiler  room,  laundry  and  storage;  1st  floor — dwelling; 
2nd  floor— dwelling ;  attic— dwelling  and  storage ;  pro¬ 
posed  to  be  used  and  occupied :  cellar — boiler  room,  laundry 
and  storage — no  persons  ;  1st  floor — kitchen,  dining  room 
and  living  room — 3  persons ;  2nd  floor- — dwelling  (cham¬ 
bers) — 15  persons;  attic — dwelling  for  operator — 5  persons; 
that  the  building  is  equipped  with  two  4  ft.  wide  wood  stairs 
leading  directly  to  the  street,  enclosed  in  wood  partitions, 
equipped  with  wood  doors  which  are  not  self-closing  and 
that  there  is  a  scuttle  to  the  attic ;  and 

Whereas,  the  applicant  contends  that  the  exterior  walls 
of  the  first  story  are  brick  veneer ;  that  the  second  and  attic 
stories’  exterior  walls  are  covered  with  Portland  cement 
stucco ;  that  there  is  a  garage  at  the  rear  of  the  building  to 
be  maintained  as  a  private  garage;  that  the  building  has 
been  occupied  since  August  1942  as  a  nursery  home  for 
aged  persons,  which  occupancy  is  as  follows :  cellar — boiler 
room,  storage  and  laundry — no  persons ;  1st  floor — living 
room,  dining  room,  kitchen,  library  and  study  room  used 
at  times  as  sitting  rooms ;  2nd  floor — chambers  and  bath¬ 
rooms— 16  persons;  attic  floor  as  sleeping  quarters  for  the 
operator,  consisting  of  two  adults  and  three  children;  that 
the  first  floor  has  no  sleeping  accommodations  and  is  used 
by  the  occupants  of  the  2nd  floor  during  the  daytime;  that 
the  cellar  is  served  by  two  exits,  one  of  which  is  an  interior 
stair  to  the  1st  floor  and  the  other  a  rear  exit  from  the 
laundry  room  to  the  rear  yard;  that  the  boiler  room  is 
separated  from  the  balance  of  the  cellar  by  masonry  walls, 
equipped  with  a  metal  covered  door  between  the  boiler  room 
and  laundry  room ;  that  the  portion  of  the  ceiling  over  the 
boiler  room  is  fire-retarded  and  the  balance  of  the  ceiling 
is  gypsum  plaster  over  wood  lath  and  in  good  condition; 
that  the  first  floor  has  three  exits,  one  at  the  front,  one  at 
the  side  and  one  at  the  rear;  that  the  side  and  rear  doors 
are  2  ft.  9  in.  wide  and  will  be  made  to  swing  outwardly; 
that  these  doors  lead  to  the  side  and  rear  yards  respectively ; 
that  the  front  door  is  44  in.  wide  and  will  be  made  to  swing 
outwardly,  leading  to  the  open  porch  and  thence  to  the 
street;  that  the  2nd  floor  is  served  by  two  wood  stairs,  the 
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mam  stairway  is  4  ft.  2  in.  wide  leading  to  the  main  hall  at 
the  hrst  floor,  the  second  stairs  terminates  on  the  first  floor 
with  access  to  the  main  hall  and  kitchen,  which  has  a  door 
leading  to  the  rear  yard;  that  the  attic  floor  is  served  by 
wo  stairways,  the  main  stair  is  4  ft.  3  in.  wide  and  leads  to 
the  mam  hall  and  the  other  stair  which  is  2  ft.  6  in  wide 
connects  to  the  secondary  stair;  that  the  operator  of  this 
home  hoards  and  cares  for  elderly  persons,  none  of  whom 
are  crippled  or  incapacitated ;  that  the  building  is  ideal  for 
he  purpose  intended  and  although  it  is  of  frame  construc- 
.on,  the  brick  veneer  on  the  first  floor  and  stucco  above 
end  to  the  leasibihty  of  granting  a  modification  for  the 
proposed  use;  that  the  neighborhood  is  suitable  for  such 
an  occupancy;  the  applicant  further  contends  that  exit  facili¬ 
ties  are  good  for  the  number  of  occupants  proposed  and 
requests  modification  of  section  4.1.3  and  4.2.1,  permitting 
the  use  of  the  building  as  a  nursing  home. 

Resolved, that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  189-44,  objections  1,  2  and  3,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  additional  doors  between 
chambers  and  a  cross-partition  in  the  main  second  story 
hall  and  exterior  stairway  shall  be  constructed,  as  indicated 
on  revised  plans  marked  “Received  October  27,  1944,”  ex¬ 
cept  that  the  exterior  stairway  shall  be  so  constructed  as  to 
run  parallel  with  the  rear  of  the  building  and  with  a  plat¬ 
form  of  sufficient  length  so  as 'to  permit  additional  access 
thereto  from  the  window  of  the  chamber  in  the  southeast 
corner  as  well  as  the  spaces  as  shown;  that  such  stair  shall 
be  arranged  at  45  degrees  instead  of  60  degrees  as  shown  • 
that  from  such  platform  there  shall  be  a  double-rung  ladder 
constructed,  to  provide  additional  means  of  egress  from  the 
attic  story;  that  changes  in  the  swing  of  doors  shall  be 
made  as  shovvn ;  that  otherwise  the  building  shall  be  ar- 
langed  as  indicated  on  plans  filed  with  this  appeal  marked 
Received  September  19,  1944”;  that  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  may  direct,  including  sprinkler  heads  in  kitchen  which 
may  be  fed  from  the  domestic  water  supply ;  that  on  the 
athc  story,  the  partition  and  door  to  primary  means  of  exit 
s . all  be  changed  so  that  a  door  will  be  provided  swinging 
directly  into  the  stair  enclosure  and  an  additional  door  to 
close  off  the  hallway  between  the  primary  and  second  means 
of  exit;  that  in  all  other  respects,  the  premises  shall  be 
maintained  as  proposed  and  the  occupancy  shall  at  no  time 
>e  greater  than  as  set  forth  and  that  in  all  other  respects 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  a  certificate  of  occu¬ 
pancy  shall  be  obtained ;  that  this  variance  shall  be  for  a 
teim  of  two  years  from  the  date  of  this  resolution. 


547-44- A 

APPLICANT — Lama  and  Proskauer,  for  Otto  Schafer, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 813  Nostrand  avenue,  east  side, 
37  ft.  9  in.  south  of  Union  street  (1st  floor)  ; 

APPEARANCEff^’  ^0t  Borough  Brooklyn. 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

PF  BOARD— Appeal  granted  on  condition. 

1  HE  V  OTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (547-44- A) 

Whereas,  Lama  and  Proskauer,  for  Otto  Schafer,  owner 
filed  September  26,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  813  Nostrand 


flooT’  fm  lid,Vf  Tft'  L?1-  south  of  Union  street  (1st 

WhfrkIs  H  127 a'  •L°l  109f*’  ,Borou&h  of  Brooklyn;  and  . 

U  hereas,  the  decision  of  the  borough  superintendent 

dated  September  7,  1944,  on  P.  A.  Applic.  656-44,  reads : 

L  Exits  to  comply  with  Sect.  6.1 .2.2.2,  capacity  in 
excess  of  75  persons.  * 

2.  Door  width  to  comply  with  6  2  1” 
and  ‘  '  ' 

Whereas,  the  applicant  states  that  the  building  is  3 

flo°orreS18(  H  V  m  fh^ht’  18  ft  by  80  ft'  in  arca  m  1st 

floor  18  ft.  by  60  ft.  in  area  at  typical  floor,  of  class  3 

construction,  erected  in  1914,  located  in  a  business  use  C 

area  district  and  used  and  occupied  since  19?0  as  fol 

lows:  cellar— ordinary ;  1st  floor-ice  cream  parlor— 114 

persons;  2nd  floor — dwelling — 1  family;  3rd  floor — dwellin'* 

—l  family;  proposed  to  be  used  and  occupied:  cellar— 

same;  !st  floor— ice  cream  parlor— 102  persons;  2nd  floor 

—dwelling— 1  family;  3rd  floor— dwelling— 1  family;  and 

V)  hereas,  the  applicant  contends  that  the  first  floor  oc¬ 
cupies  the  entire  plot  with  the  exception  of  a  4  ft.  by  4  ft 
?p,e?  c°urt,at  tbe  rear,  where  there  is  a  stationary  iron 
adder  leading  directly  to  the  one  story  extension  roof  • 
that  at  the  present  time  there  is  a  2  ft.  10  in.  clear  open 
entrance  door  to  the  street;  that  behind  the  fountain  there 
is  a  1  ft.  8  in.  door  to  vestibule  which  leads  to  the  street- 
that  the  stationary  iron  ladder  in  the  4  ft.  by  4  ft  open 
court  at  the  rear  leads  directly  to  the  roof  of  the  one  storv 
extension,  which  is  on  the  same  level  as  the  one  story 
fireproof  extension  of  an  adjoining  sub-station ;  that  this 
sub-station  extension  leads  to  Union  street;  that  to  the 
south  there  is  a  3  ft.  5  in.  court  between  the  fireproof  sub¬ 
station  of  the  building  and  the  premises  in  question ;  that 
a  no  time  is  the  ice  cream  parlor  and  luncheonette  occu¬ 
pied  to  its  capacity;  that  there  is  no  possible  means  of  pro¬ 
viding  additional  exits  and  in  view  of  these  facts  it  is 
re9^ted  that  this  appeal  be  granted ;  and 

\\  HEREAS,  the  conditions  as  now  existing  appear  to  have 
been  accepted  by  the  borough  superintendent  under  Alt. 
Applic.  6651-3-,  Permit  #4529-35  and  Certificate  of  Oc¬ 
cupancy  #91203-39  issued  March  6,  1939,  against  such  Per¬ 
mit  Alteration  4529-35. 

Resolved  that  the  decision  of  the  borough  superintendent 
acting  on  1  .  A.  Applic.  656-44,  objections  1  and  2,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  panted  on  condition  that  the  plans  as  approved  under 
1  ernnt  #4529-35  and  Certificate  of  Occupancy  #91203-39 
sha  be  complied  with;  that  the  ceiling  of  the  kitchen 
shall  be  fire-retarded  and  in  addition,  at  least  two  sprinkler 
heads  shall  be  installed  on  the  ceiling  within  the  kitchen 
space  which  may  be  fed  from  the  domestic  water  supply- 
that  the  number  of  persons  on  the  first  floor  shall  at  no 
time  exceed  102  persons,  including  five  employees;  that  the 
existmg  ladder  from  rear  court  to  roof  shall  be  maintained  - 
that  this  condition  may  continue  so  long  as  there  is  a  roof 
i  thf,  Sjam<r  ,hei,g.ht  adjoining  at  the  rear,  as  indicated  on 
m  Wlth  thV\.aPPeal  marked  “Received  September  26 
f ) 44  ;  that  any  additional  scuttle  with  a  easy-opening  device 
and  a  double-rung  ladder  leading  thereto,  shall  be  con¬ 
structed  to  the  one-story  roof  west  of  the  men’s  toilet  - 
that  a  sign  and  light  shall  be  maintained  at  the  entrance 
from  the  kitchen,  reading  “Exit  from  Kitchen  to  Fire 
Escape  ;  that  in  all  other  respects,  the  building  and  oc¬ 
cupancy  shall  comply  with  all  laws  and  rules  applicable 
thereto. 


for  Ashwill  Cor- 


551-44-A 

APPLICANT — Cafiero  and  Lacerenza, 
poration,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

pREMISES  AFFECTED-!25-135  Ashland  place  and  231- 
241  Willoughby  street,  northeast  corner  (basement 
and  st  floor);  (Block  2071,  Lot  1),  Borough  of 
Brooklyn. 
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APPEARANCES— 

For  Applicant :  William  R.  Lacerenza., 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 

THE  RESOLUTION  (551-44-A) 

Whereas,  Cafiero  and  Lacerenza,  for  Ashwill  Corpora¬ 
tion,  owner,  filed  September  26,  1944,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises 
125-135  Ashland  place  and  231-241  Willoughby  street,  north¬ 
east  corner  (basement  and  1st  floor)  ;  (Block  2071,  Lot  1), 
Borough  of  Brooklyn  ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  20,  1944  on  Alt.  Applic.  432-44,  reads: 

“1.  Proposed  accommodation  stairways  to  be  3  ft. 

8  in.  wide  and  to  be  enclosed  as  per  sect.  270  of  the 

Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  sto¬ 
ries  (40  ft.  6  in.)  in  height,  100  ft.  by  100  ft.  in  area,  of 
class  1  construction,  erected  in  1922,  located  in  a  manufactur¬ 
ing  use,  B  area  district  and  used  and  occupied  since  1922: 
basement — boiler  room — 2  persons;  1st  floor — office  and 
factory — 90  persons;  2nd  floor — manufacturing  of  metal 
units— 90  persons;  3rd  floor— manufacturing  of  metal 
units — 90  persons,  proposed  to  be  used  and  occupied:  base¬ 
ment — boiler  room,  lavatories,  locker  rooms — 100  persons; 
1st  floor— same;  2nd  floor— same ;  3rd  floor— same;  that  the 
building  is  equipped  with  two  3  ft.  8  in.  fireproof  stairs  from 
the  roof  to  the  street;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to  ex¬ 
cavate  the  portion  of  the  building  north  of  existing  boiler 
room,  creating  new  basement,  to  be  used  as  locker  room ; 
store  rooms;  recreation  room  and  wash  and  water  closet 
rooms  for  both  sexes ;  to  underpin  present  walls  where  re¬ 
quired;  to  construct  new  first  floor  of  protected  structural 
steel  members  and  reinforced  concrete  flat  arches ;  to  erect 
new  partitions  of  terra  cotta  blocks ;  to  provide  two  supple¬ 
mentary  accommodation  stairs,  3  ft.  wide,  of  reinforced 
concrete,  enclosed  in  basement  with  6  in.  terra  cotta  block, 
hall  partitions  with  openings  therein  protected  by  J4  hour 
self-closing  doors;  and 

Whereas,  the  applicant  contends  that  the  exit  facilities 
consist  of  three  stairs,  designated  on  plans  as  numbers  1,  2 
and  3;  that  stairs  numbers  1  and  3  extend  from  the  base¬ 
ment  to  the  roof  and  are  regulation  Labor  Law  stairs,  3  ft. 
8  in.  wide,  constructed  of  reinforced  concrete  enclosed  in 
6  in.  terra  cotta  block,  stair  hall  partitions  with  openings 
protected  by  self-closing  fireproof  doors  and  lead  directly  to 
streets;  that  stair  number  2  is  a  service  stair  extending  be¬ 
tween  first  floor  and  basement  and  also  leads  to  the  street; 
that  the  entire  building  is  occupied  by  the  owner  for  the 
manufacture  of  small  metal  parts  for  the  war  effort^  that 
since  stairs  4  and  5  are  not  required  exit  stairs,  it  is  re¬ 
quested  that  the  Labor  Law  be  modified,  to  allow  them  to  be 
3  ft.  wide  and  enclosed  to  the  1st  floor  only. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  432-44,  objection  !,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  two  pro¬ 
posed  accommodation  stairways  as  shown  shall  be  not  less 
than  3  feet  in  width  each  and  enclosed  on  the  cellar  story 
with  a  fireproof  self-closing  door  at  the  foot  of  each  land¬ 
ing;  that  a  cross-partition  shall  be  constructed  at  the  foot 
of  stair  5  so  as  to  separate  the  men’s  toilet  space  from  the 
women’s  toilet  space;  and  that  the  other  means  of  exit, 
namely  the  primary  means  of  exit  1,  2  and  3,  as  shown 
on  plans  filed  marked  “Received  September  26,  1944”  shall 


be  maintained  as  described  and  as  proposed ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


5  56-4 4- A 

APPLICANT— Artograph  Paper  Box  Co.,  Inc.,  lessee,  for 
Adolf  Simson,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 401  Lexington  avenue,  north 
side,  225  ft.  west  of  Tompkins  avenue  (1st  and 
2nd  floors);  (Block  1799,  Lot  55),  Borough  of 

Brooklyn. 

APPEARANCES—  o  . 

For  Applicant:  Louis  Barnett  and  Samuel  Gard- 
stein. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  .  ® 

THE  RESOLUTION  (556-44-A) 

Whereas,  Artograph  Paper  Box  Co.,  Inc.,  lessee,  for 
Adolf  Simson,  owner,  filed  October  3,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
401  Lexington  avenue,  north  side,  225  ft.  west  of  Tompkins 
avenue  (1st  and  2nd  floors)  ;  (Block  1799,  Lot  55),  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  21,  1944,  on  Alt.  Applic.  2667-44,  reads : 

“1.  Proposed  change  of  use  from  public  garage  to 
factory  in  a  two  story  structure  would  violate  section 
2. 1.3. 5  Bldg.  Code,  insofar  as  existing  exits  do  not 
comply  with  Sec.  270  of  Labor  Law.” 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (23  ft.)  in  height,  105  ft.  by  100  ft.  in  area,  of 
class  3  construction,  erected  in  1925,  located  in  an  unre¬ 
stricted  use,  C  area  district  and  used  and  occupied  as  a 
public  garage  pursuant  to  Certificate  of  Occupancy  29381 
issued  June  16,  1925,  and  proposed  to  be  used  and  occupied : 
cellar— boiler  room;  1st  floor— paper  box  factory— 6  per¬ 
sons;  2nd  floor— paper  box  factory— 25  persons;  that  the 
building  is  equipped  with  one  3  ft.  2  in.  wide  fireproof  stair 
enclosed  in  6  in.  terra  cotta  blocks,  equipped  with  a  3  ft. 
wide  self-closing  fireproof  door  at  the  second  story  and 
leading  directly  to  the  street;  and  _  . 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
convert  the  use  of  the  building  to  a  paper  cutting  factory , 
that  the  building  is  fireproof,  except  the  roof  construction ; 
that  as  a  second  means  of  egress,  it  is  proposed  to  convert 
the  existing  ramp  to  a  stairway  5  ft.  6  in.  wide;  that  the 
width  of  the  proposed  stairway  in  excess  of  the  required 
3  ft.  8  in.,  is  to  compensate  for  the  reduced  width  of  the 
existing  stairway ;  that  while  the  proposed  occupancy  is 
six  persons  on  the  first  floor  and  25  persons  on  the  2nd 
floor,  it  may  subsequently  develop  that  this  number  will  be 
increased  to  ten  persons  on  the  first  floor  and  30  persons 
on  the  2nd  floor;  that  the  two  means  of  egress  as  pro¬ 
posed,  should  be  more  than  adequate. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  2667-44  and  that  the  appeal  be  and  it  hereby 
is  i granted  as  to  objection  1,  on  condition  that  the  primary 
means  of  exit  shall  not  be  less  than  that  shown  on  plans 
filed  with  this  appeal  marked  “Received  October  2,  1944  ; 
that  such  stairs  shall  be  continued  to  the  roof  by  means 
of  a  steel  stair;  that  the  secondary  means  of  exit,  consist¬ 
ing  of  steps  constructed  on  the  existing  ramp,  shall  be 
maintained,  leading  directly  to  the  street;  that  near  the 
top  of  such  run  on  the  second  floor  level,  there  shall  be  a 
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SCUt  i  6 j  *{?  . ro?/’  WIt^  an  easy  opening  fastener  and 

reached  by  a  double  rung  steel  ladder ;  that  such  portable 
nre  lighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct ;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


571-44-A 

APPLICANT— Samuel  Rosenblum,  for  Panel  Holding 
Corporation,  owner. 

SUBJECT  Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 231-235  East  42nd  street,  north 
side,  130  ft.  west  of  Second  avenue  (Block  1316 
Lot  18),  Borough  of  Manhattan 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

,^T^J°IAdministration:  Peter  Maher,  Fire  Dep’t. 
^CTION  OF  BOARD— Appeal  granted  on  condition. 
1HE  VOTE — 

Affirmative  c  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 

THE  RESOLUTION  (571-44-A) 

Whereas,  Samuel  Rosenblum,  for  Panel  Holding  Cor¬ 
poration,  owner,  filed  October  6,  1944,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  231-235 
East  42nd  street,  north  side,  130  ft.  west  of  Second  avenue 
(Block  1316,  Lot  18),  Borough  of  Manhattan;  and 
.  ”  hereas,  Order  31915-LF,  issued  by  the  fire  commis¬ 
sioner  September  8,  1944,  reads: 

“1.  Replace  missing  iron  shutters  at  all  openings  in 
the  exterior  wall,  above  the  first  story  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft.  above 
a  neighboring  roof  on  the  northwest  side  of  231-235 
East  42nd  street,  or  other  approved  protection.  Sec 
491a-2.2.0  Adm.  Code.” 
and 

Whereas,  the  applicant  states  that  the  building  is  5  sto¬ 
ries  (67  ft.)  in  height,  75  ft.  by  100  ft.  5  in.  in  area  at  1st 
floor,  75  ft.  by  97  ft.  in  area  at  typical  floor,  of  class  3  con¬ 
struction,  erected  in  1872,  located  in  a  business'  use,  B  area 
district  and  used  since  prior  to  1916  as  follows:  cellar- 
storage  and  boiler  room — no  persons;  1st  floor — stationery 
store— 10  persons;  2nd  floor — assembling  fire  equipment — 
15  persons;  3rd  floor — manufacturing  furniture — 10  persons; 
4th  floor— manufacturing  picture  frames— 20  persons;  5th 
floor-manufacturing  coats  and  aprons— 35  persons;  that 
the  building  is  equipped  with  a  two  source  sprinkler  system, 
one  interior  stairs  44  in.  wide  of  wood  construction,  enclosed 
in  fire  resistive  partitions,  leading  from  the  roof  bulkhead 
to  the  street  and  equipped  with  fireproof  self-closing  doors 
and  one  horizontal  exit,  as  indicated  on  plans  filed  with  this 
appeal ;  and 

Whereas,  the  applicant  contends  that  the  windows'  in 
question  face  an  open  yard,  directly  opposite  a  vacant  lot  ; 
that  the  only  exposures  are  a  multiple  dwelling  diagonally 
opposite;  that  the  building  is  equipped  w-ith  a  two  source 
sprinkler  system,  and  the  sprinkler  heads  are  so  situated 
that  they  actually  form  equivalent  protection  ;  that  on  the 
2nd  and  3rd  floors,  a  line  of  sprinklers'  is  situated  three  feet 
from  the  rear  wall,  and  many  of  the  heads  are  directly  in 
front  of  the  windows;  that  on  the  4th  and  5th  floors,  the 
sprinkler  line  is  4  ft.  from  the  rear  wall;  that  inasmuch 
as  the  building  is  only  5  stories  in  height,  and  the  open  yards 
and  the  protection  now  afforded  by  the  sprinkler  system,  it 
is  requested  that  the  order  be  modified. 

Resolved,  that  the  order  of  the  fire  commissioner,  #31915- 
LF  objection  1,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  two- 
source  sprinkler  system  with  central  station  waterflow  alarm 


shall  be  maintained  and  sprinkler  heads  shall  be  maintained 
opposite  each  window  in  question  or  within  approximately 
4  it.,  thereof,  as  indicated  on  filed  plan,  also  at  the  window 
opening  on  the  interior  court  of  this  building,  as  indicated  on 
P™  filed  ™lth„this  appeal  marked  “Received  October  6, 
’  taat,  m  a  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 

Tiir?o°o0thcr  than  as'  mod>fied  by  the  Board  under  Cal. 
441-10-0. 


589-44-A 

APPLICANT— Jules  Lewis,  for  Abgus  Realty  Corp. 
owner. 

^pipJptJT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 461-467  10th  avenue  and  500- 
504  West  36th  street,  southwest  corner  (1st  to 
6th  floors)  ;  (Block  707,  Lot  39),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Jules  Lewis. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THE1  VOTeT  B0APD— Appeal  Sranted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 

THE  RESOLUTION  (589-44-A) 

Whereas,  Jules  Lewis,  for  Abgus  Realty  Corp.,  owner, 
hied  October  16,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  461-467  10th  ave¬ 
nue  and  500-504  West  36th  street,  southwest  corner  (1st  to 
6th  floors);  (Block  707  Lot  39),  Borough  of  Manhattan- 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  25,  1944,  on  Alt.  Applic.  1040-44,  reads  : 
c  Construction  of  building  is  required  to  conform 
to  Sec.  270  L.  L.  in  all  respects  as  two  additional 
stories  were  erected  after  Oct.  1,  1913,  increasing  the 
height  of  building  from  four .  stories  to  six  stories. 
Building  does  not  conform  with  mandatory  require¬ 
ments  of  said  section  in  the  following  respects: 

a.  Both  stairs  do  not  extend  to  roof. 

b.  Doors  to  stairs  not  3'  8"  in  width  at  all  floors. 
c-  Treads  and  risers  not  10"  exclusive  of  nosing 

and  734,  respectively.  Width  of  stairs  not  3'  8" 
throughout. 

d.  Stairs  not  enclosed  in  partitions  having  a  fire 
resistive  rating  of  3  hours  as  required  by  Labor  Law 
and  Building  Code. 

2.  Fire  windows  required  throughout  building  as 
per  Sec.  264.6  L.  L.,  Sec.  270  L.  L.” 

and 

Whereas,  the  applicant  states  the  building  is  six  stories 
(76  ft.  8  in.)  in  height,  74  ft.  1  in.  by  100  ft.  in  area'- 
Class  1  construction;  erected  in  1911,  extended  in  height 
2  stories  in  1918 ;  located  in  an  unrestricted  use  district  and 
used  since  September  1,  1944,  for  dead  storage  of  automo¬ 
biles;  proposed  to  be  used  and  occupied  as  follows:  cellar 
storage,  no  persons;  1st  floor,  manufacturing  radio  parts,’ 
aO  persons ;  2nd  to  6th  floors,  manufacturing  radio  parts, 
70  persons  per  floor;  that  the  building  is  equipped  with 
standpipe  and  interior  fire  alarm  systems  and  fire  drills 
will  be  maintained;  that  there  are  two  interior  stairs  of 
steel  construction  with  cement  treads,  fireproof  enclosed 
equipped  with  fireproof  self-closing  doors,  one  of  which 
goes  to  the  roof  and  both  directly  to  the  street,  one  stair 
is  3  ft.  2  in.  and  the  other  stair  is  3  ft.  8  in.  wide;  and 
Whereas,  the  applicant  contends  that  the  building  was 
erected  4  stories,  fireproof,  in  1911  as  a  loft  building  and 
plans  filed  at  the  time  of  erection,  indicate  it  was  designed 
for  two  additional  future  stories;  these  two  additional 
stories  were  constructed  in  accordance  with  Alt.  Applic 
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15-1918  and  approved  for  use  as  a  factory;  that  in  1921, 
the  building  was  rented  as  a  storage  garage,  for  which 
certificate  of  occupancy  was  issued;  that  the  present  owner 
who  purchased  the  building  in  good  faith  as  a  factory 
building,  requires  its  use  as  such  for  the  manufacture  and 
assembly  of  electronic  devices,  under  contract  to  the  Navy; 
and 

Whereas,  the  applicant  contends  as  to  objection  1-a,  that 
the  front  stair  goes  to  the  roof;  that  the  rear  stair  does 
not  go  to  the  roof ;  that  this  condition  was  approved  at  the 
time  the  two  stories  were  added;  that  adjoining  roofs  are 
not  accessible,  thus  there  is  no  advantage  in  carrying  the 
second  stair  to  the  roof ;  that  the  building  exceeds  by  only 
one  story,  the  height  limit  permitting  only  one  stair  to 
reach  the  roof;  as  to  objection  1-b,  that  the  size  of  the 
stair  doors  on  the  1st  to  4th  floors  was  approved  at  the 
time  of  erection  of  building  and  again  in  1918;  that  the 
doors  on  the  4th  floor  were  changed  in  1918  to  3  ft.  8  in. ; 
that  the  doors  on  the  5th  and  6th  stories  are  3  ft.  8  in. ; 
that  the  original  doors  to  the  stairs  on  the  2nd  and  3rd 
stories  are  2  ft.  8  in. ;  that  the  exit  door  to  the  street  from 
the  front  stair  is  3  ft.  wide  and  from  rear  stairs,  4  ft.  2  in. 
wide;  as  to  objection  1-c,  that  the  width  of  the  treads  in 
the  1st  to  3d  stories  varies  between  9%  in.  to  9)4  in.; 
that  in  the  4th  to  6th  stories,  they  are  9j^"  ;  exclusive  of 
nosing;  that  with  nosing  they  would  be  1  in.  wider;  that 
these  sizes  were  approved  in  1911  and  1918;  that  the  risers 
are  not  greater  than  7)4  in-  throughout ;  that  the  width  of 
the  front  stairs  at  1st  floor  is  3  ft.  5  in.;  at  2nd  floor,  3  ft. 

2  in.  clear  of  handrail  and  3  ft.  6  in.  clear  of  handrail  at 
3rd  and  4th  stories;  that  in  the  5th  to  6th  stories  it  is 

3  ft.  9  in.  clear;  that  the  rear  stair  in  1st  story  is  3  ft.  3  in. 
clear ;  above  the  3d  story,  it  is  the  same  as  the  front 
stair ;  that  inasmuch  as  handrails  are  permitted  to  project 
3^2  in.  into  the  stair,  this  amount  should  be  added  to  the 
above  widths ;  that  for  buildings  erected  before  1913,  the 
capacity  of  the  stairs  in  the  1st  to  4th  stories  is  more  than 
adequate  for  the  number  of  occupants  ;  and  contends  as  to 
objection  1-d,  this  objection  applies  only  to  the  front  stairs 
in  the  1st  to  4th  stories  and  the  rear  stairs  in  2nd  and  3rd 
stories ;  that  in  these  stories,  the  enclosure  consists  of  4  in. 
terra  cotta  blocks,  cement  plastered  both  sides ;  that  the 
rear  stair  in  the  1st  story  is  enclosed  in  8  in.  brick;  that 
the  stairs  in  other  stories  are  enclosed  in  6  in.  terra  cotta 
blocks ;  that  the  enclosures  on  the  first  4  stories  are  of  far 
greater  fire  protection  than  those  permitted  under  Section 
271. 2-c  of  the  Labor  Law  for  buildings  erected  prior  to 
1913;  and  contends  as  to  objection  2,  that  this  objection 
applies  only  to  the  street  windows ;  that  the  lot  line  win¬ 
dows  are  fireproof ;  that  under  Section  264.7b,  for  build¬ 
ings  erected  prior  to  1913,  the  windows  need  be  fireproof 
only  when  it  exceeds  150  ft.  in  height;  that  the  windows, 
therefore,  on  the  first  four  stories  are  covered  by  this  pro¬ 
vision  ;  that  under  Section  264.7a,  for  buildings  erected 
after  1913,  the  windows  are  required  to  be  fireproof  when 
the  building  is  more  than  70  ft.  in  height ;  that  this  build¬ 
ing  exceeds  this  limit  by  6  ft.  8  in.,  less  than  one-half  of 
the  story  height,  which  is  13  ft.  6  in. ;  that  under  the  Build¬ 
ing  Code,  the  front  windows  need  be  fireproof  only  when 
the  building  exceeds  150  ft.  in  height;  and 

Whereas,  Certificate  of  Occupancy  24135,  issued  for 
garage  and  dead  storage  of  automobiles,  indicated  that  the 
building  is  designed  to  sustain  a  live  load  of  120  lbs.  per 
sq.  ft.  throughout. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1040-44  and  that  the  application  be  and  it 
hereby  is  granted  as  to  objection  1-a,  b,  c,  d,  on  condition 
that  the  primary  and  secondary  means  of  escape,  consisting 
of  two  enclosed  stairways  as  indicated  on  plans  filed  with 
this  appeal  marked  “Received  October  16,  1944”.  shall  be 
maintained ;  that,  in  addition,  the  rear  stair  shall  be  con¬ 
structed  so  as  to  continue  to  the  roof ;  that  such  stair  to 
the  roof  shall  be  not  less  than  3  ft.  clear  width ;  that  the 
number  of  occupants  per  floor  shall  not  exceed  that  law¬ 


fully  permitted  by  the  width  of  the  stairways  under  the 
standards  as  permitted  in  Section  271  of  the  Labor  Law; 
as  to  objection  2,  that  the  building  shall  not  further  be  in¬ 
creased  in  height  or  area ;  that  the  standpipe  system,  in¬ 
terior  alarm  system  and  fire  drills  shall  be  maintained  to 
the  satisfaction  of  the  fire  commissioner;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto ;  that  a  new 
Certificate  of  Occupancy  shall  be  obtained. 


134-44- A 

APPLICANT — Henry  Nordheim,  for  Max  Schonbuck, 
owner. 

SUBJECT— Application  for  consideration— reopening  to 
consider  additional  objections  re  Appeal  from  a 
decision  of  the  borough  superintendent  (previously 
granted  on  condition). 

PREMISES  AFFECTED— 2120  Daly  avenue,  east  side, 
72  ft.  south  of  East  181st  street  (Block  3128,  Lot 
7),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 


54 1-44- A 

APPLICANT — Glen  Street  Realty  Corp.,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 79-09  Rockaway  Beach  boule¬ 
vard,  and  185-187  79th  street,  southwest  corner. 
(Block  615,  Lot  30),  Rockaway  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Edward  A.  Brown  and  James  J. 
Hanley. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  applicant  to 
submit  application  for  a  building  zone  variance. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 


560-44-A 

APPLICANT — Harry  Hurwit,  for  Flo-El  Realty  Corp., 
owner  (L.  &  J.  Caters,  Inc.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED1 — 85  Burnside  avenue  and  2037 
Harrison  avenue,  northeast  corner  (Block  3210, 
Lot  65),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Hurwit. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  applicant  to 
obtain  a  proper  decision  from  the  Borough  Super¬ 
intendent. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 
Negative:  .  0 
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577-44-A 

APPLICANT— Joseph  J.  Furman,  for  Peoples  Realty 
Corporation,  owner  (Tom  Mooney  Hall  Associa¬ 
tion,  Inc.,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED  13-15  Aster  place,  northwest 
comer  of  Lafayette  street  and  136-146  East  8th 
street  (10th  and  11th  floors)  ;  (Block  545,  Lot  65), 
Borough  of  Manhattan. 

APPEARANCES— 

^°r  tA  Jp^cant '  J°seph  J-  Furman  and  Lemuel 
reldman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
mg  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  after  discus¬ 
sion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Bhim  and  Deputy  Chief  Gunn.  .  4 

Nc^stivc  i  .  q 


496-43-A 

APPLICANT— Clayton  G.  Shirkey,  for  Rosina  and  Domi¬ 
nick  Zafonti,  and  Guiseppe  and  Mary  Zafonti 
owners. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 425  Beach  72nd  street,  south- 
west  corner  of  Hessler  avenue  (Block  523,  Lots 
2^  and  24),  Arverne,  Borough  of  Queens,  (Under 
section  35,  General  City  Law— re  bed  of  mapped 
street— Barbadoes  drive) 

APPEARANCES— 

For  Applicant :  Clayton  G.  Shirkey. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  21,  1944 
at  2  P.M.,  for  decision  by  the  Board. 


5 14-44- A 

SUB  IF CT— A  N  i  ^enner’  for  United  Metal  Box  Co.,  Inc 
UBJECTen Appeal  from  a  decision  of  the  borough  super- 

PREMISES  AFFECTED-ibS-186  7th  street,  south  side, 

BorougiTof  'Brooklyn'"1’6'  ^  "6'  L°'S  2'-28)’ 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
mg  and  Buildings. 

CTION  OF  BOARD— Laid  over  to  November  14  1944 
at  2  r .  M.,  on  written  request  of  applicant. 


554-44-A 

APPLICANT— L.  E.  Driver,  for  New  York  Dock  Co 

SURTFrTeI  (AtwtlC  Basin  ,Iron  Works,  Inc.,  lessee).’ 
SUBJECI  Appeal  from  an  order  and  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— East  side  of  Conover  street, 
345  ft  south  of  Reid  street,  (Block  611,  part  of 

APPEARANCES-  ’  r’  B°r°Ugh  °f  Brook']yn- 

4  For  Applicant:  None. 

ACTION  OF  BOARD— Appeal  referred  to  the  Engineer 
of  the  Board.  • 


555-44-A 

APPLICANT— L.  E  Driver,  for  New  York  Dock  Co 

SITBJFr°TneA  (Ar,u?del  Corp  lessee), 
o  U  EL  1  Appeal  from  an  order  and  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — South  side  of  Fulton  street, 
150  ft  west  of  Furman  street,  (Block  199,  part  of 

APPEARANCES— r  3’  EaSt  RlVer’  BorouSh  of  Brooklyn. 
For  Applicant:  None. 

ACTION^  OF  BOARD— Appeal  referred  to  the  Engineer 


23  5-4 4- A 

APPLICANT— -Greater  New  York  Corporation  of  Seventh 
Day  Adventists,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMI?S?  AFFECTED-108-11  69th  road,  north  side 
100  ft.  east  of  108th  street  (Block  2219,  Lot  59),’ 
Forest  Hills,  Borough  of  Queens 
APPEARANCES- 

For  Applicant  :■  J.  F.  X.  Browne. 

For  Opposition :  Thomas  V.  Kielv. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  14,  1944 
at  2  P.M.,  for  decision  without  further  argument. 


5 13-44- A 

APPLICANT — N.  Denner,  for  United  Metal  Box  Co.,  Tnc 
owner. 

SUBJECT— Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 168-186  7th  street,  south  side, 
100  ft.  west  of  3rd  avenue,  (basement  and  1st 
floor)  ;  (Block  996,  Lots  21-28),  Borough  of 
Brooklyn. 

appearances— 

For  Annlicant-  None 

ACTION  OF  BOARD — Laid  over  to  November  14,  1944 
at  2  P.M.  on  written  request  of  applicant. 


192-36-BZ 


ZONING  CASES 


APPLICANT— Kaye,  Scholer,  Fierman  and  Hays,  for  The 
<=TTDTT7r^argAUer,^e  Corporation,  owner. 

'  UiUFCI  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (de¬ 
cision  of  the  acting  borough  superintendent) 
previously  granted  on  condition  under  section  7a 
permitting  in  a  residence  use  district,  the  extension 
rmT-w™„an.  existin8  factory  building. 

vMISES  AFFECTED— 801  Bartholdi  street,  northeast 
corner  of  Barnes  avenue  (Block  4633,  Lot  11). 
B°rough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Sherwood  Maggin. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
.  in£  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  ‘  ’  q 

THE  RESOLUTION  (192-36-BZ) 

Whereas,  this  application  permitting  in  a  residence  use 
district,  the  extension  of  an  existing  factory  building  affect 
mg  premises  801  Bartholdi  street,  northeast  corner  of  Barnes 
avenue  (Block  N0j  4633.  Lot  No.  1  h).  Borough  of  The 
Bronx,  was  granted  by  the  Board  on  September  29,  1936 
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on  certain  conditions  and  resolution  amended  on  December 

8,  1936;  and  . 

Whereas,  the  applicant  requested  a  reopening  ot  the 
application  and  a  further  amendment  of  the  resolution,  to 
permit  a  further  extension  of  the  existing  factory  building; 

and  _  - 

Whereas,  on  September  15,  1942,  a  further  extension  ot 
the  factory  use  was  granted  by  the  Board,  under  section  7a 
of  the  zoning  resolution  and  the  applicant  requested  an 
extension  of  time  to  install  the  required  sprinkler  system 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  15,  1942,  only  in 
so  far  as  it  has  reference  to  the  time  within  which  the 
sprinkler  system  required  shall  be  installed,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“that  the  entire  building  shall  be  protected  with  a 
sprinkler  system  within  one  (1)  year  from  the  date  of 
this  amended  resolution.” 


692-38-BZ 

APPLICANT— Hawthorne  Amusement  Corporation,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit— re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zon¬ 
ing  resolution,  permitting  in  a  business  use  district, 
for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 31-73  Bay  19th  street,  east 
side,  254  ft.  south  of  86th  street  (Block  6370,  part 
of  Lot  23),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Morris  Sher.  ) 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative  .  ® 

THE  RESOLUTION  (692-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  31-73  Bay  19th  street 
east  side,  254  ft.  south  of  86th  street  (Block  6370,  part  of 
Lot  23),’ Borough  of  Brooklyn  was  granted  by  the  Board 
on  November  22,  1938,  on  certain  conditions ;  and 
Whereas,  the  permit  was  extended  on  November  6,  1940, 
and  November  4,  1942,  and  the  applicant  requested  a  further 
extension  of  the  permit. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  22,  1938,  as 
amended  through  November  4,  1942,  only  in  so  far  as  it  has 
reference  to  the  term  of  the  permit,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read: 

“ Granted  under  section  7h  for  a  term  o f  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles  *  *  *  and  that  a  neiv  Certificate  of  Occu¬ 

pancy  shall  be  obtained.” 


PREMISES  AFFECTED— 335-365  Schermerhorn  street 
and  2-8  Third  avenue,  northwest  corner  (Block 
167,  Lot  36  and  part  of  Lot  28),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Herbert  H.  Pensig.  ( 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended.  ^  TT 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU- 

1TON —  ,  ,  „ 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  .  ^ 

THE  RESOLUTION  (1041-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  tem¬ 
porary  term  of  two  years',  the  parking  and  storage  of  more 
than  five  motor  vehicles,  affecting  premises  335-365  Scher¬ 
merhorn  street  and  2-8  Third  avenue,  northwest  corner 
(Block  167,  Lot  36  and  part  of  Lot  28),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  September  26,  1939,  on  certain 
conditions,  permit  extended  on  March  10,  1942  and  April  4, 
1944,  and  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  26,  1939,  as 
amended  through  April  4,  1944,  by  adding  thereto : 

“that  the  use  herein  permitted  may  be  extended  to  the 
westerly  line  of  Third  avenue,  provided  the  fence  as 
hereinbefore  required  is  erected  on  the  line  of  Third 
avenue  and  no  change  is  made  in  the  permitted  en¬ 
trance.” 


1041-38-BZ 

APPLICANT— Herbert  H.  Pensig,  for  Midtown  Auto 
Storage  Corporation,  owner. 

SUBJECT— Application  for  consideration— reopening  .  and 
amendment  of  resolution— re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
temporary  term  of  two  years,  the.  parking  and 
storage  of  more  than  five  motor  vehicles. 


1206-3 9-BZ 

APPLICANT— Menley  &  James,  Ltd.,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zon¬ 
ing  resolution,  permitting  upon  a  plot,  located 
partly  in  an  unrestricted  use  and  partly  in  a  resi¬ 
dence  use  district,  the  erection  and  maintenance  of 
a  business  building  (storage  of  paper  cartons). 
PREMISES  AFFECTED— 91-17  to  91-27  138th  place, 
northeast  corner  of  Archer  avenue  (Block  9981, 
Lots  26  and  20),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  C.  H.  Marsh. 

For  Administration.  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  time  ex¬ 
tended.  „ 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative  .  ^ 

THE  RESOLUTION  (1206-39-BZ) 

Whereas,  this  application,  under  section  7c  of  the  zoning 
resolution,  permitting  upon  a  plot,  located  partly  in  a  resi¬ 
dence  use  district  and  partly  in  an  unrestricted  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  business  building 
(storage  of  paper  cartons),  premises  91-17  to  91-27  138th 
place,  northeast  corner  of  Archer  avenue  (Block  9981,  Lots 
26  and  20).  Jamaica,  Borough  of  Queens,  was  granted,  by 
the  Board  January  3,  1940,  on  certain  conditions:  the  time 
to  obtain  permits  and  complete  work  extended  November 
13.  1940,  Tanuarv  6,  1942,  October  20,  1942  and  November 
16,  1943,’  the  applicant  requested  a  further  extension  of  time 
to  obtain  permits  and  complete  the  work. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  amend  its  resolution  adopted  January  3,  1940,  as 
amended  by  resolutions  adopted  by  the  Board  through  No¬ 
vember  16,  1943,  only  so  far  as  it  has  reference  to  obtaining 
permits  and  completion  of  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read  : 

“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  one  year  from  the  date  of  this  amended 
resolution  (N.  B.  Applic.  2244-39).” 


2 4 3-42- BZ 


APPLICANT— Brown,  Overend  and  Vogel,  for  La  Bella 
Service  Station,  Incorporated,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  in  accordance  with  Report 
of  Committee,  to  permit  in  an  unrestricted  use 
district,  the  erection  and  maintenance  of  a  gasoline 
service  station  having  exits  and  entrances  within 
_ 200  ft.  of  entrances  or  exits  to  a  public  school. 

PREMISES  AFFECTED — 291-301  Metropolitan  avenue, 
northwest  corner  of  Roebling  street  (Block  2353, 
Lot  13),  Borough  of  Brooklyn. 
APPEARANCES— 


For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  Oh  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


THE  RESOLUTION  (243-42-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  an  unrestricted  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station  hav¬ 
ing  exits  and  entrances  within  200  feet  of  entrances  or 
exits  of  a  public  school,  affecting  premises  291-301  Metro¬ 
politan  avenue,  northwest  corner  of  Roebling  street  (Block 
2353,  Lot  13),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  May  11,  1943,  on  certain  conditions;  and 
Whereas,  on  November  30,  1943,  the  resolution  was 
amended  and  time  extended  to  complete  the  work ;  and 
Whereas,  on  July  25,  1944,  the  time  to  complete  the 
work  was  further  extended  and  the  applicant  requested 
an  additional  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  11,  1943  as  amended 
through  July  25,  1944,  only  in  so  far  as  it  has  reference  to 
the  completion  of  the  work,  so  that  as  amended,  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  in  view  of  the  statement  by  the  applicant  that 
the  work  has  been  substantially  completed,  all  permits 
and  a  Certificate  of  Occupancy  shall  be  obtained  within 
six  (6)  months  from  the  date  of  this  amended  reso¬ 
lution.” 


581-42-BZ 

APPLICANT — Paul  Friedman,  for  Lucval  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
borough  superintendent)  permitting  in  a  business 
use  district,  under  Section  7f  of  the  zoning  reso¬ 
lution,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1108-1110  (1106-1108  dis¬ 
played)  Avenue  T,  south  side,  40  ft.  east  of  Conev 
Island  avenue  (Block  7315,  Lot  3),  Borough  of 
Brooklyn. 


APPEARANCES— 

For  Applicant :  Paul  Friedman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners  , 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  q 

THE  RESOLUTION  (581-42-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises*  1108-1110  (1106-1108  dis¬ 
played)  Avenue  T,  south  side,  40  ft.  east  of  Coney  Island 
avenue  (Block  7315,  Lot  3),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  November  4,  1942,  on  certain 
conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  4,  1942,  only  in 
so  far  as  it  has  reference  to  the  term  of  the  permit  so 
that  as  amended,  this  portion  of  the  resolution  shall  read  : 
“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to 
permit  the  parking  and  storage  of  more  than  five 
motor  vehicles  *  *  *  and  that  a  new  Certificate  of 

Occupancy  shall  be  obtained 


82-43-BZ 

APPLICANT — Ferdinand  Savignano,  for  Louis-  L.  Aiders 
and  Mary  Fromer,  owners  (Celtic  Circle,  Inc., 
Sheepshead  Bay  Unit  No.  1,  lessee). 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  under  section  7c  of  the  zoning  resolution, 
permitting  partly  in  a  residence  use  and  partly  in  a 
business  use  district,  the  erection  of  a  grandstand 
for  an  athletic  field,  the  use  of  which  is  primarily 
for  business  purposes. 

I  REMISES  AFFECTED — 1232-1254  Avenue  Z  and  2602- 
2644  East  13th  street,  southwest  corner  and  2601- 
2649  Homecrest  avenue  (Block  7457,  Lots  1  and 
15),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Peter  Siciliano,  Frank  J.  Meehan  and  Ed¬ 
ward  A.  Tamm. 

For  Opposition:  Harold  Klorfein,  Clara  Renner, 
Leon  Shalor,  I* rank  Soldo,  Josephine  Kalozes 
George  Gofes,  Mrs.  B.  Stone,  Eleanor  Roback, 
Gus.  Hill,  John  Sundell  and  others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 

THE  RESOLUTION  (82-43-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and  partly 
in  a  business  use  district,  the  erection  of  a  grandstand  for 
an  athletic  field,  the  use  of  which  is  primarilv  for  business 
purposes,  affecting  premises  1232-1254  Avenue  Z  and  2602- 
2644  East  13th  street,  southwest  corner  and  2601-2649 
Homecrest  avenue  (Block  7457,  Lots  1  and  15),  Borough 
of  Brookljn,  was  granted  by  the  Board  on  October  5,  1943 
on  certain  conditions;  and 
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Whereas,  on  April  4,  1944,  time  was  extended  to  obtain 
permits  and  complete  the  work  and  the  applicant  requested 
a  further  extension  of  time  to  obtain  permits  and  complete 
the  work. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  5,  1943  as  amended 
on  April  4,  1944,  only  so  far  as  it  has  reference  to  the 
time  within  which  to  obtain  permits  and  complete  the  work, 
so  that  as  amended,  this  portion  of  the  resolution  shall  read : 
“that  all  permits  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this 
amended  resolution.” 


1087-24-BZ 

APPLICANT — Herman  Kron,  for  Nova  Motors,  Inc., 
owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  21  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  the 
operation  of  a  motor  vehicle  repair  shop  in  an 
existing  garage  for  more  than  five  motor  vehicles, 
which  had  also  been  granted,  by  the  Board. 

PREMISES  AFFECTED — 1680  Jerome  avenue,  east  side, 
50  ft.  south  of  Clifford  place  (Block  2848,  Lot  12), 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


819-38-BZ 

APPLICANT — Visel  &  McDermott,  for  Charles  Jacob, 
owner  (Oliver  D.  Wallett,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7h  of  the  zoning  resolution, 
permitting  partly  in  residence  use  and  partly  in  a 
business  use  district,  for  a  temporary  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 75-01  Broadway,  northeast  cor¬ 
ner  of  75th  s'treet  (Block  1486,  Lots  13,  16  and  18), 
Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  Gordon  and  Oliver  D.  Wal¬ 
lett.  „ 

For  Administration:  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


991-40-BZ 

APPLICANT — William  J.  Minogue,  for  Unexcelled  Manu¬ 
facturing  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition  under  section  21  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district  the  erec¬ 
tion  and  maintenance  of  twenty-six  (26)  buildings 
for  fireworks. 


PREMISES  AFFECTED— 1144-1208  Richmond  avenue, 
west  side,  400  ft.  south  of  Liske  avenue  (Block 
1665,  Lot  7  and  Block  1660,  Lot  1),  Graniteville, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  William  J.  Minogue. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  . .  0 


10-42-BZ 

APPLICANT — Charles  M.  Spindler,  for  Lina  S.  Kissam, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent),  previously  granted  on 
condition  under  section  7f  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in  an 
unrestricted  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 220-20  Jamaica  avenue,  south 
side,  481.92  ft.  east  of  Springfield  boulevard  (Block 
10793,  lots  37  and  45  and  Block  10789,  lots  37,  38 
and  43),  Queens  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  C.  Hans. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


533-42-BZ 

APPLICANT — Arnold  W.  Lederer,  for  Julia  A.  Odom, 
2250  Church  Avenue  Realty  Company,  and  Henry 
F.  Viebrock,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  sections  7E  and  7h  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles  and  also, 
open  display  and  sale  of  used  cars. 

PREMISES  AFFECTED— 2242-2262  Church  avenue,  south 
side,  206  ft.  8^2  in.  west  of  Bedford  avenue  (Block 
5103,  Lots  42,  43  and  45),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer  and  Adam 
Kessel. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


175-44-BZ 

APPLICANT — John  J.  Cromshow,  for  John  J.  Barrett, 
owner. 
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SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution — re  application  (decision 
of  the  borough  superintendent — previously  granted 
under  section  7c  of  the  zoning  resolution,  permitting 
in  a  residence  use  district,  the  extension  of  an  exist¬ 
ing  business  use  (undertaking  establishment  ar¬ 
ranged  for  embalming  and  for  holding  funeral 
services). 

PREMISES  AFFECTED — 420-424  West  51st  street,  south 

side,  491  ft.  6  in.  east  of  10th  avenue  (Block  1060 

atjott  and  45)’  Borough  of  Manhattan. 

ArBEARANCES — 

For  Applicant:  John  J.  Cromshow. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen,  withdrawn 
DEVOTE  TO  WITHDRAW  REQUEST  TO  RE- 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  q 


702-40-SM 

Ford  G,ass  ComPany.  owner. 

SUBJECT  L.O  F.  Polished  Plate  Glass,  Colored  Plate 
Glass,  Sheet  or  Window  Glass  and  Color  Clear 
Glass,  Aklo  Heat  Absorbing  Plate  Glass,  Thermo- 
Panre>  ,  'le^?10^ux  Glass,  Laminated  Safety  Glass, 
luf-Flex  Tempered  Plate  Glass,  Vitrolux  Color 
bused  Tempered  Plate  Glass  and  Vitrolite  Glass 
approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  g 


Adjourned:  5:00  P.M. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

58-44-SA 

APPLICANT — National  Powder  Extinguisher  Corporation 
owner. 

SUBJECT— “All-Out  Emergency  Fire  Extinguishing  Unit 
(4  lb.  hand  unit)  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


MATERIALS  SUBMITTED  FOR  APPROVAL 

530-40-SM 

APPLICANT— Kinnear  Manufacturing  Co.,  Inc.,  owner. 
SUBJECT-  Kinnear  Rolling  Doors,  Kinnear  Rolling 
Grilles,  Kinnear  Fixed  Grilles,  Kinnear  Bifolding 
Doors,  Kinnear  Overhead  Doors  (Kinnear  Trade 
Type  Rol-Top),  Kinnear  Vertical  Lift  Doors,  Kin¬ 
near  Horizontal  Rolling  Doors  and  Kinnear  Hori¬ 
zontal  Trap  Doors,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  Tp  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (530-40-SM) 

Whereas,  the  Kinnear  Manufacturing  Co.,  Inc.,  owner, 
filed  on  May  14,  1940,  an  application  with  the  Board  of 
Standards  and  Appeals  for  the  approval  of  their  materials 
known  as  the  Kinnear  Rolling  Doors,  Kinnear  Rolling 
Grilles,  Kinnear  Fixed  Grilles,  Kinnear  Bifolding  Doors 
Kinnear  Overhead  Doors  (Kinnear  Trade  Type  Rol-Top),’ 
Kinnear  Vertical  Lift  Doors,  Kinnear  Horizontal  Rolling 
Doors  and  Kinnear  Horizontal  Trap  Doors;  and 

Whereas,  the  applicant  failed  to  arrange  for  a  proper  test 
and  inspection  of  these  materials,  although  duly  notified  to 
do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


Joseph  J.  Doyle,  Chief  Clerk. 


*LO ERECTION 


The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals  held  on  October  17,  1944,  as  they  appeared  in 
Bulletin  No.  42,  \  ol.  29,  are  hereby  corrected  to  read  as 
iollows : 


583-38-BZ 

APPLICANT— Harry  Yahr,  for  The  Mutual  Life  Insur- 
aEce  Company  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  district,  and 
partly  in  a  retail  use  district,  for  a  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 1738-1748  Broadway  and  216 
West  56th  street,  southeast  corner  (Block  1027,  Lot 
23),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  Yahr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT _ 

Affirmative:  Chairman  Murdock,  Commissioners 
Savange  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative:  .  g 


THE  RESOLUTION  (583-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  district  and 
partly  in  a  retail  use  district,  for  a  term  of  two  years 
the  parking  and  storage  of  more  than  five  motor  vehicles’ 
affecting  premises  1738-1748  Broadway  and  216  West  56th 
street,  southeast  corner  (Block  1027,  Lot  23),  Borough  of 
Manhattan,  was  granted  by  the  Board  on  November  9  1938 
on  certain  conditions ;  and 

Whereas,  the  permit  was  extended  on  September  10,  1940 
and  October  6,  1942  and  the  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  November  9,  1938  as 
amended  through  October  6,  1942,  only  so  far  as  it  has  ref¬ 
erence  to  the  term  of  the  permit,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“granted  under  section  7,  subdivision  h,  for  a  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution 
to  permit  the  parking  and  storage  of  more  than  five 
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(5)  motor  vehicles,  on  condition  that  only  motor  vehicles 
of  the  pleasure-car  type  shall  be  so  parked;  that  the 
plot  shall  be  levelled  substantially  to  the  grade  of  the 
surrounding  streets;  that  any  existing  structures  and 
fence  shall  be  entire  removed;  that  the  plot  shall  be 
surfaced  with  steam  cinders  or  other  suitable  material, 
properly  rolled  and  bound  to  prevent  dusting ;  that 
there  shall  be  erected  on  the  interior  lot  lines,  where 
walls  of  existing  buildings  do  not  occur,  a  substantial 
woven-wire  fence  not  less  than  6  ft.  in  height;  that 
there  shall  be  erected  a  similar  fence  or  a  steel  picket 
fence  of  same  height  along  the  street  line  of  Broadway 
and  West  56th  street  with  no  openings  therein,  except 
one  opening  to  West  56th  street  towards  the  centre,  not 
over  15  ft.  in  width,  with  a  curb  cut  opening  not 
exceeding  18  ft.  in  width  opposite  thereto;  that  along 
the  street  building  line  of  Broadway  and  West  56th 
street,  within  the  plot  and  adjacent  to  the  fence,  there 
shall  be  erected  a  suitable  cement  bumper  of  sufficient 
width  to  assure  that  the  protecting  and  enclosing  fence 
will  not  be  damaged;  that  during  the  term  of  this 
variance,  the  plot  shall  be  used  for  no  other  use  than 
that  herein  permitted,  and  to  effectuate  this,  that  each 
car  so  parked  or  stored  shall  bear  a  ticket  stamped  with 
the  date  and  hour  of  entry;  that  no  signs  shall  be 


erected  on  premises,  except  there  may  be  erected  one 

sign  at  the  entrance  on  West  56th  street,  which  sign 
shall  be  attached  to  the  fence,  said  sign  shall  be  not 
more  than  16  sq.  ft.  in  area,  advertising  solely  the 
parking  and  storage  use  and  the  rates  charged ;  that 
no  building  shall  be  erected  on  premises,  except  there 
may  be  erected  near  the  entrance  a  building  not  over 
150  sq.  ft.  in  area  and  not  over  one  story  in  height  as 
an  office  and  shelter  for  attendant;  that  such  portable 
fire-fighting  appliances  shall  be  maintained  as  the  fire 
commissioner  shall  direct ;  and  that  all  permits  shall 
be  obtained  within  three  months  from  the  date  of  this 
amended  resolution ;  that  a  nczv  certificate  of  occupancy 
shall  be  obtained. 

Resolved  further,  that  an  entrance  on  West  56th 
street,  in  addition  to  the  opening  hereinbefore  provided 
for,  shall  be  constructed  for  a  width  of  not  over  15  ft., 
with  curb  cut  opposite  of  similar  width,  provided  the 
width  between  the  existing  entrance  and  proposed 
entrance  shall  be  not  less  than  10  ft.,  substantially  as 
indicated  on  plan  marked  ‘Received  August  12,  1940’  ; 
that  the  existing  building  may  be  of  frame  construction.” 


♦Correction— The  last  clause  of  the  resolution  was  added, 
to  include  the  action  of  the  Board  of  September  10,  1940. 


THE  BUILDING  LAWS 


Now  on  Sale 


THE  VARIOUS  BUILDING  LAWS  OF  THE  CITY  OF  NEW  YORK  ARE  N<?W  published  in  FOUR  SEP¬ 
ARATE  VOLUMES,  consisting  of  matters  affecting  or  relating  to  the  construction,  maintenance^  alteration,  demolition 
or  removal  of  structures  and  buildings  in  the  City  of  New  York;  including  excerpts  from  the  STATE  L  titttt  rjINC 
the  PLUMBING  CODE,  ELEVATOR  RULES,  THE  NEW  YORK  CITY  CHARTER .  the  complete  BUILDING 
CODE  OF  THE  CITY  OF  NEW  YORK;  the  MULTIPLE  DWELLING  LAW,  the  STATE  PLASTERING  LAW, 
various  local  laws,  and  building  and  construction  rules  and  regulations  adopted  by  various  Cl^p^^ate  agencies 

These  volumes  are  now  ON  SALE  at  the  office  of  the  Supervisor  of  the  City  Record  ROOM  2213,  MUNlLiLAL 
BUILDING,  MANHATTAN,  NEW  YORK  CITY.  The  price  for  the  complete  set  of  four  volumes  is  $4  ($4.1U  y 
mail),  single  volumes  each  containing  certain  parts  of  the  above  described  legislation,  (by  mail  


AMENDMENTS  TO  THE  BUILDING  LAWS 

Now  on  Sale  at  The  City  Record  Office 


In  order  to  bring  the  Building  Laws  of  The  City  of  New 
York  more  up-to-date,  pamphlets  are  now  available  con¬ 
taining  the  Amendments  to  those  Laws  up  to  December 
31,  1943,  including  such  Amendments  to  the  Multiple 
Dwelling  Law  as  were  enacted  by  the  Legislature  in  1944. 

These  Amendments  are  printed  in  four  pamphlets  so  that 
the  subjects  covered  in  each  pamphlet  will  conform  to  the 


subjects  contained  in  each  volume  of  the  Building  Laws  to 

which  it  relates.  .  , 

Copies  are  on  sale  at  the  Office  of  the  Supervisor  ot  1  he 
City  Record,  2213  Municipal  Building,  Manhattan,  New 
York  7,  N.  Y.  The  prices  are:  For  Amendments  to  Vol¬ 
umes  l  and  3,  ten  cents  each;  for  Amendments  to  Volumes 
2  and  4,  twenty  cents  each. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  _  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  fo  rneglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  tor 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 
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PUBLIC  HEARINGS 
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HOURS  OF  CONSULTATION 


Joseph  J.  Doyle,  Chief  Clerk 


Office— Municipal  Building,  Rooms  1000  to  1018. 

Telephone— WOrth  2-5600. 

Office  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 


CONTENTS 


10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon— Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  November  8,  1944,  at  10 
A.M.,  Affecting  Calendar  Numbers  1366-17-BZ  845- 
41-BZ,  596-42-BZ,  275-44-BZ,  415-44-BZ,  508-44-A, 
581-44-A,  276-44-A,  600-44-A,  314-44-A,  603-44-A  and 
141-42-SA. 

Minutes  of  Regular  Meeting,  November  8,  1944,  at  2 
P.M.,  Affecting  Calendar  Numbers  129-44-A,  456-44-A, 
474-44-A,  482-44-A,  501-44-A,  535-44-A,  568-44-A, 

614-44-A,  621-44-A,  680-42-S,  377-42-A,  97-37-BZ,  100- 
36-BZ,  554-37-BZ,  512-38-BZ,  35-44-BZ,  575-25-BZ, 
772-41-BZ  and  2-42-BZ. 

Rules  for  Tests  of  Fire-resistive,  Flameproof  Materials, 
such  as  Textiles,  Paper,  Similar  Material  and  Ad¬ 
hesives  used  for  Decorative  Purposes  and  Treated 
Acoustical  Draperies,  Carpets  and  Similar  Materials, 
for  use  in  places  of  Public  Assembly  and  Special  Occu¬ 
pancy  Structures. 


Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK.  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  November  7,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

616-44-SM— Pittsburgh  Welded  Wire  Reinforcement, 
manufactured  by  Pittsburgh  Steel  Co.,  Material. 


avenue  (Block  1197,  Lot  1),  Borough  of  Brooklyn,  Alt. 
2871-44. 


772-41-BZ — H.B.B. — 427  Ralph  avenue  and  1815-1823 

Bergen  street,  northeast  corner  (Block  1445,  Lots  1,  67 
and  68),  Borough  of  Brooklyn,  Alt.  3057-44. 


617-44-A — F.D. — West  side  of  Columbia  street,  1830  ft. 

south  of  Halleck  street  (Block  613,  Lot  1),  Pier  2,  Erie 
Basin,  Borough  of  Brooklyn,  12699-LF  and  Decision. 


618- 44-A— F.D.— ' 400-412  Marcy  avenue,  southwest  corner 
of  Lorimer  street  (1st  floor)  ;  (Block  2244,  Lots  25  and 
33),  Borough  of  Brooklyn,  13490-LF  and  Decision. 

619- 44-A — F.D. — 92  Greene  street,  east  side,  100  ft.  north 
of  Spring  street  (5th  floor)  ;  (Block  499,  Lot  1),  Borough 
of  Manhattan,  39341 -LC. 


620-44-A — H.B.M. — 51-55  Exchange  place,  35  Wall  street 

and  11-23  Broad  street,  east  side,  115  ft.  5)4  in.  south  of 
Wall  street  (36th,  37th  and  38th  floors)  ;  (Block  26,  Lot  1), 
Borough  of  Manhattan,  Alt.  1252-44. 

621%4-A — H.B.M. — 107-109  West  13th  street,  north  side, 

105  ft.  west  of  6th  avenue  (Block  609,  Lot  49),  Borough 
of  Manhattan,  Amendment  to  Alt.  783-44. 

622- 44-SM — Fibercrete  and  Fibercrete  Acoustical  Floor 
System,  manufactured  by  Kelley  Island  Lime  and  Trans¬ 
port  Co.,  Material. 

623- 44-BZ— H.B.Q.— 160-11  89th  avenue,  north  side,  127 

ft.  west  of  161st  street  (Block  9764,  Lot  97),  Jamaica, 
Borough  of  Queens,  Misc.  2697-44. 

624- 44-BZ— H.B.Bx— 1632  Glover  street,  east  side,  40.9  ft. 
south  of  Castle  Hill  avenue  (Block  3990,  Lot  33),  Borough 
of  The  Bronx,  Decision  re  Certificate  of  Occupancy. 


625- 44- A — H.B.Q. — 25-20  Borden  avenue,  south  side,  10 
ft.  east  of  Hayward  street  (Block  68,  Lot  1),  Long  Island 
City,  Borough  of  Queens,  Alt.  1337-44. 

626- 44- A — H.B.B. — 1582  86th  street  (1578  displayed), 

southwest  corner  of  16th  avenue  (Block  6362,  Lot  46), 
Borough  of  Brooklyn,  Alt.  244-44. 

627- 44-A — F.D. — 32-42  Flushing  avenue  and  1-17  North 

Portland  avenue,  southeast  corner  (Block  2028,  Lots  15, 
21  and  26),  Borough  of  Brooklyn,  13244-LF  and  Decisions. 


Restored  to  Calendar. 

2-42-BZ— H.B.M.— 260-262  Delancey  street,  north  side,  25 
ft.  west  of  Columbia  street  (Block  333,  Lot  31),  Borough 
of  Manhattan,  Amendment  to  N.B.  90-40. 


575-25-BZ— H.B.B— 1-11  Lefferts  avenue,  507-511  Flat- 

bush  avenue,  northeast  comer  and  1118-1128  Washington 


DESIGNATIONS:  H.B.— Department  of  Housing  and  Buildings; 
II.B.B.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M.— 
Department  of  Housing  and  Buildings,  Manhattan;  H.B.Q- — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B.B. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
F.D.— Fire  Department. 


RULES 

Lnst 

Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . _ . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules . .....Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . . . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ....Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. .  .Sept. 

Oil  Burner  Rules. . ....Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Oct. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Oct. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .Oct. 

Smoking  in  Factories,  Rules  for.... Oct. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting - June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


Publication  In  Bulletin 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52  A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

12,  1944— Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

14,  1944— Vol.  29,  No.  45 

28,  1943— Vol.  28,  No.  52A 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52 A 

5,  1944— Vol.  29,  No.  35 
28,  1943— Vol.  28.  No.  52A 

11,  1944— Vol.  29,  No.  15 

24,  1944— Vol.  29,  No.  42 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


24,  1944— Vol.  29,  No.  42 

7,  1937— Vol.  22,  No.  36 
10,  1944— Vol.  29,  No.  40 
10,  1944— Vol.  29,  No.  40 
29,  1937 — Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


NOVEMBER  14,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  14,  1944,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following  mat¬ 
ters  : 
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CALENDAR 


Zoning  Applications. 

422-39-B Z  Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Bonded  Lien  Corp.,  owner,  reopened 
July  25,  1944,  for  consideration  as  to  extension  of  permit 
—Application,  previously  granted  on  condition  under  sec¬ 
tion  7 h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  305- 
313  21st  street  and  697-705  6th  avenue,  northwest  corner 
(Block  892,  Lot  1),  Borough  of  Brooklyn. 

330-42-BZ— Application  of  Eugene  De  Rosa,  applicant 
on  behalf  of  Jeron  Co.,  Inc.,  owner,  reopened  and  restored  to 
Calendar,  September  12,  1944  (previously  withdrawn),  under 
section  7c  of  the  zoning  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  theatre 
and  stores ;  premises  95-42  to  95-48  Queens  boulevard  south 
side,  130  ft.  west  of  63rd  drive  and  63-39  to  63-49  Saunders 
street  (Block  3080,  Lots  30  and  31),  Rego  Park,  Borough  of 
Queens. 

523-44-BZ— Application.  September  11,  1944,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  Stanley  H.  Klein, 
applicant,  on  behalf  of  Amel-ican  Analytical  Laboratories,' 
Inc.,  owner,  to  permit  in  a  residence  use  district,  the  change 
of  occupancy  from  motor  vehicle  repair  shop  and  dead  stor¬ 
age  of  automobiles  to  a  chemical  laboratory  and  factory 
premises  326-328  West  70th  street,  south  side,  279  3  ft.  west 
of  West  End  avenue  (Block  1181,  Lots  44  and  45),  Borough 
of  Manhattan. 

297-44-BZ  Application,  May  22,  1944,  under  section  7c  of 
the  zoning  resolution,  of  Maurice  G.  Uslan.  applicant,  on  be¬ 
ll]  °f  Harrv  Melnick,  owner,  to  permit  partly  in  a  residence 
use  and  partly  in  a  business  use  district,  the  conversion  of  a 
garage  building  to  store  use  as  an  extension  to  an  existing 
store;  premises  24  Brown  avenue,  west  side.  116  ft.  south  of 
Amhov  road  and  3980  Ambov  road  (Block  5143.  Lots  29  and 
.VA  Great  Kills.  Borough  of  Richmond. 

330-44-BZ— Application,  June  5,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Robert  Teichman,  applicant,  on 
behalf  of  Community  Service  Society  of  New  York,  owner, 
to  permit  the  extension  from  an  unrestricted  use  into  a  busi¬ 
ness  use  district  of  the  parking  and  storage  of  more  than 
five  motor  vehicles ;  premises  48-52  West  23rd  street,  south 
side,  309  ft.  east  of  Sixth  avenue  and  37-41  West  22nd  street 
(Block  824,  Lot  65),  Borough  of  Manhattan. 

19-26-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Rock  Mark  Building  Corporation,  owner, 
reopened  October  24,  1944,  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change  of 
occupancy  from  a  garage  for  more  than  five  motor  vehicles 
(previously  granted  by  the  Board)  to  garage  for  more  than 
five  motor  vehicles,  auto  showrooms,  sales  room  for  new 
and  used  cars  and  auto  service  (minor  motor  vehicle  re¬ 
pairs)  ;  premises  1655-1663  St.  Marks  avenue,  north  side, 
134  ft.  west  of  Rockaway  avenue  (Block  1454,  Lot  54),  Bor¬ 
ough  of  Brooklyn. 

587- 44-BZ — Application,  October  13,  1944,  under  sections 
7c  and  7i  of  the  zoning  resolution,  of  Stuart  Edward  Levi- 
son,  applicant,  on  behalf  of  1595  Jerome  Avenue  Corporation 
and  1605  Jerome  Avenue  Corporation,  owners  (University 
Chevrolet,  Inc.,  lessee),  to  permit  partly  in  a  business  use 
and  partly  in  an  unrestricted  use  district,  the  alteration  and 
use  as  a  motor .  vehicle  repair  shop,  automobile  showrooms 
and  service  station  of  two  buildings,  one  of  which  was  pre¬ 
viously  permitted  by  the  Board  to  be  used  as  a  motor  vehicle 
repair  shop  and  the  other  previously  permitted  by  the  Board 
to  be  used,  in  part,  for  minor  motor  vehicle  repairs  ;  premises 
1591-1609  Jerome  avenue,  west  side,  105  ft.  north  of  West 
Mount  Eden  avenue  (Block  2860,  Lots  26  and  30),  Borough 
of  The  Bronx. 

Appeals  from  Administrative  Decisions. 

588- 44-A — 1591-1609  Jerome  avenue,  west  side,  105  ft. 
north  of  West  Mount  Eden  avenue  (Block  2860,  Lots  26 
and  30),  Borough  of  The  Bronx. 


5-44- A — 440  West  240th  street,  southeast  corner  of 
Greystone  avenue  to  Dash  place  (Block  3414E,  Lot  20). 
Borough  of  The  Bronx. 

552-44-A— 13-17  Forrest  street,  north  side,  121.4  ft.  east 
of  Bushwick  avenue  (4th  floor)  ;  (Block  3141,  part  of  Lot 
1),  Borough  of  Brooklyn. 

579-44-A— - 55-63  Johnson  street  and  312  Pearl  street 
northwest  corner  (6th  floor)  ;  (Block  128,  Lot  26),  Borough 
of  Brooklyn. 

Materials  for  Approval. 

341-44-SM— Research  Air  Filter  Series  #230  Dry  Type. 

538-44-SM — National  Gypsum  Company’s  Gold  Bond 
Acoustical  Product,  "Acoustifibre”. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  14,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  14,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

561- 44-A — 1171-1183  Atlantic  avenue,  northeast  corner  of 
Perry  place  (Block  1866,  Lots  1  to  7),  Borough  of  Brooklyn. 

562- 44-A — 1236-1286  Atlantic  avenue,  south  side,  80  ft. 
west  of  Nostrand  avenue  (Block  1200,  Lots  21,  33  and  41), 
Borough  of  Brooklyn. 

235-44-A — 108-11  69th  road,  north  side,  100  ft.  east  of 
108th  street  (Block  2219,  Lot  59),  Forest  Hills,  Borough  of 
Queens. 

513- 44-A — 168-186  7th  street,  south  side,  100  ft.  west  of 
Third  avenue  (basement  and  street  level)  ;  (Block  996,  Lots 
21-28),  Borough  of  Brooklyn. 

514- 44-A — 168-186  7th  street,  south  side,  100  ft.  west  of 
Third  avenue  (Block  996,  Lots  21-28),  Borough  of  Brook¬ 
lyn. 

607-44-A — 1600  Broadway,  northeast  corner  of  West  48th 
street  and  730  7th  avenue  (Block  1020,  Lot  29),  Borough 
of  Manhattan. 

80-44-A — 1840  West  11th  street,  west  side,  303  ft.  south  of 
Highlawn  avenue  (Block  6669,  Lot  23),  Borough  of  Brook¬ 
lyn  (reopened  October  24,  1944;  previously  dismissed  for 
lack  of  prosecution). 

611-44-A — 42-16  28th  avenue  and  28-08  43rd  street,  south¬ 
west  corner  (Block  698,  Lot  24),  Long  Island  Citv,  Borough 
of  Queens. 

625-44-A — 25-20  Borden  avenue,  south  side,  10  ft.  east  of 
Hayward  street  (Block  68,  Lot  1),  Long  Island  City,  Bor¬ 
ough  of  Queens. 

609-44-A — 1493-1495  Bergen  street,  north  side,  280  ft. 
west  of  Schenectady  avenue  (1st  floor);  (Block  1347,  part 
of  Lot  71),  Borough  of  Brooklyn. 

631-44-A — 9-11  West  54th  street,  north  side,  225  ft.  west 
of  5th  avenue  (Block  1270,  Lot  27),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  21,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  21,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 
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CALENDAR 


Zoning  Applications. 

598-44-BZ— Application,  October  16,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  William  H.  Gompert, 
applicant  on  behalf  of  Kienle  and  Co.,  Julia  Kienle,  and 
Manufacturers  Trust  Co.  (as  trustee)  owners  (Kienle 
and  Co.,  lessee),  to  permit  partly  in  a  business  use  district 
and  partly  in  an  unrestricted  use  district,  the  extension 
and  enlargement  of  a  factory  used  for  the  manufacture 
of  printing  ink;  premises  31-49  Nassau  avenue,  north  side, 
from  Dobbin  street  to  Guernsey  street  (Block  2643,  Lots 
27-30),  Borough  of  Brooklyn. 

33-20-BZ— Application  of  Joseph  Lau,  applicant  on  be¬ 
half  of  Eugene  F.  Nolan,  owner,  reopened  October  6,  1942, 
under  section  7c  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  an  unrestricted  use 
district,  the  change  of  occupancy  from  oil  storage  in  the 
cellar  and  ice  storage  on  the  1st  floor  (previously  granted 
by  the  Board)  to  dead  storage  of  autos  in  the  cellar  and  a 
garage  for  more  than  five  motor  vehicles  on  the  1st  floor; 
premises  245  West  Fordham  road,  northeast  corner  of  Cedar 
avenue  (Block  3235,  Lots  30,  33,  34,  37,  38,  48  and  49), 
Borough  of  The  Bronx. 

544.44.BZ— Application,  September  25,  1944,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  William  B. 
Altman,  applicant,  on  behalf  of  All  States  Holding  Corp., 
owner  (Greek  War  Relief  Assn.,  lessee),  to  permit  partly  m 
a  residence  use  district  and  partly  in  an  unrestricted  use  dis¬ 
trict,  the  change  of  occupancy  from  a  garage  for  more  than 
five  motor  vehicles  to  storage  and  shipping,  for  a  temporary 
period,  with  return  to  original  occupancy  after  such  period 
and  to  permit  the  omission  of  a  loading  platform ;  premises 
418-422  East  54th  street,  south  side,  294  ft.  east  of  1st 
avenue  (Block  1365,  Lot  13),  Borough  of  Manhattan. 

545-44-BZ — Application,  September  25,  1944,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  William  B. 
Altman,  applicant,  on  behalf  of  All  States  Holding  Corp., 
owner  (The  Spool  Cotton  Co.,  lessee),  to  permit  partly  in 
a  residence  use  district  and  partly  in  an  unrestricted  use 
district,  the  change  of  occupancy,  from  garage  in  the  cellar, 
garage  and  auto  repair  shop  on  1st  story  to  storage,  in  cellar 
and  factory  use  on  1st  story,  for  a  temporary  period,  with 
return  to  original  occupancy  at  expiration  of  the  period,  and 
to  permit  the  omission  of  a  loading  platform;  premises 
410-416  East  54th  street,  south  side,  194  ft.  east  of  1st 
avenue  and  415-423  East  53rd  street  (Block  1365,  Lot  9), 
Borough  of  Manhattan. 

368-40-BZ — Application  of  Samuel  L.  Malkind,  applicant 
on  behalf  of  Plaza  Circle  Corp.,  owner,  reopened  July  11, 
1944,  under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  partly  in  a  residence  use  district  and  partly  in  a 
business  use  district,  the  change  of  occupancy  of  a  portion 
of  a  garage  (a  variance  for  which  was  granted  by  the 
Board),  so  as  to  include  an  automobile  showroom;  premises 
2-14  Plaza  street  and  405-413  Flatbush  avenue,  northeast 
corner  (Block  1169,  Lot  1),  Borough  of  Brooklyn. 

354- 44-BZ — Application,  June  13,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  aoplicants, 
on  behalf  of  Mathildra  Brassier,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  change  of  occupancy  from  residence 
to  a  residence  and  restaurant;  premises  121-127  East  16th 
street,  east  side,  185  ft.  north  of  Albemarle  road  (Block 
5097,  Lot  52),  Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

355- 44-A — 121-127  East  16th  street,  east  side,  185  ft. 
north  of  Albemarle  road  (Block  5097,  Lot  52),  Borough  of 
Brooklyn. 

581-44-A — 103-15  98th  street,  west  side,  100  ft.  south  of 
103rd  avenue  (Block  9121,  Lots  74  and  75),  Ozone  Park, 
Borough  of  Queens. 


508-44-A— 340  East  40th  street  and  695-699  First  avenue, 
southwest  corner  (1st  floor)  ;  (Block  945,  Lot  33),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  21,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  21,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters  : 

Appeals  from  Administrative  Decisions 

496-43-A — 425  Beach  72nd  street,  southwest  corner  of 
Hessler  avenue  (Block  523,  Lots  22  and  24),.  Arverne, 
Borough  of  Queens  (under  section  35,  General  City  Law  re 
bed  of  mapped  street — Barbadoes  drive). 

782-42-A— 203-269  37th  street,  north  side,  100  ft.  west  of 
Third  avenue  (Block  695,  Lot  1);  (Building  1),  202-276 
36th  street,  south  side,  100  ft.  west  of  Third  avenue 
(Block  695,  Lot  1)  ;  (Building  2),  201-271  36th  street, 
north  side,  100  ft.  west  of  Third  avenue  (Block  691,  Lot 
1)  ;  (Building  3),  202-284  35th  street,  southwest  corner 
of  Third  avenue  (Block  691,  Lot  1)  ;  (Building  4),  17-97 
35th  street,  northwest  corner  of  Third  avenue  (Block 
687,  Lot  1);  (Building  5),  18-96  34th  street,  southwest 
corner  of  Third  avenue  (Block  687,  Lot  1)  ;  (Building 
6),  17-97  34th  street,  northwest  corner  of  Third  avenue 
(Block  683,  Lot  1)  ;  (Building  7),  18-98  33rd  street,  south¬ 
west  corner  of  Third  avenue  (Block  683,  Lot  1)  ;  (Build¬ 
ing  8),  21-99  33rd  street,  north  side,  125  ft.  west  of 
Third  avenue  (Block  679,  Lot  1)  ;  (Building  9),  .872-890 
Third  avenue,  northwest  corner  of  33rd  street  (Block 
679,  Lot  1);  (Building  10),  146-168  39th  street,  south¬ 
west  corner  of  Second  avenue  (Block  706,  Lot  ■  1)  ; 
(Building  19),  131-183  41st  street,  northwest  corner  of 
Second  avenue  (Block  711,  Lot  1);  (Building  20),  52- 
94  39th  street,  southwest  corner  of  First  avenue  (Block 
706,  Lot  24)  ;  (Building  22),  52-94  39th  street,  south  side, 
150  ft.  west  of  First  avenue  (Block  706,  Lot  24)  ;  (Build¬ 
ing  23),  52-94  39th  street,  south  side,  243  ft.  west  of  First 
avenue  (Block  706,  Lot  24)  ;  (Building  24),  4002-4024 
First  avenue,  northwest  corner  of  41st  street  (Block 
710,  Lot  1)  ;  (Building  26),  Borough  of  Brooklyn. 

806-42-A — 4911  and  4923  Marginal  street,  280  ft.  west 
of  west  side  of  First  avenue,  Buildings  57  and  58  (Block 
725,  Lot  1)  ;  Pier  1,  foot  of  50th  street,  Pier  2,  foot  of 
49th  street,  Pier  3,  foot  of  47th  street,  Pier  4,  foot  of 
46th  street  and  Pier  5,  foot  of  44th  street,  533  ft.  west 
of  west  side  of  First  avenue  (Block  725,  Lot  1)  ;  Pier  6, 
foot  of  42nd  street.  Pier  7,  foot  of  41st  street  (Block 
715,  720  and  710,  Lot  1);  Pier  8,  foot  of  39th  street 
(Block  706,  Lot  75),  East  River,  Borough  of  Brooklyn. 

567-44-A — Foot  of  48th  street  and  east  side  of  private 
Marginal  street,  658.17  ft.  north  of  51st  street  and  280.33 
ft.  west  of  1st  avenue  (Bush  Buildings  51,  52,  53  and  56)  ; 
(Block  725,  Lot  1),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  28,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  November  28,  1944  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

Zoning  Applications. 

268-44-BZ — Application,  May  5,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Herman  Kron,  applicant,  on 
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behalf  of  Ruth  Katz,  owner,  to  permit  in  a  residence  use 
district,  tor  a  temporary  period  of  two  years,  the  change  of 
occupancy  ot  a  garage  for  more  than  five  motor  vehicles 
to  a  factory  tor  wood  working;  premises  334-344  Cleveland 

iQ/faS  V^e!mS1T>e’  100 ,  ft' r  T°rtl1  of  Liberty  street  (Block 
3768,  Lot  29),  Borough  of  Brooklyn. 

454-44-BZ— Application,  July  25,  1944,  under  section  7e 
ot  the  zoning  resolution,  of  Lama  and  Proskauer  appli¬ 
cants,  on  behalf  of  Juliana  Realty  Corporation,  owner  to 
permit  in  a  residence  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station,  sales  office,  lubritorium 

l?odo^t0Jaundry,:  premises  3143-3161  Atlantic  avenue  and 
£48-202  Norwood  avenue,  northwest  corner  (Block  3960 
Lot  58),  Borough  of  Brooklyn. 

404-44-BZ— Application,  June  27,  1944  under  sections  7c 
and  21  of  the  zoning  resolution,  of  Raymond  Irrera,  appli¬ 
cant,  on  behalf  of  Flushing  38th  Avenue  Realty  Corporation, 
owner,  to  permit  in  a  business  use  district,  the  conversion 
of  an  existing  building  from  wagon  storage  to  a  garage  for 
more  than  five  motor  vehicles  (taxicabs)  ;  premises  136-20 
avenue,  south  side,  150  ft.  east  of  Main  street  (Block 
4979,  Lots  12  and  15),  Flushing,  Borough  of  Queens. 

630-44-BZ— Application,  November  8,  1944,  under  sec- 
tions  7(a),  /(d)  and  21  of  the  zoning  resolution,  of  New 
York  Water  Service  Corporation,  applicant  and  owner,  to 
permit  m  a  residence  use  district,  the  erection  of  a  building 


to  be  used  as  a  well  house  in  connection  with  an  existing 
electrically  operated  water  pumping  station  (water  works) 
on  a  plot  located  partly  in  a  residence  use  and  partly  in  a 
business  use  district ;  premises  83-75  Woodhaven  boulevard 
northeast  corner  of  Moss  road  (Block  3907,  Lot  960)’ 
Woodhaven,  Borough  of  Queens. 

4 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  5,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
ft  morning,  December  5,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Zoning  Application. 

2-42-BZ— Application  of  Morris  Tarshis,  applicant  and 
attorney,  on  behalf  of  Max  Minker,  owner,  reopened  No¬ 
vember  8,  1944  for  consideration  as  to  extension  of  permit 
—Application,  previously  granted  on  condition,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  for  a  term  of  two  years, 
permitting  the  premises  to  be  occupied  for  minor  automobile 
repairs  in  conjunction  with  cars  being  painted;  premises 
260-262  Delancey  street,  north  side,  25  ft.  west  of  Columbia 
street  (Block  333,  Lot  31),  Borough  of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

WEDNESDAY  MORNING,  NOVEMBER  8,  1944. 

I  resent :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
;  on  Tuesday  morning,  October  31,  1944,  and  Tuesday  after¬ 
noon,  October  31,  1944,  were  approved  as  printed  in  Bul¬ 
letin  No.  44,  Vol.  29. 


ZONING  CASES 

1366-17-BZ 

APPLICANT — Saul  Goldsmith,  for  1920  Harman  Street 
,  Corporation,  owner. 

SUBJECT — Application  reopened  July  11,  1944  (decision 
of  acting  borough  superintendent)  under  section 
7c  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  change  of  use  from  a  factory  for 
manufacture  of  hospital  furniture  permitted  by  the 
Board  to  paper  box  manufacturing  and  knitwear. 
PREMISES  AFFECTED — 1920  Harman  street,  south  side, 
165  ft.  west  of  Fairview  avenue  (Block  3388,  Lot 
21),  Ridgewood,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Saul  Goldsmith,  Jeanette  Pulver 
and  Jeanette  S.  Dolgin. 

For  Opposition :  Sidney  S.  Levine,  Willard  A. 

Kabbel,  Betty  Faernsler  and  others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 
V  Gunn 

Negative : 


THE  RESOLUTION  (1366-17-BZ) 

Whereas,  this  application,  permitting  in  a  residence  use 
district,  the  extension  in  height  of  an  existing  factory  build¬ 
ing,  affecting  premises  1920  Harman  street,  south  side,  165 
ft.  west  of  Fairview  avenue  (Block  3388,  Lot  21),  Ridge¬ 
wood,  Borough  of  Queens,  was  granted  by  the  Board  on 
October  30,  1917,  on  certain  conditions ;  and 
Whereas,  Saul  Goldsmith,  for  1920  Harman  Street  Cor¬ 
poration,  owner,  filed  July  11,  1944,  an  application  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  change  of  use  from  a  factory  for  the  manu¬ 
facture  of  hospital  furniture,  previously  permitted  by  the 
Board,  to  paper  box  manufacture  and  knit  wear  manufac¬ 
ture  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  July  11,  1944  and  restored  to  the  calendar,  subject  to 
usual  procedure ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  8,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Himrod  street,  Harman  street  and 
Greene  avenue  are  in  residence  use,  C  area  and  1-times  height 
district;  Woodward  avenue  and  Fairview  avenue  are  in 
business  use,  C  area  and  1  times  height  districts;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  15,  1944,  re  Alt.  App.  642-44,  reads: 

“1.  The  original  approval  of  the  Board  of  Standards 
and  Appeals  under  Cal.  1366-17-BZ  was  for  the  specific 
manufacturing  of  surgical  furniture.  Secure  approval 
of  said  Board  for  proposed  change  in  use  (note,  paper 
box  manufacturing  and  knitwear).  Not  further  con¬ 
sidered.” 
and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  100  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
a  2-story,  Class  3,  building,  with  a  frontage  of  75  ft.  and 
0  a  depth  of  90  ft.,  occupied  in  violation  of  the  resolution  of 
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the  Board  dated  October  30,  1917,  as  paper  box  manufactur¬ 
ing  on  the  1st  floor  and  manufacture  of  knitwear  on  the 
2nd  floor;  that  it  is  proposed  to  maintain  this  occupancy; 

and  . 

Whereas,  the  applicant  contends  in  support  of  his  appli¬ 
cation  under  section  7c  of  the  zoning  resolution,  that  the 
building  in  question  was  permitted  to  be  altered  and  extended 
in  1917  under  a  resolution  of  the  Board  of  Standards  and 
Appeals  in  Cal.  1366-17-BZ,  for  occupancy  for  surgical  fur¬ 
niture  manufacturing;  that  it  was  occupied  for  some  time  in 
conformity  with  said  resolution  until  a  few  years  ago,  when 
the  building  was  sold  to  present  owner  and  the  occupancy 
was  changed  as  follows :  First  floor,  manufacturing  of 
paper  boxes,  30  employees;  2nd  floor,  manufacturing  of 
knitwear,  46  employees ;  that  the  first  floor  is  occupied  by 
the  same  principals  as  the  owner  of  the  building;  that  the 
building  is  provided  with  three  fireproof  stairways,  as  per 
Section  270  of  the  Labor  Law ;  that  the  boiler  pit  at  the 
front  first  floor  will  be  enclosed  in  fireproof  partition  and 
the  ceiling  fire-retarded ;  that  loading  and  unloading  facilities 
are  located  within  the  building  and  enclosed  in  8  in  brick 
walls,  fireproof  ceiling  and  kalamein  doors ;  that  the  change 
in  occupancy  will  lessen  the  chances  of  any  noises  or  oftense 
to  adjoining  properties  and  persons  and  will  not  affect  the 
present  character  of  the  neighborhood;  that  since  the  first 
floor  is  occupied  by  the  same  principals  as  the  owner  of  the 
building,  constant  supervision  is  given  to  keeping  good  house¬ 
keeping  conditions  j  that  the  character,  exposure  and  con¬ 
struction  of  the  building  remains  unchanged ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7c 
thereof  modifying  the  decision  of  the  borough  superin¬ 
tendent  on  Alt.  Applic.  642-44,  Obiection  1,  by  adding  to 
the  resolution  adopted  October  30,  1917 : 

“that  in  lieu  of  the  use  hereinbefore  permitted  through¬ 
out  the  building,  the  first  story  of  the  building  may  be 
occupied  as  proposed  for  the  manufacture  of  pasteboard 
boxes;  that  the  occupancy  of  the  second  floor  shall 
be  subject  to  further  consideration  by  this  Board  after 
submission  by  the  owner  of  the  name  and  address  of 
the  proposed  occupant,  so  that  the  premises  may  be 
investigated  prior  to  further  action;  that  all  windows 
on  the  easterly  lot  line  wall  facing  Lot  26,  shall  be 
removed  and  the  openings  filled  with  approved  glass 
block  as  approved  for  a  lot  line  wall  condition ;  that 
such  fire-fighting  appliances  and  equipment  shall  be 
installed  as  the  fire  commissioner  shall  direct ;  that  the 
building  shall  not  be  increased  in  height  or  area;  that 
in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable 
thereto;  that  this  variance  shall  continue  onlv  so  long 
as  the  building  is  occupied  and  maintained  in  accord¬ 
ance  with  the  requirements  of  this  resolution;  that  all 
permits  shall  be  obtained  and  all  work  completed  within 
six  (6)  months  from  the  date  of  this  resolution ;  that 
a  Certificate  of  Occupancy  shall  be  obtained.  ’ 


PREMISES  AFFECTED— 14-07  Seagirt  avenue  and  121 
Beach  14th  street,  southwest  corner  (Block  149, 
part  of  Lot  1),  Far  Rockaway,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Mrs.  Max  Horn. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn  .  4 

Negative  :  . . .  0 

THE  RESOLUTION  (845-41-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting  prem¬ 
ises  14-07  Seagirt  avenue  and  121  Beach  14th  street,  south¬ 
west  corner  (Block  149,  part  of  Lot  1),  Far  Rockaway, 
Borough  of  Queens,  was  granted  by  the  Board  on  July  14, 
1942,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the  per¬ 
mit;  and  , 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  17,  1944  and  set  for  hearing  on  November  8, 

1944;  and  _  .  , 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  8,  1944,  after  due  notice  by  publication  in  the  Bul¬ 
letin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  14,  1942,  only  in  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“ Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  plot  as  indicated  on  plans  filed  herewith,  with  a 
frontage  of  260  ft.  on  Beach  14th  street  and  140  ft.  on 
Seagirt  avenue,  to  be  occupied  for  the  parking  and  stor¬ 
age  of  more  than  five  (5)  motor  vehicles,  on  condition 
that  only  motor  vehicles  of  the  pleasure-car  type  and 
those  capable  of  operation,  shall  be  so  parked  and  stored 
and  only  cars  of  the  guests  of  the  bathhouse  on  the  same 
premises ;  that  the  woven  wire  fence  existing  on  the 
street  fronts  shall  be  maintained ;  that  the  premises  shall 
be  leveled  and  properly  surfaced ;  that  no  signs  shall  be 
erected  on  the  premises,  advertising  the  parking  and 
storage  use,  except  there  may  be  a  sign  at  the  entrance 
from  Beach  14th  street  and  the  entrance  from  Seagirt 
avenue  stating  that  parking  and  storage  privileges  are 
exclusively  for  the  guests  of  the  bathhouse ;  that  all 
uprights  or  other  structures  not  required  in  connection 
with  the  parking  lot  as  herein  permitted  shall  be  removed, 
leaving  only  the  woven  wire  fence  with  the  hedge  behind 
same,  protected  by  adequate  bumpers ;  that  a  Certificate 
of  Occupancy  shall  be  obtained  (Misc.  Applic.  6777 
41).” 


845-41-BZ 

APPLICANT— Max  Horn,  for  Brooklyn  Trust  Company, 
owner. 

SUBJECT— Application  reopened  October  17,  1944,  tor 
consideration  as  to  extension  of  permit  re  appli¬ 
cation  previously  granted  on  condition,  under  7h 
of  the  zoning  resolution,  permitting  partly,  in  a 
business  use  and  partly  in  a  residence  use  district, 
for  a  term  of  two  years,  the  parking  and  storage 
of  more  than  five  motor  vehicles. 


596-42-BZ 

APPLICANT— Koch  and  Wagner,  for  Roberts  Numbering 
Machine  Company,  owner.  .  . 

SUBJECT— Application  reopened  June  13,  1944  (decision 
of  the  acting  borough  superintendent)  under  section 
7c  of  the  zoning,  to  permit  in  a  residence  use  dis¬ 
trict,  the  change  of  occupancy  of  a  five  car  garage 
granted  by  the  Board  to  a  factory  for  a  temporary 
period. 

PREMISES  AFFECTED— 30  Richmond  street,  west  side, 
194  ft.  6  in.  south  of  Jamaica  avenue  and  692-710 
Tamaica  avenue  (Block  4102,  Lots  19  and  35), 
Borough  of  Brooklyn. 
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APPEARANCES— 

],or  Applicant :  Charles  C.  Wagner  and  G.  S.  Hice. 
r or  Opposition :  William  J.  Smith,  Elsie  Shroder, 
James  keihcr,  Henry  D.  Auwarter  and  others. 
Por  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

tSV  Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Commissioner  Savage .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn  .  3 

THE  RESOLUTION  (596-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zonine 
resolution,  permitting  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for  five  motor  vehicles 
(oi  the  pleasure  car  type)  for  storage  of  cars  owned  by 
the  officers  of  the  owner  of  the  factory  buildings  on  the 
affectl?S  Premises  30  Richmond  street,  west  side, 
1J4  ft.  6  in.  south  of  Jamaica  avenue  and  692-710  Jamaica 
avenue  (Block  4102,  Lots  19  and  35),  Borough  of  Brooklyn 
was  granted  by  the  Board  on  October  20,  1942,  on  certain 
1  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  June  13,  1944  and  restored  to  the  calendar,  subject  to 
usual  procedure;  and  J 

i  ^fHEnEAS’i  a  Public  hearing  was  held  on  this  application 
•  *  xt  °ar(T  °*  Standards  and  Appeals,  at  its  regular  meet- 

mg,  November  8  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

VV  hereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Jamaica  avenue  and  Richmond  street 
are  m  business  and  residence  use,  C  area  and  1-times  height 
districts;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  31,  1944.  re  App.  N.B.  313-42,  reads: 

“J-  ProPosed  change  of  occupancy  to  manufacturing 
(electric  Heating  Pads)  in  residential  use  district  is 
contrary  to  Art.  II  Sec.  3  of  the  Zoning  Resolution. 
i\ote:  Ihese  premises  were  the  subject  of  conditional 
variation  of  the  Board  of  Standards  and  Appeals.  596- 
42-BZ.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  irregular  in  area  with  a  frontage  of  187  ft.  9rA  in. 
on  Jamaica  avenue  and  a  depth  of  126  ft.  at  its  westerly 
lot  line,  on  which  are  located  1  and  2-story  factory  build¬ 
ings,  a  \l/2  story  frame  dwelling  and  the  building  affected, 
which  is  a  one-story,  27  ft.  by  48  ft.  5-car  garage  building; 
it  is  proposed  to  occupy  the  latter  building  for  factory  use ; 

>  and 

Whereas,  the  applicant  contends  that  under  Cal.  596-42- 
BZ,  a  five-car  garage  was  erected  on  these  premises  and 
so  occupied  for  a  short  time,  when  the  owners  received  a 
contract  from  a  Government  Agency  to  assemble  a  product 
known  as  Black  Heat”,  and  they  ask  to  use  the  garage 
for  this  purpose;  that  a  detailed  description  of  the  as¬ 
sembling  process  described  by  the  owners  is  filed  with  this 
application ;  that  the  manufacturing  of  this  article  will  be 
done  off  the  premises ;  that  the  building  will  be  used  exclu¬ 
sively  for  the  assembling  of  this  article  and  be  occupied  by 
male  employees  only,  with  a  maximum  of  six  persons; 
that  this  request  for  change  of  use  is  desired  for  a  period 
ending  six  months  after  the  duration  of  the  present  emer¬ 
gency;  that  no  certificate  of  occupancy  has  been  obtained 
for  the  garage  use,  but  same  will  be  applied  for  after  the 
expiration  of  the  above  time  limit;  that  in  making  this 
application,  it  is  respectfully  asked  that  photographs  origi¬ 
nally  on  file  under  Calendar  596-42-BZ  and  two  additional 
sets  of  photographs  numbered  8A  and  9A  be  referred  to; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 


W  hereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  further  zoning 

lut'ior'i106  Un^Cr  sectlon  7,  subdivision  c  of  the  zoning  reso- 

i  tl1ft  ^ ^ecision  of  the  borough  superintendent 

dated  May  31,  1944  on  N.B.  Applic.  313-42  be  and  it 
hereby  is  affirmed,  and  that  the  appeal  be  and  it  hereby  is 
dented. 


275-44-BZ 

APPLICANT— Lama  and  Proskauer,  for  Bankers  Trust 
Company,  trustee,  owner. 

SUBJECT  Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district  for  a  temporary 
period  of  two  years,  the  change  of  occupancy  of 
a  building  used  as  a  place  of  public  assembly,  to  a 
factory  throughout. 

1  REMISES  AFFECTED — 957  Putnam  avenue,  north  side 
100  ft.  east  of  Ralph  avenue  (Block  1483,  Lot  64) 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition  :  J.  H.  Kearney. 

For  Administration :  Fred  Dahiem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (275-44-BZ) 

Whereas,  Lama  and  Proskauer,  for  Bankers  Trust  Com¬ 
pany,  trustee,  owner,  filed  May  9,  1944,  an  application  under 
section  7e  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  for  a  temporary  period  of  two  years,  the  change 
of  occupancy  of  a  building  used  as  a  place  of  public  assembly 
to  a  factory  throughout,  affecting  premises  957  Putnam  ave- 
nue  north  suie,  100  ft.  east  of  Ralph  avenue  (Block  1483, 
Lot  64),  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
llic  Brard  of  Standard8  and  Appeals,  at  its  regular  meeting, 
October  24,  1944^  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals  and  laid 
over  to  November  8,  1944,  for  decision;  and 
Whereas  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Ralph  avenue  is  in  a  business  use  C 
area  and  1  times  height  district ;  Putnam  avenue  is  in  a  resid¬ 
ence  use  C  area  and  1  times  height  district  and  Madison 
street  is  in  a  business  use  C  area  and  1  times  height  district  • 
and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  14,  1944  re  Alt.  Applic.  963-44,  reads: 

?■  Proposed  change  of  use  to  commercial  purposes 
(tailor  shop)  within  a  residence  use  district,  is  contrary 
to  Art.  II,  Sec.  3  zoning  resolution.” 
and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  75  ft.  frontage  by  100  ft.  in  depth,  on  which  is  located 
1  ^  f°ury’  ass  2  building,  40  ft.  by  90  ft.  in  area,  occupied 
as  club  meeting  rooms;  that  it  is  proposed  to  occupy  the 
premises  as  a  factory  throughout  for  the  manufacture  of 
clothing;  and 

Whereas,  the  applicant  contends  that  the  building  was 
originally  built  as  a  club  house  in  or  about  1925;  that  it  is 
now  proposed  to  use  the  building  for  manufacturing  of  cloth¬ 
ing;  that  there  are  no  contemplated  alterations  to  be  made; 
that  the  building  will  be  used  as  is ;  that  the  present  owners 
took  possession  of  the  building  on  June  10,  1935,  by  virtue 
•  ?i?reclosur?  of  a  $25-°°°  mortgage  placed  on  the  building 
in  1925 ;  that  since  1936  to  date,  it  has  been  continuously  on 
the  market  for  sale  and  has  been  offered  for  $12,000  even 
though  it  is  assessed  for  $22,000,  but  owing  to  the  downward 
trend  of  property  in  this  area,  no  offer  has  been  made ;  that 
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the  change  of  occupancy  of  the  premises  will  in  no  way 
affect  the  general  surroundings  in  the  community,  especially 
in  view  of  the  fact  that  the  building  is  located  between  two 
parcels  both  of  which  are  used  for  business  purposes ;  that 
therefore,  in  view  of  the  foregoing  facts,  it  is  respectfully 
requested  that  this  application  be  granted ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and  _ 

Whereas,  the  Board  deemed  that  there  was  no  justification 
for  the  exercise  of  discretion  to  grant  a  zoning  variance  un¬ 
der  section  7,  subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  April  14,  1944  on  Alt.  Applic.  963-44,  be  and  it  hereby 
is  affirmed  and  that  the  application  be  and  it  hereby  is  dented. 


415-44-BZ 

APPLICANT— Lama  and  Proskauer,  for  Molly  R.  Golden, 
owner. 

SUBJECT— Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district  for  a  temporary 
period  of  two  years,  the  change  of  occupancy  from 
stable  and  cooperage,  to  paper  warehouse  and  baling 
plant.  . 

PREMISES  AFFECTED— 349  Rivington  street,  south  side, 
22  ft.  west  of  East  River  drive  (Block  323,  Lot 
52),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Harold  Klorfein,  Dep’t 


when  it  became  the  property  of  present  owners ;  that  at 
present  the  first  floor  is  occupied  by  a  cooperage  concern 
and  the  upper  five  floors  are  vacant ;  that  this  area  was 
zoned  as  unrestricted  in  1916  and  changed  to  present  use, 
residence,  on  April  5,  1935 ;  that  directly  across  the  street, 
Block  324,  Lots  41  and  40  are  improved  with  a  one-story 
public  garage ;  that  the  entire  Block  323  is  improved  with 
factory  buildings ;  that  present  owners  bought  the  property 
because  of  the  unrestricted  character  of  the  building  and 
also  because  it  was  suitably  adapted  to  use  as  wastepaper 
warehouse  and  baling  plant ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  e,  of  the  zoning  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  /e 
thereof,  for  a  term  of  two  (2)  years  from  the  date  of 
this  action,  on  condition  that  the  building  shall  not  be  in¬ 
creased  in  height  or  area;  that  the  building  shall  be  made 
to  comply  with  all  laws,  rules  and  regulations  applicable 
thereto,  as  stated  in  the  objections  issued  by  the  b°r°u|h 
superintendent ;  that,  in  addition,  a  sprinkler  system  shall  be 
installed  within  one  (1)  year  from  the  date  of  this  reso¬ 
lution  and  meanwhile,  such  portable  fire-fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 


of  Parks. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . .  0 

THE  RESOLUTION  (415-44-BZ) 

Whereas,  Lama  and  Proskauer,  for  Molly  R.  Golden, 
owner,  filed  July  5,  1944,  an  application  under  section  7e 
of  the  zoning  resolution,  to  permit  in  a  residence  use  dis¬ 
trict  for  a  temporary  period  of  two  years,  the  change  of 
occupancy  from  stable  and  cooperage,  to  paper  warehouse 
and  baling  plant;  affecting  premises,  349  Rivington  street, 
south  side,  22  ft.  west  of  East  River  drive  (Block  323, 
Lot  52),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  October  24,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals  and  laid 
over  to  November  8,  1944,  for  decision;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Rivington  street  is  in  a  residence 
use,  D  area  and  1 -times  height  district;  Goerck  street 
(Baruch  place)  is  in  a  residence  use,  D  area  and  1-times 
height  district;  East  River  drive  is  in  a  residence  use, 
D  area  and  1-times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  Tune  20,  1944,  re  Alt.  Applic.  663-44,  reads: 

“1.  Proposed  use  is  not  permitted  in  a  residence 
district;  Art.  2,  Sect.  3  of  the  Zoning  Resolution.” 

and  .  .  . 

Whereas,  the  applicant  states  the  premises  consist  of 
a  plot  66  ft.  frontage  by  75  ft.  in  depth,  on  which  is  located 
a  6-storv  nonfireproof,  Class  3  construction,  building,  occu¬ 
pied  as  a  stable  throughout  and  then  as  barrel  work  cooper¬ 
age  on  1st  story  and  that  it  is  proposed  to  occupy  the 
premises  for  a  waste  paper  warehouse  and  baling  plant , 

and  ,  ,  ,  . 

Whereas,  the  applicant  contends  that  the  premises  in 
question  is  improved  with  a  6-story  masonry  building,  occu¬ 
pying  the  full  area  of  the  lot;  that  it  has  been  used  as  a 
stable  for  more  than  five  horses  up  to  September,  1943, 


508-44-A 

APPLICANT— William  Intner  Company,  Inc.,  for  William 
and  Dora  Intner,  owners.  .  . 

SUBJECT— Appeal  from  an  order  of  the  fire  commissioner. 

PREMISES  AFFECTED — 340  East  40th  street  and  69a- 
699  1st  avenue,  southwest  corner  (1st  floor;; 
(Block  945,  Lot  31),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  D.  S.  Dugan,  Jr 

For  Administration  :  Edwin  A.  Meyer  Fire  Dep  t 

ACTION  OF  BOARD— Laid  over  to  November  21,  1944 
at  10  A.  M.  Applicant  to  file  revised  plans. 


581-44-A 

APPLICANT — b  •  W.  Voges,  for  The  Voges  Manufac¬ 
turing  Company,  owner.  .  , 

SUBJECT — Appeal  from  an  order  and  a  decision  ot  tnc 
fire  commissioner.  . 

PREMISES  AFFECTED — 103-15  98th  street,  west  side 
100  ft.  south  of  103rd  avenue,  (Block  9121,  Lots 
74,  and  75),  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep  . 
ACTION  OF  BOARD— Laid  over  to  November  21,  1944 
at  10  A.  M.  for  further  consideration. 


276-44-A 

APPLICANT— Lama  and  Proskauer,  for  Bankers  Trust 
Co.,  trustee.  .  ,  ,  ,  , 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent.  .  ., 

PRFMISES  AFFECTED— 957  Putnam  avenue,  north  side, 
100  ft.  east  of  Ralph  avenue  (Block  1483,  Lot  64), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama.  ( 

For  Administration :  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 
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ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative .  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  q 


600-44-A 

APPLICANT— Amos  F.  Thiergardt,  for  E.  R.  Squibb  & 
Sons,  owners. 

pU ! 5  \  Jj  c  !  T  Vr°n  J-  f!1  order  the  fire  commissioner. 

I  REMISES  AFFECTED— 18-42  and  50-62  Columbia 
Heights,  entire  block  bounded  by  Columbia 
Heights,  Doughty  street,  Furman  street  and  Mid- 
daugh  street,  2-14  Doughty  street  and  15-65  Fur¬ 
man  street  (Block  208,  Lot  2),  Borough  of 
Brooklyn. 

APPEARANCES— 

h or  Applicant :  Amos  F.  Thiergardt. 

For  Administration:  Edwin  A.  Meyer,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant,  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative:  .  0 

Absent :  Commissioner  Savage .  1 


314-44-A 

APPLICANT— Ajax  Contracting  Co.,  Inc.,  for  Med  Realty 
Holding  Co.,  Inc.,  owner  (Henry  B.  Cohen  Drug 
Co.,  lessee). 

SUBJECT — Application  reopened  October  24,  1944 — re 

Appeal  from  an  order  of  the  fire  commissioner; 
previously  granted  on  condition. 

PREMISES  AFFECTED — 243-245  East  35th  street,  north 
side,  100  ft.  west  of  2nd  avenue  (Block  916,  Lots 
26  and  27),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Herman  E.  Horwood. 

For  Administration:  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative:  .  0 

Absent :  Commissioner  Savage  . .  . .  1 

THE  RESOLUTION  (314-44-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  243-245  East  35th  street,  northside, 
100  ft.  west  of  2nd  avenue  (Block  916,  Lots  26  and  27), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  July 
18.  1944,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  appeal  was  reopened  by  the  Board  and 
restored  to  the  calendar  on  October  24,  1944,  for  considera¬ 
tion  of  item  3  of  order  38144-LC,  issued  by  the  fire  com¬ 
missioner  April  27,  1944,  which  reads: 

“3.  Lower  height  of  stock  to  18  inches  below  ceiling. 

Sec.  C19-11,  Article  1,  Administrative  Code.” 
and 

Whereas,  item  3  of  the  fire  commissioner’s  order  was  not 
the  subject  of  the  original  appeal,  as  the  applicant  was  under 
the  impression  that  this  item  would  apply  only  when  the 
sprinkler  was  installed;  that  all  open  stock  on  the  upper 
floors  is  now  below  the  18  inch  height;  that  the  stock  on  the 
1st  floor  which  consists  of  small  bottles  on  steel  shelving, 
presents  a  very  difficult  problem,  because  of  the  difficulty  of 
getting  the  additional  shelving  to  accommodate  the  stock 
which  would  have  to  be  removed ;  that  the  business  conducted 
is  that  of  a  druggist  supply  house  and  the  materials  consist 
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of  hundreds  of  items  in  small  quantities  which  would  have 
to  be  re-arranged,  thus  causing  much  loss  of  time  and  con¬ 
tusion;  that  when  a  sprinkler  installation  is  available,  such 
re-arrangement  will  be  done,  but  it  is  requested  that  at  this 
time,  the  goods  on  narrow  shelving,  which  is  mostly  set 
against  the  brick  walls  on  the  1st  floor,  be  permitted  to  remain 
until  the  sprinkler  is  installed;  that  the  requirement  of  the 
order  is  not  a  mandatory  requirement  and  the  condition  has 
existed  for  about  twenty  years  without  any  order  having  been 
issued  and  it  is  therefore  requested  that  the  Board  grant  a 
favorable  consideration  to  this  request. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  18,  1944  by  adding 

“that  as  to  item  3,  the  requirements  shall  be  immediately 
complied  with,  except  that  any  shelving,  on  the  first  floor 
directly  against  the  brick  walls,  may  have  merchandise 
to  the  ceiling,  until  the  sprinkler  system  herein  required 
is  installed;  that  all  other  items  of  Order  #38144-LC 
other  than  as  herein  modified,  shall  be  complied  with. 


608-44-A 

enDTrr^N^ — J-  S.  &  W.  R.  Eakins,  Inc.,  owner. 

i B.e™^rom  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 49-55  Berry  street,  southeast 
corner  of  North  11th  street  (Block  2297,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Eakin. 

For  Administration :  Edwin  A.  Mever  Fire  Dpn’t 
ACTION  OF  BOARD-Appeal  graced  on  c™di«o„  P 
Inh  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative:  .  q 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (608-44-A) 

Whereas,  J.  S.  &  W.  R.  Eakins,  line.,  owner,  filed  Octo- 
ber  20,  1944  an  appeal  from  an  order  of  the  fire  commis- 
sioner,  affecting  premises  49-55  Berry  street,  southeast 
corner  of  North  11th  street  (Block  2297,  Lot  1),  Bor¬ 
ough  of  Brooklyn;  and 

\\  hereas,  order  97854-LC  issued  by  the  fire  commissioner 
October  5,  1944,  reads  : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  and  use  acids,  etc.  shows 
that  the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued : 

Forthwith 

1.  Reduce  the  storage  of  benzol  to  5  gallons  and  pro¬ 
vide  an  approved  metal  safety  can  for  its  storage  or 
provide  an  approved  storage  system  for  storing  and 
handling  all  volatile  inflammable  oils  and  liquids,  (ben¬ 
zol)  Plans  and  specifications  in  duplicate  must  be  filed 
with  and  approved  by  Department  of  Housing  and 
Buildings  before  the  above  work  may  be  commenced. 
09-51. 0,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6  stories 
in  height,  160  ft.  by  100  ft.  in  area  at  1st  floor,  100  ft.  by 
100  ft.  in  area  at  typical  floor,  of  class  1  construction,  erected 
in  1917,  located  in  an  unrestricted  use,  B  area  district  and 
used  since  1929  as  follows :  sub-cellar — boiler  room — 1  per¬ 
son;  cellar— storage— 1  person;  1st  floor— shipping,  factory 
and  storage— 1  person;  2nd,  3rd,  and  4th  stories — manufac¬ 
turing  chemicals — 1  person  each  floor;  5th  story — storage, 
office  and  laboratory — 1  person  ;  6th  story — factory,  1  per¬ 
son  ;  that  no  change  in  use  or  occupancy  is  proposed ;  that 
the  building  is  equipped  with  a  two  source  sprinkler  system 
interior  fire  alarm  system  and  fire  drills  are  maintained  and 
that  there  are  three  3  ft.  9  in.  fireproof  stairs  from  the  roof 
to  the  street;  and 

Whereas,  the  applicant  contends  that  the  testing  of  the 
war  product  manufactured  by  the  owner,  calls  for  the  use 
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of  benzol  solely  for  laboratory  testing  purposes;  that  a  fifty 
gallon  drum  is  stored  in  the  yard  and  the  material  is  brought 
into  the  building  in  a  one  gallon  safety  can ;  that  the  quantity 
consumed  is  two  to  three  gallons  daily  \  that  a  supply  of  five 
gallons  would  be  inadequate  and  it  is  therefore  requested 
that  the  Board  permit  the  storage  of  more  than  five  gallons 
of  benzol  in  the  yard  area  for  the  duration  of  the  emergency. 

Resolved,  that  order  #97854-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  as  to  item  1  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  not  more  than 
one  drum  of  benzol  shall  be  stored  on  the  premises ,  that 
such  drum  shall  be  stored  in  the  open  yard ;  that  the  benzol 
shall  be  taken  into  the  building  in  a  one-gallon  approved 
safety  can;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct ,  that  the 
sprinkler  system,  interior  fire  alarm  system  and  fire  drills 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner  ;  and  that  in  all  other  respects,  the  building  and  occu¬ 
pancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  other  than  as  modified  by  the  Board  under 
Cal.  296-44-A. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

141-42-SA 

APPLICANT— National  Powder  Extinguisher  Corpora¬ 
tion,  owner. 

SUBJECT— “All  Out”  Fire  Extinguisher,  Model  A-16,  Ap¬ 
proval  of. 

APPEARANCES—  ,  ^  „ 

For  Applicant:  Walter  E.  Koons  and  1.  B. 
O’Brien. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Negative:  . ® 

Absent :  Commissioner  Savage .  I 


THE  RESOLUTION  (141-42-SA) 

Whereas,  the  National  Powder  Extinguisher  Corpora¬ 
tion  owner,  filed  on  February  18,  1942,  an  application  with 
the  ’Board  of  Standards  and  Appeals  for  approval  of  the 
appliance  known  as  the  “All  Out”  Fire  Extinguisher,  Mode 
A-16;  and 

Whereas,  this  appliance  was  referred  to  the  Committee 
on  Tests  of’  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads : 


REPORT  OF  COMMITTEE  ON  TESTS 

Re:  Cal.  141-42-SA  ,  A  1A 

Subject:  “All  Out”  Fire  Extinguisher,  Model  A-16, 

approVal  01  October  19,  1944. 

The  National  Powder  Extinguisher  Corporation  filed 
an  application  with  the  Board  of  Standards  and  ^  p- 
peals  for  approval  of  the  “All  Out"  Fire  E^urguf  " 
Model  A-16,  under  the  provisions  of  C26-178.U.b  ot  tne 
Administrative  Building  Code  and  the  Oil  Burner  Rules 
of  the  Board  of  Standards  and  Appeals. 

DESCRIPTION 

This  device  is  a  hand  chemical  fire  extinguisher  em¬ 
ploying  a  dry  chemical  as  the  fire  extinguishing  agent. 
It  consists  of  a  cylindrical  powder  chamber  holding 
approximately  16/2  lb.  of  the  dry  chemical  a  smaller 
cylinder  containing  compressed  carbon  dioxide  gas,  and 
a  hose  and  nozzle  assembly.  It  is  designed  to  discharge 
at  least  15  lb.  of  the  dry  chemical  under  continuous 
operating  conditions. .  Operation  of  the  device  is  ac¬ 
complished  by  releasing  the  carbon  dioxide  Jromthe 
pressure  cartridge  by  opening  the  valve  on  the  cart¬ 
ridge  The  release  of  the  carbon  dioxide  gas  creates 
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the  expelling  pressure  in  the  powder  chamber,  thereby 
forcing  the  dry  chemical  through  the  hose  and  nozzle. 
With  this  extinguisher  a  cloud  of  dry  chemical  in 
powder  form  is  projected  for  a  distance  of  20  to  25 
ft.  horizontally. 

This  device  is  designed  for  use  on  fires  in  small 
quantities  of  flammable  liquids,  greases,  etc.,  i.e.,  Class 
“B”  fires,  in  open  vessels  or  on  floors  where  a  cloud  of 
chemical  may  be  employed  to  separate  the  flame  from 
the  burning  surface  and  on  incipient  fires  in  electrical 
equipment,  i.e.,  class  “C”  fires,  where  a  non-conducting 
extinguishing  agent  is  of  importance.  It  is  not  intended 
for  use  on  deep-seated  fires  of  ordinary  combustible 
materials  such  as  wood,  paper,  textiles,  rubbish,  etc.  to 
the  extent  that  the  cooling  effect  of  15  lb..  of  dry 
chemical  is  not  sufficient  for  complete  extinguishment. 

To  operate,  the  extinguisher  is  carried  to  the  scene 
of  the  fire  by  the  top  ring  handle,  the  valve  on  the 
pressure  cylinder  is  opened  which  allows  the  CO2  gas 
to  enter  the  powder  chamber,  after  which  the  discharge 
is  accomplished  by  operating  the  spring-loaded,  normally 
closed,  shut-off  nozzle.  ,  On  all  fires,  the  discharge 
should  be  directed  at  the  base  of  the  flames,  applying 
it  to  the  burned  surface  even  after  the  flames  are  ex¬ 
tinguished  and  thus  tending  to  prevent  possible  reflash 
by  coating  the  hot  surfaces  and  any  glowing  material 
present.  On  flammable  liquid  fires,  best  results  are 
obtained  when  the  discharge  from  the  extinguisher  is 
employed  to  sweep  the  flame  off  the  burning  surface, 
applying  it  first  at  the  near  edge  of  the  fire  and  gradu- 
ally  advancing  while  moving  the  nozzle  slowly  Hoi11 
side  to  side.  The  discharge  should  not  be  directed  into 

the  burning  liquid.  .  .  ,  .  ,  .  ,  OCCPtri 

Assembly:  This  extinguisher  is  completely  assem¬ 

bled  and  charged  as  a  single  unit  ready  for  use  and 
consists  of  the  powder  chamber,  CO2  cartridge,  hose, 
and  nozzle.  The  powder  chamber  is  made  of  steel 
tubing  with  the  bottom  and  threaded  collar  welded  in 
Diace  The  cap  is  a  machined  brass  casting.  ine 
CO2  cartridge  is  an  ICC-3E-1800  cylinder  into  which 
is  threaded  a  forged  brass  cylinder  valve.  The  LtL 
cartridge  and  hose  and  discharge  nozzle  units  are  at¬ 
tached  to  the  powder  chamber  by  means  of  brass  union 
connectors.  The  powder  chamber  holds  approximately 
I6V2  lb.  of  dry  chemical.  The  CO2  cartridge  is  to  be 
charged  with  5j4  oz.  ±  oz.  of  CO2  gas.  The  total 
weight  of  the  charged  extinguisher  ready  for  use  is 
approximately  37  lb. 

Construction  Details:  .  ,  XT  . ?  t tcp 

Powder  Chamber— The  shell  is  made  of  No.  16  US G 
5  in.  outside  diameter  welded  steel  tubing.  The  • 
USG  stamped  steel  bottom  and  No.  7  USG  threaded 
steel  collar  are  arc  welded  to  the  shell.  The  cartridge 
holder  is  made  of  No.  20  USG  welded  steel  tubing  and 
is  attached  to  the  powder  chamber  by  means  of  /s 
1  in  steel  brackets  spot-welded  to  the  holder  and  brazec 
to  the  powder  chamber.  The  gas  inlet,  cartridge  con¬ 
nector  and  powder  outlet  fittings  are  machined  from 

rod  brass  They  are  mounted  in  the  powder  chamber 
loci  01  ass.  rney  *  Each  powder 

by  means  of  Ya  in.  nex  steei  nuis.  *.  f  rp 

chamber  assembly  is  testtd  tfo/  'eakaB%ah"J  J“tS 
at  a  hydrostatic  pressure  of  600  psi.  The  .ex,e 
surface'  of  the  powder  chamber  is  given  a  prime  coa 
of  air  dried  enamel  and  a  finish  coat  of  baited  enamel 

raD _ The  cap  is  a  machined  brass  casting  of  t 

rin^handle  We.  It  is  threaded  Jo  fit  the  threads 
of  the  collar  just  loosely  enough  to  permits  b2?” 
easily  drawn  down  upon  the  gasket  by  hand, 
ring  form  of  handle  has  an  outside  diameter  of  5% 
in.  and  has  a  1  in.  clearance  between  the  ?PPer 
of  the  cap  and  the  lower  surface  of  the  rin^. 

°s  provided  with  a  recess  for  the  retention  of  a  GR-b 

SyCO?  CartridgeiTheetCO.  charge  of  5/s  oz.  ±  id  oz. 
is“ntained  inga  steel  cylinder  constructed  and  marked 
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in  accordance  with  the  ICC-3E  Shipping  Container 
Specifications  for  a  service  pressure  of  1800  psi. 

Cylinder  Valve — The  valve  is  of  the  seated  type  and 
is  equipped  with  four  thin  metal  diaphragms  to  prevent 
leakage  along  the  valve  stem.  The  body  is  a  brass 
forging.  It  is  provided  with  a  thin  copper  disc  type 
safety  relief  designed  to  rupture  *at  a  pressure  of  be¬ 
tween  2600  and  3000  psi,  in  accordance  with  the  speci¬ 
fications  of  the  Administrative  Code  for  CO2  cylinders. 
A  plate  on  the  wheel  handle  is  marked  with  an  arrow 
and  the  word  “open”  to  indicate  the  direction  of  rota¬ 
tion  to  open  the  valve.  A  lock  pull  pin  passes  through 
a  hole  in  the  hand  wheel  and  through  an  adjustable 
lock  ring  attached  to  the  valve  bonnet.  The  lock  pull 
pin  is  sealed  in  place  after  the  cylinder  is  charged  by 
means  of  a  fine  wire  and  lead  seal.  The  wire  seal  must 
be  broken  and  the  lock  pull  pin  removed  before  the 
valve  can  be  opened.  This  lock  arrangement  is  pro¬ 
vided  to  discourage  tampering  and  to  indicate  to  the 
inspector  whether  or  not  anyone  has  tampered  with 
the  C02  cylinder  or  that  the  extinguisher  has  been 
used. 

Hose — The  1  in.  outside  diameter  discharge  hose  is 
made  of  GRS  synthetic  rubber  reinforced  with  three 
cotton  braids.  It  is  provided  with  rod  brass  connectors 
held  in  place  by  cadmium  plated  steel  hose  ferrules. 
It  is  designed  for  a  working  pressure  of  500  psi.  Rep¬ 
resentative  samples  of  each  lot  of  hose  and  fittings 
assembled  were  tested  to  a  pressure  of  400  psi. 

Discharge  nozzle — The  discharge  nozzle  is  a  ma¬ 
chined  brass  casting  equipped  with  a  spring-loaded, 
lever-operated,  grooved  barrel  type  valve.  The  dis¬ 
charge  opening  is  rectangular  in  shape  to  give  a  fan¬ 
shaped  discharge  of  dry  powder. 

Accessories — A  hanger  bracket  with  screws  for  wall 
mounting,  an  extra  fiber  washer  for  the  cartridge  union 
connection,  and  a  record  tag  for  inspection  record  data 
are  supplied  with  each  extinguisher. 

Dry  Chemical — The  powder  chamber  is  charged  with 
approximately  16^  lb.  of  a  mixture  of  dry  chemicals. 
The  composition  of  the  mixture  is  considered  a  trade 
secret  but  it  may  be  stated  that  the  principal  ingredient 
is  sodium  bicarbonate  and  that  several  other  ingredients 
are  used  to  prevent  caking  and  packing  and  to  increase 
the  flowability  of  the  mixture. 

This  fire  extinguisher  was  inspected  and  tested  on 
Clark  Avenue,  Jersey  City,  N.  J.  and  was  found  to 
perform  in  accordance  with  the  specifications.  The 
appliance  has  been  approved  by  the  Underwriters’ 
Laboratories,  Report — Extinguisher  1446,  Appliance 
No.  42C609,  dated  May  17,  1644,  and  by  the  Factory 
Mutual  Laboratories. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  the  inspection 
and  test,  and  the  approval  of  the  Underwriters  and 
Factory  Mutual  Laboratories,  the  Committee  on  Tests 
recommends  the  approval  of  “All-Out”  Fire  Extin¬ 
guisher,  Model  A-16  for  use  in  New  York  City  in 
Class  R  &  C  (Underwriters  classifications)  fires  of 
flammable  liquids  and  fires  of  electric  origin  provided 
the  appliance  has  a  label  permanently  affixed  reading, 
“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  in  fires  of  flammable  liquids 
or  fires  of  electric  origin,  under  Cal.  141-42-SA”,  and 
also  be  labeled  in  conformity  to  the  General  Resolution 
of  the  Board  adopted  under  Cal.  #809-40-GR. 

(Sgd.)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 


and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  “All  Out”  Fire 
Extinguisher,  Model  A-16,  on  condition  that  the  material 
appliance  be  manufactured,  used  and  labelled  in  accordance 
with  the  above  report. 


Adjourned:  11:40  A.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  NOVEMBER  8,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

129-44-A 

APPLICANT — 1  homas  C.  Wilson,  Inc.,  owner. 

SUBJECT  Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED—  2L-11  44th  avenue,  north  side, 
79.3  ft.  west  of  23rd  street  (Block  441,  Lot  4), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 

THE  RESOLUTION  (129-44-A) 

Whereas,  Thomas  C.  Wilson,  Inc.,  owner,  filed  February 
25,  1944,  an  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  21-11  44th  avenue, 
north  side,  79.3  ft.  west  of  23rd  street  (Block  441,  Lot  4), 
Long  Island  City,  Borough  of  Queens;  and 
Whereas,  order  11869-LF  of  the  fire  commissioner,  dated 
January  10,  1944,  reads: 

“An  inspection  of  the  premises  21-11  44th  avenue, 
Long  Island  City,  Borough  of  Queens,  shows  that  a  fire 
drill  should  be  established  and  maintained  therein,  ac¬ 
cording  to  the  requirements  of  Section  279  of  the  Labor 
Law.” 

and 

Whereas,  this  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  January  24,  1944;  and 
Whereas,  when  this  appeal  was  called  for  hearing,  no 
appearance  was  made  on  behalf  of  the  applicant,  although 
duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


456-44-A 

APPLICANT — Arnold  W.  Lederer,  for  Camille  Celenza, 
owner  (B.  C.  S.  Dress  Co.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 7707  New  Utrecht  avenue,  east 
side,  44  ft.  6J4  in.  south  of  the  77th  street  (Block 
6247,  Lot  68),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 

THE  RESOLUTION  (456-44-A) 

Whereas,  Arnold  W.  Lederer,  for  Camille  Celenza,  owner 
(B.  C.  S.  Dress  Co.,  lessee),  filed  July  27,  1944,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  7707  New  Utrecht  avenue,  east  side,  44  ft.  6J4  in. 
south  of  77th  street  (Block  6247,  Lot  68),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  20,  1944,  on  Alt.  Applic.  1975-44,  reads: 

“1.  Exits  to  comply  with  #27 0  Labor  Law. 

2.  Floors  to  be  adequate  for  120  lbs./sq.  ft. 

4.  Cellar  ceiling  to  be  fire-retarded  as  per  Sec.  10-11 
of  Bldg.  Code. 

5.  Windows  on  lot  lines  to  comply  with  sec.  10-7-11 
of  Bldg.  Code. 

6.  Bars  on  windows  is  contrary  to  sec.  272,  par.  3  of 
Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stor¬ 
ies  (28  ft.)  in  height,  22  ft.  3  in.  by  91  ft.  9  in.  and  101  ft. 
7  in.  in  area,  of  class  3  construction,  erected  in  1923,  located 
in  a  business  use,  C  area  district  and  used  and  occupied  for 
one  year  as  follows:  Cellar — -storage — no  persons;  1st  floor 
— store — 10  persons ;  2nd  floor — pool  parlor — 50  persons ;  pro¬ 
posed  to  be  used  and  occupied:  cellar — same;  1st  floor — 
dress  factory — 10  persons ;  2nd  floor — dress  factor}7— 45  per¬ 
sons  ;  that  the  building  is  equipped  with  one  3  ft.  8  in.  wood 
stairs  enclosed  in  partitions  of  wood  lath  and  plaster  and 
leading  from  the  2nd  floor  to  the  street,  and  one  fire  escape 
at  the  rear  yard,  extending  from  the  2nd  floor  by  a  station¬ 
ary  stair  with  egress  from  the  termination,  by  a  gate  in  the 
fence  through  the  adjoining  yard,  under  the  same  owner¬ 
ship  ;  and 

Whereas, Violation  231-44  was  issued  January  17,  1944, 
for  occupying  the  building  for  factory,  contrary  to  Certifi¬ 
cate  of  Occupancy;  and  . 

Whereas,  the  applicant  contends  as  to  objection  1,  that 
it  is  requested  that  existing  stairs  as  shown,  be  approved 
on  condition  that  the  stairhall  partition  on  the  1st  floor  be 
fire-retarded  and  all  openings  leading  thereto  on  the  1st  floor, 
be  equipped  with  fireproof  self-closing  doors  and  exit  signs 
and  lights  be  provided  and  that  the  cellar  stairs  be  enclosed 
with  fireproof  materials;  that  a  sprinkler  head,  connected  to 
the  house  supply,  be  placed  over  the  second  story  stairway 
and  a  new  scuttle  with  a  double  rung  wrought  iron  ladder 
be  placed  adjacent  thereto  and  that  access  to  adjoining 
property  to  the  south  under  the  same  ownership,,  be  pro¬ 
vided  by  means  of  a  gate  in  the  fence;  as  to  objection  2, 
the  applicant  contends  that  the  floor  loading  will  not  exceed 
the  existing  designed  load  of  97  lbs.  and  floors  will  be  posted 
for  such  loading ;  that  no  machinery  other  than  sewing  ma¬ 
chines  will  be  used ;  that  the  actual  applied  load  is  not  over 
50  lbs.  per  sq.  ft.;  as  to  objection  4,  that  the  existing  plaster¬ 
board  ceiling  with  joints  plastered,  should  be  accepted  and 
the  portion  over  the  steam  boiler  will  be  fire-retarded  ;  as  to 
objection  5,  that  the  existing  wooden  windows  on  the  lot 
lines  should  be  accepted  as  no  hazard  is  involved;  as  to 
objection  6,  that  the  bars  on  the  windows,  as  shown  on  plans, 
are  necessary  for  protection  of  property ;  that  adequate  exits 
are  provided  and  it  is  therefore  requested  that  the  bars  be 
permitted  to  remain. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  viakc  a  variation  in  the  requirements  of  the  L^bor 
Law  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1975-44  and  that  the  appeal  be  and  it 
hereby  is  granted  as  to  objection  1,  on  condition  that  the 


exits  as  shown  and  described  shall  be  maintained ;  that 
the  fire  escape  shall  be  continued  to  the  roof ;  that  it  shall 
be  possible  to  reach  adjoining  roofs  on  either  side  toward 
the  front  at  approximately  the  same  level  as  the  roof  of 
building  in  question;  that  within  the  stair  enclosure,  a 
double-rung  ladder  fpr  access  to  a  scuttle  in  the  roof,  shall 
be  maintained  as  shown ;  that  such  scuttle  shall  be  equipped 
with  an  easy  opening  device ;  that  the  building  shall  not  be 
increased  in  height  or  area;  that  the  number  of  persons 
permitted  to  occupy  the  second  story  shall  not  exceed  the 
number  which  may  lawfully  be  permitted  for  the  capacity  of 
the  primary  means  of  exit ;  that  in  the  primary  means  of 
exit,  the  proposed  sprinkler  system  connected  to  the  house 
supply  shall  be  extended,  so  as  to  provide  sprinkler  protec¬ 
tion  for  the  soffit  of  the  stairway  from  second  floor  level  to 
the  street;  that  the  windows  along  the  fire  escape  at  the 
rear  shall  be  made  fireproof,  self-closing;  as  to  objection  2, 
that  the  second  floor  shall  be  posted  for  the  approved  load¬ 
ing  per  superficial  foot,  as  stated  and  at  no  time  shall  the 
second  floor  be  occupied  in  excess  thereof ;  as  to  objection  4, 
that  the  cellar  ceiling  shall  comply  with  the  requirements 
therefor,  which  may  be  met  by  applying. metal  to  the  exist¬ 
ing  plasterboard  throughout;  as  to  objection  5,  that  the 
existing  windows  may  be  continued,  provided  no  window  is 
within  15  feet  of  an  adjoining  building  at  either  side,  meas¬ 
ured  in  any  direction  and  shall  be  made  fireproof,  self¬ 
closing  in  the  event  any  additional  building  is  constructed 
on  adjoining  lots  adjacent  to  such  windows;  as  to  objection 
6,  that  on  the  side  lot  line  windows,  the  bars  may  be  con¬ 
tinued,  provided  the  exits  indicated  are  maintained  and 
comply  with  the  requirements  of  the  Labor  Law,  as  to  being 
open  at  all  times  during  working  hours ;  that  existing  grat¬ 
ings  at  the  building  line,  if  of  the  grid  type,  shall  be 
removed  and  replaced  with  steel  covers;  that  the  require¬ 
ments  of  the  Zoning  Resolution  as  to  the  amount  of  floor 
space  for  manufacturing  shall  be  complied  with ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regualtions  applicable  thereto  and  that 
this  variance  shall  continue  only  so  long  as  the  building  is 
maintained  in  accordance  with  this  resolution. 


474-44-A 

APPLICANT — Philip  Freshman,  for  Israel  Zion  Hospital 
Corporation,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1001-1017  49th  street  and  4802 
10th  avenue,  northeast  corner  (1st  floor);  (Block 
5632,  Lots  1,  6,  13  and  25),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Philip  Freshman. 

For  Administration:  Thomas  A.  Larkin,  Fire 
Dep’t.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  „  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  u 

THE  RESOLUTION  (474-44-A) 

Whereas,  Philip  Freshman,  for  Israel  Zion  Hospital 
Corporation,  owner,  filed  August  8,  1944,  an  appeal  from  an 
order  and  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises :  1001-1017  49th  street  and  4802  10th  avenue,  northeast 
corner  (1st  floor)  ;  (Block  5632,  Lots  1,  6,  13  and  25), 
Borough  of  Brooklyn ;  and  .  ,  - 

Whereas,  Order  #11307-LF,  issued  by  the  Fire  Con1’ 
missioner  October  14,  1943  and  referred  to  in  his  decision 

of  July  17,  1944,  reads:  , 

“1.  Arrange  the  standpipe  system  to  conform  to  tne 
requirements  of  Art.  17,  Chapt.  26,  Admin.  Code  by 
complying  with  the  following  orders:  . 

A.  Seal  open  gate  valves  on  standpipe  line  at  upper 
and  lower  level  with  proper  seal,  consisting  of  chain 
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and  lock,  to  prevent  unauthorized  persons  from  operat¬ 
ing  same. 

B.  Repair  tank  on  roof. 

C.  Replace  Siamese  connections. 

D.  Provide  hose  on  all  outlets. 

E.  Arrange  for  a  flow  test,  by  washing  and  clean¬ 
ing  of  the  standpipe  system.  Said  test  must  be  con¬ 
ducted  in  the  presence  of  a  representative  of  this  De¬ 
partment  and  show  50  lbs.  hydrostatic  pressure  in  excess 
of  working  pressure  of  the  system  for  half  an  hour  ” 

and 

,^^E?EAS’  the  aPPlicant  states  the  building  is  7  stories 
(90  ft.)  in  height,  89  ft.  10  in.  by  149  ft.  9  in.  in  area; 
erected  in  1936;  located  in  business  and  residence  use,  C 
area  district,  partially  completed  and  used  and  occupied  as 
follows:  1st  floor,  quarters  for  hospital  patients,  79  per¬ 
sons;  proposed  to  be  used  and  occupied  on  completion  as 
follows:  Cellar,  clinic  and  locker  rooms,  10  persons;  1st 
floor,  quarters  for  hospital  patients,  79  persons ;  2nd  to  7th 
floors  inclusive,  hospital  bedrooms;  that  the  building  is 
equipped  with  a  partially  installed  standpipe  system  and  that 
one  3  ft.  8  in.  fireproof  stair  extends  from  the  roof  to  the 
street;  and 

Whereas,  the  applicant  contends  that  construction  was 
started  in  1936  under  N.  B.  Permit  14059-36;  that  all  walls, 
floors,  rough  plumbing  and  heating  lines  were  installed ; 
that  no  boilers  and  no  connections  to  city  mains  have  been 
installed ;  that  the  standpipe  system  consists  of  the  follow¬ 
ing:  all  horizontal  lines  in  basement';  all  down  feeds  from 
the  roof  tank  to  the  basement  with  2 y2  in.  hose  valves  for 
hose  outlets ;  no  hose  lines  have  been  connected ;  hose  boxes 
have  been  installed ;  no  feeder  line  from  the  pump  to  the 
roof  tank;  no  pump;  no  water  connection;  the  wood  roof 
tank  which  was  installed  is  now  in  need  of  repairs ;  no 
heating  coil  has  been  installed ;  connection  for  Siamese  on 
the  street  fronts  installed  and  outlet  capped ;  no  Siamese 
connections  have  been  installed;  that  there  is  no  provision 
tor  heating  the  2nd  to  7th  floors,  although  radiators  and 
risers  are  installed;  that  a  small  temporary  boiler  was  in¬ 
stalled  to  heat  the  ground  floor  only;  that  in  1942,  it  was 
decided  to  complete  the  first  floor  only  in  order  to  relieve 
the  overcrowding  in  the  Maternity  Division  of  the  hospital ;  ' 
that  a  temporary  Certificate  of  Occupancy  8029  was  issued 
for  one  year  and  renewed  on  April  26,  1944,  under  Certifi¬ 
cate  of  Occupancy  110322;  that  when  the  original  plans 
were  filed,  provision  was  made  under  Standpipe  Applic. 
7782-36,  to  install  a  complete  standpipe  system ;  that  within 
the  near  future,  the  owners  intend  to  resume  the  work,  so 
that  the  standpipe  system  will  be  fully  completed  along  with 
other  portions  of  the  building;  it  is  requested  that  inasmuch 
as  the  ground  floor  of  the  building  with  an  area  of  10,330 
sq.  ft.  is  occupied,  that  the  requirements  of  the  order  be 
rescinded,  on  condition  that  the  order  will  be  ultimately 
complied  with  ;  that  the  ground  floor  is  now  equipped  with 
an  interior  fire  alarm  system  and  four  fire  extinguishers 
placed  in  the  corridor. 

Resolved,  that  order  #11307-LF  of  the  fire  commissioner 
be  and  it  hereby  is  modified  as  to  objection  1,  and  that  the 
appeal  be  and  it  hereby. is  granted  on  condition  that  during 
the  time  the  building  is  not  completed  and  not  occupied 
above  the  first  floor,  the  standpipe  system  may  be  main¬ 
tained  in  compliance  with  the  requirements  for  a  standpipe 
system  in  a  building  during  the  process  of  erection,  on  con¬ 
dition  that  no  part  of  the  building  shall  be  occupied  above 
the  street  floor;  that  on  the  street  floor,  such  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shah  direct ;  that  the  interior  fire  alarm  system 
shall  be  maintained ;  that  upon  completion  of  the  building, 
the  standpipe  system  shall  be  installed  in  accordance  with 
the  requirements  therefor;  that  during  this  time,  the  prem¬ 
ises  shall  be  occupied  only  as  proposed;  and  provided  that 
in  all  other  respects,  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto. 

482-44-A 

APPLICANT — Comolite  Corporation,  lessee,  for  Plastico 
Corporation,  owner. 


SUBJECT  Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

1  REMISES  AFFECJED — 35-12  Skillman  avenue,  south 
side,  from  35th  to  36th  streets,  42-03  35th  street 


For  Applicant :  None. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
AC  I  ION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 

THE  RESOLUTION  (482-44-A) 

Whereas,  Comolite  Corporation,  lessee,  for  Plastico  Cor¬ 
poration,  owner,  filed  July  19,  1944,  an  appeal  from  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises:  35-12 
Skillman  avenue,  south  side  from  35th  to  36th  streets  42-03 
35th  street  and  42-02  36th  street  (Block  218,  Lot  13),  Long 
Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
June  19,  1944,  reads: 

We  have  your  letter  of  June  7th  wherein  you  request 
permission  for  your  employees  to  smoke  in  the  execu¬ 
tive  offices  of  above  mentioned  premises.  You  are  in¬ 
formed  that  your  request  must  be  denied  for  the  reason 
that  smoking  is  prohibited  by  provisions  of  the  Labor 
Law  and  the  Rules  of  the  Board  of  Standards  and 
Appeals.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
August  3.  1944,  reads: 

“This  will  acknowledge  receipt  of  your  letter  of  July 
21st  wherein  you  request  a  permit  for  employees  to 
smoke  in  your  factory  building  situated  at  the  above 
mentioned  premises. 

You  are  advised  that  your  request  must  be  denied  for 
the  reason  that  smoking  is  prohibited  by  mandatory  pro¬ 
visions  of  the  Labor  Law  and  the  Rules  of  the  Board 
of  Standards  and  Appeals.” 

and 

Whereas,  when  this  appeal  was  called  for  hearing,  no 
appearance  was  made  on  behalf  of  the  applicant,  although 
duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


501-44-A 

APPLICANT — Raymond  Irrera,  for  Lillian  M.  Huber, 
owner  (Agnes  Gallagher,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

I  REMISES  AFFECTED — 114-68  Mexico  street,  north¬ 
west  corner  of  115th  avenue  (1st  and  2nd  ’floors)  : 
(Block  10392,  Lot  23),  St.  Albans,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Raymond  Irrera,  Lillian  M.  Huber 
and  Agnes  Gallagher. 

For  Opposition :  Francis  H.  Thompson,  Florence 
C.  Reilly,  Elsie  Hymes  and  others. 

For  Administration :  Charles  McWilliams,  Boro. 
Pres,  office  and  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  . .  4 

THE  RESOLUTION  (501-44-A) 

Whereas,  Raymond  Irrera,  for  Lillian  M.  Huber,  owner 
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(Agnes  Gallagher,  lessee),  filed  August  25,  1944,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  114-68  Mexico  street,  northwest  corner  of  115th 
avenue  (1st  and  2nd  floors)  ;  (Block  10392,  Lot  23),  St. 
Albans,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  August  1,  1944,  reconsideration  denied  August  22, 
1944  on  Alt.  Applic.  848-44,  reads : 

“1.  Proposed  use  of  frame  dwelling  for  a  hospital  is 
contrary  to  sec.  4.2.1  as  to  height  and  area;  see  also 
sec.  4.1.3,  subd.  6. 

2.  Stair  width,  construction  and  enclosure  to  comply 
with  sec.  C26-292.0. 

a.  stairs  less  than  required  width,  sec.  6.4.I.2. 

b.  stairs  to  be  of  incombustible  material,  sec. 

6.4.17.1. 

c.  stairs  to  lead  to  street,  sec.  6.4.1.11. 

d.  stair  enclosure  to  be  of  3  hr.  fire  rating,  sec. 

6.41.8.1. 

3.  Cellar  ceiling  to  be  fire  retarded  as  per  sec.  10.11. 

4.  Cellar  partitions  to  be  of  incombustible  material 
and  cellar  stairs  to  be  enclosed  as  per  sec.  10.8.5.  _ 

5.  No  more  than  two  floors  of  a  frame  dwelling  is 
to  be  used  for  living  quarters,  sec.  87.2.1.” 

and  ... 

Whereas,  the  applicant  states  that  the  building  is  2  stones 
and  attic  (27  ft.  6  in.)  in  height,  31  ft.  6  in.  by  33  ft.  in 
area,  of  class  4  construction,  erected  in  1909,  located  in  a 
residence,  D  area  district  and  used  as  a  one  family  dwelling ; 
proposed  to  be  used  and  occupied  as  follows:  ^cellar— boiler 
room,  storage  and  kitchen  and  dining  room — 5  persons;  1st 
floor — sanitarium  and  office — 10  persons  ;  2nd  floor — sani¬ 
tarium— 10  persons  ;  attic— dwelling  and  storage— 2  persons  ; 
that  the  building  is  equipped  with  one  2  ft.  5  in.  wide  un¬ 
enclosed  wood  stairs ;  that  the  present  two  car  garage  will 
be  maintained  as  a  garage  for  one  car  accessory  to  the  sani¬ 
tarium  and  the  balance  to  be  used  as  a  mortuary  in  com¬ 
pliance  with  the  Rules  of  the  Department  of  Hospitals ;  and 
Whereas,  the  applicant  contends  as  to  objection  1,  that 
the  portion  of  the  building  to  be  used  as  a  sanitarium  will 
be  not  more  than  23  ft.  in  height  and  not  above  the  second 
story  level ;  that  although  the  building  is  of  frame  construc¬ 
tion,  there  is  actually  4  inches  of  concrete  on  the  exterior 
walls,  including  the  stucco  finish ;  that  this  concrete  is  placed 
between  the  studs  for  a  depth  of  2  inches  from  the  exterior 
face  of  the  studs  and  extends  beyond  the  face  of  the  studs 
2  inches;  that  1  inch  back  from  the  exterior  face  of  the 
studs  are  steel  pencil  rods  between  studs  with  the  ends  em¬ 
bedded  into  the  sides  of  the  studs;  as  to  objection  2,  a,b,c,d, 
the  applicant  contends  that  the  existing  open  wood  stair  is 
adequate  for  the  occupancy  above  the  first  floor  level,  which 
will  be  10  persons  and  for  the  occupancy  below  the  first 
floor  level  which  will  be  five  persons;  that  the  stairs  lead 
to  the  first  story  through  the  new  office  where  there  is  ac¬ 
cess  to  3  exits,  "one  to  the  front  porch,  one  to  the  side  exit 
by  means  of  six  steps  to  yard  level  and  one  through  the 
delivery  room  to  a  rear  exit;  that  the  stair  is  partly  enclosed, 
being  open  from  the  intermediate  platform  between  the  .first 
and  second  stories ;  as  to  objection  3,  that  the  cellar  ceiling 
is  now  being  covered  bv  p2  inch  sheet  rock  and  is  partly 
completed  and  the  Board  is  requested  to  accept  this  covering 
of  the  cellar  ceiling,  in  lieu  of  fire-retarding;  as  to  objection 
4,  that  all  of  the  partitions  shown  are  existing  partitions; 
that  no  new  partitions  will  be  erected  in  the  cellar ;  that  the 
boiler  room  and  coal  room  partitions  are  of  incombustible 
material ;  that  the  partitions  enclosing  the  storage  room  are 
partly  of  wood  boards;  that  the  partitions  at  the  side  of  the 
stair  are  stud  and  plaster  partitions ;  that  a  self-closing 
fireproof  hour  test  door  will  be  provided  in  the  opening 
to  the  boiler  room ;  that  there  are  only  six  steps  to  the  side 
yard  exit  and  it  is  therefore  requested  that  the  cellar  par¬ 
titions  be  accepted  and  the  existing  open  cellar  stairs  he 
permitted  to  remain;  as  to  objection  5,  that  inasmuch  as  the 
operator  of  the  sanitarium  will  occupv  the  chamber  in  the 
attic  story  and  that  there  is  no  complete  apartment  in  the 
attic,  that  no  cooking  will  be  done,  it  is  requested  that  the 


Board  permit  this  room  in  the  attic  to  be  used  by  the  opera¬ 
tor;  and 

Whereas,  the  applicant  further  contends  that  the  proposed 
sanitarium  will  be  operated  by  a  registered  nurse  and  in 
addition  will  have  a  staff  consisting  of  five  registered  nurses 
and  two  persons  performing  the  domestic  and  dietary  work ; 
that  permits  from  the  Department  of  Health  and  the  De¬ 
partment  of  Hospitals  will  be  obtained;  and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board;  and 

Whereas,  the  applicant  was  instructed  to  notify  owner  in 
the  area,  so  that  they  could  express  themselves  as  to  the 
questions  involved ;  and 

Whereas,  the  Board  deemed  that  the  use  as  a  Maternity 
hospital  for  twenty  patients  to  be  accommodated  on  the  first 
and  second  floors  as  proposed  in  a  building  which  meets  in 
no  way,  the  requirements  of  the  building  code  as  to  struc¬ 
tural  conditions  and  which  cannot  be  made  to  approximate 
the  necessary  requirements  for  safety,  should  not  be  per¬ 
mitted. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  848-44  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


535-44-A 

APPLICANT— F.  P.  Platt  &  Bro.,  for  Lincoln  Building 
Corporation,  owner  (Uptown  Club,  lessee). 
SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 50-72  East  42nd  street,  south 
side,  118.5  ft.  east  of  Madison  avenue,  303-305 
Madison  avenue  and  43-55  East  41st  street  (26th 
and  27th  floors)  ;  (Block  1276,  Lot  42),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  C.  Platt. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (535-44-A) 

Whereas,  F.  P.  Platt  &  Bro.,  for  Lincoln  Building  Cor¬ 
poration,  owner  (Uptown  Club,  lessee),  filed  September  19, 
1944,  an  appeal  from  a  decision  of  the  borough  super¬ 
intendent,  affecting  premises  50-72  East  42nd  street,  south 
side,  118.5  ft.  east  of  Madison  avenue,  303-305  Madison 
avenue  and  43-55  East  41st  street  (26th  and  27th  floors)  , 
(Block  1276,  Lot  42),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  January  11,  1944,  on  P.  A.  Applic.  1244-43,  reads  : 

“3.  Exits  as  indicated  on  plan  inadequate  and  not 
acceptable.” 

Whereas,  amendment  to  P.  A.  Applic.  1244-43  dated 
July  11,  1944  reads: 

“3.  Reconsideration  requested.  Present  actual  stair 
capacities  will  be  increased  100%  by  installation  of 
“horizontal  exit”  through  “fire  partition”  as  shown  on 
revised  drawing,  to  give  total  allowable  capacity  of 
328  persons.” 

Whereas,  reconsideration  of  item  3  of  such  amendment 
was  denied  July  11,  1944;  and 
Whereas,  item  3  of  amendment  dated  August  10,  1944 

reads : 

“3.  Reconsideration  requested.  Elevator  access  from 
restaurant  side  of  fire  partition  is  provided  by  means 
of  open  stairway  communicating  with  the  floor  above 
and  thence  to  the  existing  elevators.” 
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and 

Whereas,  reconsideration  of  such  item  was  denied 
August  10,  1944  and  redenied  September  15,  1944;  and 
Whereas,  the  applicant  states  that  the  building  is  53 
stones  (638  ft.)  in  height,  181  ft.  by  197  ft.  in  area,  of 
class  1  construction,  erected  in  1929,  located  in  a  business 
use,  B  area  district  and  used  and  occupied  since  1930  as 
follows:  cellar— restaurant— 500  persons,  boiler  room  and 
stores— 25  persons;  1st  to  25th  floors— offices ;  26th  floor- 
restaurant— 110  persons;  27th floor— private  club— 110  per¬ 
sons;  28th  to  52nd  floors — offices;  53rd  floor — physical  cul¬ 
ture  school ;  proposed  to  be  used  and  occupied  without 
change,  except  that  the  26th  floor  will  be  used  as  a  res¬ 
taurant  with  an  occupancy  of  308  persons;  that  the  building 
is  equipped  with  a  standpipe  system  and  interior  fire  alarm 
system,  but  fire  drills  are  not  maintained;  that  there  are 
two  3  ft.  10  in.  steel  stairs  enclosed  in  terra  cotta  block 
partitions,  equipped  with  fireproof  self-closing  doors,  ex¬ 
tending  from  the  roof  bulkhead  to  the  street;  and 
Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  a  fire  partition  on  the  26th  floor  to  form  a  horizontal 
exit  and  thereby  increase  the  permissible  occupancy  on  the 
26th  floor,  to  accommodate  the  restaurant  requirements ;  that 
P.  A.  Applic.  1244-43  meets  all  of  the  requirements  of  the 
borough  superintendent,  with  the  exception  that  a  passenger 
elevator  is  not  provided  on  the  dining  room  side  of  the 
horizontal  exit,  as  required  for  floors  more  than  16  stories 
above  grade  under  section  C26-297.0  of  the  Administrative 
Code;  that  the  requirements  of  the  Code  are  adequately  met, 
by  providing  access  from  the  dining  room  side  of  the  fire 
partition  to  the  required  elevator  service  by  means  of  an 
ornamental  stairway  to  the  floor  above  and  thence  to  the 
elevators  across  fireproof  floor  construction;  that  this  is  the 
regular  and  familiar  means  of  egress  used  by  the  patrons 
of  the  restaurant ;  that  the  lessee  occupies  both  floors,  so 
that  the  areas  of  safety  are  entirely  within  the  lessee’s 
premises;  that  any  reduction  in  occupancy  would  prove  a 
hardship  to  the  successful  conduct  of  the  restaurant  busi¬ 
ness. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  P.  A.  Applic.  1244-43,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  objec¬ 
tion  3,  as  denied  September  15,  1944,  on  condition  that  the 
space  on  the  26th  and  27th  floors  shall  be  arranged  as 
proposed  and  a  means  shall  be  provided  for  reaching  the 
main  building  elevators  on  the  26th  floor,  along  the  route  as 
indicated  and  also  by  means  of  a  service  stair  now  existing 
between  the  26th  and  27th  floors ;  that  in  addition,  a  door 
shall  be  provided  through  the  wall  of  storage  room  at  north 
side  of  kitchen,  leading  directly  to  general  elevator  lobby; 
that  in  all  other  respects,  the  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


borough  superintendent,  affecting  premises :  436  18th  street, 
18U1  Eighth  avenue,  southeast  corner  and  427  19th  street 
(1st  and  2nd  floors)  ;  (Block  882,  Lot  1),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent  re 
Amend,  to  Alt.  Applic.  1529-44,  dated  October  4,  1944,  reads: 

1.  The  proposed  installation  of  panic  bolts  on  exit 
doors,  is  contrary  to  the  Labor  Law  Sec.  272.” 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (24  ft.)  in  height,  35  ft.  by  36  ft.  in  area  at  typical 
floor ;  25  ft.  by  36  ft.  in  area  at  2nd  floor ;  of  Class  3  con- 
struction ;  erected  prior  to  1890;  located  in  an  unrestricted 
use,  C  area,  district;  use  D  and  occupied:  first  floor,  labo¬ 
ratory  and  offices,  _  7  persons ;  2nd  floor,  same,  7  persons  ; 
that  the.  building  is  equipped  with  a  one-source  sprinkler 
system,  interior  fire  alarm  system  and  fire  drills  are  main¬ 
tained  ;  that  there  is  one  3  ft.  8  in.  fireproof  stairs  equipped 
with  )4-hr.  kalamein,  self-closing  doors  at  the  front  of  the 
building,  extending  directly  to  the  yard,  and  one  fire  escape 
at  the  rear,  extending  to  the  yard  by  stairs  with  egress  to 
the  streets  through  the  yard;  that  windows  and  doors  on 
course  of  fire  escape  are  fireproof,  self-closing;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
install  panic  bolts  on  the  exit  door  from  the  stairhall  in  the 
first  story  to  the  yard  and  on  the  exit  door  from  the  sec¬ 
ond  story  to  the  exterior  steel  stairway  leading  to  the  yard. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  the  borough  superintendent,  act¬ 
ing  on  Alt.  Applic.  1529-44  and  that  the  appeal  be  and  it 
hereby  is  granted  as  to  objection  1,  on  condition  that  no 
panic  bolts  shall  be  installed  on  exit  doors  on  the  premises, 
except  as  indicated  on  plans  filed  with  this  appeal  marked 
“Received  October  5,  1944”,  relating  specifically  to  the  exit 
door  on  the. first  floor  south  side,  and  the  exit  door  to  rear 
exterior  stairway  on  the  second  floor,  east  side;  that  such 
panic  bolts  shall  be  of  an  approved  tyjie ;  that  the  sprinkler 
system,  interior  fire  alarm  system  and  fire  drills  shall  be 
maintained  to  the  satisfaction  of  the  fire  commissioner;  and 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto 
other  than  as  modified  by  the  Board  under  Cal.  No.  342-44- A. 


568-44-A 

APPLICANT — E.  R.  Janes,  for  The  Maltine  Co.,  owner. 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 436  18th  street,  1801  8th  ave¬ 
nue,  southeast  corner  and  427  19th  street  (1st  and 
2nd  floors);  (Block  882,  Lot  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Ralph  M.  Rice  and  E.  R.  Janes. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 

THE  RESOLUTION  (568-44-A) 

Whereas,  E.  R.  Janes,  for  The  Maltine  Company,  owner, 
filed  October  5,  1944,  an  appeal  from  a  decision  of  the 


614-44-A 

APPLICANT — Jacob  W.  Sherman,  for  Congregation  B’nai 
Jacob,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 3015  Glenwood  road,  north 
side,  60  ft.  west  of  East  31st  street  (1st  floor)  : 
(Block  5005,  Lot  4),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Jacob  W.  Sherman  and  Rev. 
Benjamin  H.  Englander. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (614-44-A) 

Whereas,  Jacob  W.  Sherman,  for  Congregation  B’nai 
Jacob,  owner,  filed  October  30,  1944,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent,  affecting  premises 
3015  Glenwood  road,  north  side,  60  ft.  west  of  East  31st 
street  (1st  floor)  ;  (Block  5005,  Lot  4),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  re 
Alt.  Applic.  2610-44,  dated  October  24,  1944,  reads: 

“1.  Proposed  change  of  occupancy  of  frame  dwell¬ 
ing  in  the  fire  limits,  to  public  use,  is  contrary  to  Sec. 
4.1.2  and  Sec.  4.2.1  as  per  Sec.  2.1 .3.5  of  the  Bldg.  Code.” 
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and 

Whereas,  the  applicant  states  the  building  is  two  stones 
and  attic,  22  ft.  4  in.  by  40  ft.  4  in.  in  area ;  Class.  4  con¬ 
struction  ;  located  in  residence  use,  C  area  district  and 
erected  prior  to  1913;  used  and  occupied:  Cellar,  ordinary; 
1st  floor,  one  family;  2nd  floor,  one  family;  attic,  storage; 
proposed  to  be  used  and  occupied:  Cellar,  ordinary;  1st 
floor,  religious  school,  48  children,  2  adults ;  2nd  floor,  one 
family;  attic,  storage;  that  the  building  is  equipped  with 
one  3  ft.  wide  wood  stairs,  equipped  with  wood  enclosures 
and  wood  doors  and  extending  from  the  top  story  to  the 
street;  and  . 

Whereas,  Violation  4576  was  issued  October  3,  1944,  for 
occupying  the  building  as  a  school  and  office  without  a  cer¬ 
tificate  of  occupancy;  and  _  , 

Whereas,  the  applicant  contends  that  the  building  was 
acquired  by  the  Congregation,  which  is  the  owner  of  the 
adjacent  synagogue,  for  use  as  a  Hebrew  School,  as  their 
present  facilities  are  not  adequate ;  that  in  compliance  with 
Violation  4576-44,  the  owner  has  discontinued  the  use  of 
the  first  floor  as  classrooms1;  that  it  is  proposed  to  occupy 
the  first  floor  as  a  Hebrew  School  for  children  from  6  to 
13  years  of  age  from  3  :30  to  7  :30  P.  M.,  four  days  a  week 
and  also  on  Sunday  morning;  that  all  activities  are  to  be 
confined  on  the  first  floor  under  constant  supervision  of  a 
teacher  and  Rabbi;  that  the  2nd  floor  will  be  retained  for 
use  by  one  family  and  it  is  proposed  to  remove  present  cellar 
stairs,  fire-retard  the  cellar  ceiling,  reinforce  the  first  floor 
framing,  so  as  to  provide  for  60  lbs.  liveload  and  also  to 
provide  additional  toilet  facilities  on  the  first  floor ;  and 

Whereas,  the  Board  deemed  that  there  .was  no  basis  for 
permitting  occupancy,  even  temporarily,  in  the  Class  IV 
building  as  proposed. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Atl.  Applic.  2610-44,  objection  1,  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


62 1-44- A 

APPLICANT— William  O.  Staber,  for  Mahar  Realty  Cor¬ 
poration,  owner  (U.  S.  Electric  Manufacturing 
Company,  lessee). 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 107-109  West  13th  street,  north 
side,  105  ft.  west  of  6th  avenue  (Block  609,  Lot 
49),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  William  O.  Staber. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (621-44-A) 

Whereas,  William  O.  Staber,  for  Mahar  Realty  Cor¬ 
poration,  owner  (U.  S.  Electric  Manufacturing  Company, 
lessee),  filed  October  31,  1944,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  107-109  West 
13th  street,  north  side,  105  ft.  west  of  6th  avenue  (Block 
609,  Lot  49),  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  27,  1944,  on  Alt.  Applic.  783-44,  reads: 

“a."  To  reinstate  building  back  into  a  garage  not  per¬ 
mitted  ;  the  authority  is  vested  with  the  Board  of 
Standards  and  Appeals. 

d.  and  e.  Change  is  contrary  to  Sec.  273  Labor  Law. 
i.  Change  is  contrary  to  Industrial  Bulletin  Nos.  9 
and  16  of  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6 
stories  (75  ft.  10  in.)  in  height,  40  ft.  by  82  ft.  3V2  in.  in 
area,  of  class  1  construction,  erected  in  1900,  located  in  an 


unrestricted  use,  B  area  district  and  used  since  1928  as  a 
garage  and  proposed  to  be  used  and  occupied  as  follows : 
cellar — storage — no  persons;  1st  floor — storage  and  shipping 
— 10  persons ;  2nd  floor  manufacturing  electrical  flashlights 
— 20  persons;  3rd  floor — same;  30  persons;  4th  floor — same 
— 20  persons  ;  5th  floor — storage — no  persons ;  6th  floor — 
storage — no  persons ;  that  the  building  is  equipped  with  an 
interior  fire  alarm  system,  but  fire  drills  are  not  maintained ; 
that  there  is  one  3  ft.  2  in.  fireproof  stairs  from  the  roof 
to  the  street  and  one  fire  escape  at  the  rear,  leading  to  the 
roof  by  a  ladder  and  to  the  street  by  fire  passage  on  the 
first  floor ;  and 

Whereas,  Certificate  of  Occupancy  14712  issued  Decem¬ 
ber  12,  1928,  permits  the  use  of  the  building  as  a  garage 
for  more  than  five  motor  vehicles ;  and 

W hereas,  the  applicant  contends  that  the  lessee  is  a 
prime  contractor  for  the  Army  and  Navy  in  the  manu¬ 
facturing  of  flashlights  and  batteries ;  that  although  their 
main  plant  is  operating  24  hours  a  day,  it  is  impossible  to 
meet  production  schedules,  unless  the  additional  space  pro¬ 
posed  in  this  building  is  provided  for  manufacturing  pur¬ 
poses  ;  that  the  building  will  be  used  for  assembling  and 
finishing  of  flashlight  casings  and  for  packing  and  shipping ; 
that  light  machinery  only  will  be  used  for  this  purpose  and 
no  inflammable  materials  will  be  stored  or  used;  that  in 
view  of  the  fact  that  the  lease  is  predicated  on  the  condi¬ 
tion  that  the  tenant  restore  the  premises  to  its  original  condi¬ 
tion  upon  the  termination  of  the  war  for  use  as  a  public 
garage,  it  is  requested  that  a  temporary  Certificate  of 
Occupancy  be  issued  for  the  duration  of  the  war  and  upon 
termination  of  the  war,  the  original  use  specified  in  Cer¬ 
tificate  of  Occupancy  14712,  be  permitted  to  be  reinstated; 
that  in  view  of  the  proposed  temporary  occupancy  and  that 
the  5th  and  6th  floors  will  not  be  used  for  manufacturing 
purposes,  the  Board  is  requested  to  grant  a  modification  of 
Section  273  of  the  Labor  Law,  to  permit  the  use  of  the 
existing  fire  escape  at  the  rear  as  a  2nd  means  of  egress; 
that  this  fire  escape  will  be  extended  from  1st  floor  to 
cellar  and  a  new  fireproof  fire  passage  will  be  provided  on 
the  1st  floor,  extending  to  the  street  as  indicated  on  plans 
filed  with  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  October  27,  1944,  acting  on  Alt.  Applic.  783-44,  objec¬ 
tion  a,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted,  permitting  the  building  to  revert 
to  a  public  garage  upon  the  discontinuance  of  the  proposed 
occupancy,  provided  the  use  zoning  has  not  been  changed 
so  as  to  prohibit  such  building  to  be  so  used;  as  to  objections 
d  and  e,  that  the  exits  as  proposed,  shall  consist  of  a 
primary  means  of  exit,  consisting  of  an  enclosed  stair  as 
shown,  leading  from  the  roof  to  the  street,  and  rear  fire 
escape  as  indicated  on  plans  filed  with  this  appeal  marked 
“Received  October  31,  1944”;  that  the  proposed  exit,  con¬ 
sisting  of  a  fire  passage  through  the  first  floor  to  the  street, 
shall  be  maintained;  that  the  fire  passage  shall  be  con¬ 
tinuous  without  unprotected  openings  from  the  rear  to  the 
street ;  that  the  number  of  persons  per  floor  shall  not  exceed 
the  number  lawfully  permitted,  based  on  the  capacity  of  the 
primary  means  of  exit ;  that  the  windows  along  the  course 
of  the’  fire  escape  shall  be  fireproof,  self-closing;  as  to 
objection  i,  that  the  floors  and  walls  of  toilet  rooms  shall 
comply  with  the  requirements  of  the  Building  Code  there¬ 
for;  that  under  this  variance,  the  building  shall  be  occupied 
substantiallv  as  proposed  and  the  5th  and  6th  floors  shall 
be  occupied  for  storage  only;  that  the  floor  loads  shall  be 
posted  throughout. 


680-42- S 

APPLICANT— Charles  Pfizer  and  Company,  Incorporated, 
owner. 

SUB  TECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete  the  work — re  Varia¬ 
tion  of  the  labor  law,  cited  in  an  order  and  decision 
of  the  fire  commissioner  previously  granted  on  con¬ 
dition  for  temporary  term. 


MINUTES 


tt 


PREMISES  AFFECTED — 176-190  Harrison  avenue,  west 
^eeti  Gerry  street  and  Wallabout  street, 
344-356  Wallabout  street  and  39-57  Gerry  street 
(Buildings  21  and  21b,  1st  and  7th  floors)  :  (Block 
2265,  Lots  14,  32,  37,  38  and  39),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Henry  Woermann. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative .  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative  .  0 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (680-42-S) 

Whereas,  this  application  from  an  order  and  a  decision 
of  the  fire  commissioner,  affecting  premises  176-190  Harri¬ 
son  avenue,  west  side,  between  Gerry  street  and  Wallabout 
street,  344-356  Wallabout  street  and  39-57  Gerry  street 
(Buildings  21  and  21b,  1st  and  7th  floors)  ;  (Block  2265,'  Lots 
14,  32,  37,  38  and  39),  Borough  of  Brooklyn,  was  granted 
by  the  Board  on  November  10,  1942,  on  certain  conditions- 
and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
complete  the  work,  particularly  in  reference  to  the  removal 
of  the  wood  partitions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  10,  1942,  only  in 
so  far  as  it  has  reference  to  the  time  within  which  the  law  is 
to  be  complied  with  as  to  the  wood  partitions,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

that  the  partitions  as  described  shall  be  removed  within 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion.” 


ACTION  OF  BOARD— Request  to  reopen,  dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS  REQUEST  TO  REOPEN— 
Affirmative  .  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative  .  q 

Absent :  Commissioner  Savage  . .'.'!!!!!  1 

THE  RESOLUTION  (97-37-BZ) 

Whereas,  this  application  permitting  in  a  business  use 
district,  under  section  7h  of  the  zoning  resolution,  the  park- 
mg  and  storage  of  more  than  five  motor  vehicles,  affectine 
premises  1404-1428  East  New  York  avenue,  southwest  cor- 
ner  of  Amboy  street  (Block  3495,  Lots  12  and  16),  Borough 
ot  Brooklyn,  was  granted  by  the  Board  December  14  1937 
on  certain  conditions;  and 

Whereas,  due  to  incorrect  ownership  and  incorrect  au¬ 
thorization  of  persons  in  ownership  of  the  subject  prop¬ 
erty,  the  action  of  the  Board  of  December  14,  1937  was 
rescinded  May  16,  1939;  and  ’ 

Whereas,  Theodore  R.  Feinberg,  for  Eleanor  C.  Stoffel 
and  Lillian  Covert,  owners,  requested  reopening  of  the  ap¬ 
plication  ana  rehearing  on  the  basis  of  new  facts;  and 
Whereas,  this  application  was  reopened  by  vote  of  the 
Board  October  8,  1940,  subject  to  the  usual  procedure ;  and 
Whereas  this  application  was  granted  by  the  Board  on 
December  17,  1940,  on  certain  conditions  and  permit  ex¬ 
tended  on  November  24,  1942,  and  the  applicant  requested 
an  extension  of  the  permit;  and 

W  hereas,  when  this  case  was  called  for  consideration, 
no  appearance  was  made  on  behalf  of  the  applicant  al¬ 
though  duly  notified  to  do  so. 

Resolved,  that  the  request  to  reopen,  be  and  it  hereby  is 
dismissed  for  lack  of  prosecution. 


377-42-A 

APPLICANT — Sidney  H.  Kitzler,  for  Fetner  and  Gold¬ 
berg,  owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Appeal  from  an 
order  and  a  decision  of  the  fire  commissioner,  pre¬ 
viously  granted  on  condition. 

PREMISES  AFFECTED— 249-255  Varet  street,  north 
side,  175  ft.  east  of  White  street  (Block  3110,  Lot 
28),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  . .  .  0 

Negative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Absent :  Commissioner  Savage  .  1 


97-37-BZ 

APPLICANT — Louis  Oslan,  lessee,  for  City  of  New  York, 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent),  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PRESMISES  AFFECTED— 1404-1428  East  New  York 
avenue,  southwest  corner  of  Amboy  street  (Block- 
3495,  Lots  12  and  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


100-36-BZ 

APPLICANT— K.  &  R.  Parking  Company,  Kim  Parking 
Stations,  Inc.,  lessee,  for  Blervie  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reojiening  and 
extension  of  permit— re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 135-137  West  51st  street,  north 
side,  and  130-134  West  S2nd  street,  south  side,  300 
ft.  east  of  Seventh  avenue  (Block  1004,  Lots  13, 
14,  50,  51  and  52),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Manuel  Rosenstein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT — 
Affirmative :  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative  .  o 

Absent :  Commissioner  Savage  .  1 

THE  RESOLUTION  (100-36-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  135-137  West  51st  street, 
north  side  and  130-134  West  52nd  street,  south  side,  300  ft! 
east  of  Seventh  avenue  (Block  1004,  Lots  13,  14,  50,  51  and 
52),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
October  14,  1936,  on  certain  conditions ;  and 
Whereas,  the  permit  was  extended  on  November  4,  1938 
November  6,  1940  and  October  6,  1942  and  the  applicant 
requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  October  14,  1936  as  amended 
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through  October  6,  1942,  only  in  so  far  as  it  has  reference  to 
the  term  of  the  permit,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read: 

“ Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  that  the  entire  plot  shall  be  leveled  substantially 
to  the  grades  of  West  51st  street  and  West  52nd  street, 
and  that  the  entire  area  shall  be  covered  with  steam 
cinders  with  a  proper  binder  to  prevent  dusting;  that 
there  shall  be  no  openings  permitted  to  adjoining 
buildings;  that  there  shall  be  erected  on  street  building 
line,  a  substantial  wrought-iron  or  woven  wire  fence, 
except  for  one  opening  not  over  20  ft.  wide  to  each 
street;  that  opposite  these  openings  the  existing  curb 
cuts  may  be  extended  to  a  total  width  of  20  ft.  each ; 
that  any  portion  of  any  existing  curb  cut  not  so  used, 
shall  have  the  curb  restored ;  that  no  sign  shall  be 
erected  extending  beyond  the  building  line;  that  no 
other  use  shall  be  made  of  the  property  than  the  park¬ 
ing  and  storage  herein  permitted ;  that  no  building  shall 
be  erected  on  the  property  other  than  a  small  office  for 
attendant ;  that  suitable  aisles  shall  be  maintained  at  all 
times  to  permit  ready  ingress  and  egress  in  the  event 
of  fire;  that  such  portable  fire  extinguishers  shall  be 
maintained  on  the  premises  as  the  fire  commissioner 
shall  direct  ;  that  a  Certificate  of  Occupancy  shall  be 
obtained.” 


554-37-BZ 

APPLICANT— Smith  and  Webber,  lessee,  for  Board  of 
Transportation,  City  of  New  York,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  retail  use  and  partly 
in  a  business  use  district,  the  parking  and  storage 
of  more  than  five  motor  vehicles  for  a  temporary 
term  of  two  years. 

PREMISES  AFFECTED— 896-908  Eighth  avenue,  260-266 
West  54th  street,  southeast  corner  and  239-245 
West  53d  street  (Block  1025,  Lot  3),  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Sanford  Smith. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative  . 0 

Absent:  Commissioner  Savage  .  1 

THE  RESOLUTION  (554-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution  permitting  partly  in  a  retail  use  and  partly  in  a 
business  use  district,  the  parking  and  storage  of  more  than 
five  motor  vehicles  for  a  term  of  two  years,  affecting  prem¬ 
ises  896-908  Eighth  avenue,  260-266  West  54th  street,  south¬ 
east  corner  and  239-245  West  53rd  street  (Block  1025,  Lot 
3),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
November  15,  1938,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  January  31, 
1939  and  permit  extended  on  October  29,  1940  and  No¬ 
vember  4,  1942  and  the  applicant  requested  a  further  exten¬ 
sion  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  15,  1938  as  amend- 
ed  through  November  4,  1942,  only  in  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this  por¬ 
tion  of  the  resolution  shall  read : 


“ Granted  under  section  7,  subdivision  h,  for  a  term  of 
two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  parking  and  storage  of  more  than  five  (5) 
motor  vehicles,  on  condition  that  only  automobiles  of 
the  pleasure  car  type  shall  be  parked ;  that  any  buildings 
existing  on  the  premises'  shall  be  entirely  removed  and 
no  building  shall  be  constructed,  except  there  may  be 
erected  a  one-story  building,  not  exceeding  20  ft.  by  20 
ft.  in  area,  of  masonry  construction,  as  an  office  and 
shelter  for  attendant  and  waiting  room  for  patrons ;  that 
the  plot  shall  be  levelled  to  the  grade  of  surrounding 
streets  and  surfaced  with  steam  cinders,  clean  gravel  or 
other  suitable  material,  properly  rolled  and  bound  to  pre¬ 
vent  dusting,  so  graded  to  provide  surface  drainage; 
that  on  the  interior  lot  lines  where  walls  of  adjoining 
buildings  do  not  occur,  there  shall  be  constructed  a.  sub¬ 
stantial  woven-wire  fence  not  less  than  6  ft.  in  height ; 
that  a  similar  fence  shall  be  erected  on  the  street  line  of 
West  53rd  street,  except  for  an  opening  15  ft.  in  width, 
with  curb  cut  opposite  of  similar  width ;  that  along  the 
street  line  of  Eighth  avenue  and  West  54th  street,  there 
shall  be  a  similar  fence  constructed,  or  there  may  be  a 
brick  wall  with  a  wrought-iron  fence  erected  on  same  to 
a  total  similar  height  and  except  that  there  may  be  an 
entrance  opening  to  West  54th  street,  not  over  20  ft.  in 
width,  with  curb  cut  opposite  of  similar  width;  that 
ample  aisle  space  shall  be  maintained  at  all  times  for 
easy  entrance  and  exit ;  that  such  portable  fire-fighting 
appliances  shall  be  installed  as  the  fire  commissioner  shall 
direct;  that  during  the  term  of  this'  variance,  the  prem¬ 
ises  shall  be  used  for  no  other  use  than  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles  as  herein 
permitted ;  that  no  sign  shall  be  erected  on  the  premises 
or  on  the  walls  of  adjoining  buildings,  except  there  may 
be  erected  at  the  entrance  to  West  53rd  street  and  West 
54th  street,  a  sign  attached  to  fence,  advertising  the 
parking  use,  provided  such  signs  do  not  exceed,  an  area 
of  15  sq.  ft.  each;  that  any  lights  for  illumination  shall 
be  arranged  on  post  standards  with  metallic  reflectors 
and  so  arranged  to  reflect  towards  the  centre  of  the 
premises  and  away  from  adjoining  occupancies  and  that 
a  certificate  of  occupancy  shall  be  obtained.” 


512-38-BZ 

APPLICATION— K  &  R  Parking  Company,  lessee,  for 
Cross  &  Brown  Company,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent),  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  for  a  period  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  ve¬ 
hicles. 

PREMISES  AFFECTED— 109-111  West  31st  street,  north 
side,  100  ft.  west  of  Sixth  avenue  (Block  807,  Lots 
34  and  35),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Manuel  Rosenstein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative  .  ^ 

Absent :  Commissioner  Savage  .  < 

THE  RESOLUTION  (512-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  109-111  West  31st  street,  north 
side,  100  ft.  west  of  Sixth  avenue  (Block  807,  Lots  34  and 
35),’ Borough  of  Manhattan,  was  granted  by  the  Board  on 
July  20,  1938,  on  certain  conditions;  and 
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Whereas,  the  permit  was  extended  on  September  17,  1940 
and  October  6,  1942  and  the  applicant  requested  a  fur¬ 
ther  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  20,  1938  as  amended 
through  October  6,  1942,  only  in  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 

“Granted  under  section  7,  subdivision  h,  for  a  term 
of  two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution,  to  permit  the  parking  and  storage  of  more  than 
five  motor  vehicles,  on  condition  *  *  *  ancj 

a  certificate  of  occupancy  shall  be  obtained.” 


35-44-BZ 

APPLICANT — Roy  Clinton  Morris,  for  Joseph  Lanza, 
owner  (Jack  Ditchek,  lessee). 

SUBJECT — Application  for  consideration  —  reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for 
a  term  of  two  years,  the  conversion  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED — 8230  18th  avenue,  west  side,  46 
ft.  6  in.  north  of  84th  street  (Block  6314,  Lot  75), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Roy  Clinton  Morris. 

For  Administration :  Harold  Klorfein,  Park  Dept, 
and  Fred  Dahlem,  Dep’t  of  Housing  and  Build¬ 
ings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative  .  0 

Absent :  Commissioner  Savage .  1 

THE  RESOLUTION  (35-44-BZ) 

Whereas,  this  application  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  conversion  of  occupancy  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop,  affecting  premises  8230 
18th  avenue,  west  side,  46  ft.  6  in.  north  of  84th  street  (Block- 
6314,  Lot  75),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  June  20,  1944,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
complete  the  work.. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  20,  1944,  only  in  so  far 
as  it  has  reference  to  the  completion  of  the  work,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“that  in  view  of  the  statement  by  the  applicant  that 
all  permits  have  been  obtained  and  all  work  substantially 
completed,  all  work  shall  be  completed  within  two  (2) 
months  from  the  date  of  this  amended  resolution  *  *  * 
and  that  a  certificate  of  occupancy  shall  be  obtained.” 


575-25-BZ 

APPLICANT — Reginald  S.  Hardy,  for  Sophie  Himmel- 
stein,  owner;  507  Flatbush  Ave.  Corporation,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  re  additional  use — re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  motor  vehicles. 


PREMISES  AFFECTED— 507-511  Flatbush  avenue  and 
1118-1122  Washington  avenue  and  1-11  Lefferts 

A  PE  AR  ANCES— l0Ck  ^  LOt  ^  Borough  of  Brooklyn. 

For  Applicant :  Reginald  S.  Hardy 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  re- 

THEVOTF  TqREOPENil'11^"  '0  US“a'  proced''rc- 

Affirmative :  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn  .  3 

Negative  .  ‘ "  q 

Absent :  Commissioner  Savage . 1 


772-41-BZ 

APPLICANT— Arnold  W.  Lederer,  for  Clara  Rothenberg, 
ec  cy  rarberman  and  Salvatore  De  Leo,  owners 

ctidtett  U?re.?e^  Laundry,  Incorporated,  lessee). 

‘  Application  for  consideration — reopening  and 

extension  of  area — re  Application  (decision  of  the 
borough  superintendent,  previously  granted  on  con¬ 
dition,  under  section  7c  of  the  zoning  resolution 
permitting  the  extension  of  an  existing  laund™ 
building  from  a  local  retail  use  district  into  a  resi¬ 
dence  use  district). 

I  REMISES  AFFECTED — 427  Ralph  avenue  and  1815- 
1817  Bergen  street,  northeast  corner  (Block  1445 

APPEARANCES7— 3nd  68^’  Borough  of  Brooklyn. 

Bor  Applicant :  Arnold  W.  Lederer. 

For  Administration:  Fred  Dahlem,  Dep’t  of 
Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 

TTTp  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative .  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative .  q 

Absent :  Commissioner  Savage  .  l 

2-42-BZ 

^BPLICANT— Morris  Tarshis,  for  Max  Minker,  owner. 

5>Utsjh.Li  —  Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7i  of  the  zoning  resolution, 
for  a  temporary  term  of  two  years,  the  conversion 
of  occupancy  of  a  building  to  a  motor  vehicle  re¬ 
pair  shop,  auto  showroom  and  lubritorium,  in  a 
business  use  district. 

PREMISES  AFFECTED — 260-262  Delancey  street,  north 
side,  25  ft.  west  of  Columbia  street  (Block  333, 
Lot  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Morris  Tarshis. 

For  Administration :  Fred  Dahlem,  Dep’t  of 

Housing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
calendar  and  set  for  hearing  on  December  5  1944 
at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn  .  3 

Negative .  q 

Absent:  Commissioner  Savage  . .  1 


Adjourned  :  4  :00  P.M. 


Joseph  J.  Doyle,  Chief  Clerk. 
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RIJIFS  FOR  TESTS  OF  FIRE-RESISTIVE,  FLAMEPROOFED  MATERIALS,  SUCH  AS 
TEX?fLES  PAPER  SIMILAR  MATERIALS  AND  ADHESIVES  USED  FOR 
DECORATIVE  PURPOSES  AND  TREATED  ACOUSTICAL  DRAPERIES,  CARPETS 
AND  SIMILAR  MATERIALS  FOR  USE  IN  PLACES  OF  PUBLIC  ASSEMBLY  AND 
SPECIAL  OCCUPANCY  STRUCTURES. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  MAY  3,  1940  EFFECTIVE 
IN  ACCORDANCE  WITH  SECTION  665,  SUBDIVISION  C,  OF  THE  NEW  YORK  CIT\ 

CHARTER,  MAY  27,  1940. 

[Cal.  No.  294-40-SR] 

AUTHORITY:  .  „  ,  ,  _  ,  , 

Pursuant  to  the  authority  vested  in  the  Board  of  Standards 
and  Appeals  by  Section  666,  paragraph  2,  of  the  Charter  of 
the  City  of  New  York  and  Secticm  C26-721.0b  (12.2)  as 
amended  by  Local  Law  No.  170,  approved  November  14, 

1939,  and  Section  C19-161.1  Local  Law  No.  112,  approved 
July  18,  1939. 

1.0  SCOPE  r  ,  L  ... 

These  requirements  apply  to  flameproofed  combustible  ma¬ 
terials  used  for  decorative  or  other  purposes  within  special 
occupancy  structures  as  defined  in  Section  C26-715.0  (12.1.1) 
and  other  places  of  public  assembly  as  provided  in  Section 
C-19-161.0,  which  was  amended  by  Local  Law  No.  112. 

2.0  GENERAL  REQUIREMENTS 

It  shall  be  unlawful  for  any  person  to  use  any  decorations, 
drape,  curtain  or  scenery  used  for  artistic  enhancement 
which  is  made  of  combustible  material,  unless  painted  or 
saturated  with  a  non-combustible  material  or  liquid  or  other¬ 
wise  rendered  safe  against  fire  to  the  satisfaction  of  the 
Fire  Commissioner  and  in  accordance  with  the  requirements 
of  these  Rules,  in  any  building  of  a  public  character,  includ¬ 
ing  a  hotel,  theatre,  restaurant,  public  hall,  department  store, 
and  a  building  used  or  intended  to  be  used  for  purposes  of 
public  assembly,  amusement  or  instruction,  and  a  building 
where  large  numbers  of  persons  congregate  (See  Section 
Cl 9-161 . 1 )  except  as  exempted  in  Rule  7. 

After  flameproofing,  such  processing  as  ironing,  sewing 
and  normal  handling  shall  have  no  detrimental  effects  on  the 
treatment  of  the  material. 

3  0  APPROVAL  OF  MATERIALS  AND  METHODS 
USED  IN  FLAMEPROOFING  TEXTILES,  ETC. 

3.1  No  materials  or  methods  for  flameproofing  com¬ 
bustible  materials  for  use  under  these  Rules  shall  be  used 
unless  approved  by  the  Board. 

4.0  FLAMEPROOFING  PROPERTIES. 

The  flameproofed  material,  when  subjected  to  the  test 
described  in  Rule  5.0,  shall  meet  the  following  requirements 
as  to  fire-retardant  properties. 

4.1  FLASHING — No  flashing  shall  occur  at  any 
time  on  the  length  of  the  test  specimen.  A  flashing  due 
to  fuzz  or  bad  edges  may  be  disregarded. 

4.2  DURATION  OF  FLAME — The  average  con¬ 
tinuation  of  flaming  shall  not  exceed  3  seconds. 

4.3  DURATION  OF  GLOW — The  average  continu¬ 
ation  of  glow  at  the  edge  of  the  charred  area  shall  not 
exceed  an  additional  twenty  seconds  after  the  cessation 
of  flaming.  Glow  confined  to  the  charred  area  may  be 
disregarded. 

5.0  TESTS. 

Tests  for  each  specific  installation  of  originally  treated 
combustible  material,  or  any  re-tests  thereof,  shall  be  made 
by  the  Fire  Commissioner,  or  in  a  laboratory  approved  by 
him,  in  accordance  with  the  requirements  of  these  Rules. 

5.1  SAMPLING  FOR  TEST  SPECIMENS— 

Samples  of  each  variety  of  material  and  for  every  kind 
of  treatment  shall  be  subject  to  separate  tests.  Samples 
shall  be  of  sufficient  size  to  furnish  test  specimens  pro¬ 
vided  for  in  Rule  5.2.  At  least  three  samples  shall  be 
furnished  for  every  500  square  feet  or  fraction  thereof. 

5.2  TEST  SPECIMENS — Specimens  for  test  shall 
be  2  in.  wide  and  12^4  in.  long  and  shall  be  numbered 
on  one  end.  Test  specimens  shall  be  carefully  cut  from 
at  least  three  different  places  in  the  material  to  provide 
a  minimum  of  three  test  specimens  from  each  material 
for  testing. 


5.3  CONDITIONING  OF  TEST  SPECIMENS— 
The  test  samples  or  test  specimens  shall  be  dried  for  24 
hours  in  a  room  of  average  temperature  of  70°  F.,  with 
an  average  humidity  of  40%. 

5.4  TEST  FOR  PERMANENCE  OF  CHEMI¬ 
CALS — Test  specimens  shall  be  suspended  by  folding 
and  pinning  one-half  inch  of  the  numbered  end  over  a 
horizontal  8-gauge  wire,  placed  two  inches  above  the 
center  of  a  7-mch  opening  in  a  3  ft.  wind  tunnel  arranged 
to  deliver  a  wind  velocity  to  the  air,  at  the  tunnel  end, 
of  700  lineal  feet,  plus  or  minus  50  ft.  per  minute,  as 
measured  by  a  suitable  anemometer  on  a  line  with  the 
wire.  In  this  position  the  test  specimens  shall  be  whipped 
for  five  minutes.  Immediately  upon  conclusion  of  this 
test,  the  specimens  shall  be  placed  in  a  closed  dry  con¬ 
tainer  until  required  for  the  flame  test. 

5.5  APPARATUS  FOR  FLAME  TEST— The  ap¬ 
paratus  shall  consist  of  a  ring  stand  20  inches  high  with 
an  adjustable  clamp  housed  in  a  metal  shield  12  inches 
square  and  20  inches  high,  open  in  front  and  at  both 
ends  and  a  Bunsen  or  Tirrill  gas  burner  which  shall 
have  a  tube  of  54-inch  inside  diameter. 

5.6  FLAME  TEST— A  whipped  test  specimen  shall 
be  taken  from  the  closed  container  required  in  Rule  5.4 
and  suspended  vertically  with  one-half  inch  of  the  num¬ 
bered  end  in  a  clip  held  in  a  clamp  on  the  ring  stand 
so  that  the  test  specimen  shall  hang  vertically  within  and 
near  the  center  of  the  metal  shield  required  in  Rule  5.5. 
The  lower  end  of  the  test  specimen  shall  be  three-quar¬ 
ters  of  an  inch  above  the  top  of  the  gas  burner  on  which 
the  air  supply  is  shut  off  completely  and  adjusted  to 
give  a  luminous  flame  1U  inches  long.  The  flame  shall 
be  applied  for  12  seconds,  then  withdrawn.  The  result 
of  the  test  for  duration  of  flame  and  duration  of  glow 
of  the  three  test  specimens  shall  each  be  averaged  and 
recorded.  Flashing,  if  any,  shall  be  noted. 

6.0  APPROVAL  AND  CERTIFICATION. 

The  approval  of  materials  that  have  been  flameproofed,  as 
provided  in  Rule  1.0  and  tested  as  required  in  Rule  5.0  with 
flameproofing  properties  as  given  in  Rule  4.0,  shall  be  lim¬ 
ited  to  one  year.  An  affidavit  by  the  person,  firm  or  corpo¬ 
ration  flameproofing  the  combustible  materials  shall  be  filed 
with  the  Fire  Commissioner  stating  that  the  flameproofing 
compound  and  method  complies  with  the  approval  of  the 
Board,  with  calendar  number  thereof,  and  including  the  date 
of  treatment  and  warranted  period  of  effectiveness  of  the 
flameproofing. 

6.1  The  Fire  Commissioner  may  require  check  tests 
at  any  time.  Upon  the  termination  of  the  approval,  as 
provided  for  in  Rule  6.0,  a  retest  of  the  flameproofed 
combustible  materials  shall  conform  to  the  following : 

Flameproofed  materials  shall  withstand  a  test  of  at 
least  400°  F.,  as  measured  by  a  pyrometer,  or  other  ac¬ 
ceptable  method,  for  approximately  one-minute’s  dura¬ 
tion  by  means  of  an  open  flame.  Under  such  test,  the 
flameproofed  material  shall  not  flash  or  support  com¬ 
bustion  and  shall  not  glow  outside  of  the  char  if  a  char 
is  set  tip  by  the  open  flame.  Material  found  not  to  con¬ 
form  to  these  requirements,  shall  be  removed  and  re¬ 
placed  with  materials  conforming  to  the  requirements 
of  Rule  4.0. 

7.0  EXEMPTION. 

These  Rules  shall  not  be  construed  to  applv  to  merchandise 
for  sale  or  displayed  for  sale,  to  guest  rooms  in  hotels,  to 
offices,  to  works  of  art  in  museums,  nor  to  churches  or 
places  of  religious  worship. 
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NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 

seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super- 
mtendent  0f  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
ot  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
ot  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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641- 44-A — H.B.B. — 336  Livingston  street  and  27-31 

Nevins  street,  southeast  corner  (3rd  floor)  ;  (Block  167,  - 
Lot  3),  Borough  of  Brooklyn,  Alt.  3234-44. 

642- 44-A — H.B.R. — 300  Howard  avenue,  west  side,  from 

628-44-BZ — H.B.M. — 437-445  East  120th  street,  north  Greta  place  to  Hillcrest  road  (2nd  floor)  ;  (Block  523,  Lots 
side,  100  ft.  west  of  Pleasant  avenue  (Block  1880,  Lot  19),  ^60  and  367),  Grvmes  Hill,  Borough  of  Richmond,  Amend- 
Borough  of  Manhattan,  Amendment  to  Alt.  1143-43.  ment  to  Alt.  140-44. 


DOCKET 

New  Cases  Filed  up  to  November  14,  1944. 
Cal.  No.  Dept.  Premises  Affected. 


629-44-A— H.B.Q.— 151-02  83rd  street,  southwest  corner 
of  151st  avenue  (2nd  floor)  ;  (Block  11429,  Lot  4),  Ozone 
Park,  Borough  of  Queens,  Alt.  805-44. 


630- 44-BZ — H.B.Q. — 83-75  Woodhaven  boulevard,  north¬ 
east  corner  of  Moss  road  (Block  3907,  Lot  960),  Wood- 
haven,  Borough  of  Queens,  N.B.  293-44. 

4 

63 1- 44- A — H.B.M. — 9-11  West  54th  street,  north  side, 
225  ft.  west  of  5th  avenue  (Block  1270,  Lot  27),  Borough 
of  Manhattan,  Alt.  1429-44. 


643- 44-A— H.B.B.-— 337-341  Kingsland  avenue,  west  side, 
95  ft.  north  of  Norman  avenue  (2nd  floor)  ;  (Block  337, 
Lot  1),  Borough  of  Brooklyn,  Alt.  3140-44. 

644- 44-A — F.D. — 237  Mercer  street,  west  side,  100  ft. 
south  of  West  3rd  street  (Block  533,  Lot  20),  Borough  of 
Manhattan,  Decision  re  35995-LC. 


Restored  to  Calendar. 

287-43-SA— Castle  No.  100,  Instrument  Washer-Sterilizer, 
Appliance. 


632-44-A—F.D.— 42-26  to  42-30  28th  street,  northwest 
corner  of  42nd  road  (5th  floor)  ;  (Block  422,  Lot  32),  Long 
Island  City,  Borough  of  Queens,  4557-LF  and  Decision. 


633-44- A — H.B.Bx — 2017  Grand  Concourse,  northwest 
comer  of  Bush  street  (Block  2808,  Lot  90),  Borough  of 
The  Bronx,  Alt.  439-44. 


634-44-A— H.B.M.— 227-229  East  56th  street,  north  side, 
260  ft.  east  of  3rd  avenue  (basement)  ;  (Block  1330,  Lot 
11),  Borough  of  Manhattan,  Alt.  1257-44. 


635-44-A — H.B.B. — 43  Debevoise  place,  east  side,  100  ft. 
south  of  Lafayette  street  and  432  Hudson  avenue  (Block- 
2085,  Lot  7),  Borough  of  Brooklyn,  Alt.  2860-44. 


636-44- A — H . B . Q . — 93-02  150th  street,  southwest  corner 
of  Archer  avenue  (Block  9998,  Lot  124),  Jamaica,  Borough 
of  Queens,  (Under  section  35,  General  City  Law  re  bed  of 
mapped  street — 150th  street),  Alt.  1117-44. 


637-44- A — H.B.Q. — 39-12  to  39-16  Main  street,  west  side. 
53.48  ft.  north  of  Roosevelt  avenue  and  135-33  to  135-37 
Roosevelt  avenue  (1st  floor)  ;  (Block  4976,  Lots  3,  6,  7 
and  53),  Flushing,  Borough  of  Queens,  Alt.  1347-44. 


638-44-A _ H.B.Q. — 139-28  Queens  boulevard,  south  side, 

200  ft.  east  of  87th  avenue  (2nd  floor)  ;  (Block  9625,  Lot 
16),  Jamaica,  Borough  of  Queens,  Alt.  1315-44. 


639-44-BZ— H.B.Bx— 440  West  240th  street,  southeast 
corner  of  Greystone  avenue  (Block  3414E,  Lot  20),  Bor¬ 
ough  of  The  Bronx,  Decision  re  Certificate  of  Occupancy. 


640-44-A— H.B.B.— 76-116  North  4th  street,  south  side, 
from  Wythe  avenue  to  Berry  street,  203  Wythe  avenue  and 
176-180  Berry  street  (Block  2350,  Lots  4-13,  inclusive), 
Borough  of  Brooklyn,  Alt.  2702-41. 


DESIGNATIONS:  H.B.— Department  of  Housing  ami  llniUlhigs; 

Department  of  Housing  and  Buildings,  Brooklyn;  II.B.1M. 
Department  of  Housing  and  Buildings,  Manhattan;  II.I1.Q,.  De 
lartment  of  Housing  and  Buildings,  Queens;  H.B.It.— Department 
,f  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
dousing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 


RULES 

Last  Publication  In  Bullet  In 


Blended  Cements,  Rules  for  Testing 

and  Use  of. . . . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ...Dec. 
Certificates  of  Occupancy,  approved 

form  . Pe,c- 

Concrete  Flat  Slabs,  Rules. ....... -July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

of  . Dee- 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . .Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules . .....Mar. 

Fire-resistive.  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ....Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Nov. 

Oil  Burner  Rules . ....Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray- 

ing  Rules . Oct. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Atig. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Oct. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .  Oct. 
Smoking  in  Factories,  Rules  for.... Oct. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting - June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


28,  1943 — Vol.  28,  No.  52  A 
28,  1943— Vol.  28,  No.  52  A 

28,  1943— Vol.  28,  No.  52A 
1.3,  1937— Vol.  22,  No.  28 


28,  1943 — Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52 A 
15,  1937— Vol.  22,  No.  24 

12,  1944— Vol.  29,  No.  .36 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

14,  1944 — Vol.  29,  No.  15 

28,  1943— Vol.  28,  No.  52 A 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  S2A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 

21,  1944— Vol.  29,  No.  46 
28,  1943— Vol.  28.  No.  52A 

11,  1944 — Vol.  29,  No.  15 

24,  1944— Vol.  29,  No.  42 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


24,  1944— Vol.  29,  No.  42 

7,  1937— Vol.  22,  No.  36 
10,  1944— Vol.  29,  No.  40 
10,  1944— Vol.  29,  No.  40 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 
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Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943.  Vol  28 
No.  23A. 


. 


NOVEMBER  21,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
luesday  morning,  November  21,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters :  & 

Zoning  Applications. 

330-44-BZ— Application,  June  5,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Robert  Teichman,  applicant,  on 
behalf  of  Community  Service  Society  of  New  York,  owner 
to  permit  the  extension  from  an  unrestricted  use  into  a  busi¬ 
ness  use  district  of  the  parking  and  storage  of  more  than 
■7  n™n°L  vehiclers  i  premises  48-52  West  23rd  street,  south 

rn?’  ,  oft  eTaSt  lSlx‘h  avenue  and  37'41  West  22nd  street 
(Block  824,  Lot  65),  Borough  of  Manhattan. 

598-44-BZ— Application,  October  16,  1944,  under  sections 
/c  and  21  of  the  zoning  resolution,  of  William  H.  Gompert 
applicant  on  behalf  of  Kienle  and  Co.,  Julia  Kienle,  and 
Manufacturers  Trust  Co.  (as  trustee)  owners  (Kienle 
and  Lo.,  lessee),  to  permit  partly  in  a  business  use  district 
and  partly  in  an  unrestricted  use  district,  the  extension 
and  enlargement  of  a  factory  used  for  the  manufacture 
o  printing  ink;  premises  31-49  Nassau  avenue,  north  side 

Dbm  S,treetr  Guernsey  street  (Block  2643,  Lots 
27-30),  Borough  of  Brooklyn. 

33-2°.BZ— Application  of  Joseph  Lau,  applicant  on  be¬ 
half  of  Eugene  F.  Nolan,  owner,  reopened  October  6,  1942 
under  section  7c  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  an  unrestricted  use 
district,  the  change  of  occupancy  from  oil  storage  in  the 
cellar  and  ice  storage  on  the  1st  floor  (previously  granted 
by  the  Board)  to  dead  storage  of  autos  in  the  cellar  and  a 
garage  for  more  than  five  motor  vehicles  on  the  1st  floor; 
piemises  245  West  Fordham  road,  northeast  corner  of  Cedar 
avenue  (Block  3235,  Lots  30,  33,  34,  37,  38,  48  and  49), 
Borough  of  The  Bronx. 

544- 44-BZ— Application,  September  25,  1944,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  William  B 
Altman  applicant,  on  behalf  of  All  States  Holding  Corp.,' 
owner  (Greek  War  Relief  Assn.,  lessee),  to  permit  partly  in 
a  residence  use  district  and  partly  in  an  unrestricted  use  dis- 
tnct,  the  change  of  occupancy  from  a  garage  for  more  than 
hve  motor  vehicles  to  storage  and  shipping,  for  a  temporary 
period,  with,  return  to  original  occupancy  after  such  period 

,e,  omissi°n  °f  a  loading  platform ;  premises 
418-422  East  54th  street,  south  side,  294  ft.  east  of  1st 
avenue  (Block  1365,  Lot  13),  Borough  of  Manhattan. 

545- 44-BZ— Application,  September  25,  1944,  under  sec¬ 
tions  7c  and  21  of  the  zoning  resolution,  of  William  B 
Altman  applicant,  on  behalf  of  All  States  Holding  Corp. 
owner  (The  Spool  Cotton  Co.,  lessee),  to  permit  partly  in 
a  residence  use  district  and  partly  in  an  unrestricted  use 
district,  the  change  of  occupancy,  from  garage  in  the  cellar 
garage  and  auto  repair  shop  on  1st  store  to  storage  in  cellar 
and  factory  use  on  1st  story,  for  a  temporary  period  with 
return  to  original  occupancy  at  expiration  of  the  period,  and 

the  ™ission  of  a  loading  platform;  premises 
410-416  East  54th  street,  south  side,  194  ft.  east  of  1st 
avenue  and  415-423  East  53rd  street  (Block  1365,  Lot  9) 
Borough  of  Manhattan. 

368-40-BZ— Application  of  Samuel  L.  Malkind,  applicant 

?J?.feha!/  of  Plaza  CJrc,e  Corp>  owner,  reopened  Tuly  11 
1944.  under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  partly  in  a  residence  use  district  and  partly  in  a 
business  use  district,  the  change  of  occupancy  of  a  portion 
of  a  garage  (a  variance  for  which  was  granted  by  the 


^fpj  so  asfto  include  an  automobile  showroom;  premises 
2-14  Plaza  street  and  400-413  Flatbush  avenue,  northeast 
corner  (Block  1169,  Lot  1),  Borough  of  Brooklyn. 

354- 44-BZ— Application,  june  13>  m4>  under  section  7e 

on  ?5  .TtninfgA,reSlhm0n’T,0f  L,ama  and  Proskauer,  applicants, 
on  behalf  of  Mathildra  Brassier,  owner,  to  permit  in  a  resi¬ 
dence  use  district,  the  change  of  occupancy  from  residence 
to  a  residence  and  restaurant;  premises  121-127  East  16th 

5nQ7et’T  185  uft'  rn?>rth  of  A,bcmarle  road  (Block 

5097,  Lot  52),  Borough  of  Brooklyn. 

Appeals  from  Administrative  Decisions. 

355- 44-A— 121-127  East  16th  street,  east  side,  185  ft. 
Brooklyn ^  kemar  e  road  (Block  5097,  Lot  52),  Borough  of 

58 1-44- A-1()3- 15  98th  street,  west  side,  100  ft.  south  of 
103rd  avenue  (Block  9121,  Lots  74  and  75),  Ozone  Park, 
Borough  of  Queens. 

508-44-A— 340  East  40th  street  and  695-699  First  avenue 
southwest  corner  (1st  floor)  ;  (Block  945,  Lot  33),  Borough 
of  Manhattan.  6 

HARRIS  H.  MURDOCK,  Chairman. 
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NOVEMBER  21,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  November  21,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters :  s 

Appeals  from  Administrative  Decisions 

496-43-A  425  Beach  72nd  street,  southwest  corner  of 
Hessler  avenue  (Block  523,  Lots  22  and  24),  Arverne, 
Borough  of  Queens  (under  section  35,  General  City  Law  re 
bed  of  mapped  street— Barbadoes  drive). 

782-42-A— 2°3-269  37th  street,  north  side,  100  ft.  west  of 
J  hird  avenue  (B  ock  695,  Lot  1);  (Building  1),  202-276 

3Atk  ,  Anr’  futb  Slde-  100  ft-  west  of  Third  avenue 
(Block  695  Lot  1);  (Building  2),  201-271  36th  street, 
north  side  10°  ft  west  of  Third  avenue  (Block  691,  Lot 

’ti  B!i"  dms  3),  202-284  3oth  street,  southwest  corner 
of  Third  avenue  (Block  691,  Lot  1);  (Building  4),  17-97 
3mh  street,  northwest  corner  of  Third  avenue  (Block 
687,  Lot  1);  (Building  5),  18-96  34th  street,  southwest 

7  o°7f  Vrd  avemie  (Block  687’  Lot  f):  (Building 
,  7  34th  street  northwest  corner  of  Third  avenue 
(  ock  6c  3,  Lot  1)  ;  (Building  7),  18-98  33rd  street,  south- 
west  corner  of  Third  avenue  (Block  683,  Lot  1);  (Build- 
mg  8),  21-99  33rd  street,  north  side,  125  ft  west  of 
Third  avenue  (Block  679,  Lot  1);  (Building  9),  872-890 
4  bird  avenue,  northwest  corner  of  33rd  street  (Block 
679  Lot  1);  (Building  10),  146-168  39th  street,  south- 
V£st  corner  of  Second  avenue  (Block  706,  Lot  1) ; 

(  uilding  19),  131-183  41st  street,  northwest  corner  of 
Second  avenue  (Block  711,  Lot  1);  (Building  20),  52- 

9±  IT tV4°U5-WeS^Cv0r^r  of  First  aven»e  (Block 
706  Lot  24);  (Building  22),  52-94  39th  street,  south  side, 

;n<?  ?uWo  nmnF',rSt  aVCnue  (Block  706'  Lot  24>i  (Bid¬ 
ing  23),  52-94  39th  street,  south  side,  243  ft.  west  of  First 

avenue  (Block  706,  Lot  24)  ;  (Building  24),  4002-4024 

hirst  avenue,  northwest  corner  of  41st  street  ('BWk 

no.  Lot  1):  (Building  26).  Borough  of  Brooklyn.  * 

806-42- A— -49 1 1  and  4923  Marginal  street,  280  ft.  west 
of  west  side  of  First  avenue,  Buildings  57  and  58  (Block 
7-5,  Lot  1);  Pier  1,  foot  of  50th  street,  Pier  2,  foot  of 
49th  street.  Pier  3,  foot  of  47th  street,  Pier  4,  foot  of 
46th  street  and  Pier  5,  foot  of  44th  street,  533  ft.  west 
of  west  side  of  First  avenue  (Block  725.  Lot  1);  Pier  6 

7?e  7l42nd  7^eet;  7'J-oot  of  41  st  street  (Block 

fkwi  T  7,I07^°V1):rP,er  8’  foot  of  39th  street 

(Block  706,  Lot  75),  East  River,  Borough  of  Brooklyn. 
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567-44-A — Foot  of  48th  street  and  east  side  of  private 
Marginal  street,  658.17  ft.  north  of  51st  street  and  280.33 
ft.  west  of  1st  avenue  (Bush  Buildings  51,  52,  53  and  56)  ; 
(Block  725,  Lot  1),  Borough  of  Brooklyn. 

510-44-A — 43-01  to  43-23  39th  street,  39-02  to  39-10  43rd 
avenue,  southeast  corner  and  39-01  Queens  boulevard  (1st 
floor);  (Block  191,  Lots  5  and  20),  Long  Island  City, 
Borough  of  Queens. 

467-44-A — 40-18  Junction  boulevard,  southwest  corner  of 
40th  road  (3rd  floor);  (Block  1596,  Lot  20),  Corona, 
Borough  of  Queens. 

629-44-A— 151-02  83rd  street,  southwest  corner  of  151st 
avenue  (2nd  floor);  (Block  11429,  Lot  4),  Ozone  1  aik, 
Borough  of  Queens. 

134.44.A — 2120  Daly  avenue,  east  side,  72  ft.  south  of 
East  181st  street  (Block  3128,  Lot  7),  Borough  of  The 
Bronx  (reopened  October  31,  1944). 

537.44-A — 2472-2474  3rd  avenue,  east  side,  76.92  ft.  south 
of  East  136th  street  and  171-173  Lincoln  avenue  (Block 
2318,  Lot  5),  Borough  of  The  Bronx. 

605-42-A— 335-341  West  16th  street,  north  side,  300  ft. 
east  of  9th  avenue  (Block  740,  Lot  13),  Borough  of  Man¬ 
hattan  (reopened  December  14,  1943;  previously  with¬ 
drawn). 

641- 44- A — 336  Livingston  street  and  27-31  Nevins  street, 
southeast  corner  (3rd  floor)  ;  (Block  167,  Lot  3),  Boroug  1 
of  Brooklyn. 

646-44-A— 1262-1286  Atlantic  avenue,  south  side,  80  ft. 
west  of  Nostrand  avenue  (3rd  floor)  ;  (Block  1200,  Lots 
21-33-41),  Borough  of  Brooklyn. 

642- 44-A — 300  Howard  avenue,  west  side,  from  Greta 
place  to  Hillcrest  avenue  (2nd  floor)  ;  (Block  523,  Lots 
360-367),  Grymes  Hill,  Borough  of  Richmond. 

HARRIS  H.  MURDOCK,  Chairman. 


permit  in  a  residence  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station,  sales  office,  lubritorium 
and  auto  laundry;  premises  3143-3161  Atlantic  avenue  and 
248-262  Norwood  avenue,  northwest  corner  (Block  3960, 
Lot  58),  Borough  of  Brooklyn. 

404-44-BZ— Application,  June  27,  1944  under  sections  7c 

and  21  of  the  zoning  resolution,  of  Raymond  Irrera,  appli¬ 
cant,  on  behalf  of  Flushing  38th  Avenue  Realty  Corporation, 
owner,  to  permit  in  a  business  use  district,  the  conversion 
of  an  existing  building  from  wagon  storage  to  a  garage  for 
more  than  five  motor  vehicles  (taxicabs)  ;  premises  136-20 
38th  avenue,  south  side,  150  ft.  east  of  Main  street  (Block 
,4979,  Lots  12  and  15),  Flushing,  Borough  of  Queens. 

630-44-BZ— Application,  November  8,  1944,  under  sec¬ 
tions  7(a),  7(d)  and  21  of  the  zoning  resolution,  of  New 
York  Water  Service  Corporation,  applicant  and  owner,  to 
permit  in  a  residence  use  district,  the  erection  of  a  building 
to  be  used  as  a  well  house  in  connection  with  an  existing 
electrically  operated  water  pumping  station  (water  works) 
on  a  plot  located  partly  in  a  residence  use  and  partly  in  a 
business  use  district;  premises  83-75  Woodhaven  boulevard, 
northeast  corner  of  Moss  road  (Block  3907,  Lot  960), 
Woodhaven,  Borough  of  Queens. 

Material  for  Approval. 

476-44-SM— United  States  Gypsum  Company  2  inch 
Solid  Rocklath  and  Plaster  Partition,  Method  of  Construc¬ 
tion. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  28,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  November  28,  1944  at  2  o’clock  in  Room 
101 3,  Municipal  Building,  Manhattan,  on  the  following 
matter : 


NOVEMBER  28,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  November  28,  1944  at  10  o  clock  m 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

Zoning  Applications. 

422-39-BZ— Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Bonded  Lien  Corp.,  owner,  reopened 
July  25,  1944,  for  consideration  as  to  extension  ol  permit 
—Application,  previously  granted  on  condition  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  3UP- 
313  21st  street  and  697-705  6th  avenue,  northwest  corner 
(Block  892,  Lot  1),  Borough  of  Brooklyn. 

330-42-BZ — Application  of  Eugene  De  Rosa,  applicant 
on  behalf  of  Jeron  Co.,  Inc.,  owner,  reopened  and  restored  to 
Calendar,  September  12,  1944  (previously  withdrawn),  under 
section  7c  of  the  zoning  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  theatre 
and  stores ;  premises  95-42  to  95-48  Queens  boulevard,  south 
side  130  ft.  west  of  63rd  drive  and  63-39  to  63-49  Saunders 
street  (Block  3080,  Lots  30  and  31),  Rego  Park,  Borough  of 
Queens. 

268-44-BZ — Application,  May  5,  1944,  under  section  7e^ 
of  the  zoning  resolution,  of  Herman  Kron,  applicant,  on 
behalf  of  Ruth  Katz,  owner,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  two  years,  the  change  oi 
occupancy  of  a  garage  for  more  than  five  motor  ^  eludes 
to  a  factory  for  wood  working ;  premises  334-344  Cleveland 
street,  west  side,  100  ft.  north  of  Liberty  street  (Block 
3968,  Lot  29),  Borough  of  Brooklyn. 

454.44.BZ— Application,  July  25,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli 
cants,  on  behalf  of  Juliana  Realty  Corporation,  owner,  to 


Appeal  from  Administrative  Decision. 

607-44-A — 1600  Broadway,  northeast  corner  of  West  48th 

street  and  730  7th  avenue  (Block  1020,  Lot  29),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  5,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  5,  1944  at  10  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

2-42-BZ — Application  of  Morris  Tarshis,  applicant  and 

attorney,  on  behalf  of  Max  Minker,  owner,  reopened  No¬ 
vember  8,  1944  for  consideration  as  to  extension  of  permit 
- — Application,  previously  granted  on  condition,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  for  a  term  of  two  years, 
permitting  the  premises  to  be  occupied  for  minor  automobile 
repairs  in  conjunction  with  cars  being  painted;  premises 
260-262  Delancey  street,  north  side,  25  ft.  west  of  Columbia 
street  (Block  333,  Lot  31),  Borough  of  Manhattan. 

1236-27-BZ— Application  of  Archie  H.  Samuels,  appli¬ 
cant,  on  behalf  of  Dorothy  Rehder,  owner,  reopened  July 
25,  1944,  for  consideration  as  to  extension  of  permit  (ex¬ 
pired  by  limitation)— Application,  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  for  a  temporary 
period :  premises  southeast  corner  of  Woodhaven  boulevard 
and  163rd  avenue  (Block  4046,  Lot  63),  Aqueduct,  Borough 

of  Queens.  . 

HARRIS  H.  MURDOCK.  Chairman. 


972 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  14,  1944. 

Present  :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

1  ,h,e.  'niru>tes  of  the  regular  meetings  of  the  Board  held 
on  Wednesday  morning,  November  8,  1944,  and  Wednes- 
day  afternoon,  November  8,  1944,  were  approved  as  printed 
in  Bulletin  No.  45,  Vol.  29. 


APPEARANCES— 

For  Applicant :  Robert  Teichman,  E.  Rebafka  and 
Bernard  F.  Stern. 

For  Opposition:  William  H.  Bird,  Maurice  A. 

Taub,  Sol  Klerman  and  Alexander  A  Elper 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACT  TON  OF  BOARD— Laid  over  to  November  21,  1944 
at  10  a.m.  Applicant  to  submit  revised  plans. 


ZONING  CASES 


422-39-BZ 

APPLICANT— Lama  and  Proskauer,  for  Bonded  Lien 
Corporation,  owner. 

SUBJECT— Application  reopened  July  25,  1944,  for  consid¬ 
eration  as  to  extension  of  permit — Application, 
previously  granted  on  condition,  under  section  7 h  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  and 

nnr,„n!?!!age  °f  more  tl:an  f>ve  motor  vehicles. 

PREMISES  AFFECTED — 305-313  21st  street  and  697-705 
6th  avenue,  northwest  corner  (Block  892,  Lot  1) 
Borough  of  Brooklyn. 

APPEARANCES— 


For  Applicant:  Alfred  A.  Lama. 

For  Opposition:  Robert  R.  Kaufman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Laid  over  to  November  28,  1944 
at  10  a.m.  for  further  consideration. 


330-42-BZ 

APPLICANT— Eugene  De  Rosa,  for  Jeron  Company,  Inc., 
owner. 


SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  partly  in  a  business 
use  district  and  partly  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  building  to  be 
used  as  a  theatre  and  stores. 

PREMISES  AFFECTED — 95-42  to  95-48  Queens  boule¬ 
vard,  south  side,  130  ft.  west  of  63d  drive  and  63-39 
to  63-49  Saunders  street  (Block  3080,  Lots  30  and 
31),  Rego  Park,  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  V.  McKee,  Eugene  De  Rosa 
and  Gilbert  Lazerus. 


For  Opposition :  Jabez  Dunningham,  Paul  Jacoby, 
Jr.,  Edna  L.  Livezey,  Agnes  Laurie,  Nathaniel 
A.  Mealy,  and  Esther  Smillie. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  28,  1944 
at  10  a.m.  for  decision.  No  further  argument'. 


330-44-BZ 

APPLIC  ANT — Robert  Teichman,  for  Community  Service 
Society  of  New  York,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  the  extension  from  an  unrestricted  use 
district  into  a  business  use  district  of  the  parking 
and  storage  of  more  than  five  (5)  motor  vehicles 

PREMISES  AFFECTED — 48-52  West  23rd  street,  south 
side,  309  ft.  east  of  6th  avenue  and  37-41  West 
22nd  street  (Block  824,  Lot  65),  Borough  of  Man¬ 
hattan. 


494-43-BZ 

APPLICANT— Lawrence  I.  Hirsch,  for  518-524  East  80th 
Street  Corporation,  new  owner ;  proposed  occupant 
Kraft  Products  Corp. 

SUBJECT — Application  for  consideration — reopening  to 
consider  proposed  applicant,  re  Application  (deci¬ 
sion  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district  the 
conversion  of  occupancy  of  a  building  occupied  as 
laundry  and  storage  to  a  factory ;  proposed  occu¬ 
pancy  Kraft  Processing  Corp.,  manufacturer  of 
metal  parts. 

PREMISES  AFFECTED — 518-524  East  80th  street,  south 
side,  298  ft.  east  of  York  avenue  (Block  1576,  Lots 
^  37  and  39),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen,  withdrawn  on 
written  request  of  applicant. 

THE  pVOTE  TO  WITHDRAW  REQUEST  TO  RE- 

Afhrmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 


19-26-BZ 

APPLICANT— Lama  and  Proskauer,  for  Rock  Mark 
Building  Corp.,  owner. 

SUBJECT — Application  reopened  October  24,  1944  (deci¬ 
sion  of  the  borough  superintendent)  under  section 
7c  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  change  of  occupancy  from  a  garage 
for  more  than  five  motor  vehicles,  previously 
granted  by  the  Board  to  garage  for  more  than  five 
(5)  motor  vehicles,  auto  showrooms,  sales  room 
for  new  and  used  cars  and  auto  service  (minor 
motor  vehicle  repairs). 

PREMISES  AFFECTED— 1655-1663  St.  Marks  avenue, 
north  side,  134  ft.  west  of  Rockaway  avenue 

APPEARANCES-  L°'  M)'  B°r°Ugh  °f  Brookl>'"- 

For  Applicant:  Alfred  A.  Lama,  David  Polinskv 
and  Joseph  H.  Rose. 

For  Opposition :  Edward  H.  Gaynor  and  Samuel 
Sassulsky. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Resolution  amended 
THE  VOTE  T9  AMEND  RESOLUTION— 

Affirmative .  Chairman  Afurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 


THE  RESOLUTION  (19-26-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  garage  for  more  than  five  motor 
vehicles,  affecting  premises  1655-1663  St.  Marks  avenue 
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north  side,  134  ft.  west  of  Rockaway  avenue  (Block  1454, 
Lot  54),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  July  13,  1926,  on  certain  conditions ;  and 
Whereas,  the  resolution  was  amended  on  May  21,  1940, 
relative  to  the  installation  of  an  additional  550  gallon  gaso¬ 
lene  tank ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution,  to  permit  under  section  7c  of  the  zoning 
resolution,  the  change  of  occupancy  from  a  garage  for  more 
than  five  motor  vehicles  to  the  additional  use  of  auto  show¬ 
rooms,  salesroom  for  new  and  used  cars  and  auto  service 
(minor  motor  vehicle  repairs)  ;  and 
Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  24,  1944,  and  restored  to  the  calendar,  subject 
to  usual  procedure ;  -and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  14,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ,  and 
Whereas,  the  use  district  maps,  accompanying  the  zoning 
resolution  show  that  St.  Marks  avenue  is  in  a  business  and 
residence  use,  C  area  and  1 -times  height  district ;  Bergen 
street  is  in  a  business  use,  C  area  and  1-times  height  district 
and  Eastern  Parkway  is  in  a  business  use,  C  area  and  1- 
times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  9,  1944,  re  Alt.  Applic.  2892-44  reads : 

“1.  The  change  of  use  of  this  bldg,  located  partly 
in  a  residence  and  partly  in  a  business  use  district  from 
public  garage  for  more  than  five  motor  vehicles  to  pub¬ 
lic  garage,  auto  show  room,  sales  of  new  and  used 
autos,  and  auto  service  for  more  than  five  motor  vehi¬ 
cles  is  contrary  to  the  Zoning  Resolution,  Sect.  3  and 
Sect.  4.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  91 JA  ft.  frontage  by  127  feet,  9J4  in.  in  depth,  on 
which  is  located  a  1 -story  Class  3  building  occupied  as  a 
garage  for  more  than  five  (5)  motor  vehicles ,  that  it  is 
proposed  to  occupy  the  building  as  a  garage  for  more  than 
five  motor  vehicles,  auto  show  room  and  sales  room  for 
new  and  used  cars  and  auto  service  (minor  motor  vehicle 
repairs)  ;  and 

Whereas,  the  applicant  contends  that  the  premises  are 
improved  with  a  one-story  firepoof  public  garage,  which  _was 
granted  by  the  Board  under  Cal.  No.  19-26-BZ ;  that  it  is 
now  the  intention  of  the  owners  to  include  in  the  present 
use  automobile  show  rooms,  sale  of  new  and  used  automo¬ 
biles  and  automobile  service ;  that  there  is  no  contemplated 
alteration  to  the  building  and  that  the  additional  use  will  in 
no  way  affect  the  general  surroundings. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  13,  1926,  as  amended 
May  21,  1940,  by  adding  thereto: 

“that  the  building  hereinbefore  permitted  for  occupancy 
as  a  garage  for  more  than  five  (5)  motor  vehicles,  may 
also  be  occupied  in  part  as  an  automobile  showroom 
and  for  motor  vehicle  repairing,  on  condition  that  the 
building  shall  not  be  increased  in  height  or  area;  that 
the  conditions  of  the  previous  resolution  as  to  construc¬ 
tion,  arrangement  and  signs  shall  be  complied  with  in  all 
respects ;  that  there  shall  be  no  alterations  to  the  build¬ 
ing  and  no  installation  of  show  windows,  differing  from 
the  windows  now  constructed ;  that  the  motor  vehicle 
repairing  work  shall  be  conducted  toward  the  rear  of 
the  building,  toward  the  northeast  and  shall  be  by  hand 
tools  only,  except  that  there  may  be  a  motor  driven 
grinder  and  drill  provided  not  more  than  Yi  h.p.  motor 
is  used ;  that  the  air  pump  now  on  the  exterior  of  the 
building  shall  be  removed  and  may  be  installed  within 
the  building;  that  such  portable  fire-fighting  appliances 
shall  be  maintained  as  the  fire  commissioner  shall  direct ; 
that  fin  all  other  respects,  the  building  and  occupancy 


shall  comply  with  all  laws,  rules  and  regulations  ap¬ 

plicable  thereto;  that  all  permits  shall  be  obtained  and 
all  work  completed  within  six  (6)  months  from  the  date 
of  this  amended  resolution.” 


297-44-BZ 

APPLICANT— Maurice  G.  Uslan,  for  Harry  Melnick, 
owner. 

SUBJECT— Application  (decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning 
resolution,  to  permit  partly  in  a  residence  and 
partly  in  a  business  use  district,  the  conversion  of 
a  garage  building  to  store  use  as  an  extension  to 
an  existing  store. 

PREMISES  AFFECTED— 24  Brown  avenue,  west  side, 
116  ft.  south  of  Amboy  road,  and  3980  Amboy  road 
(Block  5143,  Lots  29  and  36),  Great  Kills,  Borough 
of  Richmond. 

APPEARANCES—  „  TT1  ,  „ 

For  Applicant :  Maurice  G.  Ulsan  and  Harry 

Melnick. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BO ARD — Application  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  ^ 

THE  RESOLUTION  (297-44-BZ) 

Whereas,  Maurice  G.  Uslan,  for  Harry  Melnick,  owner, 
filed  May  22,  1944,  an  application  under  section  7c  of  the 
zoning  resolution,  to  permit  partly  in  a  residence  use  dis¬ 
trict  and  partly  in  a  business  use  district,  the  conversion  of 
a  garage  building  to  store  use  as  an  extension  to  an  exist¬ 
ing  store,  affecting  premises :  24  Brown  avenue,  west  side, 
116  ft  south  of  Amboy  road  and  3980  Amboy  road  (Block 
5143,  Lots  29  and  36),  Great  Kills,  Borough  of  Richmond; 

and  ..... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  31,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals,  and 
laid  over  to  November  14,  1944,  for  decision;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Amboy  road  is  in  a  business  and  retai 
use,  D  and  E  area  and  %  and  1 -times  height  district ;  Brown 
avenue  is  in  a  residence  and  business  use,  D  and  E  area 
and  $4  and  1 -times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  2,  1944,  re  Alt.  Applic.  78-43  reads :  _ 

“1.  Not  lawful  to  use  the  structure  located  in  a 
residence  district,  Zoning  Resolution,  Section  3,  for  busi¬ 
ness  uses.  Business  use  is  extended  into  a  residence 
district  by  connecting  the  two  present  buildings. 

Whereas,  a  decision  of  the  borough  superintendent,  dated 
November  3,  1944,  re  Alt.  Applic.  78-43,  reads : 

“The  construction  of  this  proposed  4  ft.  passage¬ 
way  is  not  permitted,  as  it  will  extend  partly  into  a 
residential  and  partly  into  a  business  use  district. 

and  ,  .  .  .  t 

Whereas,  the  applicant  states  the  premises  consist  ot 

a  plot,  150  ft.  frontage  by  100  ft.  in  depth,  and  31  ft.  by 
82  ft.  in  depth,  on  which  is  located  a  2^  story  frame  store 
and  apartment  with  a  one-story  masonry  extension  at  rear, 
approximately  31  ft.  by  77  ft.  in  area  in  1st  story,  and  a 
1-story  3-car  garage;  also  a  2-story  frame  dwelling;  that 
it  is  proposed  to  erect  an  extension  7  ft.  5  in.  in  depth  at 
rear  of  store  and  to  connect  with  a  one-story  masonry 
garage,  44  ft.  6  in.  by  23  ft.  6  in.,  and  to  use  the  extension 
and  garage  as  a  part  of  store;  and 
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Whereas,  the  applicant  contends  that  the  owner  desires 
to  extend  his  present  store,  to  meet  the  demands  of  a 
growing  clientele;  that  he  occupies  the  2-story  frame  one- 
lamily  dwelling  located  on  Lot  36;  that  this  lot  also  has 
a  3-car  masonry  one-story  garage,  located  directly  behind 
store  facing  Amboy  road;  that  on  Lot  29  is  a  2j4  story 
frame  store  and  apartment  with  a  one-story  masonry  ex¬ 
tension  at  the  rear,  which  extension  of  the  store  is  7  ft. 
5  in.  from  present  location  of  the  3-car  garage;  that  it 

is  proposed  to  remove  the  rear  wall  of  the  store  and  side 

wall  of  the  garage  and  extend  the  building  7  ft.  5  in.,  thus 
adding  sufficient  space  for  his  immediate  needs;  that  the 
area  of  the  new  store  space  thus  created  will  be  approxi¬ 
mately  150  sq.  ft.  in  area;  that  as  the  present  business 

zone  extends  at  an  angle  dividing  the  existing  garage  into 
partly  business  and  partly  residential  zones,  an  area  of 
slightly  more  than  half  of  the  garage  to  be  used  for  the 
store,  would  be  extended  into  the  residential  zone;  that  Lot 
36  was  rezoned  from  business  to  residence  use  in  July, 
1936;  that  the  rear  of  present  Lot  29  is  located  within  a  100 
ft.  radius  of  theatre  property  facing  Nelson  avenue;  that 
on  the  opposite  side  of  the  street  on  Lot  22,  was  formerly 
located  a  gasoline  service  station,  which  has  been  recently 
changed  to  store;  that  the  old  1-story  garage  located  on 
that  lot,  still  exists ;  that  there  is  an  existing  service  station 
and  repair  shop  on  Lot  1,  Block  4624;  that  by  altering  the 
3-car  garage  to  a  store,  the  exterior  facade  of  the  building 
facing  Brown  avenue  will  be  enhanced;  that  this  appli¬ 
cation  is  made  under  Sec.  7c  for  an  extension  of  an  exist¬ 
ing  building  located  in  a  business  zone  into  a  residence 
zone,  as  part  of  Lot  36  is  already  located  in  business  zone; 
and 

Whereas,  an  amendment  was  made  to  Alt.  Applic. 
78-1943,  to  include  a  passageway  from  the  converted  garage 
facing  Brown  avenue,  for  the  purpose  of  providing  an 
emergency  exit  from  rear  of  store  to  Brown  avenue,  4  ft. 
0  in.  wide;  that  a  cement  walk  will  be  formed  for  this 
purpose,  extending  for  the  full  length  of  the  above  rear 
building  addition,  to  the  store  and  extending  at  right  angles 
to  Brown  avenue  at  the  northern  end  of  Lot  36 ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  un¬ 
der  section  7,  subdivision  c  of  the  zoning  resolution. 

-  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  niake  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted,  under  section  7c  there¬ 
of,  to  permit  the  building  as  proposed,  to  be  extended  into 
the  residence  use  district,  as  indicated  on  plans  marked 
“Received  May  22,  1944”,  and  including  passageway  space 
as  thereon  indicated,  four  feet  in  width  adjoining  the  east¬ 
erly  side  of  the  proposed  extension  and  along  the  northerly 
lot  line  of  Lot  36  to  Brown  avenue,  on  condition  that  the 
building  shall  not  be  further  increased  in  height  or  area ; 
that  no  further  use  of  the  residential  area  shall  be  made 
than  as  herein  permitted ;  that  the  passageway  through  to 
Brown  avenue  shall  be  used  as  exit  and  entrance  passage¬ 
way  only  and  not  for  the  delivery  and  receipt  of  merchan¬ 
dise  ;  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto ;  and  that  all  permits  required  shall  be  obtained  and 
all  work  completed  within  one  year  from  the  date  of  this 
resolution. 


523-44-BZ 

APPLICANT — Stanley  H.  Klein,  for  American  Analytical 
Laboratories,  Inc.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  of 
occupancy  from  motor  vehicle  repair  shop  and  dead 
storage  of  automobiles,  to  a  chemical  laboratory 
and  factory. 


PREMISES  AFFECTED— 326-328  West  70th  street, 
south  side,  279.3  ft.  west  of  West  End  avenue 
(Block  1181,  Lots  44  and  45),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Stanley  H.  Klein  and  A.  A. 
Schwartz. 

For  Opposition :  B.  Arnold  Chambers,  J.  F.  Ad- 
donizio,  Rose  Hoffman  and  Harry  C.  Card. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 


THE  RESOLUTION  (523-44-BZ) 

Whereas,  Stanley  H.  Klein,  for  American  Analytical 
Laboratories,  Incorporated,  owner,  filed  September  11,  1944, 
an  application  under  sections  7c  and  21  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district,  the  change 
of  occupancy  from  motor  vehicle  repair  shop  and  dead 
storage  of  automobiles,  to  a  chemical  laboratory  and  fac¬ 
tory,  affecting  premises  326-328  West  70th  street,  south 
side,  279.3  ft.  west  of  West  End  avenue  (Block  1181,  Lots 
44  and  45),  Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  October  24,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals  and 
laid  over  to  November  14,  1944,  for  decision;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  70th  street  is  in  a  residence 
use,  A  area  and  2  times  height  district;  West  69th  street 
is  in  a  business,  and  unrestricted  use,  A  area  and  2  times 
height  district;  West  End  avenue  is  in  a  residence  and 
business  use,  A  area  and  2  times  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  8,  1944,  on  Alt.  Applic.  894-44,  reads: 

“1.  The  change  in  use  from  one  non-conforming  use 
to  another  non-conforming  use  in  a  residence  district, 
is  contrary  to  the  zoning  resolution,  Art.  2,  Para.  3.” 


and 

Whereas,  the  applicant  states  the  premises  consist  of 
a  plot,  50  ft.  front  by  100.4  ft.  in  depth,  on  which  is  located 
a  3  story,  Class  3  constructed  building,  50  ft.  by  90  ft.  in 
area,  occupied  as  an  auto  repair  shop  and  dead  storage 
of  automobiles  and  that  it  is  proposed  to  occupy  the  prem¬ 
ises  as  a  chemical  research  and  testing  laboratory — the  fac¬ 
tory  work  to  be  the  filling  of  containers ;  and 

Whereas,  the  applicant  contends  that  this  is  a  3  story 
non-fireproof  structure,  2  story  extension  in  the  rear, 
erected  in  1889,  and  used  as  a  stable  on  the  1st  and  2nd 
floors  and  two  families  on  the  3rd  floor;  that  in  1913,  Alt. 
418  was  filed  and  approved  and  occupancy  of  building  was 
changed  to  an  automobile  body  factory;  that  in  1938,  Alt. 
1698  was  filed  and  approved  and  Certificate  of  Occupancy 
245 22  was  issued,  changing  the  occupancy  to  an  automobile 
repair  shop  on  the  1st  floor  and  dead  storage  of  automo¬ 
biles  on  the  2nd  and  3rd  floors;  that  there  is  no  cellar;  that 
the  proposed  occupancy  is  that  of  a  chemical  research  and 
testing  laboratory  and  pilot  plant;  that  no  alteration  work 
is  contemplated  at  this  time;  that  the  occupancy  of  the  1st 
story  is  to  be  storage,  testing  equipment,  office  and  heater 
room ;  that  the  liquids  stored  are  to  be : 

Methyl  alcohol  .  8  drums 

Acetone  .  1  drum 

Methylene  Dichloride  ...  10  drums  (No  flash  point) 

Arochlor  .  1  drum  (No  flash  point) 

Carbon  Tetrachloride  ...  1  drum  (No  flash  point) 

that  a  small  amount  of  methyl  alcohol  is  transferred  to 
metal  containers  and  reshipped ;  that  the  2nd  floor  is  to  be 
used  for  storage  of  non-inflammable  materials;  that  the 
3rd  floor  is  to  be  devoted  to  analysis  and  laboratory  work ; 
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that  the  only  manufacturing  consists  of  the  transferring 
of  methyl  alcohol  to  an  approved  type  small  metal  con¬ 
tainer;  that  as  the  present  approved  occupancy  is  for  an 
auto  repair  shop  and  dead  storage  of  autos,  and  the  pre¬ 
vious  occupancy  was  an  auto  body  factory,  including  paint 
spraying,  the  proposed  occupancy  of  a  chemical  research 
and  testing  laboratory  and  pilot  plant  is  more  desirable 
and  less  hazardous ;  that  all  work  is  at  present  devoted  to 
war  work,  either  directly  or  indirectly ;  that  testing  and 
analysis  work  for  the  Army  and  Navy  is  done  at  no 
charge;  that  this  business  was  previously  conducted  at  140 
West  42nd  street,  in  a  business  district,  in  a  commercial 
building,  for  which  a  Fire  Department  permit  was  issued ; 
that  the  owner  purchased  and  occupied  the  premises  in 
question  in  March,  1944,  and  in  view  of  the  occupancy  of 
record,  did  not  expect  any  difficulty  regarding  occupancy 
or  the  transferring  of  the  Fire  Department  permit ;  that 
the  majority  of  the  buildings  on  this  block  on  the  south 
side  of  West  70th  street  are  automobile  repair  shops  and 
garages;  that  the  properties  fronting  on  West  70th  street, 
consist  of  repair  shops  and  garages  have  a  frontage  of 
276  ft.  and  residence  buildings  of  135  ft. ;  that  the  Plan¬ 
ning  Commission  has  proposed  to  rezone  the  south  side  of 
West  70th  street,  west  of  West  End  avenue,  from  resi¬ 
dential  to  business  use,  as  part  of  the  general  rezoning  of 
Manhattan;  that  this  is  scheduled  for  approval  this  fall; 
that  the  proposed  occupancy  is  acceptable  in  a  business 
district;  that  the  south  half  of  Block  1181  and  all  blocks 
south  are  zoned  unrestricted;  that  all  blocks  north  of  West 
70th  street  are  residential ;  that  the  area  to  the  west  is  un¬ 
restricted  ;  that  West  End  avenue  is  business  south  of 
West  70th  street  and  residential  to  the  north ;  that  in  view 
of  the  aforementioned  reasons,  the  general  character  of 
the  neighborhood,  the  previous  occupancy,  and  the  greater 
desirability  of  the  proposed  occupancy,  this  appeal  is  hereby 
being  made  to  the  Board  for  relief  under  section  7e;  and 
Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7,  subdivision  e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7e  thereof 
for  a  term  of  two  (2)  years  from  the  date  of  this  action, 
to  permit  the  maintenance  of  the  proposed  laboratory  within 
the  building,  on  condition  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  such  portable  fire¬ 
fighting  appliances  and  equipment  shall  be  installed  and 
maintained  as  the  fire  commissioner  shall  direct;  and  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this  reso¬ 
lution. 


587-44-BZ 

APPLICANT— Stuart  Edward  Levison,  for  1595  Jerome 
avenue  Corp.  and  1605  Jerome  avenue  Corp.,  own¬ 
ers  (University  Chevrolet,  Inc.,  lessee). 

SUB IECT— Application  (decision  of  the  acting  borough 
superintendent)  under  section  7i  of  the  zoning 
resolution,  to  permit  partly  in  a  business  use  and 
partly  in  an  unrestricted  use  district,  the  alteration 
and  use  as  a  motor  vehicle  repair  shop,  automobile 
showrooms  and  service  station  of  two  buildings, 
one  of  which  was  previously  permitted  by  the 
Board  to  be  used  as  a  motor  vehicle  repair  shop 
and  the  other  previously  permitted  by  the  Board 
to  be  used,  in  part,  for  minor  motor  vehicle  repairs. 

PREMISES  AFFECTED— 1591-1609  Jerome  avenue,  west 
side,  105  ft.  north  of  West  Mount  Eden  avenue 
(Block  2860,  Lots  26  and  30),  Borough  of  The 
Bronx. 


APPEARANCES— 

For  Applicant:  Stuart  E.  Levison,  George  W. 
Swiller  and  Abraham  Rosenberg. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (587-44-BZ) 

Whereas,  Stuart  Edward  Levison,  for  1595  Jerome  Ave¬ 
nue  Corporation  and  1605  Jerome  Avenue  Corporation, 
owners  (Universal  Chevrolet,  Inc.,  lessee),  filed  October 
13,  1944  an  application  under  section  7i  of  the^  zoning 
resolution,  to  permit  partly  in  a  business  use  ana  partly 
in  an  unrestricted  use  district,  the  alteration  and  use  as  a 
motor  vehicles  repair  shop,  automobile  show  room  and 
service  station  of  two  buildings,  one  of  which  was  pre¬ 
viously  permitted  by  the  Board  to  be  used  as  a  motor 
vehicle  repair  shop  and  the  other  previously  permitted  by 
the  Board  to  be  used  in  part  for  motor  vehicle  repairs, 
affecting  premises  1591-1609  Jerome  avenue,  west  side,  105 
ft.  north  of  West  Mount  Eden  avenue  (Block  2860,  Lots 
26  and  30),  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  November  14,  1944,  after  due  notice  by  publication 
in  the  bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Inwood  avenue  is  in  an  unrestricted 
and  residence  use,  B  area  and  1J4  times  height  district ; 
Jerome  avenue  is  in  a  business  use,  B  area  and  1J4  times 
height  district  and  East  174th  street  is  in  a  business  and 
residence  use,  B  area  and  1  Y\  times  height  district ;  Mount 
Eden  avenue  is  in  a  business  and  unrestricted  use,  B  area 
and  1J4  times  height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  14,  1944  re  Alt.  Applic.  308-44  reads : 

“12.  State  use,  live  load  and  number  of  males  and 
females  in  cellar  and  1st  floor.  The  use  of  cellar  was 
restricted  to  boiler  only  (no  storage)  and  only  rear 
part  of  1st  floor  which  is  in  an  unrestricted  district 
could  be  used  for  repair  shop.  (See  decision  of  Board 
of  Standards  and  Appeals,  Cal.  598/29  B.Z.)  printed 
in  bulletin  #15  of  Vol.  22,  Apr.  6,  1937.  Reconsidera¬ 
tion  denied.  Note :  This  approval  was  for  105  ft. 
frontage  and  for  repair  with  hand  tools  of  motor  vehi¬ 
cles  in  connection  with  auto  sales  room.  No  additional 
skylights  or  curb  cuts  were  permitted.  C.O.N.B. 
412/37,  auto  showroom  and  repair  shop. 

13.  The  portion  of  building  with  70  ft.  frontage  was 
erected  under  N.B.  1174/28  with  C.O.  Existing  1003/09. 
This  building  may  not  be  connected  to  adjoining  build¬ 
ing.  See  Cal.  348-29-BZ,  Bui.  #45,  Vol.  14,  October 
28,  1929  and  Cal.  598/29  BZ,  Bui.  15,  Vol.  27,  April 
6,  1937.  Reconsideration  denied.” 

and  . 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  175  ft.  by  135  ft. ;  irregular  in  area,  on  which 
are  located  two  1  story,  ordinary  constructed  buildings  with 
a  total  frontage  of  175  ft.  and  a  depth  of  125  ft.  and  140 
ft.,  one  occupied  as  a  motor  vehicle  repair  shop,  the  other 
used  in  part  for  motor  vehicle  repairs ;  that  it  is  proposed 
to  combine  both  buildings,  by  cutting  through  the  brick 
walls,  creating  two  openings  20  ft.  wide,  11  ft.  high  and 
approximately  220  sq.  ft.  in  area  for  each  opening,  to  be 
protected  by  fireproof  sliding  doors  and  also  to  provide 
one  small  opening  in  the  same  brick  walls  for  approach  to 
offices  from  the  showroom,  this  opening  to  be  protected 
by  a  3  ft.  by  7  ft.  fireproof  swing  door;  and 

Whereas,  the  applicant  contends  that  the  buildings  are 
contiguous  and  adjacent  and  of  non-fireproof  construction, 
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1  story  in  height  ;  that  premises  1599-1609  Jerome  avenue 

have  been  occupied  as  an  automobile  showroom,  repair 
shop,  etc.  by  a  previous  resolution  and  it  is  intended  to 
connect  these  premises  with  1591-1597  Jerome  avenue,  which 
is  a  1  story  building  with  a  70  ft.  frontage,  brick  walls 
and  I  rame  roof,  occupied  as  an  automobile  repair  shop 
showroom  and  two  stores ;  that  the  1599-1609  Jerome  ave¬ 
nue  building  is  a  1  story  brick  building  with  wood  roof 
beams,  occupied  as  an  automobile  repair  shop,  service  sta¬ 
tion,  offices,  showroom  and  parts  department;  that  it  is 
proposed  to  remove  the  center  plaster  partition  between 
both  stores  in  the  premises  1591-1597  building  and  to  create 
a  parts  department  in  that  area;  that  it  is  proposed  to  erect 
four  offices  in  the  same  building  and  to  remove  the  present 
partitions  in  the  cellar  and  to  create  a  storage  department 
in  that  area  for  the  storing  of  bulky  and  heavy  metal  auto 
parts ;  that  the  approach  to  the  cellar  from  the  parts  de- 
L  partment  is  to  be  by  iron  stairs,  enclosed  in  masonary  par¬ 
titions  with  fireproof,  self-closing  doors;  that  the  owner 
intends  to  install  an  improved  type  of  gasoline  pump  and  a 
550  gallon  storage  tank  and  to  remove  the  present  automo¬ 
bile  showroom,  offices  and  parts  department,  including  the 
|  fear  storage  and  dressing  rooms  and  the  brick  walls  enclos¬ 
ing  the  tipper  portion  of  the  boiler  room;  that  the  boiler 
room  will  be  enclosed  at  the  floor,  with  an  approved  6  inch 
concrete  arch  and  steel  construction;  that  the  entrance  to 
the  boiler  room  will  be  through  the  rear  yard,  with  ascend¬ 
ancy  by  cement  steps ;  that  it  is  proposed  to  remove  the 
terra  cotta  brick  partition  walls  and  sliding  door;  that 
y  the  present  rear  extension,  now  occupied  as  storage  for 
i  metal  parts,  will  be  changed,  to  provide  for  the  erection  of 
toilets,  and  a  dressing  room  in  the  space;  that  the  doors 
in  the  rear  wall  facing  the  rear  yard,  will  be  bricked  up 
six  feet  above  the  floor  and  it  is  proposed  to  install  a 
30  inch  high  pivot  sash  to  increase  ventilation;  that  it  is 
proposed  to  erect  new  plaster  partitions  with  glass  windows 
and  two  4  ft.  wide  and  8  ft.  high  swing  doors;  that  the 
automobile  showroom  will  be  1,690  sq.  ft.  in  area,  located 
to  the  front  of  the  building;  that  it  is  proposed  to  create 
an  entire  new  store  front  for  both  buildings;  that  1591-1597 
Jerome  avenue  will'  have  a  new  parts  department,  store 
front  and  door  and  the  entrance  to  the  service  and  repair 
department  will  be  through  an  overhead  door  11  ft.  by  12 
ft.;  that  building  1599-1609  Jerome  avenue  will  have  one 
pair  of  glass  doors  for  entrance  to  the  showroom  and  one 
overhead  door  10  ft.  by  11  ft.  for  entrance  to  the  service 
and  repair  department;  that  it  is  the  owner’s  intention  to 
maintain  the  repair  department  to  the  rear  of  both  build¬ 
ings,  which  is  in  the  unrestricted  district;  that  the  areas 
between  the  fire  walls  will  not  be  any  greater  than  pre¬ 
viously;  that  the  combination  of  the  two  buildings  will  allow 
a  greater  area  for  the  moving  of  vehicles  and  thus  reduce 
congestion  and  the  resulting  fire  hazards ;  that  the  proposed 
openings  in  the  fire  walls  are  necessary  to  permit  the  move¬ 
ment  of  vehicles  in  the  premises ;  that  the  applicant  is  en¬ 
gaged  under  government  contracts  in  the  servicing  and  main¬ 
tenance  of  vehicles  for  the  use  of  government  departments ; 
that  the  proposed  changes  in  construction  will  facilitate  the 
moving  of  vehicles  on  an  assembly  line  basis ;  that  the  struc¬ 
ture  of  the  applicant’s  business  has  so  materially  changed  by 
reason  of  its  engagement  in  the  war  effort,  that  it  is  neces¬ 
sary  to  make  the  desired  changes  in  order  to  facilitate  the 
expedient  handling  and  servicing  of  vehicles,  and  it  is 
respectfully  requested  that  the  proposed  changes  be  allowed ; 
and 


■ 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  i,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7i 
thereof,  for  a  term  of  two  (2)  years  from  the  date  of 


this  action,  to  permit  the  buildings  to  be  occupied  jointly 
as  proposed,  oil  condition  that  the  opening  between  the 
shall  not  exceed  one  opening  not  exceeding 
1,  sq.  ft.  for  automobile  use;  that  in  all  other  respects, 
the  budding  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto,  as  permitted  under 
Cal.  Nos.  598-29-BZ;  348-29-BZ  and  598-41-A,  that  the 
teim  granted  herein  shall  supersede  the  term  as  granted 
under  the  former  resolution  above  cited;  that  all  permits 
shall  be  obtained  and  all  work  completed  within  six  months 
and  that  a  superseding  certificate  of  occupancy  shall  be 
obtained. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

128-43-A 

APPLICANT — Stanco,  Incorporated,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit— re  Appeal  from  a  decision 
of  the  fire  commissioner,  previously  granted  on 
condition  for  a  term  of  six  months,  permitting  the 
packaging  of  combustible  mixture  known  as  “Flit” 
in  one-gallon  glass  bottles  (capacity  of  bottles  not 
in  conformity  with  Admin.  Code  Specifications). 

APPEARANCES— 

For  Applicant:  Alexander  Lazarus. 

ACTION  OF  BOARD — Request  to  reopen,  withdrawn  on 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RE¬ 
OPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative  .  q 


5-44-A 

APPLICAN  I — Halford  Realty  Corporation,  owner. 
SUBJECT — Appeal  from  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 440  West  240th  street,  south¬ 
east  corner  of  Greystone  avenue  to  Dash  place 
(Block  3414E,  Lot  20),  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant:  Percival  Corn. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  o 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 

THE  RESOLUTION  (5-44-A) 

Whereas,  Halford  Realty  Corporation,  owner,  filed  Jan¬ 
uary  4,  1944  an  appeal  from  decisions  of  the  borough 
superintendent  affecting  premises  440  West  240th  street, 
southeast  corner  Greystone  avenue  (Block  3414E,  Lot  20)! 
Borough  of  The  Bronx ;  and 

Whereas,  the  report  of  committee  recommending  denial 
appeared  in  the  Bulletin  of  September  19,  1944. 

Resolved,  that  the  decisions  of  the  borough  superintend¬ 
ent  dated  September  1,  1943,  October  19,  1943,  and  Decem¬ 
ber  1,  1943,  and  the  decisions  of  the  fire  commissioner 
dated  March  17,  1942  and  May  27,  1942  be  and  hereby 
are  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


552-44-A 

APPLICANT — Interborough  Engineering  Company,  for 
Greenlash  Operating  Corporation,  owner  (Star 
Soap  Company,  lessee). 

SUBJECT — Appeal  from  a  decision  and  order  of  the  fire 
commissioner. 


MINUTES 


PREMISES  AFFECTED— 13-17  Forrest  street,  north 
side,  121.4  ft.  east  of  Bushwick  avenue  (4th  floor)  ; 
(Block  3141,  part  of  Lot  1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Ribelle  Perotto. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep  t. 
ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock  .  1 

Negative :  Commissioners  Savage  and  Blum  and 
Deputy  Chief  Gunn  .  3 

THE  RESOLUTION  (5S2-44-A) 

Whereas,  Interborough  Engineering  Company,  for 
Greenlash  Operating  Corporation,  owner  (Star  Soap  Com¬ 
pany,  lessee),  filed  September  27,  1944,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  13-1/ 
Forrest  street,  north  side,  121.4  ft.  east  of  Bushwick  avenue 
(4th  floor)  ;  (Block  3141,  part  of  Lot  1),  Borough  of 

Brooklyn;  and  ,  ,  ,  _ 

Whereas,  Order  95208-LC,  issued  by  the  fire  commis¬ 
sioner  June  25,  1943,  and  repeated  in  a  decision  of  the  fire 
commissioner  dated  September  21,  1944,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  and  use  oils,  etc.  shows 
that  the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued : 

Forthwith  : 

1  Reduce  stock  of  oils,  greases  or  soap  stock  to  the 
equivalent  of  five  barrels.  C19-130-0-3,  Administrative 
Code.” 

Whereas,  the  applicant  states  the  building  is  6  stoiies 
(75  ft.)  in  height;  80  ft.  by  40  ft.  in  area;  of  Class  3 
construction,  erected  1891 ;  located  in  an  unrestricted  use,  B 
area  district  and  used  and  occupied  since  1932  as  follows : 
1st  floor,  storage  of  wooden  moulding,  5  persons;  2nd  nooi, 
vinegar  bottling  and  coating  textiles,  4  persons ;  3rd  floor, 
bakers  supplies,  2  persons ;  4th  floor,  manufacturing  soap 
and  candles,  12  persons;  5th  floor,  waterproofing  of  tex¬ 
tiles,  10  persons;  6th  floor,  waterproofing  of  textiles  5  per¬ 
sons;  that  Certificate  of  Occupancy  67502,  issued  May  25, 
1932,  on  permit  1774-32  permits  the  use  of  the  building 
throughout  as  loft  and  manufacturing,  live  load  and  number 
of  persons  not  stated;  that  the  building  is  equipped  with 
one  36  in.  wide  wood  interior  stairs  at  the  .  front  of  the 
building,  leading  from  the  roof  bulkhead  directly  to  the 
street,  unenclosed;  one  fire  escape  at  the  side  of  the  build¬ 
ing,  leading  to  the  roof  by  stair  and  to  the  street  by  ladder ; 
that  windows  and  doors  on  the  course  of  the  fire  escape  are 
fireproof,  self-closing;  and 

Whereas,  the  applicant  contends  that  the  4th  floor  is 
used  for  the  manufacturing  of  a  kosher  soap  using  cocoanut 
oil;  that  no  other  soap  stock  or  oils  are  added;  that  al¬ 
though  the  cocoanut  oil  is  an  edible  and  not  prohibited  m 
large  quantities  in  normal  usage,  the  Fire  Department  con¬ 
tends  that  it  is  a  soap  stock  and  therefore  requires  a  permit 
for  the  storage  of  more  than  5  barrels ,  that  the  building 
was  originallly  erected  as  a  brewery  and  later  converted  to 
a  factory ;  that  the  rear  half  of  the  building  has  concrete 
floors  and  the  entire  ceiling  of  the  first  floor  is  of  concrete 
construction ;  that  there  are  two  exits  on  the  4th  floor, 
remote  from  each  other ;  that  the  factory  is.  separated  from 
the  hallways  by  20  in.  brick  walls  and  exits  protected  oy 
fireproof  self-closing  doors;  that  all  soap  manufacturing 
will  be  done  in  the  concrete  floor  section ;  it  is  requested  that 
the  Board  grant  permission  for  the.  storage  of  100  steel 
barrels  of  cocoanut  oil  on  the  premises  ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  even  though  the  build¬ 
ing  is  subject  to  a  Certificate  of  Occupancy,  permitting  use 
as  a  factory,  that  the  condition  of  the.  exits  as  permitted 
and  the  general  uses  throughout  the  building  did  not  war¬ 
rant  a  variance  as  requested,  even  with  a  limitation  of 


amount  of  materials  and  improvement  in  structural  condi¬ 
tions  as  proposed  at  the  hearing. 

Resolved,  that  Order  95208-LC  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  affirmed  and  that  the  appeal 
be  and  it  hereby  is  denied. 


579-44-A 

APPLICANT— William  F.  Corbey,  for  Brooklyn  Edison 
Company,  Inc.,  owner  (Sperry  Gyroscope  Com¬ 
pany,  Inc.,  lessee).  ,  ,  .  .  ,  . 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 55-63  Johnson  street  and  312 
Pearl  street,  northwest  corner  (6th  floor)  ;  (Block 
128,  Lot  26),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  A.  Caughey. 

For  Administration  :  Edwin  A.  Meyer,  Fire  Dep  t. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative:  . 


..4 
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THE  RESOLUTION  (579-44-A) 

Whereas,  William  P.  Corbey,  for  Brooklyn  Edison 
Company  Incorporated,  owner  (Sperry  Gyroscope  Company, 
Inc.,  lessee),  filed  October  13,  1944,  an  appeal  from  an  order 
of  the  fire  commissioner  affecting  premises  55-63  Johnson 
street  and  312  Pearl  street,  northwest  corner  (6th  floor)  ; 
(Block  128,  Lot  26),  Borough  of  Brooklyn;  and 
Whereas,  Order  97662-LC,  issued  by  the  fire  commis¬ 
sioner  August  17,  1944,  and  repeated  in  a  decision  of  the 
fire  commissioner  dated  September  25,  1944,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  and  use  benzine,  lacquers, 
etc.,  shows  that  the  following  must  be  done  before  the 
permit  requested  by  you  can  be  issued : 

Forthwith  : 

2.  Discontinue  the  storage  and  use  of  hydrogen  gas 
in  connection  with  process  of  heat  treating  and  brazing 
application  as  such  use  constitutes  a  grave  fire  hazard 
and  is  against  interest  of  public  safety.  C19.11.0,  Ad¬ 
ministrative  Code.” 

and  .  . 

Whereas,  the  applicant  states  the  building  is  6  stories, 
(72  ft.)  in  height;  102  ft.  by  100  ft.  in  area;  of  Class  1 
construction ;  erected  1925 ;  located  in  an  unrestricted  use, 
B  area  district,  and  used  since  January  1,  1942  as  follows: 
cellar,  boiler  room,  2  persons;  1st  floor,  lobby  and  power 
plant,  10  persons;  2nd  floor,  vestibule  and  upper  part  of 
power  plant,  5  persons ;  third  floor,  offices,  70  persons ;  4th 
floor,  offices,  65  persons;  5th  floor,  offices,  75  persons;  6th 
floor,  laboratory,  40  persons ;  that  no  change  in  use.  or  oc¬ 
cupancy  is  proposed ;  that  the  building  is  provided  with  two 
3  ft.  8  in.  fireproof  stairs  from  the  roof  to  the  street;  and 
Whereas,  the  applicant  contends  that  there  will  be  no 
storage  of  hydrogen  beyond  the  3  cylinders  required  for  ac¬ 
tual  use;  that  it  is  proposed  to  rack  and  enclose  the  cylinders 
in  a  heavy  gauge  metal  cabinet,  directly  ventilated  to  the 
outer  air ;  that  it  is  also  proposed  to  install  a  proper  hood 
over  the  annealing  oven,  with  ventilating  duct,  to  the  outer 
air;  that  all  piping  will  be  extra  heavy,  1  inch  wrought 
iron  welded  pipe;  that  a  cylinder  of  nitrogen  will  be  in¬ 
stalled,  to  purge  the  cylinders;  that  the  laboratory  is  en¬ 
gaged  in  research  connected  with  confidential  apparatus  for 
the  Army,  Navy  and  Maritime  Commission  and  it  is  im¬ 
perative  that  the  experiments  in  question  be  continued ;  that 
all  of  the  personnel  are  trained  chemists,  familiar  with  the 
handling  of  hazardous  materials;  that  it  would  be  a ^hard¬ 
ship  to' be  compelled  to  comply  with  the  order  of  the 
commissioner  and  it  is  therefore  requested  that  a  modifi¬ 
cation  be  granted  for  the  duration  of  the  present  emergency. 
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Resolved,  that  Order  97662-LC  issued  by  the  fire  com¬ 
missioner  be  and  it  hereby  is  granted  as  to  item  2,  on  con¬ 
dition  that  not  more  than  three  (3)  cylinders  of  hydrogen 
shall  be  stored  on  the  premises;  that  such  cylinders  shall 
be  maintained  as  proposed  and  as  shown  on  revised  draw¬ 
ing  marked  “Received  November  1,  1944’’;  that  the  duct 
and  louvres  shall  be  maintained  to  the  satisfaction  of  the 
tire  commissioner  and  the  louvres  shall  be  fixed  at  all  times; 
that  the  duct,  from  the  brazing  furnace  to  the  outer  air, 
shall  he  not  less  than  100  sq.  in.  in  cross  section;  that  in 
all  other  respects,  the  installation  shall  be  maintained  to 
the  complete  satisfaction  of  the  fire  commissioner  and  such 
fire  fighting  equipment  shall  be  maintained  as  he  may 
require. 


588-44-A 

APPLICANT — Stuart  Edward  Levison,  for  1595  Jerome 
Avenue  Corp.,  and  1605  Jerome  Avenue  Corp., 
owners  (University  Chevrolet,  Inc.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 1591-1609  Jerome  avenue,  west 
side,  105  ft.  north  of  West  Mt.  Eden  avenue 
(Block  2860,  Lots  26  and  30),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Stuart  E.  Levison. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (588-44-A) 

Whereas,  Stuart  Edward  Levison,  for  1595  Jerome  Ave¬ 
nue  Corporation  and  1605  Jerome  Avenue  Corporation, 
owners  (University  Chevrolet,  Inc.,  lessee),  filed  October  13, 
1944  an  appeal  from  a  decision  of  the  borough  superin¬ 
tendent,  affecting  premises  1591-1609  Jerome  avenue,  west 
side,  105  ft.  north  of  West  Mt.  Eden  avenue  (Block  2860, 
Lots  26  and  30) ,  Borough  of  The  Bronx ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  July  18,  1944  on  amendment  to  Alt.  Applic.  308-44, 
reads : 

“4.  All  exit  doors  should  swing  outwardly. 

5.  Building  is  excessive  in  area  and  should  be  of 
fireproof  construction  throughout,  or  provide  lawful 
fire  walls  restricting  each  area  to  7500  sq.  ft.  Sec.  4.2.1 
C26-254. 

6.  Openings  in  fire  wall  should  be  arranged  and  pro¬ 
tected  as  per  Sec.  10.8.1  C26-660.” 

and 

Whereas,  the  premises  consist  of  a  plot  fronting  175 
ft.  on  Jerome  avenue  with  a  depth  of  135  ft.  and  140  ft., 
upon  which  there  exists  a  one  story  class  3  structure,  105 
ft.  by  125  ft.  in  area  on  the  northerly  portion  and  a  one 
story  and  cellar  building  on  the  southerly  portion  which  it 
is  proposed  to  alter  and  use  as  described  in  application  for 
a  variation  of  the  zoning  resolution  filed  with  the  Board 
under  Cal.  587-44-BZ;  and 

Whereas,  Certificate  of  Occupancy  1003  issued  December 
30,  1929,  permits  the  use  of  the  portion  of  the  premises 
located  on  the  west  side  of  Jerome  avenue  105  ft.  north 
of  Mt.  Eden  avenue  as  an  automobile  salesroom  and  repair 
shop  subject  to  the  conditions  of  the  resolution  adopted 
bv  the  Board,  and  Certificate  of  Occupancy  1018  issued 
September  8,  1942,  permits  the  use  of  the  building  erected 
under  N.  B.  Applic.  2460-27  at  1591-1609  Jerome  avenue, 
west  side.  100  ft.  south  of  Featherbed  lane  as  an  automobile 
sliow  room,  office,  welding  and  motor  vehicle  repair  shop 
and  that  this  Certificate  expires  April  28.  1947;  and 
Whereas,  the  applicant  contends  as  to  objection  4  issued 
by  borough  superintendent,  that  the  exit  conditions  as 
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proposed  will  be  adequate  to  accommodate  the  number  of 
persons  employed  and  will  provide  at  least  two  means  of 
egress  remote  from  each  other;  as  to  objection  5,  that  the 
openings  in  the  fire  walls  will  be  protected  by  three  hour 
opening  protective  assemblies;  that  the  areas  between  the 
fire  walls  will  not  be  greater  than  they  were  previously, 
but  the  combination  of  two  openings  will  allow  a  greater 
area  for  the  moving  of  vehicles  and  thus  reduce  the  con¬ 
gestion  and  the  resulting  fire  hazard;  as  to  objection  6, 
that  the  proposed  20  ft.  openings  in  the  fire  walls  are  neces¬ 
sary  to  permit  the  movement  of  vehicles ;  that  the  construc¬ 
tion  of  the  doors  on  these  openings  will  be  similar  to  the 
construction  approved  by  the  Board  for  the  manufacture 
of  these  doors  except  for  the  slight  increase  in  area; 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  308-44,  Objection  5,  be  and  it  hereby  is 
granted  on  condition  that  the  buildings  in  all  other  re¬ 
spects,  shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto  and  in  accordance  with  the  resolutions 
adopted  by  the  Board  under  Cal.  Nos.  348-29-BZ,  598-29- 
BZ  and  587-44-BZ,  and  withdrawn  as  to  objections  4  and 
6,  to  comply. 


MATERIALS  SUBMITTED  FOR  APPROVAL 

341-44-SM 

APPLICANT — Research  Products  Corporation,  owner. 
SUBJECT — Research  Air  Filter,  Series  No.  230,  Dry 
Type,  approval  of. 

APPEARANCES— 

For  Applicant :  George  W.  Summers. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (341-44-SM) 

Whereas,  the  Research  Products  Corporation,  owner, 
filed  on  June  7,  1944,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  Research  Air  Filter,  Series  No.  230,  Dry  Type;  and 
Whereas,  this  material  was  referred  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

October  26,  1944. 

Re:  Cal.  341-44-SM 

Subject:  Research  Air  Filter  Series  #230  Dry  Type, 
Approval  of. 

The  Research  Products  Corporation,  owner,  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Research  Air  Filter  Series  230 
Dry  Type  under  the  provisions  of  C26-178.0b  Adminis¬ 
trative  Building  Code. 

DESCRIPTION 

This  filter  is  intended  for  use  in  air  conditioning 
systems  and  consists  of  a  wire  screen  grid,  spot  welded 
and  irregularly  shaped  separators  of  punched  steel  con¬ 
tained  in  a  metal  frame.  The  filters  are  intended  to 
be  thrown  away  or  rip-cleaned  by  the  user  after  they 
have  become  loaded  in  service.  The  filter  units  are 
manufactured  in  sizes  20  by  25  in.,  20  by  20  in.,  16 
by  25  in.  and  16  by  20  in.,  nominally  2  inches  in  thick¬ 
ness  and  are  provided  with  handles  and  locking  attach¬ 
ments.  The  filter  is  composed  of  twenty  layers  of 
expanded  fireproof  fibre. 


MINUTES 


TEST 

These  filter  units  were  tested  and  approved  by  the 
Underwriters  Laboratories,  Inc.,  Retardment  Report 
#2757,  June  17,  1943.  This  report  is  as  follows:  In 
the  flame  exposure  test  there  was  no  combustion  of  the 
filter  and  only  slight  smoke  due  in  part  to  the  treatment 
employed  on  the  steel  in  order  to  prevent  corrosion. 
The  slight  smoke  continued  for  fifteen  seconds.  The 
design  and  construction  of  these  filters  are  such  that 
they  conform  to  and  can  be  employed  in  accordance 
with  the  Standard  of  the  National  Board  of  Fire 
Underwriters  for  the  Installation  in  Air-Conditioning, 
Warm- Air  Heating,  Air  Cooling  and  Ventilating  Sys¬ 
tems.  These  filters  when  clean  will  not  contribute  fuel 
when  attacked  by  flame. 

RECOMMENDATION 

On  the  basis  of  this  test,  the  Committee  on  Tests 
recommends  the  approval  of  the  Research  Air  Filter, 
Series  230,  Dry  Type,  for  use  in  air-conditioning,  warm 
air  heating,  air  cooling  and  ventilation  systems,  when 
constructed  in  accordance  with  this  report,  provided 
each  filter  bears  a  label  permanently  affixed,  reading, 
“Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  #341-44-SM.” 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER. 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  Research  Air 
Filter,  Series  No.  230,  Dry  Type,  on  condition  that  the 
material  be  manufactured,  installed,  used  and  labelled  in 
accordance  with  the  above  report. 


538-44-SM 

APPLICANT — National  Gypsum  Company,  owner. 
SUBJECT — National  Gypsum  Company’s  Gold  Bond  Acou¬ 
stical  Product,  “Acoustifibre”,  approval  of. 
APPEARANCES— 

For  Applicant :  S.  J.  Kessler. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (538-44-SM) 

Whereas,  the  National  Gypsum  Company,  owner,  filed 
on  September  20,  1944,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  National  Gypsum  Company’s  Gold  Bond  Acoustical 
Product,  “Acoustifibre” ;  and 

Whereas,  this  material  was  referred  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 
Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

November  3,  1944. 

Subject:  National  Gypsum  Company’s  Gold  Bond 
Acoustical  Product,  “Acoustifibre”. 

Cal.  No.  538-44-SM. 

The  National  Gypsum  Company  of  Buffalo,  New 
York,  filed  an  application  with  the  Board  of  Standards 
and  Appeals  for  the  approval  of  their  acoustical  product 


known  as  Acoustifibre  under  the  requirements  of  C26- 
178.0b  for  use  as  permitted  in  the  Insulating  Fibre 
Board  Rules. 

DESCRIPTION. 

Acoustifibre  is  manufactured  from  fibre  board  at  the 
applicant’s  plant  located  in  Mobile,  Ala.  The  wood 
fibres  are  felted  into  a  porous  fibre  board  having  a  low 
density  and  more  fully  described  in  the  applicant’s  ap¬ 
proval  of  their  Insulation  Fibre  Board  approval  granted 
under  Cal.  1016-39-SM.  These  materials  are  either 
perforated  or  slotted  and  differ  in  only  this  respect  with 
Econocoustic,  which  was  approved  by  the  Board  under 
Cal.  985-40-SM.  The  perforating  or  slotting  of  the  tile 
shapes  at  predetermined  intervals  provides  a  greater 
surface  and  more  voids  which  allows  of  better  absorp¬ 
tion  of  sound  waves. 

The  tiles  are  manufactured  in  thickness  of  54  inch, 
and  in  sizes  ranging  from  12"  by  12"  to  12"  by  24'". 
The  weight  of  the  54  in-  thickness  per  sq.  ft.  is  10  ozs. 

The  tiles  are  applied  by  nailing  or  cementing  with 
approved  plastic  cement  to  new  and  existing  surfaces 
or  by  nailing  to  furring  materials. 

TESTS. 

Tests  to  establish  sound  absorption  values  of  these 
materials  were  made  by  the  National  Bureau  of  Stand¬ 
ards  file  VI  2/TN-101154-A-1016  on  applicant’s  Type 
#100  tile  as  follows: 

The  sample  consisted  of  72  square  feet  of  54"  x  12" 
x  12"  tiles.  The  surface  of  each  tile  was  perforated  by 
441  holes,  Yi"  diameter  and  *4”  deep.  The  tile  was  pre¬ 
painted  and  weighed  0.68  lb.  per  sq.  ft.  In  accordance 
with  instructions  the  sample  was  tested  on  the  No.  1 
mounting  (cemented  to  gypsum  wall  board). 

The  results  of  the  tests  were  as  follows : 


Frequency 
(cycles  per  second) 
128 
256 
512 
1024 
2048 
4096 

Noise  Coefficient 


Coefficients  of  Sound 
Absorption  acoustical 
tile,  type  #100 

0.16 

.40 

.72 

.71 

.69 

.69 

.65 


On  the  basis  of  the  results  above  and  in  accordance 
with  Federal  Specification  SS-A-118,  this  sample  falls 
into  Type  V,  Class  FF. 

A  similar  test  with  identical  results  was  made  by 
the  Acoustical  Materials  Association,  report  dated  July 
3,  1944,  Ref.  B44-1  which  is  on  file  with  this  application. 

RECOMMENDATION. 

On  the  basis  of  the  foregoing  data  wherein  material 
meets  the  sound  and  absorption  requirements  of  Fed¬ 
eral  Specifications  SSA-118  for  the  class  as  listed,  the 
Committee  on  Tests  recommends  the  approval  of 
National  Gypsum  Company’s  Gold  Bond  Acoustical 
Product,  “Acoustifibre”,  under  Section  C26-l78.0b  and 
C26-191.0a,  when  made  and  used  in  accordance  with 
the  Board’s  Rules  on  the  Use  of  Insulating  Fibreboard. 
The  Committee  recommends  their  approval  for  use  with 
Class  1  and  2  construction,  when  backed  solidly  with 
fire-resistive  materials  and  when  meeting  the  re¬ 
quirements  of  C26-667.0,  paragraphs  3  and  8  and 
C26-632.0g.  It  is  further  recommended  that  each  tile 
if  nailed  be  nailed  at  each  corner,  and  if  used  with 
adhesives,  such  adhesives  shall  be  an  approved  type  with 
not  less  than  four  spots  to  each  tile.  These  materials 
shall  not  be  used  over  plaster  unless  the  plaster  is  thor¬ 
oughly  dried  out,  and  care  shall  be  observed  to  provide 
a  space  equivalent  to  the  thickness  of  a  knife  blade 
along  each  side  of  the  tile  to  permit  of  expansion  aris¬ 
ing  from  moisture  absorption. 
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It  is  further  recommended  each  package  and  con- 
tamer  of  these  acoustical  materials  when  used  in  New 
York  Cffy  shall  be  marked,  stamped  or  labeled,  reading 
as  follows:  Approved  for  use  in  New  York  City  by 
the  Hoard  of  Standards  and  Appeals  w'hen  used  in 
accordance  with  the  conditions  in  Cal.  538-44-SM.” 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 


and 


primarily  for  office  space,  is  contrary  to  Section  3  of 
the  building  zone  resolution. 

2.  ro  change  the  use  of  an  existing  residence  build- 
°t  .j  than  for  occupancy  bjr  a  single  family  in  a 
G  residence  district  is  contrary  to  Section  16B  (a) 
of  the  Building  Zone  Resolution. 

,  a'-,  Stairway  is  not  enclosed  as  required  by  Sections 
6.4. 1.8.1  and  6. 4. 1.8.2  of  the  Building  Code. 

4.  The  use  of  stud  partitions  for  support  of  floor 
beams  except  in  a  one  or  two  family  dwelling,  is  con¬ 
trary  to  Section  8. 7. 1.1  Building  Code.” 


LESLIE  V.  HUBER, 

Chief  Engineer, 

Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  National  Gyp- 
IV m  Company’s  _  Gold  Bond  Acoustical  Product,  “Acousti- 
fibre  on  condition  that  the  material  be  manufactured,  in¬ 
stalled,  used  and  labelled  in  accordance  with  the  above 
report. 


Adjourned:  12:30  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  14,  1944. 

1  resent:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


•  APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

235-44-A 

APPLICANT — Greater  New  York  Corporation  of  Seventh 
Day  Adventists,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 108-11  69th  road,  north  side, 
100  ft.  east  of  108th  street  (Block  2219,  Lot  59),’ 
Forest  Hills,  Borough  of  Queens. 

:  APPEARANCES— 

For  Applicant :  J.  F.  X.  Browne. 

For  Opposition :  Thomas  S.  Kiely  and  Reed 
Hartelr 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 
t  ing  and  Buildings. 

ACT  ION  OF  BOARD — Appeal  denied. 

:  THE  VOTE  TO  GR  A  NT- 

Affirmative  :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 


THE  RESOLUTION  (235-44-A) 

■  ^  hereas,  Greater  New  York  Corporation  of  Seventh 

Day  Adventists,  owner,  filed  April  20,  1944,  an  appeal  from 

I  a  decision  of  the  borough  superintendent,  affecting  prem¬ 
ises  108-11  69th  road,  north  side,  100  ft.  East  of  108th  street 
(Block  2219,  Lot  59),  Forest  Hills,  Borough  of  Queens; 
and 

1  Whereas,  on  July  18,  1944,  a  public  hearing  was  held 
and  laid  over  for  decision,  without  further  argument;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  April  11,  1944,  on  Alt.  Applic.  353-44,  reads: 

“Disapproved  April  11,  1944,  with  the  following  ob¬ 
jections  : 

1.  To  change  the  use  of  an  existing  residence 
building,  in  a  residence  district,  to  a  building  used 


Whereas  the  applicant  states  the  building  is  iy2  stories. 
(27  ft.)  in  height;  45  ft.  by  41  ft.  in  area  at  1st  floor,  36 

*’  '  j  mil  in,  area  at.  2nd  fl°9r;  of  Class  3  construction; 
erected  1916;  located  in  a  residence  use,  G  area  district 
and  used  since  May  1,  1943,  as  follows:  cellar,  boiler  room,’ 
storage  and  toilet,  1  person;  1st  floor,  religious  administra¬ 
tion  offices  and  chapel,  15  persons ;  2nd  floor,  religious  ad¬ 
ministration  offices,  4  persons ;  attic,  storage  of  office  records 
and  toilet,  1  person;  that  the  private  chapel  on  the  first 
floor  is  to  be  used  by  not  more  than  15  persons,  including 
la  persons  regularly  employed  in  the  building,  daily  prayer 
meeting  is  to  be  held  for  employees  and  .for  any  visitors 
who  may  be  present ;  that  the  building  is  equipped  with 
one  wood  stairway,  38  in.  wide  from  first  to  second  floors, 
in.  wide  to  attic,  enclosed  in  wood  stud  partitions  with 
wood  lath  and  plaster,  equipped  with  hardwood  doors  and 
leading  directly  to  the  street;  and 

W  hereas,  the  applicant  contends  that  the  borough  super- 
mtendent  maintains  that  a  change  to  a  use  primarily  for 
oil  ice  space,  is  contrary  to  Section  3  of  the  zoning  resolu¬ 
tion  and  that  the  use  for  other  than  occupancy  by  a  single 
i1!£"ly  a  residence  use  district,  is  contrary  to  Section 
16B,  subdivision  a,  of  the  zone  resolution;  that  the  borough 
superintendent  also  objects  that  the  stairway  is  not  enclosed, 
as  required  by  Section  6.4. 1.8.1  and  Section  6.4.1.8.2,  and 
that  the  use  of  stud  partitions  for  support  of  floor  beams 
is  contrary  to  Section  8.7.1. 1  of  the  Building  Code;  that 
the  owner  is  a  religious  sect,  conducting  religious,  educa¬ 
tional  and  charitable  works  throughout  the  world ;  that  its 
Internationa  headquarters  are  located  in  Washington, 
P.  p- 1  .that  it  has  535,000  members  and  maintains  over  500 
institutions,  such  as  sanitaria  and  hospitals,  and  over  3,000 
schools  and  over  9,000  churches;  that  the  areas  in  which 
the  church  operates,  are  divided  into  conferences,  which  is 
the  ecclesiastical  governing  body  for  the  particular  area; 
that  the  Greater  New  York  Conference  includes  the  area 
within  the  counties  of  New  York  City,  Long  Island  and 
the  lower  part  of  New  York  State;  that  in  this  area,  the 
church  has  a  membership  of  approximately  4,400  and  main¬ 
tains  36  organized  churches  and  8  schools ;  that  the  Greater 
New  York  Corporation  of  Seventh  Day  Adventists  was 
incorporated  for  the  purpose  of  diffusing  moral  and  reli¬ 
gious  knowledge ;  that  the  owner  entered  into  possession 
of  these  premises  May  1,  1943,  under  lease,  which  contained 
an  option  to  purchase  and  title  was  taken  bv  the  owner 
July  28,  1943;  that  the  property  was  acquired  for  use  as 
the  Administrative  office  of  this  religious  corporation ;  that 
incidental  to  such  use,  a  room  is  set  aside  as  a  private 
chapel,  where  a  daily  service  is  conducted  by  the  officers 
and  employees  on  the  premises;  that  no  changes  or  altera¬ 
tions  of  any  kind  have  been  made  in  the  building;  that  the 
use  district  regulations  specifically  permit  the  occupancy  of 
a  building  in  a  residence  use  district  by  churches  and  phil¬ 
anthropic  or  eleemosynary  institutions;  that  the  applicant  is 
an  incorporated  religious,  missionary,  educational  and  char¬ 
itable  institution  within  the  definition  of  the  term  eleemosyn¬ 
ary;  that  to  administer  these  purposes,  the  applicant  requires 
offices  and  employees;  that  the  use  to  which  the  premises 
are  put,  has  none  of  the  aspects  of  commercial  or  gainful 
activity,  which  the  term  “office”  connotes;  that  the  real 
property  of  the  applicant  is  exempted  from  local  taxation 
in  the  C  itv  of  New  York  and  in  other  places  where  it  owns 
real  property;  that  there  is  no  essential  difference  between 
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this  appeal  and  the  appeal  of  the  United  Lutheran  Chuich 
in  America,  Cal.  45-1944-A;  that  in  the  matter  of  Crom¬ 
well  vs.  American  Bible  Society,  202  App.  Div.  625,  Page 
628,  the  court  said:  “It  seems  quite  clear  that  the  Build¬ 
ing  Zone  Resolution  does  not  prohibit  it  from  conducting 
its  business  in  a  residence  district.” ;  that  there  can  be  little 
question  that  the  use  here  is  not  prohibited  by  any  provision 
of  the  use  district  regulations,  but  on  the  contrary,  is  ex¬ 
pressly  permitted ;  that  Section  16B,  a,  which  is  part  °;, 
Article  4  of  the  zoning  resolution,  entitled  “area  district, 
of  which  Section  10  is  part,  states  “For  the  purpose  of 
regulating  and  determining  the  area  *  *  *” ;  that  Article 

4,  of  the  zoning  resolution  was  never  intended  to  regulate 
use;  that  there  are  no  signs  of  any  kind  on  the  premises; 

and  '  .  , 

Whereas,  the  applicant  contends  as  to  Objection  3,  issued 
by  the  borough  superintendent,  under  Section  6.4.1.8.1  and 
6.4. 1.8. 2,  and  as  to  Objection  4,  issued  under  Section  8.7.1. 1 
of  the  Building  Code,  that  compliance  with  these  objections 
would  place  an  unreasonable  and  almost  impossible  burden 
upon  the  applicant;  that  however,  if  the  Board  feels  some 
additional  safeguards  are  necessary,  in  spite  of  the  limited 
occupancy  of  the  2nd  floor,  a  second  stairway  may  be  pro¬ 
vided  in  the  second  floor  hall  to  the  first  floor;  that  such 
a  stairway  did  exist  in  the  past,  but  was  blocked  off  for 
closet  use  and  if  required,  can  be  restored  and  the  stud 
partitions  might  be  filled  with  rock  wool ;  that  the  second 
floor  beams  are  the  only  ones  supported  on  stud  partitions ; 
that  no  greater  number  of  persons  will  occupy  the  second 
floor  than  might  normally  be  expected  in  any  residential 
building ;  that  it  would  be  extremely  difficult,  to  obtain  the 
steel  required  to  install  steel  columns  and  girders,  due  to 
inability  to  obtain  priorities ;  that  all  rooms  on  the  second 
floor,  except  one,  have  access  to  the  roof ;  that  the  appli¬ 
cant  could  install  fire  escapes  at  places  designated  by  the 
Board,  if  the  Board  so  required;  and 

Whereas,  a  brief  has  been  filed  in  opposition  to  this  ap¬ 
peal  and  in  support  of  the  decision  of  the  borough  super¬ 
intendent  by  counsel  for  the  Association  of  Old  Forest 
Hills,  Inc.;  and 

Whereas,  said  Association  contends  that  it  is  a  member¬ 
ship  corporation  of  home  owners  formed  in  1939  to  protect, 
safeguard,  and  preserve  the  community  of  single .  family 
homes;  that  the  building  in  question  was  erected  in  1916 
and  is  arranged,  intended  and  designed  exclusively  for  use 
as  a  single  family  dwelling;  that  the  premises  are  located 
in  a  residence  use,  G  area  district,  which  was  established 
September  25,  1941 ;  that  the  present  owner,  a  religious 
corporation,  allegedly  eleemosynary  in  character,  entered 
into  possession  of  the  premises  May  1,  1943,  and  took  title 
July  28,  1943;  that  the  applicant  took  title  subject  to  certain 
private  restrictions,  which  include  the  provision  that  any 
dwelling  erected,  shall  be  for  use  and  occupancy  of  not 
more  than  1  family;  that  the  principal,  present  and  in¬ 
tended  use  of  the  premises  is  as  an  office  building ;  that  in 
a  G  area  district,  a  dwelling  erected,  arranged,  intended  and 
designed  exclusively  for  occupancy  only  by.  a  single  family 
may  not  be  occupied  or  used  as  an  administrative  office 
building  by  an  eleemosynary  institution ;  that  in  the  matter 
of  the  United  Lutheran  Church  in  America,  decided  by 
the  Board  under  Cal.  45-1944-A,  the  premises  were  located 
in  a  B  area  district;  that  in  the  matter  of  Cromwell  vs. 
American  Bible  Society,  202  App.  Div.  625,  195  N.  Y. .  S. 
217  the  premises  were  not  located  in  a  G  residential  dis¬ 
trict;  that  however,  the  decision  of  the.  court  in  this  case 
is  pertinent  for  two  reasons :  the  first  is  that  the  private 
restrictions  as  covenants,  running  with  the  land,  limited 
the  character  of  the  building  to  be  erected  to  a  dwelling 
house,  and  such  private  restrictions  were  upheld  and  sus¬ 
tained;  and  secondly,  the  court  following  Barnett  vs. 
Vaughan  Institute,  134  App.  Div.  921,  119  N.  Y.  Supple- 
ment  45,  in  language  which  is  applicable  to  the  section  of 
the  zoning  law  herein  involved,  ruled  (at  Page  224,  New 
York  Supplement')  that  although  there  was  no  express 
provision  in  the  covenant  with  respect  to  the  use  of  the 


private  houses  after  their  erection,  nevertheless,  the  general 

rule  of  strict  construction  held  that  the  restrictions  plainly 
required  not  only  that  the  buildings  to  be  erected  should 
be  first  class  private  houses,  but  that  they  should  so  re¬ 
main  ;  and 

Whereas,  the  Association  further  contends  that  in  a  G 
residential  district,  a  single  family  dwelling  may  not  be 
used  other  than  as  a  dwelling  without  complying  with  the 
requisite  provisions  of  the  Building  Code,  which  require 
structural  alteration,  which  structural  alteration  is  prohibited 
by  the  zoning  resolution ;  that  the  building  is  definitely  now 
used  as  a  public  building ;  that  the  safeguards  and  struc¬ 
tural  requirements  of  the  Building  Code  for  a  public 
building  should  not  be  disregarded  or  dispensed  with;  that 
these  structural  alterations  are  prohibited  by  the  zoning  reso¬ 
lution  and  therefore  bar  granting  of  applicant  s  request  for 
change  of  use;  and 

Whereas,  the  premises  and  area  were  inspected  by  a 
committee  of  the  Board,  whose  report  was  as  follows: 

REPORT  OF  COMMITTEE. 

October  28,  1944. 

Re :  Cal.  235-44-A 

Premises  108-11  69th  Road,  Forest  Hills,  Queens. 

This  appeal  is  from  a  decision  of  the  Borough 
Superintendent  that  the  proposed  use  is  contrary  to 
the  Zoning  Resolution  as  not  being  a  permitted  use  in 
a  residence  district  (objection  1)  and,  also,  not  per¬ 
mitted  in  a  G  residence  district  because  it  is.  for  occu¬ 
pancy  other  than  by  a  single  family  (objection  2). 
Other  objections  appealed  from  relate  to  non-compli- 
ance  with  the  provisions  of  the  Building  Code  (Objec- 
tions  3  and  4). 

The  building  is  a  former  single-family  dwelling.  It 
is  proposed  to  be  occupied  as  the  regional  headquarters 
of  a  religious  denomination,  Greater  New  York  Corpo¬ 
ration  of  Seventh  Day  Adventists. 

Upon  inspection,  this  building  was  found  to  be  occu¬ 
pied  as  represented — as  a  general  headquarters  of  the 
religious  denomination  with  the  rooms  on  the  ground 
floor  occupied  for  clerical  work  and  the  second  floor 
assigned  to  the  officers  of  the  denomination,  and  the 
attic  unused  except  for  records.  A  chapel  is  provided, 
available  to  the  public. 

Similar  cases  have  been  before  the  Board  previously, 
namely,  109  East  38th  Street,  Manhattan  (Cal.  No.  185- 
26-BZ),  a  former  private  residence,  occupied  by  the 
Society  for  the  Propagation  of  the  Faith;  and  229-231 
Madison  Avenue,  Manhattan  (Cal.  No.  45-44-A),  a 
former  private  residence  occupied  by  the  United  Lu¬ 
theran  Church  of  America.  In  both  those  instances,  the 
Board  decided  that  the  use  was  permissible  in  a  resi¬ 
dence  use  district. 

The  proposed  use  is  similar  and  can  in  no  way  be 
termed  a  business  use  and  falls  within,  the  provisions 
of  Article  II,  Paragraph  5  of  the  Zoning  Resolution. 
The  premises  have  been  located  in  a  residence  district, 
“G”  area,  since  September  25,  1941.  The  premises  were 
first  occupied  by  the  applicant  on  May  1,  1943,  and  took 
title  on  July.  28,  1943,  subject  to  the  existing  private 
restriction,  limiting  the  occupancy  to  single- family  use. 
No  Certificate  of  Occupancy  was  obtained  prior  to  tak¬ 
ing  possession. 

Tbe  Zoning  Resolution  is  clear  in  its  provisions  as 
to  the  occupancy  of  buildings  in  a  “G”  district  for 
residential  occupancy.  Section  16  B  (a)  states:  "In  a 
G  district  no  dwelling  shall  be  erected  or  altered,  other 
than  for  occupancy  by  a  single  family”.  Nothing  is  said 
which  would  preclude  other  uses  as  set  forth  in. Article 
II,  Section  3,  as  permitted  in  a  residence  district,  and 
nothing  is  said  that  would  permit  such  uses  only  when 
they  are  directly  accessory  to  the  residential  G  area. 
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The  Committee  recommends  that  the  appeal  be  grant¬ 
ed  as  to  Objections  1  and  2  and  that  as  to  Objections  3 
and  4,  such  determination  be  made  as  the  Board  deems 
proper. 

(Sgd.)  HARRIS  H.  MURDOCK, 

Chairman, 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 

JOHN  E.  GUNN, 

Committee. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  April  11,  1944,  on  Alt.  Applic.  353-44,  be  and  it  hereby 
is  affirmed  as  to  items  3  and  4  thereof,  and  that  the  appeal 
be  and  it  hereby  is  denied;  that  as  to  items  1  and  2,  the 
decision  of  the  borough  superintendent  be  and  it  hereby  is 
reversed. 


513-44-A 

APPLICANT — N.  Denner,  for  United  Metal  Box  Com¬ 
pany,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 168-186  7th  street,  south  side, 
100  ft.  west  of  3rd  avenue,  (basement  and  1st 
floor);  (Block  996,  Lots  21-28),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Nathan  Denner. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 

THE  RESOLUTION  (513-44-A) 

Whereas,  N.  Denner,  for  United  Metal  Box  Company, 
Inc.,  owner,  filed  September  1,  1944,  an  appeal  from  an 
order  of  the  fire  commissioner,  affecting  premises  168-186 
7th  stret,  south  side,  100  ft.  west  of  3rd  avneue  (basement 
and  1st  floor)  ;  (Block  996,  Lots  21-28),  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  Order  13254-LF,  issued  by  the  fire  commis¬ 
sioner,  August  3,  1944,  reads : 

“1.  Arrange  wire  mesh  on  all  windows  on  all  stories, 
so  as  to  be  readily  movable  or  removable  from  both 
sides  in  sudt  a  manner  as  to  afford  the  free  and  un¬ 
obstructed  use  of  such  windows  for  the  purposes  of 
egress,  as  per  Section  272  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
(40  ft.)  in  height;  200  ft.  by  200  ft.  in  area;  of  Class  3 
construction;  erected  about  1890;  located  in  an  unrestricted 
use,  A  area  district  and  used  since  1935  as  follows:  cellar, 
press  operators,  150  persons;  1st  floor,  welding,  spraying, 
packing  and  shipping,  125  persons;  2nd  floor,  machine  shop 
and  assembly,  25  persons ;  3rd  floor,  office,  assembly  and 
painting,  30  persons;  that  the  building  is  equipped  with  a 
one  source  sprinkler  system,  a  standpipe  system  and  an 
interior  fire  alarm  system,  but  fire  drills  are  not  maintained ; 
that  there  are  three  interior  stairs;  that  stair  No.  1  is  the 
main  stairway,  located  at  the  center  of  the  building  at  the 
7th  street  side  and  does  not  extend  to  the  roof,  but  leads 
directly  to  the  street;  that  this  stair  is  4  ft.  1 1  in.  wide,  of 
concrete  and  steel  construction,  enclosed  in  partitions  of 
wire  lath  and  cement  plaster;  that  stairway  No.  2,  located 
at  the  center  of  the  building  at  the  7th  street  side  is  4  ft.  7 
in.  wide,  leads  to  the  roof,  but  not  to  the  street  and  is  of 
concrete  and  steel  construction,  enclosed  in  partitions  of 
wire  lath  and  cement  plaster;  that  stairway  No.  3,  located 
at  center  of  the  building  at  the  8th  street  side,  extends  to 
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the  roof  bulkhead  and  directly  to  the  street,  and  is  3  ft.  9 
in.  wide,  of  diamond  plate  and  steel  construction,  enclosed 
in  brick;  that  all  doors  to  stairways  are  fireproof  kalamein, 
self-closing;  that  there  are  two  exterior  stairs  or  fire  es¬ 
capes,  one  located  on  the  7th  street  side,  extending  to  the 
roof  by  stairs  and  to  the  street  by  counterbalanced  stairs, 
and  one  on  the  8th  street  side,  extending  to  the  roof  by  a 
ladder  and  to  the  street  by  a  drop  ladder;  and 

Whereas,  the  applicant  contends  that  the  screens  in  ques¬ 
tion  are  confined  to  the  basement  and  street  levels  and  were 
installed  on  the  windows  at  the  time  the  applicant  obtained 
occupancy  of  the  building  in  1935;  that  these  windows  are 
fixed  steel,  casement  type,  with  only  the  center  portion 
horizontally  divided  and  can  hardly  be  used  for  egress ;  that 
most  of  the  windows  are  located  over  an  area  way,  which 
would  add  to  the  difficulties  in  the  event  of  their  use  for 
egress ;  that  due  to  the  horizontally  divided  section,  the 
screens  are  of  an  offset  type,  as  indicated  on  drawing  filed 
with  this  appeal ;  that  it  is  requested  that  the  Board  relieve 
the  owner  from  compliance  with  the  requirements  of  the 
fire  commissioner’s  order;  that  if,  however,  it  is  necessary 
to  rearrange  the  wire  mesh,  permission  is  requested  to  hinge 
the  center  portion  of  one  screen  for  each  room,  so  as  to 
make  that  portion  of  the  screen  movable,  in  accordance  with 
the  requirements  of  the  order;  that  the  rearrangement  of 
all  the  screens  would  accomplish  no  greater  benefits  and 
would  work  an  undue  hardship  on  the  owner  as  it  would 
require  engineering  and  labor  more  essential  to  the  war 
effort ;  and 

Whereas,  Certificate  of  Occupancy  103901,  issued  De¬ 
cember  22,  1941  on  Alt.  Applic.  5735-40,  permits  the  use 
of  the  building  as  a  factory,  the  number  of  persons  and 
the  live  loads  not  stated. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  order  13254-LF  of  the  fire  commissioner, 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  screens  shall  not  be  maintained  on  the  exterior  win¬ 
dows,  other  than  those  indicated  on  plans  marked  “Re¬ 
ceived  September  1,  1944”,  and  on  condition  that  all  three 
doors  opening  to  8th  street  shall  be  maintained  at  all  times, 
so  as  to  permit  ready  exit;  that  such  wire  mesh  screens 
shall  be  so  arranged  as  to  permit  the  centre  portion  of  at 
least  one  screen  from  each  room  to  be  movable;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws  and  rules  applicable  thereto,  other  than  as  modified 
under  Calendar  5 14-44- A. 


514-44-A 

APPLICANT — N.  Denner,  for  United  Metal  Box  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent: 

PREMISES  AFFECTED — 168-186  7th  street,  south  side, 
100  ft.  west  of  3rd  avenue  (Block  996,  Lots  21-28), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Nathan  Denner. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 

THE  RESOLUTION  (514-44-A) 

Whereas,  N.  Denner,  for  United  Metal  Box  Company, 
Inc.,  owner,  filed  September  1,  1944,  an  appeal  from  a  de¬ 
cision  of  the  borough  superintendent,  affecting  premises 
168-186  7th  street,  south  side,  100  ft.  west  of  3rd  avenue 
(Block  996,  Lots  21-28),  Borough  of  Brooklyn;  and 
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Whereas,  the  decision  of  the  borough  superintendent, 
dated  July  12,  1944,  acting  on  B.  N.  Applic.  727-44,  reads: 

“Locking  of  doors  and  screening  of  windows  in  a 
factory  building  is  contrary  to  Section  272,  Subdivision 
3  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stor¬ 
ies  (40  ft.)  in  height;  200  ft.  by  200  ft.  in  area;  of  Class  3 
construction ;  erected  about  1890 ;  located  in  an  unrestricted 
use,  A  area  district  and  used  since  1935  as  follows :  cellar, 
press  operators,  150  persons;  1st  floor,  welding,  spraying, 
packing  and  shipping,  125  persons ;  2nd  floor,  machine  shop 
and  assembly,  25  persons;  3rd  floor,  office,  assembly  and 
painting,  30  persons ;  that  the  building  is  equipped  with  a 
one  source  sprinkler  system,  a  standpipe  system  and  an 
interior  fire  alarm  system,  but  fire  drills  are  not  main¬ 
tained ;  that  there  are  three  interior  stairs;  that  stair  No. 

1  is  the  main  stairway,  located  at  the  center  of  the  building 
at  the  7th  street  side  and  does  not  extend  to  the  roof,  but 
leads  directly  to  the  street;  that  this  stair  is  4  ft.  11  in. 
wide,  of  concrete  and  steel  construction,  enclosed  in  parti¬ 
tions  of  wire  lath  and  cement  plaster;  that  stairway  No. 
2,  located  at  the  center  of  the  building  at  the  7th  street 
side  is  4  ft.  7  in.  wide,  leads  to  the  roof,  but  not  to  the 
street  and  is  of  concrete  and  steel  construction,  enclosed 
in  partitions  of  wire  lath  and  cement  plaster;  that  stair¬ 
way  No.  3,  located  at  center  of  the  building  at  the  8th 
street  side,  extends  to  the  roof  bulkhead  and  directly  to 
the  street,  and  is  3  ft.  9  in.  wide,  of  diamond  plate  and 
steel  construction,  enclosed  in  brick;  that  all  doors  ha  stair¬ 
ways  are  fireproof  kalemein,  self-closing;  that  there  are 
two  exterior  stairs  or  fire  escapes,  one  located  on  the  7th 
street  side,  extending  to  the  roof  by  stairs  and  to  the  street 
by  counterbalanced  stairs,  and  one  on  the  8th  street  side,  ex¬ 
tending  to  the  roof  by  a  ladder  and  to  the  street  by  a  drop 
ladder ;  and 

Whereas,  the  applicant  contends  that  plans  have  been 
filed  with  this  appeal  indicating  the  points  involved;  that 
on  the  3rd  floor,  door  to  office  marked  A,  at  which  a  recep¬ 
tionist  is  present  whenever  employees  are  working  in  the 
plant,  is  readily  openable  from  the  inside,  but  locked  from 
the  outside,  to  prevent  strangers  from  entering  the  office 
area  before  presenting  necessary  identification ;  that  in  addi¬ 
tion  to  this  door,  there  is  a  fire  door  and  fire  escape  located 
at  point  B  on  plans,  which  is  also  open  whenever  employees 
are  working,  affording  ready  exit  in  the  event  of  an 
emergency ;  that  on  the  3rd  floor,  there  is  also  a  door 
leading  off  from  the  main  hallway  into  the  factory,  at 
point  C  on  plans;  that  this  door  permits  ready  access  from 
the  factory  to  the  hallway,  but  does  not  permit  entrance 
from  the  hallway  into  the  factory;  that  without  this  exit, 
there  are  still  two  available  exits  for  all  of  the  employees 
in  the  factory  floor,  one  consisting  of  stairway  in  the  im¬ 
mediate  vicinity  of  the  fire  door  and  the  second,  a  complete 
fireproof  stairway  at  the  rear  of  building;  that  in  addition 
to  the  door  at  point  C,  as  indicated  on  plans,  separating 
the  office  area  from  the  factory,  there  is  also  a  fire  door 
as  indicated  on  plans ;  that  on  the  2nd  floor,  there  is  a 
fire  exit  at  point  D,  which  permits  employees  from  factory 
egress  into  the  hallway  and  down  to  the  street,  but  does 
not  permit  entrance  from  the  hallway  into  the  factory; 
that  in  addition  to  this  exit,  there  is  a  stairway  directly 
behind  the  location  marked  D  and  a  2nd  stairway  in  the 
rear  of  the  building,  which  affords  egress  from  the  2nd 
floor  area;  that  on  the  1st  floor  there  are  two  fire  exits 
at  points  E  and  F,  permitting  egress  from  the  factory  into 
the  hallway,  but  locked  from  the  outside,  so  as  to  prevent 
entrance  from  the  hallway  into  the  factory;  that  there  are, 
however,  two  sets  of  stairs,  which  permit  employees  to 
enter  or  leave  the  first  floor  area;  that  in  the  front  of  the 
building  at  first  floor  level  at  point  G,  there  are  3  steel 
doors  which  roll  up,  permitting  access  to  the  loading  plat¬ 
form  ;  that  when  these  doors  are  not  in  use,  they  are  closed 
and  can  only  be  opened  from  the  inside;  that  at  point 
marked  J  and  K  in  the  rear  of  the  building,  there  arc  two 


doors  which  are  used  primarily  for  receiving  heavy  mate¬ 
rials  and  equipment ;  that  these  doors  are  kept  locked, 
except  when  in  use ;  that  in  the  rear  of  building,  there 
is  a  fire  exit  at  point  H,  leading  from  the  fireproof  stair¬ 
way,  which  extends  from  the  roof  to  the  street ;  that  this 
door  is  equipped  with  a  panic  bolt ;  and 

Whereas,  the  applicant  further  contends  that  the  plant 
is  engaged  in  the  manufacture  of  ammunition  boxes  as  a 
prime  contractor  for  the  War  Department;  that  one  of  the 
provisions  of  the  government  contract  is  a  direction  to 
maintain  adequate  plant  protective  devices  to  prevent  es¬ 
pionage,  sabotage  and  other  malicious  destruction  or  dam¬ 
age  to  the  manufacturing  facilities ;  that  in  the  execution 
of  the  critical  war  work,  it  is  necessary  to  keep  strangers 
out  of  the  plant  and  it  is  impossible  to  engage  sufficient 
guards  and  watchmen  to  regulate  all  of  these  locations; 
that  under  the  circumstances,  the  doors  in  question  are  so 
arranged  that  they  are  always  openable  from  the  inside, 
but  locked  from  the  outside,  to  prevent  illegal  entrance; 
that  in  view  of  the  many  doors  in  the  plant  over  a  widely 
dispersed  area,  it  is  requested  that  the  Board  permit  the 
conditions  to  remain,  so  that  the  doors  in  question  will 
always  be  openable  from  the  inside  during  working  hours 
and  locked  from  the  outside  to  prevent  admittance  of  un¬ 
authorized  persons ;  and 

Whereas,  Certificate  of  Occupancy  103901,  issued  De¬ 
cember  22,  1941,  on  Alt.  Applic.  5735-40,  permits  the  use  of 
the  premises  for  factory  throughout,  no  persons  and  live 
load  not  stated. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  B.N.  Applic.  727-44,  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  no  panic  bolts  shall 
be  installed  on  any  doors  other  than  the  three  doors  open¬ 
ing  from  the  first  floor  to  8th  street;  that  such  panic  bolts 
shall  be  of  an  approved  type ;  and  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto  other  than  as  modified 
by  the  Board  under  Cal.  513-44-A. 


561-44-A 

APPLICANT — Frank  D.  Hutchinson,  for  Murray  Manu¬ 
facturing  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 1171-1183  Atlantic  avenue, 
northeast  corner  of  Perry  place  (2nd  floor)  ; 
(Block  1866,  Lots  1  to  7),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  H.  Lawrence  and  Frank  D. 
Hutchinson. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  ® 

THE  RESOLUTION  (561-44-A) 

Whereas,  Frank  D.  Hutchinson,  for  Murray  Manufac¬ 
turing  Corporation,  owner,  filed  September  30,  1944,  an 
appeal  from  a  decision  of  the  fire  commissioner,  affecting 
premises  1171-1183  Atlantic  avenue,  northeast  corner  of  east 
of  Perry  place  (2nd  floor)  ;  (Block  1866,  Lots  1  to  7), 
Borough  of  Brooklyn;  and  .  .  , 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
September  20,  1944,  reads: 

“Your  application  for  permission  for  your  employees 
to  smoke  in  certain  areas  of  j’our  factory  has  been 
received,  but  must  be  denied  for  the  reason  that  smok¬ 
ing  is  prohibited  by  the  provisions  of  the  Labor  La\v 
and  the  Rules  of  the  Board  of  Standards  and  Appeals. 
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and 

\\  hereas,  the  applicant  states  the  building  is  2  stories 
in  height;  116  ft.  by  88  ft.  in  area;  of  Class  3  construction; 
erected  1908;  located  in  an  unrestricted  use,  C  area  district 
and  used  since  1940  for  the  manufacturing  of  metal  prod¬ 
ucts,  100  persons  on  the  1st  floor,  100  persons  on  the  2nd 
floor  and  for  building  maintenance  in  the  cellar,  3  persons; 
that  the  building  is  equipped  with  two  3  ft.  8  in.  iron  and 
concrete  stairs,  enclosed  in  6  in.  terra  cotta,  equipped  with 
kalamein  self-closing  doors,  leading  directly  to  the  street 
and  one  of  which  leads  to  the  roof ;  that  there  is  also  one 
counterweighted  stair  at  northwest  corner  of  building;  and 

Whereas,  the  applicant  states  that  permission  is  requested 
to  allow  employees  to  smoke  in  the  areas  indicated  in  red 
on  plans  filed  with  this  appeal  and  that  the  plant  is  engaged 
m  production  of  steel  parts  for  the  U.  S.  Army  Ordnance; 
and 

\\  hereas,  the  applicant  has  filed  a  recommendation  from 
the  New  ^  ork  Ordnance  District,  Army  Service  Forces, 
recommending  approval  of  the  application  for  permission 
to  smoke  in  certain  areas  as  shown  on  plans  filed  with  this 
appeal ;  and 

Whereas,  the  applicant  has  filed  copy  of  Certificate  of 
Occupancy  99379,  issued  December  13,  1940,  on  Alt.  5226- 
40,  permitting  the  following  use  and  occupancy :  cellar, 
storage;  1st  floor,  manufacturing  plant  and  office,  24  per¬ 
sons;  2nd  floor,  manufacturing  plant  and  office,  12  persons; 
and 

Whereas,  the  premises  was  inspected  by  a  Committee  of 
the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
September  20,  1944,  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  smoking  shall  be  permitted  only 
in  such  spaces  on  the  first  and  second  floors,  as  are  indi¬ 
cated  on  revised  plans  marked  “Received  November  9, 
1944”;  that  such  portable  fire-fighting  appliances  shall  be 
maintained  in  such  spaces  as  the  fire  commissioner  shall 
direct ;  that  signs,  as  approved  by  the  fire  commissioner, 
shall  be  installed  in  such  spaces  where  smoking  is  permitted ; 
that  in  all  other  respects,  the  building  shall  comply  with 
the  requirements  of  the  Rules  of  the  Board  for  Smoking 
in  Factories;  and  that  this  variance  shall  continue  only  dur¬ 
ing  the  term  of  the  existing  emergency. 


562-44-A 

APPLICANT — Frank  D.  Hutchinson,  for  Metropolitan 
Engineering  Co.,  owner  (Murray  Manufacturing 
Corp.  and  Metropolitan  Device  Corp.,  lessees). 
SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 1236-1286  Atlantic  avenue, 
south  side,  80  ft.  west  of  Nostrand  avenue,  (1st, 
2nd,  3rd  and  4th  floors)  ;  (Block  1200,  Lots  21,  33 
and  41),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  John  H.  Lawrence  and  Frank  D. 
Hutchinson. 

For  Administration :  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 

THE  RESOLUTION  (562-44-A) 

Whereas,  Frank  D.  Hutchinson,  for  Metropolitan  Engi¬ 
neering  Company,  owner  (Murray  Manufacturing  Corpo¬ 
ration  and  Metropolitan  Device  Corporation,  lessees),  filed 
September  30,  1944,  an  appeal  from  a  decision  of  the  fire 
commissioner,  affecting  premises  1236-1286  Atlantic  avenue, 
south  side,  80  ft.  west  of  Nostrand  avenue  (1st,  2nd,  3rd 


and  4th  floors)  ;  (Block  1200,  Lots  21,  33  and  41),  Borough 
of  Brooklyn ;  and 

\\  hereas,  the  decision  of  the  fire  commissioner,  dated 
September  20,  1944,  reads: 

Your  application  for  permission  for  your  employees 
to  smoke  in  certain  areas  of  your  factory  has  been 
received,  but  must  be  denied  for  the  reason  that  smok¬ 
ing  is  prohibited  by  the  provisions  of  the  Labor  Law 
and  the  Rules  of  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  the  building  is  2,  3  and 
4  stones  (58  ft.)  in  height;  465  ft.  by  100  ft.  in  area  at 
1st  floor;  465  ft.  by  90  ft.  in  area  at  typical  floor;  of  Class 
3  construction ;  erected  1908-1920,  located  in  an  unrestricted 
use,  C  area  district  and  used  and  occupied  throughout  for 
manufacturing  metal  products,  190  persons  on  the  1st  floor, 
160  persons  on  the  2nd  floor;  50  persons  on  the  3rd  floor 
and  50  persons  on  the  4th  floor;  and  proposed  to  be  used 
without  change  and  occupied  as  follows:  210  persons  on 
the  1st  floor;  195  persons  on  the  2nd  floor,  389  persons  on 
the  3rd  floor  and  50  persons  on  the  4th  floor ;  that  the 
building  is  equipped  with  a  two  source  sprinkler  system,  a 
standpipe  system,  five  enclosed  stairs,  leading  directly  to 
the  street,  three  of  which  lead  to  the  roof  and  one  exterior 
stairs  from  fourth  floor  to  the  second  floor;  and 

Whereas,  the  applicant  states  that  permission  is  re¬ 
quested  to  allow  employees  to  smoke  in  office,  rest  room 
and  cafeteria  spaces  indicated  in  red  on  plans  filed  with 
this  appeal ;  that  the  plant  is  engaged  in  the  production  of 
steel  parts  for  the  U.  S.  Army;  and 

Whereas,  the  applicant  has  filed  a  communication  from 
the  Army  Service  Forces,  New  York  Ordnance  District, 
recommending  approval  of  the  application  for  permission 
to  smoke  in  the  areas  as  shown  on  plans  filed  with  this 
appeal ;  and 

Whereas,  the  premises  was  inspected  by  a  committee  of 
the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  fire  commissioner,  dated 
September  20,  1944,  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  smoking  shall  be  permitted  only 
in  such  spaces  as  are  indicated  on  the  first  floor  plan 
marked  “Received  September  30,  1944”,  revised  second  floor 
plan  marked  “Received  November  18,  1944”  and  on  the 
3rd  floor  and  4th  floor  plan  marked  “Received  September 
30,  1944”;  that  smoking  signs,  as  approved  by  the  fire 
commissioner,  shall  be  maintained  in  such  spaces  as  are 
indicated  on  said  plans ;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  in  such  spaces  as  the  fire 
commissioner  shall  direct;  that  in  all  other  respects,  the 
rules  of  the  Board  covering  Smoking  in  Factories  shall  be 
complied  with;  that  the  sprinkler  and  standpipe  systems 
shall  be  maintained  to  the  satisfaction  of  the  fire  com¬ 
missioner;  that  this  variance  shall  continue  only  for  the 
term  of  the  present  emergency. 


609-44-A 

APPLICANT — Sidney  Goodstein,  for  Edwin  S.  Mayland, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1493-1495  Bergen  street,  north 
side,  280  ft.  west  of  Schenectady  avenue  (1st 
floor);  (Block  1347,  part  of  Lot  71),  Borough  of 
Brooklvn. 

APPEARANCES— 

For  Applicant :  Sidney  Goodstein  and  Whitney 
Richardson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (609-44-A) 

Whereas,  Sidney  Goodstein,  for  Edwin  S.  Mayland, 
owner,  filed  October  23,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  1493-1495 
Bergen  street,  north  side,  280  ft.  west  of  Schenectady  ave¬ 
nue  (1st  floor)  ;  (Block  1347,  part  of  Lot  71),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent,  re 
Alt.  Applic.  2836-44,  dated  October  20,  1944,  reads: 

“1.  A  building  for  the  storage  and  baling  of  rags 
and  paper  waste  and  scrap  metal  situated  within  fifty 
feet  of  a  building  used  as  a  church,  is  prohibited  by  the 
Administrative  Code,  Section  19-149.” 

Whereas,  the  applicant  states  that  the  building  will  be  18 
ft.  front  by  107  ft.  in  depth  and  50  ft.  in  the  rear;  of  Class 
3  construction ;  located  in  an  unrestricted  use,  C  area  dis¬ 
trict,  and  used  as  a  junk  yard ;  and 

Whereas,  the  applicant  contends  that  at  present  the 
premises  is  occupied  by  a  two  family  dwelling,  which  will 
remain;  there  is  also  a  one-story  brick  store,  which  it  is 
proposed  to  use  as  an  office;  that  in  the  rear  are  eleven 
one-car  concrete  block  garages,  which  cannot  be  used  for 
the  storage  of  motor  vehicles,  due  to  their  proximity  to  a 
public  school;  that  the  certificate  of  occupancy  for  such 
prior  use  was  revoked  by  the  Board  under  Cal.  107-41-A , 
that  it  is  proposed  to  enlarge  the  building  as  indicated  on 
filed  plans  and  use  the  entire  structure  for  the  storage  of 
waste  paper,  rags  and  metals;  that  the  application  meets 
with  the  approval  of  the  borough  superintendent,  except 
that  the  wall  of  the  proposed  building  will  be  17  ft.  5  in. 
from  the  Parish  House  and  24  ft.  from  the  church  located 
on  premises  adjoining  in  the  rear;  that  the  owner  is  willing 
to  comply  with  any  requirement  of  the  Board ;  that  inas¬ 
much  as  the  present  garages  are  no  use  in  their  present 
condition,  it  is  requested  the  Board  grant  permission  to 
erect  and  occupy  the  building  as  proposed;  and 

Whereas,  the  applicant  has  filed  a  communication  from 
the  owner  of  the  Parish  House  and  the  church  on  the 
premises  adjoining  to  the  rear,  wherein  it  is  stated  there  is 
no  objection  to  the  use  of  the  premises  in  question  as  a 
junk  shop. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  2836-44,  Objection  1,  be  and  it  hereby  is 
granted  on  condition  that  the  masonry  wall,  on  the  lot  line 
adjacent  to  the  premises  occupied  by  the  church,  shall  have 
no  openings  therein;  that  such  portable  fire-fighting  ap¬ 
pliances  shall  be  maintained  on  the  premises  as  the  fire 
commissioner  shall  direct;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


611-44-A 

APPLICANT— M.  Martin  Elkind,  for  Sylvester  M.  Occhi- 
penti,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 42-16  28th  avenue  and  28-08 
43rd  street,  southwest  corner  (Block  698,  Lot  24), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  M.  Martin  Elkind. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  .  . 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  ® 


THE  RESOLUTION  (611-44-A) 

Whereas,  M.  Martin  Elkind,  for  Sylvester  M.  Occhi- 
penti,  owner,  filed  October  27,  1944,  an  appeal  from  a  deci¬ 
sion  of  the  acting  borough  superintendent,  affecting  premises 
42-16  28th  avenue  and  28-08  43rd  street,  southwest  corner 
(Block  698,  Lot  24),  Long  Island  City,  Borough  of  Queens; 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  16,  1944,  re  Alt.  Applic.  754-44,  reads : 

“1.  Required  exits  and  stairways  of  a  factory  build¬ 
ing  to  comply  with  sec.  270  of  Labor  Law. 

and 

Whereas,  the  applicant  states  that  the  building  is  two 
stories  (27  ft.)  in  height,  50  ft.  by  93  ft.  in  area;  Class  3 
construction ;  erected  in  1927 ;  located  in  a  business  use, 

B  area  district ;  used  and  occupied :  Cellar,  boiler  room  and 
storage;  1st  floor,  stores;  2nd  floor,  billiard  parlor;  pro¬ 
posed  to  be  used  and  occupied :  cellar,  boiler  and  storage, 
1st  floor,  factory,  storage  and  office,  40  persons;  2nd  floor, 
factory  and  storage,  35  persons ;  that  the  building  is 
equipped  with  one  3  ft.  8  in.,  iron  stairs,  enclosed  in  parti¬ 
tions  of  2  x  4  in.  wood  studs,  covered  both  sides  with  metal 
-lath  and  cement  plaster,  equipped  with  fireproof,  self-clos¬ 
ing  doors  and  leading  directly  to  the  street,  and  one  fire 
escape  at  the  rear,  leading  to  the  roof  by  stair  and  to  the 

street  by  stair ;  and  .  . 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
alter  the  building,  by  changing  the  partitions  separating  the 
present  stores  on  the  first  floor  and  installing  door  openings, 
as  indicated  on  plans  filed  with  this  appeal  and  all  store 
fronts  to  be  removed  and  replaced  with  8  ft.  high  brick 
walls,  topped  by  transom  sash;  that  the  new  rooms  installed 
on  the  first  floor  will  be  used  for  cigar  drying  and  on 
the  second  floor,  a  partition  will  be  erected,  dividing  the  floor 
area  into  two  spaces,  one  for  cigar  storage  and  the  other 
for  cigar  manufacture;  that  the  present  interior  wood 
stairs  will  be  removed  and  replaced  with  an  iron  stairs, 
enclosed  in  fire-retarded  partitions ;  that  at  the  head  of  the 
stairs,  a  70  degree  stationary  ladder  will  be  installed  with 
an  approved  type  hinged  scuttle  at  the  roof  level ,  that  a 
hoist  for  conveying  merchandise  will  be  installed,  operating 
between  the  first  and  second  floors ;  that  an  exterior  stair¬ 
way  which  now  extends  from  grade  to  6  ft.  of  the  roof 
level,  will  be  altered,  so  that  it  will  extend  from  grade  to 
a  landing  8  in.  above  roof  level;  and 

Whereas,  the  applicant  contends  that  relief  should  be 
granted  under  section  270  of  the  Labor  Law  for  the  follow- 
fng  reasons :  that  the  occupancy  of  the  2nd  floor  will  not 
exceed  35  persons ;  that  from  this  floor  there,  are  two 
means  of  egress,  directly  to  the  street,  consistnig  of  the 

proposed  interior  3  ft.  8  in.  wide  iron  stair,  enclosed  in 

partitions  of  2x4  in.  studs,  covered  both  sides  with  metal 
lath  and  1-inch  cement  plaster,  and  an  exterior  iron  stair 
at  the  rear,  extending  from  the  roof  to  grade  and  having 
a  clear  width  of  4  ft.,  constructed  of  10  in.  treads  and 

7y2  in.  risers  with  4  ft.  6  in.  high  railing  at  all  points ;  that 

the  door  leading  from  the  2nd  floor  to  exterior,  platform, 
will  be  enlarged  to  3  ft.  8  in.  in  width;  that  in  view  of  the 
small  area  for  manufacturing  on  the  2nd  floor,  the  fact 
the  occupancy  of  the  2nd  floor  can  be  accommodated  within 
the  enclosure  of  the  primary  exit  and  that  the  manufacturing 
process  (cigars)  uses  no  hazardous  products  or  ingredi¬ 
ents,  it  is  requested  the  Board  accept  the  exits  as  proposed. 

ResohJed,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  754-44,  and  that  the  application  be  and.it 
hereby  is  granted  as  to  item  1,  on  condition  that  the  exits 
shall  be  constructed  and  maintained  as  proposed ;  that  any 
windows  on  the  course  of  the  exterior  fire  escape  stairs, 
shall  be  made  fireproof  and  self-closing;  that  the  space 
under  the  primary  means  of  exit  on  the  1st  floor  shall 
be  bolcked  off  with  fire-retarded  material  as  proposed  and 
shown  on  plans  filed  with  this  appeal  marked  “Received 
October  27,  1944” ;  that  the  elevator  shaft  on  the  2nd  floor 
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shall  be  enclosed  with  fire-retarded  material  and  with  a 
door  as  approved  for  not  less  than  one  hour  fire  test; 
that  the  amount  of  space  occupied  for  manufacturing  shall 
not  exceed  that  permitted  under  the  Zoning  Resolution;  that 
access  to  the  boiler  room  shall  be  from  the  exterior  only  as 
indicated;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct ;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


625-44-A 

APPLICANT— Samuel  Ross,  for  Long  Island  Railroad, 
owner  (Montauk  Iron  and  Steel  Corp.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFEC I  ED — 25-20  Borden  avenue,  south 
side,  10  ft.  east  of  Hayward  street  (Block  68, 
Lot  1),  Long  Island  Citv,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Samuel  Ross  and  William  L. 
Greenfogel. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 

THE  RESOLUTION  (625-44-A) 

Whereas,  Samuel  Ross,  for  Long  Island  Railroad,  owner 
(Montauk  Iron  and  Steel  Corp.,  lessee),  filed  November 
1,  1944,  an  appeal  from  a  decision  of  the  acting  borough 
superintendent,  affecting  premises  25-20  Borden  avenue, 
south  side,  10  ft.  east  of  Hayward  street  (Block  68,  Lot 
1),  Long  Island  City,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1337-44,  dated  October  24,  1944, 
reads : 

“1.  Proposed  addition  to  existing  metal  building 
contrary  to  sect.  C26-254-subd.  a.” 

and 

Whereas,  the  applicant  states  the  building  will  be  one 
story  (39  ft.)  average  in  height,  75  ft.  by  200  ft.  in  area; 
Class  5  construction ;  located  in  an  unrestricted  use,  A  area, 
district,  and  constitutes  an  addition  to  an  existing  building 
erected  in  1936  and  used  for  the  storage  of  steel,  8  persons; 
proposed  to  be  used  for  the  storage  of  steel,  12  persons; 

j  and  T 

Whereas,  Certificate  of  Occupancv  31685  issued  Octo¬ 
ber  31,  1944,  on  New  Bldg.  App.  737-35,  describes  the 
existing  building  as  nonfireproof  construction,  to  be  used 
for  steel  storage  with  an  occupancy  of  four  persons ;  and 
Whereas,  the  applicant  contends  that  the  proposed  build¬ 
ing  is  an  addition  to  existing  building  of  similar  construc¬ 
tion  and  used  for  identical  purposes  as  the  present  building, 

1  i.e.,  storage  of  steel ;  that  the  proposed  building  is  to  be 

erected  on  land  leased  from  the  Long  Island  Railroad  Co. 
and  the  lease  provides  that  the  building  must  be  removed  at 
the  expiration  thereof ;  that  the  soil  is  of  such  character 
as  not  to  permit  a  building  of  heavy  type  construction  with¬ 
out  excessive  cost ;  that  the  material  stored  in  the  building 
will  be  entirely  incombustible ;  that  the  south  or  rear  wail 
of  proposed  building  will  be  adjacent  to  the  Long  Island 
Raiiroad  freight  tracks  and  thus  will  always  be  unob- 
]  structed  for  fire-fighting  purposes ;  that  the  west  wall  will 
be  set  back  4  ft.  from  the  lot  line  and  will  therefore  leave 
sufficient  unencumbered  area  for  fire-fighting  purposes. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1337-44,  Objection  1,  be  and  it  hereby  is 
qranted  on  condition  that  the  building  shall  not  be  increased 
V  further  in  height  or  area  and  granted  only  so  long  as  the 
building  is  constructed  and  maintained  as  proposed ;  that 
such  portable  fire-fighting  appliances  shall  be  maintained 


as  the  fire  commissioner  shall  direct;  that  in  all  other  re¬ 
spects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


631-44-A 

APPLICANT — Harry  M.  Prince,  for  Parsonage  Point 
Realty  Co.,  owner  (Rhodes  Preparatory  School, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 9-11  West  54th  street,  north 
side,  225  ft.  west  of  5th  avenue  (Block  1270,  Lot 
27),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant;  Harry  M.  Prince  and  David  Mer- 
rall. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 

THE  RESOLUTION  (631-44-A) 

Whereas,  Harry  M.  Prince,  for  Parsonage  Point  Realty 
Co.,  owner  (Rhodes  Preparatory  School,  lessee)  filed  No¬ 
vember  9,  1944,  an  appeal  from  a  decision  of  the  borough 
superintendent  affecting  premises  9-11  West  54th  street, 
north  side,  225  ft.  west  of  5th  avenue  (Block  1270,  Lot  27), 
Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  6,  1944,  on  Alt.  Applic.  1429-44,  reads  : 

“1.  Building  converted  to  a  public  building  and  shall 
conform  with  C26-239  B.C. 

2.  Exit  facilities  inadequate  under  C-26-278  B.C. 
also  C26-292  B.C.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5 
stories  and  cellar  (62  ft.)  in  height,  50  ft.  by  87  ft.  4  in. 
in  area,  of  class  1  construction,  erected  in  1896,  located  in 
a  residence  use,  B  area  district  and  used  as  follows :  cellar — 
boiler  room  and  storage;  1st  floor — living  rooms;  2nd  floor 
— living  rooms;  3rd  floor — bedrooms;  4th  floor — bedrooms; 
5th  floor — bedrooms  (1  family  dwelling);  proposed  to  be 
used  and  occupied  as  follows:  cellar — boiler  and  storage; 
1st  floor — reception  and  class  rooms — 50  persons;  2nd  floor 
— administration  and  class  rooms — 15  persons;  3rd  floor — 
class  rooms — 85  persons ;  4th  floor — classrooms — 105  per¬ 
sons  ;  5th  floor — classrooms — 70  persons ;  that  the  building 
is  equipped  with  an  interior  fire  alarm  system  and  fire 
drills  are  maintained ;  that  there  are  five  interior  stairs,  two 
of  which  are  hardwood  construction,  three  of  steel  con¬ 
struction,  enclosed  in  4  inch  hollow  tile  block  partitions, 
equipped  with  hardwood  doors  which  are  not  self-closing; 
and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  in  1896  as  a  private  residence  and  has  been  so  used 
until  the  last  few  years,  during  which  time  it  has  been  used 
as  a  photography  center  and  home  of  the  “Magazine  of 
Arts”  in  connection  with  the  Museum  of  Modern  Art; 
that  the  Rhodes  Preparatory  School  have  leased  this  build¬ 
ing,  to  prepare  students  for  college,  professional  schools 
and  business;  that  since  the  war  and  during  the  present 
emergency,  the  curriculum  has  been  devoted  almost  entirely 
to  preparing  young  men  and  young  women  to  war  activities ; 
that  the  activities  of  the  school  have  so  expanded,  that  they 
are  compelled  to  vacate  their  present  quarters ;  and 

Whereas,  the  applicant  contends  as  to  objection  1,  that 
the  entire  building  is  of  fireproof  construction,  consisting 
of  steel  beams,  girders,  hollow  structural  tile  floors,  with 
cinder  concrete  floor  fill  above  and  metal  lath  and  plaster 
ceilings ;  that  the  enclosing  walls  and  interior  bearing  walls 
are  solid  brick,  laid  in  cement  mortar ;  that  all  partitions 
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are  at  least  4  in.  thick  terra  cotta ;  that  three  of  the  five 
stairs  are  fireproof  and  two  are  enclosed  in  terra  cotta 
blocks ;  that  the  only  non-fireproof  parts  of  the  building 
are  the  two  main  stairs  which  are  of  the  highest  kind  of 
seasoned  wood,  generally  4  ft.  wide,  with  metal  lath  and 
plaster  on  soffits,  and  the  trim  and  doors  of  hardwood; 
that  the  doors  are  3  in.  thick  mahogany  on  all  floors  except 
the  top  floor ;  that  the  trim  in  the  stairhall  is  of  the  same 
wood  and,  as  to  objection  2,  that  there  are  five  stairs  in 
the  building ;  that  while  it  is  true  that  these  stairs  do  not 
meet  all  the  requirements  of  the  Code,  the  Borough  Super¬ 
intendent  admits  their  adequacy  and  would  accept  them 
if  it  were  not  for  the  question  of  accepting  wood  stairs  in 
an  otherwise  fireproof  building;  that  all  stairs  have  direct 
egress  through  two  street  exits  on  the  first  floor  and  there 
is  egress  from  fireproof  passages  in  the  cellar  and  thence 
to  the  street  and  yard ;  that  scuttles  are  provided  to  the 
roof;  that  there  is  but  3600  sq.  ft.  gross  area  on  each 
floor  and  less  than  2,000  sq.  ft.  useable  area  for  classrooms ; 
that  the  building  from  curb  to  center  of  the  street  mansard 
roof  is  approximately  62  ft.  in  height,  3  ft.  less  than  the 
height  permitted  for  a  building  of  equal  number  of  stories 
of  10,000  sq.  ft.  area  of  all  class  6  construction;  that  an 
interior  fire  alarm  system  and  fire  drills  will  be  maintained ; 
that  there  will  be  no  small  children  in  the  building,  the 
majority  of  students  being  between  16  and  20  years  of  age; 
and 

Whereas,  the  applicant  stated  at  the  hearing,  that  there 
will  be  no  kitchen  or  serving  of  food  on  the  premises. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1429-44  be  and  it  hereby  is  granted  as  to 
objection  1  on  condition  that  the  building  shall  not  be 
increased  in  height  or  area  and  shall  be  maintained  as  a 
substantially  fireproof  building  as  described  and  as  indi¬ 
cated  on  plans  filed  with  this  appeal  marked  “Received 
November  10,  1944”;  as  to  objection  2,  that  the  existing 
exit  facilities  as  shown  on  such  plans  and  as  described, 
shall  be  maintained  and  in  addition  self-closing  doors,  which 
may  be  of  heavy  wood  construction,  shall  be  constructed 
at  openings  leading  from  the  existing  open  stairways  in 
both  buildings,  both  at  the  north  and  south  on  each  floor 
above  the  first ;  that  any  doors  at  openings  between  the  two 
sections  of  the  building  shall  be  fireproof  and  self-closing; 
that  such  enclosed  spaces  used  for  storage  of  combustible 
materials  shall  be  protected  with  sprinkler  heads,  which  may 
be  fed  from  the  domestic  water  supply  system  of  the  build¬ 
ing  as  the  fire  commissioner  shall  deem  necessary;  that 
such  portable  fire-fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto. 


132-44-A 

APPLICANT — A.  Farber,  for  Congregation  Arugath 
Habosen,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  previously 
granted  on  condition. 

PREMISES  AFFECTED — 559-561  Bedford  avenue  and 
125-131  Rodney  street,  northeast  corner  (Block 
2167,  Lot  1),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant:  Abraham  Farber. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 


THE  RESOLUTION  (132-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  559-561  Bedford  avenue 
and  125-131  Rodney  street,  northeast  corner  (Block  2167, 
Lot  1),  Borough  of  Brooklyn,  was  granted  by  the  Board 
on  May  9,  1944,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  9,  1944,  by  adding 
thereto : 

“that  in  lieu  of  the  requirements  of  the  resolution 
adopted  by  the  Board  on  May  9,  1944  as  to  the  rear 
fire  escape  and  exit  to  the  street,  the  same  may  be 
arranged  as  indicated  on  revised  plans  marked  “Re¬ 
ceived  November  8,  1944”  exiting  through  the  one 
story  extension,  formerly  a  garage  with  an  exit  door 
at  approximately  street  level,  provided  such  former 
garage  space  is  occupied  solely  as  a  passageway  and 
for  no  other  use.” 


390-44-A 

APPLICANT— Koch  and  Wagner,  for  Balch  Price  & 
Company,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  previously 
granted  on  condition. 

PREMISES  AFFECTED— 380-382  Fulton  Street  and  14- 
18  Smith  street,  southwest  corner  (4th  floor)  ; 
(Block  154,  Lot  19),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Harry  L.  Yakel. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  A 

THE  RESOLUTION  (390-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  380-382  Fulton  street  and 
14-18  Smith  street,  southwest  corner  (4th  floor)  ;  (Block 
154,  Lot  19),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  July  5,  1944,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution,  relative  to  the  existence  of  an  interior  fire 
alarm  system,  which  the  applicant  erroneously  stated  in  the 
papers  of  this  appeal  that  such  a  system  existed,  whereas 
no  interior  fire  alarm  system  is  maintained  or  proposed,  or 
required  under  the  law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  5,  1944,  so  that  as 
amended,  the  resolution  shall  read : 

“Resolved,  that  the  decision  of  the  borough  super¬ 
intendent  on  Alt.  Applic.  83-44,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  sprinkler  and  standpipe 
systems  shall  be  maintained  to  the  satisfaction  of  the 
fire  commissioner ;  that  any  additional  new  doors  in¬ 
stalled  throughout  the  building  shall  be  in  accordance 
with  the  requirements  therefor;  that  in  all  other  re¬ 
spects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto.” 


80-44-A 

APPLICANT — Arnold  W.  Lederer,  for  Anna  Biondo, 
owner.  . 
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SUBJECT — Application  reopened  and  restored  to  calen¬ 
dar,  October  24,  1944 — Appeal  from  a  decision  of 
the  borough  superintendent  (previously  dismissed 
for  lack  of  prosecution). 

PREMISES  AbbECTED — 1840  West  11th  street,  west 
side,  303  ft.  south  of  Highlawn  avenue  (Block 
6669,  Lot  23),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Administration :  Henry  Pheney  and  Fred 
Dahlem,  Dep’t  of  Housing  and  Buildings. 

AC  I  ION  OF  BOARD — Laid  over  for  further  considera¬ 
tion,  after  discussion ;  no  date  set. 


607-44- A 

APPLICANT — Samuel  Rosenblum,  for  Central  Hanover 
Bank  &  Trust  Co.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 1600  Broadway,  northeast  cor¬ 
ner  of  West  48th  street  and  730  7th  avenue  (Block 
1020,  Lot  29),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  November  28,  1944 
at  2  P.  M.,  for  further  consideration. 


ZONING  CASES 

878-28-BZ 

APPLICANT — Max  Horn,  for  Laura  Roehrig  and  August 
Roehrig,  owners.  (C.  &  L.  Service  Station,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
amendment — re  Application  (decision  of  the  acting 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7c  of  the  zoning  resolution, 
permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district,  the  parking  and  storage  of 
more  than  five  motor  vehicles  and  also,  the  erec¬ 
tion  of  an  additional  motor  vehicle  repair  shop  and 
also  a  gasoline  service  station. 

PREMISES  AFFECTED— 172-40  to  172-42  Baisley  boule¬ 
vard,  south  side,  360  ft.  east  of  125tli  avenue 
(Block  12515  (3209),  Lots  20  and  21),  Hollis, 
Borough  o£  Queens. 

APPEARANCES— 

For  Applicant:  Max  Horn. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen,  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 


354-32-BZ 

APPLICANT — Patioth  Parking,  Inc.,  for  Dan-1  rv  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  mainte¬ 
nance  of  parking  and  storage  of  more  than  five 
motor  vehicles  for  a  term  of  two  years. 

PREMISES  AFFECTED— 598  Flatbush  avenue,  west  side, 
176  ft.  7)4  in.  north  of  Chester  court  (Block  5026, 
Lot  136),  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Edward  J.  O’Connor. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  l  ION  Ob  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERM  IT- 
Affirmative  :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative  .  0 


THE  RESOLUTION  (354-32-BZ) 

Whereas,  this  application,  permitting  in  a  business  use 
district  for  a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles,  affecting  premises  598  Flat- 
bush  avenue,  west  side,  176  ft.  7)4  hi-  north  of  Chester 
court  (Block  5026,  Lot  136),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  November  4,  1932,  on  certain  con¬ 
ditions;  and 

Whereas,  the  permit  was  extended  from  time  to  time, 
the  last  such  extension  having  been  granted  by  the  Board 
on  November  10,  1942  and  the  applicant  requested  a  further 
extension  of  such  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  the  Board  adopted  Novem¬ 
ber  4,  1932,  as  amended  through  November  10,  1942,  only 
in  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as^  amended,  this  portion  of  the  resolution  shall  read: 

Granted  under  section  7h  for  a  temporary  term  of 
two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion,  to  permit  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles  on  condition  *  *  *  and  that 
a  certificate  of  occupancy  shall  be  obtained.” 


174-36-BZ 

APPLICANT — Joseph  A.  Cirillo,  lessee,  for  New  York 
Clothing  Cutters  Center,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 
on  condition,  under  section  7h  of  the  zoning  reso¬ 
lution,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AbFECTED — 44-46  East  12th  street,  south 
side,  132  ft.  west  of  Broadway  (Block  563,  Lot  28), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  A.  Cirillo. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT — 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  Q 


THE  RESOLUTION  (174-36-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  44-46  East  12th  street, 
south  side,  132  ft.  west  of  Broadway  (Block  563,  Lot  28), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  July 
14,  1936,  on  certain  conditions;  and 
Whereas,  the  permit  was  extended  on  October  11,  1938, 
September  10,  1940  and  October  6,  1942  and  the  applicant 
requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  14,  1936,  as  amended 
through  October  6.  1942  only  in  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read : 
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“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  plot  under  appeal  to  be  occupied  for  the  park¬ 
ing  and  storage  of  more  than  five  (5)  motor  vehicles, 
on  condition  *  *  *  and  that  a  certificate  of  occupancy 
shall  be  obtained.” 


644-41-BZ 

APPLICANT— Charles  H.  Richter,  for  Charles  L.  Cal¬ 
houn,  architect,  for  General  Theological  Seminary 
of  the  Protestant-Episcopal  Church  in  the  United 
States,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7g  of  the  zon¬ 
ing  resolution,  for  a  term  of  15  years,  permitting 
in  an  unrestricted  use  district,  the  erection  and 
maintenance  of  a  garage  for  more  than  five  motor 
vehicles,  within  200  feet  of  an  exit  from  or  en¬ 
trance  to  a  school,  maintained  by  an  established 
religious  group. 

PREMISES  AFFECTED— 177-183  Tenth  avenue  and  500- 
504  West  21st  street,  southwest  corner  (Block  692, 
part  of  Lot  30),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Charles  H.  Richter. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  0 

THE  RESOLUTION  (644-41-BZ) 

Whereas,  this  application  under  section  7g  of  the  zoning 
resolution,  permitting  in  an  unrestricted  use  district,  for  a 
term  of  15  years,  the  erection  and  maintenance  of  a  garage 
for  more  than  five  motor  vehicles,  within  200  feet  of  an 
exit  from  or  an  entrance  to  a  school  maintained  by  an 
established  religious  group,  affecting  premises  177-183  Tenth 
avenue  and  500-504  West  21st  street,  southwest  corner 
(Block  692,  part  of  Lot  30),  Borough  of  Manhattan,  was 
granted  by  the  Board  on  December  16,  1941,  on  certain 
conditions;  and 

Whereas,  on  November  24,  1942  and  November  9,  1943, 
time  was  extended  to  complete  the  work  and  the  applicant 
requested  a  further  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  16,  1941, 
as  amended  through  November  9,  1943,  only  so  far  as  it  has 
reference  to  the  completion  of  work,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read  : 

“  *  *  *  that  in  view  of  statement  by  representative  of 
the  owner,  that  all  permits  have  been  obtained,  that  all 
work  shall  be  completed  within  one  (1)  year  from  the 
date  of  this  amended  resolution  *  *  *  ” 


233-43-BZ 

APPLICANT — Livingstone  Elder,  for  Norman  Wool- 
worth,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  obtain  permit— re  Application 
(decision  of  the  borough  superintendent)  under 
section  21  of  the  zoning  resolution,  to  permit  in  a 
residence  use  and  also  B  area  district,  the  main¬ 
tenance  of  a  one-story  extension  which  is  located 
in  the  required  rear  yard. 

PREMISES  AFFECTED— 2-6  East  63d  street,  south 
side,  100  ft.  east  of  Fifth  avenue  (Block  1377,  Lot 
66),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Rhoda  Barney. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (233-43-BZ) 

Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  and  also  B  area 
district,  the  maintenance  of  a  one-story  extension  which  is 
located  in  the  required  rear  yard,  affecting  premises  2-6 
East  63rd  street,  south  side,  100  ft.  east  of  Fifth  avenue 
(Block  1377,  Lot  66),  Borough  of  Manhattan,  was  granted 
by  the  Board  on  July  20,  1943,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  20,  1943,  only  in  so 
far  as  it  has  reference  to  obtaining  permits,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read : 

“that  in  view  of  the  statement  by  the  applicant  that 
all  work  has  been  completed,  all  permits  and  a  Certifi¬ 
cate  of  Occupancy  shall  be  obtained  within  three  (3) 
months  from  the  date  of  this  amended  resolution.” 


205-44-BZ 

APPLICANT — James  E.  Cassidy,  lessee,  for  Mildred  Cas¬ 
sidy,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
approval  of  landscape  plans — re  Application  (deci¬ 
sion  of  the  acting  borough  superintendent)  previ¬ 
ously  granted  on  condition  under  section  7c  of  the 
zoning  resolution,  permitting  partly  in  business  use 
and  partly  in  a  residence  use  district,  the  alteration 
and  conversion  of  occupancy  of  an  existing  dwell¬ 
ing,  to  an  undertaking  establishment. 

PREMISES  AFFECTED— 198-20  Hollis  avenue,  south 
side,  from  198th  to  199th  streets  (Block  10938,  Lot 
22),  Hollis,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  E.  Cassidy  and  Arnold  W. 
Lederer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  I  . , 

ACTION  OF  BOARD — Application  reopened  and  plans 
approved. 

THE  VOTE  TO  REOPEN  AND  APPROVE  PLANS— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (205-44-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  the  alteration  and  conversion  of 
occupancy  of  an  existing  dwelling,  to  an  undertaking  es¬ 
tablishment,  affecting  premises  198-20  Hollis  avenue,  south 
side,  from  198th  to  199th  streets  (Block  10938,  Lot  22), 
Hollis,  Borough  of  Queens,  was  granted  by  the  Board  on 
June  6,  1944,  on  certain  conditions;  and 

Whereas,  the  applicant  has  submitted  to  the  Board,  for 
approval,  landscape  plans,  as  required  in  the  resolution  of 
June  6,  1944. 

Resolved,  that  the  plans  submitted  marked  “Received 
October  20,  1944”  are  hereby  approved,  as  complying  with 
the  requirements  of  the  resolution  as  adopted  June  6,  1944 
(Alt.  Applic.  119-44.) 


(Remaining  minutes  of  the  regular  meeting  of  November 
14,  1944,  will  be  printed  in  the  Bulletin  of  November  28, 
1944.) 


Adjourned:  4:30  P.M.  , 

Joseph  J.  Doyle,  Chief  Clerk. 
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RULES  FOR  USE  OF  METHYL  CHLORIDE  IN  CLASS  B  AND  C 

REFRIGERATING  SYSTEMS. 

Adopted  by  the  Board  of  Standards  and  Appeals  June  23,  1944,  effective  July  17,  1944. 


(Cal.  333-44-SR.) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  Par.  2  of  the  Charter  of 
the  City  of  Neiv  York  and  Section  09-98.0  of  the  Ad¬ 
ministrative  Code. 

Scope : 

These  rules  are  supplementary  and  additional  to  the  re¬ 
quirements  of  C19-98.0  providing  for  the  use  of  methyl 
chloride  in  class  B  and  class  C  refrigerating  systems. 

The  promulgation  of  these  rules  has  become  necessary 
because  of  the  military  requirements  for  Freon  (F12). 
Methyl  chloride,  while  not  permitted  to  be  used  in  class  A 
systems,  is  permissively  allowed  in  class  B  and  C  systems. 
However,  when  used  in  refrigerating  systems  which  formerly 
used  Freon,  additional  precautions  and  safeguards  are  neces¬ 
sary  to  adapt  the  refrigerating  equipment  for  use  with 
methyl  chloride. 

Note:  References  given  herein  preceded  by  C19-  or 
C26-  refer  to  specific  sections  of  the  Administrative 
Code.  Wherever  decimal  numbers  occur,  such  system 
of  numbering  refers  to  these  rules. 

C19-96.0  Permits — a.  Except  as  provided  in  this  article, 
it  shall  be  unlawful  to  maintain  or  operate  a  refrigerating 
system  without  a  permit. 

b.  A  permit  will  not  be  required  for  a  class  C  system 
when  maintained  or  operated  in  the  residence  portion  of  a 
dwelling  containing  not  more  than  two  families,  or  in  the 
residence  portions  of  either  a  tenement  house,  or  a  business 
building. 

c.  It  shall  be  unlawful  to  maintain  or  operate  any  re¬ 
frigerating  system  employing  a  refrigerant  other  than  those 
specified  in  this  article  without  a  permit  issued  upon  such 
conditions,  consistent  with  the  provisions  of  this  article,  as 
are  deemed  by  the  commissioner  necessary  in  the  interest 
of  public  safety. 

d.  A  permit,  where  required,  shall  be  applied  for  forty- 
eight  hours  after  installation  is  completed,  containing  the 
name  of  the  person  for  whom  the  system  is  installed  and 
the  place  of  location  of  the  system. 

e.  Only  the  refrigerant  specified  in  the  permit  shall  be 
used  in  the  system. 

f.  Refrigerating  systems  to  which  these  provisions  can¬ 
not  be  applied,  may  be  maintained  and  operated  subject  to 
such  conditions  as  are  deemed  necessary  by  the  commissioner. 

C19-97.0  Classifications. — a.  The  total  amount  of  re¬ 
frigerant  common  to  a  system  operating  through  one  or 
more  evaporators,  shall  be  considered  the  capacity  of  the 
system  and  determine  its  class. 

b.  A  class  A  system  is  a  system  containing  one  thousand 
pounds  or  over  of  refrigerants,  or  capable  of  thirty  tons 

capacity  or  over. 

c.  A  class  B  system  is  a  system  capable  of  less  than 
thirty  tons  capacity,  or  containing  less  than  one  thousand 
pounds  of  refrigerant  and  more  than  the  amounts  provided 
for  in  a  class  C  system. 

d.  A  class  C  system  is  a  system  containing  not  more  than 
twenty  pounds  of  refrigerant. 

C19-98.0  Permissible  locations. — a.  It  shall  be  unlawful 
to  install  any  class  A  or  class  B  systems  in  any  public  build¬ 


ing  as  defined  by  subdivision  a  of  section  C26-235.0  of  the 
code,  until  plans  have  been  filed  with  and  approved  by  the 
fire  commissioner,  or  no  refrigerant  shall  be  placed  in  the 
system  until  a  permit  has  been  obtained  from  such  com¬ 
missioner. 

b.  The  direct  method  of  refrigeration  shall  not  be  used 
in  any  building,  whether  or  not  a  permit  is  required  For 
installation  therein,  outside  of  the  refrigerating  machinery 
room ;  except  in  buildings  used  exclusively  for  ice  making 
or  for  refrigerating  purposes,  or  when  such  method  is 
not  carried  above  the  first  floor  in  business  buildings,  or 
in  the  business  sections  of  business  buildings  when  the 
entire  system  is  confined  to  one  floor  in  the  space  occupied 
by  a  single  tenant,  or  in  the  business  section  of  a  residence 
building  when  not  carried  above  the  first  floor,  or  in  a 
residence  building  occupied  by  not  more  than  two  families, 
or  in  any  building  in  which  a  non-irritant  and  non-inflam¬ 
mable  refrigerant  is  used.  The  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty- seven. 

c.  It  shall  be  unlawful  to  use  brine  in  any  brine  circulat¬ 
ing  system  that  will  generate  inflammable  vapor  at  a  tem¬ 
perature  below  one  hundred  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  open  cup  tester,  and  no  refrigerant  shall  be 
used  as  a  brine. 

d.  It  shall  be  unlawful  to  install  or  maintain  a  class  A 
system  using  ammonia  in  any  building  above  the  first  floor 
level  unless  such  building  is  exclusively  for  ice  making  or 
refrigerating  purposes.  I  he  provisions  of  this  subdivision 
shall  not  apply  to  a  building  in  which  installation  was  made 
prior  to  the  thirteenth  day  of  December,  nineteen  hundred 
twenty-seven. 

e.  _  Systems  on  demonstration  in  exhibition  halls  shall 
be  limited  to  the  unit  type  containing  not  more  than  ten 
pounds  of  refrigerant. 

.  ^  shall  be  unlawful  to  install  or  maintain  a  refrigerat- 

ing  system  employing  an  irritant  or  inflammable  refrigerant 
in  or  on : 

1.  The  stairways,  halls,  lobbies,  entrances,  exits,  or 
auditoriums  of  any  building; 

2.  Dance  halls,  courtrooms,  police  stations,  jails, 
subways,  theatres,  or  motion  picture  theatres; 

3.  Waiting  or  public  rooms  in  a  railroad  passenger 
depot  or  rooms  opening  directly  therein; 

4.  Rooms  opening  directly  into  a  subway,  or  theatre, 
or  motion  picture  theatre  or  where  persons  are  detained 
or  confined  ; 

5.  A  school,  unless  the  refrigerating  system  is  ifted 
exclusively  for  instruction  or  research  purposes; 

6.  A  hospital  or  asylum  in  which  persons  are  con¬ 
fined  or  given  medical  treatment,  or  are  helpless  Un¬ 
less  otherwise  required  by  this  section,  such  refrigerat¬ 
ing  system  shall  be  cut  off  from  the  building  by  un- 
pierced  fireproof  construction.  The  foregoing  provi¬ 
sions  do  not  apply  to  hermetically  sealed  unit  systems 
containing  not  more  than  six  pounds  of  refrigerant 
\vhen  located  in  dance  halls,  police  stations,  diet  kitchens 
of  hospitals,  schools,  or  laboratories,  and  when  located 
in  rooms  shut  off  from  the  rest  of  the  building  bv  tight 
partitions  and  tight  fitting,  solid  self-closing  doofs,  and 
located  in  a  room  having  a  window  to  the  outside  air. 
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g.  An  intermittent  absorption  type  of  refrigerating  ma¬ 
chine  shall  not  be  permitted  in  a  class  A  system.  Such 
type  of  machine  shall  be  permitted  in  a  class  B  system  only 
when  a  heating  medium  of  low  pressure  steam  is  used  in 
its  operation. 

h.  The  use  of  methyl  and  ethyl  chloride,  sulphur  dioxide, 
or  a  hydro-carbon  refrigerant  is  not  permitted  in  class  A 
system. 

i.  A  class  B  system  using  ethyl  chloride  or  a  hydro¬ 
carbon  refrigerant  shall  not  be  installed  or  maintained  in 
the  borough  of  Manhattan  or  in  other  built-up  sections  of 
the  city.  Elsewhere,  it  shall  be  installed  or  maintained  only 
in  a  fireproof  building  of  not  more  than  one  story  in  height, 
and  shall  be  located  on  the  ground  floor,  which  shall  be  of 
unpierced  fireproof  construction.  The  refrigerating  ma¬ 
chinery  room  shall  be  cut  off  from  the  rest  of  the  building 
by  unpierced  fireproof  walls  of  not  less  than  eight  inches 
of  brick  or  six  inches  of  reinforced  concrete.  Direct  exit 
therefrom  leading  to  the  open  air  and  not  to  any  other  part 
of  the  building  shall  be  maintained  and  shall  be  provided 
with  vapor-tight,  self-closing  fireproof  doors. 

Rule  1.0  Prohibited  Uses  of  Methyl  Chloride  Refrigerant. 

1.1  No  direct  system  or  indirect  open  spray  sys¬ 
tem  of  air  conditioning  employing  methyl 
chloride  shall  be  permitted  in  a  nuhlic  build¬ 
ing  as  defined  in  C26-235.0. 

1.2  The  direct  method  of  refrigeration  may  be 
permitted  when  the  installation  satisfies  the 
requirements  of  Section  C19-98.0  and  only 
when  the  percentage  of  methyl  chloride  to 
the  volume  of  conditioned  space  is  not  over 
.7  of  1  per  cent.  (Methyl  chloride  to  equal 
8.0  cubic  feet  per  lb.) 

Rule  2.0  Requirements,  for  Permissible  Uses  of  Methyl 

Chloride  Refrigerant  in  Class  B  and  C  Refriger¬ 
ating  Systems. 

2.1  That  the  refrigerating  equipment  room  shall 
be  isolated  from  human  occupancies  by  rea¬ 
sonably  gas  tight  opening  closures. 

2.2  A  mechanical  exhaust  system  with  a  capacity 
of  ten  changes  of  air  per  hour  shall  be  pro¬ 
vided  for  the  refrigeration  equipment  room 
and  so  controlled  electrically  and  automatic¬ 
ally  that  it  shall  start  with  the  refrigerating 
system  and  be  kept  running  while  the  system 
is  in  operation ;  that  an  independent  switch 
remotely  located  and  labeled  shall  be  pro¬ 
vided  for  the  mechanical  exhaust  system  so 
that  such  ventilating  system  may  operate  in¬ 
dependently  if  it  should  become  necessary  to 
stop  the  refrigerating  system  during  an 
emergency;  that  the  intake  to  the  exhaust 
fan  shall  be  located  as  near  the  floor  as  prac¬ 
ticable.  The  capacity  of  such  ventilating  sys¬ 
tem  shall  in  no  event  be  less  than  the  re¬ 
quirements  in  Section  C19-99.b,3. 

2.3  That  the  service  company  making  the  con¬ 
version  shall  check  with  the  manufacturer  of 
the  specific  equipment  and  certify  in  writing 
that  conversion  to  methyl  chloride  can  be 
safely  made  and  shall  list  the  changes  in  the 
system  and  controls  as  recommended  by  the 
manufacturer  to  make  the  equipment  suitable 
for  use  with  methyl  chloride.  The  service 
company  shall,  after  complying  with  the 
recommended  changes  by  the  manufacturer, 
certify  to  the  Fire  Commissioner  that  such 
recommended  changes  have  been  made  and 
shall  certify  that  all  the  requirements  of 
these  rules  have  been  complied  with. 


2.3.1 

2.3.2 


2.3.3 

2.3.4 

2.3.5 

2.3.6 


2.3.7 


2.3.8 


2.3.9 


2.3.10 


2.3.11 


The  system  shall  be  completely  purged 
of  all  freon  and  the  lubricating  oil 
replaced  with  fresh  oil  suitable  for  use 
in  refrigeration. 

The  system  shall  be  thoroughly  cleansed, 
dehydrated  and  tested  for  tightness  and 
leaks  by  pressure  immediately  after 
methyl  chloride  is  added.  After  the 
system  has  been  purged  as  provided  in 
Rule  2.3.1  and  before  methyl  chloride 
is  added,  special  tubes  shall  be  at¬ 
tached  on  the  feed  side  of  the  line, 
containing  either  silica  gel  (high  test 
solid  material  specifically  designed  for 
refrigerant  drying),  activated  alumina 
or  suitable  drying  agent  to  insure  thor¬ 
ough  dryness  of  the  refrigerant. 

Expansion  valves  shall  be  reset  or  re¬ 
placed  as  required. 

Relief  valves  and  pressure  limiting  de¬ 
vice  shall  be  reset  to  conform  to  the 
Administrative  Code  requirements. 

All  gaskets  in  the  system  shall  be  re¬ 
placed  with  gaskets  suitable  for  use 
with  methyl  chloride. 

Only  the  exact  amount  of  methyl 
chloride  shall  be  charged  into  the  sys¬ 
tem.  Capacities  shall  be  measured  on 
the  basis  of  weight  of  the  refrigerant 
and  not  volume.  Under  no  circum¬ 
stances  shall  external  heat,  steam, 
open  flame,  or  otherwise,  be  applied  to 
the  cylinder  containing  the  refrigerant 
and  only  the  exact  amount  of  refrig¬ 
erant  required  for  charging  shall  be 
permitted  to  be  delivered  to  the  prem¬ 
ises.  After  charging  the  cylinder  shall 
be  immediately  disconnected  and  re¬ 
moved.  No  reserve  storage  of  methyl 
chloride  shall  be  permitted  nor  shall 
there  be  any  open  flames  in  the  same 
room  with  the  refrigeration  equipment. 

Before  charging  any  refrigeration  sys¬ 
tem  with  methyl  chloride,  all  parts 
which  are  in  contact  with  the  refriger¬ 
ant  and  are  composed  of  aluminum, 
magnesium,  zinc  or  their  alloys,  shall 
be  replaced  with  parts  made  of  suit¬ 
able  metals. 

Upon  completion  of  the  conversion 
from  freon  to  methyl  chloride,  and  be¬ 
fore  the  equipment  is  put  in  operation, 
the  service  company  shall  make  a  com¬ 
plete  check  for  leaks  using  a  Halide 
torch  and  immediately  remedy  any 
leaks. 

A  mask  or  helmet  as  approved  by  the 
Bureau  of  Mines  of  the  U.  S.  Dept, 
of  Interior  for  use  with  methyl  chlor¬ 
ide  shall  be  provided  in  a  suitable  wall 
cabinet  located  immediately  outside  the 
equipment  room. 

A  weekly  inspection  by  the  person 
holding  a  certificate  of  fitness  to  super¬ 
vise  refrigerating  equipment  as  pro¬ 
vided  in  C26-214.0  shall  be  made  of 
the  refrigeration  equipment  and  all 
piping  and  connections  for  leakage. 

Refrigeration  equipment  within  the  pur¬ 
view  of  these  rules  shall  bear  a  metal 
sign  reading :  “Caution :  Methyl  Chlor¬ 
ide  Refrigerant,  Guard  against  Leaks.” 
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PETITION  FOR  CERTIORARI  ORDER  SERVED 
ON  THE  BOARD  OF  STANDARDS  AND 
APPEALS. 

On  November  15,  1944,  petition  and  order  of  certiorari  were  served 
on  the  Board  by  A.  Harry  Boris,  attorney,  on  behalf  of  F.  &.  L. 
Building  Corporation,  owner,  re  decision  of  the  board,  on  October  10, 
1944,  denying,  under  section  7c  of  the  zoning  resolution,  replacement 
of  a  building,  now  used  as  a  garage  for  more  than  five  motor  vehicles, 
with  a  gasoline  service  station,  office,  lubritorium  and  car-washing,  in 
a  business  use  district,  under  Cal.  No.  520-44-BZ,  premises  295(1-64 
Atlantic  Avenue  and  295-301  Cleveland  Street,  Borough  of  Brooklyn. 


Office — Municipal  Building,  Rooms  1000  to  1018. 
Telephone— WOrth  2-5600. 

Office  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 
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This  issue  of  the  Bulletin  contains  in  the  order  given — 

Petition  for  Certiorari  Order  Served  on  Board. 
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Rules  Directory. 

The  Hearing  Calendar. 

Continuation  of  Minutes  of  Regular  Meeting,  November 
14,  1944,  at  2  P.  M.,  Affecting  Calendar  Number 
287-43-SA. 

Minutes  of  Regular  Meeting,  November  21,  1944,  at  10 
A.M.,  Affecting  Calendar  Numbers  33-20-BZ,  368-40- 
BZ,  330-44-BZ,  354-44-BZ,  544-44-BZ,  545-44-BZ,  598- 
44-BZ,  355-44-A,  508-44-A  and  581-44-A. 

Minutes  of  Regular  Meeting,  November  21,  1944,  at  2 
P.M.,  Affecting  Calendar  Numbers  605-42-A,  782-42-A, 
806-42-A,  467-44- A,  510-44-A,  537-44-A,  567-44-A, 

642-44-A,  646-44-A,  694-42-S, 

343-43-A,  564-43-S,  447-44-A, 

134-44-A,  97-37-BZ.  705-38-BZ. 

Rules  Governing  the  Use  of  Equipment  for  Spraying  and 
Drying  of  Paints,  Varnishes,  Lacquers  and  Other 
Flammable  Surface  Coatings  and  Storage  of  Such 
Materials. 


629-44-A, 

770-42-A, 

564-44-A, 


641-44-A, 

504-44-A, 

496-43-A, 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  ihe  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
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DOCKET 

New  Cases  Filed  up  to  November  21,  1944. 

Cal.  No.  Dept.  Premises  Affected. 

645-44-A — H.B.B. — 534-538  Eastern  parkway,  southwest 
corner  of  Nostrand  avenue  (2nd  floor)  ;  (Block  1268,  part 
of  Lot  38),  Borough  of  Brooklyn,  Alt.  3181-44. 


646-44-A — H.B.B. — 1262-1286  Atlantic  avenue,  south  side, 
80  ft.  west  of  Nostrand  avenue  (3rd  floor)  ;  (Block  1200, 
Lots  21,  33  and  41),  Borough  of  Brooklyn,  Alt.  2470-44. 


647-44-A — H.B.M. — 23  Park  avenue  and  101  East  35th 
street,  northeast  corner  (Block  891,  Lot  1),  Borough  of 
Manhattan,  P. A. 1242-43. 


648-44-A — F.D. — 1788  Sedgwick  avenue,  south  side,  228 
ft.  west  of  Undercliff  avenue  (Block  2880,  Lot  182),  Bor¬ 
ough  of  The  Bronx,  Decision. 


649-44- A— -H.B.M. — 1109  Fifth  avenue,  northeast  corner 
of  East  92nd  street  (Block  1504,  Lot  1),  Borough  of  Man¬ 
hattan,  Alt.  1228-44. 


650-44-SA — Paasche  Water  Wash  Airfinishing  Booth 
(Spray  Booth),  Appliance. 


659-44-A — H.B.B. — 632-650  Flushing  avenue,  southwest 
corner  of  Tompkins  avenue  (Block  1720,  Lot  32),  Borough 
of  Brooklyn,  Alt.  3290-44. 


660-44-BZ — H.B.Bx — 200  East  Tremont  avenue  and  1884 

Monroe  avenue,  southeast  corner  (Block  2804,  Lot  7),  Bor¬ 
ough  of  The  Bronx,  Alt.  537-44. 

Restored  to  Calendar. 

447-44-A — F.D. — 205  Concord  street,  north  side,  98  ft.  2 
in.  east  of  Gold  street  (Block  110,  Lot  58),  Borough  of 
Brooklyn,  12664-LF. 


564-43-S — H.B.Bx — 2402  Ryer  avenue,  southeast  corner 
of  East  187th  street  (Block  3152,  part  of  Lot  11),  Borough 
of  The  Bronx,  Alt.  533-44. 


564-44-A — H.B.B. — 73-75  Wallabout  street,  north  side,  50 

ft.  east  of  Wythe  avenue  and  14-16  Heyward  street  (Block 
2230,  Lots  4  and  6),  Borough  of  Brooklyn  Amendment  to 
Alt.  1821-44. 


343-44-A — F.D.  and  H.B.B. — 93-101  Lexington  avenue, 
north  side,  275  ft.  east  of  Classon  avenue  (Block  1967,  Lots 
64  and  65),  Borough  of  Brooklyn,  8202-LF  and  B.N.  1224- 
43. 


651-44-A — H.B.Bx — 613  East  233rd  street,  north  side, 
41.90  ft.  east  of  Bronx  boulevard  (1st  floor)  ;  (Block  4993, 
Lot  8),  Borough  of  The  Bronx,  B.N.261-44. 


652-44-SM — Crest  Setting  Compound  (Plumbing  Fixture 
Setting  Compound),  manufactured  by  Crest  Manufacturing 
Co.,  Inc.,  Material. 


653-44- A — F.D. — 80-84  Nassau  street,  east  side,  99  ft.  9 
in.  north  of  John  street  (cellar)  ;  (Block  78,  Lot  38),  Bor¬ 
ough  of  Manhattan,  Decision  re  14554-LF. 


654-44-A — H.B.Bx — 878-880  Prospect  avenue,  east  side, 
112  ft.  north  of  Westchester  avenue  and  845-847  Westches¬ 
ter  avenue  (2nd  and  3rd  floors)  ;  (Block  2690,  Lot  4),  Bor¬ 
ough  of  The  Bronx,  Alt.  569-44. 


655-44-A — H.B.B. — 1472  Ocean  avenue,  west  side,  150  ft. 
north  of  Avenue  J  (Block  6712,  Lot  88),  Borough  of 
Brooklyn,  Alt.  3108-44. 


656-44-A — H.B.M. — 24-26  East  21st  street,  south  side,  148 
ft.  6  in.  east  of  Broadway  (Block  849,  Lot  58),  Borough  of 
Manhattan,  Amendment  to  Alt.  1338-44. 


657-44-A — H.B.M. — 166  East  73rd  street,  south  side,  130 
ft.  east  of  Lexington  avenue  (3rd  floor)  ;  (Block  1407,  Lot 
47),  Borough  of  Manhattan,  Alt.  904-44. 


658-44-A — H.B.Bx — 1343  Inwood  avenue,  west  side,  345 
ft.  south  of  West  170th  street  (2nd  floor)  ;  (Block  2864, 
Lot  21),  Borough  of  The  Bronx,  Alt.  540-44. 


414-41-BZ — H.B.B. — 2918-2926  West  17th  street,  west 
side,  170  ft.  north  of  Surf  avenue  (Block  7061,  Lot  16), 
Borough  of  Brooklyn,  B.N.  1359-44. 


DESIGNATIONSs  H.B. — Department  of  Housing  and  Buildings; 
H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn;  il.B.M. 
Department  of  Housing  and  Buildings,  Manhattan;  II.IMI. — De¬ 
partment  of  Housing  and  Buildings,  Queens;  H.B. It. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. —  Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D.— Fire  Department. 


RULES 


I.itMt  Publication  In  lliillclln 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ..  .Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . Mar. 

Fire-resistive.  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Nov. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 


28,  1943  — Vol.  28,  No.  52  A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52 A 
13,  1937— Vol.  22,  No.  28 


28,  1943 — Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15.  1937— Vol.  22,  No.  24 

12,  1944— Vol.  29,  No.  .36 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

14,  1944— Vol.  29,  No.  15 

28,  1943— Vol.  28,  No.  52A 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  32  A 

21,  1944— Vol.  29,  No.  46 
28,  1943— Vol.  28.  No.  52A 

11,  1944— Vol.  29,  No.  15 
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Last  Publication  in  Bulletin 

Paint,  Varnish  anil  Lacquer  Spray- 

j  ing  Rules . Nov. 

I  Platform  Trucks,  Specifications  for..  Nov. 

Plumbing  Rules  . Aug. 

I  Plumbing  Rules  (Submerged  Inlets; 

Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Oct. 

Procedure,  Rules  of . Sept. 

i  Refrigerating  Systems,  Extract  A. C.  .Oct. 

Smoking  in  Factories,  Rules  for.... Oct. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. ...  lune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


NOVEMBER  28,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  28,  1944  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

Zoning  Applications. 

422-39-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Bonded  Lien  Corp.,  owner,  reopened 
July  25,  1944,  for  consideration  as  to  extension  of  permit 
—Application,  previously  granted  on  condition  under  sec¬ 
tion  7 h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  305- 
313  21st  street  and  697-705  6th  avenue,  northwest  corner 
(Block  892,  Lot  1),  Borough  of  Brooklyn. 

330-42-BZ — Application  of  Eugene  De  Rosa,  applicant 
on  behalf  of  Jeron  Co.,  Inc.,  owner,  reopened  and  restored  to 
Calendar,  September  12,  1944  (previously  withdrawn),  under 
section  7c  of  the  zoning  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  theatre 
and  stores ;  premises  95-42  to  95-48  Queens  boulevard,  south 
side,  130  ft.  west  of  63rd  drive  and  63-39  to  63-49  Saunders 
street  (Block  3080,  Lots  30  and  31),  Rego  Park,  Borough  of 
Queens. 

268-44-BZ— Application,  May  5,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Herman  Kron,  applicant,  on 
behalf  of  Ruth  Katz,  owner,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  two  years,  the  change  of 
occupancy  of  a  garage  for  more  than  five  motor  vehicles 
to  a  factory  for  wood  working;  premises  334-344  Cleveland 
street,  west  side,  100  ft.  north  of  Liberty  street  (Block 
3968,  Lot  29),  Borough  of  Brooklyn. 

454-44-BZ — Application,  July  25,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants.  on  behalf  of  Juliana  Realty  Corporation,  owner,  to 
permit  in  a  residence  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station,  sales  office,  lubritorium 
and  auto  laundry;  premises  3143-3161  Atlantic  avenue  and 
248-262  Norwood  avenue,  northwest  corner  (Block  3960, 
Lot  58),  Borough  of  Brooklyn. 

404-44-BZ — Application,  June  27,  1944  under  sections  7c 
and  21  of  the  zoning  resolution,  of  Raymond  Trrera,  appli¬ 
cant,  on  behalf  of  Flushing  38th  Avenue  Realty  Corporation, 
owner,  to  permit  in  a  business  use  district,  the  conversion 
of  an  existing  building  from  wagon  storage  to  a  garage  for 
more  than  five  motor  vehicles  (taxicabs)  ;  premises  136-20 
38th  avenue,  south  side,  150  ft.  east  of  Main  street  (Block 
4979,  Lots  12  and  15),  Flushing,  Borough  of  Queens. 

630-44-BZ — Application,  November  8,  1944,  under  sec¬ 
tions  7(a),  7(d)  and  21  of  the  zoning  resolution,  of  New 


York  W  ater  Service  Corporation,  applicant  and  owner,  to 
permit  in  a  residence  use  district,  the  erection  of  a  building 
to  be  used  as  a  well  house  in  connection  with  an  existing 
electrically  operated  water  pumping  station  (water  works) 
on  a  plot  located  partly  in  a  residence  use  and  partly  in  a 
business  use  district;  premises  83-75  Woodhaven  boulevard, 
northeast  corner  of  Moss  road  (Block  3907,  Lot  960), 
Woodhaven,  Borough  of  Queens. 

Material  for  Approval. 

476-44-SM — United  States  Gypsum  Company  2  inch 
Solid  Rocklath  and  Plaster  Partition,  Method  of  Construc¬ 
tion. 

HARRIS  H.  MURDOCK,  Chairman. 


NOVEMBER  28,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  28,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building.  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions 

607-44-A — 1600  Broadway,  northeast  corner  of  West  48th 
street  and  730  7th  avenue  (Block  1020,  Lot  29),  Borough 
of  Manhattan. 

134-44-A — 2120  Daly  avenue,  east  side,  72  ft.  south  of 
East  181st  street  (Block  3128,  Lot  7),  Borough  of  The 
Bronx  (reopened  October  31,  1944). 

648- 44-A — 1788  Sedgwick  avenue,  south  side,  228  ft.  west 
of  Undercliff  avenue  (Block  2880,  Lot  182),  Borough  of 
The  Bronx. 

578-44-A — 155  Furman  street,  north  side,  125  ft.  west  of 
Manhattan  avenue  (1st  and  2nd  floors)  ;  (Block  2504,  Lot 
48),  Borough  of  Brooklyn. 

6 13-44- A — 1865  East  8th  street,  east  side,  220  ft.  north  of 
Avenue  S  (Block  6684,  Lot  60),  Borough  of  Brooklyn. 

659-44-A— 632-650  Flushing  avenue,  southwest  corner  of 
Tompkins  avenue  (roof)  ;  (Block  1720,  Lot  32),  Borough 
of  Brooklyn. 

649- 44-A — 1109  Fifth  avenue,  northeast  corner  of  East 
92nd  street  (Block  1504,  Lot  1),  Borough  of  Manhattan. 

638-44-A — 139-28  Queens  boulevard,  south  side,  200  ft. 
east  of  87th  street  (2nd  floor)  ;  (Block  9625,  Lot  16),  Ja¬ 
maica,  Borough  of  Queens. 

569-44-A — 764  Court  street,  west  side,  270  ft.  south  of 
Bryant  street  (2nd  floor)  ;  (Block  623,  Lot  1),  Borough  of 
Brooklyn. 

651-44-A — 613  East  233rd  street,  north  side,  41.90  ft.  east 
of  Bronx  boulevard  (1st  floor)  ;  (Block  4993,  Lot  8),  Bor¬ 
ough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  5,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  5,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

368-40-BZ — Application  of  Samuel  L.  Malkind,  applicant 
on  behalf  of  Plaza  Circle  Corp.,  owner,  reopened  July  11, 
1944,  under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  partly  in  a  residence  use  district  and  partly  in  a 
business  use  district,  the  change  of  occupancy  of  a  portion 
of  a  garage  (a  variance  for  which  was  granted  by  the 
Board),  so  as  to  include  an  automobile  showroom;  premises 


28,  1944— Vol.  29,  No.  47 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


24,  1944— Vol.  29,  No.  42 

7,  1937— Vol.  22,  No.  36 
10,  1944— Vol.  29,  No.  40 
10,  1944— Vol.  29,  No.  40 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936 — Vol.  21,  No.  47 
24,  1936 — Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52 A 
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2-14  Plaza  street  and  405-413  Flatbush  avenue,  northeast 
corner  (Block  1169,  Lot  1),  Borough  of  Brooklyn. 

2-42-BZ — Application  of  Morris  Tarshis,  applicant  and 
attorney,  on  behalf  of  Max  Minker,  owner,  reopened  No¬ 
vember  8,  1944  for  consideration  as  to  extension  of  permit 
— Application,  previously  granted  on  condition,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  for  a  term  of  two  years, 
permitting  the  premises  to  be  occupied  for  minor  automobile 
repairs  in  conjunction  with  cars  being  painted;  premises 
260-262  Delancey  street,  north  side,  25  ft.  west  of  Columbia 
street  (Block  333,  Lot  31),  Borough  of  Manhattan. 

1236-27-BZ— Application  of  Archie  H.  Samuels,  appli¬ 
cant,  on  behalf  of  Dorothy  Rehder,  owner,  reopened  July 
25,  1944,  for  consideration  as  to  extension  of  permit  (ex¬ 
pired  by  limitation) — Application,  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  for  a  temporary 
period :  premises  southeast  corner  of  Woodhaven  boulevard 
and  163rd  avenue  (Block  4046,  Lot  63),  Aqueduct,  Borough 
of  Queens. 

Appliance  for  Approval. 

174_44_SA— Hydro-Whirl  Water  Washed  Spray  Booth. 

HARRIS  H.  MURDOCK.  Chairman. 


DECEMBER  12,  1944,  10  A.  M. 

NOTICE  TS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  12,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

33-20-BZ— Application  of  Joseph  Lau,  applicant  on  be¬ 
half  of  Eugene  F.  Nolan,  owner,  reopened  October  6,  1942, 
under  section  7c  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  an  unrestricted  use 
district,  the  change  of  occupancy  from  oil  storage  in  the 
cellar  and  ice  storage  on  the  1st  floor  (previously  granted 
by  the  Board)  to  dead  storage  of  autos  in  the  cellar  and  a 
garage  for  more  than  five  motor  vehicles  on  the  1st  floor; 
premises  245  West  Fordham  road,  northeast  corner  of  Cedar 
avenue  (Block  3235.  Lots  30,  33.  34,  37,  38,  48  and  49), 
Borough  of  The  Bronx. 

10-42-BZ— Application  of  Charles  M.  Spindler,  applicant, 
on  behalf  of  Lina  S.  Kissam,  owner,  reopened  October  31, 
1944  for  consideration  as  to  extension  of  permit  (expired  by 
limitation) — re  Application,  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  permitting  partly 
in  an  unrestricted  use  and  partly  in  a  business  use  district, 
for  a  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles;  premises  220-20  Jamaica  avenue, 
south  side,  481.92  ft.  east  of  Springfield  boulevard  (Block 


10793,  Lots  37  and  45  and  Block  10789,  Lots  37,  38  and  43), 
Queens  Village,  Borough  of  Queens. 

819-38-BZ— Application  of  Oliver  D.  Wallett,  applicant 
and  lessee,  on  behalf  of  Charles  Jacob,  owner,  reopened  Octo¬ 
ber  31,  1944  for  consideration  as  to  extension  of  permit 
(expired  by  limitation) — re  Application,  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  partly  in  a  business  use  and  partly  in  a  residence  use 
district,  the  parking  and  storage  of  more  than  five  motor 
vehicles ;  premises  75-01  Broadway,  northeast  corner  of  75th 
street  (Block  1486,  Lots  13,  16  and  18),  Jackson  Heights, 
Borough  of  Queens. 

449.44.BZ — Application,  July  20,  1944,  under  sections  7a 
and  21  of  the  zoning  resolution,  of  Philip  Freshman,  appli¬ 
cant,  on  behalf  of  Peter  Hartmann,  owner,  to  permit  in  a 
business  use  district,  the  reconstruction  of  three  (3)  build¬ 
ings,  two  (2)  of  which  are  two  stories  in  height  occupied  as 
garages  for  more  than  five  motor  vehicles  and  one  (1)  one 
story  in  height  occupied  as  a  garage  for  five  motor  vehicles, 
into  one  (1)  building  one  story  in  height  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  premises  238-242 
Vanderbilt  avenue,  west  side,  208  ft.  7  in.  north  of  DeKalb 
avenue  (Block  2092,  Lots  53,  54  and  55),  Borough  of  Brook- 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  12,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  12,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

Appeals  from  Administrative  Decisions. 

554- 44-A— Pier  45,  East  side  of  Conover  street,  345  ft. 
south  of  Reid  street  (Block  611,  part  of  Lot  1),  East  River, 
Borough  of  Brooklyn. 

555- 44-A— Pier  3,  South  side  of  Fulton  street,  150  ft.  west 
of  Furman  street  (Block  199,  part  of  Lot  3),  East  River, 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  19,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  19,  1944  at  2  o  clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from.  Administrative  Decision 

496-43-A — 425  Beach  72nd  street,  southwest  corner  of 
Hessler  avenue  (Block  523,  Lots  22  and  24),.  Arverne, 
Borough  of  Queens  (under  section  35,  General  City  Law  re 
bed  of  mapped  street — Barbadoes  drive). 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


(Continuation  of  the  minutes  of  the  regular  meeting  of 
November  14,  1944  at  2  P.  M.) 

APPLIANCE  SUBMITTED  FOR  APPROVAL 

287-43-SA 

APPLICANT— Wilmot  Castle  Company,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
approval  of  device— re  Castle  Surgical  Instrument 
and  Sterilizer,  #100.  (previously  withdrawn). 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  reopened,  restored  to 
the  calendar  and  referred  to  the  Committee  on 
Tests,  for  test  and  report. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative:  .  ® 
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REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  21,  19+4 

I  Tescnt:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
luesday  morning,  November  14,  1944,  and  Tuesday  after- 
noon,  November  14,  1944,  were  approved  as  printed  in 
Bulletin  No.  46,  Vol.  29. 


APPEARANCES— 

For  Applicant :  Robert  Teichman. 

For  Opposition  :  None. 

For  Administration :  Fred-  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

A^TJO-N  op  BOARD— Application  granted  on  condition, 
t  PI E  VU1 E — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  q 


ZONING  CASES 

33-20-BZ 

C  ,* !  n l T — J o s e p h  Lau,  for  Eugene  F.  Nolan,  owner. 

U  bj  EC  I  - — Application  reopened  October  6,  1942— re  (de¬ 
cision  of  the  acting  borough  superintendent)  under 
section  7c  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  an  unre- 
sti  icted  use  district,  the  change  of  occupancy  from 
oil  storage  in  the  cellar  and  ice  storage  on  the  1st 
floor  (previously  granted  by  the  Board)  to  dead 
storage  of  autos  in  the  cellar  and  garage  for  more 
than  five  motor  vehicles  on  the  1st  floor 

PREMISES  AFFECTED-245  West  Fordham  road, 
northeast  corner  of  Cedar  avenue  (Block  3225,  Lots 
30,  33,  34,  37,  38,  48  and  49),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  Lau. 

For  Opposition:  Joseph  A.  Jacobson,  Joseph  E. 
Craven  and  Mr.  Horne. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  I  ION  OF  BOARD — Laid  over  to  December  12,  1944  at 
10  a.m.  pending  an  inspection  by  a  committee  of 
the  Board.  No  further  argument. 


368-40-BZ 

APPLICANT— Samuel  L.  Malkind,  for  Plaza  Circle  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  July  11,  1944 — re  (deci¬ 
sion  of  the  borough  superintendent)  under  sections 
7c  and  21  of  the  zoning  resolution,  to  permit  partly 
in  a  residence  use  district  and  partly  in  a  business- 
district,  the  change  of  occupancy  of  a  portion  of  a 
garage  (variance  for  which  was  previously  granted 
by  the  Boaj'd)  ;  so  as  to  include  an  automobile 
showroom. 

PREMISES  AFFECTED — 2-14  Plaza  street  and  405-413 
Flatbush  avenue,  northeast  corner  (Block  1169,  Lot 
1),  Bo’ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Paul  Friedman. 

For  Opposition  :  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC  TION  OF  BOARD — Laid  over  to  December  5,  1944  at 
10  a.m.  on  request  of  applicant’s  representative. 


130-44-BZ 

APPLICANT — Robert  Teichman,  for  Community  Service 
Society  of  New  York,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7h  of  the  zoning  resolution, 
to  permit  the  extension  from  an  unrestricted  use 
district  into  a  business  use  district,  the  parking  and 
storage  of  raore  than  five  motor  vehicles. 

PREMISES  AFFECTED — 48-52  West  23rd  street,  south 
side,  309  ft.  east  of  6th  avenue  and  37-41  West  22nd 
street  (Block  824,  Lot  65),  Borough  of  Manhattan. 
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THE  RESOLUTION  (330-44-BZ) 

Whereas,  Robert  Teichman  for  Community  Service  So¬ 
ciety,  owner,  filed  June  5,  1944,  an  application  under  section 
7h  of  the  zoning  resolution,  to  permit  the  extension  from  an 
unrestricted  use  district  into  a  business  use  district,  of  the 
parking  and  storage  of  more  than  five  motor  vehicles  affect¬ 
ing  premises :  48-52  West  23d  street,  south  side,  309  ft.  east 
of  Sixth  avenue  and  37-41  West  22nd  street  (Block  824,  Lot 
65),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals,  at  its  regular  meeting, 
November  21,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  West  23d  street,  West  24th  street  and 
Fifth  avenue  are  in  a  business  use,  B  area  and  2-times  height 
district;  West  22nd  street  and  Sixth  avenue  are  in  an  un¬ 
restricted  use.  B  area  and  2-times  height  district ;  Broadway 
and  Fifth  avenue  are  in  a  retail  use,  B  area  and  2-times 
height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  31,  1944,  re  application  for  certificate  of  oc¬ 
cupancy  reads : 

“That  portion  of  lot  fronting  on  23d  street  is  lo¬ 
cated  in  a  business  district,  and  the  portion  of  lot 
fronting  on  22d  street  is  located  in  an  unrestricted 
district. 

Certificate  of  Occupancy  to  supersede  No.  23013, 
therefore,  will  not  be  issued,  as  not  more  than  five 
cars  may  be  stored  or  parked  in  the  Business  Zone. 
Sec.  4,  Building  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  75  ft.  front  by  197  ft.  6  in.  in  depth,  on  which  is  lo¬ 
cated  a  one-story  building,  20  ft.  4  in.  by  51  ft.  8  in.  in 
area,  occupied  for  storage,  grease  pits,  auto  laundry  and 
rest  room ;  that  the  tanks  and  pumps  of  a  gasoline  service 
station  are  on  the  23d  street  front  and  parking  of  more  than 
five  motor  vehicles  on  the  22nd  street  front;  that  it  is  pro¬ 
posed  to  extend  the  parking  use  for  more  than  five  cars 
over  the  entire  plot ;  and 

Whereas,  the  applicant  contends  that  the  property  is  lo¬ 
cated  on  the  south  side  of  West  23d  street,  distant  309  ft. 
east  of  Sixth  avenue  with  a  frontage  of  75  ft.  on  West  23d 
street  and  75  ft.  on  West  22nd  street;  that  the  southerly 
half  of  the  plot  facing  on  West  22nd  street,  is  located  in  an 
unrestricted  use  district  and  used  at  present  for  the  parking 
and  storage  of  more  than  five  motor  vehicles  and  formerly 
used  as  a  gasoline  service  station ;  Certificate  of  Occupancy 
16217  has  been  issued  for  this  use,  a  copy  of  which  is  filed 
with  this  application;  that  curb  cut  permits  have  also  been 
issued;  that  the  West  23d  street  or  northerly  half  of  the 
plot,  located  in  a  business  use  district,  is  occupied  as  a  gaso¬ 
line  station,  together  with  a  small  office  and  greasing  pits, 
auto  laundry  and  for  the  additional  use  of  parking  five 
(only)  motor  vehicles  in  conjunction  with  the  gasoline  ser¬ 
vice  station ;  that  the  gasoline  station  was  established,  ac¬ 
cording  to  Fire  Department  records,  prior  to  June  12,  1925, 
as  from  their  records  Alt.  Applic.  65  of  1925  was  filed  for 
the  installation  of  two  gasoline  tanks  and  pumps  in  January, 
1925,  and  approved  by  the  Fire  Department  February  13^ 
1925,  the  premises  being  stated  in  the  application  as  48-52 
West  23d  street  and  37-45  West  22nd  street,  and  further 
described  in  the  application  as  beginning  at  a  point  on  the 
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north  side  of  West  22nd  street,  distant  260  ft.  from  the  cor¬ 
ner  formed  by  the  intersection  of  Sixth  avenue  and  22nd 
street,  running  thence  north  98  ft.  9  in.,  thence  east  49  ft. 
thence  north  48  ft.  9  in.,,  then  east  75  ft.,  thence  south  57 
ft.,  thence  west  124  ft.  to  the  point  or  place  of  beginning, 
this  latter  description  apparently  being  erroneous ;  that  after 
approval  of  this  application,  permit  130528  was  issued  by 
the  Fire  Department  and  as  permits  expired  have  been  re¬ 
issued  subsequently;  that  one  is  now  in  effect;  that  in  1929 
Certificate  of  Occupancy  15180  was  issued  for  an  office  for 
gasoline  station  on  part  of  the  plot;  that  in  1930,  an  addi¬ 
tional  Certificate  of  Occupancy  16214  was  issued  for  the 
parking  space  of  five  (only)  autos;  that  while  various  ap¬ 
plications  were  made  to  the  Fire  Department  for  the  instal- 
lation  of  additional  tanks,  etc.  both  on  the  22nd  and  23d 
street  fronts  of  the  plot,  these  applications  were  all  approved 
and  the  necessary  permits  issued  by  the  Fire  Department, 
and  in  their  records  departmental  inspectors  making  reports 
made  notations  that  the  West  23d  street  part  of  the  plot 
was  being  used  for  parking  purposes  or  as  a  parking  station, 
one  of  the  reports  especially  being  dated  July  24,  1926;  that 
from  investigations  made  by  representatives  of.  the  owner, 
and  inspections  of  the  records,  it  appears  the  entire  plot  was 
used  for  parking  and  storage  of  automobiles  prior  to  1928, 
especially  the  West  23d  street  part  of  the  plot  for  more  than 
five  cars,  and  if  the  Board  finds  this  contention  correct,  then 
the  owners  had  an  established  use  for  parking  and  storage 
prior  to  the  date  when  the  zoning  resolution  was  amended 
in  1928,  restricting  this  use ; .  that  furthermore,  inasmuch 
as  there  is  vacant  space  behind  the  gasoline  pumps,  and 
further  that  the  present  gasoline  station  income  has  been 
materially  reduced  due  to  gasoline  rationing,  the  petitioner 
desires  to  use  the  West  23d  street  half  of  the  plot  as  a 
gasoline  station,  small  office,  greasing  pits,  and  for  the 
parking  and  storage  of  more  than  five  motor  vehicles,  under 
section  7h  of  the  zoning  resolution,  for  the  additional  use 
of  parking  and  storage  of  more  than  five  motor  vehicles  for 
a  term  of  two  years;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7h  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7h  thereof,  for  a 
term  of  two  (2)  years  from  the  date  of  this  resolution  to 
permit  the  parking  and  storage  of  more  than  five  (5)  motor 
vehicles  in  the  business  use  district  in  conjunction  with  the 
lawful  existing  use  in  the  unrestricted  area,  on  condition 
that  the  premises  shall  be  leveled  substantially  to  the  grade 
of  West  23d  street  and  shall  be  surfaced  with  clean  cinders 
well  tamped  and  surfaced  with  concrete  or  asphalt,  as  pro¬ 
posed  and  as  shown  on  revised  plan  marked  “Received  No¬ 
vember  17,  1944’’;  that  along  both  side  lot  lines,  there  shall 
be  installed  wood  bumpers,  securely  anchored  and  not  nearer 
than  4  feet  to  the  adjoining  buildings;  that  no  building  shall 
be  erected  on  the  premises,  other  than  those  shown  on  such 
plan  as  existing;  that  on  the  street  building  line  of  West 
23rd  street,  there  shall  be  erected  a  masonry  wall  of  brick 
as  indicated;  that  such  wall  shall  be  of  face  brick  with  a 
suitable  sloped  coping;  that  on  the  building  line  of  West 
22nd  street,  there  shall  be  erected  a  similar  brick  wall,  or 
a  wire  or  an  iron  picket  fence,  as  indicated ;  that  the  exist¬ 
ing  gasoline  pump,  adjacent  to  the  West  23d  street  building 
line  shall  be  removed;  that  all  existing  curb  cuts  shall  be 
removed,  except  the  existing  20  ft.  curb  cut  on  West  23d 
street  toward  the  west,  which  may  be  extended,  to  25  ft., 
such  extension  to  be  toward  the  east,  and  the  existing  curb 
cut  on  22nd  street,  25  ft.  in.  width ;  that  no  sign  shall  be 
erected  on  the  premises  within  the  business  use  area,  except 
one  sign  which  shall  not  extend  beyond  the  building,  line, 
be  illuminated  or  exceed  15  sq.  ft.  in  area;  that  all  existing 
signs,  advertising  the  parking  and  storage  use  shall  be  re¬ 
moved;  that  within  the  business  use  area,  the  type  of  motor 


vehicles  to  be  parked  or  stored  shall  be  of  the  pleasure-car 
type  only;  that  such  portable  fire-fighting  appliances  shall 
be  maintained  on  the  premises  as  the  fire  commissioner  shall 
direct ;  that  a  certificate  of  occupancy,  superseding  all  exist¬ 
ing  certificates  of  occupancy,  shall  be  obtained,  covering  the 
entire  premises  as  lawfully  used  and  permitted  herein ;  that 
all  permits  required  shall  be  obtained  and  all  work  com¬ 
pleted  within  six  months  from  the  date  of  this  resolution. 


354-44-BZ 

APPLICANT— Lama  and  Proskauer,  for  Mathildra  Bras¬ 
sier,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  change  of 
occupancy  of  a  residence  to  a  residence  and  restau¬ 
rant. 

PREMISES  AFFECTED— 121-127  East  16th  street,  east 
side,  185  ft.  north  of  Albemarle  road  (Block  5097, 
Lot  52),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama,  Mathildra  Bras¬ 
sier  and  M.  B.  Mariash. 

For  Opposition:  Rippey  T.  Sadler,  Milton  Pollock, 
Mrs.  Beatryce  Schwab,  Mrs.  Friedman  and 
others. 

For  Administration:  Fred  Dahlem  Dep’t  of  Hous¬ 
ing  and  Buildings,  Herman  Eide,  Dep’t  of 
Health  and  Joseph  Frasca,  Office  of  Corpora¬ 
tion  Counsel. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (354-44-BZ) 

Whereas,  Lama  and  Proskauer  for,  Mathildra  Brassier, 
owner,  filed  June  13,  1944,  an  application  under  section  7e 
of  the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  change  of  occupancy  from  a  residence  to  a  residence  and 
restaurant;  affecting  premises:  121-127  East  16th  street, 
east  side,  185  ft.  north  of  Albemarle  road  (Block  5097,  Lot 
52),  Borough  of  Brooklyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  November  21,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  East  16th  street  is  in  a  residence  use, 
F  area  and  1  lA  times  height  district;  Albemarle  road. is  in  a 
residence  use,  F  area  and  1)4  times  height  district  and 
Church  avenue  is  in  a  residence  use,  F  area  and  1)4  times 
height  district ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  15,  1944,  re  Alt.  Applic.  1162-44,  reads:  . 

“3.  Proposed  restaurant  use  on  1st  floor  of  premises 
located  in  a  residential  zone,  is  contrary  to  Article  II 
Section  3  of  the  Zoning  Resolution.” 

and  •  •  r 

Whereas,  the  applicant  states  the  premises  consists  of  a 

plot,  70  ft.  (irregular)  in  frontage  by  170  ft.  6)4  in.,  if' 
regular  in  depth,  on  which  is  located  a  two-story-and-attic 
frame  structure,  42  ft.  6  in.  by  59.  ft.  in  area,  occupied  as  a 
residence  for  one  family ;  that  it  is  proposed  to  change  the 
occupancy  to  residence  for  one  family  and  restaurant ;  and 
Whereas,  the  applicant  contends  that  the  plot  in  question 
has  a  frontage  of  70  ft.  on  East  16th  street  (also  known  as 
Buckingham  Road)  143  ft.  1)4  in.  on  the  southerly  lot  line, 
75  ft.  2)4  in.  on  the  easterly  lot  line  and  170  ft.  6)4  in-  ,°£ 
the  northerly  lot  line ;  that  the  premises  are  improved  with 
a  two-story  and  attic  frame  one  family  dwelling  42  ft.  6  m. 
frontage  by  59  ft.  in  depth  and  is  presently  occupied  as  a 
one  family  and  private  diningroom ;  that  the  present  owners 
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have  made  no  alteration  whatsoever  to  the  building  as 
originally  constructed,  but  as  a  means  of  income  in  order 
to  protect  their  home  and  due  to  financial  embarassments, 
the>  have  been  obliged  to  conduct  a  private  restaurant  for 
(lie  neighbors  in  the  affected  area ;  that  there  are  no  signs 
displayed  nor  intended  to  be;  that  dinners  are  sold  by  ap¬ 
pointment  only;  that  in  view  of  these  facts  and  that  no 
alterations  are  contemplated,  it  is  respectfully  requested  the 
application  be  granted ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  subdivision  e,  of  the  zoning  resolution. 

Resolved,  that  the  decision  of  the  borough  superintendent 
dated  May  15  1944  re  Alt.  Applic.  1162-44  be  and  it  hereby 
is  affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


544-44-B  Z 

APPLICANT — William  B.  Altman,  for  All  States  Holding 

cTTom£?rp-  ow.ner.  (Greek  War  Relief  Assoc.,  lessee). 
SUBJECi  Application  (decision  of  the  borough  superin¬ 
tendent).  under  section  7e  of  the  zoning  resolution, 
to  permit  partly  in  a  residence  use  and  partly  in' 
an  unrestricted  use  district,  the  change  of  occupancy 
from  garage  for  more  than  five  motor  vehicles  to 
storage  and  shipping  for  a  temporary  period,  with 
return  to  original  occupancy  at  the  expiration  of 
that  period  and  to  permit  the  omission  of  a  loading 
platform. 

PREMISES  AFFECTED — 418-422  East  54th  street,  south 
side,  294  ft.  east  of  1st  avenue  (Block  1365,  part 
of  Lot  13),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  William  B.  Altman  and  Max 
Siegel. 

For  Opposition  :  Irving  Herbert. 

For  Administration :  Fred  Dahlem  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (544-44-BZ) 

Whereas,  William  B.  Altman,  for  All  States  Holding 
Corp.,  owner  (Greek  War  Relief  Association,  lessee),  filed 
September  25,  1944,  an  application  under  section  7e  of  the 
zoning,  resolution,  to  permit  partly  in  a  residence  use  and 
partly  in  an  unrestricted  use  district,  the  change  of  occupancy 
from  garage  for  more  than  five  motor  vehicles,  to  storage 
and  shipping,  for  a  temporary  period,  with  return  to  original 
occupancy  at  the  expiration  of  that  period,  and  to  permit  the 
omission  of  a  loading  platform;  affecting  premises:  418-422 
East  54th  street,  south  side,  294  ft.  east  of  First  avenue 
(Block  1365,  Lot  13),  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  Board  of  Standards  and  Appeals  at  its  regular  meeting, 
November  21,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  use  district  maps  accompanying  the  zoning  reso¬ 
lution  show  that  East  53d  street  is  in  an  unrestricted  use,  A 
area  and  2-times  height  district ;  East  54th  street  is  in  a 
residence  use,  A  area  and  2-times  height  district;  and  First 
avenue  is  in  a  business  use,  A  area  and  2-times  height  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  15,  1944,  re  Alt  Applic.  1101-44  reads: 

“1.  Since  building  is  in  a  residence  and  unrestricted 
use  district,  proposed  change  of  your  garage  for  more 
than  5  cars  to  storage  &  shipping  is  contrary  to  Art.  TI. 
Sec.  3  Zoning  Resolution. 

2.  Provide  a  loading  space  as  required  by  Art.  TV — 
Sec.  19A — Zoning  Resolution. 

3.  Permission  to  reconvert  building  to  former  use  as 


and 


shown  by  Certificate  of  Occupancy  15057  is  to  be  ob¬ 
tained  from  the  Board  of  Standards  and  Appeals.” 


\\  hereas,  the  applicant  states  that  the  premises  consist 
of  a  plot  75  ft.  frontage  by  110  ft.  in  depth,  on  which  is 
located  a  5 -story  and  cellar,  Class  1  constructed  building, 
/.i  ft.  by  110  ft.  in  area,  occupied  as  a  garage  for  more  than 
nve  motor  vehicles ;  that  it  is  proposed  to  occupy  the  build¬ 
ing  for  storage  and  shipping  for  a  temporary  period  of  five 
years  and  to  omit  a  loading  platform  ;  and 

Whereas,  the  applicant  contends  that  it  is  proposed  to 
i  hange  the  use  of  an  existing  building  from  garage  for  more 
than  five  automobiles  to  a  storage  and  shipping  use  for  a 
temporary  period  of  five  years  (until  July  1st,  1949),  with 
the  privilege  to  reconvert  to  the  garage  use  at  that  time ;  it 
is  also  proposed  to  omit  the  loading  platform  required  by  the 
zoning  resolution;  that  the  building  is  5-stories  and  cellar, 
fireproof,  equipped  with  a  sprinkler  system ;  that  the  per¬ 
mitted  occupancy  stated  on  Certificate  of  Occupancy  15057- 
29,  is  for  a  garage  for  more  than  five  automobiles  in  the 
entire  building ;  that  these  entire  premises  were  formerly  in 
an  unrestricted  use  district  and  on  February  14,  1930,  the 
frontage  of  same  to  a  depth  of  the  center  line  of  this  block 
was  changed  to  residence  use,  so  that  the  premises  are  now 
partly  in  residence  and  partly  in  unrestricted  use  districts; 
that  due  to  the  present  emergency  resulting  in  the  curtailment 
of  the  use  of  cars  and  gasoline,  the  operation  of  a  garage  has 
become  a  liability,  with  resultant  loss  in  revenue  and  it  has 
become  necessary  to  lease  the  building  for  an  available  use 
on  a  temporary  basis  in  order  to  prevent  the  foreclosure  and 
loss  of  the  building  by  the  owner;  that  the  lease  on  a  tem¬ 
porary  basis  is  made  with  the  Greek  War  Relief  Assoc.  Inc., 
for  the  receiving,  storing,  baling,  shipping  and  repairing  of 
clothing,  shoes  and  other  materials  received  by  the  tenant  for 
relief  purposes;  that  this  lease  will  terminate  June  30,  1949 
and  has  an  option  of  cancellation  at  any  time  after  July  1, 
1946,  upon  six  months’  notice  to  the  landlord;  that  this  use, 
therefore,  is  only  as  a  war  emergency,  and  the  owner  desires 
that  upon  its  termination  on  June  30,  1949  or  in  the  event  the 
tenant  should  cancel  it  any  time  after  July  1,  1946,  to  restore 
the  premises  to  its  former  legal  occupancy,  in  order  to  pre¬ 
serve  the  character  of  the  building  as  it  now  exists  so  as  to 
protect  the  interests  of  the  owner  and  mortgagee;  that  the 
building  is  designed  and  arrange  primarily  for  garage  occu¬ 
pancy;  that  there  is  a  scarcity  of  available  space  in  the  city 
that  would  be  adaptable  for  the  purposes  of  the  Greek  War 
Relief  Assoc. ;  that  the  owner  desires  the  temporary  use  of 
this  building  by  the  tenant  shall  not  prejudice  his  right  to 
use  it  as  a  public  garage  after  the  emergency;  that  while 
East  54th  street  is  zoned  for  residence  use,  there  are  many 
existing  nonconforming  uses  on  this  block,  which  are  a 
definite  deterrent  toward  exclusive  residential  development 
and  the  ultimate  elimination  of  the  existing  nonconforming 
uses ;  that  it  is  further  requested  that  the  requirement  for  a 
loading  space  be  waived,  in  view  of  the  fact  the  proposed  use 
is  temporary  and  there  is  no  practical  need  for  this  platform, 
as  there  is  very  little  street  traffic  on  this  block  and  there  is  a 
freight  elevator  openable  from  the  street  for  use  of  loading 
and  receiving  merchandise;  that  in  view  of  the  above,  it  is 
submitted  that  subject  to  appropriate  conditions  and  safe¬ 
guards,  that  the  Board  may  deem  to  impose,  the  variance  re¬ 
quested  is  within  the  Board’s  discretion  and  that  substantial 
justice  will  be  done  by  the  granting  of  this  variance,  which 
will  in  no  way  affect  the  public  health,  safety  and  general 
welfare  and  tend  to  relieve  the  owner  of  practical  difficulties 
and  unnecessary  hardships ;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case  in 
which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  herebv  is  granted,  under  section  7e  thereof,  as  to 
objections  1  and  3,  to  permit  the  temporary  use  as  proposed 
for  a  term  of  two  (2)  years  from  the  date  of  this  resolution 
and  to  permit  the  building  to  be  restored  to  the  lawful  garage 
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use  thereafter,  on  condition  that  the  building  shall  not  be 
changed  in  height  or  area  and  shall  comply  with  all  laws, 
rules  and  regulations  applicable  thereto  for  the  proposed  use ; 
and  as  to  objection  2,  granted  on  condition  that  all  loading 
and  unloading  shall  be  done  within  the  building  on  the  first 
floor ;  that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  two  (2)  months  from  the  date  of  this 
resolution. 


545-44-BZ 

APPLICANT— William  B.  Altman,  for  All  States  Holding 
Corp.,  owner  (The  Spool  Cotton  Co.,  lessee). 

SUB TECT— Application  (decision  of  the  borough  superin¬ 
tendent),  under  section  7e  of  the  zoning  resolution, 
to  permit  partly  in  a  residence  use  and  partly  in  an 
unrestricted  use  district,  the  change  of  occupancy 
from  garage  in  the  cellar,  garage  and  repair  shop 
1st  story  to  storage  in  cellar  and  factory  1st  story, 
for  a  temporary  period  with  return  to  original  occu¬ 
pancy  at  expiration  of  that  period  and  to  permit  the 
omission  of  loading  platform. 

PREMISES  AFFECTED— 410-416  East  54th  street,  south 
side,  194  ft.  east  of  1st  avenue  and  415-423  East 
53rd  street  (Block  1365,  Lot  9),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  William  B.  Altman,  Max  Siegel 
and  Walter  Bruchhauser. 

For  Opposition:  Irving  Herbert  and  Benjamin 
Gruenstein. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  "BOARD— Application  granted  on  condition. 


THE  VOTE—  .  . 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.. 4 
Negative:  . .  0 


THE  RESOLUTION  (545-44-BZ) 

Whereas,  William  R.  Altman,  for  All  States  Holding 
Corporation,  owner  (The  Spool  Cotton  Co.,  lessee),  filed 
September  25,  1944,  an  application,  under  section  7e  of  the 
zoning  resolution,  to  permit  partly  in  a  residence  and  partly 
in  an  unrestricted  use  district,  the  change  of  occupancy  from 
garage  in  the  cellar  and  garage  and  auto  repair  shop  on 
1st  story,  to  storage  in  the  cellar  and  factory  on  1st  story, 
for  a  temporary  period,  with  return  to  the  original  occu¬ 
pancy  at  the  expiration  of  the  period  and  to  permit  the 
omission  of  a  loading  platform ;  affecting  premises  410-416 
East  54th  street,  south  side.  194  ft.  east  of  1st  avenue,  and 
415-423  East  53rd  street  (Block  1365,  Lot  9),  Borough  of 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing  November  21,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  53rd  street  is  in  an  unrestricted  use, 
A  area  and  2  times  height  district;  54th  street  is  in  a  resi¬ 
dence  use,  A  area  and  2  times  height  district  and  First 
avenue  is  in  a  business  use,  A  area  and  2  times  height 
district ;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  September  15,  1944  on  Alt.  Applic.  1100-44  reads: 

“1.  Since  building  is  in  a  residence  and  unrestricted 
district,  proposed  change  from  garage  in  cellar,  and 
garage  and  auto  repair  on  1st  floor  to  storage  in  cellar 
and  storage  and  factory  on  1st  floor  is  contrary  to  Art. 
TI,  Section  3,  Zoning  Resolution. 

“2.  Provide  a  loading  platform  and  loading  space  to 
comply  with  Art.  IV,  Section  19A-b.  Zoning  Resolution. 

“3.  Permission  to  reconvert  building  to  former  use 
as  shown  by  Certificate  of  Occupancy  9741  is  to  be 
obtained  from  the  Board  of  Standards  and  Appeals.” 

and 


Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  100  ft.  frontage  by  200.10  ft.  in  depth,  on  which  is 
located  a  6  story  and  cellar  class  1  constructed  building 
occupied— cellar  and  1st  story— garage  and  auto  repair  shop; 
2nd  to  6th  story — storage  and  factory;  that  it  is  proposed 
to  occupy  the  cellar  and  1st  story  for  a  temporary  period; 
and 

Whereas,  the  applicant  contends  that  the  proposed  con¬ 
version  to  use  the  cellar  and  1st  story  for  storage  and  factory 
use  is  only  for  a  temporary  period  of  five  years  until  Novem¬ 
ber  1,  1949,  with  the  privilege  to  reconvert  the  cellar  and 
1st  story  to  its  present  permitted  use  for  garage,  and  auto 
repairs ;  that  the  building  is  fireproof,  equipped  with  stand¬ 
pipe  and  sprinkler  systems;  that  Certificate  of  Occupancy 
9741-25,  permits  the  use  of  the  cellar  and  1st  story  as  a 
garage  and  auto  repairs  and  the  balance  of  the  building  from 
2nd  to  6th  floors,  as  storage  and  factory  use ;  that  the  entire 
premises  were  formerly  located  in  an  unrestricted  use  dis¬ 
trict  and  on  February  14,  1930,  the  East  54th  Street. frontage 
of  these  premises  was  changed  to  a  residence  use  district,  so 
that  the  premises  in  question  are  now  located  partly  in  a 
residence  use  and  partly  in  an  unrestricted  use  district ;  that 
due  to  the  curtailment  of  the  use  of  motor  vehicles  and  sale 
of  gasoline  and  oil  and  the  resultant  loss  in  revenue  to  the 
tenant  of  the  garage  portion  of  the  premises,  the  cellar  and 
1st  story,  the  garage  tenant  has  been  unable  to  carry  out 
the  terms  of  his  lease  and  has  elected  to  vacate  the  garage 
portion  of  the  premises;  that  it  has  become  necessary  for 
the  owner  to  lease  the  garage  space  on  a  temporary  basis  for 
uses  similar  to  those  which  exist  in  the  upper  portions  of 
the  building;  that  the  proposed  lease,  which  covers  the  cellar 
and  1st  story,  is  for  a  period  terminating  October  31,  1949, 
for  use  of  warehousing  and  shipping  of  merchandise;  that 
the  owner  is  reluctant  to  lease  the  building  for  the  proposed 
temporary  use,  unless  the  certificate  of  occupancy  is  issued 
as  requested,  containing  an  endorsement  permitting  the  use 
of  the  cellar  and  the  1st  story  for  the  temporary  period  of 
five  years  and  in  order  to  preserve  the  legality  of  the  garage 
and  auto  repair  use,  so  that  same  can  be  reconverted  for 
such  use  at  the  end  of  the  five  year  period ;  that  this  is  neces¬ 
sary  to  protect  the  interests  of  the  owner  and  the  mortgagee, 
in  view  of  the  fact  that  one  half  of  the.  floor  area  of  the 
building  facing  on  East  53rd  street  is  in  an  unrestricted 
district";  that  while  East  54th  street  is  zoned  for  residence 
use,  there  are  many  existing  non-conforming  uses,  on  this 
block,  which  are  a  definite  deterrent  toward  exclusive  resi¬ 
dential  development  and  the  ultimate  elimination  of  the  ex¬ 
isting  non-conforming  uses ;  that  the  relief  sought  for  the 
temporary  period  and  the  reconversion  to  the. present  use  is 
a  reasonable  request  and  will  be  in  harmony  with  the  general 
purpose  and  intent  of  the  Zoning  Resolution ;  that  it  is 
requested  the  requirement  for  a  loading  space  be  waived, 
in  view  of  the  fact  that  the  proposed  use  is  temporary  and 
there  is  no  practical  need  for  this  platform,  as  there  is  very 
little  street  traffic  on  this  block  and  as  there  are  freight 
elevators  openable  from  both  streets  for  the  use  of  loading 
and  receiving  merchandise;  that  the  granting  of  this  applica¬ 
tion  will  in  no  way  affect  the  public  health,  safety  and  gen¬ 
eral  welfare  and  will  tend  to  relieve  the  owner  of  practical 
difficulties  and  unnecessary  hardships;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7e  of  the  zoning  resolution 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted ,  under  section  7e 
thereof,  as  to  objections  1  and  2,  to  permit  the  temporary  use 
as  proposed  for  a  term  of  two  (2)  years  from  the  date  of 
this  resolution,  and  to  permit  the  building. to  be  restored,  to 
the  lawful  garage  use  thereafter,  on  condition  that  the  build¬ 
ing  shall  not  be  changed  in  height  or  area  and  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  for 
the  proposed  use;  and  as  to  objectfon  2,  granted  on  condition 
that  all  loading  and  unloading  of  merchandise  shall  be  done 
within  the  building  on  the  first  floor  solely  from  the  East 
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53d  street  side;  that  all  permits  shall  be  obtained  and  all 
work  completely  within  two  (2)  months  from  the  date  of 
this  resolution. 


598-44-BZ 

APPLICANT— William  H.  Gompert,  for  Kienle  &  Co., 
Julia  Kienle  and  Manufacturers  Trust  Co.  (as 
trustee),  owners;  (Kienle  &  Co.,  lessee). 

SUBJEC1 — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7c  of  the  zoning  resolution, 
to  permit  partly  in  a  business  use  and  partly  in  an 
unrestricted  use  district,  the  extension  and  enlarge¬ 
ment  of  a  factory  for  the  manufacture  of  litho¬ 
graphic  ink. 

PREMISES  AT FECI  ED — 31-49  Nassau  avenue,  north 
side,  between  Dobbin  and  Guernsey  streets  (Block 
2643,  Lots  27  to  30),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  H.  Gompert. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustav  Goldman,  Board 
of  Education. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (598-44-BZ) 

Whereas,  William  H.  Gompert,  for  Kienle  &  Company, 
Julia  Kienle  and  Manufacturers  Trust  Company  (as  trus¬ 
tee),  owners;  (Kienle  &  Co.,  lessee),  filed  October  16,  1944, 
an  application  under  section  7c  of  the  zoning  resolution,  to 
permit  partly  in  a  business  use  and  partly  in  an  unrestricted 
use  district,  the  extension  and  enlargement  of  a  factory  for 
the  manufacturing  of  lithographic  ink,  affecting  premises 
31-49  Nassau  avenue,  north  side,  between  Dobbin  and 
Guernsey  streets  (Block  2643,  Lots  27  and  30),  Borough 
of  Brooklyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular 
meeting,  November  21,  1944,  after  due  notice  by  publication 
in  the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Nassau  avenue  is  in  a  business,  resi¬ 
dence  use,  C  area  and  1)4  times  height  district;  Dobbin 
street  is  in  a  business  and  unrestricted  use,  C  area  and 
1)4  times  height  district  and  Guernsey  street  is  in  a  business 
use,  C  area  and  1)4  times  height  district ;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  October  11,  1944  on  Alt.  Applic.  2938-44  reads: 

“1.  Proposed  extension  to  and  enlargement  of  exist¬ 
ing  building  devoted  to  manufacturing  of  lithographic 
inks,  which  is  located  partly  within  a  business  use  dis¬ 
trict,  violates  Art.  IT,  Sec.  4c  of  Zoning  Resolution  and 
is  prohibited  by  Art.  II,  Sec.  6a  Zoning  Resolution.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  plot,  200  ft.  frontage  by  175  ft.  in  depth,  on  which  is  located 
a  3  story  class  1  constructed  building  with  a  frontage  of 
200  ft.  on  Nassau  avenue,  60  ft.  on  Dobbin  street  and  100  ft. 
on  Guernsey  street,  occupied  for  the  manufacture  of  litho¬ 
graphic  ink  and  that  it  is  proposed  to  extend  the  building, 
so  that  it  will  have  a  frontage  of  200  ft.  on  Nassau  avenue, 

175  ft.  on  Dobbin  street  and  175  ft.  on  Guernsey  street;  and 
Whereas,  the  applicant  contends  that  the  present  owner 
has  occupied  the  block  front  property  on  Nassau  avenue 
between  Dobbin  and  Guernsey  streets  for  the  past  twenty 
years;  that  the  building  was  originally  built  by  the  granting 
of  a  variance  by  the  Board  of  Standards  and  Appeals  on 
July  29,  1924  under  Cal.  685-24-BZ  and  with  permission  of 
the  Board  granted  March  16,  1937  and  October  10,  1939,  addi¬ 
tions  were  built  to  the  plant;  that  in  1941,  Kienle  &  Company 
began  its  efforts  to  acquire  the  adjoining  property  to  the 
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north  to  remove  a  fire  hazard  and  also  with  the  view  of 
expanding  its  plant ;  that  it  was  impossible  to  secure  posses¬ 
sion  because  of  a  cloudy  title  and  excessive  tax  arrears ;  that 
eventually  the  City  took  title  and  in  April  of  1944  Kienle  & 
Company  finally  purchased  the  property  from  the  City;  that 
the  owner  now  desires  to  expand  its  factory  building  to  meet 
the  urgent  and  increased  demands  of  The  American  Can  Co. 
for  the  lithographic  inks  and  essential  protective  coatings  on 
food  containers  which  it  manufactures ;  that  approximately 
ninety  percent  of  its  products  are  for  the  Armed  Services  and 
essential  civilian  use;  that  the  granting  of  this  application 
will  permit  a  fireproof  structure  to  be  built  on  the  newly 
acquired  property  to  take  the  place  of  the  large  wooden 
shed  at  the  Dobbin  street  end  of  the  property  and  on  the 
vacant  part  from  which  the  City  found  it  necessary  to  re¬ 
move  unoccupied  and  neglected  wooden  structures ;  that 
5,000  sq.  ft.  of  the  property  acquired  from  the  City  and 
2,500  sq.  ft.  of  the  existing  building  is  in  an  unrestricted 
district;  that  application  has  been  made  to  the  W.P.B.  and 
necessary  approval  is  expected  shortly;  that  the  granting  of 
this  appeal  is  respectfully  requested  to  enable  the  owner  to 
award  a  contract  for  reinforced  concrete  pile  foundations  to 
anticipate  frost  and  the  inclement  winter  weather;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case  in 
which  to  exercise  its  discretion  to  grant  a  variance  under 
section  7c  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  zoning  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  under  section  7c  thereof,  to  permit 
the  extension  of  the  building  within  the  business  use  district 
area,  for  the  manufacture  of  lithographic  ink,  as  proposed, 
on  condition  that  the  manufacturing  area  of  the  building  as 
extended  and  as  originally  granted  on  Tune  29,  1924,  shall  not 
exceed  the  amount  permitted  by  the  Zoning  Resolution ;  that 
in  all  other  respects  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  and 
that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this  resolu¬ 
tion  and  that  a  Certificate  of  Occupancy,  superseding  existing 
Certificates  of  Occupancy,  shall  be  obtained  with  reference 
thereon  to  “lithograph  ink”  and  not  “printing  ink.” 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

355-44-A 

APPLICANT — Lama  and  Proskauer,  for  Mathildra  Brass¬ 
ier,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 121-127  East  16th  street,  east 
side,  185  ft.  north  of  Albemarle  road  (Block  5097, 
Lot  52),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Alfred  A.  Lama,  Mathildra  Brassier 
and  M.  B.  Mariash. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn,  in  view  of  the 
action  taken  by  the  Board  under  Cal.  354-44-BZ. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


508-44-A 

APPLICANT — William  Intner  Company,  Inc.,  for  William 
and  Dora  Tntner,  owners. 

SUBTECT — Aftneal  from  an  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 340  East  40;h  street  and  695- 
699  1st  avenue,  southwest  corner  (1st  floor)  ; 
(Block  945,  Lot  33)  ;  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant :  William  Intner. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (508-44-A) 

Whereas,  William  Intner  Company,  Incorporated,  for 
William  and  Dora  Intner,  owners,  filed  August  18,  1944,  an 
appeal  from  an  order  of  the  fire  commissioner,  affecting 
premises  340  East  40th  street  and  695-699  1st  avenue,  south¬ 
west  corner  (1st  floor)  ;  (Block  945,  Lot  33),  Borough  of 
Manhattan ;  and 

Whereas,  Order  38830-LC,  issued  by  the  fire  commis¬ 
sioner  July  20,  1944,  reads: 

“Before  a  permit  may  be  issued  for  the  storage  and 
use  of  enamel  and  approved  combustible  mixture,  the 
following  must  be  done : 

1.  Provide  room  constructed  of  fire  resisting  par¬ 
titions  with  waterproofed  floor  and  adequate  mechanical 
ventilation  in  which  to  carrv  on  dipping  work.  Rule 
4.1.1.” 
and 

Whereas,  the  applicant  states  the  building  is  5  stories  (50 
ft.)  in  height  75  ft.  by  125  ft.  in  area;  of  Class  3  construc¬ 
tion;  erected  1877;  located  in  an  unrestricted  use,  B  area 
district,  and  used  since  1924  as  follows :  cellar,  storage  and 
boiler  room;  1st  floor,  manufacturing  bedsprings,  2  persons; 
2nd  floor,  packing,  office  and  showroom,  6  persons ;  3rd  floor, 
manufacturing  mattresses,  10  persons;  4th  floor,  manufac¬ 
turing,  box  springs  and  ticking  room,  14  persons ;  5th  floor, 
garnetting  of  cotton  and  storage,  2  persons ;  that  the  building 
is  equipped  with  a  one  source  sprinkler  system ;  that  there 
are  two  42  in.  wide  wood  stairs,  extending  from  the  roof 
to  the  street,  one  of  which  is  of  wood  construction,  and  one 
of  steel  construction,  that  one  set  of  stairs  is  fire  retarded 
and  the  other  enclosed  with  brick,  both  equipped  with  kala- 
mein  self-closing  doors ;  that  there  is  also  one  fire  escape 
on  the  1st  avenue  side,  leading  to  the  street  by  counter¬ 
balanced  stairs ;  that  the  windows  and  doors  on  the  course 
of  this  fire  escape  or  fireproof,  self-closing;  and 

Whereas,  the  applicant  contends  that  for  the  past  20 
years,  the  operation  of  business  has  not  necessitated  the 
carrying  of  more  than  100  gallons  of  dipping  materials  of 
which  50  gallons  is  savasol  and  50  gallons  enamel,  both  of 
which  do  not  have  a  high  degree  of  inflammability;  that 
permits  have  been  issued  by  the  fire  department  for  the 
storing  of  these  materials,  the  last  permit  expiring  June  27, 
1944;  that  barrels  of  sand  and  6  pails  of  sand  have  been 
maintained  in  the  immediate  vicinity  of  the  dipping  tank; 
that  to  comply  with  the  order  of  the  fire  commissioner, 
would  require  a  considerable  expenditure  of  money ;  that  the 
dipping  tank  is  on  the  main  floor  of  the  plant,  allowing 
springs,  after  being  dipped  and  hung  to  dry,  to  be  taken 
into  the  shipping  department;  that  the  plant  is  equipped 
throughout  with  a  complete  sprinkler  system ;  that  in  view 
of  the  small  amount  of  material  maintained  and  the  expense 
involved  in  complying  with  Item  1  of  the  order,  it  is  re¬ 
quested  that  a  favorable  action  on  this  appeal  be  taken  by 
the  Board ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  applicant  has  amended  his  statement  to 
read  that  there  is  no  interior  fire  alarm  system  and  fire 
drills  are  not  maintained  and  are  not  required  under  the 
requirements  of  the  Labor  Law  and  the  rules  of  the  Board. 

Resolved,  that  order  38830-LC  issued  by  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted,  as  to  item  1,  on  condition  that  the 
premises  shall  be  arranged  as  indicated  on  revised  plan 
marked  “Received  November  14,  1944”;.  that  the  dipping 
tank,  spray  booth  and  the  storage  of  paints  shall  meet  the 
requirements  of  the  Rules  of  the  Board  therefor;  that  the 
sprinkler  system  shall  be  maintained  to  the  satisfaction  of 


the  fire  commissioner ;  that  such  other  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner 
shall  direct ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


581-44-A 

APPLICANT — F.  W.  Voges,  for  The  Voges  Manufactur¬ 
ing  Company,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 103-15  98th  street,  west  side, 
100  ft.  south  of  103rd  avenue  (Block  9121,  Lots  74 
and  75),  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  K.  Weickel. 

ACTION  OF  BOARD:  Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (581-44-A) 

Whereas,  F.  W.  Voges,  for  The  Voges  Manufacturing 
Company,  owner,  filed  October  16,  1944  an  appeal  from,  an 
order  of  the  fire  commissioner,  affecting  premises  103-15 
98th  street,  west  side,  100  ft.  south  of  103rd  avenue  (Block 
9121,  Lots  74  and  75),  Ozone  Park,  Borough  of  Queens; 
and 

Whereas,  order  97709-LC  issued  by  the  fire  commissioner 
on  August  25,  1944  and  repeated  in  a  decision  of  the  fire 
commissioner,  dated  October  4,  1944,  reads : 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises  used  to  store  and  use  celluloid,  shows 
that  the  following  must  be  done  before  the  permit  re¬ 
quested  by  you  can  be  issued : 

Forthwith 

1.  Remove  and  discontinue  the  use  and  storage  of 
celluloid  on  the  above  premises,  as  the  building  is  not 
equipped  with  an  approved  automatic  sprinkler.  09- 
110.0b6  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (32  ft.  4  in.)  in  height,  50  ft.  by  50  ft.  in  area,  of 
class  3  construction,  erected  in  May  1943,  located  in  an 
unrestricted  use  district  and  used  and  occupied  as  follows : 
cellar — boiler  room  and  storage;  1st  floor — non-combustible 
storage,  shipping  and  manufacturing  small  aircraft  parts — 
15  persons;  mezzanine — wash  room — 10  persons  ;  2nd  floor — 
office  and  assorting  and  packing  of  buttons — 20  persons ; 
proposed  to  be  used  without  change,  except  that  the  occu¬ 
pancy  will  be  increased  to:  1st  floor— 50  persons;  mez¬ 
zanine — 10  persons ;  2nd  floor — 50  persons ;  that  the  build¬ 
ing  is  equipped  with  three  4  ft.  wide  steel  and  concrete 
stairs  with  brick  enclosures  and  equipped  with  kalamein 
self-closing  doors  and  extending  from  the  roof  to  the 
street;  and 

Whereas,  the  applicant  contends  that  it  has  received  an 
order  for  the  manufacture  of  airplane  fuel  gauges  to  be 
manufactured  from  crystal  celluloid  tubes ;  that  600  pieces 
of  crystal  celluloid  tubes,  in.  O.D.  x  5/16  in.  I.D.,  60 
in.  long  have  been  ordered  but  cannot  be  shipped  by  the 
manufacturer  until  a  permit  is  obtained  from  the  Fire  De¬ 
partment ;  that  in  the  manufacturing  process,  these  tubes 
are  turned  down  to  the  proper  size  by  means  of  a  lathe;  that 
in  the  fabrication,  at  no  time  are  more  than  three  men  em¬ 
ployed;  that  the  applicant  understands  the  hazard  involved 
in  the  use  and  storage  of  celluloid  tubing  and  all  necessary 
precautions  are  taken  to  safeguard  the  employees  and  pro¬ 
tect  the  plant ;  it  is  therefore  requested  that  the  Board  grant 
permission  for  the  storage  of  the  celluloid  as  requested ;  and 

Whereas,  these  premises  and  the  surrounding  area  were 
inspected  by  a  committee  of  the  Board. 

Resolved,  that  order  97709-LC  issued  by  the  fire  commis¬ 
sioner  be  and  it  hereby  is  modified  and  that  the  appeal  be 
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and  it  hereby  is  granted,  as;  to  item  1,  on  condition  that  no 
celluloid  shall  be  stored  within  the  building  and  whatever 
celluloid  in  the  process  of  fabrication,  shall  be  kept  within 
the  room  to  the  rear  marked  “A”  on  revised  plans  filed  at 
the  hearing  marked  “Received  November  21,  1944”;  that 
all  operations,  within  the  building  in  connection  with  such 
celluloid,  shall  be  done  within  such  room ;  that  any  storage 
of  celluloid,  not  in  the  process  of  fabrication,  shall  be  stored 
outside  the  building  and  that  such  amount  shall  not  exceed 
100  lbs.,  to  the  satisfaction  of  the  fire  commissioner;  that 
windows  opening  from  such  room  shall  be  kept  open  at  all 
times  while  celluloid  fabrication  is  going  on,  in  order  to 
permit  ventilation ;  that  such  portable  fire-fighting  appliances 
shall  be  maintained  within  such  room  as  the  fire  commis¬ 
sioner  shall  direct;  that  such  receptacles  with  water  for 
refuse,  turnings  and  scrap  shall  be  provided  as  the  fire  com¬ 
missioner  shall  direct ;  that  this  variance  shall  continue  only 
during  the  term  of  the  present  contract  under  which  this 
celluloid  is  used  and  in  no  event  later  than  three  months 
from  the  date  of  this  resolution. 


Adjourned  :  12 :50  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  21,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

605-42-A 

APPLICANT— Shomer-Majestic  Box  Corporation,  lessee, 
for  335  West  16th  Street  Corporation,  owner. 
SUBJECT — Application  reopened  December  14,  1943 — re 
Appeal  from  a  decision  of  the  borough  superinten¬ 
dent  (previously  withdrawn  re  an  order  and  a  de¬ 
cision  of  the  fire  commissioner). 

PREMISES  AFFECTED — 335-341  West  16th  street,  north 
side,  300  ft.  east  of  9th  avenue  (Block  740,  Lot  13), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Israel  Harkavy  and  Frank  J.  Dent. 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE—  - 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  4 
Negative  . 0 

THE  RESOLUTION  (605-42-A) 

Whereas,  Shomer-Majestic  Box  Corporation,  lessee,  for 
335  West  16th  Street  Corporation,  owner,  filed  on  August 
4,  1942,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  335-341  West  16th  street,  north  side,  300 
ft.  east  of  9th  avenue  (Block  740,  Lot  13),  Borough  of 
Manhattan ;  and 

Whereas,  this  appeal  was  withdrawn  December  15,  1942, 
reopened  and  restored  to  the  calendar  December  14,  1943 ; 

and 

Whereas,  since  the  Board  permitted  the  withdrawal  of 
this  appeal  on  December  15,  1942,  the  following  orders  and 
decisions  have  been  issued : 

The  decision  of  the  fire  commissioner,  dated  August  10, 
1943,  modifying  order  15191-LF,  which  was  the  subject  of 
the  appeal  and  which  reads : 

“In  reply  to  your  letter  of  May  26,  1943  in  reference 
to  order  15191-LF,  you  are  advised  that  said  order  is 
modified  as  follows : 


1.  Provide  a  thermostatic  alarm  with  central  office 
connections  throughout  the  building. 

2.  Fire  retard  the  steel  beams  and  the  supporting 
cast  iron  columns  with  wire  lath  and  cement  on  all 
stories. 

3.  Maintain  stock  at  a  distance  of  5  ft.  from  all  win¬ 
dows  on  all  stories  occupied  for  storage  and  stock  of 
paper  box  manufacturing. 

4.  All  paper  and  paper  box  storage  to  be  kept  at  a 
distance  of  2  ft.  from  the  underside  of  wood  beams  or 
ceiling  on  all  stories. 

5.  All  card  board  stock  to  be  stored  on  skids. 

6.  That  a  gate  or  guard  be  provided  at  opening  of 
accommodation  stairway  at  east  side  of  building  on  the 
4th  story.  Note:  This  stiarway  runs  between  the  4th 
and  2nd  story  and  is  fire  retarded. 

7.  Maintain  a  4  ft.  center  aisle  running  from  north 
to  south  and  from  east  to  west  on  all  stories,  cellar  to 
4th. 

Note:  This  modification  of  the  sprinkler  system  is 
granted  for  the  period  of  the  war  emergency  only.” 
and 

Whereas,  a  subsequent  decision  of  the  fire  commissioner, 
dated  November  9,  1943,  reads : 

“In  reply  to  request  to  omit  compliance  with  Item  1 
of  modified  order  15191-LF,  requiring  an  automatic  fire 
alaip  system  throughout  the  above  premises,  you  are 
advised  that  no  further  modifications  of  this  order  may 
be  granted.” 

and 

^  Whereas,  the  decision  of  the  fire  commissioner,  dated 
September  13,  1944,  reads: 

“In  reply  to  your  request  to  accept  an  automatic  wet 
sprinkler  system  supplied  by  a  6  inch  connection  from 
the  city  main  and  an  automatic  central  office  supervised 
500  G.P.M.  booster  pump  as  compliance  with  Order 
15191-LF,  you  are  advised  as  follows: 

An  appeal  from  this  order  was  filed  with  the  Board 
of  Standards  and  Appeals  under  Cal.  605-42-A.  The 
appeal  was  withdrawn  on  December  15th,  1942  and  the 
matter  was  later  submitted  for  the  reconsideration  of 
this  department  by  the  owners. 

On  July  2,  1943,  the  order  was  modified  to  require 
compliance  with  7  fire  prevention  requirements  for  the 
period  of  the  war  emergency.  Inspections  show  5  of 
the  items  complied  with  and  the  following  items  still 
not  complied  with. 

1.  Provide  a  thermostatic  alarm  with  central  office 
connection  throughout  the  building. 

2.  Fire  retard  the  steel  beams  and  supporting  cast 
iron  columns  with  wire  lath  and  cement  on  all  stories. 

We  do  not  propose  that  these  remaining  items  be  com¬ 
plied  with  and  the  automatic  sprinkler  system  also  be 
installed,  but  in  view  of  the  fact  that  the  number  of 
proposed  sprinkler  heads  in  the  average  fire  area  are 
in  excess  of  the  number  permitted  by  Article  16  of  Chap¬ 
ter  26,  Adm.  Code  and  that  Calendar  605-42-A  has  been 
reopened  by  the  Board  of  Standards  and  Appeals,  it  is 
the  opinion  of  this  Department  that  the  entire  matter 
should  be  submitted  to  the  Board  for  their  further  con¬ 
sideration  and  decision.” 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  9,  1944  on  Misc.  Applic.  792-44  reads : 

“Comply  with  C26-1346.0  Adm.  Code  regarding  in¬ 
stallation  of  booster  pumps.” 

and 

Whereas,  the  applicant  states  that  the  building  is  5  stories 
(68  ft.)  in  height;  100  ft.  by  87  ft.  in  area;  of  class  3 
construction  ;  erected  in  1903 ;  located  in  an  unrestricted  use, 
B  area  district  and  used  since  September  28,  1939  as  follows : 
cellar,  boiler  room  and  storage — 2  persons;  1st  floor,  ship¬ 
ping,  receiving,  cutting  and  stitching — 7  persons;  2nd  floor, 
stockroom  for  finished  cardboard  boxes  and  office — 5  per¬ 
sons  ;  3rd  floor,  manufacture  of  cardboard  boxes — 25  per¬ 
sons  ;  4th  floor,  cardboard,  storage  and  cutting — 3  persons ; 
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5th  floor,  manufacturing  of  metal  kitchen  cabinets  and 
equipment— 15  persons ;  that  no  change  in  use  or  occupancy 
is  proposed;  and 

Whereas,  the  applicant  contends  that  on  July  9,  1944,  the 
lessee  entered  into  a  contract  for  the  installation  of  an  auto¬ 
matic  sprinkler  system  throughout  this  building,  having  as 
sources  of  supply,  a  city  connection  and  booster  pump ;  that 
the  Building  Code  would  not  accept  this  source  of  supply  for 
an  automatic  sprinkler  system,  but  as  the  original  Fire 
Department  order  was  to  provide  a  fire  extinguishing  system 
satisfactory  to  the  fire  commissioner,  it  was  assumed  that  a 
non  automatic  system  or  its  equivalent  was  required  ;  that 
the  system  which  it  is  proposed  to  install,  will  be  equivalent 
to  a  standard  non-automatic  system  in  every  respect  with 
additional  protection  provided  by  an  automatic  source  of 
water  supply ;  that  plans  were  filed  with  the  borough  super¬ 
intendent  and  on  August  9,  1944  and  these  plans  were  re¬ 
jected;  that  the  matter  was  then  appealed  to  the  Fire 
Department  and  the  decision  dated  September  13,  1944  was 
issued;  it  is  therefore  requested  that  the  Board  waive  the 
requirement  that  not  over  100  sprinklers  per  floor  can  be 
supplied  by  a  booster  pump  as  required  by  C26-1346.0  of  the 
Administrative  Code;  and 

Whereas,  it  appears  that  the  street  pressure  is  39  lbs. 
per  square  inch ;  and 

Whereas,  the  Department  of  Water  Supply,  Gas  and 
Electricity,  has  certified  that  the  static  pressure  in  the  street 
water  main  is  39  lbs.  per  square  inch ; 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Misc.  Applic.  792-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  wet  sprinkler  system,  with  a  one-source  street 
supply  and  approved  Booster  pump  shall  comply  in  all 
respects  with  the  requirements  therefor,  except  that  the 
number  of  heads  in  a  sprinkler  area  shall  not  exceed  120; 
and  that  in  all  other  respects,  the  building  and  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  applicable 
thereto. 


782-42-A 

806-42-A 

APPLICANT — Bush  Terminal  Buildings  Co.,  Owner. 

SUBJECT— Appeal  from  orders  of  the  fire  commissioner. 

PREMISES  AFFECTED— 203-269  37th  street,  north  side, 
100  ft.  west  of  Third  avenue  (Block  695,  Lot  1)  ; 
(Building  1),  202-276  36th  street,  south  side,  100 
ft.  west  of  Third  avenue  (Block  695,  Lot  1)  ; 
(Building  2),  201-271  36th  street,  north  side,  100  ft. 
west  of  Third  avenue  (Block  691,  Lot  1)  ;  (Build¬ 
ing  3),  202-284  35th  street,  southwest  corner  of 
Third  avenue  (Block  691,  Lot  1);  (Building  4), 
17-97  35th  street,  northwest  corner  of  Third  avenue 
(Block  687,  Lot  1)  ;  (Building  5),  18-96  34th  street, 
southwest  corner  of  Third  avenue  (Block  687,  Lot 
1)  ;  (Building  6),  17-97  34th  street,  northwest  cor¬ 
ner  of  Third  avenue  (Block  683,  Lot  1)  ;  (Building 
7),  18-98  33rd  street,  southwest  corner  of  Third 
avenue  (Block  683,  Lot  b)  ;  (Building  8) ,  21-99  33rd 
street,  north  side,  125  ft.  west  of  Third  avenue 
(Block  679,  Lot  1);  (Building  9),  872-890  Third 
avenue,  northwest  corner  of  33rd  street  (Block 
679,  Lot  1);  (Building  10),  146-168  39th  street, 
southwest  corner  of  Second  avenue  (Block  706, 
Lot  1);  (Building  19),  131-183  41st  street,  north¬ 
west  corner  of  Second  avenue  (Block  711,  Lot  1)  ; 
(Building  20),  52-94  39th  street,  southwest  corner 
of  First  avenue  (Block  706,  Lot  24)  ;  (Building 
22),  52-94  39th  street,  south  side,  150  ft.  west  of 
First  avenue  (Block  706,  Lot  24)  ;  (Building  23), 
52-94  39th  street,  south  side,  243  ft.  west  of  First 
avenue  (Block  706,  Lot  24)  ;  (Building  24),  4002- 
4024  First  avenue,  northwest  corner  of  41st  street 
(Block  710,  Lot  1)  ;  (Building  26),  4911  and  4923 
Marginal  street,  280  ft.  west  of  west  side  of  First 
avenue,  Buildings  57  and  58  (Block  725,  Lot  1)  ; 
Pier  1,  foot  of  50th  street,  Pier  2,  foot  of  49th 


street,  Pier  3,  foot  of  47th  street,  Pier  4,  foot  of 
46th  street  and  Pier  5,  foot  of  44th  street,  533  ft. 
west  of  west  side  of  First  avenue  (Block  7 25,  Lot 
1)  ;  Pier  6,  foot  of  42nd  street,  Pier  7,  foot  of  41st 
street  (Blocks  715,  720  and  710,  Lot.  1);  Pier  8, 
foot  of  39th  street  (Block  706,  Lot  75),  East  River, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Clarence  H.  Wilson  and  Irving  B. 
Stanton. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (782-42-A)  (806-42-A) 

Whereas,  Bush  Terminal  Buildings  Company,  owner, 
filed  on  November  6,  1942  an  appeal  from  an  order  of  the 
fire  commissioner  affecting  premises : 

203-269  37th  street,  north  side,  100  ft.  west  of  Third 
avenue  (Block  695,  Lot  1),  Bldg.  1, 

202-276  36th  street,  south  side,  100  ft.  west  of  Third  avenue 
(Block  695,  Lot  1),  Bldg.  2, 

201- 271  36th  street,  north  side,  100  ft.  west  of  Third  avenue 
(Block  691,  Lot  1),  Bldg.  3, 

202- 284  35th  street,  southwest  corner  of  Third  avenue 
(Block  691,  Lot  1),  Bldg.  4, 

17- 97  35th  street,  northwest  corner  of  Third  avenue 
(Block  687,  Lot  1),  Bldg.  5, 

18- 96  34th  street,  southwest  corner  of  Third  avenue  (Block 
687,  Lot  1),  Bldg.  6, 

17- 97  34th  street,  northwest  corner  of  Third  avenue  (Block 
683,  Lot  1),  Bldg.  7, 

18- 98  33rd  street,  southwest  corner  of  Third  avenue  (Block 
683,  Lot  1),  Bldg.  8, 

21-99  33rd  street,  north  side,  125  ft.  west  of  Third  avenue 
(Block  679,  Lot  1),  Bldg.  9, 

872-890  Third  avenue,  northwest  corner  of  33rd  street 
(Block  679,  Lot  1),  Bldg.  10, 

146-168  39th  street,  southwest  corner  of  Second  avenue 
(Block  706,  Lot  1),  Bldg.  19, 

131-183  41st  street,  northwest  corner  of  Second  avenue 
(Block  711,  Lot  1),  Bldg.  20, 

52-94  39th  street,  southwest  corner  of  First  avenue  (Block 
706,  Lot  24),  Bldg.  22, 

52-94  39th  street,  south  side,  150  ft.  west  of  First  avenue 
(Block  706,  Lot  24),  Bldg.  23, 

52-94  39th  street,  south  side,  243  ft.  west  of  First  avenue 
(Block  706,  Lot  24),  Bldg.  24, 

4002-4024  First  avenue,  northwest  corner  of  41st  street 
(Block  710,  Lot  1),  Bldg.  26,  Borough  of  Brooklyn;  and 

Whereas,  order  9606-LF,  issued  by  the  fire  commissioner 
October  2,  1942,  reads  : 

“You  are  hereby  ordered  and  required,  within  30  days 
from  the  date  of  this  order,  to : 

1.  Arrange  standpipe  and  sprinkler  systems  in  the 
above  mentioned  premises  so  as  to  be  in  compliance  with 
the  provisions  of  the  Administrative  Code,  Rules  of  the 
Board  of  Standards  and  Appeals,  and  490  A  2  New  York- 
City  Charter.  Among  the  defects  noted  are  the  follow¬ 
ing  : 

A.  Standpipe  and  sprinkler  systems  to  be  separate 
and  distinct. 

B.  All  hose  outlets  to  be  removed  from  sprinkler 
risers. 

C.  Separate  and  independent  approved  Siamese  con¬ 
nections  with  proper  check  valves,  to  be  provided  for 
standpipe  and  sprinkler  systems. 

D.  Roof  tank  supply  does  not  conform  to  C26- 
1409.0  Adm.  Code. 

E.  When  above  mentioned  work  is  completed  a 
pressure  test  shall  be  made  of  each  system  in  the 
presence  of  a  representative  of  this  Department. 

Note :  Test  is  to  be  arranged  for  and  conducted  by 
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the  owner  (after  all  defects  are  complied  with)  and 
said  test  is  to  be  held*  at  the  owner’s  risk.  The  Fire 
Department,  Division  of  Fire  Prevention,  must  be  noti¬ 
fied  at  least  48  hours  before  the  test.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist  of 
a  group  of  fireproof  general  terminal  storage  and  factory 
buildings,  6,  8  and  12  stories  in  height,  erected  between  1906 
and  1918,  located  in  unrestricted  use  districts  and  equipped 
throughout  with  standpipe  and  sprinkler  systems;  and 

Whereas,  the  applicant  contends  as  to  item  1A  of  the  fire 
commissioner’s  order,  that  to  separate  the  standpipe  and 
sprinkler  systems  would  impair  the  efficiency  of  the  sprinkler 
system,  which  consists  of  a  503,000  gallon  gravity  tank 
supply,  of  which  320,000  gallons  are  available  to  supply  the 
mains  in  the  event  that  the  three  fire  pumps  are  inoperative ; 
that  the  balance  of  the  tank  capacity  is  checked  against  the 
yard  mains;  that  if  the  standpipe  and  sprinkler  systems  were 
separate  and  distinct  as  required  by  the  order,  the  available 
capacity  would  be  reduced  with  a  resulting  increase  in  fire 
hazard ;  and 

Whereas,  the  applicant  contends  as  to  item  IB  of  the 
order,  that  when  the  system  was  installed,  it  was  the  recom¬ 
mendation  of  all  authorities  that  these  hose  connections  be 
installed  and  over  a  period  of  40  years  it  has  been  found  that 
these  connections  have  not  adversely  affected  the  sprinkler 
system,  but  on  the  contrary,  the  hose  connections  have  been  of 
material  assistance  in  extinguishing  small  fires ;  that  many 
of  the  tenants  are  engaged  in  vital  war  work  24  hours  a  day 
and  anything  done  now,  would  contribute  to  the  loss  of  pro¬ 
duction  ;  that  this  item  is  not  appealed  in  so  far  as  it  affects 
Buildings  23  and  26 ;  and 

Whereas,  the  applicant  contends  as  to  item  1C  of  the 
order,  that  the  Siamese  required  by  the  order  are  unneces¬ 
sary  ;  that  adequate  Siamese  have  been  installed  with  proper 
check  valves  installed  at  various  points  in  the  buildings  and 
each  such  Siamese  feeds  into  the  distribution  system  and  it  is 
felt  that  the  present  number  of  Siamese  is  adequate  for  any 
emergency;  that  should  it  be  necessary  for  fire  department 
apparatus  to  pump  into  a  standpipe,  the  present  procedure  is 
to  close  the  PI  valve  in  that  portion  of  the  system,  thus 
isolating  the  same  and  pump  into  the  standpipe  through  a 
ground  floor  hose  connection;  that  this  procedure  has  been 
followed  by  the  owners  and  the  Fire  Department  for  many 
years  and  is  thoroughly  understood  by  the  Fire  Department ; 
and 

Whereas,  the  applicant  contends  as  to  item  ID  of  the 
order,  that  to  comply  with  the  order  would  be  to  defeat  its 
purpose,  as  an  individual  building  will  be  dependent  upon 
only  those  tanks  on  the  building;  that  the  present  system  is 
completely  interlocked  and  an  individual  building  is  protected 
by  the  sprinkler  system  within  the  building,  the  tanks  on  the 
building  and  the  water  supply  in  the  tanks  on  all  of  the  other 
buildings  and  thus  there  is  available  for  protection  of  one 
building,  a  far  greater  .volume  of  water  than  is  available  for 
any  other  building  in  the  city ;  and 

Whereas,  the  applicant  contends  as  to  item  IE  of  the 
order,  that  this  item  will  be  complied  with  and  a  pressure 
test  made  upon  the  completion  of  such  changes  as  may  be 
required  by  the  Board  in  connection  with  Items  A,  B,  C  and 
D  of  the  "order;  that  the  sprinkler  system  throughout  the 
premises  consists  of  a  pumping  station  located  at  the  foot  of 
43rd  street,  housing  two  1500  gallon  per  minute  electric 
driven  centrifugal  fire  pumps,  and  a  smaller  pump  which 
maintains  not  less  than  85  lbs.  pressure  on  the  entire  sjstem, 
together  with  necessary  electrical  equipment  and  control 
valves  for  automatic  and  manual  operation ;  that  under 
normal  operation,  the  smaller  pump  maintains  pressure  on  the 
system,  but  should  demand  for  water  exceed  its  capacity, 
a  larger  pump  automatically  cuts  in  and  continues  to  operate 
so  long  as  there  is  a  necessity  therefor ;  that  the  water  supply 
for  these  pumps  is  taken  from  a  20  inch  city  main  at  43rd 
street  and  1st  avenue;  that  these  pumps  discharge  into  a 
16  inch  main,  which  serves  as  a  distribution  main  to  the 
buildings;  that  at  this  pumping  station,  watch  engineers  are 
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on  duty  24  hours  a  day,  7  days  a  week,  including  holidays ; 
that  at  this  location,  alarms  are  received  instantaneously  and 
automatically  and  immediately  re-transmitted  to  the  Fire 
Department  via  American  District  Telegraph;  that  at  Build¬ 
ing  20,  a  24  hour,  7  day  a  week  sprinkler  watch  is  maintained, 
with  sprinkler  and  standpipe  operators  continuously  on  duty; 
that  from  the  distribution  mains,  service  mains  supply  each 
building  and  from  these  service  mains  the  various  sprinkler, 
standpipe  and  tank  supply  risers  are  taken ;  that  in  the  build¬ 
ings,  with  a  few  exceptions,  all  the  systems  are  of  the  wet 
type;  that  all  systems  are  equipped  with  water  flow  alarm 
valves  and  an  alarm  for  every  water  flow  is  electrically  trans¬ 
mitted  to  both  the  pumping  station  and  the  sprinkler  watch 
station ;  that  local  water  flow  alarm  bells  for  each  sprinkler 
system  are  located  on  the  street  side  of  every  building;  that 
daily  inspection  of  every  post  indicator  valve  and  tank  is 
made  and  recorded,  and  all  such  valves  are  sealed  in  “open” 
positions  ;  that  numbers  of  systems  are  prominently  displayed 
at  the  location  of  each  indicatorpost  valve  and  bell  alarm ; 
that  24  hour,  7  day  a  week  police  protection  is  accorded  by 
special  police;  that  sprinkler  and  standpipe  operators  cooper¬ 
ate  with  the  Fire  Department,  reporting  to  the  Chief  in 
every  case  that  the  Fire  Department  is  called ;  that  monthly 
inspections  are  made  and  reported  to  the  New  York  Board 
of  Fire  Underwriters  and  detailed  and  minute  inspections  are 
made  quarterly  by  the  Associated  Factory  Mutual  Insurance 
Company ;  that  the  maintenance  and  operation  of  the 
sprinkler  system  is  closely  checked  by  the  Associated  Factory 
Mutual  Insurance  Companies ;  and 
Whereas,  order  9607-LF,  issued  by  the  fire  commissioner 
October  2,  1942  reads : 

“You  are  hereby  ordered  and  required,  within  30  days 
from  the  date  of  this  order,  to: 

1.  Arrange  standpipe  and  sprinkler  systems  in  the 
above  mentioned  premises  so  as  to  be  in  compliance  with 
the  provisions  of  the  Administrative  Code,  Rules  of  the 
Board  of  Standards  and  Appeals,  and  490  A  2  New  York 
City  Charter.  Among  the  defects  noted  are  the  follow¬ 
ing : 

A.  Standpipe  and  sprinkler  systems  to  be  separate 
and  distinct. 

B.  All  hose  outlets  to  be  removed  from  sprinkler 
risers. 

C.  Separate  and  independent  approved  Siamese  con¬ 
nections  with  proper  check  valves,  to  be  provided  for 
standpipe  and  sprinkler  systems. 

D.  Roof  tank  supply  does  not  conform  to  C26- 
1409.0  Adm.  Code. 

E.  When  above  mentioned  work  is  completed  a 
pressure  test  shall  be  made  of  each  system  in  the 
presence  of  a  representative  of  this  Department. 

Note:  Test  is  to  be  arranged  for  and  conducted  by 
the  owner  (after  all  defects  are  complied  with)  and 
said  test  is  to  be  held  at  the  owner’s  risk.  The  Fire 
Department,  Division  of  Fire  Prevention,  must  be 
notified  at  least  48  hours  before  the  test.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
October  21,  1942  reads: 

“This  will  acknowledge  receipt  of  your  communica¬ 
tion  of  October  9th,  1942,  wherein  you  acknowledge 
number  9607-LF,  affecting  various  premises  owned  by 
the  Bush  Terminal  Company. 

Your  request  for  a  withdrawal  of  the  order  must  be 
denied  for  the  reason  that  the  installations  have  not 
been  made  in  conformity  with  the  rules  adopted  by  the 
Board  of  Standards  and  Appeals  covering  standpipe  and 
sprinkler  equipment.  It  is  not  the  intention  of  this 
office  to  enforce  or  attempt  to  interfere  with  any  prop¬ 
erty  under  the  control  of  the  United  States  Government. 
In  this  connection  you  are  requested  to  advise  us  as  to 
the  specific  premises  that  have  been  taken  over  by  the 
United  States  Government  and  proper  action  will  be 
taken  by  this  Department. 

If  you  feel  that  there  is  any  hardship  connected  with 
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the  compliance  with  the  order  in  question  you  have  the 
opportunity  of  filing  an  appeal  with  the  Board  of  Stand¬ 
ards  and  Appeals,  Room  1000,  Municipal  Building, 
Manhattan.  Under  the  law  the  Board  is  the  only 
authority  that  may  modify  the  order,  the  Fire  Commis¬ 
sioner  having  no  discretionary  powers.” 

and 

Whereas,  the  applicant  states  that  buildings  57  and  58 
are  6  stories  (83  ft.)  in  height,  150  ft.  by  150  ft.  in  area, 
of  class  1  construction,  erected  in  1910,  located  in  an  unre¬ 
stricted  use  district  and  used  as  a  tenant  factory — 75  per¬ 
sons  per  floor;  that  piers  1,  2  and  3  are  one  story,  29  ft. 
in  height,  144  ft.  by  1320  ft.  in  area,  erected  in  1904,  1906 
and  1909  respectively,  of  class  3  construction,  equipped  with 
standpipe  and  sprinkler  systems ;  piers  4  and  5  are  1  story, 
29  ft.  in  height,  144  ft.  by  1305  ft.  and  1290  ft.  respectively 
in  area,  of  class  3  construction,  erected  in  1903,  equipped 
with  standpipe  and  sprinkler  systems ;  pier  6  is  2  stories, 
43  ft.  in  height,  266  ft.  by  1248  ft.  in  area,  of  class  3 
construction,  erected  in  1913,  equipped  with  standpipe  and 
sprinkler  systems;  pier  7  is  1  story,  29  ft.  in  height,  144  ft. 
by  1200  ft.  in  area,  of  class  3  construction,  erected  in  1904, 
equipped  with  a  standpipe  and  sprinkler  system ;  pier  8  is 
1  story,  29  ft.  in  height,  57  ft.  by  610  ft.  in  area,  of  class 
3  construction,  erected  in  1916  and  equipped  with  a  stand¬ 
pipe  and  sprinkler  system ;  that  all  of  these  piers  are  used 
by  the  Port  of  Embarkation ;  and 

Whereas,  the  applicant  contends  that  the  system  consists 
of  a  series  of  yard  mains,  gravity  tanks  and  fire  pumps  de¬ 
scribed  in  detail  as  follows :  Located  in  a  pump  house  at  the 
foot  of  43rd  street  are  two  1500  G.P.M.  and  one  100  G.P.M. 
electric  driven  fire  pumps ;  that  electric  current  for  operation 
of  these  pumps  is  secured  from  the  Brooklyn  Edison  Co. ; 
that  two  main  feeder  lines  are  carried  into  the  pump  house 
from  Edison  Sub  Stations  and  pumps  can  operate  from 
either  feeder ;  that  water  suction  to  these  pumps  is  thru  a 
12  inch  underground  main  which  connects  to  a  16  inch  City 
main  on  1st  avenue  and  43rd  street;  that  this  City  main 
is  part  of  a  gridiron  system  and  is  fed  two  ways ;  that 
normally,  the  100  G.P.M.  pump  maintains  a  pressure  of  85 
lbs.  per  square  inch  and  makes  up  for  normal  leakage  in 
the  lines ;  that  in  case  sprinkler  heads  open  or  standpipe 
valves  are  used,  the  drop  in  pressure  in  the  mains  causes 
one  of  the  1500  G.P.M.  pumps  to  cut  in  automatically;  that 
the  yard  mains  which  these  pumps  supply,  are  for  fire  pro¬ 
tection  purposes  only;  that  no  domestic  or  manufacturing 
connections  are  taken  from  these  mains ;  that  in  general,  a 
16  inch  main  underground  loop  line  supplies  water  to  all 
standpipe  and  automatic  sprinkler  connections  on  the  plant ; 
that  a  secondary  source  of  supply  consists  of  a  number  of 
gravity  tanks1;  that  one  main  tank  of  100,000  gallon  capa¬ 
city  is  on  an  independent  structure  located  in  yard  at  the 
head  of  Pier  4;  that  the  other  tanks  are  on  the  roofs  of 
various  buildings  owned  by  this  Company  and  the  Bush 
Terminal  Buildings  Co. ;  that  the  total  quantity  of  water 
available  in  all  the  tanks  that  are  not  checked  against  the 
yard  main  is  320,000  gallons ;  that  the  pump  house  is  staffed 
by  licensed  operating  engineers  working  in  three  shifts,  24 
hours  every  day;  that  the  duty  of  these  men  is  to  operate 
the  fire  pumps  and  transmit  fire  alarms  to  the  fire  depart¬ 
ment  thru  the  National  District  Telegraph  Co.;  that  sprin¬ 
kler  men  are  also  on  watch  outside  the  pump  house,  working 
in  shifts,  covering  the  plant  24  hours  every  day;  that  the 
man  in  charge  of  each  watch  holds  a  certificate  of  fitness 
for  either  standpipe  or  sprinkler  operation ;  that  the  duty 
of  these  men  is  to  make  one  inspection  each  8  hour  watch 
of  all  sprinkler  alarm  valves,  fire  alarm  boxes,  standpipe 
lines,  to  see  that  all  indicator  post  valves  are  open,  to  see 
that  all  dry  pipe  valve  houses  are  heated  in  the  winter  and 
to  respond  to  any  alarm  received  from  any  sprinklers  or 
manual  fire  alarm  box ;  that  if  out  on  inspection  when  an 
alarm  tapes  in,  they  are  summoned  by  the  engineer  on  watch 
in  pump  house  by  means  of  a  whistle;  that  whenever  it  has 
been  necessary  to  call  the  City  Fire  Department,  one  of 
these  qualified  men  is  always  at  the  fire  before  the  arrival  of 


the  City  Department;  that  the  following  table  lists  the 
alarm  valves  and  fire  alarm  boxes  in  each  pier  and  building 


covered  by  this  appeal : 

Sprinkler 

Fire 

Manual 

Fire 

Structure 

Alarm  Valves 

Alarm  Boxes 

Alarm  Boxes 

Pier  1 

15  Dry 

1 

4 

Pier  2 

15  Dry 

1 

4 

Pier  3 

15  Dry 

1 

4 

Pier  4 

15  Dry 

1 

4 

Pier  5 

15  Dry 

1 

4 

Pier  6 

30  Dry 

1 

6 

Pier  7 

14  Dry 

1 

4 

Pier  8 

3  Dry 

1 

2 

B-ldg.  57 

2  Wet 

1 

0 

Bldg.  58 

2  Wet 

1 

0 

That  when  alarm  valves  operate,  they  trip  the  sprinkler  fire 
alarm  box ;  that  both  sprinkler  and  manual  fire  alarm  boxes 
transmit  signal  to  pump  house;  that  in  pump  house  there 
is  a  manual  box  connected  with  the  National  District  Tele¬ 
graph  Co.  by  means  of  which  alarms  can  be  transmitted  to 
the  City  Department ;  that  in  addition  to  the  fire  alarm 
system,  the  following  supervisory  alarms  are  installed : 

1.  Valve  alarm.  A  loop  circuit  that  transmits  an  alarm  to 
the  engineer  on  watch  if  any  of  the  main  valves  on  sprin¬ 
kler  or  standpipe  systems  are  closed,  or  even  tampered  with. 

2.  Temperature  Alarm.  A  temperature  alarm  in  each  dry 
pipe  valve  house  that  transmits  a  signal  to  the  engineer  on 
watch  if  the  temperature  in  any  dry  pipe  valve  house  be¬ 
comes  dangerously  low ;  that  all  alarms  are  promptly  inves¬ 
tigated  by  sprinkler  man  on  watch;  that  as  to  inspections 
and  tests,  in  addition  to  routine  watch  inspections,  the  fol¬ 
lowing  periodic  inspections  and  tests  are  made :  Once  each 
month,  an  inspection  of  sprinkler  equipment  by  outside 
sprinkler  contractors ;  once  each  month,  a  test  of  all  water- 
motor  and  electric  gongs  and  fire  alarm  boxes ;  an  annual 
test  of  fire  pumps  to  which  representatives  of  the  Fire 
Department,  the  Factory  Mutuals  and  New  York  Fire  In¬ 
surance  Exchange  are  invited ;  once  every  three  years  a  trip 
and  drain  test  of  all  dry  pipe  valves  conducted  by  an  inspec¬ 
tor  of  the  N.  Y.  Insurance  Exchange ;  additional  trip  and 
drain  tests  from  time  to  time  for  the  Factory  Insurance 
Association  and  the  Factory  Mutuals ;  flow  and  pressure 
tests  of  Siamese  connections  when  and  as  ordered  by  the 
Fire  Department,  approximately  5  year  intervals  on  each 
Siamese ;  that  the  main  sprinkler  system  was  installed  in 
1905  and  pumps  were  changed  from  steam  to  electric  driven 
at  a  later  date;  that  Piers  1,  2,  3,  4,  5  and  7  were  sprinklered 
when  the  original  system  was  installed ;  that  pier  6  was  re¬ 
built  in  1914  and  sprinkler  system  installed  at  that  time; 
that  pier  8  was  built  in  1916  and  equipped  with  a  standpipe 
system  from  the  city  mains ;  that  sprinkler  system  on  this 
pier  was  installed  in  1931  under  orders  from  the  Fire  De¬ 
partment;  that  standpipe  connections  on  all  piers  were  in¬ 
stalled  in  conformity  with  a  ruling  of  an  executive  officer 
of  the  Fire  Department  or  a  modification  granted  by  this 
Board ;  that  in  addition  to  the  expense  of  making  the  change 
as  ordered  by  the  Fire  Department  the  following  objec¬ 
tions  to  the  separation  are  presented  to  the  Board :  Inde¬ 
pendent  standpipe  for  each  structure  would  only  have  a 
3,500  gallon  reserve  taken  from  each  system  as  compared 
with  the  320,000  gallon  reserve  for  the  combined  systems; 
Independent  systems  would  lose  all  the  advantages  of  the 
two  1500  G.P.M.  fire  pumps;  the  weight  of  a  3500  gallon 
standpipe  tank  and  its  supporting  structure,  together  with 
contents  would  have  to  be  supported  on  structures  that  were 
nof  designed  to  carry  this  load  when  the  structures  were 
built ;  that  the  combined  systems  have  functioned  perfectly 
over  a  period  of  years ;  and 

Whereas,  the  Board  deemed  that  one  resolution  should 
include  both  appeals,  in  view  of  the  arrangement  of  the 
sprinkler  and  standpipe  systems  covering  both  groups  of 
buildings. 

Resolved,  that  the  orders  of  the  fire  commissioner,  Nos. 
9606-LF  and  9607-LF,  items  1  a,b,c,d  and  e,  be  and  they 
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hereby  are  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  as  to  item  la,  that  the  standpipe  and 
sprinkler  systems,  as  indicated  on  plans  of  the  Associated 
Mutual  Insurance  Company,  serial  number  10354-9,  index 
21657,  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner;  as  to  item  lb,  that  the  hose  outlets  from  the 
sprinkler  risers  may  be  retained,  provided  a  sign  is  posted 
at  each  such  hose  outlet  stating  thkt  such  hose  line  shall 
be  used  only  for  fire-fighting  purposes  and  that  the  water 
is  supplied  from  a  combined  sprinkler  and  standpipe  riser; 
as  to  item  lc,  that  Siamese  connection  supplying  both  stand¬ 
pipe  and  sprinkler  systems  may  be  retained,  provided  a 
sign  is  posted  at  each  Siamese,  reading :  “This  Siamese  sup¬ 
plies  risers  common  to  both  standpipe  and  sprinkler  sys¬ 
tems;”  that  such  signs  shall  be  illuminated  so  as  to  be 
readable  at  time  of  darkness ;  that  such  Siamese  connections, 
including  caps,  shall  be  painted  one-half  green  and  one-half 
red,  as  a  further  indication  of  dual  supply;  as  to  item  Id, 
that  the  roof  tank  supply  as  proposed  shall  be  maintained 
to  the  satisfaction  of  the  fire  commissioner;  as  to  item  le, 
that  pressure  tests  shall  be  made  through  the  dual  Siamese 
connections  to  the  satisfaction  of  the  fire  commissioner, 
showing  a  minimum  pressure  of  at  least  50  lbs.  at  the  highest 
hose  outlet ;  that  any  sprinkler  heads  replaced  shall  be  new 
approved  heads ;  that  ih  all  other  respects,  the  requirements 
of  the  Administrative  Code  relative  to  standpipe  and  sprin¬ 
kler  systems  shall  be  complied  with,  except  as  modified  by 
the  Board  under  Cals.  1250-21-A,  1251-21-A  and  726-29-A. 


467-44-a 

APPLICANT — Louis  Fraccacreta,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED  — -  40-18  Junction  boulevard, 
southwest  corner  of  40th  road  (Block  1596,  Lot  20), 
Corona,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Paul  Fraccacreta,  Maxim  Ingber 
and  Helen  Hains. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION  (467-44-A) 

Whereas,  Louisa  Fraccacreta,  owner,  filed  August  4, 
1944,  an  appeal  from  a  decision  of  the  borough  superintend¬ 
ent,  affecting  premises  40-18  Junction  boulevard,  southwest 
corner  of  40th  road  (Block  1596,  Lot  20),  Corona,  Bor¬ 
ough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  July  21,  1944  on  Alt.  Applic.  844-44,  reads : 

“1.  The  erection  of  a  frame  addition  above  a  non- 
fireproof  building  located  within  the  fire  limits  is  con¬ 
trary  to  Section  4.1.2  Bldg.  Code. 

2.  Certificate  of  Occupancy  cannot  be  granted  for 
a  class  3  bldg,  with  class  4  construction  above  roof.” 
and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(23  ft.)  in  height,  25  ft.  by  65  ft.  in  area,  of  class  3 
construction,  erected  about  1922,  located  in  a  business  use, 
C  area  district  and  used  and  occupied  as  follows :  cellar — 
storage  for  bar  and  grill  on  1st  floor — 1  person;  1st  floor — 
bar  and  grill — 1  person;  2nd  floor — dwelling — 2  families; 
penthouse — storage — no  persons ;  that  no  change  in  use 
or  occupancy  is  proposed  and  that  the  building  is  equipped 
with  one  4  ft.  wide  wood  stairs  from  the  roof  bulkhead, 
directly  to  the  street ;  and 

Whereas,  the  applicant  contends  that  the  existing  frame 
structure,  12  ft.  by  20  ft.  by  8  ft.  in  area,  was  erected  on 
the  roof  by  the  previous  owner  and  is  used  for  the  storage 
of  household  goods ;  that  the  penthouse  structure  was  erected 
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in  1922,  at  which  time  it  was  not  unlawful  to  erect  a  frame 
structure  on  the  roof  of  an  existing  brick  building;  that 
however,  in  1938,  it  became  illegal  to  erect  a  frame  struc¬ 
ture  in  the  fire  limits;  that  had  a  certificate  of  occupancy 
been  obtained  by  the  prior  owner  at  the  time  of  the  erec¬ 
tion  of  the  penthouse  structure,  its  use  would  be  permitted 
today;  that  the  construction  complies  with  the  Code  in  all 
respects,  other  than  the  fact  that  it  is  frame;  that  the 
roof  beams  have  been  strengthened  to  carry  the  load;  and 
YVhereas,  Violation  3265-42  was  issued  May  8,  1944  for 
continuing  the  frame  structure  erected  on  the  roof  and  no 
record  of  approval  or  permits  on  file  in  the  Department 
of  Housing  and  Buildings;  and 

Whereas,  this  matter  was  adjourned  in  Magistrates  Court 
December  7,  1944  pending  decision  on  this  appeal. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  844-44,  objection  1,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  such  frame  addition  (pent  house)  shall 
be  examined  as  to  structural  requirements  of  the  Building 
Code  provisions'  in  force  at  the  time  of  its  alleged  erection 
in  1922;  and  that  if  found  to  comply  with  such  provisions, 
a  permit  shall  be  issued ;  that  the  use  of  such  penthouse  shall 
be  for  the  storage  of  household  furniture  only,  in  conjunc¬ 
tion  with  the  second  floor  occupancy,  and  shall  not  be  used 
for  human  occupancy;  and  as  to  objection  2,  that  a  cer¬ 
tificate  of  occupancy  shall  be  issued,  provided  the  require¬ 
ments  of  this  resolution  are  complied  with  and  the  building 
in  all  other  respects,  complies  with  all  laws,  rules  and  regu¬ 
lations  applicable  thereto. 


510-44-A 

APPLICANT  —  Abraham  Farber,  for  Etched  Products 
Corporation,  owner. 

SUBJECT — Appeal  from  an  order  of  the  fire  commissioner 
and  decision  of  the  acting  borough  superintendent 
PREMISES.  AFFECTED-43-01 to  43-23  39th  street,  39-02 
to  39-10  43rd  avenue,  southeast  corner  and  39-01 
Queens  boulevard  (1st  floor)  ;  (Block  191,  Lot  20), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Abraham  Farber. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  q 


THE  RESOLUTION  (510-44-A) 

Whereas,  Abraham  Farber,  for  Etched  Products  Cor¬ 
poration,  owner,  filed  September  1,  1944,  an  appeal  from  an 
order  of  the  fire  commissioner  and  a  decision  of  the  borough 
superintendent,  affecting  premises  43-01  to  43-23  39th  street, 
39-02  to  39-10  43rd  avenue,  southeast  corner  and  39-01  Queens 
boulevard  (1st  floor);  (Block  191,  Lot  20),  Long  Island 
City,  Borough  of  Queens;  and 

Whereas,  order  97490-LC,  issued  by  the  fire  commissioner 
July  20.  1944,  reads: 

“You  are  hereby  notified  that  an  inspection  of  the 
above  premises,  used  to  store  and  use  varnoline,  acids, 
etc.,  shows  that  the  following  must  be  done  before  the 
permit  requested  by  you  can  be  issued : 

3.  Arrange  the  door  leading  to  street  from  stairhall 
on  39th  Street  side  of  the  building  so  that  same  can  be 
opened  from  the  inside  and  from  the  outside.  Section 
272  of  the  Labor  Law.” 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  26,  1944  on  Misc.  Applic.  3766-44  reads: 

“1.  The  proposed  installation  of  panic  bolts  on  the 
doors  of  required  exits  is  contrary  to  sec.  272  paragraph 
3  of  the  Labor  Law.” 

and 
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Whereas,  the  applicant  states  that  the  building  is  1  and  2 
stories  (25  ft.)  in  height,  500  ft.  by  100  ft.  in  area  at  1st  floor, 
240  ft.  by  100  ft.  in  area  at  2nd  floor,  of  class  1  and  class  3 
construction,  erected  in  1925  and  1929,  located  in  an  unre¬ 
stricted  use,  B  area  district  and  used  and  occupied  as  follows  : 
1st  story  building — cellar — boiler  room'  and  storage;  1st 
floor — garage  for  more  than  five  cars,  metal  storage  and 
manufacturing  of  etched  metal  products — 75  persons  ;  two 
story  building — cellar  boiler  room  and  storage;  1st  floor — 
manufacturing  of  etched  metal  products — 150  persons ;  2nd 
floor — manufacturing  of  etched  metal  products — 100  persons, 
that  no  change  in  use  or  occupancy  is  proposed ;  that  the  one 
story  building  is  equipped  with  a  1  source  sprinkler  system 
and  the  two  story  building  with  a  two  source  sprinkler  sys¬ 
tem  and  that  there  are  three  3  ft.  8  in.  fireproof  stairs  leading 
directly  to  the  street,  one  of  which  leads  to  the  roof ;  and 

Whereas,  the  applicant  contends  that  the  building  in  ques¬ 
tion  is  250  ft.  by  100  ft.  in  area,  1  story  brick  and  the  south¬ 
erly  half  125  ft.  by  100  ft.  is  sprinklered  and  used  for  metal 
storage  and  light  manufacturing  in  conjunction  with  the  two 
story  fireproof  factory  building  adjoining  on  the  south  under 
the  same  ownership;  that  both  buildings  are  used  for (  100 
percent  war  work;  that  the  three  doorways  marked  “exit 
doors”  on  plan  filed  with  this  appeal  will  be  equipped  with 
Sargent  panic  bolts ;  that  as  the  plant  is  engaged  in  war  pro¬ 
duction,  it  is  necessary  to  keep  the  doors  in  question  closed 
against  trespassers,  to  prevent  sabotage ;  that  due  to  the  ex¬ 
treme  labor  shortage,  it  is  impossible  to  obtain  a  permanent 
watchman  to  station  at  each  door ;  it  is  therefore  requested 
that  the  Board  grant  a  modification  of  the  order  of  the  fire 
commissioner,  to  permit  the  exit  doors  leading  to  the  street 
to  be  equipped  with  panic  bolts  ;  and 

Whereas,  the  applicant  has  filed  a  copy  of  the  recom¬ 
mendation  of  the  U.  S.  Army  Plant  Security  Officer,  that 
approved  type  panic  bolts  be  installed  on  the  three  exit  doors 
opening  on  39th  street ;  and 

Whereas,  Certificate  of  Occupancy  20406,  issued  October 
10,  1925  on  N.  B.  2038-25,  permits  the  use  of  the  building  at 
the  northeast  corner  of  Queens  boulevard  and  Harold  avenue, 
as  a  two  story  factory,  175  lbs.  liveload  each  story;  number 
of  persons  permitted  to  occupy  the  building  not  stated,  and 
Certificate  of  Occupancy  Q31188,  issued  June  23,  1944  on 
Alt.  Applic.  1728-42,  permits  the  use  of  the  one  story  build¬ 
ing  as  a  garage  for  more  than  five  cars,  metal  storage  and 
light  manufacturing  of  etched  metal  products,  with  a  live- 
load  of  175  lbs.  and  an  occupancy  of  75  persons. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law, 
as  cited  in  a  decision  of  the  borough  superintendent,  acting 
on  Misc.  Applic.  3766-44,  objection  1,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  no  panic  bolts  shall 
be  installed  'except  at  the  three  exits  from  the  first  floor  to 
39th  street,  as  indicated  on  revised  plan  marked  “Received 
November  1,  1944”;  that  such  panic  bolts  shall  be  of  an 
approved  type;  that  the  sprinkler  system  shall  be  main¬ 
tained  throughout  the  building  to  the  satisfaction  of  the  fire 
commissioner ;  that  this  variance  shall  continue  onl\  dm  mg 
the  term  of  the  present  emergency  and  not  more  than  six 
months  thereafter  ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto,  other  than  as  modified  by  the  Boaid  undei 
Cals  729-42- S,  874-42-A  and  210-43-A;  that  Certificate  of 
Occupancy  20406  shall  be  corrected  so  as  to  show  the  per¬ 
mitted  occupancy. 


537-44-A 

APPLICANT— Moore  &  Landsiedel,  for  Saranac  Realty 

Co.,  owner.  . 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PRFMISES  AFFECTED  —  2472-2474  Third  avenue,  east 
side  76  92  ft.  south  of  East  136th  street  and  171-173 
Lincoln  avenue,  (Block  2318,  Lot  5),  Borough  of 
The  Bronx. 


APPEARANCES— 

For  Applicant:  Louis  B.  Santangelo. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (537-44-A) 

Whereas,  Moore  &  Landsiedel,  for  Saranac  Realty  Com¬ 
pany,  owner,  filed  September  19,  1944,  an  appeal  from  a  de¬ 
cision  of  the  acting  borough  superintendent,  affecting 
premises:  2472-2474  Third  avenue,  east  side,  76.92  ft.  south 
of  East  136th  street  and  171-173  Lincoln  avenue  (Block  2318, 
Lot  5),  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  14,  1944,  re  amendment  to  Alt.  Applic.  282- 
44,  reads : 

“3.  Both  stairways  must  be  constructed  of  incom¬ 
bustible  materials  and  be  forty-four  (44)  inches  in  width 
and  be  enclosed  by  fireproof  partitions,  all  as  per  Sec¬ 
tion  270  of  the  Labor  Law. 

All  doors  leading  to  these  stairways  must  open  out  and 
be  at  least  forty-four  (44)  inches  in  width.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
(45  ft.)  in  height,  50  ft.  4  in.  by  117  ft.  4  in.  in  area ;  of 
Class  3  construction;  erected  in  1916;  located  in  business  use, 
B  area  district ;  used  and  occupied  since  1943,  as  follows  : 
Cellar,  boiler  room  and  storage,  no  persons;  1st  floor — office 
and  storage,  25  persons;  2nd  floor — manufacturing  paper 
tissues,  25  persons ;  3rd  floor— manufacturing  paper  tissues, 
25  persons ;  proposed  to  be  used  and  occupied  as  follows : 
Cellar,  same — no  persons;  1st  floor — same— 25  persons;  2nd 
floor — mfg.  paper  tissues  in  floor  area  equal  to  1/3  of  area  of 
lot,  25  persons;  3rd  floor— mfg.  paper  tissues  in  floor  area 
equal  to  2/3  of  area  of  lot,  25  persons;  that  the  building  is 
equipped  with  two  3  ft.  8  in.  wide  wood  stairs,  enclosed  in 
partitions  of  wood  studs,  Yz  inch  plaster  boards  cement 
plaster  on  both  sides,  equipped  with  fireproof,  self-closing 
doors,  one  of  which  extends  to  the  roof  by  a  bulkhead  and 
the  other  equipped  with  a  ladder  and  scuttle  to  the  roof ;  and 

Whereas,  the  applicant  contends  that  both  stairs  lead 
directly  to  the  street ;  that  to  be  required  to  reconstruct  the 
stairways  to  fully  comply  with  the  law,  would  be  a  costly  job 
and  require  steel  and  result  in  a  hardship  on  the  owner ;  that 
it  is  proposed  that  the  stair  enclosure  be  made  more  fire- 
resisting,  by  filling  between  the  studs  with  rock  wool  and 
thus  creating,  with  present  plaster  board  and  cement  plaster 
covering  on  each  side,  a  good  fire-resisting  enclosure  ;  that  in 
addition,  the  stair  soffits  and  hall  ceilings  and  exposed  stair 
stringers  will  be  covered*  with  metal  lath  and  poitland 
cement  plaster;  that  wooden  stair  railings  will  be  removed; 
that  iron  railings  equipped  with  wood  handrail  will  be  in¬ 
stalled;  that  there  will  be  no  wood  in  the  stairways  except 
the  treads,  risers  and  handrails ;  that  in  view  of  the  small 
occupancy  and  that  the  exits  to  be  provided  are  as  near  com¬ 
pliance  as  is  possible  in  this  existing  building,  it  is  requested 
the  Board  grant  this  appeal. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  282-44,  Objection  3,  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  enclosure 
of  stairways  and  hail  partitions  to  the  street  shall  be  main¬ 
tained  as  proposed ;  that  the  building  shall  not  be  increased 
in  height  or  area ;  that  such  portable  fire-fighting  appliances 
shall  be  installed  as  the  fire  commissioner  shall  direct;  and 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  thereto, 
including  the  zoning  resolution  as  to  area  used  for  factory 
purposes. 
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567-44-A 

APPLICANT — C.  H.  Wilson,  for  Bush  Terminal  Com¬ 
pany,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED  —  Foot  of  48th  street  and  east 
side  of  private  Marginal  street,  658.17  ft.  north  of 
51st  street  and  280.33  ft.  west  of  1st  avenue  (Bush 
Buildings  51,  52,  53,  56)  ;  (Block  725,  Lot  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Clarence  H.  Wilson. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t.  „ 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (567-44-A) 

Whereas,  C.  H.  Wilson,  for  Bush  Terminal  Company, 
owner,  filed  October  2,  1944,  an  appeal  from  a  decision  of 
the  borough  superintendent,  affecting  premises  Foot  of  48th 
street  and  east  side  of  private  Marginal  street,  658.17  ft. 
north  of  51st  street  and  280.33  ft.  west  of  1st  avenue  (Bush 
Bldgs.  51,  52,  53  and  56);  (Block  725,  Lot  1),  Borough 
of  Brooklyn ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  28,  1944,  on  Sprinkler  Applic.  1520,  1521 
and  1522-44,  reads : 

“1.  Provide  an  appropriate  automatic  fire-alarm  sys¬ 
tem,  connected  to  F.  D.  Headqtrs. 

15.5.3  Sec.  15.2e  of  Adm.  Code.” 

and 

Whereas,  the  applicant  states  the  group  of  buildings, 
portions  of  which  are  in  question,  is  300  ft.  by  150  ft.  in 
area,  7  stories  (76  ft.)  in  height,  Class  1  construction,  lo¬ 
cated  in  an  unrestricted  use  district ;  erected  in  1905  and 
used  for  storage  throughout ;  and 

Whereas,  the  applicant  contends  that  the  four  buildings, 
the  subject  of  this  appeal,  are  part  of  a  group  of  six  ad¬ 
joining  buildings  separated  by  solid  masonry  party  walls ; 

I  that  each  building  is  approximately  50  ft.  front  by  150  ft. 
deep;  that  walls  are  of  brick  masonry,  interior  columns  are 
of  reinforced  concrete ;  headroom  in  cellar  is  6  ft.  2  in. 
at  the  front  or  marginal  street  side  and  7  ft.  8  in.  at  the 
rear ;  the  cellars  have  no  direct  communication  with  the 
first  floor;  that  there  are  no  openings  in  the  party  walls 
separating  the  cellars;  that  the  door  openings  to  the  open 
stair  shaft  on  the  front  of  the  buildings  are  protected  with 
fireproof,  self-closing  doors;  that  the  cellar  floor  is  below 
the  mean  tide  level  and  is  always  damp;  that  24-hour  watch¬ 
man  service  is  maintained  throughout  the  entire  plant;  that 
at  the  close  of  each  day,  the  foreman  checks  each  floor, 
including  the  cellar;  that  National  District  Telegraph  man¬ 
ual  fire  alarm  boxes  are  maintained  at  strategic  locations 
throughout  the  entire  Bush  Terminal  Plant;  that  in  accord¬ 
ance  with  a  prior  decision  of  the  Board,  non-automatic 
sprinklers  were  installed  in  the  cellars  of  Buildings  54  and 
55,  without  an  automatic  alarm ;  that  it  is  respectfully,  re¬ 
quested  the  requirements  of  an  automatic  alarm  be  waived 
for  Buildings  51,  52,  53  and  56. 

Resolved,  that  the  decision  of  the  borough^  superintend¬ 
ent,  acting  on  Sprinkler  Applications  1519,  1520,  1521  and 
1522-44,  objection  1,  be  and  it  hereby  is  modified  and  that 
!;  the  appeal  be  and  it  hereby  is  granted  on  condition  that  such 
Sprinkler  System  shall  in  all  other  respects  meet  all  require¬ 
ments  therefor;  that  all  fittings  shall  be  of  malleable  iron 
and  all  heads  spaced  in  accordance  with  the  requirements, 
as  was  permitted  by  the  Board  under  Cals.  1074-38-A  and 
.  1075-38-A,  affecting  Buildings  54  and  55,  respectively. 


629-44-A 

APPLICANT— Charles  M.  Spindler,  for  Aqueduct  Poultry 
Farm,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 151-02  83rd  street,  southwest 
corner  of  151st  avenue  (2nd  floor)  ;  (Block  11429, 
Lot  4),  Ozone  Park,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (629-44-A) 

Whereas,  Charles  M.  Spindler,  for  Aqueduct  Poultry 
Farm,  Inc.,  owner,  filed  on  November  8,  1944  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
151-02  83rd  street,  southwest  corner  151st  avenue  (2nd  floor)  ; 
(Block  11429,  Lot  4),  Ozone  Park,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  1,  1944,  on  Alt.  Applic.  805-44,  reads: 

“1.  Floors  or  portions  of  floors  used  for  manufactur¬ 
ing  required  to  sustain  a  liveload  of  120#/sq.  ft.,  Sect. 
7.3. 2.3.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (21  ft.)  in  height,  64  ft.  8  in.  by  100  ft.  in  area,  of 
class  3  construction,  located  in  a  business  use,  D  area  dis¬ 
trict,  erected  in  1943  as  a  poultry  house  and  proposed  to  be 
used  and  occupied  as  follows :  cellar — boiler  room,  storage 
and  manufacturing  automotive  parts — 10  persons;  1st  floor — 
offices  and  manufacturing  automotive  parts- — 50  persons ;  2nd 
floor — assembling  of  automotive  parts — 80  persons  ;  that  the 
building  is  equipped  with  one  existing  stairs  which  will  re¬ 
main  and  it  is  proposed  to  install  two  3  ft.  8  in.  steel  stairs 
enclosed  in  8  inch  concrete  blocks,  equipped  with  fireproof, 
sel  f-closing  doors,  one  of  which  will  lead  directly  to  the  street 
and  the  other  through  a  yard  to  the  street  and  that  a  ladder 
and  a  scuttle  to  the  roof  will  be  provided  in  the  stairhall 
enclosure  at  the  second  story  level,  east  side ;  and 

Whereas,  Certificate  of  Occupancy  Q31042  issued  May 
26,  1944,  permits  the  use  of  the  building  throughout  as  a 
poultry  house  with  a  liveload  of  50  lbs.  on  each  of  the  1st  and 
2nd  floors ;  and 

Whereas,  the  applicant  contends  that  permission  is  re- 
nuested  to  retain  the  present  liveload  of  50  lbs.  for  the  second 
floor,  which  will  be  used  for  light  assembly  work  with  hand 
tools  only;  that  the  building  will  be  made  to  comply  with 
the  requirements  of  the  Labor  Law  in  all  respects,  except 
for  the  floor  load  of  the  2nd  floor;  that  all  machinery  will 
be  confined  to  the  cellar  and  1st  floor  ;  that  the  rear  half  of  the 
1st  floor  will  be  reinforced  to  sustain  120  lbs.  liveload  under 
the  manufacturing  area;  that  this  reinforcing  can  be  done, 
as  the  present  columns  in  the  cellar  are  Lally  columns  and 
since  the  cellar  will  be  used  chiefly  for  storage,  column  lo¬ 
cations  and  headroom  will  not  be  too  important ;  that  to  be 
required  to  reinforce  the  second  floor,  will  constitute  a  diffi¬ 
cult  task;  that  the  loading  of  the  second  floor  will  be  so 
light  that  the  present  construction  is  more  than  adequate ; 
that  the  proposed  loading  of  the  2nd  floor  will  consist  of  20 
benches  arranged  as  indicated  on  plans  filed  with  this  appeal ; 
that  these  benches  are  white  pine  work  benches,  3  ft.  high, 
used  for  assembly  of  small  automotive  parts ;  that  each  bench 
weighs  approximately  1,000  pounds  and  there  are  four  per¬ 
sons  working  at  a  bench ;  that  allowing  an  average  weight  of 
150  lbs.  for  each  person  and  25  lbs.  for  a  chair,  and  250  lbs. 
for  the  total  weight  of  tools  and  material  used  by  each  person, 
the  total  load  of  2700  lbs.  per  bench  is  arrived  at ;  that  the 
floor  area  is  5900  sq.  ft.  and  twenty  benches  at  2700  lbs.  per 
bench  will  give  a  liveload  of  54,000  lbs.  for  the  entire  floor, 
which  is  an  actual  maximum  load  of  only  slightly  over  9  lbs. 
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per  sq.  ft. ;  that  the  benches  will  be  so  arranged  as  to  secure 
a  uniformly  distributed  liveload  with  no  concentrated  loads; 
that  since  the  present  50  lb.  liveload  is  more  than  adequate  and 
the  present  structural  conditions  make  the  reinforcing  of  the 
2nd  floor  difficult  and  that  all  other  requirements  of  the  law 
will  be  complied  with,  it  is  requested  that  the  Board  permit 
the  present  load  of  50  lbs.  p.s.f.  for  the  2nd  floor ;  that  if  the 
Board  deems  it  advisable  the  floor  can  be  posted  for  40  or  30 
lbs.  p.s.f. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  805-44,  objection  1,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


641 -44- A 

APPLICANT  —  Emil  Koeppel,  for  Angelina  Balzarini, 
owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 336  Livingston  street  and  27-31 
Nevins  street,  southeast  corner  (3rd  floor)  ;  (Block 
167,  Lot  3),  Borough  of  Brooklyn. 
APPEARANCES—  ' 

For  Applicant:  Emil  Koeppel. 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 

THE  RESOLUTION  (641-44-A) 

Whereas,  Emil  Koeppel,  for  Angelina  Balzarini,  owner, 
filed  November  13,  1944  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  336  Livingston 
street  and  27-31  Nevins  street,  southeast  corner  (3rd  floor)  ; 
(Block  167,  Lot  3),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  9,  1944,  on  Alt.  Applic.  3234-44,  reads  : 

“1.  As  building  was  reconstructed  and  an  additional 
story  erected  in  1922,  exits  should  therefore  comply  with. 
270  of  L?.bor  Law.” 

and  . 

Whereas,  the  applicant  states  that  the  building  is  4  stones 
(50  ft.  6  in.)  in  height,  65  ft.  by  54  ft.  4  in.  in  area,  of 
class  3  construction,  erected  in  1895,  located  in  a  business 
use,  B  area  district  and  used  and  occupied  since  1922  as 
a  furniture  warehouse  and  store  and  proposed  to  be  used 
and  occupied  as  follows:  cellar — boiler  room  and  storage 
of  furniture;  1st  floor — furniture  store — 3  persons;  2nd 
floor — office  and  furniture  showroom — 3  persons  ;  3rd  floor 
—upholstering— 15  persons;  4th  floor— furniture  storage— 
5  persons;  that  the  building  is  equipped  with  one  3  ft.  8  in. 
wood  stairs  from  the  roof  bulkhead,  directly  to.  the  street, 
enclosed  in  4  inch  terra  cotta  partitions;  equipped  with 
fireproof  self-closing  doors ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  prior  to  1895  and  altered  in  1922  for  use  as  a  ware¬ 
house;  that  since  the  last  tenant,  a  furniture  store,  moved 
out  two  years  ago,  the  property  has  been  vacant;  that  the 
proposed  tenant  intends  to  use  the  building  for  the  storage 
of  furniture  and  for  upholstering  on  the  3rd  floor  only; 
that  the  owner  is  not  in  a  position  to  erect  two  fireproof 
stairways,  as  the  income  from  the  property  does  not  justify 
the  expenditure  and  it  is  therefore  requested,  that  the  Board 
grant  relief  from  compliance  with  section  270  of  the  Labor 
Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor  law, 
as  cited  in  a  decision  of  the  borough  superintendent,  acting 
on  Alt.  Applic.  3234-44,  objection  1,  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  a  new  interior  en¬ 
closed  stair,  complying  with  the  requirements  therefor,  shall 
be  erected,  leading  directly  to  Livingston  street  and  ex¬ 
tended  to  the  roof;  that  the  existing  stairway  may  be 
accepted  as  a  second  means  of  exit,  provided  it  is  main¬ 


tained  as  proposed,  leading  from  the  roof  to  the  street, 
enclosed  in  4  in.  terra  cotta  partitions,  equipped  with  fire¬ 
proof,  self-closing  doors;  and  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto. 


642-44-A 

APPLICANT — Frank  J.  Ricker  for  The  Nbtre  Dame  Col¬ 
lege  of  Staten  Island,  New  York,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 300  Howard  avenue,  west  side, 
from  Greta  place  to  Hillcrest  road  (2nd  floor)  ; 
(Block  523,  Lots  360  and  367),  Grymes  Hill,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Frank  J.  Ricker. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  0 

THE  RESOLUTION  (642-44-A) 

Whereas,  Frank  J.  Ricker,  for  The  Notre  Dame  College 
of  Staten  Island,  New  York,  owner,  filed  November  14,  1944 
an  appeal  from  a  decision  of  the  borough  superintendent, 
affecting  premises  300  Howard  avenue,  west  side,  between 
Greta  place  and  Hillcrest  road  (2nd  floor)  ;  (Block  523,  Lots 
360  and  367),  Grymes  Hill,  Borough  of  Richmond  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  13,  1944,  on  amendment  to  Alt.  Applic. 
140-44,  reads: 

“The  proposed  elimination  of  the  continuation  of  the 
required  stairway  to  the  roof  is  not  permitted,  as  every 
required  stairway  must  continue  to  the  roof.  (C26- 
292.0  ;  6.4.1.11  (k).” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
2  stories  (24^  ft.)  in  height,  5b  ft.  4  in.  by  43  ft.  in 
area,  of  class  3  construction,  located  in  a  residence  use,  F 
area  district  and  used  as  follows  :  cellar — storage — 1  person  ; 
1st  floor— school — 75  persons;  2nd  floor — school — 50  per¬ 
sons;  that  the  building  is  equipped  with  an  interior  fire 
alarm  system  and  fire  drills  are  maintained;  that  there  will 
be  one  interior  3  ft.  8  in.  fireproof  stairs,  leading  directly 
to  the  street  and  equipped  with  a  ladder  and  scuttle  to  the 
roof  and  one  fire  escape  on  the  west  side,  extending  to 
the  yard  by  stairs;  and 

Whereas,  the  applicant  contends  that  the  Building  Code 
requires  the  stairs  to  continue  to  the  roof ;  that  where  50 
persons  or  less  occupy  the  2nd  floor,  one  stairway  is  suffi¬ 
cient;  however,  it  is  proposed  to  install  a  2nd  means  of 
egress,  consisting  of  an  exterior  fire  escape  and  it  is  re¬ 
quested  that  the  Board  grant  permission  to  omit  the  con¬ 
tinuation  of  the  stairs  from  2nd  floor  to  roof  and  accept 
in  lieu  thereof,  a  ship  type  ladder  not  more  than  70  degrees 
from  the  2nd  floor  to  the  roof,  with  a  counterbalanced  scut¬ 
tle  ;  that  the  owner  desires  to  keep  all  people  off  the  roof, 
except  when  necessary  to  make  repairs;  that  if  the  stair 
were  continued  to  the  roof,  it  would  be  difficult  to  keep 
the  students  from  going  to  the  roof ;  that  the  stairs  will 
be  3  ft.  8  in.  wide,  whereas  the  Code  permits  a  3  ft.  wide 
stairs ;  that  the  egress  proposed  will  be  safer  than  that  per¬ 
mitted  by  the  Code. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  amendment  to  Alt.  Applic.  140-44  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  primary  means  of  exit  and  the  proposed 
extenor  steel  stairway  shall  be  maintained  as  proposed, 
that  the  scuttle  to  the  roof  shall  have  an  easy  opening  de- 
vice  and  shall  be  counterbalanced  as  proposed , .  that  in 
lieu  of  the  continuation  of  the  exterior  steel  stairway  to 
the  roof,  there  shall  be  a  hinged  gooseneck  ladder  provided 
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and  maintained  in  the  proper  position,  so  that  when  in  use,  it 
will  land  on  the  upper  landing  of  the  exterior  stairway. 


646-44-A 

APPLICANT  —  Frank  D.  Hutchinson,  for  Metropolitan 
Engineering  Co. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1262-1286  Atlantic  avenue, 
south  side,  80  ft.  west  of  Nostrand  avenue  (3rd 
floor)  ;  (Block  1200,  Lots  21,  33  and  41),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  D.  Elutchinson  and  John  H. 
Lawrence. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings.  * 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (646-44-A) 

Whereas,  Frank  D.  Hutchinson,  for  Metropolitan  Engi¬ 
neering  Co.,  owner,  filed  November  14,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
1262-1286  Atlantic  avenue,  south  side,  80  ft.  west  of  Nos¬ 
trand  avenue  (3rd  floor)  ;  (Block  1200,  Lots  21,  33  and  41), 
Borough  of  Brooklyn  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  13,  1944,  on  Alt.  Applic.  2470-44,  reads : 

“1.  Area  of  bldg,  excessive  for  class  3  construction 
— contrary  to  sect.  4.2.1.  of  Bldg.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  will  be 
3  stories  (48  ft.)  in  height,  252  ft.  3  ft.  by  100  ft.  in 
area  at  1st  floor,  252  ft.  3  in.  by  90  ft.  in  area  at  typical 
floor,  of  class  3  construction,  located  in  an  unrestricted 
use,  C  area  district ;  that  the  building  was  erected  in  1919 
and  is  used  and  occupied  as  follows:  1st  floor — manufac¬ 
turing  metal  products — 150  persons  ;  2nd  floor — same — 75 
persons ;  proposed  to  be  used  and  occupied  throughout  for 
the  manufacture  of  metal  products  with  150  persons  on 
the  1st  floor  and  225  on  the  2nd  floor  and  150  persons  on 
the  proposed  3rd  floor ;  that  the  building  is  equipped  with  a 
two  source  sprinkler  system,  two  44  inch  fireproof  stairs, 
leading  to  the  street  and  one  which  leads  to  the  roof  and 
two  horizontal  exits ;  and 

Whereas,  the  applicant  contends  that  the  present  two  story 
building  has  an  area  of  24,500  sq.  ft.  on  one  street  and 
is  equipped  with  a  crane  runway  extending  for  the  full 
length  of  the  1st  story  and  that  it  is  proposed  to  erect 
an  additional  third  story;  that  the  building  is  now  used  to 
produce  steel  ordnance  material  for  the  Army  and  the  ad¬ 
ditional  story  is  needed  to  increase  the  production  to  meet 
increased  Army  requirements ;  that  the  crane  runway  can¬ 
not  be  operated  through  a  fire  wall. 

Resolved,  that  the  decision  of  the  borough  sui'erintendent 
on  Alt.  Applic.  2470-44  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  as  to  objection  1, 
on  condition  that  the  building  shall  not  further  be  increased 
in  height  or  area ;  that  stairways  shall  be  constructed  as 
proposed ;  that  on  the  2nd  and  3rd  stories,  the  openings 
in  the  fire  walls,  at  either  end  of  the  machine  shop  east 
and  west,  shall  be  protected  with  fireproof  self-closing  doors, 
meeting  the  requirements  therefor,  other  than  as  modified 
by  the  Board  under  Cal.  444-43- A ;  that  the  proposed  roof 
planks  shall  be  of  an  approved  type;  that  the  fireproofing 
of  steel  may  be  omitted,  provided  the  requirements  of  this 
resolution  are  complied  with ;  that  the  sprinkler  system 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner;  that  the  building  shall  comply  in  all  other  respects 
with  all  laws,  rules  and  regulations  applicable  thereto. 


694-42-S 

APPLICANT— Jesse  L.  Goldberg,  for  Puro  Feather  and 
Down  Company,  lessee;  Underwriters  Trustee  Com¬ 
pany,  owner-trustee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution— re  Variation  of  the  labor 
law  as  cited  in  a  decision  of  the  borough  superin¬ 
tendent,  previously  granted  on  condition. 
PREMISES  AFFECTED — 566-572  Johnson  avenue  and  72- 
80  Stewart  avenue,  southeast  corner  (Block  2995, 
Lot  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jesse  L.  Goldberg  and  Jack  Zloto- 
pun. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (695-42-S) 

Whereas,  this  application  from  a  decision  of  the  borough 
superintendent,  affecting  premises  566-572  Johnson  avenue 
and  72-80  Stewart  avenue,  southeast  corner  (Block  2995,  Lot 
6),  Borough  of  Brooklyn,  was  granted  by  the  Board  on  July 
11,  1944,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  states  that  the  information  given  that  there 
was  an  interior  fire  alarm  system  installed  in  the  building  and 
that  fire  drills  were  maintained  was  in  error,  as  there  is  no 
fire  alarm  system  and  there  are  no  fire  drills  maintained. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  11,  1944  by  adding 
thereto : 

“and  that  portion  of  the  resolution  relating  to  the  fire 
alarm  system  and  the  fire  drills  shall  read  as  follows : 
that  the  sprinkler  system  shall  be  maintained  in  accord¬ 
ance  with  the  requirements  and  to  the  satisfaction  of  the 
fire  commissioner.” 


770-42-A 

APPLICANT — Minnesota  Mining  and  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Appeal  from  a  decision  of 
the  fire  commissioner  previously  granted  on  condi¬ 
tion  for  temporary  term,  permitting  the  packaging 
and  distribution  of  inflammable  mixtures  known  as 
“3-M  Furniture  Cleaner  and  Polish”  and  “Scotch- 
lite  Adhesive”  in  1-pint,  1 -quart,  j4-gallon  and 
1 -gallon  glass  containers,  whose  capacity  is  not  in 
conformity  with  Administrative  Code  Requirements. 
APPEARANCES— 

For  Applicant:  Harold  Wyman. 

ACTION  OF  BOARD — Ap;>eal  reopened  and  permit  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  6 

THE  RESOLUTION  (770-42-A) 

Whereas,  this  appeal  from  a  decision  of  the  fire  commis¬ 
sioner,  relative  to  packaging,  storage  and  distribution  of 
combustible  mixture  known  as  “3M  Wax  Finish”  in  one- 
gallon  glass  bottles,  was  granted  by  the  Board  on  Februarv 
16.  1943  on  certain  conditions,  resolution  amended  on  July  13, 
1943  and  the  applicant  requested  a  further  amendment  of  the 
resolution  to  include  permission  for  the  packaging  of  the  in¬ 
flammable  mixtures  known  as  “3M  Furniture  Cleaner  and 
Polish”  and  “Scotchlite  Adhesive”  in  glass  containers  in  pint, 
quart,  one-half  and  one-gallon  sizes;  and 
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Whereas,  on  November  30,  1943,  the  resolution  was 
further  amended  and  on  May  9,  1944,  the  permit  was  ex¬ 
tended  and  the  applicant  requested  a  further  extension  of  the 
permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  16,  1943,  as 
amended  through  May  9,  1944,  only  in  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  variance,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read  : 

“Granted  for  a  term  of  three  (3)  months  from  the 
date  of  this  amended  resolution.” 


504-44-A 

APPLICANT— Herbert  O.  Weigand,  for  Estate  of  Archi¬ 
bald  D.  Russell,  (City  Bank  Farmers  Trust  Co., 
Trustee),  owner.  (Railway  Express  Agency,  Inc., 
lessee.) 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner,  previously  granted  on  con¬ 
dition.  ’ 

PREMISES  AFFECTED— 216-230  West  31st  street,  south 
side,  232.5  ft.  west  of  Seventh  avenue  and  225-237 
West  30th  street  (cellar);  (Block  780,  Lot  19), 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Herbert  O.  Weigand. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 


TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . 
Negative:  . 


4 

0 


THE  RESOLUTION  (504-44-A) 

Whereas,  this  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  216-230  West  31st  street,  south 
side  232.5  ft.  west  of  Seventh  avenue  and  225-237  West  30th 
street  (cellar)  ;  (Block  780,  Lot  19),  Borough  of  Manhattan, 
was  granted  by  the  Board  on  September  26,  1944,  on  certain 
conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  September  26,  1944,  by  adding 

thereto :  ... 

“that  in  lieu  of  the  exits  as  hereinbefore  required,  exits 
may  be  provided  as  indicated  on  revised  plans  marked 
‘Received  November  14,  1944’,  showing  the  cellar  and 
ground  floor  and  cross  section,  provided  that  in  all  other 
respects,  the  resolution  as  adopted  September  26,  1944 
shall  be  complied  with.” 


343-43-A 

APPLICANT— Chauncey  A.  Pierce,  for  H.  D.  Best  Mc¬ 
Caffrey  Company,  owner. 

SUBJCT— Application  for  consideration— reopening  and 
restoration  to  calendar — re  appeal  from  an  order 
and  decision  of  the  fire  commissioner  (previously 
withdrawn). 

PREMISES  AFFECTED— 93-101  Lexington  avenue,  north 
side,  275  ft.  east  of  Classon  avenue  (Block  1967, 
Lots  64  and  65),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Chauncey  A.  Pierce. 

ACTION  OF  BOARD— Appeal  reopened  and  restored  to 
the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


564-43-S 

APPLICANT— Charles  M.  Spindler,  for  Valentine  Realty 
Co.,  owner.  (Forack  Corporation,  lessee.) 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  variation  of  the  labor 
law,  as  cited  in  a  decision  of  the  acting  borough 
superintendent,  previously  granted  on  condition. 

PREMISES  AFFECTED — 2402  Ryer  avenue,  southeast 
corner  of  East  187th  street  (Block  3152,  part  of 
Lot  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


447-44- A 

APPLICANT — Emil  Koeppel,  for  Lizzie  Lipman,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — previously  withdrawn — 
re  Appeal  from  an  order  of  the  Fire  Commissioner. 

PREMISES  AFFECTED — 205  Concord  street,  north  side, 
98  ft.  2  in.  east  of  Gold  street  (Block  110,  Lot  58). 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant — Emil  Koeppel. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


564-44-A 

APPLICANT — Saul  Goldsmith,  for  Hauptman  Feather 
Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
rehearing  on  new  proposal— re  Appeal  from  a  de¬ 
cision  of  the  borough  superintendent,  previously 
denied. 

PREMISES  AFFECTED— 73-75  Wallabout  street,  north 
side,  50  ft.  east  of  Wythe  avenue  and  14-16  Heyward 
street  (Block  2230,  Lots  4  and  6),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant  :Saul  Goldsmith. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  restored  to 
the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


496-43-A 

APPLICANT — Clayton  G.  Shirkey,  for  Rosina  and  Dom¬ 
inick  Zafonti,  and  Guiseppe  and  Mary  Zafonti, 
owners.  _ 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 125  Beach  72nd  street,  south¬ 
west  corner  of  Hessler  avenue  (Block  523,  Lots  22 
and  24) ,  Arverne,  Borough  of  Queens.  (Under  Sec¬ 
tion  35,  General  City  Law — re  bed  of  mapped  street— 
Barbadoes  drive). 
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APPEARANCES— 

For  Applicant:  Clayton  G.  Shirkey  and  Josephine 
Zafonti. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  19,  1944  at 
2  P.  M.  for  decision  by  Board. 


134-44-A 

APPLICANT — Henry  Nordheim,  for  Max  Schonbuck, 
owner  (Rabbi  A.  Ben-Hillel,  lessee). 

SUBJECT — Application  reopened  October  31,  1944 — re 
Appeal  from  a  decision  of  the  acting  borough  super¬ 
intendent  previously  granted  on  condition. 
PREMISES  AFFECTED— 2120  Daly  avenue,  east  side,  72 
ft.  south  of  East  181st  street  (Block  3128,  Lot  7). 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  November  28,  1944  at 
2  P.  M.,  at  written  request  of  applicant. 


ZONING  CASES 

97-37-BZ 

APPLICANT — Louis  Oslan,  for  Eleanor  C.  Stoffel,  Cor¬ 
nelius  Cameron  and  Lillian  Covert,  owners.  (Hyman 
G.  Schonzeit  and  Isadore  Belenson,  tenants). 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 1404-1428  East  New  York  ave¬ 
nue,  southwest  corner  of  Amboy  street  (Block  3495, 
Lots  12  and  16),  Borough  of  Brooklvn. 
APPEARANCES— 

For  Applicant :  Louis  Oslan. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (97-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  1404-1428  East  New  York  avenue, 
southwest  corner  of  Amboy  street  (Block  3495,  Lots  12  and 
16),  Borough  of  Brooklyn,  was  granted  by  the  Board  on 
December  17,  1940,  on  certain  conditions;  and 
Whereas,  the  permit  was  extended  on  November  24,  1942 
and  the  applicant  requested  a  further  extension  of  the 
permit ;  and 

Whereas,  the  premises  are  now  under  the  jurisdiction  of 
the  Treasurer  of  the  City  of  New  York  as  receiver  of  rents. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  December  17,  1940,  as 
amended  November  24,  1942,  only  in  so  far  as  it  has  refer¬ 
ence  to  the  term  of  the  permit,  so  that  as  amended,  this 
portion  of  the  resolution  shall  read : 

“ Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution  to  per¬ 
mit  the  packing  and  storage  of  more  than  five  motor 
vehicles;  on  condition  *  *  *  and  that  a  Certificate  oj 
O  cru fancy  shall  be  obtained.” 


705-38-BZ 

APPLICANT — George  Rubenfeld,  for  Flushing  Community 
Parking,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED— 136-23,  136-27  and  136-31  38th 
avenue,  north  side,  208.88  ft.  east  of  Main  street  and 
136-30,  136-34,  136-36  and  136-38  37th  avenue,  south 
side,  276,65  ft.  east  of  Main  street  (Block  4978,  Lots 
15,  17,  69,  70  and  72),  Flushing,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  George  Rubenfeld. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD' — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (705-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  136-23,  136-27  and  136-31  38th 
avenue,  north  side,  208.88  ft.  east  of  Main  street  and  136-30, 
136-34,  136-36  and  136-38  37th  avenue,  south  side,  276.65  ft. 
east  of  Main  street  (Block  4978,  Lots  15,  17,  69,  70  and  72). 
Flushing,  Borough  of  Queens,  was  granted  by  the  Board  on 
May  9,  1939,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work, 
was  extended  on  April  2,  1940,  January  7,  1941  and  April  29, 
1941 ;  and 

Whereas,  on  September  15,  1942,  the  permit  was  extended 
and  the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  May  9,  1939,  as  amended 
through  September  15,  1942,  only  in  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion  of 
the  resolution  shall  read: 

“Granted  under  section  7h  of  the  building  zone  resolu¬ 
tion  for  a  term  of  two  (2)  years  from  the  date  of  this 
amended  resolution,  to  permit  the  premises  under  appeal 
to  be  occupied  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles,  on  condition  that  only  cars  of  the 
pleasure  type  shall  be  parked  or  stored ;  that  the  plot 
shall  be  levelled  substantially  to  the  grade  of  37th  and 
38th  avenues,  and  surfaced  with  steam  cinders,  clean 
gravel  or  other  suitable  material,  properly  rolled  and 
bound  to  prevent  dusting;  that  there  shall  be  erected  on 
interior  lot  lines  and  on  street  building  lines,  a  sub¬ 
stantial  woven-wire  fence  not  less  than  6  ft.  in  height ; 
that  there  shall  be  no  openings  in  this  fence,  except  two 
(2)  openings  from  38th  avenue,  not  exceeding  15  ft.  in 
width  each,  with  curb  cuts  opposite  not  exceeding  15  ft. 
in  width  each  and  two  (2)  openings  to  37th  avenue,  not 
exceeding  15  ft.  in  width  each,  with  curb  cuts  opposite 
not  exceeding  15  ft.  in  width  each;  that  no  sign  shall  be 
erected  on  premises  other  than  a  sign  attached  to  the 
fence  on  each  street  front,  advertising  the  parking  and 
storage  use;  such  signs  not  to  exceed  15  sq.  ft.  in  area; 
that  during  the  term  of  this  variance,  the  premises  shall 
be  occupied  for  no  other  use;  that  any  lighting  installed 
for  general  illumination,  shall  be  arranged  with  metal 
reflectors  to  reflect  towards  the  centre  of  premises  and 
away  from  adjoining  premises;  that  no  building  shall 
be  erected  on  the  premises,  except  there  may  be  erected  a 
building  for  use  as  an  office  and  shelter  for  the  attendant, 
such  building  not  exceeding  150  sq.  ft.  in  area  and  not 
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over  one  story  in  height  and  which  may  be  of  frame  con¬ 
struction  ;  that  proper  aisles  shall  be  maintained  at  all 
times  for  easy  ingress  and  egress  of  vehicles ;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  as 
the  fire  commissioner  shall  direct  (Corr.  No.  1828-38)” 


100-44-BZ 

APPLICANT — Irving  M.  Fenichel,  for  Raybob  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition,  under  section  7e  of  the  zoning  resolu¬ 
tion,  for  a  term  of  two  years,  permitting  in  a  resi¬ 
dence  use  district,  the  alteration  and  conversion  of 
occupancy  of  an  existing  garage  for  more  than  five 
motor  vehicles  to  a  factory  where  drapes,  curtains 
and  other  similar  articles  are  laundered,  finished, 
received,  stored  and  shipped ;  furniture  fabrics  are 
cleaned  with  the  use  of  inflammable  liquids  and  also 
as  a  storage  garage  for  one  motor  vehicle  (truck). 
PREMISES  AFFECTED— 507-515  East  120th  street,  north 
side,  98  ft.  east  of  Pleasant  avenue  (Block  1817,  Lot 
5),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Irving  M.  Fenichel  and  Paul 
Sertner. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
N  egative :  .  0 

THE  RESOLUTION  (100-44-BZ) 

Whereas,  this  application  under  section  7e.  of  the  zoning 
resolution,  permitting  in  a  residence  use.  district,  for  a  term 
of  two  years,  the  alteration  and  conversion  of  occupancy  of 
an  existing  garage  for  more  than  five  motor  vehicles,  to  a 
factory  where  drapes,  curtains  and  other  similar  articles  are 
laundered,  finished,  received,  stored  and  shipped;  where 
furniture  fabrics  are  cleaned  with  the  use  of  inflammable 
liquids  and,  also  for  a  storage  garage  for  one  motor  vehicle 
(truck),  affecting  premises  507-515  East  120th  street,  north 
side,  98  ft.  east  of  Pleasant  avenue  (Block  1817,  Lot  5),  Bor¬ 
ough  of  Manhattan,  was  granted  by  the  Board  on  March 
21,  1944,  on  certain  conditions;  and 

Whereas,  on  April  11,  1944,  plans  were  approved  by  the 
Board,  in  accordance  with  the  resolution  of  March  21,  1944; 
and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  March  21,  1944,  as  amended 
April  11,  1944  as  to  approval  of  plans,  so  that  as  amended, 
the  resolution  of  April  11,  1944  shall  read  as  follows: 

“that  the  Board  of  Standards'  and  Appeals  does  hereby 
approve  revised  plans  marked  ‘Received  November  13, 
19+4’,  consisting  of  two  sheets,  as  being  in  substantial 
compliance  with  the  requirements  of  the  resolution 
adopted  by  the  Board  on  March  21,  1944  and  to  permit 
the  continuation  of  the  use  of  the  existing  tank  formerly 
used  for  gasoline  and  gasoline  pump  for  use  with  naph¬ 
tha  used  in  the  business,  on  condition  that  no  trucks  or 
automobiles  shall  be  stored  within  the  premises;  that 
an  exhaust  ventilating  system  shall  be  maintained  on 
the  premises  to  the  satisfaction  of  the  borough  super¬ 
intendent.” 


12-20-BZ 

APPLICANT — A.  Farber,  for  Park  Circle  Realty  Corp., 
owner. 


SUBJECT— Application  for  consideration— amendment  of 
resolution — reopened  March  7,  1944 — re  Application 
previously  granted  under  zoning  resolution,  per¬ 
mitting  partly  in  an  unrestricted  district  and  extend¬ 
ing  into  a  business  district,  the  erection  of  a  garage 
for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 533-539  19th  street,  north  side, 
80  ft.  west  of  10th  avenue  (Block  883,  Lot  50), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harold  A.  Teitelbaum. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant’s  representative. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


414-41-BZ 

APPLICANT — John  J.  Beatty,  for  Thomas  F.  Martin 
Realty  Company,  owner.  (Louis  Theil,  lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition,  under  section  7h,  for  a  term  of  two  years, 
permitting  partly  in  a  business  use  and  partly  in  a 
residence  use  district  the  transient  parking  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 2918-2926  West  17th  street, 
west  side,  170  ft.  north  of  Surf  avenue  (Block  7061, 
Lot  16),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Beatty. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 
Negative:  .  0 


276-43-BZ 

APPLICANT — A.  Waldman,  for  Santini  Building  Corpo¬ 
ration,  lessee  ;  Rosian  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent)  previously  granted 
on  condition  under  section  21,  permitting  in  a  resi¬ 
dence  use  district,  the  conversion  of  occupancy  of  an 
existing  public  garage  to  a  storage  warehouse 
(household  goods). 

PREMISES  AFFECTED — 3441  Kingsbridge  avenue,  west 
side,  169.64  ft.  south  of  West  236th  street  (Block 
3406G,  Lot  441),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Abraham  Waldman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -Request  to  reopen  denied,  re  amend¬ 
ment  pertaining  to  the  removal  of  the  gasoline 


storage  tank. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Commissioner  Savage  ...........  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn .  3 


Adjourned :  4 :00  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  AND  DRYING 
OF  PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  FLAMMABLE 
SURFACE  COATINGS  AND  STORAGE  OF  SUCH  MATERIALS. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932 
AND  REVISED  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937  AND 
AMENDED  JULY  25,  1944,  EFFECTIVE  AUGUST  21,  1944. 


(353-30-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  New  York,  to  effectuate  the 
provisions  of  09-84.0,  09-85.0  and  09-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1.1  No  person,  firm  or  corporation  shall  spray,  dip  or 
immerse  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
Where  the  quantity  of  spraying,  dipping  or  im¬ 
mersing  materials  used  in  a  day  does  not  exceed 
two  quarts,  except  for  spraying  as  performed 
under  Rule  5.13,  and  the  total  amount  of  material 
stored  does  not  exceed  twenty  gallons,  these  rules 
shall  not  apply. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  mate¬ 
rials  shall  be  made  to  the  Fire  Commissioner  on 
forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray,  dip¬ 
ping,  immersing,  storage  or  mixing  room  is  to  be 
installed,  an  application  shall  be  filed  with  and  ap¬ 
proved  by  the  Borough  Superintendent  before  a 
permit  is  issued  by  the  Fire  Commissioner. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  class  A  or  B  multiple 
dwelling  or  a  dwelling  for  one  or  two- 
families,  except  where  a  location  is  provided 
which  is  separated  by  fireproof  construction 
from  the  residential  occupancy  and  ventilated 
as  provided  in  Rule  3. 

1.3.2  Which  is  occupied  as  a  place  of  public  assem¬ 
bly  except  trade  schools  where  the  buildings 
are  of  Class  I  or  Class  II  construction  and 
spraying,  dipping  and  immersing  are  demon¬ 
strated  for  instruction  purposes  only. 

1.3.3  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.4  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems  and 
the  boiler  is  located  outside,  the  space  where 
spraying,  dipping  or  immersing  is  carried  on. 

Rule  2.  Definitions. 

2  1  The  term  “SPRAY  or  SPRAYING  SPACE,” 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 
the  premises  used  for  the  actual  work  of  spraying, 
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dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room. 

2.2  The  term  “CABINET  BOOTH”  when  used  in 
these'  rules  shall  mean  a  compartment  with  a  back, 
top  and  two  sides  of  incombustible  materials  over 
a  substantial  metal  frame  and  equipped  with  air 
exhaust  facilities,  located  within  a  room  or  any 
portion  of  any  premises  where  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.5  The  term  “SPRAY  ROOM”  when  used  in  these 
rules  shall  mean  a  fullv  enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or  thing 
is  sprayed  by  any  flammable  paints,  varnishes,  lac¬ 
quers  or  any  other  flammable  substances,  mixtures 
or  compounds  commonly  used  for  painting,  var¬ 
nishing,  staining  or  similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or 
thing  is  dipped,  or  immersed  in  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
assemblies. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
used  for  the  storage  and  mixing  of  any  inflam¬ 
mable  paints,  varnishes,  lacquers  or  any  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses. 

2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in- 
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dividual  to  supervise  and  to  process  spraying, 
dipping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  C19-14.0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 
to  store  and  use  materials  covered  by  Sections 
09-12.0  and  C19-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  For  requirements  of  ventilation  of  stor¬ 
age  rooms  see  Rule  4.4.1. 

3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the 
capacity  of  the  fan  or  fans  and  in  such  a  manner 
as  to  avoid  short-circuiting  the  path  of  air  in  the 
working  zone  of  such  spaces.  Exhaust  fans  shall 
be  kept  running  constantly  while  spraying,  mixing 
or  dipping.  Exhaust  fan  control  shall  be  inter¬ 
connected  with  spray  gun  so  as  to  operate  simul¬ 
taneously.  Exhaust  fans  shall,  in  addition,  be 
arranged  to  operate  independently  of  spray  gun. 
Ventilation  Equipment  shall  be  kept  in  operation 
for  a  sufficient  length  of  time  thereafter  to  exhaust 
all  vapors,  fumes  or  residues  of  spraying  materials 
from  the  spray  booth,  dip  space  or  drying  room. 
Air  admitted  to  the  spraying,  dipping,  immersing, 
drying  spaces  or  storage  rooms  shall  be  fresh  air 
taken  from  the  outside  of  the  building. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths, 
Spray  Rooms,  Dip  and  Immersing 
Rooms,  Drying  Equipment  and 
Material  Storage  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  administra¬ 
tive  official  having  jurisdiction.  Ventilation  and 
lighting  for  spray  booths,  spray  rooms,  dipping 
rooms,  drying  rooms  and  storage  rooms  shall  com¬ 
ply  with  the  requirements  of  these  rules. 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be 
enclosed  on  all  sides  with  partitions  con¬ 
structed  of  incombustible  materials  with 
floors  in  such  rooms  of  concrete.  Where 
such  rooms  are  located  over  wooden  floors, 
such  wooden  floors  shall  be  surfaced  with  1" 
of  grout  adequately  reinforced  or  a  mixture 
of  Portland  cement,  asphalt  and  sand  simi¬ 
larly  reinforced.  Ceilings  over  such  rooms 
shall  be  protected  by  unsanded  gypsum 
plaster  or  %"  of  cement  or  sanded  gypsum 
plaster  on  approved  3.0  lb.  metal  lath  or 
other  equivalent  fire-resisting  ceiling  protec¬ 
tion.  Ventilation,  lighting  and  heating  for 
these  rooms  shall  comply  with  the  require¬ 
ments  of  these  rules.  Where  additional  fire¬ 
fighting  equipment  is  necessary,  such  equip¬ 
ment  shall  be  furnished  in  accordance  with 
the  direction  of  the  Fire  Commissioner. 
Floor  drains  leading  to  the  house  drainage 
system  or  the  public  sewer,  shall  not  be  per¬ 
mitted.  All  dip  tanks  shall  be  provided  with 
hinged  metal  covers  held  open  by  a  fusible 
link,  such  covers  to  be  equipped  with  an 


opening  to  permit  automatic  flooding  of  the 
tank  with  fire  extinguishing  media  of  a  type 
and  so  located  as  the  Fire  Commissioner 
shall  direct. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (%)  of  an  inch  thick, 
not  exceeding  seven  hundred  and  twenty 
(720)  square  inches  in  area  and  not  more 
than  forty-eight  (48")  inches  in  any  linear 
dimension  may  be  used  in  the  sides  of  a 
spray  booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shall 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  open¬ 
ing  protective  assemblies.  Windows  opening 
on  a  street  may  be  used  to  provide  ventila¬ 
tion  but  no  window  on  a  lot  line  or  less 
than  20  ft.  from  any  opening  in  a  wall  of 
an  adjacent  building  shall  be  permitted  ex¬ 
cept  when  the  subject  room  is  more  than  20 
ft.,  in  the  horizontal  plane,  above  an  ad¬ 
joining  building. 

4.1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  at  least  three 
(3)  feet  of  clear  working  space  shall  always 
be  maintained  for  each  operator  spraying, 
dipping  or  immersing  the  material  being 
processed. 

4.2  STORAGE  ROOMS. 

4.2.1  Storage  rooms  shall  be  constructed  of  fire¬ 
proof  or  fire  resisting  material  and  shall 
have  a  window  opening  to  the  outer  air  but 
such  window  shall  not  be  on  a  lot  line, 
enclosed  court,  nor  opposite  within  twenty 
feet  of  windows  of  adjacent  buildings  nor 
part  of  the  same  premises,  such  window  open¬ 
ings  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvers  or  ventilated  by 
metal  duct  or  fan  at  least  8  inches  in  diam¬ 
eter.  The  floors  of  all  storage  rooms  shall 
be  of  incombustible  non-ferrous  materials. 
The  sill  of  the  door  shall  be  at  least  6 
inches  above  the  finished  floor.  All  doors  to 
be  tin-clad,  approved,  fireproof  and  self¬ 
closing. 

The  lighting  equipment  shall  comply  with 
rule  4.5.2.2  and  shall  have  an  electric  switch 
located  outside  the  room.  Immediately  adja¬ 
cent  to  such  room  shall  be  provided  such 
portable  fire  extinguishing  equipment  for  use 
within  the  storage  room  as  the  fire  commis¬ 
sioner  shall  direct. 

4.3  DRYING  EQUIPMENT. 

4.3.1  Gas  Fired  Drying  Ovens.  Gas  fired  drying 
ovens  shall  be  of  a  type  as  approved  by  the 
Board.  Such  ovens  shall  be  constructed  of 
metal  and  incombustible  materials  so  designed 
as  to  preclude  the  direct  application  of  flame 
to  the  material  in  process.  The  exhausts  from 
both  the  heating  compartment  and  the  drying 
compartment  shall  be  individually  equipped 
with  adequate  fans  and  exhaust  piping  con¬ 
nected  directly  to  the  outer  air.  The  controls 
for  the  fans  shall  be  so  interlocked  with  the 
gas  supply  line  that  when  the  gas  is  flowing 
the  fans  are  in  operation.  An  extra  switch 
shall  be  provided  to  permit  the  operation  of 
the  fans  when  the  gas  supply  is  off.  Each 
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oven  shall  be  equipped  with  approved  gas 
burning  equipment  with  electrical  controls  so 
arranged  as  to  shut  off  the  gas  valve  when 
ignition  fails  or  the  "as  supply  pressure  drops 
to  2  inches  of  water. 

The  use  of  a  continuous  gas  pilot  light  is 
prohibited  unless  an  automatic  gas  shut  off 
valve  is  provided,  which  will  shut  the  gas  off 
at  the  pilot  light  when  the  flame  is  extin¬ 
guished  or  the  supply  of  gas  cut  off.  Elec¬ 
trical  pilot  ignition  shall  be  of  the  continuous 
type,.  or  equal  in  performance,  designed  for 
use  in  high  temperatures,  with  controls  so 
interlocked  as  to  shut  off  the  gas  supply  when 
current  is  interrupted.  An  auxiliary  manu¬ 
ally  operated  gas  shut  off  valve  shall  be 
located  not  nearer  than  25  feet  from  the 
oven  so  as  to  control  the  gas  supply  in  the 
event  of  an  emergency.  Such  ovens  shall  be 
adequately  insulated  on  all  sides,  including 
the  base,  which  shall  have  the  equivalent  of  a 
double  thickness  of  such  insulation,  unless 
the  floor  is  protected  by  a  3  in.  mat  of  rein¬ 
forced  concrete  placed  over  and  bonded  into 
the  existing  concrete  floor  and  projecting  not 
less  than  6  inches  outside  the  projected  area 
of  the  equipment,  or  unless  an  unenclosed 
clear  air  space  not  less  than  4  inches  above 
the  floor  is  maintained  between  the  floor  and 
the  underside  of  the  oven. 

4. 3. 1.1  Gas  fired  drying  ovens  shall  not  be 
located  nearer  than  25  feet  from 
spraying  or  dipping  spaces  unless 
such  oven  is  approved  for  use  in 
explosive  atmospheres. 

4.3.2  Electric  Infra  Red  Ray  Drying  Ovens. 

4.3.2. 1  Electric  Infra  Red  Ray  Drying 
Ovens  shall  be  of  a  type  as  approved 
by  the  Board.  Such  ovens  shall  be 
constructed  of  electric  equipment 
installed  in  accordance  with  the  Na¬ 
tional  Electric  Code  and  the  require¬ 
ments  of  the  Department  of  Water 
Supply,  Gas  and  Electricity.  Ovens 
when  erected  shall  be  placed  on  con¬ 
crete  floors  without  any  additional 
protection,  provided  that  at  least  12 
inches  of  clear  space  above  the  floor 
is  provided  to  permit  adequate  ven¬ 
tilation. 

4. 3. 2. 1.1  In  drying  processed  ma¬ 
terial,  involving  the  evap¬ 
oration  of  considerable 
amounts  of  flammable  sol¬ 
vents  by  infra-red  lamps, 
such  installations  shall  not 
be  confined  in  small  rooms 
unless  such  rooms  are 
thoroughly  ventilated  by  a 
power  driven  ventilation  * 
system  of  sufficient  capac¬ 
ity  to  provide  100  linear 
feet  of  air  per  minute; 
the  controls  of  the  ven¬ 
tilation  system  to  be  so 
interlocked  with  the  In¬ 
fra-Red  Ray  System  that 
the  latter  cannot  function 
unless  the  ventilating  sys¬ 
tem  is  in  operation.  When 
equipped  with  duct  ven¬ 
tilating  system,  the  Infra- 
Red  Ray  Oven  shall  be 
adequately  secured  so  as 
to  prevent  moving. 


4. 3. 2. 1.2  Where  the  evaporation  of 
a  considerable  amount  of 
flammable  vapors  are  in¬ 
volved,  ventilated  hoods 
located  as  near  to  the 
floor  as  practicable  or 
enclosures  shall  be  pro¬ 
vided  at  the  initial  stage 
of  the  process  with  ade¬ 
quate  exhaust  system  to 
discharge  the  primary 
evaporation  from  the  sol¬ 
vents  to  the  outer  air,  so 
that  when  the  processed 
material  progresses 
through  the  lamp  drying 
tunnels  only  a  compara¬ 
tively  small  amount  of  sol¬ 
vent  is  left  for  evaporation. 
A  space  between  such  ven¬ 
tilating  section  and  the 
drying  section  shall  be 
maintained. 

4. 3. 2. 1.3  Lamps  and  other  electrical 
equipment  shall  be  kept 
free  from  flammable  de¬ 
posits  and  adequate  clean¬ 
ing  shall  be  maintained. 

4. 3. 2. 1.4  Lamp  drying  units  shall 
be  separated  from  spraying 
and  dipping  processes  com¬ 
plying  with  these  rules,  by 
a  distance  of  at  least  15 
feet  or  shall  be  installed  in 
a  separate  fireproof  room. 

4. 3. 2. 1.5  Controls  shall  be  arranged 
so  that  the  lamps  in  the 
tunnels  will  be  shut  off 
automatically  if  and  when 
the  conveyor  stops. 

4. 3. 2. 1.6  Where  there  are  no  con¬ 
veyors  and  the  material 
being  processed  is  left  sta¬ 
tionary  in  the  dryer,  there 
shall  be  an  excessive  tem¬ 
perature  switch  to  shut  off 
the  lamps  to  avoid  over¬ 
heating  the  material  being 
processed  if  it  is  not  re¬ 
moved  from  the  dryer  in 
time. 

4.3.2. 1.7  Material  to  be  processed 
on  the  conveyors  shall  be 
rigidly  supported  so  as  not 
to  be  liable  to  displacement 
and  cause  lamp  breakage 
and  short  circuits.  Where 
there  are  no  conveyors, 
materials  should  be  fixed 
on  dollies  running  on 
tracks  or  other  equivalent 
method  to  accomplish  the 
same  result. 

4.3.3  The  use  of  these  processes  shall  be  lim¬ 
ited  to  metal  or  other  incombustible  mate¬ 
rial  requiring  paint  processing. 

4.3.4  Such  fire  fighting  equipment  suitable  for 
electrical  and  solvent  vapor  fires  shall  be 
provided  as  the  fire  commissioner  may  direct. 

4.4  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4.4.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
approved  incombustible  materials  or  metal 
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of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36")  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.4.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.4.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  pro¬ 
tected  with  a  screen  of  copper  or  bronze  with 
a  mesh  not  larger  than  one-quarter  (j£") 
inch. 

4.4.4  Where  a  duct  passes  through  a  non-fireproof 
floor  or  roof,  the  duct  shall  be  protected  at 
such  point  by  an  outer  pipe  or  sleeve  with  an 
air  space  of  at  least  one  (1")  inch  between 
the  sleeve  and  pipe  protected  from  the  wood¬ 
work  by  at  least  a  I"  blanket  of  asbestos, 
compressed  rockwool  or  glasswool,  or  equiv¬ 
alent  fire-resistive  material  extending  through 
the  entire  depth  of  the  ceiling  construction 
and  adequately  secured  to  the  outer  pipe. 

The  outer  pipe  shall  be  not  less  than  two 
(2")  inches  from  any  woodwork  and  such 
woodwork  shall  be  covered  with  at  least  26 
gauge  metal  or  other  incombustible  material. 

4.4.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or 
within  twenty  (20)  feet  of  any  exit  or  any 
opening  in  an  adjoining  building. 

4.4.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray,  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans  which,  however,  are  not  to  be  located 
where  residues  of  spraying  material  may  col¬ 
lect  on  such  equipment. 

4.4.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to 
any  other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.4.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.4.9  Adequate  access  doors  or  panels  made  tight 
fitting  by  means  of  screw  bolts,  clamps  or 
springs  shall  be  provided,  to  permit  inspection 
and  cleaning. 

4.5  ELECTRICAL  EQUIPMENT  AND  LIGHTING 
FIXTURES. 

4.5.1  No  motors,  switches,  rheostats,  lamps,  floures- 
cent  light  or  other  electrical  equipment  shall 
be  located  in  spray,  dipping  or  immersing 
rooms  or  within  ten  (10')  feet  of  the  open 
end  of  any  spray  compartment,  spray  booth, 
immersing  or  dipping  space  unless  such  elec¬ 
trical  equipment  be  of  a  type  approved  for  use 
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in  explosive  atmospheres  and  where  a  conduit 
leads  from  a  hazardous  location  to  a  non- 
hazardous  location,  the  conduit  shall  be  sealed 
off  by  an  approved  sealing  compound.  Except 
that  alternating  current  induction  motors  of 
the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other 
arcing  or  sparking  parts  may  be  located 
within  ten  (10')  feet  of  a  spray  booth,  spray 
compartment  or  dipping  space  when  approved 
by  the  administrative  official  having  jurisdic¬ 
tion.  No  open  flame  shall  be  used  within 
25  ft.  of  spray,  dip  or  coating  space  or  paint 
storage  room  or  cabinet  except  when  sepa¬ 
rated  by  fireproof  construction,  except  as 
provided  in  Rule  4.3.1.  Gas  Fired  Drying 
Ovens  and  4. 3. 2. 1.4  Electric  Infra  Red  Dry 
Ovens. 

4.5.2  Lighting  Fixtures. 

4. 5. 2.1  Artificial  lighting  shall  be  only  by 
means  of  electricity. 

4. 5.2.2  When  lighting  fixtures  are  located 
within  10  feet  of  a  spray  booth, 
spraying  space,  dipping  space  or 
within  a  storage  room  they  shall 
be  of  the  rigid  stem  type,  enclos¬ 
ing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vapor 
proof  globes.  Where  exposed  to 
breakage,  globes  shall  be  adequately 
protected  by  substantial  metal 
guards  or  equivalent  means.  Flu¬ 
orescent  tube  type  lighting  fix¬ 
tures  when  used  in  spray  booths  or 
in  spray  and  dip  spaces  or  in  stor¬ 
age  rooms  or  rooms  containing  in¬ 
flammable  vapors,  shall  be  of  a 
type  approved  for  use  in  explosive 
atmospheres.  The  auxiliaries  of 
mercury  vapor  lamps  shall  be  offset 
at  least  ten  (10)  feet  from  spray 
booth,  spray  or  dip  spaces  unless  en¬ 
closed  in  explosion-proof  protection. 

4. 5. 2. 3  All  electrical  equipment  shall  be  in¬ 
stalled  and  grounded  as  provided  by 
the  Administrative  Code  covering 
electrical  equipment  and  permanently 
connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4. 5. 2. 4  No  pin  plug  receptacles  shall  be  used 
except  when  the  use  of  receptacles 
and  attachment  plugs  become  neces¬ 
sary  they  shall  be  so  connected  to 
form  a  part  of  a  unit  device  with  ex¬ 
plosion-proof  interlocking  switch  pre¬ 
cluding  the  removal  of  the  plug 
where  the  switch  is  in  the  “on”  posi¬ 
tion  or  by  an  approved  explosion- 
proof  enclosure  which  can  seal  the 
arc  when  the  current  is  interrupted. 
Such  receptacles  and  plugs  shall  be 
of  the  polarized  type  providing  a  con¬ 
nection  for  the  grounding  wire  of  the 
portable  cords. 

4. 5. 2. 5  All  electric  wiring  shall  be  enclosed 
in  rigid  standard  weight  metallic 
conduits  with  explosion  proof  joints 
and  fittings.  Joints  in  metallic  con¬ 
duit  having  threaded  couplings  shall 
not  have  less  than  five  (5)  fully  en¬ 
gaged  threads.  Where  flexible  con¬ 
nections  are  required  a  flexible  fitting 
approved  for  explosive  atmospheres 
shall  be  used. 
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4. 5. 2. 6  The  use  of  portable  cords  or  trailer 
lights  are  prohibited,  except  when 
flexible  cord  approved  for  hard  usage 
containing  one  (1)  extra  insulated 
conductor  properly  connected  to  form 
a  grounding  connection  for  metal 
lamp  guards,  motor  frames  and  all 
other  exposed  metal  portions  of  such 
portable  lamps  and  devices  may  be 
used.  When  portable  lamps  are  used 
they  shall  be  enclosed  in  a  manner 
approved  for  explosive  atmospheres 
and  with  substantial  guards  of  metal 
to  prevent  breakage.  Sockets  shall  be 
of  the  keyless  moulded  composition 
type  with  no  exposed  metal  parts. 
Rule  5.  Maintenance  and  Operation. 

5.1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  comply  with  the  rules  and  the 
terms  of  the  permit  are  not  violated.  No  other 
duties  shall  interfere  with  the  enforcement  of  these 
rules  while  the  work  is  in  process.  A  copy  of 
these  rules  shall  be  available  near  the  space  where 
these  rules  apply. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  ciga¬ 
rettes,  matches  or  pipes  in  spray,  dipping  or  im¬ 
mersing  space  is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  dip  or  immersing  spaces  and  its  surround¬ 
ings  shall  be  kept  clean  at  all  times  and  shall  be 
kept  clear  of  all  materials,  equipment  and  utensils 
not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  may  be  fastened  before 
any  operation  and  after  said  operation  all  waste 
material  shall  immediately  be  removed  from  the 
premises. 

5.5  Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  shall  be  cleaned  frequently  and  maintained  in 
clean  and  efficient  working  condition ;  lacquer  spray¬ 
ing  booths  shall  be  wet  down  before  cleaning. 

5.7  Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5. in  Accumulation  of  flammable  waste,  sweepings  or 
deposits  from  spray,  dip  or  immersing  space  is 
prohibited.  All  such  waste  shall  be  placed  in  ap¬ 
proved  waste  cans  and  be  removed  from  the  prem¬ 
ises  at  the  close  of  work  each  day. 

5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

5.12  When  a  motor  vehicle  is  taken  into  a  spray  space, 
the  batteries  shall  be  disconnected  before  the  proc¬ 
ess  of  spraying  is  begun. 


J.13  Before  spraying  is  performed  on  elevator  cars  all 
electric  power  operating  all  elevators  enclosed  in 
a  common  shaft,  shall  be  turned  off.  While  such 
work  is  in  progress  portable  fire  extinguishers  shall 
be  provided  and  maintained  adjacent  to  the  work 
as  the  fire  commissioner  shall  direct.  Such  shafts 
shall  be  well  ventilated  of  fumes  before  starting 
elevators. 

5.14  Inflammable  solvents  used  for  cleaning  equipment 
or  for  any  other  purpose  shall  not  be  discharged 
into  the  house  drain. 

Rule  6.  Material  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  and  dipping  mate¬ 
rials  and  thinners  shall  be  kept  in  an  outside  stor¬ 
age  building,  storage  rooms  or  in  vented  metal 
cabinets  in  accordance  with  the  following  amounts ; 

6.1.1  Spraying  materials  not  in  excess  of  100  gal¬ 
lons  may  be  stored  in  single  walled  metal 
cabinet  ventilated  to  the  outer  air.  Such  cab¬ 
inet  to  be  metal  covered  on  all  sides,  includ¬ 
ing  the  door  and  arranged  for  ventilation  at 
top  and  bottom. 

6.1.2  Spraying  materials  not  in  excess  of  200  gal¬ 
lons  may  be  stored  in  double-walled  metal 
cabinets  ventilated  to  the  outer  air  or  wood 
cabinets  metal  covered  on  all  sides,  including 
the  door,  and  arranged  for  ventilation  at  top 
and  bottom,  to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  200  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  mate¬ 
rial  with  ventilated  plain  glass  skylight  or 
in  a  storage  room  constructed  fireproof  in  a 
fireproof  building  or  fire-resisting  in  a  non- 
fireproof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be 
determined  by  the  administrative  official  hav¬ 
ing  jurisdiction. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  stor¬ 
age  room,  except  that  containers  of  total 
capacity  not  exceeding  ten  gallons  may  be 
opened  and  their  contents  mixed  in  the  spray 
room  or  room  in  which  booths  are  located 
while  the  air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hun¬ 
dred  gallons,  may  be  kept  in  the  spray  room 
or  room  in  which  spray  booths  are  located; 
covers  of  containers  must  be  kept  thereon 
when  such  containers  are  not  actually  in  use. 
This  amount  is  in  addition  to  the  amount 
allowed  in  Rule  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons 
in  capacity  and  shall  be  supported  by  wire 
cables  or  metal  brackets  having  a  factor  of 
safety  of  four  when  filled  with  the  heaviest 
spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  capa¬ 
city,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand¬ 
ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity  feed 
containers  and  other  spraying  equipment  shall 
be  approved  as  above. 
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6.1.8  The  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 

6.2  Storage  of  Materials  where  nitro  cellulose  products 

are  manufactured. 

6.2.1  Storage  of  spraying,  dipping  and  immersing 
materials  shall  be  as  provided  in  Rule  6.1.1 
through  Rule  6.1.3,  but  in  a  building  in 
which  nitro  cellulose  products  are  manufac¬ 
tured,  stored  or  kept  the  amount  shall  be  not 
over  twenty-five  (25)  gallons  as  per  Section 
09-113.0,  subdivision  h  of  the  Administra¬ 
tive  Code. 

6.3  Sprinklers. 

6.3.1  Sprinkler  heads  shall  be  provided  in  all 
spray,  dip  or  immersing  spaces  and  storage 
rooms  and  shall  be  installed  in  accordance 
with  the  Sprinkler  Rules  of  the  Board  of 
Standards  and  Appeals,  except  in  non- 
sprinklered  buildings  where  sprinkler  con¬ 
nection  may  be  made  to  the  house  water 
supply,  provided  the  size  of  the  house  water 
supply  line  is  adequate  for  the  number  of 
sprinkler  heads. 

6.4  Maintenance  of  Sprinkler  Heads. 

6.4.1  Sprinkler  heads  in  spraying,  dipping  and 
immersing  spaces  shall  be  cleaned  at  least 
once  a  week  under  the  supervision  of  the 
person  holding  the  certificate  of  fitness  and 
a  coating  of  light  grease  or  vaseline  shall  be 
applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the 
sprinkler  useless  in  case  of  fire.  The  use  of 
paper  bags  or  other  materials  about  sprinkler 
heads  is  prohibited. 

Rule  7.  General  Requirements. 

Notice — Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follozvs: 

Section  09-152.0  of  the  Administrative  Code,  “Any  per¬ 
son  who  shall  willfully  violate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  law  or  ordhiance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by 
both  such  fine  and  imprisonment 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are :  broken  electric  lamps  and  other 
electrical  defects;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents ; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  “No  Smoking”  signs,  with  letters  at  least  2 
inches  in  height,  shall  be  posted  at  entrances  to 
and  in  all  spray  rooms  and  paint  storage  rooms 
or  building. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1944  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City. 
State  and  Federal  Departments,  Bureaus,  Offices  and 


(c)  All  stocks  shall  be  arranged  so  as  not  to  inter¬ 
fere  with  the  operation  of  automatic  sprinkler 
heads. 

(d)  Adequate  mechanical  or  natural  ventilation  shall 
be  provided. 

(e)  No  open  flames  or  devices  creating  open  flames 
or  arcs  shall  be  maintained  within  25  feet  of  the 
spray  or  dipping  process. 

(f)  The  premises  where  painting,  dipping  or  im¬ 
mersing  is  performed  shall  be  kept  clear  of  empty 
paint  cans,  rubbish,  paint  accumulations  and  other 
combustible  material. 

Rule  8.  Existing  Spray  Booths  and  In¬ 
stallations. 

8 . 1  These  rules  shall  be  retroactive  in  the  following  respects : 
Rule  1.3.4  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.0  Specifications  for  Spray  Booths,  Spray  Rooms, 
Dip  and  Immersing  Rooms,  New  Drying 
Equipment,  and  Material  Storage  Rooms. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  metal  in  Booths. 

4.3.2  Maintenance  of  Ducts. 

4.4.6  Method  of  Induced  Draft. 

4.5.1  Electrical  Equipment. 

4.5.2  Electric  Lighting. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  materials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

5.13  Spraying  Elevator  Cabs. 

Rule  6.  Material,  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

Rule  8.1  Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved 
existing  automatic  sprinkler  system  where  the 
general  conditions  of  cleanliness  are  properly 
maintained  at  all  times. 

Rule  9.  Permits  and  Plans. 

Before  a  permit  is  issued  by  the  fire  commissioner,  plans 
shall  be  filed  with  the  borough  superintendent,  stating  name, 
address,  floor  and  space  where  the  painting,  dipping  or 
spraying  processes  or  storage  room  are  to  be  installed. 
Such  plan  shall  include  a  complete  layout  of  the  proposed 
installation  and  shall  clearly  indicate  the  location  of  all 
exterior  wall  openings,  in  premises  and  adjacent  buildings, 
exits,  chimneys,  vent  openings  and  proposed  processes. 

Plans  shall  be  filed  with  the  borough  superintendent  for 
storage  and  mixing  rooms.  Such  plans  shall  show  the  com¬ 
plete  floor  plan  of  the  proposed  equipment  and  the  location 
of  the  proposed  equipment  with  respect  to  the  storage  and 
mixing  rooms,  exterior  wall  openings,  in  premises  and 
adjacent  buildings,  exits  and  all  chimneys  within  20  feet  of 
storage  rooms  and  vent  openings. 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213,  Municipal  Building.  Man¬ 
hattan,  New  York  7,  N.  Y.  Price  50  cents;  by  mail,  five 
cents  per  copy  must  be  added  for  postage. 


1020 


^  .6  <  c  5^ 

N  fCy/ 


It 


BULLETIN 


OF  THE 

BOARD  OF  STANDARDS  AND 

CITY  OF  NEW  YORK 
Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York. 

l_<  t » « »■  i  ■  o  *  i  *  i  » .  i  '• 1 1 1 _ 

Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  Rooms  1000  to  1018,  Municipal  Building, 

New  York  City. 


THf 


DEC  1  4 1944 


Vol.  XXIX 


Subscription 
$2.50  a  year 


December  5,  194-4 


Single  Copies,  5  cents 
By  Mail,  8  cents 


No.  48 


PUBLIC  HEARINGS 


BOARD  OF  STANDARDS  AND  APPEALS 

HARRIS  H.  MURDOCK,  Chairman 
Bernard  A.  Savage 

Charles  M.  Blum 
Chief  John  E.  Gunn 


Joseph  J.  Doyle,  Chief  Clerk 


Office — Municipal  Building,  Rooms  1000  to  1018. 
Telephone— WOrth  2-5600. 

Office  Hours  for  Public — 9  a.  m.  to  4  p.  m. 
Saturdays  9  a.  m.  to  12  noon. 

Address  all  communications  to  the  Chairman 


CONTENTS 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  November  28,  1944,  at  10 
A.M.,  Affecting  Calendar  Numbers  422-39-BZ,  330-42- 
BZ,  268-44-BZ,  404-44-BZ,  454-44-BZ,  630-44-BZ  and 
476-44-SM. 

Minutes  of  Regular  Meeting,  November  28,  1944,  at  2 
P.M.,  Affecting  Calendar  Numbers  134-44-A,  569-44-A, 
578-44-A,  607-44-A,  648-44-A,  659-44-A,  613-44-A,  638- 
44-A,  649-44-A,  651-44-A,  512-40-BZ,  1051-27-BZ,  448- 
37-BZ,  460-37-BZ,  29-38-BZ,  38-40-BZ,  493-41-BZ  and 
762-42-SM. 


Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 
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Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 
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DOCKET  ' 

New  Cases  Filed  up  to  November  28,  1944. 

Cal.  No.  Dept.  Premises  Affected 

661-44-BZ — H.B.Q. — 147  Beach  117th  street,  west  side, 
440  ft.  south  of  Rockaway  Beach  boulevard  (Block  757, 
Lots  28,  32  and  34),  Rockaway  Park,  Borough  of  Queens, 
N.B.  335-44. 


662-44- A — H.B.B. — 1501  Bowery  Walk  and  3002-3024 

West  15th  street,  northwest  corner  (Block  7074,  part  of 
Lot  170),  Borough  of  Brooklyn,  Alt.  3029-44, 


663- 44-SA — DeVilbiss  Spray  Gun  and  Electric  Motor 

Electro-Pneumatic  Control,  Appliance. 

664- 44-A — H.B.B. — 741-775  Ocean  avenue,  east  side,  60 
ft.  south  of  Beverly  road  (Block  5151,  Lot  33),  Borough  of 
Brooklyn,  Alt.  2834-44. 


665-44-A — H.B.Q. — 184-10  Jamaica  avenue,  south  side, 

411  ft.  east  of  183rd  street  (Building  1)  ;  (Block  10352,  Lots 
70  and  71),  Jamaica,  Borough  of  Queens,  Alt.  549-44. 


666-44-A — H.B.Q. — 184-10  Jamaica  avenue,  south  side, 
411  ft.  east  of  183rd  street  (Building  2)  ;  (Block  10352, 
Lots  70  and  71),  Jamaica,  Borough  of  Queens,  Alt.  548-44. 


675-44-A — F.D. — 309  Hart  street,  north  side,  270  ft.  west 
of  Lewis  avenue  (Block  1591,  Lots  57  and  58),  Borough 
of  Brooklyn,  Decisions. 


676-44- A— H.B.B.— 6724  (6720  displayed)  19th  avenue, 

northwest  corner  of  68th  street  (1st  floor)  ;  (Block  5569. 
Lot  45),  Borough  of  Brooklyn,  Alt.  3357-44. 


677-44-A — F.D. — 34-44  Hubert  street  and  398-408  Wash¬ 
ington  street,  northwest  corner  (6th  floor)  ;  (Block  217, 
Lot  1),  Borough  of  Manhattan,  39228-LC  and  Decision. 


678-44-A — H.B.B. — 1600-1606  Atlantic  avenue,  south  side, 
95  ft.  east  of  Albany  avenue  (2nd  floor)  ;  (Block  1334,  Lot 
5),  Borough  of  Brooklyn,  Amendment  to  Alt.  4820-41. 


679-44-BZ — H.B.Q. — 109-40  205th  place,  west  side,  93 
ft.  north  of  Hollis  avenue  (Block  10911,  Lot  24),  Hollis, 
Borough  of  Queens,  B.N.  3340-40. 


680-44-BZ — H.B.B. — 112  Kingsland  avenue  (rear),  east 
side,  25  ft.  6/4  in.  north  of  Division  place  (Block  2840,  Lot 
2),  Borough  of  Brooklyn,  Alt.  410-44. 


681-44-A— H.B.M. — 47-49  Beaver  street,  north  side,  83  ft. 

in.  east  of  Broad  street  (7th  floor)  ;  (Block  25,  Lot 
40),  Borough  of  Manhattan,  Amendment  to  Alt.  839-44. 


667-44-A — H.B.Q. — 184-02  Jamaica  avenue,  south  side, 
330.58  ft.  east  of  183rd  street  (Building  3)  ;  (Block  10352, 
Lot  66),  Jamaica,  Borough  of  Queens,  Alt.  205-44. 


668-44-A — F.D. — 34-10  Linden  place  (Block  783,  Lot  82), 

Flushing,  Borough  of  Queens,  98031 -LC. 


Restored  to  Calendar. 

512-40-BZ — H.B.Bx — 2623  Roberts  avenue,  north  side, 
100  ft.  west  of  Blondell  avenue  and  1409  Blondell  avenue 
(Block  4074,  Lot  22),  Borough  of  The  Bronx,  Decision  re 
Certificate  of  Occupancy. 


669-44-A — H.B.B. — 1236-1240  Atlantic  avenue,  south  side, 
482  ft.  west  of  Nostrand  avenue  (4th  floor)  ;  (Block  1200, 
Lot  21),  Borough  of  Brooklyn,  Alt.  1921-44. 


670-44-BZ — H.B.Bx — East  side  of  Mosholu  avenue,  from 
West  254th  to  West  255th  streets  (Block  3421C,  Lot  1311 
and  Block  3421D,  Lot  1417),  Borough  of  The  Bronx, 
N.B.  121-44  to  N.B.  150-44,  inclusive. 


671-44-BZ — H.B.B. — 424  Weirfield  street,  east  side,  100 
ft.  south  of  Wyckoff  avenue  (Block  3407,  Lot  31),  Bor¬ 
ough  of  Brooklyn,  N.B.  211-44. 


672- 44-A — F.D. — 573-581  Bedford  avenue,  northeast  cor¬ 
ner  of  Keap  street  (Penthouse)  ;  (Block  2193,  Lot  1),  Bor¬ 
ough  of  Brooklyn,  Decisions. 

673- 44-A — F.D. — 322  44th  street,  south  side,  150  ft.  east  of 
3rd  avenue  (front  and  rear  buildings)  ;  (Block  737,  Lot 
16),  Borough  of  Brooklyn,  11716-LF  and  Decision. 


674-44-A— F.D.— 3102-3108  Mermaid  avenue  and  2912 
West  31st  street,  southwest  corner  (1st  and  2nd  floors)  ; 
(Block  7049,  Lot  11),  Borough  of  Brooklyn,  Decision. 


DESIGNATIONS!  H.B. — Department  of  Housing  and  Puddings; 
II. B.B.— Department  of  Housing  and  Buildings,  Brooklyn;  II.B.M. 
Department  of  Housing  and  Buildings,  Manhattan;  11.11.(1. — De 
partment  of  Housing  and  Buildings,  Queens;  H.B. It. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
P.D. — Fire  Department. 


RULES 


Last  Publication  In  Bnlletln 


Blended  Cements,  Rules  for  Testing 

and  Use  of.. ; . Dec. 

Carbon  Dioxide  Liquefier,  Rules. ..  .Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 


28,  1943- 
28,  1943- 

28,  1943- 
13,  1937- 


28,  1943- 
3,  1937- 


-Vol.  28,  No.  52 A 
-Vol.  28,  No.  52A 

-Vol.  28,  No.  52  A 
-Vol.  22,  No.  28 


-Vol.  28,  No.  52 A 
-Vol.  22,  No.  31 


Elevator  Rules  . 

Erection,  Alteration.  Repair,  Ex¬ 
cavation  for  ana  Demolition  of 

.  Mar. 

3, 

1936- 

-Vol.  21,  No.  9 

Buildings  . . 

.  Dec. 

28, 

1943- 

-Vol.  28,  No.  52 A 

Fxft  Rules  (Revolving  Doors) . 

June 

15, 

1937- 

-Vol.  22,  No.  24 

Factory  Exit  Rules . 

Sept. 

12, 

1944- 

-Vol.  29,  No.  36 

Fire  Alarm  Rules  (Interior) . 

.  Dec. 

28, 

1943- 

-Vol.  28,  No.  52A 

Fire  Drill  Rules . 

Fire-resistive.  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . 

Fire  Retarding  Rules  for  Garages, 

.Mar. 

7, 

1944- 

-Vol.  29,  No.  10 

.  Nov. 

14, 

1944- 

-Vol.  29,  No.  45 

etc . 

.  Dec. 

28, 

1943- 

-Vol.  28,  No.  52  A 

Fireproof  Wood,  Testing  of . 

•  Apr. 

13, 

1937- 

-Vol.  22,  No.  15 

Frame  Garages,  Ruling  for . 

•  Jan. 

21, 

1919- 

-Vol.  4,  No.  3 

Fusion  Welding  and  Gas  Cutting 

Rules  . 

.Dec. 

28, 

1943- 

-Vol.  28,  No.  52 A 

Gas  Shut-Off  Rules . 

.Apr. 

7, 

1925- 

-Vol.  10,  No.  14 
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Last  Publication  In  Bulletin 


Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Nov. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Nov. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Oct. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .Oct. 

Smoking  in  Factories,  Rules  for _ Oct. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting. ..  .Tune 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


5,  1928 — Vol.  13,  No.  23 
28,  1943 — Vol.  28,  No.  52A 

21,  1944— Vol.  29,  No.  46 
28,  1943— Vol.  28.  No.  52A 

11,  1944— Vol.  29,  No.  15 

28,  1944— Vol.  29,  No.  47 
24,  1936— Vol.  21,  No.  47 
3,  1937— Vol.  22,  No.  31 


24,  1944— Vol.  29,  No.  42 

7,  1937— Vol.  22,  No.  36 
10,  1944— Vol.  29,  No.  40 
10,  1944— Vol.  29,  No.  40 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  arc  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


DECEMBER  5,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  5,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


Zoning  Applications. 

368-40-BZ — Application  of  Samuel  L.  Malkind,  applicant 
on  behalf  of  Plaza  Circle  Corp.,  owner,  reopened  July  11, 
1944,  under  sections  7c  and  21  of  the  zoning  resolution,  to 
permit  partly  in  a  residence  use  district  and  partly  in  a 
business  use  district,  the  change  of  occupancy  of  a  portion 
of  a  garage  (a  variance  for  which  was  granted  by  the 
Board),  so  as  to  include  an  automobile  showroom;  premises 
2-14  Plaza  street  and  405-413  Flatbush  avenue,  northeast 
corner  (Block  1169,  Lot  1),  Borough  of  Brooklyn. 


2-42-BZ — Application  of  Morris  Tarshis,  applicant  and 
attorney,  on  behalf  of  Max  Minker,  owner,  reopened  No¬ 
vember  8,  1944  for  consideration  as  to  extension  of  permit 
— Application,  previously  granted  on  condition,  under  sec¬ 
tion  7i  of  the  zoning  resolution,  for  a  term  of  two  years, 
permitting  the  premises  to  be  occupied  for  minor  automobile 
repairs  in  conjunction  with  cars  being  painted;  premises 
260-262  Delancey  street,  north  side,  25  ft.  west  of  Columbia 
street  (Block  333,  Lot  31),  Borough  of  Manhattan. 

1236-27-BZ — Application  of  Archie  H.  Samuels,  appli- 
'!  cant,  on  behalf  of  Dorothy  Rehder,  owner,  reopened  July 
25,  1944,  for  consideration  as  to  extension  of  permit  (ex¬ 
pired  by  limitation) — Application,  previously  granted  on 
condition,  under  section  7f  of  the  zoning  resolution,  per¬ 
mitting  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station  for  a  temporary 
period :  premises  southeast  comer  of  Woodhaven  boulevard 
and  163rd  avenue  (Block  4046,  Lot  63),  Aqueduct,  Borough 
of  Queens. 

Appeals  from  Administrative  Decisions. 

512-44-A — 47  East  42nd  street,  north  side,  117  ft.  east  of 
Madison  avenue  and  40  East  43rd  street  (cellar  and  1st 
floor)  ;  (Block  1277,  Lot  20),  Borough  of  Manhattan. 

543-44-A— 165-171  Grand  street,  224  Centre  street,  south¬ 
east  corner  and  154  Baxter  street  (4th  floor)  ;  (Block  23o, 

,  Lot  13),  Borough  of  Manhattan. 


DECEMBER  5,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  5,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 


Appeals  from  Administrative  Decisions 

558-43-A — 177  and  179-183  Lewis  street,  west  side,  102 
ft.  north  of  East  4th  street  (Block  360,  Lot  19  and  part  of 
Lot  30),  Borough  of  Manhattan. 

343-43-A — 93-101  Lexington  avenue,  north  side,  275  ft. 
east  of  Classon  avenue  (Block  1967,  Lots  64  and  66),  Bor¬ 
ough  of  Brooklyn  (reopened  and  restored  to  calendar,  No¬ 
vember  21,  1944;  previously  withdrawn). 

447-44-A — 205  Concord  street,  north  side,  98  ft.  2  in. 
east  of  Gold  street  (Block  110,  Lot  58),  Borough  of  Brook¬ 
lyn  (reopened  and  restored  to  calendar,  November  21,  1944; 
previously  withdrawn). 

618-44-A — 400-412  Marcy  avenue,  southwest  corner  of 
Lorimer  street  (ground  floor)  ;  (Block  2244,  Lots  25  and 
33),  Borough  of  Brooklyn. 

564-43-S — 2402  Ryer  avenue,  southeast  corner  of  East 
187th  street  (2nd  floor)  ;  (Block  3152,  part  of  Lot  11), 
Borough  of  The  Bronx  (reopened  November  2J,  1944). 

582-44-A — 45-47  West  27th  street,  north  side,  200  ft.  east 
of  6th  avenue  (Block  829,  Lot  11),  Borough  of  Manhattan. 

669-44-A — 1236-1240  Atlantic  avenue,  south  side,  482  ft. 
west  of  Nostrand  avenue  (4th  floor)  ;  (Block  1200,  Lot  21), 
Borough  of  Brooklyn. 

564-44-A — 73-75  Wallabout  street,  north  side,  50  ft.  east 
of  Wythe  avenue  and  14-16  Heyward  street  (Block  2230, 
Lots'  4  and  6),  Borough  of  Brooklyn. 

592-44-A — 530  Ocean  parkway,  west  side,  280  ft.  south  of 
Ditmas  avenue  (Block  5399,  Lot  24),  Borough  of  Brooklyn. 

615-44-A — 1520-1526  Flatbush  avenue,  west  side,  325  ft. 
4J/2  in.  north  of  Germania  place  (2nd  floor)  ;  (Block  7557, 
Lot  52),  Borough  of  Brooklyn. 

665- 44-A — 184-10  Jamaica  avenue,  south  side,  411  ft.  east 
of  183rd  street  (Building  1)  ;  (Block  10352,  Lots  70  and 
71),  Jamaica,  Borough  of  Queens. 

666- 44-A — 184-10  Jamaica  avenue,  south  side,  411  ft.  east 
of  183rd  street  (Building  2)  ;  (Block  10352,  Lots  70  and 
71),  Jamaica,  Borough  of  Queens. 

667- 44-A — 184-02  Jamaica  avenue,  south  side,  330.58  ft. 

east  of  183rd  street  (Building  3)  ;  (Block  10352,  Lot  66), 
Jamaica,  Borough  of  Queens. 

694-44-A — 573-577  West  131st  street,  north  side,  75  ft. 
west  of  Old  Broadway  (Block  1986,  Lot  6),  Borough  of 
Manhattan. 

662-44-A— 1501  Bowery  Walk  and  3002-3024  West  15th 
street,  northwest  corner  (Block  7074,  part  of  Lot  170), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  12,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  bearing 
Tuesday  morning,  December  12,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters ; 


Appliance  for  Approval. 

174-44-SA — Hydro- Whirl  Water  Washed  Spray  Booth. 

HARRIS  H.  MURDOCK.  Chairman. 


Zoning  Applications. 

33-20-BZ — Application  of  Joseph  Lau,  applicant  on  be¬ 
half  of  Eugene  F.  Nolan,  owner,  reopened  October  6,  1942, 
under  section  7c  of  the  zoning  resolution,  to  permit  partly 
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in  a  business  use  district  and  partly  in  an  unrestricted  use 
district,  the  change  of  occupancy  from  oil  storage  in  the 
cellar  and  ice  storage  on  the  1st  floor  (previously  granted 
by  the  Board)  to  dead  storage  of  autos  in  the  cellar  and  a 
garage  for  more  than  five  motor  vehicles  on  the  1st  floor; 
premises  245  West  Fordham  road,  northeast  corner  of  Cedar 
avenue  (Block  3235,  Lots  30,  33,  34,  37,  38,  48  and  49), 
Borough  of  The  Bronx. 

422-39-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Bonded  Lien  Corp.,  owner,  reopened 
July  25,  1944,  for  consideration  as  to  extension  of  permit 
— Application,  previously  granted  on  condition  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  305- 
313  21st  street  and  697-705  6th  avenue,  northwest  corner 
(Block  892,  Lot  1),  Borough  of  Brooklyn. 

330-42-BZ — Application  of  Eugene  De  Rosa,  applicant 
on  behalf  of  Jeron  Co.,  Inc.,  owner,  reopened  and  restored  to 
Calendar,  September  12,  1944  (previously  withdrawn),  under 
section  7c  of  the  zoning  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  theatre 
and  stores ;  premises  95-42  to  95-48  Queens  boulevard,  south 
side,  130  ft.  west  of  63rd  drive  and  63-39  to  63-49  Saunders 
street  (Block  3080,  Lots  30  and  31),  Rego  Park,  Borough  of 
Queens. 

10-42-BZ — Application  of  Charles  M.  Spindler,  applicant, 
on  behalf  of  Lina  S.  Kissam,  owner,  reopened  October  31, 
1944  for  consideration  as  to  extension  of  permit  (expired  by 
limitation) — re  Application,  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  permitting  partly 
in  an  unrestricted  use  and  partly  in  a  business  use  district, 
for  a  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles ;  premises  220-20  Jamaica  avenue, 
south  side,  481.92  ft.  east  of  Springfield  boulevard  (Block 
10793,  Lots  37  and  45  and  Block  10789,  Lots  37,  38  and  43), 
Queens  Village,  Borough  of  Queens. 

819-38-BZ — Application  of  Oliver  D.  Wallett,  applicant 
and  lessee,  on  behalf  of  Charles  Jacob,  owner,  reopened  Octo¬ 
ber  31,  1944  for  consideration  as  to  extension  of  permit 
(expired  by  limitation) — re  Application,  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  partly  in  a  business  use  and  partly  in  a  residence  use 
district,  the  parking  and  storage  of  more  than  five  motor 
vehicles;  premises  75-01  Broadway,  northeast  corner  of  75th 
street  (Block  1486,  Lots  13,  16  and  18),  Jackson  Heights, 
Borough  of  Queens. 

449.44.BZ — Application,  July  20,  1944,  under  sections  7a 
and  21  of  the  zoning  resolution,  of  Philip  Freshman, _  appli¬ 
cant,  on  behalf  of  Peter  Hartmann, _  owner,  to  permit  in  a 
business  use  district,  the  reconstruction  of  three  (3)  build¬ 
ings,  two  (2)  of  which  are  two  stories  in  height  occupied  as 
garages  for  more  than  five  motor  vehicles  and  one  (1)  one 
story  in  height  occupied  as  a  garage  for  five  motor  vehicles, 
into  one  (1)  building  one  story  in  height  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  premises  238-242 
Vanderbilt  avenue,  west  side,  208  ft.  7  in.  north  of  DeKalb 
avenue  (Block  2092,  Lots  53,  54  and  55),  Borough  of  Brook¬ 
lyn. 

Appliance  for  Approval. 

69-43-SA — Gehnrich  and  Gehnrich  Gas-Fired  Industrial 
Ovens. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  12,  1944,  2  P.  M. 

NOTTCF.  TS  HEREBY  GTVFN  of  a  public  hearing 
Tuesday  afternoon.  December  12,  1944  at  2  o’clock  in  Room 
1013.  Municipal  Building,  Manhattan,  on  the  following 
matters : 


Appeals  from  Administrative  Decisions. 

489-44-A — 538-544  Morgan  avenue,  southeast  corner  of 
Anthony  street  (Block  2818,  Lot  5),  Borough  of  Brooklyn. 

511-44-A — 109-111  West  24th  street,  north  side,  100  ft. 
west  of  6th  avenue  (Block  800,  Lot  33),  Borough  of  Man¬ 
hattan. 

672- 44-A — 573-581  Bedford  avenue,  northeast  corner  of 
Keap  street  (penthouse)  ;  (Block  2193,  Lot  1),  Borough 
of  Brooklyn. 

673- 44-A — 322  44th  street,  south  side,  150  ft.  east  of  3rd 
avenue  (front  and  rear  buildings)  ;  (Block  737,  Lot  16), 
Borough  of  Brooklyn. 

674- 44-A — 3102-3108  Mermaid  avenue  and  2912  West  31st 
street,  southwest  corner  (Block  7049,  Lot  11),  Borough  of 
Brooklyn. 

675- 44-A — 309  Hart  street,  north  side,  270  ft.  west  of 
Lewis  avenue  (Block  1591,  Lots  57  and  58),  Borough  of 
Brooklyn. 

696-44-A — 661-673  Linden  boulevard,  northwest  corner  of 
Schenectady  avenue  (3rd  floor)  ;  (Block  4667,  Lot  25), 
Borough  of  Brooklyn. 

654-44- A — 878-880  Prospect  avenue,  east  side,  112  ft. 
north  of  Prospect  avenue  and  845-847  Westchester  avenue 
(2nd  and  3rd  floors)  ;  (Block  2690,  Lot  4),  Borough  of 
The  Bronx. 

554- 44-A — Pier  45,  East  side  of  Conover  street,  345  ft. 
south  of  Reid  street  (Block  611,  part  of  Lot  1),  East  River, 
Borough  of  Brooklyn. 

555- 44-A — Pier  3,  South  side  of  Fulton  street,  150  ft.  west 
of  Furman  street  (Block  199,  part  of  Lot  3),  East  River, 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK.  Chair  mm. 


DECEMBER  19,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  December  19,  1944  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters: 

Zoning  Applications. 

268-44-BZ — Application,  May  5,  1944,  under  section  7e 

of  the  zoning  resolution,  of  Herman  Kron,  applicant,  on 
behalf  of  Ruth  Katz,  owner,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  two  years,  the  change  of 
occupancy  of  a  garage  for  more  than  five  motor  vehicles 
to  a  factory  for  wood  working;  premises  334-344  Cleveland 
street,  west  side,  100  ft.  north  of  Liberty  street  (Block 
3968,  Lot  29),  Borough  of  Brooklyn. 

454-44-BZ — Application,  July  25,  1944,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Juliana  Realty  Corporation,  owner,  to 
permit  in  a  residence  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station,  sales  office,  lubritorium 
and  auto  laundry;  premises  3143-3161  Atlantic  avenue  and 
248-262  Norwood  avenue,  northwest  corner  (Block  3960. 
Lot  58),  Borough  of  Brooklyn. 

404-44-BZ — Application,  June  27,  1944  under  sections  7c 

and  21  of  the  zoning  resolution,  of  Raymond  Irrera,  appli¬ 
cant,  on  behalf  of  Flushing  38th  Avenue  Realty  Corporation, 
owner,  to  permit  in  a  business  use  district,  the  conversion 
of  an  existing  building  from  wagon  storage  to  a  garage  for 
more  than  five  motor  vehicles  (taxicabs)  ;  premises  136-20 
38th  avenue,  south  side,  150  ft.  east  of  Main  street  (Block 
4979,  Lots  12  and  15),  Flushing,  Borough  of  Queens. 

598-43-BZ — Application,  December  7,  1943,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Green  Bus  Lines,  Inc.,  owner,  to 
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permit  in  a  residence  use  district,  the  extension  (in  area) 
of  an  existing  garage  for  more  than  five  motor  vehicles 
(busses)  ;  premises  48-09  to  48-17  Rockaway  Beach  boule¬ 
vard,  southeast  corner  of  Beach  49th  street  (Block  336,  Lot 
60),  Far  Rockaway,  Borough  of  Queens. 

575-25-BZ — Application  of  Reginald  S.  Hardy,  applicant, 
on  behalf  of  Sophie  Himmelstein,  owner  (507  Flatbush 
Avenue  Corporation,  lessee),  reopened  November  8,  1944, 
under  sections  7i  and  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  change  of  occupancy  of  a 
garage  for  more  than  five  motor  vehicles  (previously 
granted  by  the  Board)  to  a  garage  for  more  than  five  motor 
vehicles,  motor  vehicle  repair  shop  and  service  station, 
show-room  and  sales  place  for  motor  vehicles ;  premises 
I'll  Lefferts  avenue,  507-511  Flatbush  avenue,  northeast 
corner  and  1118-1128  Washington  avenue  (Block  1197,  Lot 
1),  Borough  of  Brooklyn. 

628-44-BZ — Application,  November  8,  1944,  under  section 
7e  of  the  zoning  resolution,  of  Anthony  M.  De  Rose,  ap¬ 
plicant,  on  behalf  of  Paladino  Bros.  Holding  Corp.,  owner, 
to  permit  in  a  residence  use  district,  the  change  of  occu¬ 
pancy  from  a  garage  for  more  than  five  motor  vehicles  to 
a  factory  for  manufacturing  of  paper  boxes  for  a  temporary 
period  of  two  years;  premises  437-445  East  120th  street, 
north  side,  100  ft.  west  of  Pleasant  avenue  (Block  1808, 


use  district  and  to  permit  the  entrance  to  a  loading  plat¬ 
form  more  than  25  feet  from  the  intersecting  streets; 
premises  4086-4100  Broadway  and  616-620  West  173rd 
street,  southeast  corner  (Block  2141,  Lot  33),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 


DECEMBER  19,  1944,  2  P.  M. 

NO  1  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  19,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

496-43-A — 425  Beach  72nd  street,  southwest  corner  of 
Hesslcr  avenue  (Block  523,  Lots  22  and  24),  Arveme, 
Borough  of  Queens  (under  section  35,  General  City  Law  re 
bed  of  mapped  street — Barbadoes  drive). 

613-44-A— 1865  East  8th  street,  east  side,  220  ft.  north  of 
Avenue  S  (Block  6684,  Lot  60),  Borough  of  Brooklyn. 

649-44-A — 1109  Fifth  avenue,  northeast  corner  of  East 
92nd  street  (Block  1504,  Lot  1),  Borough  of  Manhattan. 

638-44-A — 139-28  Queens  boulevard,  south  side,  200  ft 
east  of  87th  street  (2nd  floor)  ;  (Block  9625,  Lot  16),  Ja¬ 
maica,  Borough  of  Queens. 

651-44-A — 613  East  233rd  street,  north  side,  41.90  ft.  east 
of  Bronx  boulevard  (1st  floor)  ;  (Block  4993,  Lot  8),  Bor¬ 
ough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  28,  1944.  . 

Present :  Chairman  Murdock,  Commissioners  Savage  and 

Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  November  21,  1944  and  Tuesday  af¬ 
ternoon,  November  21,  1944,  were  approved  as  printed  in 
Bulletin  No.  47,  Vol.  29. 


aupci  imciiuenij  unaer  section  /c  oi  the  zoning 
resolution,  to  permit  partly  in  a  business  use  dis¬ 
trict  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used 
as  a  theatre  and  stores. 

PREMISES  AFFECTED — 95-42  to  95-48  Queens  boule¬ 
vard,  south  side,  130  ft.  west  of  63d  drive  and 
63-39  to  63-49  Saunders  street  (Block  3080,  Lots 
30  and  31),  Rego  Park,  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  V.  McKee,  Gilbert  Lazarus 
and  Eugene  De  Rosa. 

For  Opposition:  Jabez  Dunninghan  and  Edna  L. 
Livezey. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1944 
at  10  a.m.  at  request  of  applicant,  to  submit  new 
decision. 


ZONING  CASES 

422-39-BZ 

i  APPLICANT — Lama  and  Proskauer,  for  Bonded  Lien 
Corporation,  owner. 

SUBJECT — Application  reopened  July  25,  1944,  for  con¬ 
sideration  as  to  extension  of  permit — re  Application 
(decision  of  the  borough  superintendent)  previ¬ 
ously  granted  on  condition,  under  section  7h  of  the 
zoning  resolution,  permitting  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 305-313  21st  street  and  697-705 
6th  avenue,  northwest  corner  (Block  892,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep't  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  12,  1944 
at  10  a.m.  for  further  consideration. 


268-44-BZ 

APPLICANT — Herman  Kron,  for  Ruth  Katz,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  temporary 
period  of  two  years,  the  change  of  occupancy  of  a 
garage  for  more  than  five  motor  vehicles  to  a 
factory  for  wood  working. 
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PREMISES  AFFECTED — 334-344  Cleveland  street,  west 
side,  100  ft.  north  of  Liberty  avenue  (Block  3968, 
Lot  29),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Herman  Kron. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  19,  1944 
at  10  a.m.,  pending  an  inspection  by  a  committee 
of  the  Board.  No  further  argument. 


404-44-BZ 

APPLICANT — Raymond  Irrera,  for  Flushing  38th  Avenue 
Realty  Corp.,  owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7f  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
conversion  of  an  existing  building  from  wagon 
storage  to  a  garage  for  more  than  five  motor  vehi¬ 
cles  (taxicabs). 

PREMISES  AFFECTED— 136-20  38th  avenue,  south  side, 
150  ft.  east  of  Main  street  (Block  4979,  Lots  12 
and  15),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Raymond  Irrera,  M.  Ringel  and 
Bernard  M.  Miller. 

For  Opposition :  Abraham  Daniels,  Max  Abram¬ 
son,  Teresa  D’Angelo,  Mae  Vicchione,  Harold 
Flatto,  M.  Silman  and  others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  19,  1944 
at  10  a.m.,  pending  an  inspection  by  a  committee 
of  the  Board.  No  further  argument. 


454-44-BZ 

APPLICANT — Lama  and  Proskauer,  for  Juliana  Realty 
Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  sales 
office,  lubritorium  and  auto  laundry. 

PREMISES  AFFECTED— 3143-3161  Atlantic  avenue  and 
248-262  Norwood  avenue,  northwest  corner  (Block 
3960,  Lot  58),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Alfred  A.  Lama. 

For  Opposition:  Martin  W.  Teichman,  Thomas 
Fitzgerald,  Elizabeth  Kiely  and  others. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  19,  1944 
at  10  a.m.,  pending  an  inspection  by  a  committee 
of  the  Board.  No  further  argument. 


630-44-BZ 

APPLICANT — New  York  Water  Service  Corp.,  owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district, 
the  erection  of  a  building  to  be  used  as  a  well 
house  in  connection  with  an  existing  electrically 
operated  water  pumping  station  (water  works)  on 
a  plot  located  partly  in  a  residence  use  and  partly 
in  a  business  use  district. 

PREMISES  AFFECTED— 83-75  Woodhaven  boulevard, 
northeast  corner  of  Moss  road  (Block  3907,  Lot 
960),  Woodhaven,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Arthur  T.  Luce. 

For  Opposition:  Joseph  A.  Bier,  Harry  Bartone, 
Mrs.  John  Nayler  and  E.  R.  Willoughby. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (630-44-BZ) 

Whereas,  New  York  Water  Service  Corporation,  owner, 
filed  November  8,  1944,  an  application  under  section  7c  of 
the  zoning  resolution,  to  permit  in  a  residence  use  district, 
the  erection  of  a  building  to  be  used  as  a  well  house  in  con¬ 
nection  with  an  existing  electrically  operated  water  pumping 
station  (water  works)  on  a  plot  located  partly  in  a  resi¬ 
dence  use  and  partly  in  a  business  use  district;  affecting 
premises  83-75  Woodhaven  boulevard,  northeast  corner  of 
Moss  road  (Block  3907,  Lot  960),  Woodhaven,  borough  of 
Queens;  and  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  November  28,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Woodhaven  avenue  is  in  a  resi¬ 
dence  use,  D  area  and  1  times  height  district  and  Diamond 
street  is  in  a  business  use,  D  area,  and  1  times  height  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  19,  1944,  re  N.  B.  Applic.  293-44,  reads: 

“4.  The  erection  of  a  structure  in  a  residence  use 
zone  to  house  electric  pump  and  equipment  is  contrary 
to  Art.  II,  Sec.  3,  Zoning  Resolution.  Not  further  con¬ 
sidered.” 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot  having  a  frontage  of  944.42  ft.  and  a  depth  of  764.94 
ft.,  occupied  by  the  Water  Service  Corporation  as  a  water¬ 
works  and  that  it  is  proposed  to  provide  a  new  well  and 
pipe  line  and  a  pump  house  in  connection  with  these  water 
works;  and 

Whereas,  the  applicant  contends  that  the  New  York 
Water  Service  Corporation  furnishes  water  for  domestic 
and  fire  protection  to  the  inhabitants  of  Woodhaven;  that 
it  is  the  Woodhaven  Water  Supply  Company,  whose  names 
was  changed  on  December  21,  1926  to  New  York  Water 
Service  Corporation ;  that  the  water  supply  is  taken  from 
wells  located  in  various  parts  of  the  community  and  pumped 
into  the  distribution  system  and  into  two  balancing  reser¬ 
voirs  located  on  the  east  side  of  Woodhaven  boulevard,  a 
short  distance  north  of  Park  Lane  South;  that  this  reser¬ 
voir  property  was  deeded  to  the  Woodhaven  Water.  Supply 
Company  by  deed  dated  November  10,  1888,  and  during  that 
year,  the  two  reservoirs  previously  mentioned  were  con¬ 
structed  ;  that  in  1913,  a  booster  station,  containing  two  elec¬ 
trically  driven  pumps,  was  installed  on  this  property  for  the 
purpose  of  boosting  water  from  the  distribution  system  to  a 
small  section  of  the  territory  that  was  located  at  an  eleva¬ 
tion  such  that  adequate  pressure,  was  not  available  from,  the 
reservoirs ;  that  this  booster  station  has  been  operating  since 
that  date  and  supplies  this  high  level  area  with  adequate 
pressure ;  that  in  1929,  a  250,000  gallon  elevated  storage  tank 
was  erected  on  this  tract  of  land  for  the  purpose  of  fur¬ 
nishing  storage  for  the  high  level  area  served  by  the  booster 
pumps.  It  is  thus  apparent  that  this  tract  of  land  has  been 
used  by  the  Water  Company  for  a  period  of  approximately 
56  years  for  water  supply  purposes  and  its  use  as  such  has 
been  generally  recognized  by  the  community;  that  due  to 
the  intrusion  of  salt  in  some  of  the  wells  at  the  Aqueduct 
Pumping  Station,  which  is  located  in  the  southern  part  of 
the  city  near  the  intersection  of  Centerport  avenue  with  the 
Long  Island  railroad,  it  is  necessary  that  an  additional  well 
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with  a  capacity  of  approximately  1.75  million  gallons  per 
day  be  constructed;  that  it  is  proposed  to  drill  this  well 
near  the  southwest  corner  of  the  reservoir  tract,  as  such 
location  is  believed  to  be  highly  desirable  from  a  water 
supply  standpoint ;  that  this  location  is  of  such  distance 
from  other  wells  of  the  company  as  to  preclude  the  likeli¬ 
hood  of  interference  with  other  wells  of  the  company;  that 
it  is  also  located  in  an  area  that  is  not  affected  by  the  salt 
intrusion;  that  the  pumping  station  building  will  scarcely 
be  noticeable  after  it  is  completed,  as  it  is  practically  all 
underground;  that  the  only  part  visible  from  the  surface 
of  the  ground  is  the  roof  and  ventilator;  that  the  outside 
dimensions'  of  the  pump  pit  are  11  ft.  by  13  ft.  and  the  top 
of  the  roof  will  be  only  about  ll/2  ft.  above  the  adjacent 
ground  surface  or  about  3  ft.  above  the  curb  line  of  Wood- 
haven  boulevard;  that  the  location  selected  is  about  100  ft. 
east  of  the  east  side  of  Woodhaven  boulevard  and  50  ft. 
north  of  the  north  side  of  Moss  road  (the  latter  a  mapped 
street)  now'  occupied  by  a  house;  that  this  company  has 
a  considerable  number  of  wells  with  subsurface  pumping 
stations  and  other  wells  with  one  story  pumping  stations 
built  above  the  ground,  all  of  which  are  located  on  small 
city  lots  of  from  30  ft.  to  50  ft.  frontage  and  100  ft.  to 
150  ft.  depth  in  the  Flatbush  area  of  Brooklyn,  and  in  ad¬ 
dition  to  these,  this  company  has  one  subsurface  pumping 
station  and  2  one  story  pumping  stations  in  Woodhaven; 
that  these  well  installations  are  surrounded  in  most  instances 
by  dwellings  and  apartment  houses  on  adjacent  lots  or 
across  the  street  and  no  complaints  have  been  made  by  these 
adjacent  property  owners ;  that  based  on  these  known  con¬ 
ditions,  and  the  fact  that  this  well  and  pumping  station  are 
to  be  located  at  a  greater  distance  from  the  nearest  resi¬ 
dence  than  many  of  those  above  mentioned,  the  company 
has  every  reason  to  believe  that  the  operation  of  this  pump¬ 
ing  station  will  not  be  objectionable;  that  construction  of 
a  well  of  this  nature  must  be  approved  by  the  State  Water 
Power  and  Control  Commission,  following  due  published 
notice  of  the  request  of  the  company  for  permission  to  con¬ 
struct  such  wells  and  a  public  hearing  held  by  the  com¬ 
mission  ;  that  this  procedure  was  followed  in  case  of  the 
proposed  well  under  date  of  August  8,  1944,  and  as  there 
were  no  objections  filed  and  as  the  Water  Power  and  Con¬ 
trol  Commission  deemed  the  wrell  necessary,  it  granted  ap¬ 
proval  of  the  project;  that  predicated  on  the  above  reasons, 
the  New  York  Water  Service  Corporation  requests  permis¬ 
sion  to  construct,  operate  and  maintain  a  well  and  subsur¬ 
face  pumping  station,  together  with  pipe  connections  and 
other  appurtenances,  to  be  located  at  a  point  100  ft.  east  of 
the  east  line  of  Woodhaven  boulevard  and  50  ft.  north  of 
the  north  line  of  Moss  road,  on  land  now  owned  by  it  and 
known  as  83-75  Woodhaven  boulevard ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivision  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  under  section  7c 
thereof,  to  permit  the  proposed  well  and  pump  house  as 
indicated  on  plans  filed  with  this  appeal,  on  condition  that 
in  all  other  respects,  the  installation  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto  and  shall  be 
maintained  to  the  satisfaction  of  all  authorities  having 
jurisdiction ;  that  all  permits  shall  be  obtained  and  all  work 
completed  within  one  (1)  year  from  the  date  of  this  resolu¬ 
tion. 


MATERIAL  SUBMITTED  FOR  APPROVAL 

476-44-SM 

APPLICANT — United  States  Gypsum  Co.,  owner. 


SUBJECT — United  States  Gypsum  Company  2  inch  Solid 
Rocklath  and  Plaster  Partition,  Method  of  Con¬ 
struction,  approval  of. 

APPEARANCES— 

FOR  Applicant:  Robert  R.  Heiges. 

ACTION  OF  BOARD — Material  approved  in  accordance 

with  report  of  the  Committee  on  Tests. 

THE  VOTE  Tp  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (476-44-SM) 

Whereas,  the  United  States  Gypsum  Company,  owner, 
filed  on  August  10,  1944,  an  application  with  the  Board  of 
Standards  and  Appeals  for  approval  of  the  material  known 
as  the  United  States  Co.  2  inch  Solid  Rocklath  Plaster 
Partition,  Method  of  Construction;  and 
Whereas,  this  material  was  referred  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report ;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

Cal.  476-44-SM 

Subject:  U.  S.  Gypsum  Co.  2"  Solid  Rocklath  and 
Plaster  Partition,  Method  of  Construction. 

November  13,  1944. 

The  U.  S.  Gypsum  Company  of  Chicago,  Ill.,  filed 
an  application  with  the  Board  of  Standards  and  Ap¬ 
peals  for  the  approval  of  their  2"  Solid  Rocklath  and 
Plaster  Partition  under  the  requirements  of  C26-I78.0b 
for  uses  under  C26-462.0,  463.0  and  464.0  of  the  Ad¬ 
ministrative  Building  Code. 

DESCRIPTION 

The  construction  consists  of  erecting  Rocklath, 
(plaster  base)  to  a  height  not  exceeding  9  feet,  secured 
top  and  bottom  by  runners  of  wood  or  steel,  as  shown 
in  fig.  1.  The  Rocklath  used  may  be  of  or  in. 
thick  square  edge  full  length  sheets  with  no  horizontal 
joints  whatsoever.  After  setting  the  rocklath  in  the 
slotted  runners,  horizontal  bracing  is  provided  by  brac¬ 
ing  clips  located  at  the  third  points  of  the  partition 
height.  Into  these  clips  is  placed  a  2"  x  4"  wood  hori¬ 
zontal  brace  which  permits  the  plaster  base  to  be  pulled 
tight  against  adjacent  plaster  base  units.  The  bracing 
is  secured  at  corners  by  temporary  nailing  and  to  the 
rest  of  the  partition  by  rotating  the  loops  of  the  clips 
downward  first  and  then  sideways,  thus  securing  the 
clip  to  the  2"  x  4"  horizontal  brace.  Plaster  is  then 
applied,  the  runners  top  and  bottom  acting  as  grounds 
— first  the  scratch  coat,  then  the  brown  coat  and  finally 
the  finish  coat.  After  application  and  setting  of  the 
brown  coat,  bracing  members  and  clips  are  removed  by 
loosening  the  loops  of  the  clips — and  the  partition  unit 
finished  with  the  required  plastering  is  hereinbefore 
described. 

TESTS 

A  test  of  this  form  of  construction  witnessed  by 
representatives  of  the  Committee  on  Tests  was  made 
at  Rockefeller  Plaza.  The  unit  and  the  results  of  tests 
are  described  as  follows : 

The  test  panel,  fig.  1,  was  11 '6"  long  and  8'  high 
with  4'  walls  built  at  right  angles  at  each  end  of  the 
panel  to  simulate  existing  walls  and  to  anchor  the  panel. 
The  entire  base  rested  on  4"  x  4"  lumber.  The  up¬ 
rights  holding  the  ceiling  construction  were  also  4"  x  4"s 
and  the  rough  ceiling  construction  was  of  2”  x  4"s, 
16"  on  centers.  The  base  runner  for  the  panel  was 
nailed  to  the  base  with  8d  nails.  The  top  runners  were 
then  plumbed  with  the  floor  runners  and  nailed  to  the 
ceiling  studs  with  8d  nails.  The  Rocklath  2'  x  8'  was 
then  placed  in  the  floor  runner  and  the  top  snapped 
into  the  top  runner.  A  door  buck  made  from  a  runner 
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similar  to  the  floor  and  ceiling  runner  was  erected  with¬ 
out  ceiling  anchors  or  braces.  8d  nails  were  driven  into 
the  buck  every  12"  on  both  sides.  The  nails  were 
driven  at  an  angle  to  a  depth  of  about  1"  and  were  then 
bent  towards  the  Rocklath.  This  served  as  an  addi¬ 
tional  anchor  in  the  plaster.  For  the  attachment  of  a 
sink  on  the  walls  a  metal  plate  was  bolted  to  the  re¬ 
verse  side  of  the  Rocklath  with  bolts  2"  long  so  that 
the  ends  would  project  beyond  the  finished  plaster  wall 
and  provide  a  means  of  attachment  for  the  sink  fix¬ 
tures.  The  Rocklath  was  then  braced  with  clips  and 
2"  x  4"  to  provide  a  solid  plastering  surface.  Each 
piece  of  lath  had  a  clip  driven  into  it  a  third  points, 
from  floor  to  ceiling.  Horizontal  braces  of  2"  x  4"s, 
notched  out,  to  allow  for  the  door  buck,  were  then 
secured  to  the  lath  by  pulling  up  tight  on  the  clips. 
^ie  clips  were  pulled  up,  all  in  the  same  direction,  to 
insure  tight  butting  of  the  Rocklath.  With  two  hori¬ 
zontal  braces  in  place,  the  lower  one  32"  from  the  floor 
and  the  upper  one  64"  from  the  floor,  the  lath  was 
rigid  enough  to  apply  plaster.  A  scratch  coat  of  plas¬ 
ter  (2  parts  of  sand  to  1  part  of  plaster  by  weight)  was 
then  applied  to  both  sides  of  the  partition  to  a  thickness 


of  The  scratch  coat  on  the  braced  side  was  ap¬ 

plied  only  between  the  braces.  The  following  day  the 
brown  coat  of  plaster  (3  parts  of  sand  to  1  part  of 
plaster  by  weight)  was  applied  to  the  side  opposite  the 
bracing.  When  this  coat  was  partially  set  the  braces 
and  clips  were  removed  and  this  side  was  brown  coated. 
This  coat  was  brought  out  to  allow  1/16"  for  the  finish 
coat. 

dwo  days  later  the  finish  coat  was  applied  using 
regular  lime  putty  and  plaster  finish  on  part  of  the 
panel  and  Oriental  Interior  Colored  Finish  on  the  other 
Part  of  the  panel.  The  floor  and  ceiling  runners  which 
are  2"  wide  act  as  the  plastering  grounds  so  that  the 
finished  partition  is  2"  thick.  The  partition  was  tested 
some  six  weeks  after  it  was  finished,  first  by  swinging 
a  60#  sand  bag  through  an  arc  starting  6"  from  the 
partition,  and  continuing  in  intervals  of  6"  till  the  bag 
was  horizontal,  and  similarly,  using  the  same  bag  and 
dropping  it  in  intervals  of  1  foot  to  the  final  partition 
height,  onto  the  fixture  which  was  supported  on  the 
partition,  all  as  shown  in  fig.  1. 

The  results'  of  the  impact  tests  on  the  partition  and 
the  fixture  attached  to  the  partition  were  as  follows : 


Sand  Bag  Swing  Test. 
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Bag  dropped  from  height  of  one,  two  and  three  feet 
into  sink,  no  effect  on  wall.  One  side  of  sink  cracked 
when  bag  was  dropped  from  3  ft. ;  other  side  cracked 
when  bag  was  dropped  from  4  feet.  One  crack  from 
center  diagonally  to  corner. 

Richmond  sink  #5-820-20-26 

Weight  of  sink  62  lbs. 

Slammed  door  three  times  and  showed  no  effects. 

Similar  impact  tests  were  made  for  this  construction 
for  Starrett  Bros,  and  Eken,  Los  Angeles,  Cal.  by  the 
laboratories  of  Raymond  G.  Osborne,  report  dated 
12/30/42  and  also  for  the  City  of  Detroit  at  the  Detroit 
Building  Trade  School,  tested  November  16,  1943, 
copies  of  both  text  reports  have  been  filed  with  this 
application. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data,  the  Committee 
on  Tests  recommends  the  approval  of  the  U.  S.  Gyp¬ 
sum  Company’s  2"  Solid  Rocklath  and  Plaster  Parti¬ 
tion  (method  of  construction)  as  a  solid  non-bearing 
incombustible  partition  not  exceeding  9  feet  in  height, 
using  Yi"  or  34"  Rocklath  as  a  substitute  method  of 
construction  within  the  purview  of  the  intent  of  C26-3.0 
of  the  Administrative  Building  Code,  be  approved  for 
use  in  New  York  City,  under  the  Board’s  powers  un¬ 
der  C26-1 91.0a,  provided  that  each  partition  is  con¬ 
structed  as  described  herein  and  provided  that  each 
partition  unit  be  furnished  with  an  adequate  baseboard 
above  the  finish  floor,  that  all  walls  be  plumb  and  true 
before  plastering,  that  plaster  shall  consist  of  a  scratch 
coat  not  less  than  34*  to  5/16"  thick,  the  brown  coat 


not  less  than  5/16"  thick  and  a  finish  coat  1/16"  thick. 
It  is  further  recommended  that  each  drawing  filed  with 
the  department  have  wording  as  follows : 

“This  installation  complies  with  the  requirements  of 
the  approval  granted  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  476- 
44-SM.” 

% 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests'. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
material. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  material  known  as  the  U.  S.  Gypsum 
Co.  2  inch  Solid  Rocklath  and  Plaster  Partition  (method 
of  construction),  on  condition  that  the  material  be  manu¬ 
factured,  installed,  used  and  labelled  in  accordance  with  the 
above  report. 


Adjourned:  11:55  A.M. 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  28,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

134-44-A 

APPLICANT — Henry  Nordheim,  for  Max  Schonbuck, 
owner  (Rabbi  A.  Ben-Hillel,  lessee). 

SUBJECT — Application  reopened  October  31,  1944 — re 

Appeal  from  a  decision  of  the  borough  superin¬ 
tendent  ;  previously  granted  on  condition. 
PREMISES  AFFECTED— 2120  Daly  avenue,  east  side, 
72  ft.  south  of  East  181st  street  (Block  3128,  Lot 
7),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Henry  Nordheim 
For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Resolution  amended. 

THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (134-44-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  2120  Daly  avenue,  east 
side,  72  ft.  south  of  East  181st  street  (Block  3128,  Lot  7), 
Borough  of  The  Bronx,  was  granted  by  the  Board  on  July 
11,  1944,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  appeal  was  reopened  by  the  vote  of  the 
Board  on  October  31,  1944  and  restored  to  the  calendar, 
subject  to  usual  procedure;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  17,  1944,  on  amendment  to  Alt.  Applic.  38-44, 
reads : 

“5.  Construction  and  enclosure  of  stairway  from 
second  floor  must  comply  with  Sections  6.4. 1.7.1  and 
6.4.1.8.1  of  the  Building  Code,  respectively. 

P-6:  Proper  toilet  facilities  must  be  provided  for 
proposed  occupancy,  as  per  Section  14.8.4  of  the  Build¬ 
ing  Code.  'File  plumbing  application  and  plan  and 
section  for  all  new  plumbing  work  done.” 

and 

Whereas,  the  applicant  requests  amendment  of  the  terms 
of  the  resolution' originally  granted  by  the  Board  on  July 
11,  1944,  to  include  a  ruling  on  objections  5  and  6,  which 
were  not  included  on  the  original  appeal ;  that  the  reason 
these  objections  were  not  included  in  the  original  appeal 
is  that  the  applicant  assumed  the  borough  superintendent 
would  act  favorably  on  an  amendment  on  which  reconsid¬ 
eration  was  asked,  but  subsequently  denied ;  that  the  request 
for  reconsideration  filed  with  the  borough  superintendent 
as  to  these  objections  was  based  on  the  allegation  that  the 
Code  exempted  this  type  of  building  from  any  stairway 
change,  being  a  frame  building,  less  than  40  ft.  in  height 
and  occupied  by  less  than  fifty  people  above  the  1st  story 
and  stated  section  6. 4.1. 8.1  of  the  Building  Code;  as  to 
objection  6,  reconsideration  was  requested  on  the  grounds 
that  no  workmen  or  women  will  be  employed. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  July  11,  1944,  so 
that  as  amended,  it  shall  read: 

‘‘Resolved,  that  the  decision  of  the  borough  superin¬ 
tendent,  acting  on  Alt.  Applic.  38-44,  objection  1,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  building  shall 
not  be  increased  in  height  or  area ;  that  the  first  floor 


only  shall  be  occupied  for  the  purpose  as  proposed ; 
that  the  second  floor  shall  be  occupied  solely  as  the 
residence  of  the  Rabbi ;  that  in  all  other  respects,  the 
building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto,  except  as  to  objection 
5,  that  the  enclosing  partitions  around  the  first  and 
second  floors  may  be  accepted,  provided  the  doors 
leading  thereto  shall  be  made  to  swing  in  the  direction 
of  exit;  that  the  floor  load  of  the  first  floor  shall  be 
not  less  than  sixty  (60)  pounds  per  superficial  foot 
and  in  addition  to  the  exits  shown  on  plans  filed  with 
this  appeal  marked  “Received  March  1,  1944,”  addi¬ 
tional  means  of  exit  shall  be  provided  and  maintained, 
consisting  of  an  exit  through  the  rear  window  in  the 
Reception  Room,  with  steps  to  grade;  that  a  fire  alarm 
system  shall  be  maintained  on  the  premises ;  that  such 
system  may  be  a  sub-standard  fire  alarm  system  con¬ 
sisting  of  a  gong  not  less  than  6  inches  in  diameter  with 
dry  cell  batteries  and  push  button  control;  its  location 
to  be  determined  by  the  fire  commissioner;  that  such 
system  shall  be  used  solely  in  connection  with  fire  drills 
which  shall  be  maintained  at  least  once  every  two 
weeks  under  the  supervision  of  qualified  persons;  and 
as  to  objection  6,  that  toilet  facilities  for  both  sexes 
shall  be  provided,  in  accordance  with  the  requirements 
of  Section  C26-1279.0  (14.8.4)  ;  and  that  the  number 
of  children  accommodated  shall  not  exceed  the  number 
proposed.” 


569-44-A 

APPLICANT — Otto  J.  Sambach,  for  Ira  S.  Bushey  and 
Sons,  Inc.,  owner. 

SUBJECT — Application  re  decision  of  the  commissioner 
of  Marine  and  Aviation. 

PREMISES  AFFECTED— 764  Court  street,  west  side,  270 
ft.  south  of  Bryant  street  (2nd  floor)  ;  (Block  623, 
Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Otto  J.  Sambach. 

For  Administration:  Paul  F.  Treutler,  Dep’t 
Marine  and  Aviation  and  Fred  Dahlem,  Dep’t 
of  Housing  and  Buildings. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative  .  0 

THE  RESOLUTION  (569-44-A) 

Whereas,  Otto  J.  Sambach  for  Ira  S.  Bushey  &  Sons, 
Inc.,  owner,  filed  October  6,  1944  an  application  for  varia¬ 
tion  of  the  requirements  of  the  Labor  Law  as  cited  in  a 
decision  of  the  Commissioner  of  Marine  and  Aviation, 
affecting  premises  764  Court  street,  west  side,  270  ft.  south 
of  Bryant  street  (2nd  floor)  ;  (Block  623,  Lot  1),  Borough 
of  Brooklyn;  and 

Whereas,  the  decision  of  the  Commissioner  of  Marine 
and  Aviation,  dated  April  28,  1944,  reads : 

“An  examination  of  your  machine  shop  building 
facing  Court  Street,  Building  No.  13  shows  that  there 
is  but  one  stairway  on  the  street  side  leading  from  the 
ground  to  the  second  floor.  Under  the  State  Labor 
Law,  two  exits  (fireproofed)  are  required  in  a  factory 
building  with  a  floor  area  of  2,000  or  more  square  feet. 

You  are  hereby  directed  to  immediately  provide 
proper  exits  as  required  by  law,  the  work  to  be  done  in 
accordance  with  plans  to  be  first  submitted  to  and  ap¬ 
proved  by  this  Department. 

In  connection  with  the  order  herein  contained  your 
attention  is  directed  to  the  following  abstract  from 
section  712  of  the  New  York  City  Charter. 

“The  violation  of  or  failure  to  comply  with  any  such 
rule  or  regulation  shall  be  triable  by  a  City  magistrate 
and  punishable  by  not  more  than  thirty  days’  im- 
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prisonment  or  by  a  fine  of  not  more  than  fifty  dollars, 
or  both.” 

and 

Whereas,  the  decision  of  the  Commissioner  of  Marine 
and  Aviation,  dated  September  2,  1944,  reads : 

“Pursuant  to  understanding  had  with  your  Consulting 
Engineer,  Mr.  Otto  J.  Sambach,  yesterday,  your  re¬ 
quest  that  my  order  of  April  28,  1944,  to  provide  two 
exits  in  the  machine  shop  building  at  764  Court  Street, 
Brooklyn,  be  modified  to  provide  for  only  one  enclosed 
fireproof  stairway  is  denied. 

If  you  desire  to  appeal  from  this  decision,  it  is  sug¬ 
gested  that  you  file  a  petition  with  the  Board  of  Stand¬ 
ards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
stories  (25  ft.)  in  height,  50  ft.  by  130  ft.  in  area  at  1st 
floor,  50  ft.  by  60  ft.  in  area  at  2nd  floor,  erected  in  1912, 
located  in  an  unrestricted  use  district,  of  class  4  construc¬ 
tion,  used  and  occupied  as  follows :  first  floor — machine 
shop — 45  persons ;  2nd  floor — offices  and  electric  shop — 25 
persons ;  that  the  building  is  equipped  with  one  3  ft.  wide 
wood  stairs,  unenclosed  and  equipped  with  a  ladder  and 
scuttle  to  the  roof ;  and 

Whereas,  the  applicant  contends  that  the  first  floor  is 
used  exclusively  as  a  machine  shop  and  the  second  floor 
as  an  electrical  shop  and  offices  for  the  Coast  Guard  per¬ 
sonnel  ;  that  the  electrical  shop  is  used  for  a  stock  room 
for  the  mechanics  working  on  board  ships  either  on  the 
ways  or  drydock;  that  the  building  is  frame  with  8  in. 
brick  veneer  on  the  Court  street  side  and  the  balance  of  the 
building  either  metal  covered  or  wood  sheathed  with  a 
covering  of  asphalt  shingles ;  that  upon  receipt  of  the  order 
of  the  Commissioner  of  Marine  and  Aviation,  a  plan  for 
one  fireproof  stairway,  enclosed  in  6  in.  terra  cotta  blocks 
with  a  self-closing,  fireproof  door  at  top  and  bottom,  was 
filed  with  the  Department  of  Marine  and  Aviation,  the 
proposed  stairs  to  be  of  steel  construction ;  that  as  the 
second  means  of  egress,  it  was  proposed  to  provide  an 
uncovered  passageway  over  the  roof  to  the  rear  of  the 
building  and  down  a  counterbalanced  ladder ;  that  this 
second  means  of  egress  was  felt  to  be  unsafe  and  was  so 
explained  to  the  Engineering  Division  of  the  Department  of 
Marine  and  Aviation,  with  which  they  agreed  and  denied 
the  permission  to  install  this  proposed  second  means  of 
egress ;  that  the  applicant  then  found  that  the  definition  of 
a  factory  in  subdivision  9  of  section  2  of  the  Labor  Law, 
provides  an  exception  for  drydock  plants  engaged  in  making 
repairs  to  ships ;  that  it  is  claimed  that  the  premises  in 
question  are  under  this  rule  and  it  is  therefore  requested 
that  the  Board  permit  the  installation  of  one  fireproof 
stairway  as  proposed;  and 

Whereas,  on  .February  23,  1944,  the  Chief  Factory  In¬ 
spector  of  the  New  York  State  Department  of  Labor 
reported  to  the  Department  of  Housing  and  Buildings  that 
an  unsafe  condition  existed  in  the  building  in  question  in 
that  there  is  only  one  means  of  egress  from  the  2nd  floor; 
and 

Whereas,  said  communication  from  the  Department  of 
Labor  was  referred  to  the  Department  of  Marine  and  Avia¬ 
tion  by  the  borough  superintendent  of  the  Department  of 
Housing  and  Buildings,  with  the  result  that  the  decision 
herein  appealed  was  issued ;  and 

Whereas,  the  applicant  proposes  to  comply  with  Rule  8 
of  the  Factory  Exit  Rules  adopted  by  this  Board ;  which 
rule  is  applicable  to  the  building. 

Resolved,  that  the  appeal  be  and  it  hereby  is  withdrawn 
to  comply. 


578-44-A 

APPLICANT — Allen  A.  Blaustein,  for  Bertha  A.  Busch, 
owner  (Anthony  Donadio,  lessee). 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 


PREMISES  AbFECTED — 155  Freeman  street,  north 
side,  125  ft.  west  of  Manhattan  avenue  (1st  and 
2nd  floors)  ;  (Block  2504,  Lot  48),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Allen  A.  Blaustein  and  Anthony 
Donadio. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (578-44-A) 

Whereas,  Allen  A.  Blaustein,  for  Bertha  A.  Busch, 
owner  (Anthony  Donadio,  lessee),  filed  October  11,  1944, 
an  appeal  from  an  order  and  decision  of  the  fire  commis¬ 
sioner,  affecting  premises:  155  Freeman  street,  north  side, 
125  ft.  west  of  Manhattan  avenue  (1st  and  2nd  floors)  ; 
(Block  25U4,  Lot  48),  Borough  of  Brooklyn;  and 
Whereas,  Order  11055-LF,  issued  by  the  fire  commis¬ 
sioner  August  10,  1943,  and  referred  to  in  his  decision  of 
October  4,  1944,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  Au¬ 
tomatic  Sprinklers  (throughout  building)  having  at 
least  one  source  of  water  supply,  arranged  and  equipped 
as  per  Sprinkler  Rules  Board  of  Standards  and 
Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  (37  ft.)  in  height,  25  ft.  by  100  ft.  in  area  at  first 
floor,  25  ft.  by  95  ft.  in  area  at  2nd  floor  and  25  ft.  by 
39  ft.  in  area  at  3rd  floor ;  of  Class  3  and  4  construction ; 
erected  prior  to  1898;  located  in  an  unrestricted  use  district; 
used  and  occupied  since  1942  as  follows :  cellar,  vacant ; 
1st  floor,  junk  shop,  scrap,  rags,  paper,  rope,  baling  and 
storage,  2  persons;  2nd  floor,  same;  3rd  floor,  vacant; 
that  no  change  in  use  or  occupancy  is  proposed;  that  the 
building  is  equipped  with  one  interior  stairs  from  1st  floor 
to  2nd  floor,  3  ft.  wide,  of  wood  construction,  unenclosed, 
one  fire  escape  at  the  rear,  extending  to  the  roof  by  stair 
and  yard  by  sliding  drop  ladder  and  that  windows  on  course 
of  fire  escape  are  fireproof,  self-closing;  and 
Whereas,  Certificate  of  Occupancy  930  issued  December 
6,  1923,  permits  the  use  of  the  first  and  second  floors  for 
manufacture  of  fireproof  doors  and  sash,  with  an  occu¬ 
pancy  of  four  persons;  3rd  floor  to  be  vacant;  and 
Whereas,  the  applicant  contends  that  the  building  is 
Class  3  construction,  except  the  rear  3rd  story  wall,  which 
is  of  frame  construction ;  that  the  building  was  erected  as 
a  stable;  that  it  is  occupied  by  one  tenant  using  only  the 
first  and  second  floors;  that  there  is  an  outside  street  stair 
to  small  vacant  cellar  and  no  inside  cellar  entrance  from  1st 
story;  that  the  3rd  story  is  small  in  area  and  reached  only 
from  2nd  story  by  means  of  a  15  in.  wide  stationary  iron 
ladder  placed  at  about  75  degree  angle,  leading  to  floor 
scuttle  which  is  kept  closed  with  horizontal  metal  covered 
cover ;  that  on  first  story  there  are  two  water  outlets  con¬ 
nected  with  garden  hose  of  sufficient  length  to  cover  entire 
floor  area ;  that  on  the  2nd  floor  there  is  a  similar  outlet 
equipped  with  garden  hose;  that  water  is  available  through 
these  hoses  for  immediate  use  should  emergency  arise; 
that  portable  fire  extinguishers  and  fire  pails  are  located 
on  the  1st  and  2nd  floors;  that  as  the  building  was  pre¬ 
viously  used  for  the  manufacture  of  fire  doors  and  sashes; 
that  there  is  a  Labor  Law  rear  iron  fire  escape  from  the 
2nd  story  to  the  roof  and  a  sliding  drop  ladder  to  adjacent 
concrete  yard  level,  which  is  an  exit  to  Eagle  street;  that 
it  is  therefore  requested  the  Board  consider  the  structure 
as  being  occupied  on  two  floors  only,  and  waive  the  sprin¬ 
kler  system,  due  to  hardship  to  the  owner;  that  since  the 
building  has  no  heating  system,  the  sprinkler  system  might 
freeze;  that  the  Fire  Department’s  rule  is  not  applicable 
as  the  building  is  only  occupied  for  two  stories. 

Resolved,  that  the  decision  of  the  fire  commissioner  act- 
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ing  on  Order  11055-LF,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  3rd  story  shall  remain  unoccupied,  as 
proposed ;  that  the  building  shall  not  be  increased  in  height 
or  area;  that  such  portable  fire  fighting  appliances  shall  be 
maintained  as  the  fire  commissioner  shall  direct;  that  a 
new  certificate  of  occupancy  for  the  proposed  use  shall 
be  obtained ;  that  there  shall  be  no  occupancy  in  the  cellar ; 
that  aisles  through  the  occupied  floors  shall  be  maintained 
as  the  fire  commissioner  shall  determine;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with  all 
laws,  rules  and  regulations  applicable  thereto. 


607-44-A 

APPLICANT — Samuel  Rosenblum,  for  Central  Hanover 
Bank  and  Trust  Co.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED— 1600  Broadway,  northeast  cor¬ 
ner  of  West  48th  street  and  730  7th  avenue  (Block 
1020,  Lot  29),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  . ; .  0 

THE  RESOLUTION  (607-44-A) 

Whereas,  Samuel  Rosenblum,  for  Central  Hanover  Bank 
and  Trust  Company,  owner,  filed  October  19,  1944  an  appeal 
from  an  order  of  the  fire  commissioner  affecting  premises 
1600  Broadway,  northeast  corner  of  West  48th  street  and 
730  7th  avenue  (Block  1020,  Lot  29),  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  order  31744-LF  issued  by  the  fire  commissioner 
on  August  21,  1944  and  referred  to  in  a  decision  of  the 
fire  commissioner,  dated  March  29,  1944,  reads: 

“5.  Provide  additional  2^4  in.  hose  on  all  stories 
sufficient  to  cover  entire  floor  area.  Ch.  26,  Art.  17, 
Adm.  Code.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
September  29,  1944,  reads : 

“In  reply  to  your  request  for  reconsideration  on  item 
5  of  Order  31744-LF,  you  are  advised  that  Chapter  26 
of  the  Administrative  Code  requires  an  adequate  amount 
of  2-J4  inch  standpipe  hose  to  cover  all  portions  on  all 
stories,  and  where  such  hose  exceeds  125  feet  at  any 
outlet,  an  additional  standpipe  riser  must  be  installed 
and  connected  to  the  existing  system  as  this  Department 
is  without  the  authority  to  omit  this  requirement.  Your 
request  must  be  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  10 
stories  (150  ft.)  in  height,  113  ft.  8)4  in.  by  121  ft.  in. 
in  area,  of  class  1  construction,  erected  in  1902,  located  in  a 
retail  1  use  district  and  used  and  occupied  as  follows :  cellar 
— boiler  room  and  dance  hall — 125  persons ;  1st  floor — stores 
and  showroom — 100  persons;  2nd  floor — offices  and  show¬ 
rooms—  100  persons;  3rd  floor  to  10th  floor  inclusive— of¬ 
fices,,  showrooms,  studios  and  laboratories— 100  persons  per 
story;  that  no  change  in  use  or  occupancy  is  proposed;  that 
the  building  is  equipped  with  a  two  source  sprinkler  system, 
a  standpipe  system  and  two  46  in.  wide  fireproof  stairs  from 
the  roof  to  the  street;  and 

Whereas,  the  applicant  contends  that  the  building  faces 
on  three  streets  and  is  used  for  stores,  showrooms,  studios 
or  preview  exhibition  rooms,  and  film  laboratories ;  that 
there  are  two  fire  tower  stairways,  one  at  the  Broadway 
side  of  the  building  and  one  at  the  Seventh  avenue  side; 
that  the  building  is  equipped  with  an  automatic  sprinkler 
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system,  covering  all  portions  of  the  building,  for  which 
there  are  two  12,000  gallon  gravity  tanks  and  two  7500 
gallon  pressure  tanks;  that  there  is  also  a  standpipe  system 
in  the  building  with  two  risers,  one  at  each  stairway,  con¬ 
nected  to  a  5000  gallon  standpipe  tank;  that  the  2nd  and  7th 
floors  are  open  floors,  but  the  remaining  floors  above  the  first 
are  subdivided  into  various  offices ;  that  there  has  been  no 
question  raised  on  the  amount  of  hose  provided  during  all 
the  years  this  building  has  been  in  operation ;  that  there  are 
long  corridors  affording  no  difficulties  in  the  fighting  of  a 
fire,  should  one  occur;  that  should  the  Fire  Department  be 
called  in,  they  would  unhook  any  hose  in  the  building  and 
attach  their  own  hose ;  that  while  it  is  true  that  if  the  hose 
were  stretched  through  the  hallways  there  would  be  a  slight 
deficiency  in  length,  this  is  more  than  offset  by  the  auto¬ 
matic  sprinkler  system  which  is  connected  to  central  office ; 
that  the  housekeeping  conditions  are  excellent. 

Resolved,  that  the  decision  of  the  fire  commissioner  acting 
on  Order  31744-LF,  Objection  5,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  there  shall  be  installed  a  new  2 J4  in.  riser  running  the 
full  height  of  the  building  and  connecting  with  the  main 
at  the  basement  and  located  in  the  vent  shaft  between  the 
elevators  and  women’s  toilet  with  a  branch  on  every  floor 
and  a  hose  rack  with  not  less  than  100  ft.  of  approved  1}4 
inch  hose  on  every  floor  above  the  1st  floor;  that  this  line 
shall  be  sealed  open  with  an  O.S.&Y.  valve  at  the  bottom 
and  any  portion  of  the  pipe  subject  to  fire  exposures  shall 
be  protected;  that  this  is  in  addition  to  the  existing  stand¬ 
pipe  lines  within  the  stairways;  that  in  all  other  respects, 
the  building  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto,  other  than  as  modified 
by  the  Board  insofar  as  such  modifications  continue  to  apply. 


648-44-A 

APPLICANT — The  Bronx  School  Annex,  for  Sarah  E. 

Mossew  and  David  H.  Mones,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 1788  Sedgwick  avenue,  south 
side,  228  ft.  west  of  Undercliff  avenue  (Block  2880, 
Lot  182),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 
Negative:  .  0 

THE  RESOLUTION  (648-44-A) 

Whereas,  The  Bronx  School  Annex,  lessee,  for  Sarah 
E.  Mossew  and  David  H.  Mones,  owners,  filed  November 
13,  1944,  an  appeal  from  a  decision  of  the  fire  commissioner, 
affecting  premises  1788  Sedgwick  avenue,  south  side,  228 
ft.  west  of  Undercliff  avenue  (Block  2880,  Lot  182),  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
October  11,  1944  reads: 

“In  reply  to  your  post  card  in  reference  to  a  Depart¬ 
ment  of  Health  permit  for  70  children  and  a  proposed 
push  button  gong  for  fire  drills  at  the  above  premises, 
you  are  advised  that  the  Fire  Alarm  Rules  of  the  Board 
of  Standards  and  Appeals  require  an  approved  type  of 
an  interior  fire  alarm  system  to  be  installed  in  all  build¬ 
ings,  requiring  a  permit  from  the  Department  of  Health 
for  more  than  30  children. 

The  push  button  type  of  an  alarm  may  not  be  accepted 
by  this  Department  as  an  approved  type  of  system. 
However,  you  may  file  an  appeal  with  the  Board  of 
Standards  and  Appeals  on  the  appeal  forms  sent  to  you 
by  such  Board  on  September  29,  1944  for  permission 
to  install  the  type  of  fire  drill  gong  proposed.” 
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and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
and  basement  (45  ft.)  in  height,  50  ft.  by  80  ft.  in  area,  of 
class  3  construction,  erected  in  1895,  located  in  a  business 
and  residence  use,  B  area  district  and  used  and  occupied 
since  September  1944  as  follows:  basement— dormitory— 15 
persons;  1st  floor — school  room  24  persons;  proposed  to  be 
used  and  occupied  as  follows :  basement — dormitorv— 30  per¬ 
sons;  1st  floor— school  room— 70  persons;  that  the  building 
is  equipped  with  two  interior  stairs  approximately  33  in.  in 
width  each,  enclosed  in  plaster  partitions,  equipped  with 
wood  doors  which  are  not  self-closing  and  three  exterior 
stairs  leading  to  the  roof  by  a  ladder  and  to  the  street  and 
yard  by  stairs,  with  egress  to  the  street  by  passageway;  that 
windows  and  doors  on  the  course  of  the  fire  escapes  are 
not  fireproof,  self-closing;  that  plans  filed  with  this  appeal 
indicate  that  the  building  is  equipped  with  one  interior  wood 
stairs  and  3  sets  of  exterior  concrete  steps ;  and 

Whereas,  the  applicant  contends  that  the  steps  and  build¬ 
ing  is  of  stone  and  concrete  construction  with  walls  more 
than  20  in.  thick  and  has  been  in  constant  use  as  a  church  ; 
that  the  building  complies  with  all  fire  laws,  such  as  fire  re¬ 
tarded  ceilings  and  doors,  etc.;  that  the  two  boiler  rooms 
each  have  brand  new  furnaces,  concrete  floors,  cinder  block 
and  concrete  partitions,  self-closing  kalamein  doors,  fire  re¬ 
tarded  ceilings ;  that  all  electrical  wiring  has  been  checked, 
the  old  fixtures  removed  and  new  fixtures  installed ;  that  the 
building  has  the  proper  number  of  exits  in  accordance  with 
the  requirements  of  the  Department  of  Housing  and  Build¬ 
ings;  that  there  is  an  unobstructed  passageway  leading  to 
Sedgwick  avenue  and  Undercliff  avenue;  that  there  are  two 
fire  extinguishers  of  five  gallons  capacity  each  on  each  floor : 
that  there  is  also  a  50  ft.  hose  connection  in  the  building; 
that  the  children  are  divided  into  small  groups,  each  under 
the  supervision  of  a  trained  teacher;  that  plans  were  ap¬ 
proved  by  the  borough  superintendent  for  70  persons  on  the 
1st  floor  and  35  in  the  dormitory,  the  total  number  of  oceu 
pants  throughout  the  building  to  be  70;  and 

Whereas,  the  applicant  has  filed  a  copy  of  a  communica¬ 
tion  dated  September  7,  1944  from  the  borough  superinten¬ 
dent,  Department  of  Housing  and  Buildings,  addressed  to 
the  Department  of  Health,  advising  that  the  Department  of 
Housing  and  Buildings  will  have  no  objection  to  the  tem¬ 
porary  use  of  these  premises,  pending  the  issuance  of  a 
Certificate  of  Occupancy  as  a  day  nursery,  provided  there 
shall  not  be  more  than  thirty  children  allowed  on  the 
premises;  and 

Whereas,  the  applicant  requests  permission  to  install  a 
simplified  fire  alarm  system  in  lieu  of  the  approved  system 
complying  with  the  requirements  therefor;  that  fire  drills 
are  regularly  conducted  in  the  building;  and 

Whereas,  although  the  applicant  has  stated  in  the  appeal 
form,  item  A,  that  the  decision  of  the  fire  commissioner  is 
dated  September  14,  1944,  the  decision  of  the  fire  commis¬ 
sioner  is  actually  dated  October  11,  1944,  as  herein  stated. 

Resolved,  that  the  decision  of  the  fire  commissioner  dated 
October  11,  1944,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  a  sub¬ 
standard  fire  alarm  system  consisting  of  a  vibrating  gong 
not  less  than  6  in.  in  diameter,  actuated  by  a  storage  battery 
shall  be  installed  to  the  satisfaction  of  the  fire  commis¬ 
sioner;  that  the  push  button  shall  be  located  in  the  central 
position  as  he  may  determine;  that  such  system  shall  be 
used  only  in  connection  with  fire  drills;  that  fire  drills  shall 
be  maintained  at  least  twice  a  month  and  shall  be  under 
the  supervision  of  qualified  persons-  that  the  number  of 
children  to  be  accommodated  in  the  building  shall  not  ex¬ 
ceed  that  permitted  by  the  Department  of  Housing  and 
Buildings  and  the  Department  of  Health ;  that  while  the 
dormitory,  as  proposed,  is  in  use,  it  shall  at  all  times  be  in 
charge  of  a  qualified  attendant  within  the  dormitory  space; 
that  no  children  shall  be  accommodated  except  during  day 
time  school  hours;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


659-44-A 

APPLICANT — Henry  Woerrmann,  for  Charles  Pfizer  and 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AbFECTED — 632-650  Flushing  avenue,  south¬ 
west  corner  of  Tompkins  avenue  (Block  1720,  Lot 
32),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  Woerrmann,  F.  A.  Hartman 
and  L.  A.  Christensen. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  q 

THE  RESOLUTION  (659-44-A) 

Whereas,  Henry  Woerrmann,  for  Charles  Pfizer  and 
Co.,  Inc.,  owner,  filed  November  21,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  prem¬ 
ises  :  632-650  Flushing  avenue,  southwest  corner  of  Tomp¬ 
kins  avenue  (Block  1720,  Lot  32),  Borough  of  Brooklyn; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  15,  1944,  re  Alt.  Applic.  3290-44,  reads: 

“1.  Cooling  tower  should  be  constructed  of  incom¬ 
bustible  material,  as  per  sec.  10-12-10  of  the  Code. 
Fireproof  wood  is  not  considered  incombustible  ma¬ 
terial,  as  defined  in  Sec.  1-80  and  also,  the  water 
passing  over  the  fireproof  wood  may  dissolve  out  the 
fireproofing  chemicals.” 
and 

Whereas,  the  applicant  states  the  building  is  four  stories 
and  penthouse  (60  ft.)  in  height,  225  ft.  by  100  ft.  in 
area;  Class  1  construction;  erected  in  1940;  located  in  an 
unrestricted  use  district  ;  used  and  occupied  since  1944,  as 
follows :  1st  floor,  service  and  garage  for  owner’s  trucks, 
50  persons ;  2nd  floor,  lunchroom  and  locker-room,  30  per- 
sons;  3rd  floor,  storage,  15  persons;  4th  floor,  storage  and 
packing,  40  persons ;  penthouse  office  and  laboratory,  26 
persons ;  that  the  building  is  equipped  with  a  one-source 
sprinkler  system  and  a  standpipe  system ;  there  are  two 
3  ft.  8  in.  wide  interior  stairs  from  the  roof  to  the  street, 
of  steel  construction,  enclosed  in  6  in.  terra  cotta  blocks 
with  cement  plaster,  equipped  with  self-closing  doors;  and 

Whereas,  the  applicant  states  it  is  proposed  to  erect  a 
cooling  tower  above  the  roof  to  be  used  to  cool  water  from 
equipment  located  on  2nd  floor,  such  as  electro  dryer,  ice 
machine,  etc.  and  that  this  equipment  is  used  in  connection 
with  final  processing  of  Penicillin;  and 

Whereas,  the  applicant  contends  that  the  tower  is  a 
standard  type  induced  draft  tower,  18  ft.  wide  by  24  ft. 
long,  and  25  ft.  high  and  that  the  wooden  parts  of  same 
consist  of  structural  frame  work,  louvers,  casing,  filling 
and  basin ;  that  all  structural  joints  will  be  connected  with 
Teco  ring  connectors;  that  the  use  of  steel  for  cooling 
towers  has  been  restricted ;  that  the  proposed  cooling  tower 
will  be  constructed  of  California  redwood,  which  is  re¬ 
markably  resistant  to  fire;  that  all  wood  in  the  tower  will 
be  fireproofed  with  the  exception  of  the  drip  bars;  and 

Whereas,  Certificate  of  Occupancy  110250,  issued  April 
14.  1944,  permits  the  present  use  and  occupancy. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  3290-44,  Objection  1.  be  and  it 
hereby  is  modified.  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  all  wood  parts,  with  the  excep¬ 
tion  of  the  drip  bars,  shall  be  fireproofed  as  proposed  and 
meeting  the  requirements  of  the  Building  Code  therefor, 
and  shall  be  painted  with  a  prime  coat  of  lead  and  oil 
before  erection  at  the  site:  that  after  erection,  all  such 
fireproofed  wood  parts  shall  again  be  painted  with  a  field 
coat  of  lead  and  oil  except  such  portions  as  are  perma¬ 
nently  under  water. 
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613-44-A 

APPLICANT — Jacob  W.  Sherman,  for  Harold  Lewis, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent  and  a  decision  of  the  fire  commissioner. 

PREMISES  AFFECTED— 1865  East  8th  street,  east  side, 
220  ft.  north  of  Avenue  S  (1st  and  2nd  floors)  ; 
(Block  6684,  Lot  60),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Jacob  W.  Sherman  and  Harold 
Lewis. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dep’t. 

ACTION  OF  BOARD— 

Laid  over  to  December  19,  1944  at  2  P.  M.,  pending 
an  inspection  by  a  committee  of  the  Board. 


638-44-A 

APPLICANT— Max  Horn,  for  Joseph  Marin,  owner. 
SUBJECT— Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 139-28  Queens  boulevard,  south 
side,  200  ft.  east  of  87th  avenue  (2nd  floor)  ; 
(Block  9625,  Lot  16),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Max  Horn  and  Joseph  Marin. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— 

Laid  over  to  December  19,  1944  at  2  P.  M.,  pending 
an  inspection  by  a  committee  of  the  Board. 


649-44-A 

APPLICANT— Percival  Goodman,  for  Jewish  Theological 
Seminary  of  America,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1109  Fifth  avenue,  northeast 
corner  of  East  92nd  street  (Block  1504,  Lot  1), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Percival  Goodman. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— 

Laid  over  to  December  19,  1944  at  2  P.  M.,  pending 
an  inspection  by  a  committee  of  the  Board. 


65 1-44- A 

APPLICANT — Samuel  Rosenblum,  for  Martha  Mayer, 
owner. 

SUBJECT— Appeal  from  decisions  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 613  East  233rd  street,  north 
side,  41.90  ft.  east  of  Bronx  boulevard  (1st  floor)  ; 
(Block  4993,  Lot  8),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  George 
Mayer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— 

Laid  over  to  December  19,  1944  at  2  P.  M„  pending 
an  inspection  by  a  committee  of  the  Board. 


ZONING  CASES 

512-40-BZ 

APPLICANT— Henry  Nordheim,  for  Salvatore  Rullo, 
owner. 


SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent— previously  granted  on 
condition  under  section  7i  of  the  zoning  resolution, 
permitting  on  a  plot  located  partly  in  a  business 
use  and  partly  in  an  unrestricted  use  district,  the 
conversion  of  occupancy  of  a  building  to  a  motor 
vehicle  repair  shop. 

PREMISES  AFFECTED— 2623  Roberts  avenue,  north 
side,  100  ft.  west  of  Blondell  avenue  and  1409 
Blondell  avenue  (Block  4074,  Lot  22),  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Henry  Nordheim. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


1051-27-BZ 

APPLICANT — Lama  and  Proskauer,  for  Rutland  Park¬ 
way,  Inc.,  owner  (Sinclair  Oil  Refining  Co., 
lessee). 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  sections  7c  and  21  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  the  conversion  of  occupancy  of  an  auto 
laundry  (located  on  an  existing  gasoline  service 
station)  to  a  motor  vehicle  repair  shop  and,  also, 
the  inclusion  of  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 724-740  Ralph  avenue  and  81- 
101  East  98th  street,  northwest  corner  (Block  3530, 
Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  6 

THE  RESOLUTION  (1051-27-BZ) 


Whereas,  this  application  under  section  21  of  the  zoning 
resolution,  permitting  in  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  affecting 
premises  724-740  Ralph  avenue  and  81-101  East  98th  street, 
northwest  comer  (Block  3530,  Lot  1),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  on  March  6,  1928,  on  certain 
conditions  and  the  resolution  amended  on  February  16,  1932 ; 
and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution,  to  permit  under  section  7c  and  21  of  the 
zoning  resolution,  the  inclusion  of  parking  and  storage  of 
more  than  five  motor  vehicles  and  minor  motor  vehicle  re¬ 
pairs  ;  and 

Whereas,  this  case  was  further  amended  on  November 
30,  1943,  permitting  the  inclusion  of  light  motor  vehicle  re¬ 
pairing  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  March  6,  1928,  as 
amended  by  resolutions  adopted  through  November  30,  1943, 
only  so  far  as  it  has  reference  to  the  completion  of  the  work, 
so  that  as  amended,  this  portion  of  the  resolution  will  read : 
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*  *  that  in  view  of  statement  by  applicant  that  all 

permits  have  been  obtained,  all  work  shall  be  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion. 

{ -  _ _ 

448-37-BZ 

APPLICANT— Henry  George  Greene,  for  Theodore  R. 
Feinberg,  for  Greyhound  Building  Corp.  of  N.  Y 
owner. 

SUBJECT  Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  retail  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 255  West  33rd  street,  north 
side,  200  ft.  east  of  Eighth  avenue  (Block  783, 
Lot  11),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Henry  George  Greene. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district,  for  a  term  of 
two  years  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  255  West  33rd  street,  north  side 
200  ft.  east  of  Eighth  avenue  (Block  783,  Lot  11),  Borough 
of  Manhattan,  was  granted  by  the  Board  on  Tune  1,  1938, 
on  certain  conditions ;  and 

Whereas,  the  permit  was  extended  on  September  10,  1940 
and  September  22,  1942  and  the  applicant  requested  a  further 
amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  June  1,  1938,  as 
amended  adopted  through  resolutions  adopted  September  22, 
1942,  only  so  far  as  it  has  reference  to  the  term  of  the  per¬ 
mit,  so  that  as  amended,  this  portion  of  the  resolution  shall 
read : 

*  *  *  granted  under  section  7h  for  a  term  of  two 
3'ears  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  under  appeal  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  (5)  motor  ve¬ 
hicles,  in  conjunction  with  lots  12,  13  and  72  adjoining 
to  the  east,  on  condition  *  *  *  and  that  a  certificate 
of  occupancy  shall  be  obtained,  which  may  include  the 
use  permitted  by  the  variance  granted  by  this  Board 
under  Cal.  29-38-BZ  for  the  premises  adjoining.” 


460-37-BZ 

APPLICANT — John  T.  McCormick,  for  58th  Street  Park¬ 
ing,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  under  section  71i  of 
the  zoning  resolution,  permitting  in  a  business  use 
district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 731-733  Lexington  avenue  and 
141-155  East  58th  street,  north  side,  95  ft.  east  of 
Lexington  avenue  (Block  1313,  Lot  53),  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  John  T.  McCormick. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 


ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  q 

THE  RESOLUTION  (460-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than  five 
motor  vehicles,  affecting  premises  731-733  Lexington  avenue 
and  141-155  East  58th  street,  north  side,  95  ft.  east  of  Lex¬ 
ington  avenue  (Block  1313,  Lot  53),  Borough  of  Manhat¬ 
tan,  was  granted  by  the  Board  on  July  19,  1938,  on  certain 
conditions;  and 

Whereas,  the  permit  was  extended  on  May  7,  1940  and 
November  10,  1942  and  the  applicant  requested  a  further 
extension  of  the  permit. 

Resolved,  that,  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  19,  1938,  as 
amended  through  resolution  adopted  November  10,  1942, 
only  so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  ^as  amended,  this  portion  of  the  resolution  shall  read  : 
“  *  *  *  granted  under  section  7,  subdivision  h,  for  a  term 
of  two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution,  to  permit  the  premises  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  motor  vehicles, 
on  condition  *  *  *  and  that  a  certificate  of  occupancy 
shall  be  obtained.” 


29-38-BZ 

APPLICANT — Henry  George  Greene,  for  Theodore  R. 
Feinberg,  for  Hotel  Garage  Company,  lessee ; 
Hotels  Statler  Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit— re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  in  a  retail  use  district,  for  a  term 
of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

1  REMISES  AFFECTED — 251-253  West  33rd  street,  north 
side,  225  ft.  east  of  Eighth  avenue  and  250  west 
34th  street  (Block  783,  Lots  12,  13  and  72),  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Henry  George  Greene. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  q 

THE  RESOLUTION  (29-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  retail  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than  five  motor 
vehicles  affecting  premises  251-253  West  33rd  street,  north 
side,  225  ft.  east  of  Eighth  avenue  and  250  West  34th  street 
(Block  783,  Lots  12,  13  and  72),  Borough  of  Manhattan, 
\\a.s  granted  by  the  Board  on  Tune  1,  1938,  on  certain  con¬ 
ditions;  and 

Whereas,  on  March  7,  1939,  the  resolution  was  amended 
and  on  September  10,  1940  and  September  22,  1942,  the  per¬ 
mit  .was  extended  and  the  applicant  requested  a  further  ex¬ 
tension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  on  June  1,  1938  as 
amended  by  resolutions  adopted  through  September  22,  1942 
only  so  far  as  it  has  reference  to  the  term  of  the  permit’ 
so  that  as  amended,  this  portion  of  the  resolution  shall  read  ’ 
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“  *  *  *  granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  premises  under  appeal  to  be  occupied  for  the 
parking  and  storage  of  more  than  five  motor  vehicles, 
in  conjunction  with  lot  11  to  the  west,  on  condition  *  *  * 
and  that  a  certificate  of  occupancy  shall  be  obtained, 
which  may  include  the  premises  adjoining,  which  is  sub¬ 
ject  to  a  variance  granted  by  the  Board  under  Cal.  448- 
37-BZ.” 


38-40-BZ 

APPLICANT— Samuel  G.  Thomson,  Jr.,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolu¬ 
tion,  permitting  partly  in  a  residence  use  and  partly 
in  a  business  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor 
vehicles  on  that  portion  of  the  plot  in  the  buisness 
use  district. 

PREMISES  AFFECTED— 87-68  170th  street,  west  side, 
58.95  ft.  south  of  Hillside  avenue  (Block  9825, 
Lot  21),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  John  Martin. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (38-40-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  residence  use  and  partly  in 
a  business  use  district,  for  a  term  of  two  years,  the  parking 
and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  87-68  170th  street,  west  side,  58.95  ft.  south  of 
Hillside  avenue  (Block  9825,  Lot  21),  Jamaica,  Borough  of 
Queens,  was  granted  by  the  Board  on  October  15,  1940,  on 
certain  conditions;  and 

Whereas,  the  permit  was  extended  on  October  20,  1942 
and  the  applicant  requested  a  further  extension  of  the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  15,  1940,  as 
amended  on  October  20,  1942,  only  so  far  as  it  has  reference 
to  the  term  of  the  permit,  so  that  as  amended,  this  portion 
of  the  resolution  shall  read: 

“  *  *  *  granted,  under  section  7,  subdivision  h  thereof, 
to  permit  the  plot  to  be  occupied  for  a  term  of  not  more 
than  two  (2)  years  from  the  date  of  this  amended  reso¬ 
lution,  for  the  parking  and  storage  of  more  than  five 
motor  vehicles,  on  condition  *  *  *  and  that  a  certificate 
of  occupancy  shall  be  obtained  (Misc.  Applic.  6589-39).’ 


493-41-BZ 

APPLICANT— Colonial  Beacon  Oil  Company,  owner. 
SUBJECT— Application  for  consideration— reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 


granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  an  accessory  building 
on  an  existing  gasoline  service  station. 

PREMISES  AFFECTED— 2322-2326  First  avenue  and  401 
East  119th  street,  northeast  corner  (Block  1807,  Lot 
1),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (493-41-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  erection 
and  maintenance  of  an  accessory  building  on  an  existing 
gasoline  service  station,  affecting  premises  2322-2326  First 
avenue  and  401  East  119th  street,  northeast  corner  (Block 
1807,  Lot  1),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  September  30,  1941,  on  certain  conditions,  time 
extended  on  October  27,  1942  and  November  9,  1943,  to 
obtain  permits  and  complete  the  work  and  the  applicant 
requested  a  further  extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  September  30,  1941, 
as  amended  on  October  27,  1942  and  November  9,  1943,  only 
so  far  as  it  has  reference  to  the  completion  of  tbe  work,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 

“  *  *  *  that  in  view  of  statement  by  applicant  that  all 
plans  have  been  approved  by  the  Department  of  Hous¬ 
ing  and  Buildings  and  still  in  force,  that  all  permits 
shall  be  obtained  and  all  work  completed  within  one  (1) 
year  from  the  date  of  this  amended  resolution.” 


MATERIAL 

SUBMITTED  FOR  APPROVAL 

762-42-SM 

APPLICANT— H.  W.  Paul,  for  Owens-Illinois  Glass  Com¬ 
pany,  owner. 

SUBJECT — Method  of  Construction — Prefabricated  Fram¬ 
ing  for  Insulux  Glass  Block,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  withdrawn  on  written 
request  of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 


Adjourned:  4:15  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


NOTICE 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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40-BZ,  2-42-BZ,  512-44-A,  543-44-A  and  174-44-SA. 

Minutes  of  Regular  Meeting,  December  5,  1944,  at  2 
P.M.,  Affecting  Calendar  Numbers  558-43-A,  564-43-S, 
129-44-A,  564-44-A,  582-44-A,  618-44-A,  665-44-A,  666- 
44-A,  669-44-A,  694-44-A,  447-44-A,  343-43-A,  592- 
44-A,  615-44-A,  662-44-A,  667-44-A,  204-24-BZ,  309-36- 
BZ,  523-42-BZ,  586-42-BZ,  494-43-BZ  and  1098-24-BZ. 

Correction  Affecting  Calendar  Number  878-28-BZ. 

Resolution  Relating  to  Approval  of  Sites  for  Bus  Stations 
Adopted  by  The  Board  of  Estimate  February  1,  1940 
(Calendar  No.  15). 

Rules  Governing  the  Use  of  Equipment  for  Spraying  and 
Drying  of  Paints,  Varnishes,  Lacquers  and  Other 
Flammable  Surface  Coatings  and  Storage  of  Such 
Materials. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  reqtfired  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 


HARRIS  H.  MURDOCK,  Chairman. 
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CALENDAR 


DOCKET 

New  Cases  Filed  up  to  December  5,  1944. 

Cal.  No.  Dept.  Premises  Affected 

682-44-SM — Kilnoise  Acoustical  Plaster,  manufactured 
by  Kelley  Island  Lime  and  Transport  Co.,  Material. 


683- 44-SM — Tiger  Miracle  Lime,  manufactured  by 
Kelley  Island  Lime  and  Transport  Co.,  Material. 

684- 44-SM — Tiger  Pressure  Hydrated  Finish  Lime, 
manufactured  by  Kelley  Island  Lime  and  Transport  Co., 
Material. 


685-44- A — F.D. — 100-02  Rockaway  boulevard,  southwest 
corner  of  101st  street  (1st  floor);  (Block  9539,  Lot  1), 
Ozone  Park,  Borough  of  Queens,  13675-LF. 


686-44-A — F.D.— -52  Wall  street,  north  side,  99.4  ft.  east 
of  William  street  and  51  Pine  street  (7th  to  11th  floors, 
inclusive)  ;  (Block  40,  Lot  12),  Borough  of  Manhattan, 
39658-LC. 


687-44-A — H.B.R. — 4553  Arthur  Kill  road,  west  side, 
120  ft.  south  of  Kreischer  street  (cellar)  ;  (Block  7596,  Lot 
250),  Charleston,  Borough  of  Richmond,  Misc.  221-44. 


688- 44-A — H.B.B. — 127-131  Varet  street,  north  side,  150 
ft.  east  of  Humboldt  street  (Block  3107,  Lots  31  and  32), 
Borough  of  Brooklyn,  Misc.  2549-44. 

689- 44-A — F.D. — 41  East  100th  street,  north  side,  70  ft. 
west  of  Madison  avenue  (basement);  (Block  1606,  Lot 
1),  Borough  of  Manhattan,  38240-LC  and  Decisions. 


690-44-A — F.D. — Re:  Transportation  of  Petroleum  Oil  in 
Tank  Truck  in  New  York  City  (Capacity  of  tank  not  in 
conformity  with  Administrative  Code  requirements  covering 
Tank  Trucks),  29795-LC. 


691-44-BZ — H.B.B. — 8010-8012  5th  avenue,  west  side,  63 
ft.  south  of  80th  street  (Block  5989,  Lots  46  and  47),  Bor¬ 
ough  of  Brooklyn,  Alt.  3352-44  and  Alt.  3353-44. 


692-44-A — F.D. — 130-05-B  94th  avenue,  north  side,  65  ft. 
east  of  130th  street,  (1st  floor)  ;  (Block  9375,  Lot  261), 
Jamaica,  Borough  of  Queens,  98105-LC. 


693-44-A — H.B.B. — 735-743  65th  street,  north  side,  280 
ft.  east  of  7th  avenue  (Block  5821,  Lot  61),  Borough  of 
Brooklyn,  Alt.  3146-44. 


694.44.A— H.B.M.— 573-577  West  131st  street,  north 
side,  75  ft.  west  of  Old  Broadway  (Block  1986,  Lot  6),  Bor¬ 
ough  of  Manhattan,  Amendment  to  Alt.  941-44. 


695-44-A — F.D. — 98  Front  street,  south  side,  51  ft.  1  in. 
west  of  Adams  street  (Block  51,  Lot  17),  Borough  of 
Brooklyn,  98121-LC. 


696- 44-A — F.D. — 661-673  Linden  boulevard,  northwest 
comer  of  Schenectady  avenue  (3rd  floor)  ;  (Block  4867, 
Lot  25),  Borough  of  Brooklyn,  13722-LF. 

697- 44-A — F.D. — 355  West  26th  street,  north  side,  120 
ft.  east  of  9th  avenue  (1st  floor)  ;  (Block  750,  Lot  9),  Bor¬ 
ough  of  Manhattan,  32528-LC  and  Decisions. 

698- 44-A — H.B.Q. — 197-23  47th  avenue,  north  side, 
340.22  ft.  west  of  Francis  Lewis  boulevard  (Block  5554,  Lot 
12  and  Block  5555,  Lot  19),  Bayside,  Borough  of  Queens 
(Under  section  35,  General  City  Law  re  bed  of  mapped 
street — 46th  road),  N.B.6368-41. 


699-44-BZ — H.B.M. — 10  5th  avenue  and  1  West  8th 
street,  northwest  corner  (Block  572,  Lot  44),  Borough  of 
Manhattan,  Amendment  to  Alt.  41-44. 


700-44-A — H.B.B. — 1342-1350  President  street  and  335- 
343  Brooklyn  avenue,  southeast  corner  (Block  1285,  Lot  7), 
Borough  of  Brooklyn,  Alt.  3243-44. 


701- 44-A — H.B.Q. — 1006  Beach  20th  street,  northeast 
corner  of  Comaga  avenue  (Block  49,  Lot  1),  Far  Rockaway, 
Borough  of  Queens  (Under  section  35,  General  City  Law 
re  bed  of  mapped  street — Beach  20th  street),  Alt.  331-44. 

702- 44-A — H.B.B. — 709-715  Utica  avenue,  east  side,  180 
ft.  south  of  Clarkson  avenue  (Block  4637,  Lots  37-39),  Bor¬ 
ough  of  Brooklyn,  Decision. 

703- 44-A — H.B.B. — 305-317  Jay  street,  80-94  Johnson 
street,  southeast  corner,  60-68  Lawrence  street  and  77-89 
Myrtle  avenue  (Block  142,  Lot  1),  Borough  of  Brooklyn, 
P.A.669-44. 


704- 44-SA — Rayfield  Oil  Burner,  Model — Jr.,  D-4  and 
D-5,  Appliance. 

705- 44-BZ — H.B.M. — 162-164  West  64th  street,  south 
side,  171  ft.  5  in.  east  of  Amsterdam  avenue  (Block  1135, 
Lots  57  and  157),  Borough  of  Manhattan,  N.B.210-44. 


706-44-A — H.B.M. — 79-81  Chambers  street,  north  side, 
143  ft.  11  in.  west  of  Broadway  (1st  floor)  ;  (Block  149,  Lot 
3),  Borough  of  Manhattan  P.A.849-44. 


Restored  to  Calendar. 

129-44- A — F.D. — 21-11  44th  avenue,  north  side,  79.3  ft. 
west  of  23rd  street  (Block  441,  Lot  4),  Long  Island  City, 
Borough  of  Queens,  11869-LF  and  Decision. 

1098-24-BZ — H.B.B. — 458-466  Leonard  street  and  499-511 
Manhattan  avenue,  southwest  corner  (Block  2712,  Lot  10), 
Borough  of  Brooklyn,  Alt.  3343-44. 


DESIGNATIONS:  H.B. — Department  of  Housing  and  Buildings; 
H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn:  H.B.M. 
Department  of  Housing  and  Buildings,  Manhattan;  11.11.(1.— l>e 
partment  of  Housing  and  Buildings,  Queens:  ll.II.lt. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.IIx. — Department  of 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
E.D. — Fire  Department. 
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RULES 

LttMt 

Ulended  Cements,  Rules  for  Testing 

and  Use  of . I)cc. 

Carton  Dioxide  Liquefier,  Rules.  ..  .Dec. 
Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 

_  of  . Dec. 

Concrete  Rules  (Hydrated  Liine) . . .  Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration.  Repair,  Ex- 
cavatton  for  and  Demolition  of 

Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules . Mar. 

Fire-resistive.  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . Tune 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. ..  Nov. 

Oil  Burner  Rules . Dec. 

Ojiening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Dec. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply). Oct. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A.C. .Oct. 
Smoking  in  Factories,  Rules  for.... Oct. 

Sprinkler  Rules  .  June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting _ .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


Publication  In  llullelin 


28,  1943— Vol.  28,  No.  52  A 
28,  1943— Vol.  28,  No.  52  A 

28,  1943— Vol.  28,  No.  52  A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

12,  1944— \'ol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52 A 

7,  1944— Vol.  29.  No.  10 

14,  1944— Vol.  29.  No.  15 

28,  1943— Vol.  28,  No.  52A 

13,  1937— Vol.  22,  No.  IS* 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 

21,  1944— Vol.  29,  No.  46 
28,  1943— Vol.  28.  No.  52A 

11.  1944— Vol.  29.  No.  15 

12,  1944— Vol.  29,  No.  49 
24,  1936— Vol.  21,  No.  47 

3,  1937— Vol.  22,  No.  31 


24,  1944— Vol.  29,  No.  42 

7,  1937 — Vol.  22,  No.  36 
10,  1944— Vol.  29,  No.  40 
10,  1944— Vol.  29,  No.  40 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


DECEMBER  12,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  12,  1944  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters  : 


Zoning  Applications. 

33-20-BZ — Application  of  Joseph  Lau,  applicant  on  be¬ 
half  of  Eugene  F.  Nolan,  owner,  reopened  October  6,  1942, 
under  section  7c  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  an  unrestricted  use 
district,  the  change  of  occupancy  from  oil  storage  in  the 
cellar  and  ice  storage  on  the  1st  floor  (previously  granted 
by  the  Board)  to  dead  storage  of  autos  in  the  cellar  and  a 
garage  for  more  than  five  motor  vehicles  on  the  1st  floor; 
premises  245  West  Fordham  road,  northeast  comer  of  Cedar 
avenue  (Block  3235,  Lots  30,  33,  34,  37,  38,  48  and  49), 
Borough  of  The  Bronx. 

422-39-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Bonded  Lien  Corp.,  owner,  reopened 
July  25,  1944,  for  consideration  as  to  extension  of  permit 
— Application,  previously  granted  on  condition  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  term  of  two  years,  the  parking  and 
storace  of  more  than  five  motor  vehicles;  premises  305- 


313  21st  street  and  697-705  6th  avenue,  northwest  corner 
(Block  892,  Lot  1),  Borough  of  Brooklyn. 

330-42-BZ — Application  of  Eugene  De  Rosa,  applicant 
on  behalf  of  Jeron  Co.,  Inc.,  owner,  reopened  and  restored  to 
Calendar,  September  12,  1944  (previously  withdrawn),  under 
section  7c  of  the  zoning  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  theatre 
and  stores ;  premises  95-42  to  95-48  Queens  boulevard,  south 
side,  130  ft.  west  of  63rd  drive  and  63-39  to  63-49  Saunders 
street  (Block  3080,  Lots  30  and  31),  Rego  Park,  Borough  of 
Queens. 

10-42-BZ — Application  of  Charles  M.  Spindler,  applicant, 
on  behalf  of  Lina  S.  Kissam,  owner,  reopened  October  31, 
1944  for  consideration  as  to  extension  of  permit  (expired  by 
limitation) — re  Application,  previously  granted  on  condition, 
under  section  7h  of  the  zoning  resolution,  permitting  partly 
in  an  unrestricted  use  and  partly  in  a  business  use  district, 
for  a  term  of  two  years,  the  parking  and  storage  of  more 
than  five  motor  vehicles;  premises  220-20  Jamaica  avenue, 
south  side,  481.92  ft.  east  of  Springfield  boulevard  (Block 
10793,  Lots  37  and  45  and  Block  10789,  Lots  37,  38  and  43), 
Queens  Village,  Borough  of  Queens. 

819-38-BZ — Application  of  Oliver  D.  Wallett,  applicant 
and  lessee,  on  behalf  of  Charles  Jacob,  owner,  reopened  Octo¬ 
ber  31,  1944  for  consideration  as  to  extension  of  permit 
(expired  by  limitation) — re  Application,  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  partly  in  a  business  use  and  partly  in  a  residence  use 
district,  the  parking  and  storage  of  more  than  five  motor 
vehicles ;  premises  75-01  Broadway,  northeast  corner  of  75th 
street  (Block  1486,  Lots  13,  16  and  18),  Jackson  Heights, 
Borough  of  Queens. 

449-44-BZ — Application,  July  20,  1944,  under  sections  7a 
and  21  of  the  zoning  resolution,  of  Philip  Freshman,  appli¬ 
cant,  on  behalf  of  Peter  Hartmann,  owner,  to  permit  in  a 
business  use  district,  the  reconstruction  of  three  (3)  build¬ 
ings,  two  (2)  of  which  are  two  stories  in  height  occupied  as 
garages  for  more  than  five  motor  vehicles  and  one  (1)  one 
story  in  height  occupied  as  a  garage  for  five  motor  vehicles, 
into  one  (1)  building  one  story  in  height  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  premises  238-242 
Vanderbilt  avenue,  west  side,  208  ft.  7  in.  north  of  DeKalb 
avenue  (Block  2092,  Lots  53,  54  and  55),  Borough  of  Brook¬ 
lyn. 


Appliance  for  Approval. 

69-43-SA — Gehnrich  and  Gehnrich  Gas-Fired  Industrial 
Ovens. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  12,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon.  December  12,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

489-44-A — 538-544  Morgan  avenue,  southeast  corner  of 
Anthony  street  (Block  2818,  Lot  5),  Borough  of  Brooklyn. 

511-44-A — 109-111  West  24th  street,  north  side,  100  ft. 
west  of  6th  avenue  (Block  800,  Lot  33),  Borough  of  Man¬ 
hattan. 

672- 44-A — 573-581  Bedford  avenue,  northeast  corner  of 
Keap  street  (penthouse);  (Block  2193,  Lot  1),  Borough 
of  Brooklyn. 

673- 44-A — 322  44th  street,  south  side,  150  ft.  east  of  3rd 
avenue  (front  and  rear  buildings);  (Block  737,  Lot  16), 
Borough  of  Brooklyn. 
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674- 44-A — 3102-3108  Mermaid  avenue  and  2912  West  31st 
street,  southwest  corner  (Block  7049,  Lot  11),  Borough  of 
Brooklyn. 

675- 44-A — 309  Hart  street,  north  side,  270  ft.  west  of 
Lewis  avenue  (Block  1591,  Lots  57  and  58),  Borough  of 
Brooklyn. 

696-44-A — 661-673  Linden  boulevard,  northwest  corner  of 
Schenectady  avenue  (3rd  floor)  ;  (Block  4667,  Lot  25), 
Borough  of  Brooklyn. 

654-44-A — 878-880  Prospect  avenue,  east  side,  112  ft. 
north  of  Prospect  avenue  and  845-847  Westchester  avenue 
(2nd  and  3rd  floors)  ;  (Block  2690,  Lot  4),  Borough  of 
The  Bronx. 

554- 44-A — Pier  45,  East  side  of  Conover  street,  345  ft. 
south  of  Reid  street  (Block  611,  part  of  Lot  1),  East  River, 
Borotigh  of  Brooklyn. 

555- 44-A — Pier  3,  South  side  of  Fulton  street,  150  ft.  west 
of  Furman  street  (Block  199,  part  of  Lot  3),  East  River, 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


DECEMBER  19,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  19,  1944  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters : 

Zoning  Applications. 

268-44-BZ — Application,  May  5,  1944,  under  section  7e 

of  the  zoning  resolution,  of  Herman  Kron,  applicant,  on 
behalf  of  Ruth  Katz,  owner,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  two  years,  the  change  of 
occupancy  of  a  garage  for  more  than  five  motor  vehicles 
to  a  factory  for  wood  working;  premises  334-344  Cleveland 
street,  west  side,  100  ft.  north  of  Liberty  street  (Block 
3968,  Lot  29),  Borough  of  Brooklyn. 

454-44-BZ — Application,  July  25,  1944,  under  section  7e 

of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Juliana  Realty  Corporation,  owner,  to 
permit  in  a  residence  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station,  sales  office,  lubritorium 
and  auto  laundry;  premises  3143-3161  Atlantic  avenue  and 
248-262  Norwood  avenue,  northwest  corner  (Block  3960, 
Lot  58),  Borough  of  Brooklyn. 

404-44-BZ — Application,  June  27,  1944  under  sections  7c 

and  21  of  the  zoning  resolution,  of  Raymond  Irrera,  appli¬ 
cant,  on  behalf  of  Flushing  38th  Avenue  Realty  Corporation, 
owner,  to  permit  in  a  business  use  district,  the  conversion 
of  an  existing  building  from  wagon  storage  to  a  garage  for 
more  than  five  motor  vehicles  (taxicabs)  ;  premises  136-20 
38th  avenue,  south  side,  150  ft.  east  of  Main  street  (Block 
4979,  Lots  12  and  15),  Flushing,  Borough  of  Queens. 

598-43-BZ — Application,  December  7,  1943,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Green  Bus  Lines,  Inc.,  owner,  to 
permit  in  a  residence  use  district,  the  extension  (in  area) 
of  an  existing  garage  for  more  than  five  motor  vehicles 
(busses)  ;  premises  48-09  to  48-17  Rockaway  Beach  boule¬ 
vard,  southeast  corner  of  Beach  49th  street  (Block  336,  Lot 
60),  Far  Rockaway,  Borough  of  Queens. 

575-25-BZ — Application  of  Reginald  S.  Hardy,  applicant, 
on  behalf  of  Sophie  Himmelstein,  owner  (507  Flatbush 
Avenue  Corporation,  lessee),  reopened  November  8,  1944, 
under  sections  7i  and  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  change  of  occupancy  of  a 
garage  for  more  than  five  motor  vehicles  (previously 
granted  by  the  Board)  to  a  garage  for  more  than  five  motor 
vehicles',  motor  vehicle  repair  shop  and  service  station, 
show-room  and  sales  place  for  motor  vehicles ;  premises 


1-11  Lefferts  avenue,  507-511  Flatbush  avenue,  northeast 
corner  and  1118-1128  Washington  avenue  (Block  1197,  Lot 
1),  Borough  of  Brooklyn. 

628-44-BZ — Application,  November  8,  1944,  under  section 
7e  of  the  zoning  resolution,  of  Anthony  M.  De  Rose,  ap¬ 
plicant,  on  behalf  of  Paladino  Bros.  Holding  Corp.,  owner, 
to  permit  in  a  residence  use  district,  the  change  of  occu¬ 
pancy  from  a  garage  for  more  than  five  motor  vehicles  to 
a  factory  for  manufacturing  of  paper  boxes  for  a  temporary 
period  of  two  years ;  premises  437-445  East  120th  street, 
north  side,  100  ft.  west  of  Pleasant  avenue  (Block  1808, 
Lot  19),  Borough  of  Manhattan. 

540-44-BZ — Application,  September  21,  1944,  under  sec¬ 
tions  7a  and  7c  of  the  zoning  resolution,  of  Humphrey 
Nolan,  applicant,  on  behalf  of  Emigrant  Industrial  Savings- 
Bank,  owner,  to  permit  the  extension  of  an  existing  build¬ 
ing  located  partly  within  a  business  use  and  partly  in  a 
residence  use  district  to  extend  further  into  the  residence 
use  district  and  to  permit  the  entrance  to  a  loading  plat¬ 
form  more  than  25  feet  from  the  intersecting  streets; 
premises  4086-4100  Broadway  and  616-620  West  173rd 
street,  southeast  corner  (Block  2141,  Lot  33),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 


DECEMBER  19,  1944,  2  P.  M. 

• 

NOTICE  IS  HEREBY  GIVEN  of  a  public  heafing 
Tuesday  afternoon,  December  19,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions. 

23-44-A — 2060  Tillotson  avenue,  northeast  corner  of 
Palmer  avenue  (Block  5228,  Lots  1  and  6),  Borough  of  The 
Bronx. 

496-43-A — 425  Beach  72nd  street,  southwest  corner  of 
Hessler  avenue  (Block  523,  Lots  22  and  24),  Arverne, 
Borough  of  Queens  (under  section  35,  General  City  Law  re 
bed  of  mapped  street — Barbadoes  drive). 

613-44-A — 1865  East  8th  street,  east  side,  220  ft.  north  of 
Avenue  S  (Block  6684,  Lot  60),  Borough  of  Brooklyn. 

649-44-A — 1109  Fifth  avenue,  northeast  corner  of  East 
92nd  street  (Block  1504,  Lot  1),  Borough  of  Manhattan. 

638-44-A — 139-28  Queens  boulevard,  south  side,  200  ft. 
east  of  87th  street  (2nd  floor)  ;  (Block  9625,  Lot  16),  Ja¬ 
maica,  Borough  of  Queens. 

651-44-A — 613  East  233rd  street,  north  side,  41.90  ft.  east 
of  Bronx  boulevard  (1st  floor)  ;  (Block  4993,  Lot  8),  Bor¬ 
ough  of  The  Bronx. 

592-44-A- — 530  Ocean  parkway,  west  side,  280  ft.  south  of 
Ditmas  avenue  (Block  5399,  Lot  24),  Borough  of  Brooklyn. 

615-44-A — 1520-1526  Flatbush  avenue,  west  side,  325  ft. 
4J4  in.  north  of  Germania  place  (2nd  floor)  ;  (Block  7557, 
Lot  52),  Borough  of  Brooklyn. 

662-44-A — 1501  Bowery  Walk  and  3002-3024  West  15th 
street,  northwest  corner  (Block  7074,  part  of  Lot  170), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  3,  1945,  2  P.  M. 

NOTICE  TS  HEREBY  GIVEN  of  a  public  _  hearing 
Wednesday  afternoon,  January  3,  1945,  at  2  o’clock  in  Room 
1013.  Municipal  Building.  Manhattan,  on  the  following 
matter : 
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Appeal  from  Administrative  Decision 

667-44-A— 184-02  Jamaica  avenue,  south  side,  330.58  ft. 
east  of  183rd  street  (Building  3);  (Block  10352,  Lot  66), 
Jamaica,  Borough  of  Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  9,  1945,  2  P.  M. 

NO  1  I  CL  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  9,  1945,  at  2  o’clock  in  Room 


1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Appeal  from  Administrative  Decision 

343-43-A— 93-101  Lexington  avenue,  north  side,  275  ft. 
east  of  Classon  avenue  (Block  1967,  Lots  64  and  66),  Bor¬ 
ough  of  Brooklyn  (reopened  and  restored  to  calendar,  No¬ 
vember  21,  1944;  previously  withdrawn). 

HARRIS  H.  MURDOCK.  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  5,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  November  28,  1944  and  Tuesday  after¬ 
noon,  November  28,  1944,  were  approved  as  printed  in  Bul¬ 
letin  No.  48,  Vol.  29. 


ZONING  CASES 

1236-27-BZ 

APPLICANT — Archie  H.  Samuels,  for  Dorothy  Rehder, 
owner. 

SUBJECT— Application  reopened  July  25,  1944,  for  consid¬ 
eration  as  to  extension  of  permit  (expired  by  limita¬ 
tion) — Application,  previously  granted  on  condition, 
under  section  7f  of  the  zoning  resolution,  permitting 
in  a  business  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station  for  a  temporary 
period. 

PREMISES  AFFECTED — Southeast  corner  of  Woodhaven 
boulevard  and  163rd  avenue  (Block  4046,  Lot  63), 
Aqueduct,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Archie  H.  Samuels. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  withdrawn,  wdthout 
prejudice  to  renewal,  when  conditions  warrant  the 
Board’s  consideration. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (1236-27-BZ) 

Whereas,  this  application,  permitting  in  a  business  use 
district  the  erection  and  maintenance  of  a  gasoline  service 
station  for  a  temporary  term,  affecting  premises  southeast 
corner  of  Woodhaven  boulevard  and  163rd  avenue  (Block 
4046,  Lot  63),  Aqueduct,  Borough  of  Queens,  was  granted 
by  the  Board  on  May  29,  1928,  on  certain  conditions ;  and 
Whereas,  the  term  of  this  variance  was  extended  from 
time  to  time  under  section  7f  of  the  zoning  resolution,  the 
last  such  extension  having  been  granted  on  March  24,  1942; 
and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  variance  and  the  application  was  reopened  by  vote  of  the 
Board  on  July  25,  1944,  subject  to  usual  procedure;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
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ing,  December  5,  1944,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W  hereas,  the  gasoline  service  station  is  not  now  in  opera¬ 
tion  and  no  date  is  set  for  reopening. 

Resolved,  that  the  application  be  and  it  hereby  is  withdrawn 
without  prejudice  to  renewal  of  the  application  when  condi¬ 
tions  warrant  the  Board’s  consideration  (N.B.  117-34). 


368-40-BZ 

APPLICAN I — Samuel  L.  Malkind,  for  Plaza  Circle  Cor¬ 
poration,  owner. 

SUBJECT — Application  reopened  July  11,  1944 — re  (deci¬ 
sion  of  the  borough  superintendent)  under  sections 
7c  and  21  of  the  zoning  resolution,  to  permit  partly 
in  a  residence  use  district  and  partly  in  a  busi¬ 
ness  use  district,  the  change  of  occupancy  of  portion 
of  a  garage  (previously  granted  by  the  Board),  so 
as  to  include  an  automobile  showroom. 
PREMISES  AFFECTED — 2-14  Plaza  street  and  405-413 
Flatbush  avenue,  northeast  corner  (Block  1169,  Lot 
1),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Paul  Friedman  and  Samuel  L. 
Malkind. 

For  Opposition:  Harold  Klorfein,  Dep’t  of  Parks. 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative  :  Commissioner  Savage .  1 

Negative:  Chairman  Murdock,  Commissioner 
Blum  and  Deputy  Chief  Gunn  .  3 

THE  RESOLUTION  (368-40-BZ) 


Whereas,  this  application  under  sections  7c  and  21  of  the 
zoning  resolution,  permitting,  partly  in  a  residence  use  and 
partly  in  a  business  use  district,  the  alteration  and  conversion 
of  occupancy  of  part  of  an  existing  building  from  garage  for 
more  than  five  motor  vehicles  to  store  use,  and  from  car¬ 
riage  house  and  stable  for  more  than  five  horses  to  garage 
for  more  than  five  (5)  motor  vehicles,  affecting  premises 
2-14  Plaza  street  and  405-413  Flatbush  avenue  northeast 
comer  (Block  1169,  Lot  1),  Borough  of  Brooklyn,  was 
granted  by  the  Board  June  25,  1940,  on  cerain  conditions* 
and 

Whereas,  the  resolution  was  amended  on  May  20,  1941 
and  the  applicant  requested  a  further  amendment  of  the 
resolution,  so  as  to  include  an  automobile  showroom;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  July  11,  1944  and  restored  to  the  calendar,  subject  to 
usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
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ing,  December  5,  1944,  after  due  notice  by  publication  in 
the’ Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Plaza  street  is  in  a  residence  use, 

B  area  and  times  height  district;  Flatbush  avenue  is 
in  a  business  and  residence  use,  B  area  and  1J4  times  height 
district;  Vanderbilt  avenue,  Sterling  place  and  St.  Johns 
place  are  in  a  residence  and  business  use,  B  area  and  1 
times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  June  9,  1944,  re  Alt.  Applic.  1569-44,  reads  :  _ 

“1.  Proposed  conversion  of  part  of  an  existing  ga¬ 
rage  for  more  than  five  motor  vehicles  to  an  auto  show¬ 
room  is  contrary  Sec.  3  Zoning  Resolutions  and  also 
to  calendar  368-40-BZ.  Denied.” 

and 

Whereas,  the  applicant  states  that  the  premises  consist 
of  a  plot,  120  ft.  frontage  by  110  ft.  in  depth,  on  which  is 
located  a  2  and  3  story  building  covering  entire  area  and 
occupied  as  a  garage  for  more  than  five  motor  vehicles  and 
motor  vehicle  repair  shop ;  that  it  is  proposed  to  occupy 
the  building  as  a  garage  for  more  than  five  motor  vehicles, 
motor  vehicle  repair  shop  and  automobile  showroom ;  and 
Whereas,  the  applicant  contends  that  on  June  25,  1940, 
the  Board  granted  a  variation,  permitting,  partly  in  a  resi¬ 
dential  and  partly  in  a  business  use  district,  the  alteration 
and  conversion  of  occupancy  of  part  of  an  existing  building 
from  a  garage  for  more  than  five  motor  vehicles  to  store 
use,  and  the  conversion  of  a  carriage  house  and  stable  for 
more  than  five  horses  to  a  garage  for  more  than  five  motor 
vehicles;  that  on  May  20,  1941,  the  Board  reopened  the 
case,  amending  the  resolution  and  extending  the  time;  this 
amendment  concerned  the  omission  of  the  stores,  the  con¬ 
tinuance  of  public  garage  use  of  the  building  as  now  con¬ 
structed  along  Flatbush  avenue,  and  also  as  to  exits,  etc. ; 
that  a  further  modification  is  requested  to  permit  the  con¬ 
version  of  part  of  the  first  story  of  the  garage  to  an 
automobile  show  room,  which  portion  is  located  at  the 
northeast  corner  of  Flatbush  avenue  and  Plaza  street  fronts 
of  the  building;  area  of  portion  to  be  used  as  a  show  room 
is  39  ft.  long  on  Flatbush  avenue  and  43  ft.  on  Plaza  street ; 
that  the  portion  of  the  building  proposed  to  be  used  for 
automobile  show  room  and  accessories  is  the  same  as  origi¬ 
nally  granted  for  stores  in  1940;  that  this  portion  of  the 
first  story  of  the  building  is  located  at  the  northeast  corner 
of  Flatbush  avenue  and  Plaza  street  for  the  entire  frontage 
on  Flatbush  avenue  to  a  depth  of  50  feet;  that  the  pro¬ 
posed  alteration  consists  of  removing  a  brick  pier  and  wall 
(formerly  an  entrance  and  window  to  garage)  on  Flatbush 
avenue,  installing  a  show  window  in  their  place  and  creating 
an  entrance  to  show  room  at  existing  window  adjoining 
and  north  of  the  proposed  show  window;  also  to  remove 
two  piers  and  install  new  show  window  on  Plaza  street 
of  similar  shape  as  arched  panel  wall  (also  a  former  en¬ 
trance)  adjoining  proposed  show  window;  also  to  install  en¬ 
closure  wall  of  masonry  materials  dividing  proposed  show 
room  into  two  areas;  that  no  change  is  proposed  for  this 
building  in  any  of  its  parts,  except  as  hereinbefore  stated ; 
that  this  proposed  change  to  show  room  for  automobiles  and 
accessories  will  not  adversely  affect  the  character  of  the 
neighborhood  and  will  be  an  improvement  over  existing 
conditions;  that  the  fact  the  owner  of  subject  premises  is 
also  the  owner  of  adjoining  six-story  apartment  house  on 
Plaza  street,  gives  assurance  to  the  Board  that  nothing  will 
be  done  at  the  instant  premises  that  will  be  detrimental  to 
the  neighborhood ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justifica¬ 
tion  for  the  exercise  of  its  discretion  to  grant  a  zoning  vari¬ 
ance  under  section  7,  subdivision  c  of  the  zoning  resolution ; 
and  that  the  applicant  failed  to  substantiate  a  basis  to  war¬ 
rant  discretion  to  grant  under  section  21  of  the  zoning 
resolution  and  is  therefore  not  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 


in  acting  on  Alt.  Applic.  1569-44,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


2-42-B  Z 

APPLICANT— Morris  Tarshis,  for  Max  Minker,  owner. 
SUBJECT — Application  reopened  November  8,  1944  for 
consideration  as  to  extension  of  permit — Applica¬ 
tion  (re  decision  of  the  borough  superintendent), 
previously  granted  on  condition,  under  section  7i 
of  the  zoning  resolution,  for  a  term  of  two  years, 
permitting  the  premises  to  be  occupied  for  minor 
automobile  repairs  in  conjunction  with  cars  being 
painted. 

PREMISES  AFFECTED— 260-262  Delancey  street,  north 
side,  25  ft.  west  of  Columbia  street  (Block  333, 
Lot  31),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Morris  Tarshis. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (2-42-BZ) 

Whereas,  this  application  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term 
of  two  years,  the  conversion  of  occupancy  of  a  building  to  a 
motor  vehicle  repair  shop  for  minor  automobile  repairs  in 
conjunction  with  car  being  painted,  affecting  premises  260- 
262  Delancey  street,  northside,  25  ft.  west  of  Columbia  street 
(Block  333,  Lot  31),  Borough  of  Manhattan,  was  granted 
by  the  Board  on  May  19,  1942,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
variance  and  the  case  was  reopened  by  vote  of  the  Board 
on  November  8,  1944  and  set  for  hearing  on  December  5, 
1944;  and  - 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  5,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  May  19,  1942,  only  so 
far  as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  the  resolution  shall  read : 

“*  *  *  granted,  under  section  7i  thereof,  for  a  term 
of  two  (2)  years  from  the  date  of  this  amended  resolu¬ 
tion,  to  permit  the  premises  to  be  used  also  for  minor 
automobile  repairs  in  conjunction  with  cars  being 
painted,  on  condition  that  only  such  repairs  shall  be 
carried  on  as  can  be  done  with  hand  tools;  that  no 
additional  use  shall  be  permitted  on  the  premises  other 
than  the  greasing  of  motor  vehicles ;  that  proper 
bumpers  shall  be  constructed  along  the  easterly  lot  line 
to  prevent  damage  to  the  adjoining  building  to  the  east; 
that  a  substantial  steel  picket  or  woven  wire  fence  shall 
be  installed  along  the  westerly  lot  line  from  the  street 
line  to  the  accessory  building ;  that  the  adjoining  prem¬ 
ises  shall  not  be  occupied  or  used  in  conjunction  with 
these  premises ;  that  the  building  shall  not  be  increased 
in  height  or  area;  that  signs  shall  be  restricted  to  per¬ 
manent  signs  attached  to  the  facade  of  the  building, 
excluding  all  roof  signs  and  all  temporary  signs ;  that 
no  curb  cuts  other  than  the  curb  cuts  now  existing  shall 
be  constructed ;  that  an  adequate  fence  not  less  than  6 
ft.  in  height  shall  be  maintained  in  the  rear  yard  and 
such  space  shall  not  be  occupied;  that  in  all  other  re¬ 
spects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto ;  that 
all  permits  shall  be  obtained  within  three  (3)  months 
from  the  date  of  this  amended  resolution.” 
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APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

512-44-A 

APPLICANT — George  E.  Sweet,  for  Transit  Building, 
Inc.,  owner  (Childs  Co.,  lessee). 

SUBJECT — Appeal  from  an  order  and  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — \7  East  42nd  street,  north  side, 
117  ft.  east  of  Madison  avenue,  and  40  East  43rd 
street  (cellar  and  1st  floor)  ;  (Block  1277,  Lot  20)  ; 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  E.  Sweet  and  M.  A.  Le 
Gette. 

For  Administration :  Edwin  A.  Meyer,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (512-44-A) 

Whereas,  George  E.  Sweet,  for  Transit  Building,  Incor¬ 
porated,  owner  (Childs  Company,  lessee),  filed  August  23, 
1944,  an  appeal  from  an  order  of  the  fire  commissioner, 
affecting  premises  47  East  42nd  street,  north  side,  117  ft. 
east  of  Madison  avenue  and  40  East  43rd  street  (cellar  and 
1st  floor);  (Block  1277,  Lot  20),  Borough  of  Manhattan; 
and 

Whereas,  order  38568-LC,  issued  by  the  fire  commissioner 
June  19,  1944,  reads: 

“Before  a  permit  may  be  issued  for  your  refrigerating 
system,  the  following  must  be  done : 

1.  Provide  independent  mechanical  exhaust  for  the 
refrigerating  room. 

NOTE:  At  present  inspection  shows  the  refriger¬ 
ating  room  is  vented  as  part  of  the  building  toilet  vent 
system." 

and 

|  Whereas,  said  order  was  repeated  in  a  decision  of  the 
fire  commissioner  dated  July  25,  1944,  which  reads: 

“In  reply  to  your  recent  letter  concerning  the  ventilat¬ 
ing  system  for  the  refrigeration  machinery  room,  please 
be  advised  that  Section  C19-99.b  of  the  Administrative 
Code  requires  an  independent  system.  Our  inspector 
reports  that  the  system  provided  is  not  entirely  inde¬ 
pendent." 

,  and 

Whereas,  the  applicant  states  that  the  buliding  is  22 
stories  (300  ft.)  in  height;  147  ft.  by  200  ft.  in  area;  of 
Class  1  construction;  erected  prior  to  1925;  located  in  a 
business  use,  B  area,  Class  2  height  district,  and  used  and 
occupied  since  1925  as  follows:  cellar,  restaurant,  132  per¬ 
sons;  1st  floor,  restaurant,  376  persons;  2nd  floor,  offices, 
250  persons;  3rd  to  17th  floors,  offices,  144  persons  each; 
18th  to  22nd  floors,  offices,  96  persons  each ;  pent  house, 
storage;  that  no  change  in  use  or  occupancy  is  proposed; 
that  the  building  is  equipped  with  a  standpipe  system,  and 
Certificate  of  Occupancy  3578  was  issued  August  22,  1921, 
permitting  the  use  of  the  basement  for  stores,  188  persons; 
and  the  1st  floor,  stores,  350  persons;  and 
Whereas,  the  applicant  contends  that  in  the  restaurant 
,  operated  by  the  lessee  at  47  East  42nd  street,  (Liggett  Build¬ 
ing)  an  ice  machine  has  been  installed  in  a  room  adjoining 
‘  the  cellar  restaurant ;  that  this  ice  machine  consists  of  two 
25-ton  York  air  conditioning  expansion  units,  each  containing 
96  lbs.  of  Freon ;  that  each  unit  forms  a  separate  system ; 
that  the  room  in  which  the  units  are  installed,  is  ventilated 
by  a  duct  discharging  into  a  vent  shaft  of  the  building, 
which  also  take  the  exhaust  from  toilet  rooms  throughout 
,  the  building;  that  this  vent  shaft  is  exhausted  by  means  of 
a  fan  located  on  the  roof ;  that  the  refrigerating  systems 
were  installed  in  1937  after  approval  and  issuance  of  the 
permit  which  permit  has  been  granted  every  year  up  to  and 
including  July  7,  1944;  that  the  refrigerant  used  is  Freon 


12  and  is  classified  under  the  Refrigerating  Code  of  the 
American  Society  of  Engineers  as  a  group  2  non-toxic  non¬ 
combustible  refrigerant ;  that  the  system  with  coils  located  at 
various  positions  in  the  dining  rooms  had  previously  been 
permitted ;  that  this  system  is  no  different  from  any  Class 
C  system  insofar  as  the  ventilating  requirements  are  con¬ 
cerned,  but  Class  C  installations  are  accepted  with  their 
ventilation  combined  with  that  of  restaurants  and  similar 
area ;  that  an  ammonia  machine  in  the  subcellar  under  this 
restaurant  was  installed  in  1926  with  its  enclosing  room 
ventilated  into  an  exhaust  duct,  to  which  cooking  fixtures 
were  connected ;  that  an  order  was  issued  requiring  the  vent 
from  this  room  be  extended  up  10  ft.  into  the  exhaust  duct; 
that  this  order  was  complied  with  and  it  is  therefore  re¬ 
quested  that  Order  38568-LC  be  modified,  so  as  to  accept 
the  present  ventilation  from  the  Freon  ice  machine  room; 
and 

Whereas,  in  the  opinion  of  the  Board,  the  order  should 
be  complied  with,  to  supply  an  independent  means  of  ven¬ 
tilation  not  common  to  the  ventilation  of  other  portions  of 
the  building,  such  as  the  open  shaft  with  roof  fan  primarily 
used  for  ventilation  of  toilet  rooms. 

Resolved,  that  order  #38568-LC  of  the  fire  commissioner 
and  decision  of  the  fire  commissioner  dated  July  25,  1944,  be 
and  they  hereby  are  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 


543-44-A 

-APPLICANT — Lithographers  Finishing  Co.,  lessee,  for  165 
Grand  St.  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  an  order  and  decision  of  the  fire 
commissioner. 

PREMISES  AF'FECTED — 165-171  Grand  street,  224  Cen¬ 
tre  street,  southeast  corner  and  154  Baxter  street 
(4th  floor)  ;  (Block  235,  Lot  13),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Michael  Lipsius. 

For  Administration:  Edwin  A.  Meyer,  Fire  Dep’t. 
AC  1  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  o 

THE  RESOLUTION  (543-44-A) 

Whereas,  Lithographers  Finishing  Company,  lessee,  for 
165  Grand  Street  Realty  Corporation,  owner,  filed  Septem¬ 
ber  26,  1944,  an  appeal  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  165-171  Grand  street,  224  Centre 
street,  southeast  corner  and  154  Baxter  street  (4th  floor)  ; 
(Block  235,  Lot  13),  Borough  of  Manhattan;  and 
Whereas,  order  38737-LC  issued  by  the  fire  commis¬ 
sioner  July  12,  1944  and  referred  to  in  a  decision  of  the 
fire  commissioner  dated  August  31,  1944,  reads: 

"Before  a  permit  may  be  issued  to  conduct  a  technical 
establishment,  the  following  must  be  done: 

7.  Discontinue  the  use  of  fire  or  flame  in  same 
room  or  compartment  where  varnish  thinning  is  done. 
Authority  of  Sec.  09-11,  Art.  1,  Administrative  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  6  stories 
(105  ft.)  in  height,  70  ft.  10  in.  by  104  ft.  10  in.  in  area, 
of  class  3  construction,  erected  in  1884,  located  in  an  un¬ 
restricted  use,  B  area  class  2  district  and  used  and  occupied 
as  follows  :  sub-cellar — boiler  room  ;  cellar — sale  of  ma¬ 
chinery,  hardware  and  uniforms — 3  persons;  1st  floor — 
banners  and  statuary — 17  persons;  2nd  floor — electro-plating 
and  lighting  fixtures — 26  persons;  3rd  floor — sale  of  2nd 
hand  clothes — 14  persons;  4th  floor — lithographic  finishing — 
23  persons;  5th  floor — metal  spinning  and  machine  grinding 
— 18  persons;  6th  floor — manufacturing  metal  articles — 20 
persons;  that  the  building  is  equipped  with  a  two  source 
sprinkler  system,  interior  fire  alarm  system  and  fire  drills 
are  maintained ;  that  the  building  is  equipped  with  one  4  ft. 
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wide  wood  stairs,  enclosed  in  brick  partitions,  equipped 
with  metal  self-closing  doors  and  extending  from  the  roof 
directly  to  the  street  and  two  fire  escapes  extending  to  the 
roof  by  a  ladder  and  to  the  street;  that  windows  and  doors 
on  the  course  of  the  fire  escapes  are  fireproof,  self-closing; 
and 

Whereas,  the  applicant  contends  that  it  occupies  the 
entire  fourth  floor;  that  the  horizontal  exit  on  each  floor 
provides  direct  passage  to  two  standard  fire  escapes ;  that 
the  premises  are  equipped  with  a  100  percent  approved 
sprinkler  system  with  Siamese  connections  on  three  streets 
and  supplied  by  a  7500  gallon  pressure  tank  on  the  roof, 
arranged  to  maintain  a  minimum  pressure  of  75  lbs.  and  a 
10,000  gallon  gravity  tank  20  ft.  above  the  highest  sprinkler 
outlet;  that  the  system  is  directly  connected  to  the  Auto¬ 
matic  Fire  Alarm  Company  through  a  valve  alarm  and 
a  pull  box  in  the  main  hall;  that  there  is  an  interior  fire 
alarm  system  in  the  building  and  monthly  fire  drills  are 
held ;  that  the  applicant  and  its  predecessors  have  occupied 
the  building  for  25  years  as  finishers  for  the  printing  and 
lithographic  trade ;  that  permits  have  been  issued  by  the 
Fire  Department  regularly ;  that  the  applicant’s  process 
involves  the  application  of  a  gloss  consisting  of  varnish, 
thinned  with  denatured  alcohol  on  lithographic  or  printed 
surfaces  on  sheets  which  are  hand  fed  into  a  machine  and 
then  carried  on  a  conveyor  into  a  drying  oven  about  30  ft. 
long;  that  this  oven  is  heated  by  gas  flames  located  about  5 
in.  above  the  sheets  which  are  protected  from  the  flames 
by  a  perforated  metal  plate  below  the  flames  and  above 
the  sheets;  that  the  distance  from  open  flame  to  varnish 
thinning  is  20  ft. ;  that  this  type  of  oven  has  been  in  use  by 
the  applicant  for  over  30  j^ears;  that  if  compelled  to  dis¬ 
continue  this  process,  the  applicant  will  be  obliged  to  dis¬ 
continue  the  major  portion  of  its  business;  that  for  these 
reasons,  it  is  requested  the  Board  modify  item  7  of  the  fire 
commissioner’s  order. 

Resolved,  that  order  38737-LC  of  the  fire  commissioner 
be  and  it  hereby  is  modified  as  to  objection  7,  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  op¬ 
eration  appealed  from  shall  be  maintained  to  the  satisfac¬ 
tion  of  the  fire  commissioner  and  that  no  flame  shall  be 
within  twenty  feet  of  the  point  where  the  varnish  thinning 
is  done;  that  fire-fighting  equipment,  consisting  of  a  two- 
source  sprinkler  system  and  interior  fire  alarm  system, 
shall  be  maintained  to  the  satisfaction  of  the  fire  commis¬ 
sioner  and  that  such  portable  fire-fighting  appliances  shall 
be  maintained  as  the  fire  commissioner  shall  direct ;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto  other 
than  as  modified  by  the  Board  under  Cal.  694-40-A ;  and 
that  the  person  in  charge  of  the  technical  establishment 
shall  hold  a  certificate  of  fitness. 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

174-44-SA 

APPLICANT — Peters-Dalton,  Inc.,  owner. 

SUBJECT — Hydro-Whirl  Water  Washed  Spray  Booth, 
Approval  of. 

APPEARANCES— 

For  Applicant:  A.  W.  Smart. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (174-44-SA) 

Whereas,  Peters-Dalton,  Inc.,  owner,  filed  on  March  23, 

1944,  an  application  with  the  Board  of  Standards  and  Appeals 

for  approval  of  the  appliance  known  as  the  Hydro- Whirl 

Water  Washed  Spray  Booth;  and 


Whereas,  this  appliance  was  referred  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS 
Re:  Cal.  174-44-SA 

Subject:  Hydro-Whirl  Water  Washed  Spray  Booth, 
approval  of. 

November  13,  1944. 

Peters-Dalton,  Inc.,  of  Detroit,  Michigan,  filed  an 
application  with  the  Board  of  Standards  and  Appeals 
for  approval  of  the  Hydro-Whirl  Water  Washed  Spray 
Booth  under  the  provisions  of  C26-178.0b,  Administra¬ 
tive  Building  Code  and  the  “Rules  of  the  Board  of 
Standards  and  Appeals  Governing  the  Use  of  Equipment 
for  Spraying  and  Drying  of  Paints,  Varnishes  and 
Lacquers  and  other  Flammable  Surface  Coatings  and 
the  Storage  of  Such  Material.” 

DESCRIPTION 

A  standard  Hydro- Whirl  water  washed  spray  booth 
consists  of  the  following : 

Booth  section  constructed  of  #16  gauge  blue  annealed 
steel  sheets  framed  in  standard  panel  sizes  with  2"  x 
2"  x  Yi"  angle  iron.  A  fire  deflector  curtain  6"  wide 
extends  across  the  upper  front  face.  The  rear  wall  is 
curtained  with  water  from  an  adjustable  overflow  trough 
preventing  paint  particles  from  impinging  on  this  wall. 

Collecting  tank  constructed  of  #10  gauge  welded  steel 
plate  with  angle  iron  reinforcing  flange  and  channel  iron 
supports.  Tank  is  equipped  with  a  Clayton  diaphragm- 
operated  back  pressure  float  valve. 

Washing  chamber  located  behind  the  floor  curtain 
and  constructed  of  #16  gauge  blue  annealed  steel  re¬ 
inforced  with  angle  iron.  All  seams  welded  to  insure 
a  permanent  water  seal. 

A  centrifugal  fan  located  on  either  side  or  end  of  the 
washing  chamber  and  exhausting  an  amount  of  air  to 
create  slightly  above  150  FPM  velocity  through  the  face 
opening  of  the  booth  section.  Fan  is  driven  through  a 
“V”  belt  by  either  a  totally  enclosed,  fan-cooled,  ball 
bearing  or  explosion  proof,  motor  of  a  size  required 
by  specifications  of  the  manufacturer. 

A  centrifugal  pump  of  25  GPM  capacity  per  foot  of 
washing  chamber,  the  size  of  which  depends  on  the  size 
of  the  booth.  Pump  is  directly  driven  by  a  splash-proof 
or  explosion  proof  motor  according  to  requirements  of 
the  location  of  the  spray  booth. 

Water  is  pumped  from  the  collecting  tank  to  the 
trough  which  extends  along  the  rear  wall  of  the  washer 
and  overflows  across  the  lower  baffle  which  is  adjustable 
so  as  to  set  up  resistance  in  proportion  to  the  volume 
of  exhausted  air,  thus  creating  a  high  velocity  which 
carries  the  water  off  the  lower  edge  of  this  baffle  and 
into  the  washing  area.  In  this  manner  the  above  men¬ 
tioned  blanket  of  water  is  held  in  suspension  evenly  over 
the  entire  area  of  the  washing  chamber. 

The  Hydro-Whirl  principle  consists  of  holding  a 
blanket  of  finely  atomized  water  in  suspension  in  the 
lower  section  of  the  chamber  approximately  from  the 
adjustable  baffle  to  midway  between  the  second  and  third 
baffles.  In  this  manner,  the  exhausted  air  is  brought 
into  more  intimate  contact  with  a  greater  volume  of 
water  for  a  longer  period  than  is  possible  by  passing 
it  through  a  spray  or  series  of  sprays. 

The  spray  booth  was  inspected  and  tested  by  the 
Committee  on  Tests  of  the  Board  at  the  Bell  Labora¬ 
tories,  157  Chambers  St.  on  July  13,  1944  and  found  to 
operate  as  designed. 

RECOMMENDATIONS 

On  the  basis  of  the  foregoing  data,  inspection  and 
test,  the  Committee  on  Tests  recommends  that  the 
Hydro-Whirl  Water  Washed  Spray  Booth  be  approved 
for  use  in  New  York  City,  when  installed  and  operated 
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in  accordance  with  the  report  and  with  the  Rules  of 
the  Board  of  Standards  and  Appeals  governing  the  Use 
of  Equipment  for  Spraying  and  Drying  of  Paints,  Var¬ 
nishes,  Lacquers  and  Other  Flammable  Surface  Coat¬ 
ings  and  Storage  of  Such  Materials,  provided  the  booth 
bears  a  label  permanently  affixed  reading:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Cal.  174-44-SA”;  that  accumulated 
paint  material,  forming  a  film  in  water  in  trough  shall 
be  removed  at  regular  intervals. 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Hydro-Whirl 
Water  Washed  Spray  Booth,  on  condition  that  the  appliance 
be  manufactured,  installed,  used  and  labelled  in  accordance 
with  the  above  report. 


Adjourned  :  11  :30  A.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  5,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  arid  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

558-43-A 

APPLICANT — W.  G.  Storch,  for  New  York  City  Hous¬ 
ing  Authority,  owner  (Horowitz  Brothers  and 
Margareten,  lessees). 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 177-183  Lewis  street,  west  side, 
102  ft.  north  of  East  4th  street  (Block  360,  Lot 
19  and  part  of  Lot  30),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant  :  None. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (558-43-A) 

Whereas,  Horowitz  Brothers  and  Margareten,  as  owners, 
filed  on  November  16,  1943,  an  appeal  from  orders  of  the 
fire  commissioner,  affecting  premises  177-183  Lewis  street, 
west  side,  102  ft.  north  of  East  4th  street  (Block  360,  Lot 
19  and  part  of  Lot  30)  Borough  of  Manhattan;  and 
Whereas,  said  appeal  was  subsequently  amended  by 
W.  G.  Storch,  applicant  for  New  York  City  Housing  Au¬ 
thority,  owner,  Horowitz  Brothers  and  Margareten,  lessee, 
on  November  28,  1944;  and 

Whereas,  when  this  case  was  called  for  hearing,  no  ap¬ 
pearance  was  made  on  behalf  of  lessee  or  owner. 


Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


564-43-S 

APPLICANT — Charles  M.  Spindler,  for  Valentine  Realty 
Co.,  owner  (Forack  Corporation,  lessee). 
SUBJECT — Application  reopened  November  21,  1944 — re 
Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFI-ECTED — 2402  Ryer  avenue,  southeast 
corner  of  East  187th  street  (Block  3152,  part  of 
Lot  11),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant:  Joseph  C.  Haus. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  o 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (564-43-S) 

Whereas,  this  application  from  a  decision  of  the  borough 
superintendent,  affecting  premises  2402  Ryer  avenue,  south¬ 
east  corner  of  East  187th  street  (Block  3152,  part  of 
Lot  11),  Borough  of  The  Bronx,  was  granted  by  the  Board 
on  January  25,  1944,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  November  21,  1944  and  restored  to  the  calendar,  subject 
to  usual  procedure;  and 

Whereas,  the  decision  of  the  borough  superintendent  dated 
November  8,  1944,  on  Alt.  Applic.  533-44,  reads : 

“2.  Provide  two  exits  from  each  floor  area  as  per 
Sec.  270  Labor  Law.’’ 

Whereas,  the  applicant  states  the  building  is  two  stories 
(30  ft.)  in  height;  96  ft.  by  138  ft.  in  area;  of  Class  1 
construction,  erected  1921;  located  in  a  business  use,  B 
area,  Class  ILj  height  district  and  used  and  occupied 
as  follows :  cellar,  non-storage  garage  for  more  than  5  cars, 
one  person;  1st  floor,  stores  and  manufacturing  men’s  cloth¬ 
ing,  65  persons ;  2nd  floor,  non-storage  garage  for  more  than 
5  cars,  1  person,  and  proposed  to  be  used  and  occupied  as 
follows :  cellar,  storage  of  candy  and  candy  ingredients,  1 
person;  1st  floor,  store  and  manufacturing  men’s  clothing, 
65  persons;  2nd  floor,  manufacturing  toys,  35  persons;  that 
the  building  is  equipped  with  an  approved  standpipe  system, 
one  4  ft.  wide  concrete  interior  stairs  from  the  2nd  floor  to 
the  street,  enclosed  by  6  in.  terra  cotta  block  partitions, 
equipped  with  fireproof,  self-closing  doors  and  proposed 
to  be  equipped  with  one  fire  escape  on  the  East  187th  street 
front,  leading  to  the  roof  by  a  ladder  and  to  the  street  by 
counter-balanced  stairs ;  that  windows  and  doors  on  the 
course  of  the  fire  escape  will  be  fireproof,  self-closing;  and 

Whereas,  the  applicant  contends  that  it  is  now  proposed 
to  change  the  occupancy  of  the  cellar  to  storage  of  candy 
and  candy  ingredients  and  the  2nd  floor  to  manufacturing 
toys,  35  persons;  that  the  occupancy  of  the  1st  floor  will 
remain  as  store  and  manufacturing  of  men’s  clothing,  as 
permitted  by  the  resolution  adopted  by  the  Board  January 
25,  1944;  that  since  the  entire  building  will  now  be  occupied 
as  a  conforming  use  in  a  business  district,  it  mav  be  neces¬ 
sary  to  amend  the  resolution  adopted  under  Cal.  741-21-BZ; 
that  the  exits  from  the  2nd  floor  consist  of  one  existing 
reinforced  concrete  stair  leading  direct  to  the  street  and  to 
the  roof  by  a  scuttle  and  ladder;  that  it  is  proposed  to  con¬ 
struct  a  new  fire  escape,  leading  to  the  street  by  counter 
balanced  stair  and  to  the  roof  by  a  goose  neck  ladder;  that 
there  is  no  safe  egress  from  the  roof;  that  as  an  additional 
exit,  there  is  a  ramp  from  the  2nd  floor  to  the  street, 
enclosed  at  the  first  floor  with  fireproof  partitions;  that 
the  building  is  fireproof  throughout;  that  the  proposed  use 
is  not  hazardous  and  the  total  area  to  be  used  for  manu- 


1045 


MINUTES 


facturing  throughout  will  not  exceed  the  area  of  the  lot ; 
that  it  is  therefore  requested  the  Board  modify  the  pro¬ 
visions  of  the  Labor  Law  to  accept  the  fire  escape  as  an 
exit  from  the  2nd  floor;  and 
Whereas,  it  is  proposed  to  discontinue  the  non-storage 
garage  use  in  the  cellar  and  ground  story  and  to  occupy 
the  building  for  conforming  uses ;  and 
Whereas,  the  Board  deemed  that  in  view  of  such  oc¬ 
cupancy,  the  ramps  would  be  removed  and  a  lawful  stair 
constructed  to  provide  with  the  existing  stairs,  the  two 
required  means  of  exit  and  that  the  fire  escape  proposed 
would  not  be  permitted. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt  Applic.  533-44,  objection  2,  be  and  it  hereby  is 
affirmed  and  that  the  application  be  and  it  hereby  is  denied. 


129-44-A 

APPLICANT — Thomas  C.  Wilson,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner  (previously 
dismissed  for  lack  of  prosecution). 

PREMISES  AFFECTED — 21-11  44th  avenue,  north  side, 
79.3  ft.  west  of  23rd  street  (Block  441,  Lot  4), 
Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  Iariaci  and  William  T. 
Drucker. 

ACTION  OF  BOARD — Appeal  reopened,  restored  to  the 
calendar  and  granted  on  condition. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative:  .  0 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (129-44-A) 

Whereas,  Thomas  C.  Wilson,  Inc.,  owner,  filed  February 
25,  1944,  an  appeal  from  an  order  and  a  decision  of  the 
fire  commissioner,  affecting  premises  21-11  44th  avenue, 
north  side,  79.3  ft.  west  of  23rd  street  (Block  441,  Lot  4), 
Long  Island  City,  Borough  of  Queens;  and 
Whereas,  this  appeal  was  dismissed  for  lack  of  prose¬ 
cution  on  November  8,  1944  and  the  applicant  requested  a 
reopening  of  the  appeal  and  restoraiton  to  the  calendar ; 
and 

Whereas,  order  1869-LF  of  the  fire  commissioner,  is¬ 
sued  January  10,  1944,  reads : 

“An  inspection  of  premises  21-11  44th  avenue,  Long 
Island  City,  Borough  of  Queens  shows  that  a  fire  drill 
should  be  established  and  maintained  therein  according 
to  the  requirements  of  Section  279  of  the  Labor  Law. 
The  Labor  Law  specifically  charges  the  Fire  Commis¬ 
sioner  with  the  duty  of  enforcing  the  provisions  of  the 
law,  as  to  fire  drills.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
June  24,  1944,  reads: 

"In  response  to  your  letter  of  January  12th,  wherein 
you  request  a  deferment  of  the  requirement  to  organize 
a  fire  drill,  you  will  please  be  advised  that  the  Fire 
Commissioner  is  without  authority  to  grant  any  such 
modification  or  to  rescind  the  order.  This  requirement 
is  mandatory  under  the  provisions  of  the  Labor  Law.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  (45  ft.)  in  height,  90  ft.  by  185  ft.  in  area;  Class  1 
construction ;  erected  in  1907 ;  located  in  an  unrestricted  use, 
B  area,  district  and  used  since  1942  as  follows :  Cellar, 
boiler  room,  1  person;  1st  floor,  warehouse,  5  persons;  2nd 
floor,  office  and  shipping,  65  persons;  3rd  floor,  machine 


shop,  100  persons;  that  an  interior  fire  alarm  system  will 
be  installed ;  that  the  building  is  equipped  with  two  3  ft. 
iy2  in.  fireproof  stairs  from  the  roof  bulkhead  directly  to 
the  street ;  and 

Whereas,  the  applicant  contends  that  it  is  engaged  in 
the  production  of  critical  war  materials  and  the  demand  is 
beyond  their  utmost  efforts,  even  with  round-the-clock  op¬ 
erations  ;  that  for  this  reason  it  is  requested  that  the 
organization  of  fire  drills  be  deferred  in  order  to  utilize 
every  production  moment ;  there  is  no  highly  inflammable  or 
volatile  material  within  the  building ;  and 

Whereas,  the  applicant  states  that  the  occupancy  per 
floor  does  not  exceed  the  number  per  floor  as  stated  on 
Certificate  of  Occupancy  No.  Q31587,  issued  October  9, 
1944;  and 

Whereas,  the  applicant  further  states  that  the  interior 
fire  alarm  has  now  been  installed  and  approved  by  the  fire 
commissioner. 

Resolved,  that  the  decision  of  the  fire  commissioner,  act¬ 
ing  on  Order  1869-LF,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
in  all  other  respects,  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto ; 
that  the  number  of  occupants  as  indicated  on  Certificate  of 
Occupancy  No.  Q31587,  issued  October  9,  1944,  shall  not 
be  exceeded ;  that  the  standpipe  shall  be  maintained  to  the 
satisfaction  of  the  fire  commissioner;  that  the  interior  fire 
alarm  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner  and  that  fire  drills  as  required  by  law  shall 
be  maintained,  commencing  on  a  date  not  more  than  six 
months  from  the  date  of  this  resolution. 


564-44-A 

APPLICANT — Saul  Goldsmith,  for  Hauptman  Feather  Co., 
Inc.,  owner. 

SUBJECT — Application  reopened  November  21,  1944 — re 
Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 73-75  Wallabout  street,  north 
side,  50  ft.  east  of  Wythe  avenue  and  14-16  Hey¬ 
ward  street  (Block  2230,  Lots  4  and  6),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Saul  Goldsmith. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
-  Savage  and  Blum  and  Deputy  Chief  Gunn  4 

Negative :  .  0 

THE  RESOLUTION  (564-44-A) 

Whereas,  Saul  Goldsmith,  for  Hauptman  Feather  Com¬ 
pany  Incorporated,  owner,  filed  October  4,  1944,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  73-75  Wallabout  street,  north  side,  50  ft.  east  of 
Wythe  avenue  and  14-16  Heyward  street  (Block  2230,  Lots 
4  and  6),  Borough  of  Brooklyn;  and 

Whereas,  this  appeal  was  denied  by  the  Board  on  October 
24,  1944  and  the  applicant  requested  a  reopening  of  the  appeal 
and  reconsideration,  based  on  a  new  proposal ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  November  21,  1944  and  restored  to  the  calendar,  subject 
to  usual  procedure;  and 

Whereas,  the  decision  of  the  borough  superintendent,  on 
Alt.  Applic.  1821-44,  dated  November  13,  1944,  reads: 

“1.  Provide  two  means  of  egress  from  each  floor 
complying  with  Section  270  of  the  Labor  Law,  as  an 
extension  was  erected  under  Alt.  1103-32  and  the  occu¬ 
pancy  is  being  changed  from  a  factory  with  four  (4) 
employees  to  a  factory  with  thirty-five  (35)  employees. 
Denied.” 

and 
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Whereas,  the  applicant  now  contends  that  when  the  three 
story  extension  is  erected  in  1932,  it  was  proposed  to  erect  a 
fire  escape  and  enclose  the  interior  stair;  that  the  exterior 
fire  escape  has  recently  been  erected  and  it  is  now  proposed 
to  erect  a  new  fireproof  interior  stair;  that  Alt.  1821-44  was 
filed  to  repair  a  fire  damage;  that  the  fire  damage  has  been 
repaired ;  that  upon  completion  of  this  alteration,  egress  will 
consist  of  the  new  4  ft.  wide  regulation  fire  escape  on  the 
Heyward  street  side,  with  counterbalanced  stair  to  the  street, 
the  existing  3  ft.  6  in.  sub-standard  fire  escape  on  Wallabout 
street,  with  40  degree  stairs,  the  new  3  ft.  8  in.  wide  interior 
fireproof  stairs  on  Wallabout  street  front;  that  the  building 
will  be  equipped  throughout  with  a  one-source  wet  automatic 
sprinkler  system. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  1821-44  and  that  the  application  be  and  it  hereby 
is  granted  as  to  objection  1,  on  condition  that  the  primary 
means  of  exit,  consisting  of  a  stair  leading  to  Wallabout 
street,  shall  be  constructed  from  the  cellar  to  the  roof,  in 
compliance  with  all  requirements  for  such  a  stair  hereafter 
constructed;  that  if  such  a  stair  is  constructed,  the  existing 
fire  escape  recently  constructed  on  Heyward  street  may  be 
accepted  as  a  second  means  of  exit,  provided  the  sub-stand¬ 
ard  fire  escape  on  Wallabout  street  shall  be  maintained  and 
shall  be  made  safe ;  that  the  fire  escape  recently  erected  on 
the  Heyward  street  elevation  shall  meet  all  requirements  of 
the  Labor  Law  and  all  other  laws  relative  thereto  and  shall 
be  equipped  with  a  door  leading  to  the  fire  escape  balconies 
at  each  floor  at  floor  level  and  shall  also  be  equipped  with 
a  gooseneck  ladder  to  the  roof ;  that  the  occupancy  on  all 
floors  above  the  first  shall  not  exceed  the  number  permitted 
for  the  primary  means  of  exit  with  due  allowance  for  the 
sprinkler  system ;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


582-44-A 

APPLICANT— M.  W.  Del  Gaudio,  for  Harold  J.  Bastine 
and  Wilfred  S.  Bastine,  as  Trustees,  owners. 
SUBJECT— Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 45-47  West  27th  street,  north 
side,  200  ft.  east  of  6th  avenue  (Block  829,  Lot  11), 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Matthew  W.  Del  Gaudio  and  A.  R. 
Bastine. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative :  .  0 

THE  RESOLUTION  (582-44-A) 

Whereas,  M.  W.  Del  Gaudio,  for  Harold  J.  Bastine  and 
Wilfred  S.  Bastine,  trustees,  owners,  filed  on  October  16, 
1944,  an  appeal  from  a  decision  of  the  borough  superintend¬ 
ent.  affecting  premises  45-47  West  27th  street,  north  side, 
200  ft.  east  of  6th  avenue  (Block  829,  Lot  11),  Borough  of 
Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  September  20,  1944,  on  amendment  to  Alt.  Applic. 
435-43,  reads : 

“13.  Treads  and  risers  of  existing  rear  outside  stairs 
do  not  conform  to  Section  268  Labor  Law  and  Para¬ 
graph  2,  Section  271,  Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  12  stories 
(150  ft.)  in  height;  50  ft.  by  90  ft.  in  area;  of  Class  1 
construction;  erected  1909;  located  in  a  business  use,  B 


area,  Class  2  height  district,  and  used  and  occupied  since 
1909  as  follows:  cellar,  storage  and  boiler  room,  4  persons; 
1st  floor,  store  and  manufacturing  flowers,  70  persons;  2nd 
to  12th  floors,  manufacturing  dresses,  70  persons  each  floor; 
that  the  building  is  equipped  with  an  approved  two  source 
sprinkler  system,  a  standpipe  system,  interior  fire  alarm 
system  and  fire  drills  are  maintained;  that  there  is  one  35l/i 
in.  wide  steel  Mairway  from  the  roof  bulkhead  directly  to 
the  street,  enclosed  in  4  in.  terra  cotta  block  partitions, 
equipped  with  metal  covered  self-closing  doors  and  one  fire 
escape  at  the  rear,  extending  to  the  roof  by  a  ladder,  which 
ladder  will  be  replaced  by  stairs  and  to  the  yard  by  stairs 
with  egress  from  its  termination  proposed  through  a  pas¬ 
sage  of  fireproof  construction  through  the  cellar,  with  an 
inside  stairwaj-  leading  therefrom,  to  an  existing  fireproof 
hall  and  thence  to  the  street  ;  that  windows  and  doors  on  the 
course  of  the  fire  escape  are  fireproof,  self-closing;  and 

Whereas,  the  applicant  contends  that  this  appeal  relates 
to  risers  and  treads  of  the  existing  outside  stairway  at  the 
rear,  which  now  extends  from  the  12th  floor  to  yard  level 
with  egress  therefrom  through  adjoining  premises;  that  a 
goose  neck  ladder  is  provided  from  the  top  floor  to  the 
roof ;  that  to  insure  egress  from  the  rear  outside  stairway 
to  the  street,  it  is  proposed  to  extend  this  stairway  to  cellar 
level  and  to  provide  a  fireproof  passage  through  the  cellar 
with  stairway  leading  to  existing  hall ;  that  although  access 
to  adjoining  roofs  is  not  possible,  it  is  proposed  to  extend 
the  rear  stairway  to  the  roof ;  that  a  new  certificate  of 
occupancy  will  be  requested  upon  completion  of  the  proposed 
alterations,  as  no  certificate  of  occupancy  is  in  existence 
at  the  present  time ;  that  the  Board  is  requested  to  accept 
the  existing  outside  stairs  from  1st  to  12th  floors  as  being 
in  substantial  compliance  with  Section  268  of  the  Labor  Law, 
as  any  alteration  to  such  stairs  would  require  complete  re¬ 
moval  and  reconstruction,  which  would  be  an  unnecessary 
hardship  on  the  owner,  and  it  is  also  requested  that  the  Board 
permit  the  exterior  stairs  from  the  yard  to  the  cellar  to  be 
constructed  with  8  in.  rise,  8  in.  tread,  plus  1  in.  nosing  and 
from  the  top  story  to  the  roof  with  8  in.  rise  and  9  in. 
tread  and  the  new  interior  stairs  from  the  cellar  passage 
to  the  west  hallways  to  be  constructed  with  7-)4  in.  rise  and 
9^4  in.  treads ;  and 

Whereas,  it  was  stated  at  the  hearing  that  the  street  floor 
is  occupied  by  a  wholesale  florist  and  no  work  for  a  factory 
is  carried  on. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent 
on  Alt.  Applic.  435-43  and  that  the  application  be  and  it 
hereby  is  granted,  as  to  objection  13,  on  condition  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto ;  that 
the  treads  on  the  proposed  stair  from  the  first  floor  to 
cellar  shall  be  constructed  with  approved  non-slip  material ; 
that  the  sprinkler  system,  standpipe  system,  interior  fire 
alarm  system  and  fire  drills  shall  be  maintained  to  the 
satisfaction  of  the  fire  commissioner. 


618-44-A 

APPLICANT — Henry  Woermann,  for  Charles  Pfizer  and 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  a  decision  of  the 
fire  commissioner. 

PREMISES  AFFECTED — 400-412  Marcy  avenue,  south¬ 
west  corner  of  Lorimer  street  (1st  floor);  (Block 
2244,  Lots  25  and  33),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Henry  Woermann. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative:  .  0 
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THE  RESOLUTION  (618-44-A) 

Whereas,  Henry  Woermann,  for  Charles  Pfizer  and  Co., 
Inc.,  owner,  filed  October  28,  1944,  an  appeal  from  an  order 
and  decision  of  the  fire  commissioner,  affecting  premises  400- 
412  Marcy  avenue,  southwest  corner  of  Lorimer  street  (1st 
floor)  ;  (Block  2244,  Lots  25  and  33),  Borough  of  Brooklyn; 
and 

W hereas,  order  13490-LF  issued  by  the  fi#  commissioner, 
dated  September  16,  1944,  reads : 

“1.  Arrange  exit  door  leading  to  street  from  alley 
at  rear,  used  as  means  of  egress,  so  that  same  can  be 
opened  from  either  side.  Section  272  of  the  Labor 
Law.” 

and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
October  20,  1944  reads  : 

“Your  letter  of  October  2nd,  requesting  permission  to 
provide  the  exit  doors  with  panic  bolts  has  been  re¬ 
ceived.  It  is  contrary  to  the  provisions  of  the  State 
Labor  Law  to  keep  any  door  locked  from  either  side 
during  working  hours.  Therefore,  it  will  be  necessary 
for  you  to  comply  with  Order  13490-LF. 

Your  request  for  reconsideration  of  this  item  must 
be  denied,  as  the  Fire  Commissioner  has  no  authority  to 
modify  the  law,  modifications  being  granted  only  by  the 
Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(42  ft.)  in  height,  106  ft.  by  120  ft.  in  area  at  1st  floor. 
55  ft.  by  120  ft.  in  area  at  2nd  floor,  of  class  3  construction, 
erected  in  1924,  located  in  an  unrestricted  use,  B  area  and 
lRi  height  district  and  used  and  occupied  since  March  1944  as 
follows:  cellar — storage  room — 1  person;  1st  floor — engine 
room,  tank  room — 35  persons  ;  2nd  floor — tank  room — 15  per¬ 
sons  ;  that  the  entire  building  is  used  throughout  for  the 
manufacture  of  penicillin;  that  the  building  is  equipped  with 
a  one  source  sprinkler  system,  two  interior  stairs  44  in. 
wide,  enclosed  in  6  in.  terra  cotta  block  partitions,  equipped 
with  fireproof,  self-closing  doors,  one  of  which  leads  to  the 
roof,  one  to  the  street  and  one  to  an  alley;  and 

Whereas,  the  applicant  contends  that  the  plant  is  used 
solely  for  the  production  of  penicillin  under  government 
allocation ;  that  the  Second  Service  Command  of  the  U.  S. 
Army  directs  that  the  exit  door  be  kept  locked  from  the 
street  side,  to  prevent  unwarranted  entry;  it  is  therefore 
requested  that  the  Board  permit  the  panic  lock  to  remain  on 
such  door ;  and 

Whereas,  Certificate  of  Occupancy  109958  was  issued 
February  24,  1944,  permitting  the  present  use  and  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  fire  commissioner  acting 
on  Order  13490-LF,  and  that  the  application  be  and  it  hereby 
is  granted,  as  to  objection  1,  on  condition  that  no  panic  bolts 
shall  be  installed  on  the  premises  other  than  on  the  door 
in  question,  leading  from  the  alley  to  Lorimer  street,  as 
indicated  on  plans  filed  with  this  appeal  marked  “Received 
October  28,  1944”;  that  such  panic  bolt  shall  be  of  an  ap¬ 
proved  type ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  other  than  as  modified  by  the  Board  under 
Cal.  Nos.  499-43-A  and  6-44-A. 


665-44-A 

APPLICANT — Ranger  Aircraft  Engines,  Division  of  Fair- 
child  Engine  and  Airplane  Corporation,  lessee,  for 
Defense  Plant  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 184-10  Jamaica  avenue,  south 
side,  411  ft.  east  of  183rd  street  (Building  No.  1)  ; 
(Block  10352,  Lots  70  and  71)  ;  Jamaica,  Borough 

of  Queens. 


APPEARANCES— 

For  Applicant:  John  A.  Kibler. 

For  Administration:  Fred  Dahlem;  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 

THE  RESOLUTION  (665-44-A) 

Whereas,  Ranger  Aircraft  Engines,  Division  of  Fairchild 
Engine  and  Airplane  Corporation,  lessee  for  Defense  Plant 
Corporation,  owner,  filed  November  22,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
184-10  Jamaica  avenue,  south  side,  411  ft.  east  of  183rd 
street  (Building  No.  1)  ;  (Block  10352,  Lots  70  and  71), 
Jamaica,  Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  13,  1944,  on  Alt.  Applic.  549-44,  reads: 

“1.  The  installation  of  combustible  partitions  adja¬ 
cent  to  factory  areas,  in  a  required  fireproof  factory 
building,  is  contrary  to  Sec.  270,  Subdivision  6,  of  the 
Labor  Law.” 

and 

Whereas,  the  applicant  states  the  building  is  5  stories 
and  pent  house  (64  ft.)  in  height;  120  ft.  by  247  ft.  in  area, 
of  Class  1  construction;  erected  1923;  located  in  an  unre¬ 
stricted  use  C  area  and  Class  1  height  district,  and  used 
since  1942  as  follows:  cellar,  storage,  35  persons;  1st  to  5th 
floors,  inclusive,  manufacturing  airplane  parts,  220  persons 
each  floor ;  north  pent  house,  storage,  50  persons ;  south 
pent  house,  storage,  50  persons;  that  no  change  in  use  or 
occupancy  is  proposed ;  that  the  building  is  equipped  with 
a  two  source  sprinkler  system,  a  standpipe  system,  interior 
fire  alarm  system  and  fire  drills  are  maintained ;  that  build¬ 
ing  is  equipped  with  three  3  ft.  8  in.  fireproof  stairs  from  the 
roof  to  grade  and  horizontal  exits  on  1st,  2nd  and  3rd  floors; 
and 

Whereas,  Certificate  of  Occupancy  No.  29654,  issued 
August  18,  1943  permits  the  present  use  and  occupancy;  and 
Whereas,  the  applicant  contends  that  partitions  were  in¬ 
stalled  in  accordance  with  the  prior  resolution  of  the  Board, 
which  permitted  board  partitions  in  the  manufacturing  areas; 
that  the  manufacturing  processes  were  changed  and  the 
factory  areas  increased  and  it  became  necessary  to  move 
many  of  the  partitions,  formerly  installed,  to  new  locations; 
that  the  wood  partitions  previously  installed  on  the  storage 
floor,  when  such  installation  was  permissible,  are  not  now 
permissible,  as  these  floors  were  converted  to  factory  use 
and  the  wood  partitions  rearranged  for  the  factory  use ; 
that  the  partitions  are  constructed  as  follows:  4  ft.  plywood 
base  with  wire  mesh  over  to  a  total  height  of  7  ft. ;  4  ft.; 
plywood  base  with  glass  panels  over  to  a  total  height  of 
7  ft.;  plywood  partitions  to  ceiling  with  glass  panels;  that 
in  view  of  the  fireproof  construction  of  the  building,  the 
standpipe,  sprinkler  and  fire  alarm  equipment,  it  is  requested 
a  variation  be  granted  to  accept  this  temporary  emergency 
construction  of  partitions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  549-44,  Objection  1,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  partitions 
as  proposed,  shall  be  continued  only  during  the  term  of  the 
present  emergency  and  for  not  over  one  (1)  year  thereafter; 
that  no  additional  combustible  partitions  shall  be  installed ; 
that  the  sprinkler,  standpipe  and  interior  fire  alarm  systems 
and  fire  drills  shall  be  maintained  to  the  satisfaction  of  the 
fire  commissioner;  that  a  new  Certificate  of  Occupancy  shall 
be  obtained  to  replace  Certificate  of  Occupancy  Q20270;  to 
cover  the  present  use  and  to  record  the  full  number  of  per¬ 
sons  per  floor,  based  on  the  exits  and  allowance  for  sprinkler 
system  and  fire  alarm  system  and  fire  drill,  if  maintained; 
that  such  portable  fire  extinguishing  equipment  shall  be 
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maintained  as  the  fire  commissioner  shall  direct ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  other  than 
as  modified  by  the  Hoard  under  Cal.  Nos.  356-42-A  24-43-S 
and  573-43-S. 


666-44-A 

APPLICANT— Ranger  Aircraft  Engines,  Division  of  Fair- 
child  Engine  and  Airplane  Corporation,  lessee,  for 
Defense  Plant  Corporation,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED — 184-10  Jamaica  avenue,  south 
side,  411  ft.  east  of  183rd  street  (Building  No.  2)  ; 
(Block  10352,  Lots  70  and  71),  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  John  A.  Kibler. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (666-44-A) 

Whereas,  Ranger  Aircraft  Engines,  Division  of  Fairchild 
Engine  and  Airplane  Corporation,  lessee  for  Defense  Plant 
Corporation,  owner,  filed  November  22,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
184-10  Jamaica  avenue,  south  side,  411  ft.  east  of  183rd 
street  (Building  No.  2),  (Block  10352,  Lots  70  and  71), 
Jamaica,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  May  27,  1944,  reconsideration  denied  October  27,  1944, 
on  Alt.  548-44,  reads : 

“1.  Conditions  relative  to  the  resolution  of  the  Board 
of  Standards  and  Appeals  granting  the  use  of  frame 
partitions,  are  changed.  The  occupancies  and  manufac¬ 
turing  areas  are  larger  than  those  acknowledged  under 
Cal.  24-43-S.” 

and 

Whereas,  the  applicant  states  the  building  is  three  stories 
(48  ft.)  in  height;  120  ft.  by  247  ft.  in  area;  of  Class  1 
construction;  erected  1921;  located  in  an  unrestricted  use, 
C  area,  and  Class  1  height  district,  and  used  and  occupied 
since  1942  as  follows:  cellar,  storage;  1st  floor,  inspection 
and  storage,  150  persons;  2nd  floor,  cafeteria,  746  persons 
and  offices  42  persons;  3rd  floor,  office  and  manufacturing 
airplane  parts,  275  persons,  and  proposed  to  be  used  and 
occupied:  cellar,  manufacturing  airplane  parts,  30  persons; 
1st  floor,  manufacturing  airplane  parts,  150  persons;  2nd 
floor,  cafeteria,  746  persons,  and  offices  42  persons;  third 
floor,  offices,  275  persons  ;  that  the  building  is  equipped  with 
three  3  ft.  8  in.  wide  fireproof  stairs  leading  to  the  roof,  one 
of  which  leads  to  the  street  and  two  to  courts  facing  street; 

2  source  sprinkler  system,  standpipe  system,  interior  fire 
alarm  system  and  that  fire  drills  are  maintained;  and 

Whereas,  the  applicant  contends  that  partitions  were  in¬ 
stalled  in  accordance  with  the  prior  resolution  of  the  Board, 
which  permitted  board  partitions  in  the  manufacturing  areas; 
that  the  manufacturing  processes  were  changed  and  the  fac¬ 
tory  areas  increased  and  it  became  necessary  to  move  many 
of  the  partitions,  formerly  installed,  to  new  locations;  that 
the  wood  partitions  previously  installed  on  the  storage  floor, 
when  such  installation  was  permissible,  are  not  now  per¬ 
missible,  as  these  floors  were  converted  to  factory  use  and 
the  wood  partitions  rearranged  for  the  factory  use;  that  the 
partitions  are  constructed  as  follows:  4  ft.  plywood  base 
with  wire  mesh  over  to  a  total  height  of  7  ft. ;  4  ft. ;  plywood 
base  with  glass  panels  over  to  a  total  height  of  7  ft. ;  ply¬ 
wood  partitions  to  ceiling  with  glass  panels;  that  in  view  of 
the  fireproof  construction  of  the  building,  the  standpipe, 
sprinkler  and  fire  alarm  equipment,  it  is  requested  a  varia¬ 


tion  be  granted  to  accept  this  temporary  emergency  con¬ 
struction  of  partitions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  a  decision  of  the  borough  superintendent  on 
Alt.  Applic.  548-44,  Objection  1,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  partitions  as 
proposed,  shall  be  continued  only  during  the  term  of  the 
present  emergency  and  for  not  over  one  ( 1 )  year  thereafter ; 
that  no  additional  combustible  partitions  shall  be  installed; 
that  the  sprinkler,  standpipe  and  interior  fire  alarm  systems 
and  fire  drills  shall  be  maintained  to  the  satisfaction  of  the 
fire  commissioner;  that  a  new  Certificate  of  Occupancy  shall 
be  obtained  to  replace  Certificate  of  Occupancy  Q20270,  to 
cover  the  present  use  and  to  record  the  full  number  of  per¬ 
sons  per  floor  based  on  the  exits  and  allowance  for  sprinkler 
system  and  fire  alarm  system  and  fire  drill,  if  maintained ; 
that  such  portable  fire  extinguishing  equipment  shall  be 
maintained  as  the  fire  commissioner  shall  direct ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto  other  than 
as  modified  by  the  Board  under  Cal.  No.  573-43-S. 


669-44-A 

APPLICANT — Frank  D.  Hutchinson,  for  Metropolitan 
Engineering  Co.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AF'FECTED — 1236-1240  Atlantic  avenue, 
south  side,  482  ft.  west  of  Nostrand  avenue  (4th 
floor)  ;  (Block  1200,  Lot  21),  Borough  of  Brooklyn. 

appf:arances— 

For  Applicant:  P'rank  D.  Hutchinson  and  J.  H. 
Lawrence. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (669-44-A) 

Whereas,  Frank  D.  Hutchinson,  for  Metropolitan  En¬ 
gineering  Company,  owner,  filed  November  24,  1944,  an 
appeal  from  a  decision  of  the  borough  superintendent,  af¬ 
fecting  premises  1236-1240  Atlantic  avenue,  south  side,  482 
ft.  west  of  Nostrand  avenue  (4th  floor)  ;  (Block  1200,  Lot 
21),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  22,  1944,  on  Alt.  Applic.  1921-44,  reads: 

“1.  Raising  building  to  over  50  ft.  in  height  of  Class 
#3  construction  is  contrary  to  Sec.  4.2.1  of  Building 
Code.” 

and 

Whereas,  the  building  in  question,  which  is  designated 
by  the  applicant  as  buildings  No.  5  and  6,  is  part  of  a  group 
of  buildings  464  ft.  11  in.  front,  known  as  1236  to  1286 
Atlantic  avenue,  is  3  stories  in  height ;  proposed  to  be  ex¬ 
tended  to  4  stories,  59  ft.  6  in.  in  height;  62  ft.  by  100 
ft.  in  area,  and  is  of  Class  3  construction;  erected  1919; 
located  in  an  unrestricted  use,  C  area,  Class  lR;  height 
district,  and  proposed  to  be  used  and  occupied  for  the  manu¬ 
facturing  of  metal  products  throughout,  with  70  persons  on 
the  1st  floor,  100  persons  on  the  2nd  floor,  174  on  the  3rd 
floor  and  180  on  the  4th  floor;  that  the  building  is 
equipped  with  a  two  source  sprinkler  system,  an  interior 
first  alarm  system,  but  fire  drills  are  not  maintained ;  that 
there  is  one  stairway  44  in.  wide,  from  t.he  roof  bulkhead 
directly  to  the  street,  enclosed  in  12  in.  brick  partitions, 
equipped  with  kalamein  self-closing  doors  and  1  horizontal 
exit;  and 

Whereas,  the  applicant  contends  that  additional  floor 
space  required  for  the  extension  of  the  laboratory  located 
on  the  4th  floor  of  adjacent  building,  necessitates  the  con- 
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struction  of  the  additional  story  on  the  building  in  question, 
to  provide  space  for  the  Government  gauge  laboratory,  due 
to  increased  ordnance  output. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1921-44,  objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  further  increased  in 
height ;  that  the  sprinkler  system  and  interior  fire  alarm 
system  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  other  than  as  modified  by  the  Board  under 
Cal.  441 -43- A,  243-44-A,  562-44-A  and  646-44-A. 


694-44-A 

APPLICANT — Sidney  Daub,  for  Hermina  and  Lena  Kor- 
nicker,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AFFECTED— 573-577  West  131st  street,  north 
side,  75  ft.  west  of  Old  Broadway  (Block  1986, 
Lot  6),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Daub  and  Leo  A.  KornickeL 
For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (694-44-A) 

Whereas,  Sidney  Daub,  for  Hermina  and  Lena  Kor- 
nicker,  owners,  filed  November  30,  1944,  an  appeal  from  a 
decision  of  the  borough  superintendent,  affecting  premises: 
573-577  West  131st  street,  north  side,  75  ft.  west  of  Old 
Broadway  (Block  1986,  Lot  6),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  29,  1944,  on  amendment  to  Alt.  Applic. 
941 -44,  reads : 

“2.  Bldg,  should  comply  with  Section  270  Labor 
Law. 

a.  Two  means  of  egress  should  be  provided  from 
each  floor,  one  of  which  should  be  an  interior  or  ex¬ 
terior  enclosed  fireproof  stairway  and  the  other  such 
a  stairway  or  a  horizontal  exit. 

b.  Fireproof  passage  from  rear  stairway  should  be 
independent  of  other  exits  from  bldg. 

c.  All  exit  doors  should  swing  in  direction  of  egress 
and  should  have  a  minimum  width  of  44  inches.” 

and 

Whereas,  the  applicant  states  the  building  is  4  stories 
(56  ft.)  in  height,  68  ft.  6  in.  by  99  ft.  11  in.  in  area;  Class 
1  construction;  erected  in  1917;  located  in  an  unrestricted 
use,  A  area  and  Class  \l/i  height  district;  used  and  occu¬ 
pied  since  1918  as  a  garage,  now  vacant;  proposed  to  be 
used  and  occupied  as  follows :  cellar,  boilerroom,  1  person ; 
1st  floor,  storage  and  shipping,  5  persons;  2nd  floor,  factory, 
10  persons;  3d  floor,  same,  5  persons;  4th  floor,  storage,  5 
persons ;  that  the  entire  premises  are  to  be  used  as  a  tech¬ 
nical  establishment  for  the  manufacture  of  cleaning  and 
sanitary  supplies,  consisting  of  disinfectants,  insecticides 
and  polishes;  that  the  building  is  equipped  with  one  3  ft. 

8  in.  wide  fireproof  stairs  leading  directly  to  the  street; 
and  one  exterior  3  ft.  8  in.  wide  steel  stairs,  extending  from 
the  roof  to  the  street,  with  fireproof  passage  connecting 
with  the  front  stairway  entrance  hall;  that  windows  and 
doors  on  the  course  of  fire  escape  are  fireproof,  self-closing ; 
and 

Whereas,  the  applicant  contends  the  building  will  be  oc¬ 
cupied  by  one  tenant,  the  occupancy  will  not  exceed  20 
persons  above  the  first  story;  that  the  existing  3  ft.  8  in. 
stairway  is  equipped  with  fireproof  partitions  and  3  ft. 
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wide  fireproof,  self-closing  doors ;  that  the  second  means 
of  exit  consists  of  a  3  ft.  8  in.  wide  exterior  steel  stairway 
from  1st  story  to  roof  with  6  ft.  high  screening  and  having 
egress  from  its  termination,  by  a  fireproof  passage  which 
connects  with  the  front  entrance  halls ;  that  windows  on 
the  course  of  the  exterior  stairway  are  fireproof  and  the 
doors  are  2  ft.  8  in.  wide,  fireproof,  self-closing,  that  in 
view  of  the  fireproof  construction  of  the  building  and  its 
single  tenancy,  the  Board  is  requested  to  accept  the  present 
exit  facilities  and  the  present  width  of  the  doorways  opening 
upon  the  exits. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  941-44,  objection  2,  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the  pre¬ 
liminary  means  of  exit,  consisting  of  an  enclosed  stairway 
from  the  roof  to  the  street,  and  the  secondary  means  of 
exit,  consisting  of  a  3  ft.  8  in.  exterior  steel  stairs  with 
exit  through  the  fire  passage  to  the  hallway  of  the  primary 
means  of  exit  and  thence  to  the  street.,  shall  be  maintained 
substantially  as  proposed  and  as  indicated  on  plans  filed 
with  this  appeal  marked  “Received  November  30,  1944”, 
on  condition  that  the  occupants  shall  not  exceed  the  num¬ 
ber  lawfully  permitted  for  the  capacity  of  the  primary- 
means  of  exit ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  resolution 
applicable  thereto ;  and  that  such  portable  fire  fighting  appli¬ 
ances  shall  be  maintained  as  the  fire  commissioner  shall 
direct ;  that  all  doors  shall  be  made  to  swing  in  the  direc¬ 
tion  of  exit. 


447-44-A 

APPLICANT— Emil  Koeppel,  for  Lizzie  Lipman,  owner. 

SUBJECT — Application  reopened  November  21,  1944 — re 
Appeal  from  an  order  of  the  fire  commissioner ; 
previously  withdrawn  after  discussion. 

PREMISES  AFFECTED — 205  Concord  street,  north  side, 
98  ft.  2  in.  east  of  Gold  street  (Block  110,  Lot  58), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Emil  Koeppel. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  withdrawn  on  request  of 
applicant,  without  prejudice  to  restoration. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative-  .  0 


343-43-A 

APPLICANT — Chauncey  A.  Pierce,  for  A.  E.  MacAdam 
and  Co.,  Inc.,  owner. 

SUBJECT — Application  reopened  November  21,  1944 — re 
Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner  and  a  decision  of  the  borough  superin¬ 
tendent  ;  previously  withdrawn  after  discussion. 

PREMISES  AFFECTED — 93-101  Lexington  avenue,  north 
side,  275  ft.  east  of  Classon  avenue  (Block  1967, 
Lots  64  and  66),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Chauncey  A.  Pierce. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings,  and  Peter  Maher,  Fire  Dep’t. 

ACTION  OF  BOARD — Laid  over  to  January  9,  1945  at  2 
P.M.  for  further  consideration. 


592-44-A 

APPLICANT — Cafiero  &  Lacerenza,  for  Chevra  Machzika 
Harav,  owner.  |  ■ 

SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 
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PREMISES  AFFECTED — 530  Ocean  parkway,  west  side, 
280  ft.  south  of  Ditmas  avenue  (Block  5399,  Lot 
24),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  A.  Lacerenza  and  Rev. 
Joseph  Mordcholovitz. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

AC1  ION  OF  BOARD — Laid  over  to  December  19,  1944  at 
2  P.M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


615-44-A 

APPLICANT — Koch  and  Wagner,  for  Jamac  Properties 
Corp.,  owner  (H.  C.  Bohack  Co.,  Inc.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AF  FECTED — 1520-1526  Flatbush  avenue, 
west  side,  325  ft.  A1/?  in.  north  of  Germania  place 
(2nd  floor)  ;  (Block  7557,  Lot  52),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Arthur  R.  Koch,  Rev.  Herman  Pol¬ 
lock  and  Fred  W.  Meyer. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  19,  1944  at 
2  P.M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


662-44-A 

APPLICANT — Lama  and  Proskauer,  for  George  C.  Tilyou 
and  George  C.  McCullough,  et  al.,  owners. 

SLIBJECT — Appeal  from  a  decision  of  the  borough  superin¬ 
tendent. 

PREMISES  AF'FECTED — 1501  Bowery  Walk  and  3002- 
3024  West  15th  street,  northwest  corner  (1st  floor)  ; 
(Block  7074,  part  of  Lot  170),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  19,  1944  at 
2  P.M.,  pending  an  inspection  by  a  committee  of 
the  Board. 


667-44- A 

APPLICANT — Ranger  Aircraft  Engines,  Division  of  Fair- 
child  Engine  and  Airplane  Corp.,  lessee,  for  De¬ 
fense  Plant  Corp.,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 184-02  Jamaica  avenue,  south 
side,  330.58  ft.  east  of  183rd  street  (Building  No. 
3)  ;  (Block  10352,  Lot  66),  Jamaica,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  John  A.  Kibler. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  3,  1945  at 
2  P.M.  for  further  consideration. 


ZONING  CASES 

204-24-BZ 

APPLICANT — Irving  M.  Berry,  for  Michael  Di  Laurenzo, 
new  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  commissioner  of  buildings)  previously  granted 


on  condition,  under  section  21  of  the  zoning  resolu¬ 
tion,  permitting  in  a  residence  use  district,  the 
change  of  occupancy  of  a  garage  for  more  than 
five  motor  vehicles  (previously  granted  by  the 
Board)  to  a  junk  shop  for  a  temporary  period. 
PREMISES  AbFECTED — 469-475  Hemlock  street,  east 
side,  100  ft.  south  of  Liberty  avenue  (Block  4200, 
Lots  9  and  10),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Michael  Di  Laurenzo. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (204-24-BZ) 

Whereas,  this  application,  permitting  in  a  residence  use 
district,  the  change  of  occupancy  of  an  existing  building  to  a 
garage  for  more  than  five  motor  vehicles,  affecting  premises 
469-475  Hemlock  street,  east  side,  100  ft.  south  of  Liberty 
avenue  (Block  4200,  Lots  9  and  10),  Borough  of  Brooklyn, 
was  granted  by  the  Board  on  May  27,  1924,  on  certain  con¬ 
ditions;  and 

\\  hereas,  on  October  3,  1934,  the  resolution  was  amended 
to  permit  for  a  term  of  two  years,  the  substitution  of  the 
garage  use  to  that  of  a  junk  shop,  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  from  time  to  time, 
the  last  such  extension  having  been  granted  on  January  19, 

1 943 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  variance. 

Resolved,  that  the  Board  ol  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  27,  1924,  as 
amended  through  January  19,  1943,  only  so  far  as  it  has 
reference  to  the  term  of  the  variance,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read  : 

“That  for  a  term  of  two  (2)  years  from  the  date  of 
this  amended  resolution,  this  building  may  be  occupied 
for  the  storage  of  rags,  bundled  paper  and  other  similar 
material  instead  of  as  a  public  garage,  on  condition  that 
all  such  material  shall  be  baled  except  for  not  over  5,000 
lbs.  of  such  materials  which  may  be  loose,  provided  such 
material  in  excess  of  1,000  lbs.  in  process  of  sorting, 
shall  be  stored  in  metal  compartments,  constructed  in 
accordance  with  the  requirements  of  the  administrative 
official  having  jurisdiction,  each  compartment  to  hold  not 
over  1.000  lbs.  of  such  material;  and  that  in  addition  to 
the  use  herein  permitted  for  one  section  of  the  building, 
the  other  section  may  be  permitted  to  be  occupied  by  a 
concern  in  the  pickle  business  for  the  storage  of  pickles 
and  similar  packaged  goods  and  for  the  storage  of  motor 
vehicles  used  in  connection  therewith ;  and  that  while 
this  occupancy  is  continued,  the  building  shall  comply 
with  all  law's,  regulations  and  requirements  applicable 
to  this  occupancy  other  than  as  herein  amended.” 


309-36-BZ 

APPLICANT — Roe  and  Kramer,  for  Mount  Carmel  Ceme¬ 
tery,  for  Estate  of  J.  Adams  Heuss,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  building  to  be 
used  as  a  garage  for  less  than  five  motor  vehicles 
(trucks),  storage  and  tool  house. 

PREMISES  AFFECTED— 80-89  Cypress  Hills  street 
(Fresh  Pond  road),  east  side,  996  ft.  north  of 
Interborough  parkway  (Block  3750,  Lot  695), 
Ridgewood,  Borough  of  Queens. 


1051 


MINUTES 


APPEARANCES— 

For  Applicant :  Ann  Bergman. 

For  Administration:  Fred  Da'nlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (309-36-BZ) 


Whereas,  this  application,  under  section  21  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  erection 
and  maintenance  of  a  building  to  be  used  as  a  garage  for 
less  than  five  motor  vehicles  (trucks),  storage  and  tool  house, 
affecting  premises  80-89  Cypress  Hills  street  (Fresh  Pond 
road),  east  side,  996  ft.  north  of  Interborough  parkway 
(Block  3750,  Lot  695),  Ridgewood,  Borough  of  Queens,  was 
granted  by  the  Board  February  9,  1937,  on  certain  conditions, 
time  to  obtain  permits  extended  December  14,  1937,  and  May 
9,  1939,  the  resolution  amended  June  27,  1939  and  March  4, 
1941,  time  extended  March  10,  1942,  resolution  amended 
July  23,  1942  and  time  extended  on  December  14,  1943  and 
the  applicant  requested  a  further  extension  of  time  to  com¬ 
plete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  9,  1937,  as  amended 
through  December  14,  1943,  only  in  so  far  as  it  has  reference 
to  completion  of  the  work  in  connection  with  the  required 
fence,  so  that  as  amended,  this  portion  of  the  resolution  shall 
read : 

“that  the  fence  hereinbefore  required  shall  be  constructed 
within  one  (1)  year  from  the  date  of  this  amended 
resolution.” 


523-42-BZ 

APPLICANT- — George  Goodstein,  for  Clifford  L.  Snyder 
(lessee)  ;  Fordham  Methodist  Episcopal  Church, 
owner. 

SUBJECT— Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  acting  borough  superintendent)  previously 
granted  on  condition,  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the 
alteration  and  conversion  of  occupancy  of  part  of 
an  existing  dwelling  to  business  use  (funeral  direc¬ 
tor’s  office). 

PREMISES  AFFECTED— 2545  Marion  avenue,  west  side, 
149.45  ft.  north  of  Fordham  road  (Block  3286,  Lot 
69),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Arthur  Levine. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — -Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 


Savage  and  Blum  and  Deputy  Chief  Gunn . .  4 

Negative :  .  0 

THE  RESOLUTION  (523-42-BZ) 


Whereas,  this  application  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  alteration  and  conversion  of  occupancy 
of  part  of  an  existing  dwelling  to  business  use  (funeral 
director’s  office),  affecting  premises  2545  Marion  avenue, 
west  side,  149.45  ft.  north  of  Fordham  road  (Block  3286, 
Lot  69),  Borough  of  The  Bronx,  was  granted  by  the  Board 
on  December  1,  1942,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  the 
variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  1,  1942, 


only  so  far  as  it  has  reference  to  the  term  of  the  variance, 
so  that  as  amended,  this  portion  of  the  resolution  shall 
read : 

“Granted  for  a  term  of  two  (2)  years  from  the  date 
of  this  amended  resolution  and  only  so  long  as  the 
funeral  director  resides  on  the  premises  and  the  build¬ 
ing  is  occupied  throughout  for  residential  occupancy; 
that  no  business  shall  be  maintained  therein  or  on  the 
premises ;  that  all  permits  shall  be  obtained  and  all 
work  completed  within  one  (1)  month  from  the  date 
of  this  amended  resolution ;  and  that  a  new  certificate 
of  occupancy  shall  be  obtained.” 


586-42-BZ 

APPLICANT — H.  B.  Whiting,  for  Socony-Vacuum  Oil 
Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  under  section 
7c  of  the  zoning  resolution,  granted  on  condition, 
permitting  in  a  business  use  district,  the  alteration 
and  conversion  of  an  accessory  building  on  an 
existing  gasoline  service  station  from  store  room  to 
car  washing  and  lubritorium. 

PREMISES  AFFECTED — 168  Richmond  terrace  and  1-7 
Stuyvesant  place,  southerly  intersection  (Block  12, 
Lot  11),  St.  George,  Borough  of  Richmond. 
APPEARANCES— 

For  Applicant :  S.  N.  Clarke. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (586-42-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the  altera¬ 
tion  and  conversion  of  an  accessory  building  on  an  existing 
gasoline  service  station  from  store  room  to  car  washing 
and  lubritorium,  affecting  premises  168  Richmond  terrace 
and  1-7  Stuyvesant  place,  southerly  intersection  (Block  12, 
Lot  11),  St.  George,  Borough  of  Richmond,  was  granted  by 
the  Board  on  December  1,  1942,  on  certain  conditions;  and 
Whereas,  on  December  7,  1943,  time  was  extended  to 
complete  the  work  and  the  applicant  requested  a  further 
extension  of  time  to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  December  1,  1942, 
as  amended  on  December  7,  1943,  only  so  far  as  it  has  ref¬ 
erence  to  the  completion  of  the  work,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“*  *  *  that  in  view  of  statement  by  applicant  that 
all  permits  have  been  obtained,  all  work  shall  be  com¬ 
pleted  within  one  (1)  year  from  the  date  of  this 
amended  resolution  *  *  *” 


494-43-BZ 

APPLICANT — Lawrence  I.  Hirsch,  for  Roure-DuPont, 
Inc.,  proposed  new  owner  (518-524  East  80th 
Street  Corporation,  present  owner). 

SUBJECT — Application  for  consideration — reopening  to 
consider  proposed  occupant,  as  required  by  resolu¬ 
tion  of  1 1/23/43 ;  re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7c  of  the  zoning  resolution,  per¬ 
mitting  in  a  residence  use  .district,  the  conversion  of 
occupancy  of  a  building  occupied  as  laundry  and 
storage  to  a  factory. 
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MINUTES 


PREMISES  AFFECTED — 518-524  East  80th  street,  south 
side,  298  ft.  east  of  York  avenue  (Block  1576,  Lots 
37  and  39),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Walter  S.  Schneider,  Frank  J. 

Weibel,  A.  Delavigne  and  Lawrence  I.  Hirsch. 
For  Administration Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  0 

THE  RESOLUTION  (494-43-BZ) 

Whereas,  this  application  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  the  conver¬ 
sion  of  occupancy  of  a  building  occupied  as  a  laundry  and 
storage,  to  a  factory,  affecting  premises  518-524  East  80th 
street,  south  side,  298  ft.  east  of  York  avenue  (Block  157b, 
Lots  37  and  39),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  November  23,  1943,  on  certain  conditions;  and 
Whereas,  Lawrence  I.  Hirsch,  for  Roure-DuPont, 
Inc.,  proposed  new  owner,  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  the  premises  of  the  Roure-Dupont  Company 
have  been  inspected  prior  to  this  hearing. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  November  23,  1943,  so  that 
as  amended,  it  shall  read: 

“Resolved,  that  the  Board  of  Standards  and  Appeals 
does  hereby  make  a  variation  in  the  application  of  the 
use  district  regulations  of  the  zoning  resolution,  and  that 
the  application  be  and  it  hereby  is  granted  under  section 
7c  thereof,  to  permit  the  premises  now  holding  a  Certifi¬ 
cate  of  Occupancy  for  a  laundry,  to  be  occupied  for 
business  purposes  as  permitted  in  a  business  use  dis¬ 
trict,  on  condition  that  any  factory  use  installed  in  the 
building,  shall  be  of  an  unobjectionable  type;  that  the 
specific  type  of  occupancy  shall  be  submitted  to  the 
Board  for  approval  before  any  such  factory  occupancy 
is  permitted ;  that  the  building  shall  not  be  increased  in 
height  or  area ;  that  the  building  shall  comply  with  all 
other  laws,  rules  and  regulations  applicable  thereto  other 
than  as  modified  by  the  Board  under  Cal.  495-43-S ;  that 
this  variance  shall  continue  for  a  term  of  five  (5) 
years  from  the  date  of  this  resolution. 

Resolved  further  that  the  occupancy  of  the  building 
by  the  Roure-Dupont  Company,  Incorporated,  now  lo¬ 
cated  at  353  Fourth  avenue  and  now  engaged  in  the  mix¬ 
ing  of  essential  oils,  aromatic  chemicals  and  solvents  in 
the  preparation  of  perfume  basis,  perfumes,  toilet  waters 
and  colognes  which  are  sold  at  wholesale  only  as  ap¬ 
proved,  provided  the  requirements  of  this  resolution  are 
complied  with,  and  except  that  the  term  of  this  variance 
shall  be  for  a  term  of  five  (5)  years  from  the  date  of 
this  amended  resolution ;  that  all  permits  shall  be  ob¬ 
tained  and  all  work  completed  within  one  year  from  the 
date  of  this  amended  resolution.” 


1098-24-BZ 

APPLICANT — Herman  Schwartzberg,  for  Harr  y 
Schwartzberg,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  as  to  change  of  occupancy — to  include 
light  manufacturing  and  welding  in  existing  motor 
vehicle  repair  shop  for  a  temporary  term — re  Ap¬ 
plication  (decision  of  the  borough  superintendent) 
previously  granted  on  condition,  under  section  7-i 
of  the  zoning  resolution,  permitting  change  of 
occupancy  to  a  motor  vehicle  repair  shoo  from  a 
garage  (previously  granted  by  Board). 


PREMISES  AFFECTED — 458-466  Leonard  street  and 
499-511  Manhattan  avenue  southwest  comer  (Block 
2712,  Lot  10),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Herman  Schwartzberg. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  .  0 


Adjourned:  4:15  P.  M. 

Joseph  J.  Doyi.e,  Chief  Clerk. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals,  held  on  November  14,  1944,  as  they  appeared  in 
Bulletin  No.  46,  Vol.  29,  are  hereby  corrected  to  read  as 
follows : 

878-28-BZ 

APPLICANT — Alax  Horn,  for  Laura  Roehrig  and  August 
Roehrig,  owners.  (C.  &  L.  Service  Station,  lessee.) 
SUBJECT— Application  for  consideration — reopening  and 
amendment — re  Application  (Alt.  Applic.  611-43), 
previously  granted  on  condition  under  section  7c  of 
the  zoning  resolution,  permitting  partly  in  a  business 
use  and  partly  in  a  residence  use  district,  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles 
and  also,  the  erection  of  motor  vehicle  repair  shop. 
PREMISES  AFFECTED— 172-40  to  172-42  Baisley  boule¬ 
vard,  south  side,  360  ft.  east  of  125th  avenue  (Block- 
12515  (3209),  Lots  20  and  21),  Hollis,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  Alax  Horn. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Request  to  reopen,  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

THE  RESOLUTION  (878-28-BZ) 

Whereas,  the  premises  are  occupied  by  a  gasoline  sta¬ 
tion,  established  prior  to  1925,  when  permitted  in  a  business 
use  area,  and  a  motor  vehicle  repair  shop  permitted  by  the 
Board  on  May  14,  1928;  and 

Whereas,  on  June  6,  1944,  the  Board  permitted  parking 
and  storage  of  more  than  five  motor  vehicles  for  a  term  of 
two  years  and  other  changes  subject  to  certain  conditions, 
one  of  which  was  to  require  that  no  gasoline  pump  shall  be 
nearer  than  ten  feet  to  the  building  line;  and 

Whereas,  request  was  made  October  28,  1944,  for  per¬ 
mission  to  continue  existing  pumps  five  feet  from  the  street 
line  of  Baisley  boulevard  ;  and 

Whereas,  the  Board  deemed  that  the  requirements  of  the 
resolution  adopted  June  6,  1944  should  be  complied  with. 

Resolved,  that  the  request  to  reopen,  be  and  it  hereby  is 
denied. 


♦Correction — The  above  printed  clauses  are  inserted  to 
clarify  the  action  of  the  Board  of  November  14,  1944. 
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RULES  GOVERNING  THE  USE  OF  EQUIPMENT  FOR  SPRAYING  AND  DRYING 
OF  PAINTS,  VARNISHES,  LACQUERS  AND  OTHER  FLAMMABLE 
SURFACE  COATINGS  AND  STORAGE  OF  SUCH  MATERIALS. 

ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JUNE  10,  1932 
AND  REVISED  JULY  16,  1937,  EFFECTIVE  AUGUST  16,  1937  AND 
AMENDED  JULY  25,  1944,  EFFECTIVE  AUGUST  21,  1944. 


(353-30-SR) 

Authority: 

Pursuant  to  the  authority  vested  in  the  Board  of  Stand¬ 
ards  and  Appeals  by  Section  666,  subdivisions  2  and  3  of 
the  Charter  of  the  City  of  New  York,  to  effectuate  the 
provisions  of  09-84.0,  09-85.0  and  09-86.0  of  the  Ad¬ 
ministrative  Code. 

Rule  1.  Application. 

1 . 1  No  person,  firm  or  corporation  shall  spray,  dip  or 
immerse  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  inflammable  or  combustible 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  except  in  conformance  with  these  rules,  and 
under  a  permit  issued  by  the  Fire  Commissioner. 
Where  the  quantity  of  spraying,  dipping  or  im¬ 
mersing  materials  used  in  a  day  does  not  exceed 
two  quarts,  except  for  spraying  as  performed 
under  Rule  5.13,  and  the  total  amount  of  material 
stored  does  not  exceed  twenty  gallons,  these  rules 
shall  not  apply. 

1.2  APPLICATIONS.  Application  for  the  required 
permit  to  store  and  use  the  above-mentioned  mate¬ 
rials  shall  be  made  to  the  Fire  Commissioner  on 
forms  prescribed  by  him  and  shall  contain  such 
information  as  he  may  require.  When  a  spray,  dip¬ 
ping,  immersing,  storage  or  mixing  room  is  to  be 
installed,  an  application  shall  be  filed  with  and  ap¬ 
proved  by  the  Borough  Superintendent  before  a 
permit  is  issued  by  the  Fire  Commissioner. 

1.3  RESTRICTIONS.  No  spraying,  dipping  or  im¬ 
mersing  of  any  article  or  thing  within  the  City  of 
New  York  with  any  flammable  paints,  varnishes, 
lacquers  or  any  other  flammable  substances,  mix¬ 
tures  or  compounds  commonly  used  for  painting, 
varnishing,  staining  or  similar  purposes  shall  be 
permitted  in  any  premises  or  portion  thereof  as 
follows : 

1.3.1  Which  is  occupied  as  a  class  A  or  B  multiple 
dwelling  or  a  dwelling  for  one  or  two- 
families,  except  where  a  location  is  provided 
which  is  separated  by  fireproof  construction 
from  the  residential  occupancy  and  ventilated 
as  provided  in  Rule  3. 

1.3.2  Which  is  occupied  as  a  place  of  public  assem¬ 
bly  except  trade  schools  where  the  buildings 
are  of  Class  I  or  Class  II  construction  and 
spraying,  dipping  and  immersing  are  demon¬ 
strated  for  instruction  purposes  only. 

1.3.3  Which  is  artificially  lighted  by  any  means 
other  than  electricity. 

1.3.4  Which  is  heated  by  other  than  the  use  of 
steam  or  hot  water  circulating  systems  and 
the  boiler  is  located  outside  the  space  where 
spraying,  dipping  or  immersing  is  carried  on. 

Rule  2.  Definitions. 

2.1  The  term  “SPRAY  or  SPRAYING  SPACE,” 
“DIPPING  SPACE  or  IMMERSING  SPACE” 
when  used  in  these  rules  shall  mean  that  portion  of 
the  premises  used  for  the  actual  work  of  spraying, 
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dipping  or  immersing  any  article  or  thing  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds,  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  in  any  booth  or  room. 

2.2  The  term  “CABINET  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  with  a  back, 
top  and  two  sides  of  incombustible  materials  over 
a  substantial  metal  frame  and  equipped  with  air 
exhaust  facilities,  located  within  a  room  or  any 
portion  of  any  premises  where  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.3  The  term  “CANOPY  BOOTH  or  HOOD”  when 
used  in  these  rules  shall  mean  an  installation  con¬ 
sisting  of  a  metal  canopy  or  hood,  without  any  side 
or  end  panels  enclosing  the  object  sprayed  and  an 
air  exhaust  system  under  which  spraying  with  any 
flammable  paints,  varnishes,  lacquers  or  any  other 
flammable  substances,  mixtures  or  compounds  com¬ 
monly  used  for  painting,  varnishing,  staining  or 
similar  purposes  is  carried  on. 

2.4  The  term  “TUNNEL  BOOTH”  when  used  in 
these  rules  shall  mean  a  compartment  consisting  of 
two  sides  and  top,  equipped  with  an  air  exhaust 
system  in  which  spraying  with  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.5  The  term  “SPRAY’  ROOM”  when  used  in  these 
rules  shall  mean  a  fullv  enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or  thing 
is  sprayed  by  any  flammable  paints,  varnishes,  lac¬ 
quers  or  any  other  flammable  substances,  mixtures 
or  compounds  commonly  used  for  painting,  var¬ 
nishing,  staining  or  similar  purposes  is  carried  on. 

2.6  The  term  “DIPPING  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
approved  for  such  use  in  which  any  article  or 
thing  is  dipped,  or  immersed  in  any  flammable 
paints,  varnishes,  lacquers  or  any  other  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses  is  carried  on. 

2.7  The  term  “FIREPROOF  or  FIRE-RESISTING 
PARTITIONS”  used  in  these  rules  shall  mean  the 
standards  set  in  the  Labor  Law  and  the  Rules  of 
the  Board  of  Standards  and  Appeals  for  factory 
buildings.  All  openings  in  this  type  _  of  partition 
shall  only  be  equipped  with  self-closing  fireproof 
assemblies. 

2.8  The  term  “STORAGE  ROOM”  when  used  in  these 
rules  shall  mean  a  fully-enclosed  ventilated  room 
used  for  the  storage  and  mixing  of  any  inflam¬ 
mable  paints,  varnishes,  lacquers  or  any  flammable 
substances,  mixtures  or  compounds  commonly  used 
for  painting,  varnishing,  staining  or  similar  pur¬ 
poses. 

2.9  The  term  “CERTIFICATE  OF  FITNESS”  when 
used  in  these  rules  shall  mean  the  written  permis¬ 
sion  granted  by  the  Fire  Commissioner  to  an  in- 
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dividual  to  supervise  and  to  process  spraying, 
dipping  and  immersing  materials  and  equipment,  in 
accordance  with  the  provisions  of  Section  09-14. 0 
of  the  Administrative  Code  and  these  Rules. 

2.10  The  term  “PERMIT”  when  used  in  these  rules 
shall  mean  the  written  permission  issued  to  a  per¬ 
son,  firm  or  corporation  by  the  Fire  Commissioner, 
to  store  and  use  materials  covered  by  Sections 
09-12. 0  and  09-84.0  of  the  Administrative  Code 
and  these  Rules. 

Rule  3.  Ventilation. 

3.1  Spraying  or  dipping  spaces  shall  be  ventilated  when 
in  operation  so  that  the  movement  of  air  shall  be 
at  least  one  hundred  (100')  linear  feet  per  minute 
in  the  breathing  zone  of  the  operator  and  be  of  suf¬ 
ficient  capacity  to  prevent  the  accumulation  of  mist 
or  vapors.  For  requirements  of  ventilation  of  stor¬ 
age  rooms  see  Rule  4.4.1. 

3.2  Air  shall  be  admitted  to  the  spraying,  dipping  or 
immersing  spaces  in  an  amount  equal  to  the 
capacity  of  the  fan  or  fans  and  in  such  a  manner 
as  to  avoid  short-circuiting  the  path  of  air  in  the 
working  zone  of  such  spaces.  Exhaust  fans  shall 
be  kept  running  constantly  while  spraying,  mixing 
or  dipping.  Exhaust  fan  control  shall  be  inter¬ 
connected  with  spray  gun  so  as  to  operate  simul¬ 
taneously.  Exhaust  fans  shall,  in  addition,  be 
arranged  to  operate  independently  of  spray  gun. 
Ventilation  Equipment  shall  be  kept  in  operation 
for  a  sufficient  length  of  time  thereafter  to  exhaust 
all  vapors,  fumes  or  residues  of  spraying  materials 
from  the  spray  booth,  dip  space  or  drying  room. 
Air  admitted  to  the  spraying,  dipping,  immersing, 
drying  spaces  or  storage  rooms  shall  be  fresh  air 
taken  from  the  outside  of  the  building. 

3.3  EQUIPMENT.  Motors  shall  be  located  outside  of 
spraying,  dipping  or  immersing  spaces  except  as 
provided  in  Rule  4. 

Rule  4.  Specifications  for  Spray  Booths, 
Spray  Rooms,  Dip  and  Immersing 
Rooms,  Drying  Equipment  and 
Material  Storage  Rooms. 

4.1  Spray  booths  shall  be  constructed  of  metal  or  in¬ 
combustible  materials  satisfactory  to  the  administra¬ 
tive  official  having  jurisdiction.  Ventilation  and 
lighting  for  spray  booths,  spray  rooms,  dipping 
rooms,  drying  rooms  and  storage  rooms  shall  com¬ 
ply  with  the  requirements  of  these  rules. 

4.1.1  Spray,  dip  and  immersing  rooms  shall  be 
enclosed  on  all  sides  with  partitions  con¬ 
structed  of  incombustible  materials  with 
floors  in .  such  rooms  of  concrete.  Where 
such  rooms  are  located  over  wooden  floors, 
such  wooden  floors  shall  be  surfaced  with  1" 
of  grout  adequately  reinforced  or  a  mixture 
of  Portland  cement,  asphalt  and  sand  simi¬ 
larly  reinforced.  Ceilings  over  such  rooms 
shall  be  protected  by  Y"  unsanded  gypsum 
plaster  or  %"  of  cement  or  sanded  gypsum 
plaster  on  approved  3.0  lb.  metal  lath  or 
other  equivalent  fire- resisting  ceiling  protec¬ 
tion.  Ventilation,  lighting  and  heating  for 
these  rooms  shall  comply  with  the  require¬ 
ments  of  these  rules.  Where  additional  fire¬ 
fighting  equipment  is  necessary,  such  equip¬ 
ment  shall  be  furnished  in  accordance  with 
the  direction  of  the  Fire  Commissioner. 
Floor  drains  leading  to  the  house  drainage 
system  or  the  public  sewer,  shall  not  be  per¬ 
mitted.  All  dip  tanks  shall  be  provided  with 
hinged  metal  covers  held  open  by  a  fusible 
link,  such  covers  to  be  equipped  with  an 


opening  to  permit  automatic  flooding  of  the 
tank  with  fire  extinguishing  media  of  a  type 
and  so  located  as  the  Fire  Commissioner 
shall  direct. 

4.1.2  Panels  of  polished  wired  glass  or  plate-glass 
at  least  one-quarter  (%)  of  an  inch  thick, 
not  exceeding  seven  hundred  and  twenty 
(720)  square  inches  in  area  and  not  more 
than  forty-eight  (48")  inches  in  any  linear 
dimension  may  be  used  in  the  sides  of  a 
spray  booth  or  room. 

4.1.3  The  inner  sides  of  walls,  ceilings  and  the 
floors  of  all  spraying  or  dipping  spaces  shad 
have  a  smooth  surface. 

4.1.4  All  openings  in  spray,  dip  or  immersing 
rooms  shall  be  protected  by  fireproof  open¬ 
ing  protective  assemblies.  Windows  opening 
on  a  street  may  be  used  to  provide  ventila¬ 
tion  but  no  window  on  a  lot  line  or  less 
than  20  ft.  from  any  opening  in  a  wall  of 
an  adjacent  building  shall  be  permitted  ex¬ 
cept  when  the  subject  room  is  more  than  20 
ft.,  in  the  horizontal  plane,  above  an  ad¬ 
joining  building. 

4.1.5  Ferrous  metals  used  in  the  construction  of 
spraying,  dipping  or  immersing  spaces  shall 
be  thoroughly  painted  on  the  inside  or  be 
galvanized. 

4.1.6  All  spraying,  dipping  or  immersing  spaces 
shall  be  so  constructed  that  at  least  three 
(3)  feet  of  clear  working  space  shall  always 
be  maintained  for  each  operator  spraying, 
dipping  or  immersing  the  material  being 
processed. 

4.2  STORAGE  ROOMS. 

4.2.1  Storage  rooms  shall  be  constructed  of  fire¬ 
proof  or  fire  resisting  material  and  shall 
have  a  window  opening  to  the  outer  air  but 
such  window  shall  not  be  on  a  lot  line, 
enclosed  court,  nor  opposite  within  twenty 
feet  of  windows  of  adjacent  buildings  nor 
part  of  the  same  premises,  such  window  open¬ 
ings  to  be  fireproofed  and  lower  half  pro¬ 
vided  with  open  louvers  or  ventilated  by 
metal  duct  or  fan  at  least  8  inches  in  diam¬ 
eter.  The  floors  of  all  storage  rooms  shall 
be  of  incombustible  non-ferrous  materials. 
The  sill  of  the  door  shall  be  at  least  6 
inches  above  the  finished  floor.  All  doors  to 
be  tin-clad,  approved,  fireproof  and  self- 
closing. 

The  lighting  equipment  shall  comply  with 
rule  4.5.2.2  and  shall  have  an  electric  switch 
located  outside  the  room.  Immediately  adja¬ 
cent  to  such  room  shall  be  provided  sucli 
portable  fire  extinguishing  equipment  for  use 
within  the  storage  room  as  the  fire  commis¬ 
sioner  shall  direct. 

4.3  DRYING  EQUIPMENT. 

4.3.1  Gas  Fired  Drying  Ovens.  Gas  fired  drying 
ovens  shall  be  of  a  type  as  approved  by  the 
Board.  Such  ovens  shall  be  constructed  of 
metal  and  incombustible  materials  so  designed 
as  to  preclude  the  direct  application  of  flame 
to  the  material  in  process.  The  exhausts  from 
both  the  heating  compartment  and  the  drying 
compartment  shall  be  individually  equipped 
with  adequate  fans  and  exhaust  piping  con¬ 
nected  directly  to  the  outer  air.  The  controls 
for  the  fans  shall  be  so  interlocked  with  the 
gas  supply  line  that  when  the  gas  is  flowing 
the  fans  are  in  operation.  An  extra  switch 
shall  be  provided  to  permit  the  operation  o! 
the  fans  when  the  gas  supply  is  off.  Each 
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oven  shall  be  equipped  with  approved  gas 
burning  equipment  with  electrical  controls  so 
arranged  as  to  shut  off  the  gas  valve  when 
ignition  fails  or  the  ^as  supply  pressure  drops 
to  2  inches  of  water. 

The  use  of  a  continuous  gas  pilot  light  is 
prohibited  unless  an  automatic  gas  shut  off 
valve  is  provided,  which  will  shut  the  gas  off 
at  the  pilot  light  when  the  flame  is  extin¬ 
guished  or  the  supply  of  gas  cut  off.  Elec¬ 
trical  pilot  ignition  shall  be  of  the  continuous 
type,  or  equal  in  performance,  designed  for 
use  in  high  temperatures,  with  controls  so 
interlocked  as  to  shut  off  the  gas  supply  when 
current  is  interrupted.  An  auxiliary  manu¬ 
ally  operated  gas  shut  off  valve  shall  be 
located  not  nearer  than  25  feet  from  the 
oven  so  as  to  control  the  gas  supply  in  the 
event  of  an  emergency.  Such  ovens  shall  be 
adequately  insulated  on  all  sides,  including 
the  base,  which  shall  have  the  equivalent  of  a 
double  thickness  of  such  insulation,  unless 
the  floor  is  protected  by  a  3  in.  mat  of  rein¬ 
forced  concrete  placed  over  and  bonded  into 
the  existing  concrete  floor  and  projecting  not 
less  than  6  inches  outside  the  projected  area 
of  the  equipment,  or  unless  an  unenclosed 
clear  air  space  not  less  than  4  inches  above 
the  floor  is  maintained  between  the  floor  and 
the  underside  of  the  oven. 

4. 3. 1.1  Gas  fired  drying  ovens  shall  not  be 
located  nearer  than  25  feet  from 
spraying  or  dipping  spaces  unless 
such  oven  is  approved  for  use  in 
explosive  atmospheres. 

4.3.2  Electric  Infra  Red  Ray  Drying  Ovens. 

4.3.2. 1  Electric  Infra  Red  Ray  Drying 
Ovens  shall  be  of  a  type  as  approved 
by  the  Board.  Such  ovens  shall  be 
constructed  of  electric  equipment 
installed  in  accordance  with  the  Na¬ 
tional  Electric  Code  and  the  require¬ 
ments  of  the  Department  of  Water 
Supply,  Gas  and  Electricity.  Ovens 
when  erected  shall  be  placed  on  con¬ 
crete  floors  without  any  additional 
protection,  provided  that  at  least  12 
inches  of  clear  space  above  the  floor 
is  provided  to  permit  adequate  ven¬ 
tilation. 

4. 3. 2. 1.1  In  drying  processed  ma¬ 
terial,  involving  the  evap¬ 
oration  of  considerable 
amounts  of  flammable  sol¬ 
vents  by  infra-red  lamps, 
such  installations  shall  not 
be  confined  in  small  rooms 
unless  such  rooms  are 
thoroughly  ventilated  by  a 
power  driven  ventilation 
system  of  sufficient  capac¬ 
ity  to  provide  100  linear 
feet  of  air  per  minute; 
the  controls  of  the  ven¬ 
tilation  system  to  be  so 
interlocked  with  the  In¬ 
fra-Red  Ray  System  that 
the  latter  cannot  function 
unless  the  ventilating  sys¬ 
tem  is  in  operation.  When 
equipped  with  duct  ven¬ 
tilating  system,  the  Infra- 
•  Red  Ray  Oven  shall  be 

adequately  secured  so  as 
to  prevent  moving. 


4. 3. 2. 1.2  Where  the  evaporation  of 
a  considerable  amount  of 
flammable  vapors  are  in¬ 
volved,  ventilated  hoods 
located  as  near  to  the 
floor  as  practicable  or 
enclosures  shall  be  pro¬ 
vided  at  the  initial  stage 
of  the  process  with  ade¬ 
quate  exhaust  system  to 
discharge  the  primary 
evaporation  from  the  sol¬ 
vents  to  the  outer  air,  so 
that  when  the  processed 
material  progresses 
through  the  lamp  drying 
tunnels  only  a  compara¬ 
tively  small  amount  of  sol¬ 
vent  is  left  for  evaporation. 
A  space  between  such  ven¬ 
tilating  section  and  the 
drying  section  shall  be 
maintained. 

4. 3. 2. 1.3  Lamps  and  other  electrical 
equipment  shall  be  kept 
free  from  flammable  de¬ 
posits  and  adequate  clean¬ 
ing  shall  be  maintained. 

4.3.2. 1 .4  Lamp  drying  units  shall 
be  separated  from  spraying 
and  dipping  processes  com¬ 
plying  with  these  rules,  by 
a  distance  of  at  least  15 
feet  or  shall  be  installed  in 
a  separate  fireproof  room,. 

4. 3. 2. 1.5  Controls  shall  be  arranged 
so  that  the  lamps  in  the 
tunnels  will  be  shut  off 
automatically  if  and  when 
the  conveyor  stops. 

4. 3. 2. 1.6  Where  there  are  no  con¬ 
veyors  and  the  material 
being  processed  is  left  sta¬ 
tionary  in  the  dryer,  there 
shall  be  an  excessive  tem¬ 
perature  switch  to  shut  off 
the  lamps  to  avoid  over¬ 
heating  the  material  being 
processed  if  it  is  not  re¬ 
moved  from  the  dryer  in 
time. 

4.3.2. 1.7  Material  to  be  processed 
on  the  conveyors  shall  be 
rigidly  supported  so  as  not 
to  be  liable  to  displacement 
and  cause  lamp  breakage 
and  short  circuits.  Where 
there  are  no  conveyors, 
materials  should  be  fixed 
on  dollies  running  on 
tracks  or  other  equivalent 
method  to  accomplish  the 
same  result. 

4.3.3  The  use  of  these  processes  shall  be  lim¬ 
ited  to  metal  or  other  incombustible  mate¬ 
rial  requiring  paint  processing. 

4.3.4  Such  fire  fighting  equipment  suitable  for 
electrical  and  solvent  vapor  fires  shall  be 
provided  as  the  fire  commissioner  may  direct. 

4.4  SPECIFICATIONS  FOR  DUCTS,  PIPES  AND 
FANS. 

4.4.1  All  ducts  used  for  ventilating  spray,  dip  or 
immersing  spaces  shall  be  constructed  of 
approved  incombustible  materials  or  metal 
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of  not  less  than  the  following  gauges  of 
metal. 

Ducts  twenty-four  (24")  inches  or  less 
in  diameter  No.  22  gauge. 

Ducts  over  twenty-four  (24")  inches 
and  not  over  thirty-six  (36")  inches 
in  diameter  No.  20  gauge. 

Ducts  exceeding  thirty-six  (36")  inches 
in  diameter  No.  18  gauge. 

4.4.2  Ducts  shall  be  strongly  constructed  and  be 
installed  in  a  workmanlike  manner.  They 
shall  be  rigidly  supported. 

4.4.3  Ventilating  ducts  shall  run  as  directly  as 
practicable  to  the  outer  air  and  be  protected 
with  a  hood  against  the  weather.  The  ex¬ 
haust  terminal  or  hood  shall  also  be  pro- 
tected'with  a  screen  of  copper  or  bronze  with 
a  mesh  not  larger  than  one-quarter  (%") 
inch. 

4.4.4  Where  a  cfuct  passes  through  a  non-fireproof 
floor  or  roof,  the  duct  shall  be  protected  at 
such  point  by  an  outer  pipe  or  sleeve  with  an 
air  space  of  at  least  one  (1")  inch  between 
the  sleeve  and  pipe  protected  from  the  wood¬ 
work  by  at  least  a  1"  blanket  of  asbestos, 
compressed  rockwool  or  glasswool,  or  equiv¬ 
alent  fire-resistive  material  extending  through 
the  entire  depth  of  the  ceiling  construction 
and  adequately  secured  to  the  outer  pipe. 
The  outer  pipe  shall  be  not  less  than  two 
(2")  inches  from  any  woodwork  and  such 
woodwork  shall  be  covered  with  at  least  26 
gauge  metal  or  other  incombustible  material. 

4.4.5  Ventilating  ducts  shall  not  terminate  within 
ten  (10)  feet  measured  horizontally  of  any 
chimney  outlet,  unprotected  air  intakes  or 
within  twenty  (20)  feet  of  any  exit  or  any 
opening  in  an  adjoining  building. 

4.4.6  If  induced  draft  is  used  to  create  an  air 
movement,  the  air  shall  be  supplied  from  a 
point  outside  the  spray  or  dip  or  immersing 
space.  Fans  and  motor  must  be  located  out¬ 
side  the  spray,  or  dip  space,  except  approved 
explosion-proof  motor  and  non-ferrous  blade 
fans  which,  however,  are  not  to  be  located 
where  residues  of  spraying  material  may  col¬ 
lect  on  such  equipment. 

4.4.7  The  exhaust  system  from  any  spray,  dip  or 
immersing  space  shall  not  be  connected  to 
any  other  ventilating  system  or  be  discharged 
into  a  chimney  or  flue  used  for  the  purpose 
of  conveying  gases  of  combustion. 

4.4.8  Exhaust  fan  blades  shall  be  constructed  of 
non-ferrous  metal.  All  exhaust  and  ventilat¬ 
ing  fans  to  be  permanently  connected  to  their 
source  of  power,  using  metallic  conduit. 
Rheostats  in  fan  bases  not  permitted.  Fan 
blades  not  coming  in  direct  contact  with 
spraying  fumes,  need  not  comply  with  this 
requirement. 

4.4.9  Adequate  access  doors  or  panels  made  tight 
fitting  by  means  of  screw  bolts,  clamps  or 
springs  shall  be  provided,  to  permit  inspection 
and  cleaning. 

4.5  ELECTRICAL  EQUIPMENT  AND  LIGHTING 
FIXTURES. 

4.5.1  No  motors,  switches,  rheostats,  lamps,  floures- 
cent  light  or  other  electrical  equipment  shall 
be  located  in  spray,  dipping  or  immersing 
rooms  or  within  ten  (10')  feet  of  the  open 
end  of  any  spray  compartment,  spray  booth, 
immersing  or  dipping  space  unless  such  elec¬ 
trical  equipment  be  of  a  type  approved  for  use 


in  explosive  atmospheres  and  where  a  conduit 
leads  from  a  hazardous  location  to  a  non- 
hazardous  location,  the  conduit  shall  be  sealed 
off  by  an  approved  sealing  compound.  Except 
that  alternating  current  induction  motors  of 
the  totally  enclosed  type,  having  no  brushes, 
make  and  break  contacts,  collectors  or  other 
arcing  or  sparking  parts  may  be  located 
within  ten  (10')  feet  of  a  spray  booth,  spray 
compartment  or  dipping  space  when  approved 
by  the  administrative  official  having  jurisdic¬ 
tion.  No  open  flame  shall  be  used  within 
25  ft.  of  spray,  dip  or  coating  space  or  paint 
storage  room  or  cabinet  except  when  sepa¬ 
rated  by  fireproof  construction,  except  as 
provided  in  Rule  4.3.1.  Gas  Fired  Drying 
Ovens  and  4. 3. 2. 1.4  Electric  Infra  Red  Dry 
Ovens. 

4.5.2  Lighting  Fixtures. 

4.5.2. 1  Artificial  lighting  shall  be  only  by 
means  of  electricity. 

4. 5. 2. 2  When  lighting  fixtures  are  located 
within  10  feet  of  a  spray  booth, 
spraying  space,  dipping  space  or 
within  a  storage  room  they  shall 
be  of  the  rigid  stem  type,  enclos¬ 
ing  all  wiring  and  be  equipped 
with  keyless  sockets  having  vapor 
proof  globes.  Where  exposed  to 
breakage,  globes  shall  be  adequately 
protected  by  substantial  metal 
guards  or  equivalent  means.  Flu¬ 
orescent  tube  type  lighting  fix¬ 
tures  when  used  in  spray  booths  or 
ifi  spray  and  dip  spaces  or  in  stor¬ 
age  rooms  or  rooms  containing  in¬ 
flammable  vapors,  shall  be  of  a 
type  approved  for  use  in  explosive 
atmospheres.  The  auxiliaries  of 
mercury  vapor  lamps  shall  be  offset 
at  least  ten  (10)  feet  from  spray 
booth,  spray  or  dip  spaces  unless  en¬ 
closed  in  explosion-proof  protection. 

4. 5. 2. 3  All  electrical  equipment  shall  be  in¬ 
stalled  and  grounded  as  provided  by 
the  Administrative  Code  covering 
electrical  equipment  and  permanently 
connected  to  their  source  of  current 
supply,  using  metallic  conduit. 

4. 5. 2. 4  No  pin  plug  receptacles  shall  be  used 
except  when  the  use  of  receptacles 
and  attachment  plugs  become  neces¬ 
sary  they  shall  be  so  connected  to 
form  a  part  of  a  unit  device  with  ex¬ 
plosion-proof  interlocking  switch  pre¬ 
cluding  the  removal  of  the  plug 
where  the  switch  is  in  the  “on”  posi¬ 
tion  or  by  an  approved  explosion- 
proof  enclosure  which  can  seal  the 
arc  when  the  current  is  interrupted. 
Such  receptacles  and  plugs  shall  be 
of  the  polarized  type  providing  a  con¬ 
nection  for  the  grounding  wire  of  the 
portable  cords. 

4. 5. 2. 5  All  electric  wiring  shall  be  enclosed 
in  rigid  standard  weight  metallic 
conduits  with  explosion  proof  joints 
and  fittings.  Joints  in  metallic  con¬ 
duit  having  threaded  couplings  shall 
not  have  less  than  five  (5)  fully  en¬ 
gaged  threads.  Where  flexible  con¬ 
nections  are  required  a  flexible  fitting 
approved  for  explosive  atmospheres 
shall  be  used. 
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4. 5. 2. 6  The  use  of  portable  cords  or  trailer 
lights  are  prohibited,  except  when 
flexible  cord  approved  for  hard  usage 
containing  one  (1)  extra  insulated 
conductor  properly  connected  to  form 
a  grounding  connection  for  metal 
lamp  guards,  motor  frames  and  all 
other  exposed  metal  portions  of  such 
portable  lamps  and  devices  may  be 
used.  When  portable  lamps  are  used 
they  shall  be  enclosed  in  a  manner 
approved  for  explosive  atmospheres 
and  with  substantial  guards  of  metal 
to  prevent  breakage.  Sockets  shall  be 
of  the  keyless  moulded  composition 
type  with  no  exposed  metal  parts. 

Rule  5.  Maintenance  and  Operation. 

5 . 1  Every  premises  wherein  a  spraying,  dipping,  or  im¬ 
mersing  space  is  maintained  and  operated  shall  be 
continuously  under  the  charge  and  supervision  of 
one  or  more  persons  holding  a  certificate  of  fitness, 
whose  duty  shall  be  to  see  that  the  spray,  dipping 
and  immersing  space  comply  with  the  rules  and  the 
terms  of  the  permit  are  not  violated.  No  other 
duties  shall  interfere  with  the  enforcement  of  these 
rules  while  the  work  is  in  process.  A  copy  of 
these  rules  shall  be  available  near  the  space  where 
these  rules  apply. 

5.2  Smoking  or  the  carrying  of  lighted  cigars,  ciga¬ 
rettes,  matches  or  pipes  in  spray,  dipping  or  im¬ 
mersing  space  is  prohibited. 

5.3  No  person  shall  be  permitted  within  a  spray  space 
between  the  spray  gun  and  the  exhaust  outlet  while 
the  spray  gun  is  in  use. 

5.4  Spraying,  dip  or  immersing  spaces  and  its  surround¬ 
ings  shall  be  kept  clean  at  all  times  and  shall  be 
kept  clear  of  all  materials,  equipment  and  utensils 
not  required  in  the  operation  of  the  spray.  Side 
walls,  ceilings,  baffle  plates,  etc.,  shall  be  sprayed 
with  soap  and  water  solution,  before  cleaning,  or 
cardboard  or  masking  paper  may  be  fastened  before 
any  operation  and  after  said  operation  all  waste 
material  shall  immediately  be  removed  from  the 
premises. 

5.5  Floors  within  and  surrounding  spray,  dip  or  im¬ 
mersing  spaces  shall  be  kept  clean  and  free  from 
waste  material  at  all  times. 

5.6  Spray  rooms,  booths,  fans,  ducts,  and  other  equip¬ 
ment  'shall  be  cleaned  frequently  and  maintained  in 
clean  and  efficient  working  condition ;  lacquer  spray¬ 
ing  booths  shall  be  wet  down  before  cleaning. 

5.7  Implements  used  for  cleaning  shall  be  made  of  non- 
ferrous  material  to  avoid  sparks. 

5.8  Metal  waste  cans  with  self-closing  covers  shall  be 
provided  for  all  spraying,  dipping  or  immersing 
spaces  and  storage  rooms.  The  number  to  be  in¬ 
stalled  shall  be  determined  by  the  administrative 
official  having  jurisdiction. 

5.9  Approved  fire  appliances  shall  be  installed  in  all 
spraying,  dipping  or  immersing  spaces  and  in  stor¬ 
age  rooms  as  may  be  determined  by  the  administra¬ 
tive  official  having  jurisdiction. 

5.10  Accumulation  of  flammable  waste,  sweepings  or 
deposits  from  spray,  dip  or  immersing  space  is 
prohibited.  All  such  waste  shall  be  placed  in  ap¬ 
proved  waste  cans  and  be  removed  from  the  prem¬ 
ises  at  the  close  of  work  each  day. 

5.11  All  sand  papering  of  lead  painted  surfaces  shall  be 
done  with  wet  sand  paper. 

5.12  When  a  motor  vehicle  is  taken  into  a  spray  space, 
the  batteries  shall  be  disconnected  before  the  proc¬ 
ess  of  spraying  is  begun. 


5.13  Before  spraying  is  performed  on  elevator  cars  all 
electric  power  operating  all  elevators  enclosed  in 
a  common  shaft,  shall  be  turned  off.  While  such 
work  is  in  progress  portable  fire  extinguishers  shall 
be  provided  and  maintained  adjacent  to  the  work 
as  the  fire  commissioner  shall  direct.  Such  shafts 
shall  be  well  ventilated  of  fumes  before  starting 
elevators. 

5.14  Inflammable  solvents  used  for  cleaning  equipment 
or  for  any  other  purpose  shall  not  be  discharged 
into  the  house  drain. 

Rule  6.  Material  Storage  and  Mixing. 

6.1  Main  supplies  of  spray  coating  and  dipping  mate¬ 
rials  and  thinners  shall  be  kept  in  an  outside  stor¬ 
age  building,  storage  rooms  or  in  vented  metal 
cabinets  in  accordance  with  the  following  amounts : 

6.1.1  Spraying  materials  not  in  excess  of  100  gal¬ 
lons  may  be  stored  in  single  walled  metal 
cabinet  ventilated  to  the  outer  air.  Such  cab¬ 
inet  to  be  metal  covered  on  all  sides,  includ¬ 
ing  the  door  and  arranged  for  ventilation  at 
top  and  bottom. 

6.1.2  Spraying  materials  not  in  excess  of  200  gal¬ 
lons  may  be  stored  in  double-walled  metal 
cabinets  ventilated  to  the  outer  air  or  wood 
cabinets  metal  covered  on  all  sides,  including 
the  door,  and  arranged  for  ventilation  at  top 
and  bottom,  to  the  outer  air. 

6.1.3  Spraying  materials  in  excess  of  200  gallons 
shall  be  stored  in  a  separate  exterior  storage 
building  of  fireproof  or  fire-resisting  mate¬ 
rial  with  ventilated  plain  glass  skylight  or 
in  a  storage  room  constructed  fireproof  in  a 
fireproof  building  or  fire-resisting  in  a  non- 
fireproof  building.  The  maximum  amount  of 
spraying  materials  to  be  stored  in  a  storage 
room  of  a  non-fireproof  building  shall  be 
determined  by  the  administrative  official  hav¬ 
ing  jurisdiction. 

6.1.4  Mixing  or  thinning  of  coating  materials  shall 
be  conducted  in  a  storage  building  or  stor¬ 
age  room,  except  that  containers  of  total 
capacity  not  exceeding  ten  gallons  may  be 
opened  and  their  contents  mixed  in  the  spray 
room  or  room  in  which  booths  are  located 
while  the  air  exhaust  system  is  operating. 

6.1.5  Working  supplies  sufficient  for  not  more  than 
one  day’s  use  but  not  exceeding  twenty  gal¬ 
lons  to  each  booth,  nor  a  total  of  one  hun¬ 
dred  gallons,  may  be  kept  in  the  spray  room 
or  room  in  which  spray  booths  afe  located; 
covers  of  containers  must  be  kept  thereon 
when  such  containers  are  not  actually  in  use. 
This  amount  is  in  addition  to  the  amount 
allowed  in  Rule  6.1.7. 

6.1.6  Gravity  feed  material  containers  for  supply¬ 
ing  spray  guns  shall  not  exceed  ten  gallons 
in  capacity  and  shall  be  supported  by  wire 
cables  or  metal  brackets  having  a  factor  of 
safety  of  four  when  filled  with  the  heaviest 
spraying  materials  used. 

6.1.7  Pressure  feed  tanks  and  other  equipment  for 
use  in  connection  with  direct  spraying  under 
air  pressure  shall  be  restricted  to  tanks  of 
not  more  than  sixty  gallons,  individual  capa¬ 
city,  designed,  constructed  and  approved  for 
this  specific  purpose  by  the  Board  of  Stand¬ 
ards  and  Appeals.  Each  tank  shall  be  pro¬ 
vided  with  a  safety  valve  set  at  a  pressure 
not  exceeding  eighty  pounds.  All  gravity  feed 
containers  and  other  spraying  equipment  shall 
be  approved  as  above. 
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6.1.8  1  he  installation  of  all  electrical  wiring, 
switches,  lighting  and  all  other  electrical 
equipment,  and  the  provisions  of  these  rules 
against  carrying  matches  or  smoking  and 
prohibiting  flame  or  spark-producing  devices, 
shall  also  apply  to  storage  or  mixing  rooms. 

6.2  Storage  of  Materials  where  nitro  cellulose  products 
are  manufactured. 

6.2.1  Storage  of  spraying,  dipping  and  immersing 
materials  shall  be  as  provided  in  Rule  6.1.1 
through  Rule  6.1.3,  but  in  a  building  in 
which  nitro  cellulose  products  are  manufac¬ 
tured,  stored  or  kept  the  amount  shall  be  not 
over  twenty-five  (25)  gallons  as  per  Section 
09-113.0,  subdivision  h  of  the  Administra¬ 
tive  Code. 

6.3  Sprinklers. 

6.3.1  Sprinkler  heads  shall  be  provided  in  all 
spray,  dip  or  immersing  spaces  and  storage 
rooms  and  shall  be  installed  in  accordance 
with  the  Sprinkler  Rules  of  the  Board  of 
Standards  and  Appeals,  except  in  non- 
sprinklered  buildings  where  sprinkler  con¬ 
nection  may  be  made  to  the  house  water 
supply,  provided  the  size  of  the  house  water 
supply  line  is  adequate  for  the  number  of 
sprinkler  heads. 

6.4  Maintenance  of  Sprinkler  Heads. 

6.4.1  Sprinkler  heads  in  spraying,  dipping  and 
immersing  spaces  shall  be  cleaned  at  least 
once  a  week  under  the  supervision  of  the 
person  holding  the  certificate  of  fitness  and 
a  coating  of  light  grease  or  vaseline  shall  be 
applied  after  each  cleaning  to  prevent  the 
formation  of  a  hard  deposit  and  render  the 
sprinkler  useless  in  case  of  fire.  The  use  of 
paper  bags  or  other  materials  about  sprinkler 
heads  is  prohibited. 

Rule  7.  General  Requirements. 

Notice — Attention  is  called  to  the  provisions  of  the  Ad¬ 
ministrative  Code  as  to  violations  reading  as  follows: 

Section  C  19-152.0  of  the  Administrative  Code,  “ Any  per¬ 
son  who  shall  willfully  znolate  or  neglect  or  refuse  to  com¬ 
ply  with  any  of  the  provisions  of  this  chapter  in  addition  to 
any  other  penalties  prescribed  by  law  or  ordinance  shall, 
upon  conviction,  be  punished  by  a  fine  of  not  more  than 
$500  or  by  imprisonment  not  exceeding  6  months,  or  by 
both  such  fine  and  imprisonment.” 

NOTE: — The  principal  cause  of  fires  in  spray-booth  in¬ 
stallations  are:  broken  electric  lamps  and  other 
electrical  defects;  cleaning  the  interior  of  booths, 
fans  and  motors  with  highly  flammable  solvents; 
accumulation  of  deposits  in  the  tubes  and  vent 
pipes  from  neglect  in  cleaning  them  frequently; 
unnecessary  accumulation  of  waste  and  refuse, 
smoking  and  a  general  lack  of  cleanliness. 

(a)  "No  Smoking"  signs,  with  letters  at  least  2 
inches  in  height,  shall  be  posted  at  entrances  to 
and  in  all  spray  rooms  and  paint  storage  rooms 
or  building. 

(b)  No  combustible  materials  shall  be  stored  or  main¬ 
tained  within  15  feet  of  any  spray  booth. 


(c)  All  stocks  shall  be  arranged  so  as  not  to  inter¬ 
fere  with  the  operation  of  automatic  sprinkler 
heads. 

(d)  Adequate  mechanical  or  natural  ventilation  shall 
be  provided. 

(e)  No  open  flames  or  devices  creating  open  flames 
or  arcs  shall  be  maintained  within  25  feet  of  the 
spray  or  dipping  process. 

(f)  The  premises  where  painting,  dipping  or  im¬ 
mersing  is  performed  shall  be  kept  clear  of  empty 
paint  cans,  rubbish,  paint  accumulations  and  other 
combustible  material. 

Rule  8.  Existing  Spray  Booths  and  In¬ 
stallations. 

8.1  These  rules  shall  be  retroactive  in  the  following  respects: 
Rule  1.3.4  Heating  of  Rooms. 

Rule  3.1  Air  Exhaust  System. 

3.2  Air  Supply  and  Mixing. 

Rule  4.0  Specifications  for  Spray  Booths,  Spray  Rooms, 
Dip  and  Immersing  Rooms,  New  Drying 
Equipment,  and  Material  Storage  Rooms. 

4.1.3  Surfacing  of  Booths. 

4.1.5  Surfacing  of  metal  in  Booths. 

4.3.2  Maintenance  of  Ducts. 

4.4.6  Method  of  Induced  Draft. 

4.5.1  Electrical  Equipment. 

4.5.2  Electric  Lighting. 

Rule  5.1  Certificate  of  Fitness. 

5.2  Smoking,  Matches,  etc. 

5.6  Maintenance  of  Equipment. 

5.7  Cleaning  Implements. 

5.9  Fire  Appliances. 

5.10  Accumulation  and  disposal  of  waste  materials. 

5.12  Motor  Vehicles  in  booths  or  rooms. 

5.13  Spraying  Elevator  Cabs. 

Rule  6.  Material,  Storage  and  Mixing. 

Rule  7.  General  Requirements. 

Rule  8.1  Rules  6.1,  6.2,  6.3  and  6.4  may  not  be  applied  in 
fireproof  buildings  equipped  with  an  approved 
existing  automatic  sprinkler  system  where  the 
general  conditions  of  cleanliness  are  properly 
maintained  at  all  times. 

Rule  9.  Permits  and  Plans. 

Before  a  permit  is  issued  by  the  fire  commissioner,  plans 
shall  be  filed  with  the  borough  superintendent,  stating  name, 
address,  floor  and  space  where  the  painting,  dipping  or 
spraying  processes  or  storage  room  are  to  be  installed. 
Such  plan  shall  include  a  complete  layout  of  the  proposed 
installation  and  shall  clearly  indicate  the  location  of  all 
exterior  wall  openings,  in  premises  and  adjacent  buildings, 
exits,  chimneys,  vent  openings  and  proposed  processes. 

Plans  shall  be  filed  with  the  borough  superintendent  for 
storage  and  mixing  rooms.  Such  plans  shall  show  the  com¬ 
plete  floor  plan  of  the  proposed  equipment  and  the  location 
of  the  proposed  equipment  with  respect  to  the  storage  and 
mixing  rooms,  exterior  wall  openings,  in  premises  and 
adjacent  buildings,  exits  and  all  chimneys  within  20  feet  of 
storage  rooms  and  vent  openings.  . 


Copies  of  the  Official  Directory  of  the  City  of  New 
York  for  the  year  1944  (The  Little  Green  Book),  contain¬ 
ing  the  latest  authentic  information  in  relation  to  City. 
State  and  Federal  Departments.  Bureaus,  Offices  and 


Courts,  are  now  on  sale  at  the  office  of  the  Supervisor  of 
the  City  Record,  Room  2213.  Municipal  Building.  Man¬ 
hattan,  New  York  7.  N.  Y.  Price  50  cents;  bv  mail  five 
cents  per  copy  must  be  added  for  postage. 
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RESOLUTION  RELATING  TO  APPROVAL  OF  SITES  FOR  BUS  STATIONS  ADOPTED  BY 
THE  BOARD  OF  ESTIMATE  FEBRUARY  1,  1940  (CALENDAR  NO.  15). 

Whereas,  The  existence  and  operation  of  bus  stations  is  a  matter  of  vital  public  interest  affecting  the  welfare  of  the 
City  and,  in  particular,  street  vehicular  and  pedestrian  traffic  as1  well  as  bus  passengers ;  and 

Whereas,  The  existence  and  operation  of  bus  stations  create  unique  street  problems ;  and 

Whereas,  The  special  nature  of  such  problems  requires 'that  no  new  bus  station  be  constructed  or  operated 
except  by  and  with  the  consent  of  the  Board  of  Estimate  after  reports  by  the  City  Planning  Commission,  the  President  of  the 
Borough  affected,  the  Police  Commissioner,  the  Art  Commission  and  the  Department  of  Housing  and  Buildings  if  curb  cuts 
are  involved;  now,  therefore,  be  it 

Resolved,  That  the  following  be  and  hereby  are  adopted  as  the  rules  and  regulations  for  the  handling  of  applications 
to  the  Board  for  its  consent  to  the  construction  and  operation  of  bus  stations: 

1.  No  new  bus  station  shall  hereafter  be  constructed  or  operated  in  the  city  of  New  York  except  by  and  with  the  consent 

of  the  Board.  f  4  iv 

2.  Any  person,  firm  or  corporation  desiring  to  construct  or  operate  a  bus  station  shall  present  to  the  Board  a  duly 
verified  petition,  plus  25  copies,  setting  forth,  among  other  things,  the  following  information  in  regard  to  the  proposed  bus 
station :  Exact  location  and  size ;  design ;  preliminary  building  plans  or  sketches  including  lane  layouts  and  approaches ; 
facilities  for  storing  or  handling  of  laid-over  buses;  maximum  number  of  buses  to  use  the  entrance  to  and  exit  from  the 
station  during  each  15  minute  period  on  week  days,  Saturdays,  Sundays  and  holidays. 

3.  (a)  The  petition  shall  be  referred  to  the  following  agencies  for  report  and  recommendation:  The  City  Planning 
Commission  and  the  President  of  the  Borough  in  which  the  proposed  station  is  to  be  located  for  a  general  report .  the  Police 
Commissioner  for  report  as  to  the  adequacy  of  the  approaches  and  the  traffic  conditions  on  the  streets  which  would  be 
traversed  by  buses  using  the  proposed  station,  and  the  maximum  number  of  buses  that  such  streets  can  reasonably  accom¬ 
modate  throughout  each  day;  the  Art  Commission  for  report  as  to  the  design;  if  curb  cuts  are  involved,  the  Department  of 
Housing  and  Buildings  for  report  as  to  whether  or  not  there  are  objections  to  the  proposed  curb  cuts. 

(b)  The  Borough  President,  the  Police  Commisisoner,  the  Art  Commission  and  the  Department  of  Housing  and 

Buildings  shall  within  fifteen  days  after  receipt  of  the  petition,  render  their  reports,  in  writing,  to  the  City  Planning  Com¬ 

mission  The  City  Planning  Commission  shall,  within  thirty  days  after  receipt  of  the  petition,  render  its  report  and  recom¬ 
mendations  to  the  Board,  approving  or  disapproving  the  petition,  to  which  there  shall  be  annexed  a  copy  of  all  of  the  reports 
which  the  City  Planning  Commission  received  from  the  other  agencies.  The  City  Planning  Commission  shall  transmit  to  the 

Board  a  copy  of  its  findings  and  decision.  ,  ,  ..  , 

4.  In  the  event  the  City  Planning  Commission  does  not  approve  the  petition  the  Board  may  approve  it  by  a  three- 

fourths  vote.  If  the  Board  determines  to  approve  the  petition  it  shall  impose  such  terms  and  conditions  as  will  best  serve 

public  convenience.^  ^  each  appiication  for  the  Board’s  consent  to  a  bus  station  shall  be  one  hundred  and  twenty-five 
dollars  ($125.00),  payable  to  the  Treasurer  of  the  City  of  New  York.  No  application  may  be  placed  on  the  Board  s  calendar 
unless  it  is  accompanied  by  a  receipt  issued  by  the  Treasurer  certifying  that  such  fee  has  been  paid. 


AMENDMENTS  TO  THE  BUILDING  LAWS 

Now  on  Sale  at  The  City  Record  Office 


In  order  to  bring  the  Building  Laws  of  The  City  of  New 
York  more  up-to-date,  pamphlets  are  now  available  con¬ 
taining  the  Amendments  to  those  Laws  up  to  December 
31,  1943,  including  such  Amendments  to  the  Multiple 
Dwelling  Law  as  were  enacted  by  the  Legislature  in  1944. 

These  Amendments  are  printed  in  four  pamphlets  so  that 
the  subjects  covered  in  each  pamphlet  will  conform  to  the 


subjects  contained  in  each  volume  of  the  Building  Laws  to 
which  it  relates. 

Copies  are  on  sale  at  the  Office  of  the  Supervisor  of  The 
City  Record,  2213  Municipal  Building,  Manhattan,  New 
York  7,  N.  Y.  The  prices  are:  For  Amendments  to  Vol¬ 
umes  1  and  3,  ten  cents  each;  for  Amendments  to  Volumes 
2  and  4,  twenty  cents  each. 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants, 
and  to  all  lawyers,  architects  and  engineers  representing 
owners  or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  of  their  case,  dismissal  for  lack 
,of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  _  the  date  _  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 
of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 


offices  of  the  Board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  fo  rneglect  to  appear. 

Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will 
be  held  in  abeyance  by  reason  of  failure  of  the  appellant 
or  applicant  to  file  necessary  data,  or  by  any  other  method 
of  delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 


Applicants,  under  the  building  zone  resolution,  are  en¬ 
titled  to  one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  conven¬ 
ience  in  notifying  property  owners,  they  may  obtain  such 

1060 


copies  at  the  office  of  the  Board  of  Standards  and  Appeals, 
Room  1018,  Municipal  Building,  Manhattan,  at  three  cents 
each — postage  to  be  added  if  the  forms  are  forwarded  by 
mail. 
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CONTENTS 


PUBLIC  HEARINGS 

Tuesdays,  at  10  a.  m.  and  2  p.  m. 

Special  meetings  as  published  in  this  Bulletin. 

All  hearings  are  held  in  Room  1013,  Municipal  Building, 
Borough  of  Manhattan. 


HOURS  OF  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  be  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


This  issue  of  the  Bulletin  contains  in  the  order  given — 

Docket. 

Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  December  12,  1944,  at  10 
A.M.,  Affecting  Calendar  Numbers  33-20-BZ,  819-38 
BZ,  422-39-BZ,  330-42-BZ,  449-44-BZ,  10-42-BZ,  34-39- 
A,  69-43-SA  and  671-42-GR. 

Minutes  of  Regular  Meeting,  December  12,  1944,  at  2 
P.M.,  Affecting  Calendar  Numbers  554-44-A,  555-44-A 
672-44- A,  673-44-A,  674-44-A,  675-44-A,  696-44-A,  296- 
43-A,  297-43-A,  187-33-A,  145-32-A,  153-32-A,  154-32- 
A,  155-32-A,  156-32-A,  157-32-A,  158-32-A,  159-32-A, 
163-32-A,  164-32-A,  165-32-A,  166-32-A,  167-32-A,  168- 
32-A,  169-32-A,  172-32-A,  173-32-A,  174-32-A,  175-32-A, 
184-32-A,  185-32-A,  186-32-A,  187-32-A,  188-32-A,  317- 
42-A,  330-37-A,  209-44-A,  511-44-A,  489-44- A,  654-44-A, 
110-37-BZ,  1183-39-BZ,  474-41-BZ,  619-41-BZ,  282-42- 
BZ,  437-43-BZ,  284-36-BZ  and  370-41-BZ. 

Corrections  Affecting  Calendar  Numbers  35-44-BZ  and 
648-44-A. 

Smoking  in  Factories,  Rules  for 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 

Any  communication  purporting  to  be  an  appeal  or  appli¬ 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 

Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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DOCKET 

New  Cases  Filed  up  to  December  12,  1944. 

Cal.  No.  Dept.  Premises  affected 

707-44-A — H.B.R. — 205  Major  avenue,  northeast  corner 
of  Sand  lane  (1st  floor)  ;  (Block  3095,  Lot  21),  Arrochar, 
Borough  of  Richmond,  Amendment  to  Alt.  46-44. 


708-44-A — F.D. — 27-01  Bridge  Plaza  North,  north  side, 
from  27th  to  28th  streets  (5th  floor)  ;  (Block  416,  Lots 
10  and  19),  Long  Island  City,  Borough  of  Queens,  98109-C. 


721-44-A — H.B.Q. — 168-21  169th  street,  northwest  corner 
of  107th  avenue  (Block  1220,  Lot  26),  Jamaica,  Borough 
of  Queens,  Amendment  to  N.B.  5913-39. 


722-44-A — H.B.B. — 91  Marlborough  road  (East  15th 
street),  east  side,  107  ft.  5  in.  south  of  Church  avenue 
(Block  5096,  Lot  60),  Borough  of  Brooklyn,  Alt.  1365-44. 


723-44-A— H.B.Q. — 70-15  to  70-17  51st  avenue,  north  side, 
125  ft.  east  of  70th  street  (2nd  floor)  ;  (Block  2440,  Lots 
48  and  49),  Woodside,  Borough  of  Queens,  Alt.  1260-44. 


709-44-A — H.B.B. — 36-44  Delevan  street  and  57-63  Rich¬ 
ards  street,  northeast  comer  (1st  floor)  ;  (Block  519,  Lot 
1),  Borough  of  Brooklyn,  Alt.  2776-44. 


710-44-SM — U.  S.  Gypsum  Company  Masons  Hydrated 
Lime  and  Hydrated  Finishing  Lime  (Red  Top  and  Samson 
Brands),  manufactured  by  U.  S.  Gypsum  Company,  Mate¬ 
rial. 


711-44-A — H.B.Q. — 57-10  59th  avenue  and  59-01  57th 
street,  southeast  corner  (Block  2622,  Lots  8,  12,  17  and  19), 
Maspeth,  Borough  of  Queens,  N.B.  346-44. 


7 1 2-44- A— F.D. — 103-12  to  103-22  99th  street,  west  side, 
100  ft.  south  of  103rd  avenue  (Buildings  2  and  3)  ;  (Block 
9121,  Lots  11,  15  and  16),  Ozone  Park,  Borough  of  Queens, 
12817-LF  and  Decision. 


713-44-A — F.D. — 529-549  West  42nd  street,  north  side, 
400  ft.  west  of  10th  avenue  and  538-542  West  43rd  street 
(Block  1071,  Lot  10),  Borough  of  Manhattan,  Decision. 


714-44-B Z — H.B.B. — 516  Schenck  avenue  (512  displayed), 
west  side,  175  ft.  north  of  Dumont  avenue  (Block  4059, 
Lot  31),  Borough  of  Brooklyn,  Alt.  3485-44. 


715-44-A — H.B.B. — 174-176  South  Portland  avenue,  west 
side,  430  ft.  south  of  Hanson  place  (Block  2003,  Lot  53), 
Borough  of  Brooklyn,  Amendment  to  Alt.  11857-38. 


724-44-A — H.B.M. — 164-166  Duane  street  and  21  Hudson 
street,  southwest  corner  (cellar)  ;  (Block  141,  Lot  32), 
Borough  of  Manhattan,  Decision. 


Restored  to  Calendar. 

209-44-A — H.B.Q. — 103-09  165th  street,  east  side,  from 
South  road  to  Liberty  avenue,  165-11  South  road  and  165-06 
Liberty  avenue  (Block  10158,  Lot  1),  Jamaica,  Borough  of 
Queens,  Alt.  1121-43. 


330-37-A — H.B.Q. — 171-36  109th  avenue,  south  side,  18.73 
ft.  east  of  171st  street  (1st  floor)  ;  (Block  10263,  Lot  3), 
Jamaica,  Borough  of  Queens,  Alt.  1286-44. 


370-41-BZ — H.B.B. — 443-451  Myrtle  avenue  and  137-155 
Waverly  avenue,  northeast  corner  (Block  1889,  Lots  96,  94 
and  1),  Borough  of  Brooklyn,  B.N.  675-41. 


284-36-BZ — H.B.B. — 1342-1350  President  street  (1346  dis¬ 
played)  and  335-343  Brooklyn  avenue,  southeast  comer 
(Block  1285,  Lot  7),  Borough  of  Brooklyn,  Alt.  3243-44. 


DESIGNATIONS!  H.B. — Department  of  Housing  and  Buildings; 
H.B.B.— Department  of  Housing  and  Buildings,  Brooklyn;  H.B.M. — 
Department  of  Housing  and  Buildings,  Manhattan;  If.ll.Q,.  De 
partment  of  Housing  and  Buildings,  Queens;  H.B.It. — Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx.— Department  of 
Housing  and  Buildings,  Bronx;  H.D.— Health  Department,  and 
F.D. — lure  Department. 


RULES 


716-44-SA — Atlas  Oil  Preheater,  Appliance. 


717-44-SM — Z-D  System  of  Reinforced  Concrete  (Shell 
Construction),  manufactured  by  Roberts  and  Schaefer  Co., 
Material. 


718-44-BZ — H.B.M. — 39  Park  avenue,  northeast  corner  of 

East  36th  street  (Block  892,  Lot  1),  Borough  of  Manhattan, 
Alt.  1516-44. 


719-44-A — F.D. — 31-49  Nassau  avenue,  north  side,  from 
Guernsey  to  Dobbins  streets  (1st  floor)  ;  (Block  2643,  Lots 
29  and  30),  Borough  of  Brooklyn,  98242-LC. 


720-44-A — H.B.M. — 434-436  East  18th  street,  south  side, 
94  ft.  west  of  Avenue  A  (Block  949,  Lot  33),  Borough  of 

Manhattan,  Amendment  to  Alt.  3372-44. 


Last 


Blended  Cements,  Rules  for  Testing 

and  Use  of . Dec. 

Carbon  Dioxide  Liquefier,  Rules - Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration.  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules . .....Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . . — Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 


Publication  In  Bullet  In 


28,  1943— Vol.  28,  No.  52A 
28,  1943— Vol.  28,  No.  52 A 

28,  1943— Vol.  28,  No.  52A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52  A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

12,  1944— Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52  A 

7,  1944 — Vol.  29,  No.  10 

14,  1944 — Vol.  29,  No.  45 

28,  1943— Vol.  28,  No.  52A 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52A 


1062 


CALENDAR 


Last  Publication  in  Hulletin 


Methyl  Chloride  Rules  for  Clast  B 

and  C  Refrigerating  Systems. ..  Nov. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules . Dec. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Oct. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .Oct. 

Smoking  in  Factories,  Rules  for _ Dec. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting _ June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 

Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code).. Dec. 


21,  1944— Vol.  29,  No.  46 
28,  1943— Vol.  28.  No.  52A 

11,  1944— Vol.  29,  No.  15 

12,  1944— Vol.  29,  No.  49 
24,  1936— Vol.  21,  No.  47 

3,  1937— Vol.  22,  No.  31 


24,  1944— Vol.  29,  No.  42 

7,  1937— Vol.  22,  No.  36 
10,  1944— Vol.  29,  No.  40 
19,  1944— Vol.  29,  No.  50 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


DECEMBER  19,  1944,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearinB 
Tuesday  morning,  December  19,  1944  at  10  o’clock  in 
Room  1013,  Municipal  Building,  Manhattan,  on  the  follow¬ 
ing  matters: 

Zoning  Applications. 

268-44-BZ — Application,  May  5,  1944,  under  section  7e 

of  the  zoning  resolution,  of  Herman  Kron,  applicant,  on 
behalf  of  Ruth  Katz,  owner,  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  two  years,  the  change  of 
occupancy  of  a  garage  for  more  than  five  motor  vehicles 
to  a  factory  for  wood  working;  premises  334-344  Cleveland 
street,  west  side,  100  ft.  north  of  Liberty  street  (Block 
3968,  Lot  29),  Borough  of  Brooklyn. 

454-44-BZ— Application,  July  25,  1944,  under  section  7e 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  appli¬ 
cants,  on  behalf  of  Juliana  Realty  Corporation,  owner,  to 
permit  in  a  residence  use  district,  the  erection  and  mainten¬ 
ance  of  a  gasoline  service  station,  sales  office,  lubritorium 
and  auto  laundry;  premises  3143-3161  Atlantic  avenue  and 
248-262  Norwood  avenue,  northwest  corner  (Block  3960, 
Lot  58),  Borough  of  Brooklyn. 

404-44-BZ — Application,  June  27,  1944  under  sections  7c 

and  21  of  the  zoning  resolution,  of  Raymond  Irrera,  appli¬ 
cant,  on  behalf  of  Flushing  38th  Avenue  Realty  Corporation, 
owner,  to  permit  in  a  business  use  district,  the  conversion 
of  an  existing  building  from  wagon  storage  to  a  garage  for 
more  than  five  motor  vehicles  (taxicabs)  ;  premises  136-20 
38th  avenue,  south  side,  150  ft.  east  of  Main  street  (Block 
4979,  Lots  12  and  15),  Flushing,  Borough  of  Queens. 

33-20-BZ — Application  of  Joseph  Lau,  applicant  on  be¬ 
half  of  Eugene  F.  Nolan,  owner,  reopened  October  6,  1942, 
under  section  7c  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  an  unrestricted  use 
district,  the  change  of  occupancy  from  oil  storage  in  the 
cellar  and  ice  storage  on  the  1st  floor  (previously  granted 
by  the  Board)  to  dead  storage  of  autos  in  the  cellar  and  a 
garage  for  more  than  five  motor  vehicles  on  the  1st  floor; 
premises  245  West  Fordham  road,  northeast  corner  of  Cedar 
avenue  (Block  3235,  Lots  30,  33.  34,  37,  38, .48  and  49), 
Borough  of  The  Bronx. 

819-38-BZ — Application  of  Oliver  D.  Wallett,  applicant 
and  lessee,  on  behalf  of  Charles  Jacob,  owner,  reopened  Octo¬ 
ber  31,  1944  for  consideration  as  to  extension  of  permit 
(expired  by  limitation) — re  Application,  previously  granted 
on  condition,  under  section  7h  of  the  zoning  resolution,  per¬ 
mitting  partly  in  a  business  use  and  partly  in  a  residence  use 


district,  the  parking  and  storage  of  more  than  five  motor 
vehicles ;  premises  75-01  Broadway,  northeast  corner  of  75th 
street  (Block  1486,  Lots  13,  16  and  18),  Jackson  Heights, 
Borough  of  Queens. 

598-43-BZ — Application,  December  7,  1943,  under  section 
7c  of  the  zoning  resolution,  of  Lama  and  Proskauer,  ap¬ 
plicants,  on  behalf  of  Green  Bus  Lines,  Inc.,  owner,  to 
permit  in  a  residence  use  district,  the  extension  (in  area) 
of  an  existing  garage  for  more  than  five  motor  vehicles 
(busses)  ;  premises  48-09  to  48-17  Rockaway  Beach  boule¬ 
vard,  southeast  corner  of  Beach  49th  street  (Block  336,  I.ot 
60),  Far  Rockaway,  Borough  of  Queens. 

575-25-BZ — Application  of  Reginald  S.  Hardy,  applicant, 
on  behalf  of  Sophie  Himmelstein,  owner  (507  Flatbush 
Avenue  Corporation,  lessee),  reopened  November  8,  1944, 
under  sections  7i  and  21  of  the  zoning  resolution,  to  permit 
in  a  business  use  district,  the  change  of  occupancy  of  a 
garage  for  more  than  five  motor  vehicles  (previously 
granted  by  the  Board)  to  a  garage  for  more  than  five  motor 
vehicles,  motor  vehicle  repair  shop  and  service  station, 
show-room  and  sales  place  for  motor  vehicles;  premises 
1-11  Lefferts  avenue,  507-511  Flatbush  avenue,  northeast 
corner  and  1118-1128  Washington  avenue  (Block  1197,  Lot 
1),  Borough  of  Brooklyn. 

628-44-BZ — Application,  November  8,  1944,  under  section 
7e  of  the  zoning  resolution,  of  Anthony  M.  De  Rose,  ap¬ 
plicant,  on  behalf  of  Paladino  Bros.  Holding  Corp.,  owner, 
to  permit  in  a  residence  use  district,  the  change  of  occu¬ 
pancy  from  a  garage  for  more  than  five  motor  vehicles  to 
a  factory  for  manufacturing  of  paper  boxes  for  a  temporary 
period  of  two  years;  premises  437-445  East  120th  street, 
north  side,  100  ft.  west  of  Pleasant  avenue  (Block  1808, 
Lot  19),  Borough  of  Manhattan. 

540-44-BZ — Application,  September  21,  1944,  under  sec¬ 
tions  7a  and  7c  of  the  zoning  resolution,  of  Humphrey 
Nolan,  applicant,  on  behalf  of  Emigrant  Industrial  Savings 
Bank,  owner,  to  permit  the  extension  of  an  existing  build¬ 
ing  located  partly  within  a  business  use  and  partly  in  a 
residence  use  district  to  extend  further  into  the  residence 
use  district  and  to  permit  the  entrance  to  a  loading  plat¬ 
form.  more  than  25  feet  from  the  intersecting  streets: 
premises  4086-4100  Broadway  and  616-620  West  173rd 
street,  southeast  corner  (Block  2141,  Lot  33),  Borough  of 
Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 


DECEMBER  19,  1944,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  19,  1944  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 


Appeals  from  Administrative  Decisions. 

23-44-A — 2060  Tillotson  avenue,  northeast  corner  of 
Palmer  avenue  (Block  5228,  Lots  1  and  6),  Borough  of  The 
Bronx. 

496-43-A — 425  Beach  72nd  street,  southwest  corner  of 
Hessler  avenue  (Block  523,  Lots  22  and  24).  Arverne, 
Borough  of  Queens  (under  section  35,  General  City  Law  re 
bed  of  mapped  street — Barbadoes  drive). 

613-44-A — 1 865  East  8th  street,  east  side,  220  ft.  north  of 
Avenue  S  (Block  6684,  Lot  60),  Borough  of  Brooklyn. 

489-44-A — 538-544  Morgan  avenue,  southeast  corner  of 
Anthony  street  (Block  2818,  Ix)t  5),  Borough  of  Brooklyn. 

526-44-A — 781  East  134th  street,  780  East  135th  street 
and  130-162  Willow  avenue,  east  side,  from  East  134th  to 
East  135th  streets  (1st  floor)  ;  (Block  2586,  Lot  1),  Borough 
of  The  Bronx. 
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713-44-A — 529-549  West  42nd  street,  north  side,  400  ft. 
west  of  10th  avenue  (Block  1071,  Lot  10),  Borough  of 
Manhattan. 

649-44- A — 1109  Fifth  avenue,  northeast  corner  of  East 
92nd  street  (Block  1504,  Lot  1),  Borough  of  Manhattan. 

638-44-A — 139-28  Queens  boulevard,  south  side,  200  ft. 
east  of  87th  street  (2nd  floor)  ;  (Block  9625,  Lot  16),  Ja¬ 
maica,  Borough  of  Queens. 

651-44-A — 613  East  233rd  street,  north  side,  41.90  ft.  east 
of  Bronx  boulevard  (1st  floor)  ;  (Block  4993,  Lot  8),  Bor¬ 
ough  of  The  Bronx. 

592-44-A — 530  Ocean  parkway,  west  side,  280  ft.  south  of 
Ditmas  avenue  (Block  5399,  Lot  24),  Borough  of  Brooklyn. 

615-44-A — 1520-1526  Flatbush  avenue,  west  side,  325  ft. 
4^4  in.  north  of  Germania  place  (2nd  floor)  ;  (Block  7557, 
Lot  52),  Borough  of  Brooklyn. 

662-44-A — 1501  Bowery  Walk  and  3002-3024  West  15th 
street,  northwest  corner  (Block  7074,  part  of  Lot  170), 
Borough  of  Brooklyn. 

634-44-A — 227-229  East  56th  street,  north  side,  260  ft. 
east  of  3rd  avenue  (basement)  ;  (Block  1330,  Lot  11), 
Borough  of  Manhattan. 

655-44-A — 1472  Ocean  avenue,  west  side,  150  ft.  north  of 
Avenue  J  (Block  6712,  Lot  88),  Borough  of  Brooklyn. 

688-44-A — 127-131  Varet  street,  north  side,  150  ft.  east 
of  Humboldt  street  (Block  3107,  Lots  31  and  32),  Bo¬ 
rough  of  Brooklyn. 

693-44-A — 735-743  65th  street,  north  side,  280  ft.  east  of 
7th  avenue  (Block  5821,  Lot  61),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  3,  1945,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  January  3,  1945,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters : 

Zoning  Applications. 

599-44-BZ — Application,  October  20,  1944,  under  sections 
7c  and  21  of  the  zoning  resolution,  of  Paul  Friedman,  appli¬ 
cant,  on  behalf  of  Isser  Einhorn,  owner  (Adelphi  Paint 
and  Color  Works,  Inc.,  lessee),  to  permit  in  a  residence  use 
district,  the  addition  of  a  2nd  story  on  an  existing  paint 
storage  building  and  its  connection  to  an  existing  two  story 
paint  factory;  premises  85-20  to  85-26  and  86-02  to  86-08 
135th  (Dumont)  avenue,  south  side,  441.83  ft.  east  of  84th 
street  (Block  11396,  Lots  25  and  32),  Ozone  Park,  Borough 
of  Queens. 

606-44-BZ — Application,  October  24,  1944,  under  section 
21-C  of  the  zoning  resolution,  of  Albert  E.  Wheeler,  appli¬ 
cant,  on  behalf  of  Marie  P.  Campagna,  owner,  to  permit  in 
an  F  area  district,  a  one  and  two  family  residential  develop¬ 
ment  not  conforming  to  the  area  district  requirements ; 
premises  South  side  of  West  249th  street  (Spauldings 
Lane),  between  Henry  Hudson  Parkway  and  Arlington 
avenue  (Block  3419,  Lot  91),  Borough  of  The  Bronx. 

670-44-BZ — Application,  November  15,  1944  under  section 
21-C  of  the  zoning  resolution,  of  Albert  E.  Wheeler,  appli¬ 
cant,  on  behalf  of  Vinmont  Land  Corporation,  owner,  to 
permit  in  a  C  and  F  area  district,  a  one  and  two  family 
residential  development  not  conforming  to  the  area  district 
requirements;  premises  East  side  of  Mosholu  avenue,  from 
West  254th  to  West  255th  streets  (Block  3421 C,  Lot  1311 
and  Block  3421D,  Lot  1417),  Borough  of  The  Bronx. 

718-44-BZ — Application,  December  11,  1944,  under  section 
7e  of  the  zoning  resolution,  of  Harry  M.  Prince,  applicant, 
on  behalf  of  39  Park  Avenue  Corporation,  owner  (Philip 


E.  Wilcox,  lessee),  to  permit  in  a  residence  use  district,  the 
temporary  use  of  a  portion  of  an  existing  residence  building 
for  conference  room,  professional  office,  drafting  room, 
storage  and  file  room ;  premises  39  Park  avenue,  northeast 
corner  of  East  36th  street  (Block  892,  Lot  1),  Borough  of 
Manhattan. 

699-44-BZ — Application,  December  4,  1944,  under  section 
7c  of  the  zoning  resolution,  of  Sidney  L.  Strauss,  appli¬ 
cant,  on  behalf  of  Ten  Fifth  Avenue  Corporation,  owner,  to 
permit  in  a  residence  use  district,  a  one  storj'  extension  to 
a  multiple  dwelling  and  stores  building,  the  extension  to 
cover  balance  of  lot ;  premises  10  Fifth  avenue  and  1  West 
8th  street,  northwest  corner  (Block  572,  Lot  44),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 


JANUARY  3,  1945,  2  P.  M. 

NOTICE  TS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  January  3,  1945,  at  2  o’clock  in  Room 
1.013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Appeals  from  Administrative  Decisions 

667-44-A — 184-02  Jamaica  avenue,  south  side,  330.58  ft. 

east  of  183rd  street  (Building  3)  ;  (Block  10352,  Lot  66), 
Jamaica,  Borough  of  Queens. 

654-44-A — 878-880  Prospect  avenue,  east  side,  112  ft. 
north  of  Prospect  avenue  and  845-847  Westchester  avenue 
(2nd  and  3rd  floors)  ;  (Block  2690,  Lot  4),  Borough  of 
The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  9,  1945,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  9,  1945,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

449-44-BZ — Application,  July  20,  1944,  under  sections  7a 
and  21  of  the  zoning  resolution,  of  Philip  Freshman,  appli¬ 
cant,  on  behalf  of  Peter  Hartmann,  owner,  to  permit  in  a 
business  use  district,  the  reconstruction  of  three  (3)  build¬ 
ings,  two  (2)  of  which  are  two  stories  in  height  occupied  as 
garages  for  more  than  five  motor  vehicles  and  one  (1)  one 
story  in  height  occupied  as  a  garage  for  five  motor  vehicles, 
into  one  (1)  building  one  story  in  height  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  premises  238-242 
Vanderbilt  avenue,  west  side,  208  ft.  7  in.  north  of  DeKalb 
avenue  (Block  2092,  Lots  53,  54  and  55),  Borough  of  Brook¬ 
lyn. 

370-41-BZ — Application  of  Ferdinand  Savignano,  appli¬ 
cant,  on  behalf  of  Sophie  Rigler,  owner,  reopened  December 
12,  1944  for  consideration  as  to  extension  of  permit  (ex¬ 
pired  by  limitation) — Application,  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution,  for  a 
term  of  two  years,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehicles ; 
premises  443-451  Myrtle  avenue  and  137-155  Waverly  av¬ 
enue,  northeast  corner  (Block  1889,  Lots  96,  94  and  1), 
Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  9,  1945,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  9,  1945,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 
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Appeal  from  Administrative  Decision 

343-43-A — 93-101  Lexington  avenue,  north  side,  275  ft. 
east  of  Classon  avenue  (Block  1967,  Lots  64  and  66),  Bor¬ 
ough  of  Brooklyn  (reopened  and  restored  to  calendar,  No¬ 
vember  21,  1944;  previously  withdrawn). 


HARRIS  H.  MURDOCK.  Chairman. 
— 

JANUARY  16,  1945,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  16,  1945,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Zoning  Application. 

330-42-BZ — Application  of  Eugene  De  Rosa,  applicant 
on  behalf  of  Jeron  Co.,  Inc.,  owner,  reopened  and  restored  to 
Calendar,  September  12,  1944  (previously  withdrawn),  under 
section  7c  of  the  zoning  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  theatre 
and  stores ;  premises  95-42  to  95-48  Queens  boulevard,  south 


side,  130  ft.  west  of  63rd  drive  and  63-39  to  63-49  Saunders 
street  (Block  3080,  Lots  30  and  31),  Rego  Park,  Borough  of 
Queens. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  30,  1945,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  30,  1945,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Zoning  Application. 

422-39-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Bonded  Lien  Corp.,  owner,  reopened 
July  25,  1944,  for  consideration  as  to  extension  of  permit 
— Application,  previously  granted  on  condition  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles ;  premises  305- 
313  21st  street  and  697-705  6th  avenue,  northwest  corner 
(Block  892,  Lot  1),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  12,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  Morning,  December  5,  1944,  and  Tuesday  after¬ 
noon,  December  5,  1944,  were  approved  as  printed  in  Bul¬ 
letin  No.  49,  Volume  29. 


ZONING  CASES 

33-20-BZ 

APPLICANT — Joseph  Lau,  for  Eugene  F.  Nolan,  owner. 

SUBJECT — Application  reopened  October  6,  1942  re  (deci¬ 
sion  of  the  acting  borough  superintendent)  under 
section  7c  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  an  unre¬ 
stricted  use  district,  the  change  of  occupancy  from 
oil  storage  in  the  cellar  and  ice  storage  on  the  1st 
floor  (previously  granted  by  the  Board)  to  dead 
storage  of  autos  in  the  cellar  and  a  garage  for  more 
then  five  motor  vehicles  on  the  1st  story. 

PREMISES  AFFECTED — 245  West  Fordham  road,  north- 
cast  corner  of  Cedar  avenue  (Block  3235,  Lots  30, 

33,  34,  37,  38,  48,  and  49),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  December  19,  1944 
at  10  a.m.,  to  permit  an  inspection  by  a  Committee 
of  the  Board  and  for  decision  without  further  ar¬ 
gument. 

819-38-BZ 

APPLICANT — Visel  &  McDermott,  for  Charles  Jacob, 
owner  (Oliver  D.  Wallett,  lessee). 

SUBJECT — Application  for  consideration  reopened  October 
31,  1944 — re  extension  of  permit — (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  of  the  zoning  resolution, 
permitting  partly  in  residence  use  and  partly  in  a 

1065 


business  use  district,  for  a  temporary  term  of  two 
years,  the  parking  and  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECT  ED — 40- 1 1  to  40-19  75th  street  and 
75-01  Broadway,  northeast  corner  (Block  1486,  Lx>ts 
13,  16  and  18),  Jackson  Heights,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  December  19,  1944 
at  10  a.m.  No  appearance  for  applicant. 


422-39-BZ 

APPLICANT — Lama  and  Proskauer,  for  Bonded  Lien 
Corporation,  owner. 

SUBJECT — Application  reopened  July  25,  1944,  for  consid¬ 
eration  as  to  extension  of  permit — re  Application 
(decision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for 
a  term  of  two  years,  the  parking  and  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 305-313  21st  street  and  697-705 
6th  avenue,  northwest  corner  (Block  892,  Lot  1), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  30,  1945  at 
10  a.m.,  at  request  of  applicant. 


330-42-BZ 

APPLICANT — Eugene  De  Rosa,  for  Jeron  Company,  Inc., 
owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning  reso¬ 
lution,  to  permit  partly  in  a  business  use  district  and 
partly  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  building  to  be  used  as  a  theatre 
and  stores. 
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PREMISES  AFFECTED — 95-42  to  95-48  Queens  boule¬ 
vard,  south  side,  130  ft.  west  of  63d  drive  and  63- 
39  to  63-49  Saunders  street  (Block  3080,  Lots  30 
and  31),  Rego  Park,  Queens. 

APPEARANCES— 

For  Applicant :  Gilbert  Lazarus. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  16,  1945  at 
10  a.m.  for  further  consideration  at  request  of  ap¬ 
plicant’s  representative. 


449-44-BZ 

APPLICANT — Philip  Freshman,  for  Peter  Hartmann, 
owner. 

SUBJECT — Application  (decision  of  the  borough  superin¬ 
tendent)  under  sections  7a  and  21  of  the  zoning 
resolution,  to  permit  in  a  business  use  district,  the 
reconstruction  of  three  (3)  buildings,  two  (2)  of 
which  are  two  stories  in  height  occupied  as  garages 
for  more  than  five  motor  vehicles  and  one  (1)  one 
story  in  height  occupied  as  a  garage  for  five  motor 
vehicles,  into  one  (1)  building  one  story  in  height 
to  be  occupied  as  a  garage  for  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 238-242  Vanderbilt  avenue, 
west  side,  208  ft.  7  in.  north  of  DeKalb  avenue 
(Block  2092,  Lots  53,  54  and  55),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Philip  Freshman. 

For  Opposition:  James  S.  Brown,  Jr.,  and  Nicholas 
Balzano. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  9,  1945  at 
10  a.m.  pending  an  inspection  by  a  committee  of  the 
Board  and  for  decision  without  further  argument. 


10-42-BZ 

APPLICANT — Charles  M.  Spindler,  for  Lina  S.  Kissam, 
owner. 

SUBJECT — Application  reopened  October  31,  1944  for  con¬ 
sideration  as  to  extension  of  permit  (expired  by 
limitation)— re  Application,  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  partly  in  an  unrestricted  use  and  partly 
in  a  business  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 220-20  Jamaica  avenue,  south 
side,  481.92  ft.  east  of  Springfield  boulevard  (Block 
10793,  Lots  37  and  45  and  Block  10789,  Lots  37,  38 
and  43),  Queens  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Joseph  C.  Haus. 

For  Opposition :  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Permit  extended. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION  (10-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  an  unrestricted  use  and  part¬ 
ly  in  a  business  use  district,  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles,  af¬ 
fecting  premises  220-20  Jamaica  avenue,  south  side,  481.92 
ft.  east  of  Springfield  boulevard  (Block  10793,  Lots  37  and 
45  and  Block  10789,  Lots  37,  38  and  43),  Queens  Village. 


Borough  of  Queens,  was  granted  by  the  Board  on  July  21, 
1942,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
permit  (expired  by  limitation)  ;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  31,  1944  and  restored  to  the  calendar,  subject  to 
usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  12,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  July  21,  1942,  only  in  so  far 
as  it  has  reference  to  the  term  of  the  permit,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“Granted  under  section  7h  for  a  term  of  two  (2) 
years  from  the  date  of  this  amended  resolution,  to  per¬ 
mit  the  parking  and  storage  of  more  than  five  motor 
vehicles,  on  condition  ....  and  that  all  the  require¬ 
ments  of  the  resolution  of  July  21,  1942  shall  be  com¬ 
plied  with  within  three  (3)  months  from  the  date  of 
this  amended  resolution  including  the  obtaining  of  a 
Certificate  of  Occupancy  (Misc.  Applic.  6635-41)”. 


APPEAL  FROM  ADMINISTRATIVE  DECISION 
34-39-A 

APPLICANT — Hillel  Hannes,  lessee. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
and  a  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — 601  West  129th  street  (St. 
Clair  place)  and  3221  Broadway,  northwest  corner 
(Block  1996,  Lot  29),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Henry  J.  Cash. 

ACT  ION  OF  BOARD — Appeal  reopened  and  resolution 
amended.  ,  '  J 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  .  0 

THE  RESOLUTION  (34-39-A) 

Whereas,  this  apepal  from  an  order  of  the  fire  commis- 
missioner,  affecting  premises  601  West  129th  street  (St. 
Clair  place)  and  3221  Broadway,  northwest  corner  (Block- 
1996,  Lot  29),  Borough  of  Manhattan,  was  granted  by  the 
Board  on  February  7,  1939,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  the  applicant  states  that  the  occupancy  of  the 
second  floor  is  now  a  dress  manufacturing  concern,  which 
occupies  only  the  easterly  portion  of  the  second  floor  and 
not  the  westerly  portion  directly  above  the  paint  shop. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  February  7,  1939,  so  that  as 
amended,  the  resolution  shall  read : 

“Resolved,  that  the  order  of  the  fire  commissioner, 
12963-LC  be  and  it  hereby  is  modified  and  that  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  the 
manufacturing  occupancy  on  the  2nd  floor  shall  be  main¬ 
tained  to  the  satisfaction  of  the  Fire  Commissioner  and 
that  in  all  other  respects  the  building  and  its  occupancy 
shall  comply  with  all  laws,  rules  and  regulations  ap¬ 
plicable  thereto. 

Resolved  further,  that  in  the  event  the  second  floor  is 
occupied  as  a  dress  manufacturing  factory  instead  of 
the  canning  factory  as  previously  occupied,  and  such 
dress  manufacturing  factory  is  located  toward  the  east-, 
erly  end  and  not  over  the  portion  occupied  by  the  paint 
factory  on  the  first  floor,  the  variance  granted  by  this 
Board  may  still  hold,  provided  the  ceiling  of  the  portion 
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of  the  building  occupied  for  paint  manufacturing  is  fire- 
retarded  throughout ;  that  such  portable  fire-fighting 
appliances  shall  be  maintained  as  the  fire  commissioner 
shall  direct ;  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  the  resolution  adopted  by 
the  Board  on  Febraury  7,  1939  and  all  other  laws,  rules 
and  regulations  applicable  thereto.” 


APPLIANCE  SUBMITTED  FOR  APPROVAL 

69-43-SA 

APPLICANT — Gehnrich  and  Gehnrich,  Inc.,  owner. 
SUBJECT — Gehnrich  and  Gehnrich  Gas-Fired  Industrial 
Ovens,  Approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  report  of  the  Committee  on  Tests. 

THE  VOTE  TO  APPROVE— 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (69-43-SA) 

Whereas,  Gehnrich  and  Gehnrich,  Inc.,  owner,  filed  on 
February  17,  1943,  an  application  with  the  Board  of  Stand¬ 
ards  and  Appeals  for  approval  of  the  appliance  known  as  the 
Gehnrich  and  Gehnrich  Gas-Fired  Industrial  Ovens ;  and 
Whereas,  this  appliance  was  referred  to  the  Committee 
on  Tests  of  the  Board  for  test  and  report;  and 

Whereas,  the  report  of  the  Committee  on  Tests  reads: 

REPORT  OF  COMMITTEE  ON  TESTS. 

December  1,  1944. 

Re:  Cal.  69-43-SA. 

Subject:  Gehnrich  &  Gehnrich  Gas-Fired  Industrial 
Ovens,  approval  of. 

Gehnrich  and  Gehnrich,  Inc.,  Woodside,  L.  I.,  N.  Y. 
filed  an  application  with  the  Board  of  Standards  and 
Appeals  for  approval  of  Gehnrich  and  Gehnrich  Gas- 
Fired  Industrial  Drying  Ovens,  under  the  provisions  of 
C26-178.0b  and  Article  12,  Heating  Appliances,  Com¬ 
bustion  and  Chimneys,  of  the  Administrative  Building 
Code  and  the  Rules  Covering  the  Use  of  Equipment  for 
Spraying  of  Paint,  Varnishes,  Lacquers  and  Other  Flam¬ 


mable  Surface  Coatings  and  the  Storage  of  Such  Ma¬ 
terials. 

DESCRIPTION 

TYPE  T  STANDARD  OVEN— INDIRECT  HEAT, 
TRUCK  LOADING. 

Application — Moderate  processing  at  temperatures  up 
to  400  deg.  F.  These  ovens  are  extensively  used  for 
baking  japans,  enamel  and  lacquer  and  for  other  diver¬ 
sified  processing. 

Heating  System — Indirect  Gas  Heat — two  atmo¬ 
spheric  burners  with  venturi  mixers,  pilots  and  lighters 
are  set  in  combustion  chambers  at  side  walls.  Single 
rows  of  radiator  tubes  along  side  walls  run  full  depth 
of  oven,  terminating  in  upper  manifolds,  with  outlets 
through  top  of  oven  to  divertor  cap.  For  higher  tem¬ 
peratures  up  to  500  deg.  F.,  double  or  triple  radiator 
tubes  are  used. 

Exhaust  System — Outlet  in  top  of  oven  for  removal 
of  lighter  vapors,  and  perforated  ducts  under  combus¬ 
tion  chamber  for  heavy  vapors. 

Fresh  Air  Supply — A  fresh  air  inlet  duct  built  in¬ 
tegral  with  combustion  chamber  and  perforated  the  full 
depth  of  oven,  admits  fresh  air  between  the  radiator 
tubes  and  oven  walls,  thereby  eliminating  overheating 
of  side  walls. 

Wall  Construction — Made  of  metal  sectional  panels 
held  together  by  tongue  and  groove  joints  that  combine 
maximum  structural  strength  with  minimum  through- 
metal.  Insulation  2-inch  Magnesia  blocks,  Rockwool 
Blankets,  Fibreglas  or  Equal. 

Loading — Maximum  efficiency  obtained  by  truck  load¬ 
ing,  which  provides  for  maxium  turn-overs  per  day. 
Ovens  may  also  be  fitted  with  side  angle  iron  racks. 

Doors — Double — swinging  type,  provided  with  extra 
heavy  strap  hinges  with  case  hardened  wear  washers. 
Doors  are  locked  at  top,  bottom,  and  engage  in  roller 
strike  plates  to  lessen  closing  efforts  and  provide  for 
tight  closure.  Complete  locking  assembly  is  placed  on 
the  outside  of  oven,  and  is  designed  to  release  automat¬ 
ically  in  case  of  excessive  pressure. 

Recirculation  is  provided  for  when  necessary.  Fans 
and  ducts  are  installed  as  required. 

Safety  Control — All  T-Type  ovens  will  be  fitted  with 
complete  safety  equipment  to  meet  specifications  of  Fac¬ 
tory  Mutual  Laboratories,  Board  of  Fire  Underwriters, 
and  Rules  of  Board  of  Standards  and  Appeals. 


DIMENSIONS  TYPE  T  OVENS 


Oven 

No. 

-Dimen.  Inside 
Depth 
'  B 

Dimen.  Outside- 
Depth 

E 

— - — Clearances  -  — 
Between  Between 
Chambers  Racks 

I  J 

Dimensio 

Depth 

Width 

A 

Height 

C 

Width 

D 

Height 

F 

Width 

G 

Height 

H 

Width 

Height 

T-10 

2'  6" 

4' 

6'  9" 

4'  6" 

4'  4" 

7' 

2'  6" 

6'  9" 

2'  6" 

2'  8" 

2' 

3'  6" 

6'  2" 

T-ll 

3' 

4' 

6'  9" 

5' 

4'  4" 

7' 

3' 

6'  9" 

3' 

3'  2" 

2'  6" 

3'  6" 

6'  2" 

T-12 

3' 

4'  6" 

6'  9" 

5' 

4'  10" 

7' 

3' 

6'  9" 

3' 

3'  2" 

2'  6" 

4' 

6'  2" 

T-13 

3' 

5' 

6'  9" 

5' 

5'  4" 

7' 

3' 

6'  9" 

3' 

3'  2" 

2'  6" 

4'  6" 

6'  2" 

T-14 

3' 

5'  6" 

6'  9" 

5' 

5'  10" 

7' 

3' 

6'  9" 

3' 

3'  2" 

2'  6" 

S' 

6'  2" 

T-15 

3'  6" 

4'  6" 

6'  9" 

5'  6" 

4'  10" 

r 

3'  6" 

6'  9" 

3'  6" 

3'  8" 

3' 

4' 

6'  2" 

T-16 

V  6" 

5'  6" 

6'  9" 

5'  6" 

5'  10" 

r 

3'  6" 

6'  9" 

3'  6" 

3'  8" 

3' 

5' 

6'  2" 

T-17 

3'  6" 

6'  6" 

6'  9" 

5'  6" 

6'  10" 

i' 

3'  6" 

6'  9" 

3'  &! 

3'  8" 

3' 

6' 

6'  2” 

T-18 

4' 

4'  6" 

6'  9" 

6' 

4'  10" 

r 

4' 

6'  9" 

4' 

4'  2" 

3'  6" 

4' 

6'  2" 

T-19 

4' 

5'  6" 

6'  9" 

6' 

5'  10" 

r 

4' 

6'  9" 

4' 

4'  2" 

3'  6" 

5' 

6'  2" 

T-20 

4' 

6'  6" 

6'  9" 

6' 

6'  10" 

T 

4' 

6'  9" 

4' 

4'  2" 

3'  6" 

6' 

6'  2" 

T-21 

5' 

5'  6" 

6'  9" 

7' 

5'  10" 

r 

5' 

6'  9" 

5' 

5'  2" 

4'  6" 

5' 

6'  2" 

T-22 

5' 

6'  6" 

6'  9" 

7' 

6'  10" 

V 

5' 

6'  9" 

.5' 

5'  2" 

4'  6" 

6' 

6'  2" 

T-23 

5' 

7'  6" 

6'  9" 

T 

T  10" 

V 

5' 

6'  9" 

5' 

5'  2" 

4'  6" 

7' 

6'  2" 

T-24 

6' 

6'  6" 

6'  9" 

8' 

6'  10" 

r 

6' 

6'  9" 

6' 

6'  2" 

5'  6" 

6' 

6'  2" 

T-25 

6' 

7'  6" 

6'  9" 

8' 

T  10" 

r 

6' 

6'  9" 

6' 

6'  2" 

5'  6" 

7' 

6'  2" 

T-26 

6' 

8'  6" 

6'  9" 

8' 

8'  10" 

r 

6' 

6'  9" 

6' 

6'  2" 

5'  6" 

8' 

6'  2" 

T-?7 

6' 

9'  6" 

6'  9" 

8' 

9'  10" 

T 

6' 

6'  9" 

6' 

6'  2" 

5'  6" 

9' 

6'  2” 

T-28 

6' 

10'  6" 

6'  9" 

8' 

10'  10" 

T 

6' 

6'  9" 

6' 

6'  2" 

5'  6" 

10' 

6'  2" 

T-29 

6' 

11'  6" 

6'  9" 

8' 

11'  10" 

V 

6' 

6'  9" 

6' 

6'  2" 

5'  6" 

11' 

6'  2" 
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The  above  dimensions  are  for  standard  size  ovens,  the 
maximum  size  of  any  oven  specially  constructed  is  8 
ft.  wide  by  23  ft.  long. 

B.T.U.  Input  as  follows : 

T10  to  T14  incl . 100,000  per  hour 

T15  to  T24  incl . 150,000  per  hour 

T25  to  T29  incl . 200,000  per  hour 

Temperature  Control  consists  of  any  of  the  standard 

makes,  throttling  type,  such  as  Partlow  Model  40  or 
Electric  contact  type,  used  in  conjunction  with  a  motor¬ 
ized  gas  valve.  These  types  provide  for  “High-Low” 
control  or  “On-Off”. 

Any  of  the  T-type  ovens  can  be  made  with  an  air  re¬ 
circulating  system  to  provide  for  uniform  temperature 
distribution  throughout  the  baking  space. 

Any  of  these  ovens  are  provided  with  safety  pilots  of 
the  flame-conductivity  type,  such  as  manufactured  by  the 
Partlow  Corporation  Model  SF-412  or  SF-422  or  equal. 
All  controls  to  meet  the  specifications  of  the  Factory 
Mutual  Laboratories,  Board  of  Fire  Underwriters,  and 
the  Rules  of  the  Board  of  Standards  and  Appeals. 

TYPE  H  STANDARD  OVEN— INDIRECT  HEAT 
CLOSET  MODEL 

Application — Heat  processing  at  temperatures  up  to 
400  deg.  F.  These  ovens  are  extensively  used  for  bak¬ 
ing  japans,  enamel  and  lacquer,  and  for  other  diversified 
processing  within  the  temperature  ranges  are  for  re¬ 
search  and  experimental  work. 

Heating  System — Indirect  Gas  Heat — two  atmospheric 
burners  with  venturi  mixers,  and  lighters,  are  enclosed 


Wall  Construction — Made  of  standard  metal  sectional 
panels  held  together  with  tongue  and  groove  joints  that 
combine  maximum  structural  strength  with  minimum 
through-metal.  Insulation  2-inch  Magnesia  blocks, 
Rockwool  Blankets,  Fibreglas  or  Equal. 

Loading — Provided  with  side  angles  spaced  on  ap¬ 
proximately  4-inch  centers  for  either  tray  or  rod  load¬ 
ing. 

Doors — Double  swinging  type  of  metal,  provided  with 
extra  heavy  strap  hinges  with  case  hardened  wear 
washers.  Doors  are  locked  at  top,  and  bottom,  and 
engage  in  roller  strike  plates  to  lessen  closing  efforts 
and  provide  for  tight  closure.  Complete  locking  assem¬ 
bly  is  placed  on  the  outside  of  oven,  and  is  designed  to 
release  automatically  in  case  of  excessive  pressure. 

Recirculation — Can  be  provided  when  necessary.  Fans 
and  ducts  are  installed  according  to  requirements. 

Safety  Control — All  H-Type  ovens  will  be  fitted  with 
complete  safety  equipment  to  meet  the  specifications  of 
the  Factory  Mutual  Laboratories,  Board  of  Fire  Un¬ 
derwriters  and  Rules  of  the  Board. 

Also  built  in  special  sizes  not  exceeding  approxi¬ 
mately  6  ft.  wide,  6  ft.  deep  and  6  ft.  high. 

B.T.U.  input  as  follows : 

HI  to  H6  inclusive  60,000  per  hour 

H7  to  H15  inclusive  35,000  per  hour 

H16  to  H24  inclusive  110,000  per  hour 

Temperature  and  safety  control  and  recirculating  sys¬ 
tem  same  as  Type  T  ovens. 


DIMENSIONS  TYPE  H  STANDARD  OVEN 
(In  Inches') 


Oven 

No. 

Dimensions 

Inside 

Dimensions 

Outside 

Door  Opening 

Height 

of 

Legs 

I 

Tray  Size 

Side 

Angles 

4"  cent. 

Width 

A 

Depth 

B 

Height 

C 

Width 

D 

Depth 

E 

Height 

F 

Width 

G 

Height 

H 

Width 

Depth 

H-  1 

24 

30 

42 

36 

34 

54 

24 

42 

12 

2314 

27 

9 

H-  2 

24 

30 

54 

36 

34 

66 

24 

54 

8 

23/ 

27 

12 

H-  3 

24 

30 

66 

36 

34 

78 

24 

66 

8 

23J4 

27 

15 

H-  4 

30 

30 

42 

42 

34 

54 

30 

42 

12 

29/ 

27 

9 

H-  5 

30 

30 

54 

42 

34 

66 

30 

54 

8 

2954 

27 

12 

H-  6 

30 

30 

66 

42 

34 

78 

30 

66 

8 

2954 

27 

15 

H-  7 

36 

30 

42 

48 

34 

54 

36 

42 

12 

3554 

27 

9 

H-  8 

36 

30 

54 

48 

34 

66 

36 

54 

8 

3554 

27 

12 

H-  9 

36 

30 

66 

48 

34 

78 

36 

66 

8 

35i/2 

27 

15 

H-10 

42 

30 

42 

54 

34 

54 

42 

42 

12 

41/ 

27 

9 

H-ll 

42 

30 

54 

54 

34 

66 

42 

54 

8 

41/ 

27 

12 

H-12 

42 

30 

66 

54 

34 

78 

42 

66 

8 

41/ 

27 

15 

H-13 

48 

30 

42 

60 

34 

54 

48 

42 

12 

47/ 

27 

9 

H-14 

48 

30 

54 

60 

34 

66 

48 

54 

8 

47/ 

27 

12 

H-15 

48 

30 

66 

60 

34 

78 

48 

66 

8 

47/ 

27 

15 

H-16 

36 

36 

42 

48 

40 

54 

36 

42 

12 

35/ 

33 

9 

H-17 

36 

36 

54 

48 

40 

66 

36 

54 

8 

35/ 

33 

12 

H-18 

36 

36 

66 

48 

40 

78 

36 

66 

8 

35/ 

33 

15 

H-19 

42 

36 

42 

54 

40 

54 

42 

42 

12 

41/ 

33 

9 

H-20 

42 

36 

54 

54 

40 

66 

42 

54 

8 

41/ 

33 

12 

H-21 

42 

36 

66 

54 

40 

78 

42 

66 

8 

41/ 

33 

15 

H-22 

48 

36 

42 

60 

40 

54 

48 

42 

12 

47/ 

33 

9 

H-23 

48 

36 

54 

60 

40 

66 

48 

54 

8 

47/ 

33 

12 

H-24 

48 

36 

66 

60 

40 

78 

48 

66 

8 

47/ 

33 

15 

in  separate  combustion  chamber  covering  entire  floor  of 
oven.  The  products  of  combustion  pass  through  the 
radiator  tubes  terminating  in  the  upper  manifold,  with 
outlets  through  the  top  of  oven  to  divertor  cap. 

Exhaust  System — Outlet  in  top  of  oven  for  removal 
of  lighter  fumes,  and  duct  on  back  wall  for  removal  of 
fumes  and  heavy  vapors  at  tray  levels. 

Fresh  Air  Supply — Through  inlets  running  through 
the  combustion  chamber,  pre-heating  air  before  entering 
the  baking  compartment. 


THE  I.H.  AIR  HEATER— INDIRECT  GAS- 
RECIRCULATING  TYPE. 

The  I.H.  Indirect  Gas  Air  Heater  is  for  processing- 
requirements  which  call  for  large  volumes  of  heated  air 
at  moderately  low  temperatures  (up  to  250  deg.  F.). 

This  heater  is  built  in  sections  rated  at  150,000 
B.T.U.’s  per  hour  input  each.  Any  number  of  such  sec¬ 
tions  may  be  assembled  to  make  one  complete  unit,  and 
a  single  fan  is  selected  to  meet  the  temperature  and  air 
requirements. 
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The  construction  of  the  heater  incorporates  an  insu¬ 
lated  housing  enclosing  the  combustion  chamber  and  in¬ 
terchanger.  The  products  of  combustion  pass  around 
the  interchanger  tubes,  which  are  staggered,  to  the  out¬ 
let  at  the  top  of  the  heater. 

Fresh  air  is  admitted  at  the  top  of  the  heater  through 
a  screened  intake,  making  four  passes  through  the  inter¬ 
changer  tubes  before  it  is  drawn  out  by  the  fan  and 
delivered  to  the  dryer.  The  By-Pass,  located  between 
the  heater  and  fan,  may  be  used  for  a  recirculating  con¬ 
nection,  or  for  admitting  fresh  air  (without  its  passing 
through  the  heater).  Air  admitted  here  is  mixed  with 
air  from  heater  for  large-volume  delivery  at  low 
temperatures. 

This  heater  is  used  for  curing  phenolic  resins,  and 
for  drying  paints,  varnishes,  and  low  temperature 
enamels.  With  the  By-Pass  connection,  fans  may  be 
selected  to  deliver  correct  volumes  of  air  for  most 
efficient  drying. 


for  a  predetermined  length  of  time  before  ignition  of 
either  the  pilot  or  main  burner  is  possible.  The  fan 
or  fans  are  provided  with  fan  switches  which  are  tied 
into  the  safety  pilot  equipment  to  insure  their  opera¬ 
tion.  Should  the  fan  or  fans  fail,  all  gas  is  immedi¬ 
ately  shut  off.  Should  pilot  flame  fail,  all  gas  is  im¬ 
mediately  shut  off.  After  such  failure  the  control 
instrument  resets  at  normal,  so  that  the  oven  must 
again  be  purged  before  ignition  can  take  place.  The 
controls  proposed  meet  the  requirements  of  the  Fac¬ 
tory  Mutual  Laboratories,  the  Board  of  Fire  Under¬ 
writers  and  the  Rules  of  the  Board  of  Standards  and 
Appeals. 

DIRECT  AS,  RECIRCULATING  TYPE  OVENS 

(.'-TYPE 

The  C-Type  ovens  are  Direct  Gas,  Recirculating 
type,  approximately  the  same  sizes  as  the  H  and  T- 
types.  In  addition  to  being  used  for  the  baking  of 


Heater 

No. 

Heater  Size 

STZES 

AND  CAPACITIES 

B.T.U.* 

Input 

Per  Hour 

Cubic  Feet  Per  Hour  Air  Delivery 
for  corresponding  Temperature  Rise 

Width 

Length 

Height 

150°  F. 

200°  F. 

250*  F. 

I.H.-l 

24" 

45" 

72" 

150,000 

46,500 

34,500 

28,000 

I.H.-2 

44" 

45" 

72" 

300,000 

93,000 

69,000 

56,000 

1.H.-3 

64" 

45" 

72" 

450,000 

139,500 

103,500 

84,000 

I.H.-4 

84" 

45" 

72" 

600,000 

186,000 

138,000 

112,000 

All  of  these  heaters  will  be  equipped  with  safety 
equipment  to  meet  the  requirements  of  the  Rules  of  the 
Board  of  Standards  and  Appeals. 

The  D.J.  Direct  Gas  Air  Heater. 

In  all  processes  such  as  drying,  enamel  or  paint  baking, 
or,  in  general,  any  process  requiring  air  in  excess  of 
that  required  to  support  combustion,  air  must  be  ad¬ 
mitted  somewhere  in  the  air  circulating  system  and 
mixed  with  the  recirculated  air  and  products  of  com¬ 
bustion.  In  the  D.J.  Air  Heater,  all  air  so  required  is 
taken  in  directly  through  the  air  heater.  It  thus  cools 
the  outer  surfaces  of  the  heater  and  utilizes  the  heat 
normally  lost  bv  radiation  for  reheating  this  “make¬ 
up”  air. 

The  alloy  steel  truncated  combustion  cones  provide  for 
low  air  velocities  at  the  burner  nozzles,  insuring  better 
combustion  and  the  full  turn-down  range  of  the  burners. 

The  D.J.  Heater  is  of  the  “pull  through”  type  so  that 
the  combustion  of  the  gas  is  not  affected  by  the  back 
pressure  in  ducts  or  in  the  work,  thus,  atmospheric 
type  burners  are  used,  eliminating  the  need  for  gas 
or  air  boosters. 

The  recirculating  fans  are  not  built  integral  with 
the  heater,  therefore  they  may  be  selected  according  to 
the  requirements  of  each  individual  job.  The  recircu¬ 
lated  air  passes  through  the  heater  in  a  straight  line 
without  any  sharp  turns  or  tortuous  passages,  so  that 
the  air  pressure  drop  through  the  heater  is  negligible. 


finishes,  it  is  also  used  for  many  other  processes,  such 
as  Core  and  Mold  baking  and  heat  treating  at  tem¬ 
peratures  up  to  approximately  1200  deg.  F.  When  used 
for  baking  finishes,  it  is  furnished  with  the  full  auto¬ 
matic  control  system,  as  described  under  “DJ  Heaters”. 
Temperature  and  Safety  Control  equipment  is  the 
same  as  for  the  T-Type  ovens,  and  the  DJ  Air  Heaters. 
All  ovens,  regardless  of  type  or  size  have  the  follow¬ 
ing  characteristics :  The  oven  walls  are  built  in  Stand¬ 
ard,  or  Triplex  Metal-Panel  construction.  The  stand¬ 
ard  panels  are  used  for  the  lower  temperatures,  or 
for  bakes  of  short  duration.  The  panels  are  made  of 
#22  gauge  black  steel  sheets  inside  and  #22  gauge 
galvanized  steel  outside.  The  insulating  material 
varies,  depending  upon  the  operating  temperature  and 
may  be  generally  classed  as  follows :  For  temperatures 
up  to  250  deg.  F. — Asbestocel  sheets,  usually  not  less 
than  1"  thick.  For  temperatures  up  to  500  deg.  F., 
Rockwool  Blankets,  usually  not  less  than  2"  thick. 
For  temperatures  above  500  deg.  F.,  the  Triplex  Panel 
is  generally  used.  This  construction  consists  of  inner 
panels  made  of  #22  gauge,  or  heavier,  black  steel 
sheets ;  outer  panels  made  of  22  gauge,  or  heavier, 
galvanized  steel  sheets,  with  a  layer  of  insulation 
separating  the  inner  and  outer  panels.  All  panels  are 
made  with  tongue  and  groove  joints  to  allow  for  ex¬ 
pansion  and  contraction  during  heating  and  cooling. 
The  insulating  materials  employed  in  the  triplex  panel 


Heater 

No. 


DIMENSIONS  OF  STANDARD  D.  J.  HEATERS 

Rated  Gas  Dimensions  in  Inches 

B.T.U.  Connec-  - - 

Input  tion  A*  B  CD  E  F  G 


H 


Weight 
—  without 
J  fan 


D.T. 

100 

100,000 

10 

12J4 

34 

2U4 

15 

35 

20 

1 

15 

3 

175 

D  j. 

150 

150,000 

1" 

12 

\3Vz 

42 

2314 

17 

39 

28 

1 

17 

3 

200 

D.J. 

250 

250,000 

154* 

14 

is  y2 

48 

2  7J4 

21 

47 

34 

\y2 

21 

3 

300 

D.J. 

500 

500,000 

u/2" 

16 

19 

54 

33 

25  -  55 

40 

154 

25 

4 

400 

Dj. 

750 

750,000 

2" 

18 

23 

60 

39 

29 

63 

46 

1 54 

29 

4 

500 

D.J. 

1,000 

1,000,000 

2 

21 

24J4 

66 

42 

32 

70 

52 

U/2 

32 

6 

900 

D.J. 

2,000 

2,000,000 

3" 

30 

33 

81 

58 

45 

89 

61 

2 

45 

8 

1200 

In  all  these  installations  full  automatic  control  is 
provided.  This  control  provides  for  purging  the  oven 


construction  will  also  vary  with  the  operating  tem¬ 
peratures.  For  temperature  up  to  approximately  800 
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deg.  F.,  the  insulation  is  Rockwool  Blankets  or  equal. 
Above  800  deg.  F.,  the  inner  panels  are  usually  made 
of  suitable  Alloy  Sheets  and  insulated  with  an  insulat¬ 
ing  material  suitable  for  the  operating  temperatures 
involved.  (Usually  Johns-Manville  Super-X  Blocks, 
or  equal.  The  outer  panels  and  the  layer  that  separates 
the  outer  and  inner  panels,  are  usually  Rockwool 
Blankets.)  Where  Rockwool  (or  Glaswool)  is  used, 
it  is  not  in  the  form  of  loose  Rockwool,  or  Glaswool, 
since  this  type  of  material  has  a  tendency  to  settle 
due  to  vibration,  and  in  time  it  would  pack  towards 
the  lower  portion  of  the  panels.  The  amount  of  ven¬ 
tilation  required  for  an  oven  bears'  absolutely  no  re¬ 
lation  to  its  physical  size.  The  rate  of  ventilation, 
particularly  in  ovens  used  for  baking  finishes,  or  any 
other  processes  where  flammable  solvent  vapors  are 
emitted,  is  computed  as  follows :  For  Batch  Loading 
ovens,  350  c.f.m.,  measured  at  70  deg.  F.  per  gallon  of 
solvent  for  a  minimum  of  20  minutes,  and  after  this 
20  minute  period  this  rate  may  be  reduced  slightly. 
For  Conveyor  ovens,  ventilation  must  be  provided  at 
the  following  rate:  10,000  c.f.m.  measured  at  70  deg. 

F.  per  gallon  of  solvent.  These  rates  of  ventilation 
provide  for  a  concentration  of  vapors  in  air  below  the 
explosive  range,  and  are  the  minimum  amounts  for 
safe  operation.  The  method  of  admitting  fresh  air  to 
the  system  and  spilling  from  the  system  must  be  so 
arranged  that  “short  circuiting”  will  not  occur.  On  all 
ovens,  except  very  large  installations,  a  single  fresh 
air  intake,  and  a  single  spill  is  all  that  is  required. 

In  processes  such  as  heat  treating,  or  where  there  are 
no  vapors  to  be  vented,  the  only  fresh  air  required, 
and  the  only  spill  that  is  required  is  in  a  sufficient 
quantity  to  maintain  proper  combustion.  In  all  of  this 
equipment,  the  burners  are  entirely  separate  from  the 
baking  space,  and  also  so  shielded  that  there  are  no 
direct  rays'  of  radiation  from  the  burner  equipment  to 
the  work  being  processed. 

INSPECTION  AND  TEST 
Inspections  and  tests  of  models  of  this  oven  were 
made  at  the  plant  of  the  applicant  and  at  the  Sharon 
Metallic  Plant,  and  the  ovens  were  found  to  operate 
as  designed  and  to  be  equipped  with  safety  controls, 
as  required  by  the  Rules  of  the  Board. 

RECOMMENDATION 

On  the  basis  of  the  foregoing  data  and  the  inspections 
and  tests,  the  Committee  on  Tests  recommends  the 
approval  under  C26-191.0z  of  the  Gehnrich  and  Gehnrich 
Gas-Fired  Industrial  Ovens,  Type  T  and  Type  H  and 
Type  C  and  the  IH  Air  Heater,  Indirect  Gas  Recirculat¬ 
ing  Type,  and  the  D.J.  Direct  Gas-Air  Heater,  provided 
the  ovens  and  appurtenances  are  installed  in  accordance 
with  the  requirements  of  Article  12  of  the  Administra¬ 
tive  Building  Code  and  the  Rules  of  the  Board  of 
Standards  and  Appeals,  and  provided,  further,  that  each 
oven  installed  shall  bear  a  label,  permanently  affixed, 
reading  “Approved  by  the  Board  of  Standards  and 
Appeals  for  Use  in  New  York  City  under  Cal.  #69- 
43-SA. 

(Sgd)  BERNARD  A.  SAVAGE, 

Commissioner, 

CHARLES  M.  BLUM, 

Commissioner, 

LESLIE  V.  HUBER, 

Chief  Engineer, 
Committee  on  Tests. 

and 

Whereas,  this  report  recommended  the  approval  of  this 
appliance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  appliance  known  as  the  Gehnrich  and 
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Gehnrich  Gas-Fixed  Industrial  Ovens,  Type  T,  Type  H 
and  Type  C  and  the  IH  Air  Heater,  Indirect  Gas  Recirculat¬ 
ing  Type  and  the  D.J.  Direct  Gas- Air  Heater,  on  condition 
that  the  appliance  be  manufactured,  installed,  used  and 
labelled  in  accordance  with  the  above  report. 


GENERAL  RESOLUTION 

671-42-GR 

APPLICANT — Board  of  Standards  and  Appeals. 
SUBJECT — Emergency  Federal  Specifications  for  Cement, 
General  Resolution,  Rescindment  of  (Prev.  adopted 
by  Board  9/15/42). 

APPEARANCES— 

L.  H.  Whiteraft,  Portland  Cement  Assn. 

ACTION  OF  BOARD — Resolution  of  September  15,  1942 
rescinded. 

THE  VOTE  TO  RESCIND  RESOLUTION  OF  SEP¬ 
TEMBER  15,  1942- 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. . .  4 

Negative:  .  0 

THE  RESOLUTION  (671-42-GR) 

Whereas,  on  September  15,  1942,  the  Board  adopted  a 
resolution  for  temporary  substitution  of  the  provisions  of 
War  Production  Board  Order  L-179  as  to  Emergency  Speci¬ 
fications  Covering  Manufacture  of  Portland  Cements  for  the 
Federal  and  A.S.T.M.  Specification  under  which  the  Board 
had  previously  tested  such  Portland  cements ;  and 
Whereas,  such  order  L-179  has  been  revoked  by  the  War 
Production  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  rescind  the  resolution  of  September  15,  1942,  in  view 
of  the  revocation  of  the  limitation  order  L-179  by  the  War 
Production  Board  on  November  25,  1944. 


Adjourned:  11:00  A. M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  12,  1944. 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 
554-44-A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Co., 
owner  (Atlantic  Basin  Iron  Works,  Inc.,  lessee). 
SUBJECT — Appeal  from  an  order  and  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — East  side  of  Conover  street, 
345  ft.  south  of  Reid  street,  (Block  611,  part  of 
Lot  1),  Pier  45,  East  River,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  L.  E.  Driver  and  C.  E.  Hicks. 
For  Administration :  T.  A.  Wilson  and  Thomas  A. 

Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (554-44-A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Company, 
owner  (Atlantic  Basin  Iron  Works,  Inc.,  lessee),  filed 
September  29,  1944,  an  appeal  from  an  order  and  decision 
of  the  fire  commissioner,  affecting  Pier  45,  East  side  of 
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Conover  street,  345  it.  south  of  Reid  street  (Block  611, 
part  of  Lot  1),  East  River,  Borough  of  Brooklyn;  and 

Whereas,  order  8936-LF,  issued  by  the  fire  commissioner, 
June  8,  1942  and  referred  to  in  a  decision  of  the  fire  com¬ 
missioner  dated  September  1,  1944,  reads : 

“6.  Provide  10"  x  10"  hose  openings  in  every  bay 
at  intervals  of  25'  in  the  pier  floor  properly  protected 
by  a  hinge  cover,  equivalent  in  strength  to  floor  of 
the  pier,  or  any  approved  form  of  fire  extinguishment 
in  the  substructure.  Cl 9-1 61 .0  Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  pier  is  1  story 
(30  ft.)  in  height,  50  ft.  by  632  ft.  in  area,  of  class  5 
construction,  erected  in  1918,  located  in  an  unrestricted 
use,  A  area  district  and  used  for  the  repair  and  servicing 
of  vessels — 100  persons ;  and 

Whereas,  the  applicant  contends  as  to  item  6  of  the 
fire  commissioner’s  order,  that  this  requirement  is  one  part 
of  specifications  which  have  been  devised  for  consrtuction 
and  protection  of  piers  by  fire  prevention  authorities ;  that 
the  deck  holes  constitute  but  a  part  of  a  complete  arrange¬ 
ment  which  include  fire  walls,  fire  stops,  fire  hatches,  etc. ; 
that  the  requirement  for  the  installation  of  fire  stops  has 
been  rescinded  for  the  duration  of  the  war,  because  of  the 
strategic  value  of  materials  required ;  that  since  these  and 
other  comj)onent  installations  have  been  deferred,  it  seems 
futile  to  require  installation  of  deck  openings  at  this  time ; 
that  in  connection  with  the  deck  hole  installations,  the  main¬ 
tenance  of  an  elaborate  aisle  space  arrangement  would  be 
required,  with  a  consequent  reduction  of  storage  space; 
that  the  reduction  of  usable  deck  space  on  a  pier  which 
would  result  from  the  installation  as  required,  would  make 
the  pier  practically  useless  for  repair  and  storage  pur¬ 
poses;  that  in  addition,  if  these  openings  are  provided  with 
hinged  covers,  they  will  be  difficult  to  maintain,  easily 
opened,  and  when  missing,  will  constitute  a  source  of  acci¬ 
dents  and  a  means  of  spreading  fire  between  the  substruc¬ 
ture  and  the  superstructure;  that  the  alternate  offered  by 
the  fire  commissioner’s  order  of  an  approved  fire  extinguish¬ 
ing  system  leaves  only  the  special  monorail  system  which 
is  a  patented  expensive  installation ;  that  even  with  such 
an  installation,  there  appears  to  be  no  sound  reason  why  each 
tiier  owner  should  be  required  to  do  more  than  install  the 
rails  necessary  for  its  operation,  since  the  nozzles  should 
be  part  of  the  Fire  Department  equipment. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Order  8936-LF,  Objection  6,  be  and  it  hereby  is 
affirmed  and  that  the  appeal  be  and  it  hereby  is  denied. 


S55-44-A 

APPLICANT— L  E.  Driver,  for  New  York  Dock  Co., 
owner  (Arundel  Corporation,  lessee). 

SUBJECT — Appeal  from  an  order  and  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— South  side  of  Fulton  street, 
150  ft.  west  of  Furman  street  (Block  199,  part  of 
Lot  3),  Pier  3,  East  River,  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 
For  Administration :  T.  A.  Wilson  and  Thomas 
A.  Larkin.  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative;  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (555-44-A) 

Whereas,  L.  E.  Driver,  for  New  York  Dock  Company, 
owner  (Arundel  Corporation,  lessee),  filed  September  29, 
1944,  an  appeal  from  an  order  and  decision  of  the  fire  com¬ 
missioner  affecting  Pier  3,  south  side  of  Fulton  street,  150 
ft.  west  of  Furman  street  (Block  199,  part  of  Lot  3),  East 
River,  Borough  of  Brooklyn ;  and 
Whereas,  order  8921-LF,  issued  by  the  fire  commissioner, 


June  8,  1942  and  referred  to  in  a  decision  of  the  fire  com¬ 
missioner  dated  September  l,  1944,  reads : 

“2.  Provide  10"  x  10"  hose  openings  in  every  bay 
at  intervals  of  25'  in  the  pier  floor  properly  protected 
by  a  hinge  cover,  equivalent  in  strength  to  floor  of 
pier,  or  any  approved  form  of  fire  extinguishment  in 
the  substructure.  C19- 161.0  Adm.  Code.” 

and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
(25  ft.)  in  height,  61  ft.  by  282  ft.  in  area,  of  class  5 
construction,  erected  prior  to  1880,  located  in  an  unrestricted 
use,  A  area  district  and  used  since  1929  for  the  repair 
and  storage  of  dredge  equipment — 85  persons  on  the  1st 
story  and  15  persons  in  the  penthouse;  and 

Whereas,  the  applicant  contends  as  to  item  2  of  the  fire 
commissioner’s  order,  that  is  one  of  the  requirements  de¬ 
vised  for  construction  and  protection  of  piers  by  fire  pre¬ 
vention  authorities;  that  the  deck  holes  constitute  but  a 
part  of  a  complete  arrangement  which  include  fire  walls, 
fire  stops,  fire  hatches,  etc. ;  that  the  requirement  for  the 
installation  of  fire  stops  has  been  rescinded  for  the 
duration  of  the  war,  because  of  the  strategic  value  of  ma¬ 
terials  required ;  that  since  these  and  other  component 
installations  have  been  deferred,  it  seems  futile  to  require 
installation  of  deck  openings  at  this  time;  that  in  connec¬ 
tion  with  the  deck  hole  installations,  the  maintenance  of 
an  elaborate  aisle  space  arrangement  would  be  required, 
with  a  consequent  reduction  of  storage  space;  that  the  re¬ 
duction  of  usable  deck  space  on  a  pier  which  would  result 
from  the  installation  as  required,  would  make  the  pier 
practically  useless  for  repair  and  storage  purposes ;  that  in 
addition,  if  these  openings  are  provided  with  hinged  covers, 
they  will  be  difficult  to  maintain,  easily  opened,  and  when 
missing  will  constitute  a  source  of  accidents  and  a  means 
of  spreading  fire  between  the  substructure  and  the  super¬ 
structure;  that  the  alternate  offered  by  the  fire  commission¬ 
er’s  order  of  an  approved  fire  extinguishing  system  leaves 
only  the  special  monorail  system  which  is  a  patented  ex¬ 
pensive  installation;  that  even  with  such  an  installation, 
there  appears  t&  be  no  sound  reason  why  each  pier  owner 
should  be  required  to  do  more  than  install  the  rails  neces¬ 
sary  for  its  operation  since  the  nozzles  should  be  part  of 
the  Fire  Department  equipment. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  8921-LF,  Objection  2,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 


672-44-A 

APPLICANT — Sidney  L.  Strauss,  for  Young  Men’s  and 
Young  Women’s  Hebrew  Assn.,  owner. 

SUBJECT — Appeal  from  decisions  of  the  fire  commissioner. 
PREMISES  AFFECTED — 573-581  Bedford  avenue,  north¬ 
east  comer  of  Keap  street  (penthouse) ;  (Block 
2193,  Lot  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (672-44-A) 

Whereas,  Sidney  L.  Strauss,  for  Young  Men’s  and 
Young  Women’s  Hebrew  Association,  owner,  filed  Novem¬ 
ber  24,  1944,  an  appeal  from  decisions  of  the  fire  com¬ 
missioner  affecting  premises  573-581  Bedford  avenue,  north¬ 
east  corner  of  Keap  street  (Block  2193,  Lot  1),  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
June  8,  1944  reads: 

“1.  Install  an  adequate  closed  circuit  fire  alarm  in 
accordance  with  the  attached  approved  layout.” 

and 
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Whereas,  the  decision  of  the  fire  commissioner  dated 
October  27,  1944  reads : 

“Your  request  for  an  acceptance  of  the  present  sub¬ 
standard  fire  alarm  system  in  the  above  mentioned 
premises  is  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3  stories 
and  penthouse  (50  ft.)  in  height,  100  ft.  by  100  ft.  in  area, 
of  class  1  construction,  erected  in  1913,  located  in  a  resi¬ 
dence  use,  C  area  class  1  height  district  and  used  and 
occupied :  cellar — boiler  room  and  storage ;  first  floor — 
recreation  room  and  office ;  2nd  floor — recreation  room ; 
3rd  floor — recreation  room  ;  penthouse — banquet  room  ;  that 
no  change  in  use  or  occupancy  is  proposed,  except  that  the 
penthouse  will  be  changed  to  a  day  nursery — 45  persons ; 
that  the  building  is  equipped  with  a  standpipe  system,  two 
interior  fireproof  stairs  from  the  roof  to  the  street,  one 
3  ft.  6  in.  wide  and  the  other  3  ft.  10  in.  wide,  and  one 
fire  escape,  at  the  east  side  of  the  building,  leading  to  the 
yard  by  stairs  with  egress  to  the  street  through  a  fireproof 
passage ;  that  windows  and  doors  on  the  course  of  the  fire 
escape  are  fireproof,  self-closing ;  and 

Whereas,  the  applicant  contends  that  a  need  was  estab¬ 
lished  for  a  day  nursery  in  this  area  and  it  has  been  in¬ 
cluded  in  the  program  of  the  Mayor’s  Committee  on  War¬ 
time  Care  of  Children;  that  space  on  the  penthouse  floor, 
as  indicated  on  plans  filed  with  this  appeal,  was  utilized  for 
the  nursery ;  that  application  was  made  for  acceptance 
of  these  premises'  as  a  day  nursery  for  45  children  and  in¬ 
spection  was  made ;  that  the  building  is  now  equipped  with 
a  sub-standard  fire  alarm  system  with  a  6  in.  gong  on 
each  floor  with  break-glass  stations  below  each  of  the 
gongs ;  that  in  addition,  there  are  separate  controls  in  the 
main  office  on  the  1st  floor  from  which  point  a  gong  on 
any  floor  may  be  sounded  or  all  of  the  gongs  in  the  build¬ 
ing  sounded  ;  it  is  respectfully  requested  that  a  variation  of 
the  requirements  be  granted  and  that  the  present  sub-stand¬ 
ard  fire  alarm  system,  which  is  in  perfect  working  order, 
be  accepted. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
October  27,  1944,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
sub-standard  closed-circuit  fire  alarm  system  shall  be  main¬ 
tained  on  all  floors,  to  the  satisfaction  of  the  fire  commis¬ 
sioner;  that  fire  drills  shall  be  maintained  for  the  day 
nursery,  not  less  than  once  every  two  weeks  under  the 
supervision  of  trained  employees  and  that  a  record  of  such 
fire  drills  shall  be  maintained  on  the  premises;  that  the 
number  of  children  occupying  the  day  nursery  shall  at  no 
time  exceed  60  ;  that  such  portable  fire  extinguishers  shall 
be  installed  and  maintained  within  the  kitchen  space  and 
other  spaces  deemed  necessarj/  by  the  fire  commissioner  as 
he  shall  direct:  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


673-44-A 

APPLICANT — Sidney  L.  Strauss,  for  Bay  Ridge  Day 
Nursery,  Inc.,  owner. 

SUBJECT — Appeal  from  an  order  and  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 322  44th  street,  south  side,  150 
ft.  east  of  3rd  avenue  (front  and  rear  buildings)  ; 
(Block  737,  Lot  16),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (673-44-A) 

Whereas,  Sidney  L.  Strauss,  for  Bay  Ridge  Day  Nursery. 
Inc.,  owner,  filed  November  24,  1944.  an  appeal  from  an 


order  and  decision  of  the  fire  commissioner,  affecting  322 
44th  street,  south  side,  150  ft.  east  of  3rd  avenue  (front 
and  rear  buildings)  ;  (Block  737,  Lot  16),  Borough  of 
Brooklyn  ;  and 

Whereas,  Order  11716-LF,  issued  by  the  fire  commis¬ 
sioner,  dated  December  17,  1943,  reads: 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules'  of  the  Board  of 
Standards  and  Appeals,  and  the  enclosed  approved  lay¬ 
out.  Section  487-e-2.0  -C-l-A  Administrative  Code.” 

and 

Whereas,  said  order1  was  referred  to  in  a  decision  of 
the  fire  commissioner  dated  October  27,  1944;  and 

Whereas,  the  applicant  states  that  the  building  at  the 
front  of  the  lot  is  45  ft.  6  in.  by  52  ft.  in  area,  one  story 
(15  ft.)  in  height,  and  at  the  rear  50  ft.  by  18  ft.  in 
area,  one  story,  (15  ft.)  in  height,  both  of  Class  3  con¬ 
struction;  erected  1935;  located  in  a  residence  use,  C  area. 
Class  1  height  district  and  used  and  occupied  since  1935 
as  follows :  cellar — front,  boiler  room  and  coal  storage ; 
1st  floor- — front,  day  nursery,  56  persons,  rear,  storage; 
proposed  to  be  used  and  occupied  as  follows :  cellar — front, 
same;  first  floor — front,  same;  1st  floor — rear,  day  nursery, 
15  persons ;  and 

Whereas,  Certificate  of  Occupancy  76592,  issued  Septem¬ 
ber  17,  1935,  on  N.B.  Permit  4066-35,  permits  the  use  of 
the  front  building  as  a  day  nursery  for  56  children;  and 

Whereas,  the  applicant  contends  that  in  lieu  of  the  re¬ 
quired  electric  fire  alarm  system,  it  is  requested  that  a 
variance  be  granted,  to  permit  the  installation  of  two  6  in. 
vibrating  bells,  one  located  in  the  rear  building  and  one 
in  the  front  building,  as  indicated  on  plans  filed  with  this'  ap¬ 
peal,  with  push  button  located  in  the  office  at  the  front  of  the 
front  building  and  at  the  front  of  the  rear  building,  as  indi¬ 
cated  on  plans  filed  with  this  appeal ;  it  is  proposed  that  the 
bell  system  to  be  installed,  be  actuated  by  two  sets  of  dry  bat¬ 
teries,  located  in  a  wood  protecting  box,  painted  red,  and 
that  the  wiring  from  the  push  buttons  to  the  bells  be  per¬ 
mitted  to  be  exposed  bell  wire. 

Resolved,  that  the  order  of  the  fire  commissioner,  acting 
on  Order  11716-LF,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  sub-standard  fire  alarm  system  shall  be  maintained  sub¬ 
stantially  as  proposed  and  to  the  satisfaction  of  the  fire 
commissioner ;  that  fire  drills  shall  be  maintained  at  least 
once  in  every  two  weeks  under  the  supervision  of  qualified 
attendants,  and  that  a  record  of  such  fire  drills  shall  be 
maintained  on  the  premises;  that  a  second  means  of  exit 
shall  be  provided  from  the  rear  playroom,  which  may  be 
by  means  of  steps  to  the  lot  line  rear  window  or  an  addi¬ 
tional  door  to  the  front ;  that  the  door  to  the  kitchen  in 
(lie  front  building  shall  be  maintained;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire  com¬ 
missioner  shall  direct;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules  and 
regulations  applicable  thereto. 


674-44-A 

APPLICANT — Sidney  L.  Strauss,  for  T.  H.  Karafield, 
owner  (Young  Women’s  Hebrew  Assn.,  lessee). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED— 3102-3108  Mermaid  avenue  and 
2912  West  31st  street,  southwest  corner  (1st  and 
2nd  floors)  ;  (Block  7049,  Lot  11),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 
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THE  RESOLUTION  (674-44-A) 

Whereas,  Sidney  L.  Strauss,  for  T.  H.  Karafield,  owner 
(Young  Women’s  Hebrew  Assocation,  lessee),  filed  No¬ 
vember  24,  1944,  an  appeal  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  3102-3108  Mermaid  avenue  and 
2912  West  31st  street,  southwest  comer  (1st  and  2nd 
floors)  ;  (Block  7049,  Lot  11),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
October  27,  1944,  reads  : 

“In  reply  to  your  letter  of  September  27th,  you  are 
advised  that  it  will  be  necessary  for  you  to  install  an 
approved  interior  fire  alarm  system  in  the  above  men¬ 
tioned  premises  before  any  approval  will  be  issued  by 
this  Department  for  the  care  of  the  number  of  children 
proposed  in  the  application  which  is  45.” 

and 

Whereas,  the  applicant  states  the  building  is  2  stories 
(34  ft.)  in  height;  76  ft.  by  57  ft.  7  in.  in  area;  of  Qass 
3  construction ;  erected  1929 ;  located  in  a  business  use,  C 
area,  Class  1  height  district  and  used  and  occupied  since 
1929  as  follows:  cellar,  ordinary;  1st  floor,  bakery  and 
stores,  14  persons ;  2nd  floor,  dance  hall  and  catering,  200 
persons ;  proposed  to  be  used  and  occupied  as  follows :  cel¬ 
lar,  same;  1st  floor,  playroom,  and  stores,  25  persons;  2nd 
floor,  playroom  and  kitchen,  60  persons ;  that  the  building 
is  equipped  with  two  interior  fireproof  stairs,  6  ft.  wide, 
extending  directly  to  the  street  and  provided  with  a  scuttle 
to  the  roof ;  that  there  is  also  one  exterior  stairs  on  the 
south  side  of  building,  leading  to  the  street  through  an  open 
passageway ;  that  windows  and  doors  on  the  course  of  the 
exterior  stairs  are  fireproof,  self-closing;  and 
Whereas,  Certificate  of  Occupancy  56443,  issued  June  12, 
1929,  permits  the  present  use  and  occupancy  and  indicates 
that  the  building  is  designed  for  a  live  load  of  120  lbs.  on 
each  of  the  1st  and  2nd  stories;  and 

Whereas,  the  applicant  contends  that  a  need  has  been 
established  in  this  area  for  a  day  nursery  and  it  is  proposed 
in  the  program  of  the  Mayor’s  Committee  on  Wartime  Care 
of  Children  to  use  a  portion  of  the  1st  floor  and  the  entire 
2nd  floor  of  the  building  in  question  as  a  day  care  center ; 
that  the  portion  of  the  1st  floor  to  be  used  will  be  for  chil¬ 
dren  in  the  age  group  from  2  to  6  years ;  that  in  lieu  of 
the  approved  interior  electric  fire  alarm  system  required  to 
be  installed  by  the  Fire  Commissioner,  it  is  proposed  to  in¬ 
stall  a  6  in.  vibrating  bell  on  each  floor,  with  a  push  button 
directly  below  and  a  push  button  in  the  main  entrance  hall, 
to  actuate  both  bells  and  that  the  system  will  be  supplied 
from  dry  batteries  installed  in  a  wood  case  painted  Fire 
Department  red. 

Resolved,  that  the  decision  of  the  fire  commissioner,  dated 
October  27,  1944,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
substandard  fire  alarm  system,  substantially  as  proposed 
with  a  6  in.  or  8  in.  vibrating  gong,  shall  be  maintained  to 
the  satisfaction  of  the  fire  commissioner ;  that  drills  shall 
be  held  not  less  than  once  in  two  weeks  under  the  super¬ 
vision  of  competent  attendants  and  that  a  record  of  such 
fire  drills  shall  be  maintained  on  the  premises ;  that  such 
portable  fire  fighting  appliances  shall  be  maintained  in  such 
places  as  the  fire  commissioner  shall  direct ;  that  a  second 
means  of  exit  from  the  playroom  on  the  1st  floor  shall  be 
maintained,  which  may  consist  either  of  a  door  leading 
directly  to  West  31st  street  or  a  door  not  less  than  two  ft. 
in  width,  leading  from  the  pantry  to  the  hall ;  that  the 
ceiling  of  the  cellar  shall  be  fire  retarded  throughout;  that 
in  all  other  respects,  the  building  and  occupancy  shall  com¬ 
ply  with  all  laws,  rules  and  regulations  applicable  thereto. 


675-44-A 

APPLICANT — Sidney  L.  Strauss,  for  Charles  Lindenauer, 
owner  (Upper  Williamsburg  Neighborhood  Center, 
lessee). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 


PREMISES  AFFECTED — 309  Hart  street,  north  side,  270 
ft.  west  of  Lewis  avenue  (1st  and  2nd  floors); 
(Block  1591,  Lots  57  and  58),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  o 

THE  RESOLUTION  (675-44-A) 

Whereas,  Sidney  L.  Strauss,  for  Charles  Lindenauer, 
owner  (Upper  Williamsburg  Neighborhood  Center,  lessee), 
filed  November  24,  1944,  an  appeal  from  a  decision  of  the 
fire  commissioner,  affecting  premises  309  Hart  street,  north 
side,  270  ft.  west  of  Lewis  avenue  (1st  and  2nd  floors); 
(Block  1591,  Lots  57  and  58),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
September  1,  1944,  reads : 

“1.  Provide  interior  fire  alarm  for  proposed  use.” 

and 

Whereas,  said  decision  was  referred  to  in  a  decision  of 
the  fire  commissioner  dated  October  27,  1944,  which  reads : 

“This  is  to  advise  you  that  your  request  for  a  re¬ 
issuance  of  recommendation  issued  by  this  Department 
requiring  an  interior  fire  alarm  system  must  be  denied.” 

and 

Whereas,  the  applicant  states  that  the  building  is  three 
stories  and  cellar  (30  ft.)  in  height;  20  ft.  by  73  ft.  in 
area;  of  Class  3  construction;  erected  1927;  located  in  a 
residence  use,  C  area,  Class  1  height  district  and  used 
and  occupied  since  1927  as  a  club  house  and  proposed  to 
be  used  and  occupied  as  follows:  cellar,  boiler  room  and 
coal  storage ;  1st  and  2nd  floors,  nursery,  play  area  and 
office,  total — -45  persons  combined,  3rd  floor,  community 
rooms,  15  persons;  roof  recreation  area,  15  persons;  that 
the  building  is  equipped  with  one  4  ft.  wide  fireproof  stairs 
from  the  roof  to  the  street  and  one  fire  escape  at  the 
rear  west  side,  leading  to  the  roof  by  a  stair  and  to  the 
yard  by  a  stair  with  egress  to  the  street  through  the  ad¬ 
joining  property  under  same  ownership;  and 

Whereas,  Certificate  of  Occupancy  44772,  issued  June  8, 
1927  permits  the  use  of  the  building  throughout  as  a  club 
house ;  and 

Whereas,  the  applicant  contends  that  the  building  is 
being  altered  to  include  a  day  nursery  for  45  children  on 
the  1st  and  2nd  floors;  that  this  nursery  is  included  in  the 
program  of  the  Mayor’s  Committee  on  Wartime  Care  of 
Children ;  that  the  Fire  Department  has  recommended  the 
installation  of  an  interior  fire  alarm  system  ;  that  the  nurs¬ 
ery  portion  of  the  building  will  be  confined  to  the  1st 
and  2nd  floors  and  it  is  proposed  to  install  a  6  in.  vibrating 
hell  on  each  of  the  1st  and  2nd  floors,  with  a  push  button 
directly  below  and  separate  push  button  controls  in  the 
office  on  the  1st  floor;  that  the  system  will  be  a  low  ten¬ 
sion  system  fed  from  dry  batteries  installed  in  a  wood  case 
painted  Fire  Department  red* 

Resolved ,  that  the  decision  of  the  fire  commissioner, 
dated  September  1,  1944,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  substandard  fire  alarm  system  shall  be 
maintained  substantially  as  proposed  and  to  the  satisfac¬ 
tion  of  the  fire  commissioner;  that  fire  drills  shall  be  held 
not  fess  than  once  every  two  weeks  under  the  supervision 
of  competent  attendants,  and  that  a  record  of  such  fire 
drills  shall  he  maintained  on  the  premises;  that  the  skylights 
appearing  on  the  roof  shall  be  glazed  with  wire  glass; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to;  that  such  portable  fire  fighting  appliances  shall  be  main¬ 
tained  in  such  port'ens  of  the  building  as  the  fire  commis¬ 
sioner  deems  necessary. 
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696-44-A 

APPLICANT — Sidney  L.  Strauss,  for  East  Flatbush  Com¬ 
munity  Center,  owner  (United  Community  Council 
Day  Nursery,  lessee). 

SUBJECT — Appeal  from  an  order  and  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 661-673  Linden  boulevard, 
northwest  corner  of  Schenectady  avenue  (3rd 
floor)  ;  (Block  4867,  Lot  25),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration :  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (696-44-A) 

Whereas,  Sidney  L.  Strauss,  for  East  Flatbush  Com¬ 
munity  Center,  owner  (United  Community  Council  Day 
Nursery,  lessee),  filed  November  24,  1944  an  appeal  from 
an  order  of  the  fire  commissioner,  affecting  premises  661- 
673  Linden  boulevard,  northwest  corner  of  Schenectady  ave¬ 
nue  (3rd  floor)  ;  Block  4867,  Lot  25),  Borough  of  Brooklyn; 
and 

Whereas,  order  13722-LF  issued  by  the  fire  commissioner, 
dated  October  30,  1944,  reads : 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  Board  of 
Standards  and  Appeals,  and  the  enclosed  approved  lay¬ 
out,  Rules  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  applicant  states  that  the  building  is  3 
stories  and  penthouse  (52  ft.  3  in.)  in  height,  45  ft.  by 
111  ft.  irregular  in  area,  of  class  3  construction,  erected 
in  1928,  located  in  a  residence  use,  C  area,  class  1  district 
and  used  and  occupied :  cellar — athletics  and  boiler — 20  per¬ 
sons  ;  basement — kitchen — 1  person ;  1st  floor — religious  and 
social — 61  persons  ;  2nd  floor — Sunday  school — 100  persons ; 
3rd  floor — gymnasium  and  caretaker— 40  persons ;  penthouse 
and  roof — fan  room  and  storage — no  persons ;  proposed  to 
be  used  and  occupied  as  follows:  cellar — same;  basement — 
kitchen— 2  persons;  1st  floor — same;  2nd  floor — same;  3rd 
floor — nursery  and  caretaker — 50  persons ;  penthouse  and 
roof — fan  room,  storage  and  roof  play  area— 15  persons ; 
that  the  building  is  equipped  with  an  approved  standpipe 
system,  one  4  ft.  wide  fireproof  stairs  from  the  roof  to 
the  street  and  one  fire  escape  at  the  rear,  leading  to  the 
street  by  an  open  passageway  at  grade  level  from  its  ter¬ 
mination  in  the  yard  by  stairs ;  and 

Whereas,  Certificate  of  Occupancy  59069  issued  Decem- 
l>er  23,  1929,  permits  the  following  use  and  occupancy: 
cellar — boiler  and  athletic  rooms — 20  persons ;  basement 
mezzanine — kitchen  and  toilets — 1  person  ;  1st  floor — reli¬ 
gious  and  social — 61  persons ;  2nd  floor — Sunday  School — 
100  persons;  3rd  floor — gymnasium  and  janitor’s  apartment 
— 2  persons ;  40  lb.  liveload  ;  penthouse — gymnasium — 40 
persons,  storage  and  fan  room — no  persons ;  and 

Whereas,  the  applicant  contends  that  the  building  was 
erected  as  a  community  building;  that  it  was  determined 
that  there  was  a  need  in  this  area  for  a  day  nursery  for 
50  children  and  it  was  included  in  the  program  of  the 
Mayor’s  Committee  on  the  Wartime  Care  of  Children ;  that 
after  inspections,  the  Fire  Department  recommended  the 
installation  of  an  interior  fire  alarm  system,  due  to  the  fact 
that  more  than  30  children  are  to  occupy  the  premises ;  that 
the  building  is  equipped  with  an  alarm  system  consisting  of 
a  4  in.  vibrating  bell  on  each  floor,  controlled  from  a  series 
of  push-buttons  located  in  the  main  office  on  the  1st  floor ; 
it  is  requested  that  a  variation  of  the  requirements  be 
granted,  to  permit  the  acceptance  of  the  existing  installa¬ 
tion  in  lieu  of  an  approved  interior  fire  alarm  system. 

Resolved,  that  the  order  of  the  fire  commissioner,  act¬ 


ing  on  Order  13722-LF,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  substandard  fire  alarm  system  shall  be  maintained 
substantially  as  proposed  and  to  the  satisfaction  of  the  fire 
commissioner;  that  drills  shall  be  held  not  less  than  once 
in  two  weeks  under  the  supervision  of  qualified  attendants; 
that  in  all  other  respects,  the  building  and  occupancy  shall 
comply  with  all  laws,  rules  and  regulations  applicable  there¬ 
to  ;  that  such  portable  fire  fighting  appliances  shall  be  main¬ 
tained  in  such  spaces  as  the  fire  commissioner  deems  neces¬ 
sary;  that  an  additional  means  of  exit  from  the  roof  play 
area  shall  be  provided,  which  may  be  by  means  of  a  door 
from  the  roof  play  area  or  the  storage  room  leading  there¬ 
from  through  the  wall  and  across  the  roof  to  the  rear 
fire  escape  by  means  of  a  stair  from  the  roof  to  the  exit, 
shall  be  available  to  the  rear  yard  and  thence  across  prop¬ 
erty  under  the  same  ownership,  as  indicated  on  plans  filed 
with  this  appeal  dated  November  24,  1944. 


296-43-A 

APPLICANT — Arnold  W.  Lederer,  for  Estate  of  P.  F.  T. 
Hansen,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution —  re  appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  previously 
granted  on  condition. 

PREMISES  AFFECTED — 336  Greenwich  street,  west 
side,  26  ft.  5  in.  north  of  Jay  street  (Block  182, 
Lot  16),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  u 

THE  RESOLUTION  (296-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  336  Greenwich  street,  west 
side,  26  ft.  5  in.  north  of  Jay  street  (Block  182,  Lot  16), 
Borough  of  Manhattan,  was  granted  by  the  Board  on  July 
27,  1943,  on  certain  conditions  and  the  resolution  was 
amended  on  September  21,  1943,  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  27,  1943,  as 
amended  by  resolution  adopted  September  21,  1943,  so  that 
as  amended,  the  resolution  shall  read : 

“granted  for  a  term  of  two  years  from  the  date  of 
this  amended  resolution,  to  permit  the  continuance  of 
the  existing  marquee,  on  conditioyi  that  no  part  of  the 
marquee  shall  be  within  two  (2)  feet  of  the  existing 
curb  and  shall  be  cut  back,  so  that  no  part  of  it  shall 
he  within  2  feet  of  the  proposed  curb  when  said  curb 
is  installed  ;  that  the  drainage  of  the  marquee  may  be 
as  now  provided,  provided  the  downspout  is  located  so 
as  to  drop  to  the  gutter,  to  the  satisfaction  of  the 
borough  superintendent.” 


297-43-A 

APPLICANT — Arnold  W.  Lederer,  for  Estate  of  Peter 
F.  T.  Hansen,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  borough  superintendent,  previously 
granted  on  condition. 

PREMISES  AFFECTED — 356  Greenwich  street,  west 
side,  75  ft.  10  in.  south  of  Franklin  street  (Block 
183,  Lot  14),  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Arnold  W.  Lederer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU- 
TION — 

Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 

THE  RESOLUTION  (297-43-A) 

Whereas,  this  appeal  from  a  decision  of  the  borough 
superintendent,  affecting  premises  356  Greenwich  street,  west 
side,  75  ft.  10  in.  south  of  Franklin  street  (Block  183,  Lot 
14),  Borough  of  Manhattan,  was  granted  by  the  Board  on 
July  27,  1943,  on  certain  conditions  and  the  resolution  was 
amended  on  September  21,  1943;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  July  27,  1943,  as 
amended  by  resolution  adopted  September  21,  1943,  so  that 
as  amended,  the  resolution  shall  read : 

"granted  for  a  term  of  two  years  from  the  date  of 
this  amended  resolution,  to  permit  the  continuance  of 
the  existing  marquee,  on  condition  that  no  part  of  the 
marquee  shall  be  within  two  (2)  feet  of  the  existing 
curb  and  shall  be  cut  back,  so  that  no  part  of  it 
shall  be  within  2  feet  of  the  proposed  curb  when  said 
curb  is  installed ;  that  the  drainage  of  the  marquee  may 
be  as  now  provided,  provided  the  downspout  is  located 
so  as  to  drip  to  the  gutter,  to  the  satisfaction  of  the 
borough  superintendent ;  that  in  all  other  respects,  the 
marquee  shall  comply  with  the  requirements  therefor, 
and  shall  be  continued  as  above  permitted  only  during 
the  time  the  street  floor  is  occupied  by  the  concern  deal¬ 
ing  in  food  products  at  wholesale.” 


187-33-A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  for  compliance — re  Appeal  from 
orders  of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  #38,  Clinton  Wharf,  At¬ 
lantic  Basin  (Block  515,  part  of  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 
For  Administration :  T.  A.  Wilson  and  Thomas  A. 
Larkin.  Fire  Dep’t. 

ACTION  OF  BOARD— Appeal  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunnn  4 
Negative :  .  0 

THE  RESOLUTION  (187-35-A) 

Whereas,  this  appeal  from  a  decision  of  the  commissioner 
of  buildings,  affecting  Pier  No.  38,  Clinton  V  harf,  Atlantic 
Basin  (Block  515,  part  of  Lot  1),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  November  26,  1935.  on  certain  con¬ 
ditions  and  time  extended  from  time  to  time,  to  obtain  per¬ 
mits  and  complete  the  work,  the  last  such  extension  being 
on  November  30,  1943  and  the  applicant  requested  a  further 
extension  of  time  for  compliance  of  the  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  November  26.  1935, 
only  so  far  as  it  has  reference  to  the  time  within  which  the 
8-inch  main  hereinbefore  required  shall  be  installed,  so  that 
as  amended,  this  portion  of  the  resolution  shall  read : 


“that  in  view  of  statement  by  the  applicant  that  the 
material  is  now  in  hand  and  the  work  in  process  and 
will  be  presently  complete,  that  all  work  shall  be  com¬ 
pleted  within  six  (6)  months  from  the  date  of  this 
amended  resolution.” 


145-32-A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — Pier  #5,  East  River,  between 
Fulton  and  Montague  streets  (Block  199,  part  of 
Lot  3),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration:  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (145-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #5,  East  River,  between 
Fulton  and  Montague  streets  (Block  199,  part  of  Lot  3), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  April 
22,  1932,  on  certain  conditions,  with  reference  to  an  order 
of  the  Fire  Commissioner  as  to  a  standpipe  system  and 
sprinkler  system ;  and 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service ;  and 

Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  additional  orders  of  the  Fire  Com¬ 
missioner,  namely,  Order  8754-LF,  dated  May  18,  1942, 
Ttem  7,  reading:  “Provide  10"  x  10"  hose  openings  in 
every  bay  at  intervals  of  25  feet  in  the  pier  floor,  properly 
protected  by  a  hinge  cover  equivalent  in  strength  to  floor 
of  the  pier,  or  any  approved  form  of  fire  extinguishment 
in  the  sub-structure,”  and  Order  8181-LF,  dated  February 
26,  1942,  Item  1,  reading:  “Install  an  approved  dry  auto¬ 
matic  sprinkler  system  throughout  pier,  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as  per  Ar 
tide  16,  Chapter  26,  Adm.  Code,  and  resolution  Board  of 
Standards  and  Appeals,  Calendar  145-32-A.  Plans  to  be 
filed  with  and  approved  by  the  Department  of  Housing 
and  Buildings  before  work  on  such  system  is  commenced. 
C19-161.0  Adm.  Code”;  and 
Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  orders  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  orders 
should  be  complied  with. 

Resoh'ed,  that  the  request  to  reopen  the  api>eal  and  re¬ 
scind  or  suspend  the  orders  of  the  Fire  Commissioner  be 
and  it  hereby  is  denied. 


153-32-A 

APPLICANT— L.  E.  Driver,  for  New  York  Dock  Co., 
owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED — Pier  #8,  East  River,  between 
Fulton  and  Montague  streets  (Block  199,  part  of 
Lot  3),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  L.  E.  Driver  and  C.  F..  Hicks. 

For  Administration:  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 


1075 


MINUTES 


ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  T9  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 


THE  RESOLUTION  (153-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #8,  East  River,  between 
Fulton  and  Montague  streets  (Block  199,  part  of  Lot  3), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  April 
22,  1932,  on  certain  conditions,  with  reference  to  an  order 
of  the  Fire  Commissioner  as  to  a  standpipe  system  and 
sprinkler  system ;  and 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service;  and 

Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  additional  orders  of  the  Fire  Commis¬ 
sioner,  namely,  Order  8865-LF,  dated  June  1,  1942,  Item  7, 
reading:  “Provide  10"  x  10"  hose  openings  in  every  bay 
at  intervals  of  25  feet  in  the  pier  floor,  properly  protected  by 
a  hinge  cover  equivalent  in  strength  to  floor  of  the  pier,  or 
any  approved  form  of  fire  extinguishment  in  the  sub-struc¬ 
ture”,  and  Order  8193-LF,  dated  February  27,  1942,  Item  1, 
reading :  “Install  an  approved  dry  automatic  sprinkler  sys¬ 
tem  throughout  pier,  having  at  least  one  source  of  water 
supply,  arranged  and  equipped  as  per  Article  16,  Chapter 
26  Adm.  Code,  and  resolution  Board  of  Standards  and 
Appeals,  Calendar  153-32-A.  Plans  to  be  filed  with  and 
approved  by  the  Department  of  Housing  and  Buildings 
before  work  on  such  system  is  commenced.  C19-161.0  Adm. 
Cede.  Have  Contractor  submit  evidence  of  Workmens 
Compensation  required^  by  Workmen’s  Compensation  Law 
before  work  is  started” ;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  apph- 
cant’s  contentions  that  the  orders  appealed  from  should!  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  orders 

should  be  complied  with.  .  , 

Resolved,  that  the  request  to  reopen  the  appeal  and  rescind 
or  suspend  the  orders  of  the  Fire  Commissioner  be  and 
it  hereby  is  denied. 


154-32- A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 


pany,  owner.  .  . 

SUBJECT— Application  for  consideration— reopening  and 
amendment— re  Appeal  from  an  order  of  the  hre 


commissioner.  f 

PREMISES  AFFECTED— Pier  #9,  East  River,  Foot  ot 
Clark  street  (Block  199.  part  of  Lot  3),  Borough 
of  Brooklyn. 

APPEARANCES—  ^  „  ,,  u-  i 

For  Applicant :  L.  E.  Driver  and  C.  E -  Hicks. 
Ttw  Administration:  T.  A.  Wilson  and  Thomas  A. 


Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  . . . 

Negative:  Chairman  Murdock,  Commissioners 
°  Savage  and  Blum  and  Deputy  Chief  Gunn  4 


THE  RESOLUTION  (154-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #9  East  River,  Foot  o 
Clark  street  (Block  199,  part  of  Lot  3)  Borough  of  Brook 
lyn  was  granted  by  the  Board  on  April  22  1932  on  certai 
conditions,  with  reference  to  an  order  of  the  Fire  Com¬ 
missioner  to  a  standpipe  system  and  sprinkler  system ,  and 
Whereas  the  resolution  was  amended  on  Uctober  ^ , 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman  s  service ,  and  _ 

Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  an  additional  order  of  the  rire  com¬ 


missioner,  namely,  Order  8548-LF,  dated  April  22,  1942, 
Item  10,  reading:  “Provide  10"  x  10"  hose  openings  in 
every  bay  at  intervals  of  25  feet  in  the  pier  floor,  properly 
protected  by  a  hinge  cover  equivalent  in  strength  to  floor 
of  the  pier,  or  any  approved  form  of  fire  extinguishment  iu 
the  sub-structure  Section  C19-161.0  Adm.  Code”;  and 
Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  order  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  order 
should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  order  of  the  Fire  Commissioner  be 
and  it  hereby  is  denied. 

155-32-A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment  re  Appeal  from  an  order  of  the  fire 
commissioner. 

PREMISES  AFFECTED— Pier  #15,  East  River,  foot  of 
Montague  street  (Block  199,  Lot  126-P),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 
For  Administration :  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (155-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises'  Pier  #15,  East  River,  Foot 
of  Montague  street  (Block  199,  Lot  126-P),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  June  17,  1932,  on 
certain  conditions,  with  reference  to  an  order  of  the  Fire 
Commissioner  as  to  a  standpipe  system ;  and 
Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service  and  further  amended 
on  April  13,  1943,  as  to  approval  of  the  omission  of  ex¬ 
terior  sprinkler  heads ;  and 

Whereas,  the  applicant  requested  a  restoration  to  the 
the  calendar  to  consider  an  additional  order  of  the  Fire 
Commissioner,  namely,  Order  8543-LF,  dated  April  22, 
1942,  Item  7,  reading  “Provide  10"  x  10"  hose  openings  in 
every  bay  at  intervals  of  25  feet  in  the  pier  floor,  properly 
protected  by  a  hinge  cover  equivalent  in  strength  to  floor 
of  the  pier,  or  any  approved  form  of  fire  extinguishment 
in  the  sub-structure  C19-161.0  Adm.  Code”;  and 
Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  order  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  order 
should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  order  of  the  Fire  Commissioner  be 
and  it  hereby  is  denied. 


156-32-A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — Pier  #16,  East  River,  between 
Montague  and  Joralemon  streets  (Block  245,  part 
of  Lot  15),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  L.  E.  Driver  and  C.  E.  Hicks. 
For  Administration  :  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 
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AC  1  ION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdoch,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (156-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #16,  East  River,  between 
Montague  and  Joralemon  streets  (Block  245,  part  of  Lot  15), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  June  17, 

1932,  on  certain  conditions,  with  reference  to  an  order  of 
the  Fire  Commissioner  as  to  a  standpipe  system;  and 

Whereas,  the  resolution  was  amended  on  October  24, 

1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service  and  further  amended 
on  April  13,  1943,  as  to  approval  of  the  omission  of  exterior 
sprinkler  heads ;  and 

Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  an  additional  order  of  the  Fire  Com¬ 
missioner,  namely,  Order  8832-LF,  dated  May  26,  1942, 
Item  5,  reading:  “Provide  10"  x  10"  hose  openings  in  every 
bay  at  intervals  of  25  feet  in  the  pier  floor,  properly  pro¬ 
tected  by  a  hinge  cover  equivalent  in  strength  to  floor  of 
the  pier,  or  any  approved  form  of  fire  extinguishment  in 
the  sub-structure.  C19-161.0  Adm.  Code”;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  order  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  order 
should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  order  of  the  Fire  Commissioner  be 
and  it  hereby  is  denied. 


157-32- A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  #22,  East  River,  Foot  of 
Pacific  street  (Block  281,  part  of  Lot  1),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 
For  Administration:  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Dunn  4 

THE  RESOLUTION  (157-32-A) 

Whereas,  this  appeal  from  an  order  of  the  hire  Com¬ 
missioner,  affecting  premises  Pier  #22,  East  River,  Foot 
of  Pacific  street  (Block  281,  part  of  Lot  h),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  May  13,  1932,  on 
certain  conditions,  with  reference  to  an  order  of  the  Fire 
Commissioner  as  to  a  standpipe  system  and  sprinkler  sys¬ 
tem  ;  and 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service;  and 
Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  additional  orders  of  the  Fire  Commis¬ 
sioner,  namely,  Order  9199-LF,  dated  January  6,  1942,  Item  7, 
reading:  “Provide  10"  x  10"  hose  openings  in  every  bay  at 
intervals  of  25  feet  in  the  pier  floor,  properly  protected 
by  a  hinge  cover  equivalent  in  strength  to  floor  of  the 
pier,  or  any  approved  form  of  fire  extinguishment  in  the 
sub-structure”  C19-161.0  Adm.  Code,  and  Order  8205-LF, 
dated  February  27,  1942,  Item  1,  reading:  “Install  an  ap¬ 
proved  dry  automatic  sprinkler  system  throughout  pier, 
having  at  least  one  source  of  water  supply,  arranged  and 


equipped  as  per  Article  16,  Chapter  26,  Adm.  Code,  and 
resolution  Board  of  Standards  and  Appeals,  Calendar  157- 
32-A.  Plans  to  be  filed  with  and  approved  by  the  Depart¬ 
ment  of  Housing  and  Buildings  before  work  on  such  system 
is  commenced.  C19-161.0  Adm.  Code.  NOTE:  Have  Con¬ 
tractor  submit  evidence  of  Workmen’s  Compensation  re¬ 
quired  by  Workmen’s  Compensation  Law  before  work  is 
started.” ;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant  s  contentions  that  the  orders  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  order 
should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  orders  of  the  Fire  Commissioner  be 
and  it  hereby  is  denied. 

158-32- A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  #33,  East  River  (At¬ 
lantic  Basin)  ;  (Block  515,  part  of  Lot  61),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration :  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Request  tp  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (158-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #33,  East  River  (Atlantic 
Basin)  ;  (Block  515,  part  of  Lot  61),  Borough  of  Brooklyn, 
was  granted  by  the  Board  on  June  17,  1932,  on  certain  condi¬ 
tions,  with  reference  to  an  order  of  the  Fire  Commissioner 
as  to  a  standpipe  system  ;  and 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service;  and 

Whereas,  the  applicant  requested  a  restoration  to  the  cal¬ 
endar  to  consider  an  additional  order  of  the  Fire  Commis¬ 
sioner,  namely,  Order  8718-LF,  dated  May  11,  1942,  Item  4, 
reading:  “Provide  10"  x  10"  hose  openings  in  every  bay 
at  intervals  of  25  feet  in  the  pier  floor,  properly  protected 
by  a  hinge  cover  equivalent  in  strength  to  floor  of  the  pier, 
or  any  approved  form  of  fire  extinguishment  in  the  sub¬ 
structure.  C19-161.0  Adm.  Code”;  and 
Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  order  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  order 
should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  order  of  the  Fire  Commissioner  be 
and  it  hereby  is  denied. 


159-32-A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  #34,  East  River,  Foot  of 
Summit  street,  Atlantic  Basin  (Block  515,  part  of 
Lot  61).  Borough  of  Brooklyn. 

APPEARANCES — 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 
For  Administration:  T.  A.  Wilson  and  Thomas  A 
Larkin,  Fire  Dep’t. 
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ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (1S9-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #34,  East  River,  Foot 
of  Summit  street,  Atlantic  Basin  (Block  515,  part  of  Lot 
61),  Borough  of  Brooklyn,  was  granted  by  the  Board  on 
May  13,  1932,  on  certain  conditions,  with  reference  to  an 
order  of  the  Fire  Commissioner  as  to  a  standpipe  system 
and  sprinkler  system;  and 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service;  and 

Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  an  additional  order  of  the  Fire  Com¬ 
missioner,  namely,  Order  8796-LF,  dated  May  21,  1942,  Item 
5,  reading :  “Provide  10"  x  10"  hose  openings  in  every  bay 
at  intervals  of  25  feet  in  the  pier  floor,  properly  protected 
by  a  hinge  cover  equivalent  in  strength  to  floor  of  the  pier, 
or  any  approved  form  of  fire  extinguishment  in  the  sub¬ 
structure.  C19-161-0  Adm.  Code  and  Order  8796-LF,  dated 
May  21,  1942,  Item  12,  reading:  “Install  an  approved  dry 
automatic  sprinkler  system  throughout  pier,  having  at  least 
one  source  of  water  supply.  Note.  Plans  and  specifications 
to  be  filed  with  and  approved  by  the  Department  of  Docks 
before  work  is  commenced.  Section  C19-161.0  Adm.  Code; 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  order  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  order 

should  be  complied  with.  .  , 

Resolved,  that  the  request  to  reopen  the  appeal  and  rescind 
or  suspend  the  order  of  the  Fire  Commissioner  be  and  it 
hereby  is  denied. 


163-32-A 

APPLICANT _ L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner.  . 

SUB  I ECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  an  oi  dei 
of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  #4,  East  River,  between 
Fulton  and  Montague  streets  (Block  199,  part  oi 
Lot  3),  Borough  of  Brooklyn. 

APPEARANCES—  „i  . 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration :  T.  A.  Wilson  and  Thomas  A. 

Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  . . .  u 

Negative:  Chairman  Murdock,  Commissioners 
&  Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (163-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #4,  East  River  between 
Fulton  and  Montague  streets  (Block  199,  part  of  Lot  3), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  April 
22  1932,  on  certain  conditions,  with  reference  to  an  order 
of’  the  Fire  Commissioner  as  to  a  standpipe  system  and 

sprinkler  system ;  and  .  ~  .  ,  0, 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman  s  service ;  and 

Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  an  additional  order  of  the  hire  Com¬ 
missioner,  namely,  Order  8720-LF,  dated  May  11,  1942, 
Item  7,  reading:  “Provide  10"  x  10"  hose  openings  in 
everv  bay  at  intervals  of  25  feet  in  the  pier  floor,  properly 


protected  by  a  hinge  cover  equivalent  in  strength  to  floor 
of  the  pier,  or  any  approved  form  of  fire  extinguishment 
in  the  sub-structure.”  C19-161.0  Adm.  Code;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  order  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  order 
should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  order  of  the  Fire  Commissioner  be 
and  it  hereby  is  denied. 


164-32-A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration— reopening  and 
amendment — re  Appeal  from  orders  of  the  fire 
commissioner. 

PREMISES  AFFECTED— Pier  #10,  East  River,  Foot  of 
Clark  street  (Block  199,  part  of  Lot  3),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration:  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (164-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #10,  East  River,  Foot 
of  Clark  street  (Block  199,  part  of  Lot  3),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  April  22,  1932,  on 
certain  conditions,  with  reference  to  an  order  of  the  Fire 
Commissioner  as  to  a  standpipe  system  and  sprinkler  system ; 
and 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service;  and 

Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  additional  orders  of  the  Fire  Com¬ 
missioner,  namely,  Order  8840-LF,  dated  May  27,  1942,  Item 
7,  reading:  “Provide  10"  x  10"  hose  openings  in  every  bay 
at  intervals  of  25  feet  in  the  pier  floor,  properly  protected 
by  a  hinge  cover  equivalent  in  strength  to  floor  of  the  pier, 
or  any  approved  form  of  fire  extinguishment  in  the  sub¬ 
structure.  09-161.0  Adm.  Code  and  Order  8191-LF,  dated 
February  27,  1942,  Item  3,  reading:  “Install  an  approved 
dry  automatic  sprinkler  system  throughout  pier,  having  at 
least  one  source  of  water  supply,  arranged  and  equipped 
as  per  Article  16,  Chapter  26,  Adm.  Code,  and  resolution 
Board  of  Standards  and  Appeals,  Calendar  164-32-A.  Note. 
Plans  to  be  filed  with  and  approved  by  the  Department  of 
Housing  and  Buildings  before  work  on  such  system  is  com¬ 
menced.  09-161. 0  Adm.  Code;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  orders  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  orders 
should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and  rescind 
or  suspend  the  orders  of  the  Fire  Commissioner  be  and  it 
hereby  is  denied. 


165-32-A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution— re  Appeal  from  orders 
of  the  fire  commissioner  (previously  granted  on 
condition). 


1078 
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PREMISES  AFFECTED — Pier  #29,  East  River,  foot  of 
Kane  street  (Block  313,  part  of  Lot  1),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration  :  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  () 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  I 

THE  RESOLUTION  (165-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #29,  East  River,  Foot 
of  Kane  street  (Block  313,  part  of  Lot  1),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  May  13,  1932,  on 
certain  conditions,  with  reference  to  an  order  of  the  Fire 
Commissioner  as  to  a  standpipe  system  and  sprinkler  sys¬ 
tem  ;  and 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  services ;  and 
Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  additional  orders  of  the  Fire  Com¬ 
missioner,  namely,  Order  8894-LF,  dated  June  2,  1942,  Item 

15,  reading:  “Provide  10"  x  10"  hose  openings  in  every 
bay  at  intervals  of  25  feet  in  the  pier  floor,  properly  pro¬ 
tected  by  a  hinge  cover  equivalent  in  strength  to  floor  of 
the  pier,  or  any  approved  form  of  fire  extinguishment  in 
the  sub-structure.  09-161.0  Adm.  Code  and  Order  8194- 
LF,  dated  February  27,  1942,  Item  7,  reading:  “Install 
an  approved  dry  automatic  sprinkler  system  throughout  pier, 
having  at  least  one  source  of  water  supply,  arranged  and 
equipped  as  per  Article  16,  Chapter  26,  Adm.  Code,  and 
resolution  Board  of  Standards  and  Appeals,  Calendar  165- 
32-A.  Plans  to  be  filed  with  and  approved  by  the  De¬ 
partment  of  Housing  and  Buildings  before  work  on  such 
system  is  commenced.  C19-161.0  Adm.  Code” ;  and 
Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  orders  appealed  from  should 
be  rescinded,  or  suspended,  the  Board  deemed  that  the 
orders  should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  orders  of  the  Fire  Commissioner 
be  and  it  hereby  is  denied. 

— 

166-32- A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — -reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  #37,  East  River.  Fool  of 
Pioneer  street  (Block  515,  Lot  60),  Borough  ot 
Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration:  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

I  THE  VOTE  TO  REOPEN— 

Affirmative:  . . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Depute  Chief  Gunn  4 

THE  RESOLUTION  (166-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #37,  East  River,  Foot 
of  Pioneer  street  (Block  515,  Lot  60),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  on  May  13,  1932,  on  cer¬ 
tain  conditions,  with  reference  to  an  order  of  the  Fire 
Commissioner  as  to  a  standpipe  system  and  sprinkler  sys¬ 
tem  ;  and 


Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service;  and 

Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  an  additional  order  of  the  Fire  Com¬ 
missioner,  namely,  Order  9213-LF,  dated  July  6,  1942,  Item 
6,  reading:  “Provide  10"  x  10"  hose  openings  in  every 
bay  at  intervals  of  25  feet  in  the  pier  floor,  properly  pro¬ 
tected  by  a  hinge  cover  equivalent  in  strength  to  floor 
of  the  pier,  or  any  approved  form  of  fire  extinguishment 
in  the  sub-structure.  C19-161.0  Adm.  Code  and  Order  9213- 
LF,  dated  July  6,  1942,  Item  2,  reading:  “Install  an  ap¬ 
proved  dry  automatic  sprinkler  system  throughout  pier, 
having  at  least  one  source  of  water  supply.  Note:  Plans 
and  specifications  to  be  filed  with  and  approved  by  the 
Department  of  Docks  before  work  is  commenced.  C19- 
161.0  Adm.  Code;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentious  that  the  order  appealed  from  should 
be  rescinded,  or  suspended,  the  Board  deemed  that  the 
order  should  be  complied  with ; 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  order  of  the  Fire  Commissioner 
be  and  it  hereby  is  denied. 


167-32-A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reo]>ening  and 
amendment  of  resolution — re  Appeal  from  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  #39,  East  River,  Foot  of 
Coffey  street  (Block  595,  part  of  Lot  52),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration:  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (167-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #39,  East  River,  Foot  of 
Coffey  street  (Block  595,  part  of  Lot  52),  Borough  of 
Brooklyn,  was  granted  by  tbe  Board  on  June  17,  1932,  on 
certain  conditions,  with  reference  to  an  order  of  the  Fire 
Commissioner  as  to  a  standpipe  system ;  and 
Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service  and  further  amended 
on  April  13,  1943,  as  to  approval  of  the  omission  of  exterior 
sprinkler  heads ;  and 

Whereas,  the  applicant  requested  a  restoration  to  the  cal¬ 
endar  to  consider  an  additional  order  of  the  Fire  Commis¬ 
sioner,  namely,  Order  8910-LF,  dated  June  8,  1942,  Item 
5,  reading:  “Provide  10"  x  10"  hose  openings  in  every  bay 
at  intervals  of  25  feet  in  the  pier  floor,  properly  protected 
by  a  hinge  cover  equivalent  in  strength  to  floor  of  the  pier, 
or  any  approved  form  of  fire  extinguishment  in  the  sub¬ 
structure”  ;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  order  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  order 
should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and  rescind 
or  suspend  the  order  of  the  Fire  Commissioner  be  and  it 
hereby  is  denied.  , 


168-32-A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 
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SUBJECT — Application  fpr  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  #12,  East  River,  between 
Montague  and  Fulton  streets  (Block  199,  part  of 
Lot  3),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration :  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (168-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #22,  East  River,  between 
Montague  and  Fulton  streets  (Block  199,  part  of  Lot  3), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  April 
22,  1932,  on  certain  conditions,  with  reference  to  an  order 

of  the  Fire  Commissioner  as  to  a  standpipe  system  and 

sprinkler  system ;  and 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service ;  and 

Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  additional  orders  of  the  Fire  Com¬ 
missioner,  namely,  Order  8833-LF,  dated  May  27,  1942,  Item 
7,  reading :  “Provide  10"  x  10"  hose  openings  in  every  bay 
at  intervals  of  25  feet  in  the  pier  floor,  properly  protected 
by  a  hinge  cover  equivalent  in  strength  to  floor  of  the  pier, 

or  any  approved  form  of  fire  extinguishment  in  the  sub¬ 

structure.  Section  C19-161.0  Adm.  Code  and  Order  8199-LF, 
dated  February  27,  1942,  Item  1,  reading:  “Install  an  ap¬ 
proved  dry  automatic  sprinkler  system  throughout  pier,  hav¬ 
ing  at  least  one  source  of  water  supply,  arranged  and 
equipped  as  per  Article  16,  Chapter  26,  Adm.  Code,  and  reso¬ 
lution  Board  of  Standards  and  Appeals,  Calendar  168-32-A. 
Plans  to  be  filed  with  and  approved  by  the  Department  of 
Housing  and  Buildings  before  work  on  such  system  is  com¬ 
menced.  C19-161.0  Adm.  Code;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  orders  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  orders 
should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and  rescind 
or  suspend  the  orders  of  the  Fire  Commissioner  be  and  it 
hereby  is  denied. 


169-32- A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUB TECT— Application  for  consideration— reopening  and 
amendment  of  resolution— re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  #17,  East_  River  Foot  of 
Joralemon  street  (Block  24a,  Lot  56-P),  Borough 
of  Brooklyn. 

APPEARANCES—  J  , 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration:  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  . .  •  \ . 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (169-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #17,  East  River,  Foot 

of  Joralemon  street  (Block  245,  Lot  56-P),  Borough  of 


Brooklyn,  was  granted  by  the  Board  on  June  17,  1932,  on 
certain  conditions,  with  reference  to  an  order  of  the  Fire 
Commissioner  as  to  a  standpipe  system;  and 

Whereas,  the  resolution  was  amended  on  October  24,  1933, 
and  January  8,  1935,  relative  to  interpretation  as  to  require¬ 
ments  for  watchman’s  service  and  further  amended  on  April 
13,  1943,  as  to  approval  of  the  omission  of  exterior  sprinkler 
heads ;  and 

Whereas,  the  applicant  requested  a  restoration  to  the  cal¬ 
endar  to  consider  an  additional  order  of  the  Fire  Commis¬ 
sioner,  namely,  Order  8852-LF,  dated  May  28,  1942,  Item 
8,  reading:  “Provide  10"  x  10"  hose  openings  in  every  bay 
at  intervals  of  25  feet  in  the  pier  floor,  properly  protected 
by  a  hinge  cover  equivalent  in  strength  to  floor  of  the  pier, 
or  any  approved  form  of  fire  extinguishment  in  the  sub¬ 
structure”  ;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  order  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  order 
should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and  rescind 
or  suspend  the  order  of  the  Fire  Commissioner  be  and  it 
hereby  is  denied. 

172-32-A 

APPLICANT— L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  #18,  East  River,  Foot  of 
loralemon  street  (Block  257,  part  of  Lot  12),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration:  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARLkr-Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  :  . . .  ” 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (172-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #18,  East  River,  Foot 
of  Joralemon  street  (Block  257,  part  of  Lot  12),  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  June  17,  1932, 
on  certain  conditions,  with  reference  to  an  order  of  the 
Fire  Commissioner  as  to  a  standpipe  system ;  and 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service  and  further  amended 
on  April  13,  1943,  as  to  approval  of  the  omission  of  ex¬ 
terior  sprinkler  heads ;  and 

Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  an  additional  order  of  the  Fire  Com¬ 
missioner,  namely,  Order  8823-LF,  dated  May  2d,  1942, 
Item  6,  reading:  “Provide  10"  x  10"  hose  openings  in  every 
bay  at ’intervals  of  25  feet  in  the  pier  floor,  properly  pro¬ 
tected  by  a  hinge  cover  equivalent  in  strength  to  floor  of 
the  pier,  or  any  approved  form  of  fire  extinguishment  in 
the  sub-structure”;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  order  appealed  from  should 
be  rescinded,  or  suspended,  the  Board  deemed  that  the 
order  should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  order  of  the  Fire  Commissioner 
be  and  it  hereby  is  denied. 


173-32-A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 


1080 


g  . 

MINUTES 


SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — Pier  #24,  East  River,  Foot  of 
Amity  street  (Block  293,  part  of  Lot  4),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration:  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (173-32-A) 

Whereas,  this'  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #24,  East  River,  Foot 
of  Amity  street  (Block  293,  part  of  Lot  4),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  May  13,  1932,  on 
certain  conditions,  with  reference  to  an  order  of  the  Fire 
Commissioner  as  to  a  standpipe  system  and  sprinkler  sys¬ 
tem  ;  and 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service;  and 

Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  an  additional  order  of  the  Fire  Com¬ 
missioner,  namely,  Order  8978-LF,  dated  June  12,  1942, 
Item  9,  reading:  “Provide  10"  x  10"  hose  openings  in 
every  bay  at  intervals  of  25  feet  in  the  pier  floor,  properly 
protected  by  a  hinge  cover  equivalent  in  strength  to  floor 
of  the  pier,  or  any  approved  form  of  fire  extinguishment 
in  the  sub-structure.  09-161.0  Adm.  Code  and  Order  8978- 
LF,  dated  June  12,  1942,  Item  2,  reading:  “Install  an  ap¬ 
proved  dry  automatic  sprinkler  system  throughout  pier, 
having  at  least  one  source  of  water  supply.  09-161.0 
•  Adm.  Code;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  order  appealed  from  should 
be  rescinded,  or  susj>ended,  the  Board  deemed  that  the 
order  should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  order  of  the  Fire  Commissioner 
be  and  it  hereby  is  denied. 


174-32-A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire- commissioner. 

PREMISES  AFFECTED— Pier  #35.  Atlantic  Basin 
(Block  515,  part  of  Lot  61),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  L.  F..  Driver  and  C.  F..  Hicks. 

For  Administration:  T.  A.  Wilson  and  Thomas  A. 
Larkin.  Fire  Dep’t. 

\CTTON  OF  BOARD — Request  to  reopen  denied. 

'  THE  VOTE  TO  REOPEN— 

Affirmative:  .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  I 

THE  RESOLUTION  (174-32-A) 

Whereas,  this'  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #35,  Atlantic  Basin 
(Block  515,  part  of  Lot  61),  Borough  of  Brooklyn,  was 
granted  by  the  Board  on  May  13,  1932,  on  certain  condi¬ 
tions,  with  reference  to  an  order  of  the  Fire  Commissioner 
i  as  to  a  standpipe  system  and  sprinkler  system :  and 

Whereas,  the  resolution  was  amended  on  October  24, 
i  1933,  and  January  8,  1935,  relative  to  interpretation  as 
|  to  requirements  for  watchman’s  service ;  and 


Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  an  additional  order  of  the  Fire  Com¬ 
missioner,  namely,  Order  8848-LF,  dated  May  28,  1942, 
Item  5,  reading:  Provide  10"  x  10"  hose  openings  in 
every  bay  at  intervals  of  25  feet  in  the  pier  floor,  properly 
protected  by  a  hinge  cover  equivalent  in  strength  to  floor 
of  the  pier,  or  any  approved  form  of  fire  extinguishment 
in  the  sub-structure”;  and  Order  8848-LF,  dated  May  28, 
1942,  Item  14,  reading:  “Install  an  approved  dry  automatic 
sprinkler  system  throughout  pier,  having  at  least  one  source 
of  water  supply,  C19-161.0  Adm.  Code  and  resolution  Board 
of  Standards  and  Appeals,  Calendar  174-32-A.  Plans  and 
specifications  to  be  filed  with  and  approved  by  the  De¬ 
partment  of  Docks  before  work  is  commenced;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  order  appealed  from  should 
be  rescinded,  or  suspended,  the  Board  deemed  that  the  order 
should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  order  of  the  Fire  Commissioner 
be  and  it  hereby  is  denied. 


175-32- A 

APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED-Pier  #46,  East  River,  Foot  of 
Van  Brunt  street  (Block  611,  part  of  Lot  1),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration:  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  () 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (175-32- A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #46,  East  River,  Foot 
of  Van  Brunt  street  (Block  611,  part  of  Lot  1),  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  May  13,  1932, 
on  certain  conditions,  with  reference  to  an  order  of  the  Fire 
Commissioner  as  to  a  standpipe  system  and  sprinkler  sys¬ 
tem  ;  and 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service;  and 
Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  an  additional  order  of  the  Fire  Com¬ 
missioner,  namely,  Order  8998-LF,  dated  June  12,  1942, 
Ttem  8,  reading:  “Provide  10"  x  10"  hose  openings  in 
every  bay  at  intervals  of  25  feet  in  the  pier  floor,  properly 
protected  by  a  hinge  cover  equivalent  in  strength  to  floor 
of  the  pier,  or  any  approved  form  of  fire  extinguishment 
in  the  sub-structure.  09-161.0  Code  and  Order  8998-LF. 
dated  June  12,  1942,  Ttem  3,  reading:  “Install  an  approved 
dry  automatic  sprinkler  system  throughout  pier,  having 
at  least  one  source  of  water  supply.  Note.  Plans  and 
specifications  to  be  filed  with  and  approved  by  the  De¬ 
partment  of  Docks  before  work  is  commenced.  09-161 .0 
\dm.  Code ;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  orders  appealed  from  should 
be  rescinded,  or  suspended,  the  Board  deemed  that  the 
order  should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  order  of  the  Fire  Commissioner 
be  and  it  hereby  is  denied. 


1081 


MINUTES 


184-32-A 

APPLICANT— L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution — re  Appeal  from  orders 
of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  #11,  East  River,  between 

Clark  and  Joralemon  streets  (Block  199,  part  of 
Lot  3),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration  :  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  . .  •  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  (>unn  4 


THE  RESOLUTION  (184-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #11,  East  River,  between 
Clark  and  Joralemon  streets  (Block  199,  part  of  Lot  3), 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  April 
22,  1932,  on  certain  conditions,  with  reference  to  an  order 
of  the  Fire  Commissioner  as  to  a  standpipe  system  and 
sprinkler  system ;  and 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service ;  and 

Whereas,  the  applicant  requested  a  restoration  to  the  cal- 
endar  to  consider  additional  orders  of  the  Kire  Commis- 
sioner,  namely,  Order  13811-LF,  dated  November  15,  1944, 
Item  1,  reading:  “Provide  hose  openings  of  at  least  10 
in  diameter  with  removable  covers  in  the  pier  deck,  at  inter¬ 
vals  of  50  feet;  and  two  such  lines  of  openings  on  piers 
over  60  feet  in  width;  or  any  approved  form  of  fire  ex¬ 
tinguishment  in  the  sub-structure,  09-161.0  Adm  Code; 
and  Order  8212-LF,  dated  February  27,  1942,  Item  1,  read¬ 
ing:  “Install  an  approved  dry  automatic  sprinkler  system 
throughout  pier,  having  at  least  one  source  of  water-  supply, 
arranged  and  equipped  as  per  Article  16,  Chapter  26,  Acini. 
Code,  and  resolution  Board  of  Standards  and  Appeals,  La  - 
endar  184-32-A.  Plans  to  be  filed  with  and  approved  by  the 
Department  of  Housing  and  Buildings  before  work  on  such 
system  is  commenced.  C19-161.0  Adm.  Code;  and 
'  Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  orders  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  orders 

should  be  complied  with.  • a 

Resolved,  that  the  request  to  reopen  the  appeal  and  rescind 
or  suspend  the  orders  of  the  Fire  Commissioner  be  and  it 
hereby  is  denied. 


APPLICANT _ L.  E.  Driver,  for  New  York  Dock  Com¬ 

pany,  owner. 

SUBTECT — Application  for  consideration— reopening  and 
amendment  of  resolution— re  Appeal  from  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  #26,  East  River,  Foot  of 
Warren  street  (Block  298,  part  of  Lot  5),  Borough 
of  Brooklyn. 


APPEARANCES— 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 
For  Administration :  T.  A.  Wilson  and  Thomas 
Larkin,  Fire  Dep’t. 

A.CTION  OF  BOARD— Request  to  reopen  denied. 


THE  VOTE  TO  REOPEN— 

Affirmative :  . . 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 


A. 


0 

4 


THE  RESOLUTION  (185-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #26,  East  River,  Foot  of 
Warren  street  (Block  298,  part  of  Lot  5),  Borough  of 
Brooklyn,  was  granted  by  the  Board  on  June  17,  1932,  on 
certain  conditions,  with  reference  to  an  order  of  the  Fire 
Commissioner  as  to  a  standpipe  system;  and 
Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service  and  further  amended 
on  April  13,  1943,  as  to  approval  of  the  omission  of  exterior 
sprinkler  heads ;  and 

Whereas,  the  applicant  requested  a  restoration  to  the  cal¬ 
endar  to  consider  an  additional  order  of  the  Fire  Commis¬ 
sioner,  namely,  Order  8845-LF,  dated  May  28,  1942,  Item 
6,  reading :  “Provide  10"  x  10"  hose  openings  in  every  bay 
at  intervals  of  25  feet  in  the  pier  floor,  properly  protected 
by  a  hinge  cover  equivalent  in  strength  to  floor  of  the  pier, 
or  any  approved  form  of  fire  extinguishment  in  the  sub¬ 
structure.  C19-161.0  Adm.  Code;  and 
Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  orde^  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  order 
should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and  rescind 
or  suspend  the  order  of  the  Fire  Commissioner  be  and  it 
hereby  is  denied. 


186-32-A 

APPLICANT— L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  Fire  Commissioner. 

PREMISES  AFFECTED— Pier  #30,  East  River,  Foot  of 
Irving  street  (Block  315,  part  of  Lot  1),  Borough 
of  Brooklvn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration:  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  . .  0 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (186-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #30,  East  River,  Foot  of 
Irving  street  (Block  315,  part  of  Lot  1),  Borough  of  Brook¬ 
lyn,  was  granted  by  the  Board  on  June  17,  1932,  on  certain 
conditions,  with  reference  to  an  order  of  the  Fire  Commis¬ 
sioner  as  to  a  standpipe  system;  and 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to  re¬ 
quirements  for  watchman’s  service  and  further  amended  on 
April  13,  1943,  as  to  approval  of  the  omission  of  exterior 
sprinkler  heads ;  and 

Whereas,  the  applicant  requested  a  restoration  to  the  cal¬ 
endar  to  consider  an  additional  order  of  the  Fire  Commis¬ 
sioner,  namely,  Order  8800-LF,  dated  May  21,  1942,  Item 
5,  reading:  “Provide  10"  x  10"  hose  openings  in  every  bay 
at  intervals  of  25  feet  in  the  pier  floor,  properly  protected 
by  a  hinge  cover  equivalent  in  strength  to  floor  of  the  pier, 
or  any  approved  form  of  fire  extinguishment  in  the  sub¬ 
structure.  09-161.0  Adm.  Code;  and 
Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  order  appealed  from  should  be 
rescinded,  or  suspended,  the  Board  deemed  that  the  order 
should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and  rescind 
or  suspend  the  order  of  the  Fire  Commissioner  be  and  it 
hereby  is  denied. 


1082 


MINUTES 


187-32-A 


APPLICANT — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT  Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  an  order 
of  the  fire  commissioner  (prev.  granted  on  con¬ 
dition). 

PREMISES  AFFECTED — Pier  #32,  East  River,  foot  of 
Degraw  street  (Block  317,  part  of  Lot  14),  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 


For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration :  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD— Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  y 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 


THE  RESOLUTION  (187-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #32,  East  River,  Foot 
of  Degraw  street  (Block  317,  part  of  Lot  14),  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  May  13,  1932, 
on  certain  conditions,  with  reference  to  an  order  of  the 
Fire  Commissioner  as  to  a  standpipe  system  and  sprinkler 
system ;  and 

Whereas,  the  resolution  was  amended  on  October  24, 
1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service;  and 

Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  an  additional  order  of  the  Fire  Com¬ 
missioner,  namely,  Order  8791-LF,  dated  May  21,  1942,  Item 
4,  reading:  “Provide  10"  x  10"  hose  openings  in  every  bay 
at  intervals  of  25  feet  in  the  pier  floor,  properly  protected 
by  a  hinge  cover  equivalent  in  strength  to  floor  of  the 
pier,  or  any  approved  form  of  fire  extinguishment  in  the 
sub-structure.  09-161.0  Adm.  Code;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  order  appealed  from  should 
be  rescinded,  or  suspended,  the  Board  deemed  that  the 
order  should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  order  of  the  Fire  Commissioner 
be  and  it  hereby  is  denied. 


188-32-A 

APPLICANT- — L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  an  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— Pier  #36.  East  River.  Fool  of 
Pioneer  street  (Block  515,  part  of  Lot  61),  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration:  T.  A.  W’ilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative :  .  0 

Negative:  Chairman  Murdock.  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 

THE  RESOLUTION  (188-32-A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises  Pier  #36,  East  River,  Foot 
of  Pioneer  street  (Block  515,  jiart  of  Lot  61),  Borough 
of  Brooklyn,  was  granted  by  the  Board  on  June  17,  1932, 
on  certain  conditions,  with  reference  to  an  order  of  the 
Fire  Commissioner  as  to  a  standpipe  system;  and 
Whereas,  the  resolution  was  amended  on  October  24, 


1933,  and  January  8,  1935,  relative  to  interpretation  as  to 
requirements  for  watchman’s  service,  and  further  amended 
on  April  13,  1943,  as  to  approval  of  the  omission  of  ex¬ 
terior  sprinkler  heads;  and 

W  hereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  an  additional  order  of  the  Fire  Com¬ 
missioner,  namely,  Order  8850-LF,  dated  May  28,  1942 
Item  5,  reading:  Provide  10"  x  10"  hose  openings  in 
every  bay  at  intervals  of  25  feet  in  the  pier  floor,  properly 
protected  by  a  hinge  cover  equivalent  in  strength  to  floor 
of  the  pier,  or  any  approved  form  of  fire  extinguishment 
in  the  sub-structure.  C19-161.0  Adm.  Code;  and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant  s  contentions  that  the  order  appealed  from  should 
be  rescinded,  or  suspended,  the  Board  deemed  that  the 
order  should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  order  of  the  Fire  Commissioner 
be  and  it  hereby  is  denied. 


3 17-42- A 


At  F-L1CAN  1  L.  E.  Driver,  for  New  York  Dock  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
restoration  to  calendar — re  Appeal  from  orders  of 
the  fire  commissioner  (previously  withdrawn) 
PREMISES  AFFECTED — Pier  #6.  East  River,  west  side 
of  hurman  street  (Wharf),  860  ft.  south  of  Fulton 
street  (Block  199,  part  of  Lot  .3),  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  L.  E.  Driver  and  C.  E.  Hicks. 

For  Administration :  T.  A.  Wilson  and  Thomas  A. 
Larkin,  Fire  Dep’t. 

ACTION  OF  BOARD — Request  to  reopen  denied 
THE  VOTE  TO  REOPEN- 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 


THE  RESOLUTION  (31 7-42- A) 

Whereas,  this  appeal  from  an  order  of  the  Fire  Com¬ 
missioner,  affecting  premises'  Pier  #6,  East  River,  west 
side  of  Furman  street  (Wharf),  860  ft.  south  of  Fulton 
street  (Block  199,  part  of  Lot  3)  Borough  of  Brooklyn 
was  withdrawn  on  June  30,  1942,  with  reference  to  an 
order  of  the  Fire  Commissioner  as  to  a  sprinkler  system  • 
and 

Whereas,  the  applicant  requested  a  restoration  to  the 
calendar  to  consider  additional  orders  of  the  Fire  Com¬ 
missioner,  namely,  Order  8836-LF,  dated  May  27,  1942, 
Item  7,  reading:  “Provide  10"  x  10"  hose  openings  in  everv 
bay  at  intervals  of  25  feet  in  the  pier  floor,  properlv 
protected  by  a  hinge  cover  equivalent  in  strength  to  floor 
of  the  pier,  or  any  approved  form  of  fire  extinguishment 
in  the  sub-structure.  C19-161.0  Adm.  Code;  and  Order 
8209-LF,  dated  February  27,  1942,  Item  1,  reading:  “In¬ 
stall  an  approved  dry  automatic  sprinkler  system  through¬ 
out  pier,  having  at  least  one  source  of  water  supply, 
arranged  and  equipped  as  per  Sprinkler  Rules,  Board  of 
Standards  and  Appeals.  Plans  to  be  filed  with  and  ap¬ 
proved  by  the  Department  of  Housing  and  Buildings  before 
work  on  such  system  is  commenced.  09-161.0  Adm.  Code- 
and 

Whereas,  after  full  hearing  on  the  merits  of  the  appli¬ 
cant’s  contentions  that  the  orders  appealed  from  should 
be .  rescinded,  or  suspended,  the  Board  deemed  that  the 
orders  should  be  complied  with. 

Resolved,  that  the  request  to  reopen  the  appeal  and 
rescind  or  suspend  the  orders  of  the  Fire  Commissioner 
be  and  it  hereby  is  denied. 


330-37-A 

APPLICANT — Clayton  G.  Shirkev.  for  Clarence  Woods, 
owner. 
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SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  Appeal  from  a  deci¬ 
sion  of  the  commissioner  of  buildings. 

PREMISES  AFFECTED— 171-36  109th  avenue,  south 

side,  80  ft.  west  of  172d  street  (Block  1276,  Lot  3), 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Clayton  G.  Shirkey  and  Mrs. 
Clarence  Woods. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  reopened  and  restored  to 
the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  0 


654-44-A 

APPLICANT— Julius  Bleich,  for  B.  C.  Holding  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED— 878-880  Prospect  avenue,  east 
side,  112  ft.  north  of  Westchester  avenue  and  845- 
847  Westchester  avenue  (2nd  and  3rd  floors)  ; 
(Block  2690,  Lot  4),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Julius  Bleich. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Laid  over  to  January  3,  1945  at 
2  P.  M.,  for  further  consideration. 


209-44-A 

APPLICANT— Raymond  Irrera,  for  S.  H.  L.  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
amendment  of  resolution— re  Appeal  from  a  deci¬ 
sion  of  the  acting  borough  superintendent,  previ¬ 
ously  granted  on  condition. 

PREMISES  AFFECTED— 103-09  165th  street,  east  side, 
from  South  road  to  Liberty  avenue,  168-11  South 
road  and  165-06  Liberty  avenue,  Jamaica  (Block 
10158,  Lot  1),  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Raymond  Irrera. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  restored  to 
the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


511-44-A 

APPLICANT— Sidney  L.  Strauss,  for  111  West  24th 
Street  Corp.,  owner. 

SUBJECT— Appeal  from  decisions  re  orders  of  the  fire 


commissioner. 

PREMISES  AFFECTED— 109-111  West  24th  street,  north 
side,  100  ft.  west  of  6th  avenue  (Block  800,  Lot  33), 
Borough  of  Manhattan. 

APPEARANCES— 


For  Applicant :  Sidney  L.  Strauss. 

For  Administration:  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD— Appeal  withdrawn  on  request 
applicant,  after  discussion. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn 
Negative :  . 


of 


4 

0 


489-44-A 

APPLICANT— Sidney  L.  Strauss,  for  Alfred  Ambrogi, 
owner  (Oarostat  Manufacturing  Co.,  Inc.,  lessee). 

SUBJECT— Appeal  from  an  order  and  a  decision  of  the  fire 
commissioner. 

PREMISES  AFFECTED— 538-544  Morgan  avenue,  south¬ 
east  corner  of  Anthony  street  (Block  2818,  Lot  5), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  L.  Strauss. 

For  Administration  :  Thomas  A.  Larkin,  Fire  Dep  t. 

ACTION  OF  BOARD— Laid  over  to  December  19,  1044  at 
2  P.  M.,  for  a  new  decision  from  the  Fire  Com¬ 
missioner. 


ZONING  CASES 

110-37-BZ 

APPLICANT — Henry  Greenspan,  for  Park  Slope  Parking 
Arena,  lessee. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution, 
permitting  in  a  business  use  district,  for  a  term  of 
two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 345-349  9th  street,  north  side, 
240  ft.  west  of  Sixth  avenue  and  314-332  8th  street 
(Block  1005,  Lots  31  to  36,  inclusive,  57,  58,  59,  28 
and  29),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant:  Henry  Greenspan. 

For  Administration:  Fred  Dahlem,  Dep  t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative  :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (110-37-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a 
term  of  two  years,  the  parking  and  storage  of  more  than 
five  motor  vehicles,  affecting  premises  345-349  9th  street, 
north  side,  240  ft.  west  of  Sixth  avenue  and  314-332  8th 
street  (Block  1005,  Lots  31  to  36  inclusive,  57,  58,  59, 
28  and  29),  Borough  of  Brooklyn,  was  granted  by  the 
Board  on  October  15,  1940,  on  certain  conditions ;  and 
Whereas,  the  permit  was  extended  on  December  15, 
1942  and  the  applicant  requested  a  further  extension  of 
the  permit. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  15,  1940,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 
“*  *  *  granted  under  section  7-h  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  plot  to  be  occupied  for  the  parking  and 
storage  of  more  than  five  (5)  motor  vehicles,  on  con - 
dition  *  *  *  and  that  a  certificate  of  occupancy 

shall  be  obtained.” 


1183-39-BZ 

APPLICANT— Thomas  F.  McCarthy,  for  Stephen  Mau- 
riello,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
acting  borough  superintendent)  previously  granted 
on  condition,  under  section  7f  of  the  zoning  reso- 
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lution,  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district,  for  a  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 3057  Webster  avenue,  north 
side,  298.7  ft.  east  of  Mosholu  Parkway  North 
(Block  3331,  Lot  73),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  Thomas  F.  McCarthy. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (1183-39-BZ) 

Whereas,  this  application  under  section  7f  of  the  zoning 
resolution  permitting  partly  in  a  business  use  and  partly 
in  a  residence  use  district  for  a  term  of  two  years,  the 
parking  and  storage  of  more  than  five  motor  vehicles, 
affecting  premises  3057  Webster  avenue  north  side,  298.78 
ft.  east  of  Mosholu  Parkway  North  (Block  3331,  Lot 
73),  Borough  of  The  Bronx,  was  granted  by  the  Board 
on  October  1,  1940,  on  certain  conditions;  and 

Whereas,  the  permit  was  extended  on  October  27,  1942 
and  the  applicant  requested  a  further  extension  of  the 
permit. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  1,  1940,  only 
so  far  as'  it  has  reference  to  the  term  of  the  permit,  so 
that  as  amended,  this  portion  of  the  resolution  shall  read : 
“*  *  *  granted  under  section  7h  for  a  term  of  two 

(2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  parking  and  storage  of  more  than  five 
motor  vehicles,  on  condition  *  *  *  and  that  a  cer¬ 

tificate  of  occupancy  shall  be  obtained.” 


474-41-BZ 

APPLICANT — Colonial  Beacon  Oil  Company,  owner. 
SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
erection  and  maintenance  of  an  accessory  building 
on  a  gasoline  service  station. 

PREMISES  AFFECTED— 96-02  Corona  avenue  and  49-01 
Junction  boulevard,  southeast  corner  (Block  990, 
Lot  1),. Corona,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  I 
Negative :  .  0 

THE  RESOLUTION  (474-41-BZ) 

Whereas,  Joseph  B.  Lynch,  for  Colonial  Beacon  Oil  Com¬ 
pany,  owner,  filed  May  26,  1941,  an  application  under  section 
7c  of  the  zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  erection  and  maintenance  of  an  accessory  building 
on  a  gasoline  service  station,  affecting  premises  96-02  Corona 
avenue  and  40-01  Junction  boulevard,  southeast  comer 
(Block  999,  Lot  1),  Corona,  Borough  of  Queens;  and 
Whereas,  this  application  was  granted  by  the  Board  De¬ 
cember  2,  1941,  on  certain  conditions  and  time  extended  on 
December  15.  1942  and  December  21,  1943  and  the  applicant 


requested  a  further  extension  of  time  to  obtain  permits  and 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  December  2,  1941,  as 
amended  through  December  21,  1943,  only  so  far  as  it  re¬ 
fers  to  obtaining  permits  and  completing  work,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“that  all  permits  required  shall  be  obtained  and  all  work 
completed  within  one  year  from  the  date  of  this  amended 
resolution  (N.B.  7867-40).” 


619-41-BZ 

APPLICANT — Colonial  Beacon  Oil  Company,  for  Irving 
Rosenblum,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  7c  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  the 
alteration  of  an  existing  gasoline  service  station  and 
erection  of  a  new  accessory  building  thereon. 
PREMISES  AFFECTED — 218-02  Hillside  avenue  and  88- 
01  218th  street,  southeast  corner  (Block  10678,  Lot 
1),  Queens  Village,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  Joseph  B.  Lynch. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  o 

THE  RESOLUTION  (619-41-BZ) 

Whereas,  Colonial  Beacon  Oil  Company,  for  Irving 
Rosenblum,  owner,  filed  October  27,  1941,  an  application 
under  section  7c  of  the  zoning  resolution,  to  permit  in  a 
business  use  district  the  alteration  of  an  existing  gasoline 
service  station  and  the  erection  of  a  new  accessory  build¬ 
ing  thereon,  affecting  premises  218-02  Hillside  avenue  and 
88-01  218th  street,  southeast  comer  (Block  10678,  Lot  1), 
Queens  Village,  Borough  of  Queens ;  and 
Whereas,  this  application  was  granted  by  the  Board 
December  16,  1941,  on  certain  conditions,  time  extended  on 
December  15,  1942  and  December  21,  1943  and  the  applicant 
requested  an  extension  of  time  to  obtain  permits  and  com¬ 
plete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  December  16,  1941,  as 
amended  through  December  21,  1943,  only  so  far  as  it  re¬ 
fers  to  permits  and  completion  of  work,  so  that  as  amended, 
this  portion  of  the  resolution  shall  read : 

“*  *  *  that  jn  vjew  0f  statement  by  applicant  that 

plans  have  been  approved  but  no  permits  issued,  that 
all  permits  shall  be  obtained  and  all  work  completed 
within  one  year  from  the  date  of  this  amended  resolu¬ 
tion  (N.B.  3066-41).” 


282-42-BZ 

APPLICANT — Pauline  Saltzman,  owner. 

SUBJECT— Application  for  consideration— reopening  and 
extension  of  permit — re  Application  (decision  of  the 
borough  superintendent)  previously  granted  on  con¬ 
dition  under  section  7h  for  a  term  of  two  years, 
permitting  in  a  business  use  district,  the  main¬ 
tenance  of  an  existing  garage  for  five  motor 
vehicles  and  also  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 2181-2187  Pitkin  avenue,  north 
side,  25  ft.  east  of  Bradford  street  (Block  3725, 
Lot  32),  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Sam  Safranoff. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  permit 
extended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  . .  0 

THE  RESOLUTION  (282-42-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  in  a  business  use  district,  for  a  term  of 
two  years',  the  parking  and  storage  of  more  than  five  motor 
vehicles,  affecting  premises  2181-2187  Pitkin  avenue,  north 
side,  25  ft.  east  of  Bradford  street  (Block  3725,  Lot  32) 
Borough  of  Brooklyn,  was  granted  by  the  Board  on  October 
14,  1942,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  the 
permit. 

t  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  14,  1942,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so 
that  as'  amended,  this  portion  of  the  resolution  shall  read : 
“*  *  *  granted  under  section  7h  for  a  term  of 

two  (2)  years  from  the  date  of  this  amended  resolution, 
to  permit  the  parking  and  storage  of  not  over  seven 
(7)  motor  vehicles,  on  condition  *  *  *  and  that 

a  certificate  of  occupancy  shall  be  obtained.” 


finished  except  for  the  standpipe  and  other  minor 
items,  that  all  work  shall  be  completed  within  six 
(6)  months  from  the  date  of  this  amended  resolution.” 


284-36-BZ 

APPLICANT— W.  T.  McCarthy,  for  The  House  of  St. 
Giles  the  Cripple,  owner. 

SUBJECT — -Application  for  consideration — reopening  and 
amendment  of  resolution — re  Application  (decision 
of  the  borough  superintendent  previously  granted 
on  condition,  under  section  21  of  the  zoning  reso¬ 
lution,  partly  in  a  C  area  and  partly  in  an  E  area 
district,  the  alteration  and  extension  in  height  of 
an  existing  hospital  building,  and  the  erection  of 
additions  thereto,  to  occupy  a  greater  area  than  per¬ 
mitted  by  the  zoning  resolution. 

PREMISES  AFFECTED — 1342-1350  President  street  and 
335-343  Brooklyn  avenue,  southeast  corner  (Block 
1285,  Lot  7),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  T.  McCarthy. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION1  OF  BOARD — Application  reopened  and  restored 
to  the  calendar,  subject  to  usual  procedure. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative  :  . . .  0 


370-41-BZ 

APPLICANT — Ferdinand  Savignano,  for  Louis  H.  Pink, 
Superintendent  of  Insurance,  State  of  New  York, 
as  Liquidator  of  Lawyers  Title  and  Guaranty  Com¬ 
pany  and  Sophie  Rigler  and  John  T.  Gavin,  Jr., 
owners. 

SUBJECT — Application  for  consideration — reopening  and 
extension  of  permit — re  Application  (decision  of 
the  borough  superintendent)  previously  granted  on 
condition,  under  section  7h,  for  a  term  of  two  years, 
permitting  in  a  business  use  district,  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 443-451  Myrtle  avenue  and  137- 
155  Waverly  avenue,  northeast  corner  (Block  1889, 
Lots  96,  94  and  1),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Peter  L.  Siciliano. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened,  restored  to 
the  calendar  and  set  for  hearing  on  Tanuarv  9,  1945 
at  10  A.  M. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 


Adjourned:  4:45  P.M. 

Joseph  J.  Doyee,  Chief  Clerk. 


^CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals,  held  on  November  8,  1944,  as  they  appeared  in 
Bulletin  No.  45,  Vol.  29,  are  hereby  corrected  to  read  as 
follows : 

35-44-BZ 

APPLICANT — Roy  Clinton  Morris,  for  Joseph  Lanza, 
owner  (Jack  Ditchek,  lessee). 


437-43-BZ 

APPLICANT — Bernard  A.  Abrashkin,  for  421-429  West 
54th  Street  Corporation,  owner. 

SL1BJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete — re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition,  under  section  21  of  the  zoning 
resolution,  for  a  term  of  ten  years,  permitting  in  a 
residence  use  district,  the  conversion  of  occupancy 
of  a  building  occupied  as  a  garage  for  more  than 
five  motor  vehicles  and  service  station,  to  a  factory. 
PREMISES  AFFECTED1 — 421-429  West  54th  street,  north 
side,  300  ft.  west  of  Ninth  avenue  (Block  1064,  Lots 
16,  17  and  18),  Borough  of  Manhattan. 
APPEARANCES— 

For  Applicant :  Bernard  A.  Abrashkin. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative :  .  0 

THE  RESOLUTION  (437-43-BZ) 

Whereas,  this  application  under  section  2V  of  the  zoning 
resolution,  for  a  term  of  ten  years,  permitting  in  a  resi¬ 
dence  use  district,  the  conversion  of  occupancy  of  a  build¬ 
ing  occupied  as  a  garage  for  more  than  five  motor  vehicles 
and  service  station,  ito  a  factory,  affecting  premises  421-429 
West  54th  street,  north  side,  300  ft.  west  of  Ninth  avenue 
(Block  1064,  Lots  16,  17  and  18),  Borough  of  Manhattan, 
was  granted  by  the  Board  on  October  5,  1943,  on  certain 
conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  5,  1943,  only 
so  far  as  it  has  reference  to  the  completion  of  the  work, 
so  that  as  amended,  this  portion  of  the  resolution  shall 
read : 

“that  in  view  of  statement  by  applicant  that  all  per¬ 
mits  have  been  obtained  and  the  work  is  practically 
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SUBJECT — Application  for  consideration — reopening  and 
extension  of  time  to  complete— re  Application  (de¬ 
cision  of  the  borough  superintendent)  previously 
granted  on  condition  under  section  7 i  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for 
a  term  of  two  years,  the  conversion  of  occupancy 
of  an  existing  building  to  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED — 8230  18th  avenue,  west  side,  46 
it.  6  in.  north  of  84th  street  (Block  6314,  Lot  75), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Roy  Clinton  Morris. 

For  Administration:  Harold  Klorfein,  Park  Dept, 
and  Fred  Dahlem,  Dep’t  of  Housing  and  Build¬ 
ings. 

AC  TION  OF  BOARD — Application  reopened  and  time  ex¬ 
tended. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Murdock,  Commissioner 


Blum  and  Deputy  Chief  Gunn .  3 

Negative  . () 

Absent :  Commissioner  Savage  .  I 

THE  RESOLUTION  (35-44-BZ) 


Whereas,  this  application  under  section  7i  of  the  zoning 
resolution,  permitting  in  a  business  use  district  for  a  term  of 
two  years,  the  conversion  of  occupancy  of  an  existing  build¬ 
ing  to  a  motor  vehicle  repair  shop,  affecting  premises  8230 
18th  avenue,  west  side,  46  ft.  6  in.  north  of  84th  street 
(Block  6314,  Lot  75),  Borough  of  Brooklyn,  was  granted  by 
the  Board  on  June  20,  1944,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  of  June  20,  1944.  only  in  so  far 
as  it  has  reference  to  the  completion  of  the  work,  so  that  as 
amended,  this  portion  of  the  resolution  shall  read: 

“that  in  view  of  the  statement  by  the  applicant  that 
all  work  has  been  substantially  completed,  all  work 
shall  be  completed  within  two  (2)  months  from  the 
date  of  this  amended  resolution  *  *  *  and  that  a  cer¬ 
tificate  of  occupancy  shall  be  obtained.” 


*  Correction — The  words  “all  permits  have  been  obtained 
and”  deleted  and  the  words  “has  been •’  inserted  in  line  15 
of  the  resolution. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  Board  of  Standards 
and  Appeals,  held  on  November  28,  1944,  as  they  appeared  in 
Bulletin  No.  48,-Vol.  29,  are  hereby  corrected  to  read  as 
follows : 

648-44-A 

APPLICANT — The  Bronx  School  Annex,  for  Sarah  E. 

Mossew  and  David  H.  Mones,  owners. 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 1788  Sedgwick  avenue,  south 
side,  228  ft.  west  of  Undercliff  avenue  (Block  2880, 
Lot  182),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (648-44-A) 

Whereas,  The  Bronx  School  Annex,  lessee,  for  Sarah 
E.  Mossew  and  David  H.  Mones,  owners,  filed  November 


13,  1944,  an  appeal  from  a  decision  of  the  fire  commissioner, 
affecting  premises  1788  Sedgwick  avenue,  south  side,  228 
ft.  west  of  Undercliff  avenue  (Block  2880,  Lot  182),  Bor¬ 
ough  of  The  Bronx ;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
October  11,  1944  reads: 

“In  reply  to  your  post  card  in  reference  to  a  Depart¬ 
ment  of  Health  permit  for  70  children  and  a  proposed 
push  button  gong  for  fire  drills  at  the  above  premises, 
you  are  advised  that  the  Fire  Alarm  Rules  of  the  Board 
of  Standards  and  Appeals  require  an  approved  type  of 
an  interior  fire  alarm  system  to  be  installed  in  all  build¬ 
ings,  requiring  a  permit  from  the  Department  of  Health 
for  more  than  30  children. 

The  push  button  type  of  an  alarm  may  not  be  accepted 
by  this  Department  as  an  approved  type  of  system. 
However,  you  may  file  an  appeal  with  the  Board  of 
Standards  and  Appeals  on  the  appeal  forms  sent  to  you 
by  such  Board  on  September  29,  1944  for  permission 
to  install  the  type  of  fire  drill  gong  proposed.” 
and 

Whereas,  the  applicant  states  that  the  building  is  1  story 
and  basement  (45  ft.)  in  height,  50  ft.  by  80  ft.  in  area,  of 
class  3  construction,  erected  in  1895,  located  in  a  business 
and  residence  use,  B  area  district  and  used  and  occupied 
since  September  1944  as  follows:  basement — dormitory — 15 
persons  ;  1  st  floor — school  room  24  persons ;  proposed  to  be 
used  and  occupied  as  follows :  basement — dormitory — 30  per¬ 
sons  ;  1st  floor — school  room — 70  persons;  that  the  building 
is  equipped  with  two  interior  stairs  approximately  33  in.  in 
width  each,  enclosed  in  plaster  partitions,  equipped  with 
wood  doors  which  are  not  self-closing  and  three  exterior 
stairs  leading  to  the  roof  by  a  ladder  and  to  the  street  and 
yard  by  stairs,  with  egress  to  the  street  by  passageway ;  that 
windows  and  doors  on  the  course  of  the  fire  escapes  are 
not  fireproof,  self-closing;  that  plans  filed  with  this  appeal 
indicate  that  the  building  is  equipped  with  one  interior  wood 
stairs  and  3  sets  of  exterior  concrete  steps;  and 
Whereas,  the  applicant  contends  that  the  steps  and  build¬ 
ing  is  of  stone  and  concrete  construction  with  walls  more 
than  20  in.  thick  and  has  been  in  constant  use  as  a  church ; 
that  the  building  complies  with  all  fire  laws,  such  as  fire  re¬ 
tarded  ceilings  and  doors,  etc. ;  that  the  two  boiler  rooms 
each  have  brand  new  furnaces,  concrete  floors,  cinder  block 
and  concrete  partitions,  self-closing  kalamein  doors,  fire  re¬ 
tarded  ceilings;  that  all  electrical  wiring  has  been  checked, 
the  old  fixtures  removed  and  new  fixtures  installed;  that  the 
building  has  the  proper  number  of  exits  in  accordance  with 
the  requirements  of  the  Department  of  Housing  and  Build¬ 
ings  ;  that  there  is  an  unobstructed  passageway  leading  to 
Sedgwick  avenue  and  Undercliff  avenue;  that  there  are  two 
fire  extinguishers  of  five  gallons  capacity  each  on  each  floor; 
that  there  is  also  a  50  ft.  hose  connection  in  the  building; 
that  the  children  are  divided  into  small  groups,  each  under 
the  supervision  of  a  trained  teacher;  that  plans  were  ap¬ 
proved  by  the  borough  superintendent  for  70  persons  on  the 
1st  floor  and  35  in  the  dormitory,  the  total  number  of  occu¬ 
pants  throughout  the  building  to  be  70;  and 
Whereas,  the  applicant  has  filed  a  copy  of  a  communica¬ 
tion  dated  September  7,  1944  from  the  borough  superinten¬ 
dent,  Department  of  Housing  and  Buildings,  addressed  to 
the  Department  of  Health,  advising  that  the  Department  of 
Housing  and  Buildings  will  have  no  objection  to  the  tem¬ 
porary  use  of  these  premises,  pending  the  issuance  of  a 
Certificate  of  Occupancy  as  a  day  nursery,  provided  there 
shall  not  be  more  than  thirty  children  allowed  on  the 
premises;  and 

Whereas,  the  applicant  requests  permission  to  install  a 
simplified  fire  alarm  system  in  lieu  of  the  approved  system 
complying  with  the  requirements  therefor;  that  fire  drills 
are  regularly  conducted  in  the  building;  and 

Whereas,  although  the  applicant  has  stated  in  the  appeal 
form,  item  A,  that  the  decision  of  the  fire  commissioner  is 
dated  September  14,  1944,  the  decision  of  the  fire  commis¬ 
sioner  is  actually  dated  October  11,  1944,  as  herein  stated. 
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Resolved,  that  the  decision  of  the  fire  commissioner  dated 
October  11,  1944,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  a  sub¬ 
standard  fire  alarm  system  consisting  of  a  vibrating  gong 
not  less  than  6  in.  in  diameter,  located  on  each  floor  and 
actuated  by  dry  cell  batteries  shall  be  installed  to  the  satis¬ 
faction  of  the  fire  commissioner;  that  push  buttons  shall  be 
located  in  the  central  position  as  he  may  determine ;  that  such 
system  shall  be  used  only  in  connection  with  fire  drills ;  that 
fire  drills  shall  be  maintained  at  least  twice  a  month  and  shall 
be  under  the  supervision  of  qualified  persons ;  that  the  num¬ 
ber  of  children  to  be  accommodated  in  the  building  shall 
not  exceed  that  permitted  by  the  Department  of  Housing  and 
Buildings  and  the  Department  of  Health;  that  while  the 


dormitory,  as  proposed,  is  in  use,  it  shall  at  all  times  be  in 
charge  of  a  qualified  attendant  within  the  dormitory  space; 
that  no  children  shall  be  accommodated  except  during  day 
time  school  hours;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto. 


Correction — The  words  “located  on  each  floor  and ”  in¬ 
serted  in  line  82  of  the  resolution,  the  words  “a  storage 
battery  deleted  and  the  words  “dry  cell  batteries”  inserted 
therefor  in  line  83  of  the  resolution  and  the  words  “the  push 
button”  deleted  and  the  words  “push  buttons”  inserted 
therefor  in  line  84  of  the  resolution. 


RULES  RELATING  TO  SMOKING  IN  PROTECTED  PORTIONS  OF  FACTORIES,  AND 

IN  SPECIAL  CLASSES  OF  OCCUPANCIES. 

Adopted  by  the  Board  of  Standards  and  Appeals  August  13,  1918,  effective  September  9,  1918,  under  the 
powers  conferred  upon  the  Board  by  Section  718-a,  Subsections  2  and  3  (Old  Charter)  to  supplement  Section  283 
of  the  Labor  Law  (Old  Section  83c). 

|  Cal.  1262-18-SR] 


Labor  Law 

Section  283.  Smoking. 

1.  No  person  shall  smoke  in  a  factory.  A  notice  of  such 
prohibition  stating  the  penalty  for  violation  thereof  shall  be 
kept  posted  in  every  entrance  hall,  elevator,  stairhall  and 
room  of  a  factory  in  English,  and  in  such  other  languages  as 
the  fire  commissioner  of  the  city  of  New  York  in  such  city 
and  elsewhere  the  commissioner  shall  direct. 

2.  The  board  in  its  rules  may  permit  smoking  in  protected 
portions  of  a  factory,  or  in  such  classes  of  occupancies  where 
in  its  opinion  the  safety  of  the  employees  will  not  be  en¬ 
dangered  thereby.  The  fire  commissioner  of  the  city  of  New 
York  in  such  city  and  elsewhere  the  commissioner  may  issue 
such  permits  in  accordance  with  rules  adopted  by  the  board. 

3.  The  fire  commissioner  of  the  city  of  New  York  in  such 
city  and  elsewhere  the  commissioner  shall  enforce  this  section. 

Rule  1.  Permit. 

(a)  Prohibition.  No  person  shall  smoke,  or  carry  a 
lighted  cigar  or  cigarette  in  any  factory  as  defined  in 
Article  1,  Section  2,  of  the  State  Labor  Law,  nor  in  any 
portion  of  a  factory,  within  the  City  of  New  York,  except 
in  such  protected  portions  or  special  classes  of  occupancies 
as  are  specified  in  Rule  2  of  these  rules,  and  then  only 
after  the  issuance  of  a  permit  by  the  Administrative  official. 

It  shall  be  the  joint  and  several  duty  of  the  owner  and 
of  the  lessee  or  lessees  of  the  building  containing  such  fac¬ 
tory  or  factories  to  cause  to  be  posted  in  each  and  every 
entrance  hall,  stair  hall  or  room  throughout  the  building,  as 
well  as  in  every  elevator-car,  in  English,  and  also  in  such 
other  language  or  languages  as  the  administrative  official 
■-hall  direct,  a  notice  of  such  prohibition,  and  the  penalty 
for  its  violation. 

(b)  Application.  Application  for  such  permit  shall  be 
made  only  by  the  owner  of  the  building  on  suitable  blank 
forms  to  be  furnished  by  the  administrative  official. 

(c)  Time  Limit.  Such  permit  shall  be  for  a  definite 
period,  not  exceeding  one  year,  and  shall  not  be  renewed 
upon  expiration  until  a  reinspection  of  the  premises  for 
which  it  is  issued  has  been  made  for  the  purpose  of  deter¬ 
mining  whether  existing  conditions  warrant  a  renewal. 

(d)  Conditions.  The  permit  shall  state  the  conditions 
under  which  the  hours  between  which,  and  the  place  or 
places  in  such  factory  where  smoking  may  be  permitted, 
and  this  permit  shall  be  framed  and  kept  posted  in  a  con¬ 
spicuous  place  in  the  factory. 


(e)  Revocation.  Violation  of  any  of  the  conditions 
specified  in  the  permit,  in  addition  to  incurring  such  pen¬ 
alties  as  are  prescribed  by  law,  shall  be  full  and  sufficient 
cause  for  the  revocation  of  such  permit  by  the  administra¬ 
tive  official,  and  shall  not  again  issue  a  permit  for  the  same 
premises  until  at  least  one  year  has  elapsed. 

Rule  2.  Permissible  Cases. 

Smoking  may  be  permitted  in  : 

(a)  Factories  engaged  in  the  manufacture  of  cigars, 
cigarettes,  or  smoking  tobacco,  when  necessary  for  the 
efficient  conduct  of  the  business,  provided  that : 

(1)  No  smoking  other  than  that  for  sampling, 
testing  and  experimental  purposes  is  carried  on. 

(2)  Such  smoking  is  conducted  in  a  room  pro¬ 
vided  especially  for  that  purpose,  separated  from 
the  rest  of  the  building  by  fireproof  or  fire- 
resisting  partitions,  with  all  openings  therein  pro¬ 
tected  by  selfclosing  fire  doors,  and  further,  un¬ 
less  the  building  is  of  fireproof  construction  or 
provided  with  an  approved  automatic  sprinkler 
system,  the  floor  and  ceiling  of  such  room  shall  be 
covered  with  fire  retarding  material. 

(3)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed. 

(4)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited  in  fireproof  recep¬ 
tacles. 

(b)  Factories  devoted  entirely  to  one  of  the  following 
occupancies : 

Blacksmithing  or  horseshoeing; 

Boiler  making; 

Brick,  terra  cotta  or  artificial  stone  works ; 

Forge  shops ; 

Foundries ; 

Iron,  steel,  brass  or  copper  works; 

Machine  shops ; 

Smelting; 

Stone  or  monumental  works; 

provided  that  in  any  case : 

O')  The  building  is  not  of  wooden  construc¬ 
tion  ; 

(2)  Such  chemical  fire  extinguishers  as  the  ad¬ 
ministrative  official  may  direct  are  installed; 

(3)  All  waste  paper  and  other  inflammable 
waste  materials  are  deposited-  in  fireproof  recep¬ 
tacles.  ‘ 
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10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  the  board,  will  he  seen 
only  between  the  hours  of  ten  in  the  morning  and  one  in 
the  afternoon — Saturdays  excepted. 


NOTICE  TO  APPELLANTS  AND  APPLICANTS 

No  Appeal  or  application  will  be  entertained  in  connection 
with  which  court  proceedings  are  pending  or  in  progress, 
unless  exception  is  granted  by  the  chairman,  nor  accepted 
which  is  not  filed  within  thirty  days  from  the  date  of  the 
action  of  the  Administrative  Official. 


This  issue  of  the  Bulletin  contains  in  the  order  given — 
Docket 


Any  communication  purporting  to  be  an  appeal  or  appli 
cation  shall  be  regarded  as  a  mere  notice  of  intention  to 
seek  relief  until  it  is  filed  on  the  form  required  by  the  rules 
of  this  board. 


Rules  Directory. 

The  Hearing  Calendar. 

Minutes  of  Regular  Meeting,  December  19,  1944,  at  10 
A.M.,  Affecting  Calendar  Numbers  33-20-BZ,  268-44- 
BZ,  540-44-BZ,  575-25-BZ,  819-38-BZ,  598-43-BZ,  404- 
44-BZ,  454-44-BZ  and  628-44-BZ. 


Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  appeal 
or  application. 

At  the  time  of  filing  an  appeal  or  application,  the  appel¬ 
lant  or  applicant  shall  forward  a  signed  notice  of  appeal 
addressed  to  the  administrative  official  either  borough  super¬ 
intendent  of  buildings  or  fire  commissioner  and  file  with 
this  board  a  duplicate  of  said  notice. 


Minutes  of  Regular  Meeting,  December  19,  1944,  at  2 
P.M.,  Affecting  Calendar  Numbers  23-44-A,  489-44-A, 
526-44-A,  592-44-A,  613-44-A,  615-44-A,  634-44-A,  638- 
44- A,  649-44-A,  651-44-A,  688-44-A,  713-44-A  and  248- 
44-A. 

(Remaining  minutes  of  the  regular  meeting  of  December 
19,  1944,  will  be  printed  in  the  Bulletin  of  January  2, 
1945.) 


Appellants  and  applicants  are  advised  that  their  plans 
must  indicate  the  points  of  the  compass  so  as  to  establish 
the  true  location  and  position  of  the  property,  the  subject 
of  the  appeal  or  application. 

Appeals  and  applications  will  be  simplified  and  disposition 
of  same  expedited  by  conforming  to  these  directions. 

HARRIS  H.  MURDOCK,  Chairman. 
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iVew  Cases  Filed  up  to  December  18,  1944. 

Cal.  No.  Dept.  Premises  affected 

725- 44-A — H.B.Q. — 41-03  Broadway  and  31-89  41st  street, 

northeast  corner  (Block  679,  Lot  7),  Long  Island  City, 
Borough  of  Queens,  Amendment  to  Alt.  1476-44. 

726- 44-A — F.D. — 109-115  York  street,  north  side,  50  ft. 
east  of  Jay  street  (Buildings  9  and  10,  Basement  and  1st 
floors)  ;  (Block  54,  Lot  12),  Borough  of  Brooklyn,  13802-LF. 


727- 44-A— F.D. — 65-81  Broad  street,  30-36  Beaver  street, 
southeast  corner  and  28-36  South  William  street,  northeast 
comer  of  Broad  street  (2nd  floor)  ;  (Block  29,  Lot  70), 
Borough  of  Manhattan,  39730-LC. 

728- 44-A — H.B.B. — 457  Knickerbocker  avenue  and  1350 
Greene  avenue,  northeast  corner  (2nd  floor)  ;  (Block  3300, 
Lot  8),  Borough  of  Brooklyn,  Alt.  3545-44. 

729- 44-SA — Noex  Safe  Petroleum  Dry  Cleaning  Unit. 
Models  1,  1A,  IB,  2,  2A,  2B  and  2C,  Appliance. 


730-44-BZ — H.B.B. — 47  Brevoort  place,  northwest  corner 
of  Bedford  avenue  (Block  2017,  Lot  39),  Borough  of  Brook¬ 
lyn,  N.B.  305-44. 


731-44-A — F.D. — 38-38  9th  street,  west  side,  244  ft.  south 
of  38th  avenue  (Freeman  street)  ;  (2nd  and  3rd  floors)  ; 
(Block  476,  Lot  1),  Long  Lsland  City,  Borough  of  Queens, 
98067-C. 


732-44-A — H.B.M. — 200-202  East  116th  street  and  2121- 
2123  3rd  avenue,  southeast  corner  (2nd  and  3rd  floors)  ; 
(Block  1665,  Lot  48),  Borough  of  Manhattan,  Alt.  1557-44. 


733-44-A — F.D. — 572  Wythe  avenue,  west  side,  84  ft.  7  in. 
south  of  Rush  street  (cellar  and  1st  floor)  ;  (Block  2165, 
Lot  26),  Borough  of  Brooklyn,  11713-LF  and  Decision. 


734.44.  A — H.B.Q. — 21-24  44th  avenue  (14th  street),  south 
side,  111.93  ft.  east  of  Van  Alst  avenue  (1st  and  2nd 
floors);  (Block  439,  Lot  27),  Long  Island  City,  Borough 
of  Queens,  Misc.  1540-44. 


735-44-A — H.B.Q. — 164-40  Hillside  avenue,  southwest 
corner  of  165th  street  (Block  9814,  part  of  Lot  34),  Jamaica, 
Borough  of  Queens,  N.B.  477-44. 


OIOSI<*IVA'I'IO!VS:  H.B. — Department  of  Housing  and  Buildings; 
II.  11. 11.— Department  of  Housing  and  Buildings,  Brooklyn ;  II. II. ill. 
Department  of  Housing  and  Buildings,  Manhattan;  1I.B.<1. —  l)e 
partment  of  Housing  and  Buildings,  Queens;  Ii.II.lt. —  Department 
of  Housing  and  Buildings,  Richmond;  H.B.Bx. — Department  ot 
Housing  and  Buildings,  Bronx;  H.D. — Health  Department,  and 
F.D. — Fire  Department. 


RULES 


Last  Publication  la  Bulletin 


Blended  Cements,  Rules  for  Testing 

and  Use  of .  .  . . Dec. 

Carbon  Dioxide  Liquefier,  Rules.  ..  .Dec. 

Certificates  of  Occupancy,  approved 

form  . Dec. 

Concrete  Flat  Slabs,  Rules . July 

Concrete  Masonry  Units,  Rules  for 
Manufacture,  Testing  and  Use 
of  . Dec. 

Concrete  Rules  (Hydrated  Lime)... Aug. 

Elevator  Rules  . Mar. 

Erection,  Alteration,  Repair,  Ex¬ 
cavation  for  and  Demolition  of 
Buildings  . Dec. 

Exit  Rules  (Revolving  Doors) . June 

Factory  Exit  Rules . Sept. 

Fire  Alarm  Rules  (Interior) . Dec. 

Fire  Drill  Rules  . .....Mar. 

Fire-resistive,  Flameproof  Materials, 

etc.,  Rules  for  Testing  of . Nov. 

Fire  Retarding  Rules  for  Garages, 

etc . Dec. 

Fireproof  Wood,  Testing  of . Apr. 

Frame  Garages,  Ruling  for . ....Jan. 

Fusion  Welding  and  Gas  Cutting 

Rules  . Dec. 

Gas  Shut-Off  Rules . Apr. 

Hatchway  Protection  . June 

Insulating  Fibre  Board  Rules . Dec. 

Methyl  Chloride  Rules  for  Class  B 

and  C  Refrigerating  Systems. . .  Nov. 

Oil  Burner  Rules . Dec. 

Opening  Protective  Assemblies, 

Rules  for  Inspection  of . Apr. 

Paint,  Varnish  and  Lacquer  Spray¬ 
ing  Rules  . Dec. 

Platform  Trucks,  Specifications  for.. Nov. 

Plumbing  Rules  . Aug. 

Plumbing  Rules  (Submerged  Inlets; 
Protective  Methods  to  Prevent 
Contamination  of  Water  Supply)  .Oct. 

Procedure,  Rules  of . Sept. 

Refrigerating  Systems,  Extract  A. C. .  Oct. 

Smoking  in  Factories,  Rules  for....  Dec. 

Sprinkler  Rules  . June 

Standpipe  Fireline  Rules . June 

Structural  Alterations,  Reporting.  ..  .June 

Tank  Trucks,  Fuel  Oil,  etc . Nov. 

Tank  Trucks,  Gasoline,  etc . Nov. 


Wire  Glass  Rules  (Amendment  to 

Rule  505  of  Industrial  Code) ..  Dec. 


28,  1943— Vol.  28,  No.  .52  A 
28,  1943— Vol.  28,  No.  52A 

28,  1943— Vol.  28,  No.  52 A 
13,  1937— Vol.  22,  No.  28 


28,  1943— Vol.  28,  No.  52A 
3,  1937— Vol.  22,  No.  31 
3,  1936— Vol.  21,  No.  9 


28,  1943— Vol.  28,  No.  52A 
15,  1937— Vol.  22,  No.  24 

12,  1944 — Vol.  29,  No.  36 
28,  1943— Vol.  28,  No.  52A 

7,  1944— Vol.  29,  No.  10 

14,  1944— Vol.  29,  No.  45 

28,  1943— Vol.  28,  No.  52A 

13,  1937— Vol.  22,  No.  15 
21,  1919— Vol.  4,  No.  3 

28,  1943— Vol.  28,  No.  52A 
7,  1925— Vol.  10,  No.  14 
5,  1928— Vol.  13,  No.  23 
28,  1943— Vol.  28,  No.  52 A 

21,  1944 — Vol.  29,  No.  46 
28,  1943— Vol.  28.  No.  52 A 

11,  1944 — Vol.  29,  No.  15 

12,  1944— Vol.  29,  No.  49 
24,  1936— Vol.  21,  No.  47 

3,  1937— Vol.  22,  No.  3! 


24,  1944— Vol.  29,  No.  42 

7,  1037— Vol.  22,  No.  36 
10.  1044— Vol.  29.  No.  4  0 
19,  1944 — Vol.  29,  No.  50 
29,  1937— Vol.  22,  No.  26 

8,  1937— Vol.  22,  No.  23 
7,  1932— Vol.  17,  No.  23 

24,  1936— Vol.  21,  No.  47 
24,  1936— Vol.  21,  No.  47 

28,  1943— Vol.  28,  No.  52A 


Approved  appliances  and  materials  are  printed  in  the 
Supplement  to  the  Bulletin  of  June  8,  1943,  Vol.  28, 
No.  23A. 


JANUARY  3,  1945,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  January  3,  1945,  at  10  o’clock  in  Room 
1013,.  Municipal  Building,  Manhattan,  on  the  following 
matters  : 

Zoning  Applications. 


736-44-A— H.B.B.— 1704  Pitkin  avenue  (1706  displayed), 
south  side,  100  ft.  3*4  in.  west  of  Thatford  avenue  (2nd 
floor)  ;  (Block  3522,  Lot  17),  Borough  of  Brooklyn,  Amend¬ 
ment  to  Alt.  1926-43. 

Restored  to  Calendar 

192-38-BZ — H.B.Bx — 1679-1681  Jerome  avenue,  west 
side,  275  ft.  north  of  Featherbed  lane  (Block  2861,  Lot  32), 
Borough  of  The  Bronx,  Decision  re  Certificate  of  Occu¬ 
pancy. 


268-44-BZ— Application,  May  5,  1944,  under  section  7e 

of  the  zoning  resolution,  of  Herman  Kron,  applicant,  on 
behalf  of  Ruth  Katz,  owner,-  to  permit  in  a  residence  use 
district,  for  a  temporary  period  of  two  years,  the  change  of 
occupancy  of  a  garage  for  more  than  five  motor  vehicle* 
to  a  factory  for  wood  working;  premises  334-344  Cleveland 
street,  west  side,  100  ft.  north  of  Liberty  street  (Block 
3968,  Lot  29),  Borough  of  Brooklyn. 

33-20-BZ — Application  of  Joseph  Lau,  applicant  on  be¬ 
half  of  Eugene  F.  Nolan,  owner,  reopened  October  6,  1942, 
under  section  7c  of  the  zoning  resolution,  to  permit  partly 
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in  a  business  use  district  and  partly  in  an  unrestricted  use 
district,  the  change  of  occupancy  from  oil  storage  in  the 
cellar  and  ice  storage  on  the  1st  floor  (previously  granted 
by  the  Board)  to  dead  storage  of  autos  in  the  cellar  and  a 
garage  for  jnore  than  five  motor  vehicles  on  the  1st  floor; 
premises  245  West  Fordham  road,  northeast  corner  of  Cedar 
avenue  (Block  3235,  Lots  30,  33,  34,  37,  38,  48  and  49), 
Borough  of  The  Bronx. 

599-44-BZ— Application,  October  20,  1944,  under  sections 
/ c  and  21  of  the  zoning  resolution,  of  Paul  Friedman,  appli¬ 
cant  on  behalf  of  Isser  Einhorn,  owner  (Adelphi  Paint 
and  Color  Works,  Inc.,  lessee),  to  permit  in  a  residence  use 
district,  the  addition  of  a  2nd  story  on  an  existing  paint 
storage  building  and  its  connection  to  an  existing  two  story 
paint  factory;  premises  85-20  to  85-26  and  86-02  to  86-08 
135th  (Dumci  £)  avenue,  south  side,  441.83  ft.  east  of  84th 
street  (Block  11396,  Lots  25  and  32),  Ozone  Park,  Borough 
of  Queens. 

606-44-BZ— Application,  October  24,  1944,  under  section 
21-C  of  the  zoning  resolution,  of  Albert  E.  Wheeler,  appli¬ 
cant,  on  behalf  of  Marie  P.  Campagna,  owner,  to  permit  in 
an  h  area  district,  a  one  and  two  family  residential  develop¬ 
ment  not  conforming  to  the  area  district  requirements; 
premises  South  side  of  West  249th  street  (Spauldings 
Lane),  between  Henry  Hudson  Parkway  and  Arlington 
avenue  (Block  3419,  Lot  91),  Borough  of  The  Bronx. 

670-44- BZ — Application,  November  15,  1944  under  section 
21-C  of  the  zoning  resolution,  of  Albert  E.  Wheeler,  appli¬ 
cant,  on  behalf  of  Vinmont  Land  Corporation,  owner,  to 
permit  in  a  C  and  F  area  district,  a  one  and  two  family 
residential  development  not  conforming  to  the  area  district 
requirements;  premises  East  side  of  Mosholu  avenue  from 
West  254th  to  West  255th  streets  (Block  3421C,  Lot  1311 
and  Block  3421D,  Lot  1417),  Borough  of  The  Bronx. 

718-44-BZ — Application,  December  11,  1944,  under  section 
7e  of  the  zoning  resolution,  of  Harry  M.  Prince,  applicant, 
on  behalf  of  39  Park  Avenue  Corporation,  owner  (Philip 
E.  Wilcox,  lessee),  to  permit  in  a  residence  use  district,  the 
temporary  use  of  a  portion  of  an  existing  residence  building 
for  conference  room,  professional  office,  drafting  room, 
storage  and  file  room;  premises  39  Park  avenue,  northeast 
corner  of  East  36th  street  (Block  892,  Lot  1),  Borough  of 
Manhattan. 

699-44-BZ — Application,  December  4,  1944,  under  section 
7c  of  the  zoning  resolution,  of  Sidney  L.  Strauss,  appli¬ 
cant,  on  behalf  of  Ten  Fifth  Avenue  Corporation,  owner,  to 
permit  in  a  residence  use  district,  a  one  story  extension  to 
a  multiple  dwelling  and  stores  building,  the  extension  to 
cover  balance  of  lot;  premises  10  Fifth  avenue  and  1  West 
8th  street,  northjvest  corner  (Block  572,  Lot  44),  Borough 
of  Manhattan. 

HARRIS  H.  MURDOCK,  Chairman 


JANUARY  3,  1945,  2  P.  M. 

NOTICE  TS  HEREBY ‘GIVEN  of  a  public  hearing 
Wednesday  afternoon,  January  3,  1945,  at  2  o’clock  in  Room 
1013,  Municipal  Building.  Manhattan,  on  the  following 

matters : 

Appeals  from  Administrative  Decisions 

667-44-A — 184-02  Jamaica  avenue,  south  side,  330.58  ft. 
east  of  183rd  street  (Building  3)  ;  (Block  10352,  Lot  66), 
Jamaica,  Borough  of  Queens. 

654-44-A — 878-880  Prospect  avenue,  east  side,  112  ft. 
north  of  Prospect  avenue  and  845-847  Westchester  avenue 
(2nd  and  3rd  floors)  ;  (-Block  2690,  Lot  4),  Borough  of 

The  Bronx. 


JANUARY  9,  1945,  10  A.  M. 

-r  ILK  IS  HEREBY  GIVEN  of  a  public  hearing 
ncsday  morning  January  9  1945,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters :  6 


449-44-BZ-AppIication,  July  20,  1944,  under  sections  7a 
and  21  of  the  zoning  resolution,  of  Philip  Freshman,  appli¬ 
cant,  on  behalf  of  Peter  Hartmann,  owner,  to  permit  in  a 
business  use  district,  the  reconstruction  of  three  (3)  build¬ 
ings,  two  (2)  of  which  are  two  stories  in  height  occupied  as 
gaiages  tor  more  than  five  motor  vehicles  and  one  (1)  one 
story  in  height  occupied  as  a  garage  for  five  motor  vehicles 
into  one  (1)  building  one  story  in  height  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  premises  238-242 
\  anderbilt  avenue  west  side,  208  ft.  7  in.  north  of  DeKalb 
avenue  (Block  2092,  Lots  53,  54  and  55),  Borough  of  Brook¬ 
lyn. 


370-41-BZ  Application  of  Ferdinand  Savignano,  appli- 

nIltin0ini  r1  alf  Of  Sophie  Rigler,  owner,  reopened  December 
y y  ^°.r  consideration  as  to  extension  of  permit  (ex- 
pired  by  limitation)— Application,  previously  granted  on 
condition,  under  section  7h  of  the  zoning  resolution  for  a 
term  of  two  years,  permitting  in  a  business  use  district,  the 
parking  and  storage  of  more  than  five  motor  vehicles  • 
premises  443-451  Myrtle  avenue  and  137-155  Waverly  av¬ 
enue,  northeast  corner  (Block  1889,  Lots  96,  94  and  1) 
Borough  of  Brooklyn. 


i  i  ' tl  T hcation  of  John  J.  Beatty,  applicant,  on 
►unau  ot  I  homas  F.  Martin  Realty  Company,  owner  (Louis 
1  hen,  lessee)  ;  reopened  November  21,  1944,  for  considera¬ 
tion  as  to  extension  of  permit  (expired  by  limitation)  re _ 

Application  (decision  of  the  borough  superintendent)  previ¬ 
ously  granted  on  condition  under  section  7h  of  the  zoning 
resolution,  for  a  term  of  two  years,  permitting  partly  in 
a  business  use  and  partly  in  a  residence  use  district,  the 
parking  of  more  than  five  motor  vehicles;  premises  2918- 
2926  West  17th  street,  west  side,  170  ft.  north  of  Surf 
avenue  (Block  7061,  Lot  16),  Borough  of  Brooklyn 


991-40-BZ — Application  of  William  J.  Minogue,  applicant, 
on  behalf  of  Unexcelled  Manufacturing  Co.,  Inc.,  owner, 
reopened  May  26,  1942,  for  consideration  as  to  extension 
ot  permit  (expired  by  limitation)  re — Application,  previ¬ 
ously  granted  on  condition,  under  section  7e  of  the  zoning 
resolution,  permitting  in  a  residence  use  district,  for  a  term 
of  two  years,  the  erection  and  maintenance  of  twenty-six 
(26)  buildings  for  fireworks;  premises  1144-1208  Richmond 
avenue,  west  side,  400  ft.  south  of  Lisk  avenue  (Block 
1665,  Lot  7  and  Block  1660,  Lot  1),  Graniteville,  Borough 
of  Richmond. 


319-44-BZ — Application,  May  31,  1944,  under  section  7c 
of  the  zoning  resolution,  of  Lama  and  Proskauer,  applicants, 
on  behalf  of  Joseph  Newman,  owner,  to  permit  in  a  business 
use  district,  the  conversion  of  a  stable,  store  and  one  family 
residence  building,  to  a  motor  vehicle  repair  shop,  stores 
and  residence  for  one  family;  premises  8664-8666  18th 
avenue,  west  side,  150  ft.  north  of  Benson  avenue  (Block 
6368,  Lot  55),  Borough  of  Brooklyn. 

284-36-BZ — Application  of  W.  T.  McCarthy,  applicant, 
on  behalf  of  The  House  of  St.  Giles  the  Cripple,  owner; 
reopened  December  12,  1944  re — Application  (decision  of 
the  borough  superintendent)  under  section  21  of  the  zoning 
resolution,  to  permit  partly  in  a  C  area  district  and  partly 
in  an  E  area  district,  the  alteration  and  extension  in  height 
of  an  existing  hospital  building,  and  the  erection  of  addi¬ 
tions  thereto,  to  occupy  a  greater  area  than  that  permitted 
by  the  zoning  resolution ;  premises  1342-1350  President 
street  and  335-343  Brooklyn  avenue,  southeast  corner 
(Block  1285,  Lot  7),  Borough  of  Brooklyn. 


Appeal  from  Administrative  Decision 


HARRIS  H.  MURDOCK,  Chairman.  700-44-A — 1342-1350  President  street  and  335-343  Brook- 
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lyn  avenue,  southeast  corner  (Block  1285,  Lot  7),  Borough 
of  Brooklyn. 

Material  for  Approval 

548-44-SM — Sloan  V-200  and  ^4"  IPS  Vacuum 
Breaker. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  9,  1945,  2  P.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  9,  1945,  at  2  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 

matters  : 

Appeals  from  Administrative  Decisions 

343-43-A — 93-101  Lexington  avenue,  north  side,  275  ft. 
east  of  Classon  avenue  (Block  1967,  Lots  64  and  66),  Bor¬ 
ough  of  Brooklyn  (reopened  and  restored  to  calendar,  No¬ 
vember  21,  1944;  previously  withdrawn). 

496-43-A — 425  Beach  72nd  street,  southwest  corner  of 
Hessler  avenue  (Block  523,  Lots  22  and  24),  Arverne, 
Borough  of  Queens  (under  section  35,  General  City  Law  re 
bed  of  mapped  street — Barbadoes  drive). 

HARRIS  H.  MURDOCK.  Chairman. 


JANUARY  16,  1945,  10  A.  M. 

^NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
l  uesday  morning,  January  16,  1945,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matters : 

Zoning  Applications. 

330-42-BZ — Application  of  Eugene  De  Rosa,  applicant 
on  behalf  of  Jeron  Co.,  Inc.,  owner,  reopened  and  restored  to 
Calendar,  September  12,  1944  (previously  withdrawn),  under 


section  7c  of  the  zoning  resolution,  to  permit  partly  in  a  busi¬ 
ness  use  district  and  partly  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  building  to  be  used  as  a  theatre 
and  stores ;  premises  95-42  to  95-48  Queens  boulevard,  south 
side,  130  ft.  west  of  63rd  drive  and  63-39  to  63-49  Saunders 
street  (Block  3080,  Lots  30  and  31),  Rego  Park,  Borough  of 
Queens. 

192-38-BZ — Application  of  Power  and  Hopkins,  appli¬ 
cants,  on  behalf  of  Walter  W.  Welton,  et  al,  owners,  re¬ 
opened  December  19,  1944,  for  consideration  as  to  extension 
of  permit  (expired  by  limitation)— Application,  previously 
granted  on  condition,  under  section  7i  of  the  zoning  resolu¬ 
tion,  >for  a  term  of  two  years,  permitting  in  a  business  use 
district,  the  conversion  of  occupancy  of  an  existing  building 
to  a  motor  vehicle  repair  shop;  premises  1679-1681  Jerome 
avenue,  west  side,  275  ft.  north  of  Featherbed  lane  (Block 
2861,  Lot  32),  Borough  of  The  Bronx. 

HARRIS  H.  MURDOCK,  Chairman. 


JANUARY  30,  1945,  10  A.  M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  30,  1945,  at  10  o’clock  in  Room 
1013,  Municipal  Building,  Manhattan,  on  the  following 
matter : 

Zoning  Application. 

422-39-BZ — Application  of  Lama  and  Proskauer,  appli¬ 
cants  on  behalf  of  Bonded  Lien  Corp.,  owner,  reopened 
July  25,  1944,  for  consideration  as  to  extension  of  permit 
— Application,  previously  granted  on  condition  under  sec¬ 
tion  7h  of  the  zoning  resolution,  permitting  in  a  business 
use  district,  for  a  term  of  two  years,  the  parking  and 
storage  of  more  than  five  motor  vehicles;  premises  305- 
313  21st  street  and  697-705  6th  avenue,  northwest  corner 
(Block  892,  Lot  1),  Borough  of  Brooklyn. 

HARRIS  H.  MURDOCK,  Chairman. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  19,  1944 

Present:  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 

The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning,  December  12,  1944  and  Tuesday  after¬ 
noon,  December  12,  1944,  were  approved  as  printed  in  Bul¬ 
letin  No.  50,  Volume  29. 


ZONING  CASES 

33-20-BZ 

APPLICANT — Joseph  Lau,  for  Eugene  F.  Nolan,  owner. 

SUBJECT— Application  reopened  October  6,  1942,  re  (de¬ 
cision  of  the  acting  borough  superintendent)  under 
section  7c  of  the  zoning  resolution,  to  permit  partly 
in  a  business  use  district  and  partly  in  an  unre¬ 
stricted  use  district,  the  change  of  occupancy  from 
oil  storage  in  the  cellar  and  ice  storage  on  the  1st 
floor  (previously  granted  by  the  Board)  to  dead 
storage  of  autos  in  the  cellar  and  a  garage  for  more 
than  five  motor  vehicles  on  the  1st  story. 

PREMISES  AFFECTED — 245  West  Fordham  road,  north¬ 
east  comer  of  Cedar  avenue  (Block  3235,  Lots  30, 
33,  34,  37,  38,  48  and  49),  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Joseph  Lau  and  Eugene  F.  Nolan. 
For  Opposition:  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Laid  over  to  January  3,  1945  at 
10  A.  M.  for  further  consideration. 


268-44-BZ 

APPLICANT — Herman  Kron,  for  Ruth  Katz,  owner. 
SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolution, 
to  permit  in  a  residence  use  district,  for  a  tem¬ 
porary  period  of  two  years,  the  change  of  occu¬ 
pancy  of  a  garage  for  more  than  five  motor  vehicles 
to  a  factory  for  wood  working. 

PREMISES  AFFECTED — 334-344  Cleveland  street,  west 
side,  100  ft.  north  of  Liberty  avenue  (Block  3968. 
Lot  29),  Borough  of  Brooklyn. 
APPEARANCES— 

For  Applicant :  Herman  Kron. 

For  Opposition:  None. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Uaid  over  to  January  3,  1945  at 
10  A.  M.  for  further  consideration. 
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540-44-BZ  - 

APPLICANT-Humphrey  Nolan  for  r  ^  ♦  •  .  *  uw"  ame^ment  of  the  resolution ;  and 

SUBIE^'P  ,Ba".k'  8  ndUS,nal  onVNHo“lmAbVh8,S,Se  "T  <»  vote  of  the  Boar,! 

‘  lendentj*  'under  sections'  7A  at"  P™*^:  and  '  r“'  *°  ",C  Ca'endar’  »>'><«' 

resolution,  to  permit  the  extension  o°f  an'VSf  I.y  theTcL?  of' ShTT  lfM  on  ,his  application 

but  d,„g  located  partly  within  a  business  use  “d  meelil  December  M Uu*  rApptals’  at  ils  regular 

mi-dy  m  a  residence  use  district,  to  extend  further  in  the  Bulletin  of  |,  b!^'  a/ter  dVe  "otlce  b-v  Publication 

o  the  residence  use  district  and  to  permit  the  Whfrkas  m  i-  ard  °  Standards  and  Appeals ;  and 

entrance  to  a  loading  platform  more  than  25  feet  resolution'  show  dim  ‘b'ZV  accompanying  lhe  zoning 
from  the  intersecting  streets  *csoiunon  snow  that  Flatbush  avenue  and  Washine-ton  av 

F  REMISES  AFFECpD^086-4100  Broadway  and  616-  .Sic^  Lefferts" use\  ^  area  and  VA  times  height 

5n?i  \Vest,|?3rd  street>  southeast  corner  (Block  deuce  use  P  ajL avenu^  and  Sterhng  street  are  in  a  resi- 

APPEARANCES—  ’  B°r°Ugh  °f  Ma"ha,,a"-  ,  decisi^of'X 

^Walther3"1'  Humphrey  Nolan  and  J*  Bart  reads :  °Ct°ber  16’  194A  re  Alt-  Applic.  2871-44.  item  1 

For  Opposition:  Samuel  Alexander,  William  Lin-  ^X'S„t.ing  "on-con forming  use  in  a  business  zone 

man  and  Edwin  N.  Vogel.  P  &  Lgn  ^  Cf>nd.'F>onallV  by  the  Board  of  Standards 

iir/ll'lr  Fre,d  Pahlem-  Dep,t  of  Hous-  6Q79-26  SPronosed0n  a"d  approved  under  permit  N.B. 

r  of8 Education."185  Gt,S'aVe  G°'dma"'  B°ard  -solution  to°fJ' ^ *  ' 

ACTION  OF  BOARD  Application  withdrawn  on  request  wd  S'dCra,i0" '' 

a  new"  proposal  '  Pre,Ud,<:e  ,0  re°Pening  as  to  Who**.  the  applicant  states  the  premises  consist  of 
THE  VOTE  TO  WITHDRAW-  a  plot-  1(7  ft  2<A  in.  by  I  Ob  ft.  [].]!  in  irregular  in 

Affirmative:  Chairman  Murdock,  Commissioner  “  *  3-st°,g,  Class  1  construction,  utfrage  fo 

B  tint  and  Deputy  Chief  Gunn .  3  o  ' ,  "  five.mo,or  velncles;  that  it  is  proposed  to  change 

Negative :  . ;  J  occupancy  to  a  garage  for  more  than  five  motor  vMdS 

Absent:  Commissioner  Savage . .!  1  A 

575-25-BZ  -  " 

APPLICANT— Reginald  S.  Hardy,  for  Sophie  Himmel-  veilitl°rage  -of  ,more  ,han  five  motor  vehicles?  a  mot™ 

stein,  )0wner  (507  FI  a,  bush  Avenue  Corporation,  and  f  s' IfStfS  £  LtZ-T, 

SUBJECT— Application  reopened  November  8,  1944  (deci-  vm'ed°th>  an  bta,ldards  ^  AppCals  under  CaI-  575-25-BZ 
sion  of  the  borough  superintendent)  under  sections  permitted  the^rection  ofV^a  fd,StnCt  rc1strictions  and 
7i  and  21  of  the  zoning  resolution,  to  permit  in  a  vehicles  on  thei  nr^-c  faraff.£or  nif>re  than  five  motor 
business  use  district,  the  change  of  occupancy  of  has  been  usil  for  tS  tf5  J  h  th«  garage  was  erected  and 
a  garage  for  more  than  five  motor  vehicles  (previ-  tion  •  that  th  '  1  J  p,irpose  continually  since  its  comple- 

ously  granted  by  the  Board)  to  a  garage  for  more  S’  the  tenant  wSr^h!  T'  entCred  int°  an  arrangement 
than  five  motor  vehicles,  motor  vehicle  repair  shop  sales  I  ",  reb>  ’C  -Premises  are  to  be  used  as  a 

and  service  station,  show-room  and  sales  place  for  tenant  innnS  sh°w-room  tor  motor  vehicles;  that  the 
motor  vehicles.  P  If ant  ^  question  is  the  sales  agent  of  a  nationally  known 

PREMISES  AFFECTED-l-H  Lefferts  avenue,  507-511  BonTto IVnr™ fafurer  a?d  contemplates  extensive  altera- 
Flatbush  avenue,  northeast  corner  and  1118-1128  -ls  incidental  t^  t^K  ^UC1  arc‘  hereinafter  described;  that 
Washington  avenue  (Block  1197,  Lot  1),  Borough  ‘nd  serviced^  !u e.bl'SIHess*  motor  vehicles  will  be  repaired 
of  Brooklyn.  K  and  f rviced !  that  it  is  proposed  to  install  this  repair 

APPEARANCES—  department  in  the  basement  which  is  now  used  for  the 

For  Applicant:  Reginald  S.  Hardy,  Jack  Abbot  nr°3r  T*01*  vellicles  :  tIiat  there  will  he  no  open  forges 

and  Jere  J.  Fine.  J  or  welding  done  and  no  painting  by  spraying  or  otherwise 

For  Opposition  :  I.  Nathanson  and  Henrv  L.  Krau-  oT  ,i  heavy  Jools  >  that  the  tools  will  lx*  hand 

shar.  fT’  manually  operated  or  employing  light  electric  motors: 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous-  '  ,  stat,.OI?ary  tools  of  substantial  size  will  he  installed 
ing  and  Buildings.  and  a,,.repainng  will  be  confined  to  the  basement;  that  in 

ACTION  OF  BOARD— Resolution  amended.  connection  with  proposed  use,  the  tenant  intends  to  install 

THE  VOTE  TO  AMEND  RESOLUTION—  a  1  d«v><|inR  the  first  floor,  so  that  the  portions  fronting 

Affirmative:  Chairman  Murdock,  Commissioners  f  a  ns  1  a,’y  F-eucrts  avenues  will  be  used  strictly  as  a 

Savage  and  Blum  and  Deputy  Chief  Gunn. .  4  ,  wr°om  and  for  office  purposes;  that  the  present  entrance 

Negative:  .  0  dooIs  .WI  ,be  removed  and  present  show  windows  lowered 

to  6  m.  above  grade  to  give  better  display;  that  it  con- 
THE  RESOLUTION  (575-25-BZ)  templates  also  the  maintenance  of  existing  signs  on  the 

•  ...  .  .  _  r  ,  .  Lefferts  avenue  front  of  the  building  above  the  third  floor 

\  hereas,  this  application  under  section  7e  of  the  zoning  and  also  the  existing  sign  on  the  corner  of  I  efferts  and 

resolution  permitting  in  a  business  use  district  the  erection  Washington  avenues,  and  proposes  placing  a  similar  s,Vn  at 

and  maintenance  of  a  garage  for  more  than  five  motor  Hie  corner  of  Lefferts  and  Flatbush  avenues  and  flat  wall 
vehicles  affecting  premises  1-11  Lefferts  avenue,  507-511  sums  on  the  frontages  of  the  building :  that  there  are  severa 
Flatbush  avenue,  northeast  corner  and  1118-1128  Washington  non-conforming  uses  in  the  immediate  area-  that  iff 
avenue  (Block  1197,  Lot  1),  Borough  of  Brooklyn,  was  nection  with  the  establishment  of  the  repair  shoo  in  Z 
granted  by  the  Board  on  November  4.  1925,  on  certain  basement,  there  are  at  present,  two  means  of  exit  there- 
conditions;  and  _  from,  one  by  a  stationary  iron  ladder  on  the  Flatbush 

W  hereas,  on  April  6  1926,  the  resolution  was  amended  avenue  frontage  and  the  other  hv  means  of  a  ramn  leadm- 
relative  to  ramps  and  plans  were  approved;  and  to  the  Washington  avenue  frontage*  that  it  U 

Whereas,  RegmaM  S.  Hardy,  for  Sophie  Himmelstein.  plated  also  to  install  a  new  doorwav.’ permitting  a  further 
owner  (507  Flatbush  Avenue  Corporation,  lessee),  requested  exit  by  means  of  the  entrance  and  exit  from '  the  boiler 

1093 


MINUTES 


room;  that  the  approval  of  these  exits  as  adequate  is, 
therefore  requested ;  that  while  proposed  application  con¬ 
templates  the  installation  of  an  additional  nonconforming 
use,  the  result  will  be  a  definite  benefit  to  the  neighborhood, 
for  the  primary  business  carried  on  here  will  be  the  sale 
of  motor  vehicles,  which,  of  course  would  be  a  permitted 
use  at  this  point;  that  the  building  will  be  attractively  fur¬ 
nished  and  maintained  and  the  repairs  done  on  the  premises 
will  be  minor  in  character ;  and 

Whereas,  these  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board. 

Resolved,  that  the  Board  of  Standards  and  Appeals  docs 
hereby  amend  the  resolution  adopted  on  November  4,  19—5, 
as  amended  through  April  6,  1926,  by  adding  thereto  : 

“*  *  *  that  in  the  event  the  owner  desires  to  occupy 

the  building  as  proposed  in  application  filed  October  25, 
1944,  and  as  indicated  on  plans  filed  under  the  same  date, 
as  a  show  room  and  service  station,  that  such  additional 
use  may  be  permitted,  provided  the  show  room  is  re¬ 
stricted  to  that  portion  of  the  1st  floor  as  indicated 
on  the  plans,  and  the  servicing  of  cars  is  restricted  to 
the  cellar  space;  that  such  servicing  and  repair  work 
shall  not  exceed  the  extent  as  proposed;  that  this  vari¬ 
ance  as  to  repair  shop  is  granted  under  section  7 i  lor 
a  term  of  seven  (7)  vears  from  the  date  of  this 
amended  resolution ;  that  in  all  other  respects,  the  build¬ 
ing  and  occupancy  shall  comply  with  all  laws,  rules 
and  regulations  applicable  thereto ;  that  the  building 
shall  not  be  structurally  altered  except  as  proposed  and 
shall  not  be  increased  in  height  or  area;  that  the 
existing  roof  sign  shall  be  eliminated  within  one  (1) 
vear  from  the  date  of  this  amended  resolution;  that  all 
signs  existing  on  the  facade  of  the  building  shall  be 
removed  and' no  additional  signs  constructed  or  main¬ 
tained  other  than  signs  conforming  with  the  require¬ 
ments  of  the  Zoning  Resolution;  that  complete  plans 
showing  -such  proposed  signs  shall  be  submitted  to  this 
Board  for  further  consideration  after  the  same  have 
been  submitted  to  the  Borough  Superintendent  and  de¬ 
cision  obtained  thereon;  that  all  servicing  of  cars  shall 
be  during  business  hours  and  in  no  event  later  '  lan 
7  P.M.  on  working  days  and  no  servicing  on  bun- 
davs-  that  the  gasoline  service  equipment  shall  not  be 
extended  and  shall  be  solely  for  the  cars  being  serviced 
within  the  garage;  that  such  portable  fire  fighting  ap¬ 
pliances  shall  be  maintained  throughout  the  building  as 
the  fire  commissioner  shall  direct:  that  all  premits  shall 
be  obtained  and  all  work  completed  within  .six,  (61 
months  from  the  date  of  this  amended  resolution. 


819-38-BZ 

APPLICANT _ Visel  &  McDermott,  for  Charles  Jacob, 

owner  (Oliver  D.  Wallett,  lessee). 

SUB  TECT— Application  reopened  October  31,  1944— re  ex¬ 
tension  of  permit  (decision  of  the  borough  super¬ 
intendent)  previously  granted  on  condition  under 
section  7h  of  the  zoning  resolution,  permitting 
partly  in  a  residence  use  and  partly  in  a  business 
use  district,  for  a  temporary  term  of  two  years, 
the  parking  and  storage  of  more  than  five  motor 


vehicles. 

PREMISES  AFFECTED — 40-11  to  40-19  75th  street  and 
75-01  Broadway,  northeast  corner  ( Block  I486.  Hots 
13,  16  and  18),  Jackson  Heights,  Borough  of 
Queens. 

APPEARANCES—  „  J  .  r.r  n 

For  Applicant:  Samuel  Gordon  and  Oliver  14. 

Wallett 


For  Opposition:  None: 

For  Administration:  Fred  Dahlem,  Dept  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Permit  extended. 


THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative:  Chairman  Murdock,  Commission¬ 
ers  Savage  and  Blum  and  Deputy  Chief 

Gunn  .  4 

Negative :  .  h 

THE  RESOLUTION  (819-38-BZ) 

Whereas,  this  application  under  section  7h  of  the  zoning 
resolution,  permitting  partly  in  a  business  use  and  partly  in 
a  residence  use  district,  for  a  term  of  two  years,  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles,  affecting 
premises  40-11  to  40-19  75th  street  and  75-01  Broadway, 
northeast  corner  (Block  1486,  Lots  13,  16  and  18),  Jackson 
Heights,  Borough  of  Queens,  was  granted  by  the  Board  on 
October  10,  1939,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  April  16,  1940  and  the  permit  was  ex¬ 
tended  on  September  23,  1941 ;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  permit;  and 

Whereas,  this  case  was  reopened  by  vote  of  the  Board 
on  October  31,  1944  and  restored  to  the  calendar,  subject  to 
usual  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  19,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  its  resolution  adopted  October  10,  1939,  only 
so  far  as  it  has  reference  to  the  term  of  the  permit,  so  that 
as  amended,  the  resolution  shall  read: 

“*  *  *  Granted  under  section  7h  for  a  term  of  two 
(2)  years  from  the  date  of  this  amended  resolution,  to 
permit  the  premises  to  be  occupied  for  the  parking  or 
storage  of  more  than  five  (5)  motor  vehicles,  on  con¬ 
dition  that  only  cars  of  the  pleasure  car  type  shall  be 
so  parked;  that  the  plot  shall  be  leveled  substantially 
to  the  grade  of  75th  street,  and  surfaced  with  steam 
cinders,  clean  gravel  or  other  suitable  material,  properly 
rolled  and  bound ;  that  there  'shall  be  erected  on  the 
interior  lot  lines,  a  substantial  woven  wire  fence  of 
the  anchor  post  type,  not  less  than  6  ft.  in  height,  except 
at  such  points  where  the  unpunctured  brick  lot  line  walls 
of  the  adjoining  buildings  occur;  that  there  shall  be 
located  on  the  street  building  line,  a  similar  fence  with 
no  openings  therein,  except  one  only  located  on.  75th 
street;  that  such  entrance  shall  not  exceed.  15  ft.  in 
width  with  curb  cut  opposite  of  similar  width ;  that 
such  entrance  shall  not  be  nearer  than  10  ft.  to  the 
subway  entrance ;  that  during  the  term  of  this  variance, 
the  premises  shall  be  used  for  no  other  use  than  that 
herein  permitted  and  no  building  shall  be  erected  there¬ 
on  except  one  not  exceeding  150  sq.  ft.  in  area  and  one 
story  in  height  which  may  be  of  frame,  located  near 
the  entrance,  for  use  as  an  office  and  shelter  for  the 
attendant ;  that  proper  aisles  shall  be  maintained  at  all 
times  for  easy  entrance  and  egress ;  that  such  portable 
fire  fighting  appliances  shall  be  maintained  as  the  fire 
commissioner  shall  direct;  that  any  lights  for  general 
illumination  shall  be  on  iron  post  standards  with  metal 
reflectors  so  arranged  as  to  reflect  away  from  adjoin¬ 
ing  occupancies;  that  no  signs  shall  be  erected  except 
one  attached  to  the  fence  at  the  entrance,  not  exceed¬ 
ing  15  sq.  ft.  in  area  and  not  extending  beyond  the 
building  line  and  advertising  onlv  the  narking  and 
storage  use;  that  all  permits  required  shall  be  obtained 
and  all  work  involved  completed  within  six  months 
from  from  the  date  of  this  amended  resolution  and 
that  a  new  certificate  of  occupancy  shall  be  obtained 
(Misc,  Applic.  3629-44).” 


598-43-BZ 

APPLICANT— Lama  &  Proskauer,  for  Green  Bus  Lines, 
Inc.,  owner. 
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SUBJECT — Application  (decision  of  the  acting  borough 
superintendent)  under  section  7c  of  the  zoning 
resolution,  to  permit  in  a  residence  use  district, 
the  extension  (in  area)  of  an  existing  garage  for 
more  than  five  motor  vehicles  (buses). 
PREMISES  AFFECTED — 48-09  to  48-17  Rockaway  Beach 
boulevard,  southeast  corner  of  Beach  49th  street 
(Block  336,  Lot  60),  Far  Rockaway,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama. 

For  Opposition :  None. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

U  TION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  0 

THE  RESOLUTION  (598-43-BZ) 

Whereas,  Lama  and  Proskauer,  for  Green  Bus  Lines, 
Inc.,  owner,  filed  December  7,  1943,  an  application  under 
section  7c  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  extension  (in  area)  of  an  existing  garage 
for  more  than  five  (5)  motor  vehicles  (buses),  affecting 
premises  48-09  to  48-17  Rockaway  Beach  boulevard,  south¬ 
east  corner  of  Beach  49th  street  (Block  336,  Lot  60),  Far 
Kockaway,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet¬ 
ing,  December  19,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Beach  49th  street  is  in  a  residence 
and  unrestricted  use,  C  area  and  1  times  height  district ; 
Rockaway  Beach  boulevard  is  in  a  residence  and  unre¬ 
stricted  use,  C  area  and  b  times  height  district ;  Edgemere 
avenue  is  in  a  residence  and  unrestricted  use,  C  area  and 
1  times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  November  15,  1943  re  Alt.  Applic.  1490-43,  reads: 

“1.  Proposed  extension  of  a  public  garage  within 
a  residence  district  is  contrary  to  Article  2,  Section  3 
of  the  Building  Zone  Resolution.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  106.35  ft.  frontage  by  165.17  ft.  in  depth,  on  which  is 
located  a  one  story,  Class  3  construction  garage  building, 
82  ft.  by  166.10  ft.  occupied  as  a  garage  for  more  than  five 
motor  vehicles  and  it  is  proposed  to  erect  a  new  stock  room, 
new  coal  storage  bins  and  a  tire  storage  room,  18  ft.  by 
146  ft.  in  area;  and 

Whereas,  the  applicant  contends  that  the  premises  in 
question  has  a  frontage  of  106.35  ft.  on  Rockaway  Beach 
boulevard  and  165.60  ft.  on  Beach  49th  street,  166.10  ft.  on 
the  easterly  lot  line,  and  106.97  ft.  on  the  southerly  lot  line 
and  is  improved  with  a  one-story  public  garage,  having  a 
frontage  of  82.0  ft.  and  approximately  165  ft.  in  depth; 
that  at  the  easterly  portion  of  the  building,  the  existing 
boiler  room  has  been  extended  southerly,  creating  a  new 
stock  room  constructed  of  concrete  blocks,  that  this  re¬ 
places  an  old  frame  stock  room;  that  no  permit  for  this 
has  been  obtained ;  that  at  the  northerly  portion  of 
the  boiler  room,  a  new  coal  storage  bin  has  been 
constructed  without  permits  and  is  approximately  5  ft. 
high  from  grade;  that  at  the  westerly  portion  of  the 
garage,  there  is  an  existing  open  shed  18  ft.  by  approxi¬ 
mately  146  ft.  long;  that  at  the  southerly  portion  of  this 
shed,  the  existing  frame  fire  storage  room  has  been 
removed  and  has  been  renlaced  by  cement  block  walls, 
without  any  permit;  that  the  garage  is  used  for  the  hous¬ 
ing  of  buses  of  the  Green  Bus  Lines,  Inc. :  that  if  is  pro¬ 
posed  to  erect  a  tire  storage  room  approximately  18  ft.  by 
28  ft.  at  the  south  westerly  end  of  the  building;  that  it  is 


also  proposed  to  erect  a  coal  storage  room  approximately 
6  ft.  3  in.  by  58  ft.  long,  5  ft.  high  and  a  new  stock  room 
at  the  rear  of  the  present  boiler  room,  6  ft.  6  in.  by  31  ft. 
long,  8  ft.  high  (already  constructed)  ;  that  these  improve¬ 
ments  are  necessary  for  the  company  to  operate  efficiently; 
that  a  new  coal  storage  space  becomes  necessary,  as  the 
company  is  obliged  to  discontinue  the  use  of  fuel  oil  for 
heating  purposes,  by  an  order  of  the  War  Production 
Board;  that  the  new  tire  storage  room  occupies  a  portion 
under  the  present  open  shed ;  that  these  improvements  were 
made  by  the  superintendent  of  this  garage,  who  contracted 
with  a  local  builder,  who  was  to  procure  all  the  necessary 
permits;  that  the  builder  and  the  superintendent  of  the 
garage  were  of  the  opinion  that  the  premises  were  zoned 
as  unrestricted ;  that  it  was  discovered,  after  plans  were 
filed  with  the  Department  of  Housing  and  Buildings  by  the 
architect,  that  the  premises  had  been  changed  from  unre¬ 
stricted  to  a  residence  district  December  28,  1939;  that  in 
view  of  the  fact  that  these  improvements  do  not  in  any 
way  affect  the  adjoining  properties,  it  is  respectfully  re¬ 
quested  that  this  application  be  granted;  and 

Whereas,  the  area  was  inspected  by  a  committee  of  the 
Board ;  and 

Whereas,  it  appears  that  a  portion  of  the  main  garage 
building  was  erected  under  N.B.  Applic.  13244-26,  and  that 
there  is  no  permit  for  the  balance  of  the  existing  garage 
building  toward  the  north  nor  for  the  new  coal  storage  or 
the  new  stock  room  indicated  on  plans  filed  with  this  appli¬ 
cation  marked  “Received  December  7,  1943,”  and  shown 
as  existing  to  the  east ;  that  such  extensions  have  apparently 
been  in  existence  for  some  time;  that  no  further  extension 
toward  the  east  is  proposed;  and 

Whereas,  the  Board  deemed  that  this  was  a  proper  case 
in  which  to  exercise  discretion  to  grant  under  section  7, 
subdivisioi?  c,  of  the  zoning  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  dis¬ 
trict  regulations  of  the  zoning  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  under  section  7c  thereof, 
to  permit  the  existing  extensions  toward  the  east  and  the 
existing  extension  to  the  west,  as  indicated  on  plans  marked 
"Received  December  7,  1943,”  on  condition  that  the  building 
shall  not  be  increased  further  in  height  or  area ;  that  the 
building  as  a  whole  shall  be  constructed  and  maintained  to 
the  satisfaction  of  the  borough  superintendent ;  that  the 
building  shall  be  used  substantially  as  proposed,  as  a  garage 
for  buses;  that  such  portable  and  other  fire  fighting  equip¬ 
ment  shall  be  maintained  through  the  building  as  the  fire 
commissioner  shall  direct;  that  all  permits  shall  be  obtained 
and  all  work  completed  within  6  months  from  the  date  of 
this  resolution  and  that  a  certificate  of  occupancy  shall  be 
obtained  for  the  garage  building  and  also  adjacent  area 
used  for  open  parking  of  buses. 


404-44-BZ 

APPLICANT — Raymond  Irrera,  for  Flushing  38th  avenue 
Realty  Corporation,  owner. 

SUBJECT — Application  (decision  of  the  acting  borough 
superintendent),  under  sections  7c  and  21  of  the 
zoning  resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  conversion  of  an  existing  building  from 
wagon  storage,  to  a  garage  for  more  than  five 
motor  vehicles  (taxicabs). 

PREMISES  AFFECTED— 136-20  38th  avenue,  south  side, 
150  ft.  east  of  Main  street  (Block  4979,  Lots  12 
and  15),  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Raymond  Irrera. 

For  Opposition :  Abraham  Daniels. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Application  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (404-44-BZ) 

Whereas,  Raymond  Irrera,  for  Flushing  38th  Avenue 
Realty  Corporation,  owner,  filed  June  27,  1944,  an  applica¬ 
tion  under  sections  7c  and  21  of  the  zoning  resolution,  to 
penrnt  in  a  business  use  district,  the  conversion  of  an 
existing  building  from  wagon  storage,  to  a  garage  for  more 
^ve  motor  vehicles  (taxi  cabs);  affecting  premises: 
136-20  38th  avenue,  south  side,  150  ft.  east  of  Main  street 
(Block  4979,  Lots  12  and  15),  Flushing,  Borough  of  Queens  • 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals  at  its  regular  meet¬ 
ing,  December  19,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals ; 
and 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  Main  street,  37th,  38th  and  39th  avenues 
are  in  business  use,  C  area  and  lj4  times  height  districts; 
and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  June  12,  1944,  re  Alt.  Applic.  69-44,  reads : 

“1.  Conversion  from  wagon  storage  to  storage  ga¬ 
rage  for  more  than  five  taxicabs  in  a  Business  district 
is  contrary  to  Art.  2,  Section  4  subd.  15  of  the  Bldg. 
Zone  Resolution.  Not  further  considered.” 

and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  1 7o  ft.  frontage  by  102^  ft.  in  depth,  on  which  is 
located  one  and  two  story,  Class  3,  buildings,  76  ft.  4  in. 
by  102  ft.  8  in.  and  26  ft.  4  in.  by  92  ft.,  in  area,  occupied 
as  wagon  storage  for  a  milk  distributing  company;  that  it 
is  proposed  to  occupy  the  building  as  a  garage  for*  more 
than  five  (5)  motor  vehicles — taxicabs;  and 
W^hereas,  the  applicant  contends  that  the  premises  con¬ 
sist  of  a  plot  approximately  175  ft.  by  102  ft.,  fronting  on 
Main  street,  upon  which  are  four  buildings;  that  the  one- 
story  brick  building  located  150  ft.  east  of  Main  street  is 
the  subject  of  this  appeal;  that  it  is  76  ft.  4  in.  by  102 
ft.  located  in  business  use  and  C  area  district,  erected  under 
A It.  Applic.  2000-1921,  occupied  formerly  as  a  wagon  stor- 
uge  building  in  connection  with  a  milk  distributing  com- 
pany ;  that  at  present  it  has  been  leased  to  the  U.  S. 
Navy  on  a  short-term  lease  and  used  in  connection  with  the 
American  Air  lines;  that  the  adjacent  building  to  the 
east  is  one  and  two-story  brick,  erected  under  N.B  Applic 
695-1909,  formerly  used  as  a  pasteuri?ing  plant  by  the  milk 
distributing,  company  and  now  used  as  a  separate  building 
and  containing  the  toilet  accommodations  for  the  one-storv 
building  under  appeal ;  that  all  openings  between  these  two 
buildings  have  been  bricked  up,  with  the  exception  of  the 
opening  to  toilets,  which  will  be  protected  by  a  3-hour  test 
door;  that  the  balance  of  the  buildings  on  the  plot  consist 
of  two  brick  ones  formerly  occupied  as  stables  and  now 
used  for  business  purposes ;  that  one  of  them,  at  the  east¬ 
ern  t5ie  Plot-,w„as  the  subject  of  appeal  under  Cal. 

1 3 14-21  -  B  Z— -  (granted  for  stable  for  more  than  5  horses 
in  business  district)  ;  that  it  is  proposed  to  use  the  one-storv 
building,  formerly  the  wagon  storage  building  for  the  stor 
age  and  service  of  approximately  35  taxicabs  owned  and 
operated  by  Sean  and  Aned  Taxicab  Corp.,  whose  president 
is  Mr.  Miller,  also  president  of  the  Flushing  38th  Ave 

a-  vy  .,j?rpM  ™,ners  of  Pr°Perty  under  appeal;  that  in 
this  building  will  be  located  four  550  gallon  buried  gasoline 
storage  tanks  and  two  pumps,  all  installed  as  per  Fire  De- 
partment  regulations  and  rules  of  the  Board  of  Standards 
and  Appeals,  and  to  be  used  solely  for  the  taxicabs  stored 
and  serviced  in  the  building  and  not  as  a  public  gasoline 
station ;  that  38th  Avenue,  between  Main  and  Union'  streets, 
has  had^  no  noticeable  improvements  in  many  vears  and  most 
of  the  buildings  are  old  frame  buildings,  many  with  mixed 
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occupancies,  such  as  stores  and  dwellings ;  that  this  street 
appears  to  have  been  dormant  for  many  years  and  if  anv- 
tlnng,  is  on  the  down  grade,  therefore  proposed  occupancy 
will  have  no  detrimental  affect;  that  the  former  use  is  now 
obsolete  and  the  proposed  use  would  be  nonconforming  but 
quite  similar  to  the  present  use,  and  that  the  use  ol  the 
subject  building  is  very  limited,  as  it  is  only  adapted  to 
a  garage  or  a  factory ;  and 

Whereas,  the  premises  and  surrounding  area  were  in 
spec  tied  by  a  Committee  of  the  Board;  and 

Whereas,  the  Board  deemed  that  there  was  no  justi¬ 
fication  lor  the  exercise  of  discretion  to  grant  a  zoning 
variance  under  Section  7,  subdivision  c,  and  the  applicam 
tailed  to  substantiate  a  basis  to  warrant  exercise  of  dis¬ 
cretion  to  grant  under  section  21  of  the  zoning  resolution 
and  was  therefore  not  entitled  to  relief  on  the  grounds’ 
ol  practical  difficulty  and  unnecessary  hardship. 

Resolved,  that  the  decision  of  the  borough  superintendent 
acting  on  Alt.  Applic.  69-44,  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


454-44-B  Z 

APPLICANT— Lama  and  Proskauer,  for  Juliana  Realty 

Corporation,  owner. 

SUBJEC1  Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service 
imuiuT lubritorium  and  auto  laundry. 

1  REMISES  AFFECTED— 3143-3161  Atlantic  avenue  and 
248-262  Norwood  avenue,  northwest  corner  (Block 

appearances-^  Borough  of  Brookl*n- 

For  Applicant:  Alfred  A.  Lama. 
ff°r  Opposition :  Martin  W.  Teichman,  Sarah 
ritzGerald,  Katherine  M.  Rohwerder  and  Marv 
M.  Plage. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THE1  VOTE7  BOARD—. Application  granted  on  condition. 

Affirmative:  Commissioners'  Savage  and  Blum 

and  Deputy  Chief  Gunn  .  3 

Negative:  Chairman  Murdock  .  j. 

THE  RESOLUTION  (454-44-BZ) 

Whereas,  Lama  and  Proskauer,  for  Juliana  Realty  Cor¬ 
poration  owner,  filed  July  25,  1944,  an  application  under 
section  7e  of  the  zoning  resolution,  to  permit  in  a  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  sales  office,  lubritorium  and  auto  laundry, 
affecting  premises  3143-3161  Atlantic  avenue  and  248-262 
Norwood  avenue,  northwest  corner  (Block  3960,  Lot  58) 
Borough  of  Brooklyn;  and 

Whereas  a  public  hearing  was  held  on  this  application 
by  tfie  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
mg,  December  19,  1944,  after  due  notice  by  publication  in 
the  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 
W  hereas,  the  use  district  maps  accompanying  the  zon¬ 
ing  resolution  show  that  Atlantic  avenue  is  in  a  business 
residence  and  unrestricted  use,  C  area  and  1 -times  height 
district;  Norwood  avenue  is  in  a  residence  and  business  use, 

-  area  and  1-times  height  district;  Milford  street  is  in 
a  residence  and  business  use,  C  area  and  1-times  height 
district  and  Hale  avenue  is  in  a  residence  use,  C  area  and 
I -times  height  district;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  July  18,  1944,  re  N.B.  App.  153-44,  reads  : 

T  Gasoline  service  station,  sales  office,  lubritorium. 
and  auto  laundry  and  greasing  in  a  residential  zone  is 
contrary  to  Art.  II,  Sec.  3  of  Zone  Resolution.  Denied  ” 
and 

Whereas,  the  applicant  states  the  premises  consist  of  a 
plot,  156  ft.  9*4  in.  frontage  by  130  feet,  4  in.  in  depth, 
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on  which  is  located  a  one-story  frame  storage  shed-  that 
U  is  proposed  to  remove  this  shed  and  erect  a  one-story 
structure  ot  ordinary  construction,  03  tt.  6  in.  by  27  it  8  m 
tor  service  station,  ottice,  laundry  and  lubritorium,  and 
install  the  necessary  tanks  and  pumps  for  a  gasoline  service 
station;  and 

Whereas,  the  applicant  contends  that  the  plot  has  a 
irontage  ol  156  ft.  9}4  in.  on  Atlantic  avenue,  150  ft.  4  in. 
on  .  ,°.r_vv°od  av^nue,  154  ft.  5  in.  on  the  northerly  lot  line 
and  107  ft.  on  the  westerly  lot  line;  that  at  present  it  is 
improved  with  a  one-story  frame  shed,  used  for  storage 
ot  materials  used  in  conjunction  with  mattress  and  spring 
manufacture;  that  this  shed  was  reconstructed  in  1923 • 
that  it  is  intended  to  improve  this  site  with  a  modern 
super-service  gasoline  station ;  that  the  premises  was  zoned 
as  unrestricted  up  to  May  15,  1941,  when  the  plot  was  re- 
zoned  for  residence  use;  that  owing  to  the  surroundings 
m  immediate  area  it  is  impractical  to  improve  it  for  resi- 
if 4*0*1  I)UypoSeS:  that  dircctly  across  the  street  in  Block 
Mu’  •LOt  1  1S  a  or!e'story  public  garage;  on  Lot  10,  Block 
4158  is  an  automobile  repair  shop  on  Lot  16,  Block  4138 
a  one-story  factory  building;  and  that  directly  across  the 
street  in  Block  3976,  Lot  35,  is  a  3-story  factory;  on 
Lots  31  and  27,  Block  3976  are  factory  buildings  and  bal- 
ance  of  lots  on  Milford  street  south  of  Atlantic  avenue 
within  the  500  ft.  radius  is  improved  with  factories;  that 

m  i  °iCi  o41t°3’  V°l  3?  1S  an  autoruobile  repair  shop;  on 
Block  4142,  Lot  1  is  the  Brooklyn  W  ater  Works  Pumping 

Station;  on  Block  3959,  Lot  52  is  a  dne-story  brick  building 
used  for  cleaning  and  dyeing  fabrics;  that  all  these  uses 
aie  permanent  and  in  the  opinion  of  expert  real  estate 
operators,  the  plot  under  appeal  can  only  be  used  as  a 
gasoline  service  station  or  some  other  industrial  use-  that 
ihe  owners  contend  the  construction  of  a  modern  gasoline 
service  station,  properly  landscaped  and  with  necessary 
safeguards  will  improve  the  area,  especially  in  view  of 
t lie  t act  that  presently  Atlantic  avenue  is  a  main  automobile 
highway;  and 

W  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  Committee  of  the  Board;  and 
\\  mereas,  the  Board  deemed  that  this  was  a  proper  case 
ui  which  to  exercise  discretion  to  grant  under  section  7e 
ot  the  zoning  resolution,  for  a  temporary  term  of  two  years. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use 
district  regulations  of  the  zoning  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  under  section  7e 
tor  a  term  of  two  (2)  years,  to  permit  the  plot  to  be 
occupied  as  a  gasoline  service  station  substantially  in  ac- 
toi dance  with  the  plans  as  filed  with  this  application  marked 
Received  July  25,  1944;”  that  complete  working  drawings 
shah  be  submitted  „to  the  Board  for  further  consideration 
as  to  conditions,  before  same  are  filed  with  the  borough 
superintendent ,  that  such  plans  shall  be  filed  within  six 
(6)  months  from  the  date  of  this  resolution  and  after 
approval  by  the  Board,  all  permits  shall  be  obtained  and 
all  work  completed  within  one  (1)  year  thereafter. 


628-44-BZ 

APPLICANT — Anthony  M.  De  Rose,  for  Paladino  Bros. 
Holding  Corp.,  owner. 

SUBJECT — Application  (decision  of  the  borough  super¬ 
intendent)  under  section  7e  of  the  zoning  resolu¬ 
tion,  to  permit  in  a  residence  use  district,  the 
change  of  occupancy  from  a  garage  for  more  than 
five  motor  vehicles,  to  a  factory  for  manufacturing 
of  paper  boxes  for  a  temporary  period  of  two 
years. 

:  PREMISES  AFFECTED — 437-445  East  120th  street, 
north  side,  100  ft.  west  of  Pleasant  avenue  (Block 
1808,  Lot  19),  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Vito  Marcantonio,  Anthony  M. 
De  Rose,  Frank  A.  Paladino  and  Louis 
Kravitz. 


For  Opposition:  Philip  Cohen,  Frank  S.  Jaquinto, 
Mary  Gallo,  G.  De  Vincentis,  Anna  Cuseo, 
Amelia  Esposito,  Eleanor  A.  Freaney  and 
others. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings  and  Gustave  Goldman, 
Board  of  Education. 

'pli  BOARD — Application  denied. 

1  HE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

I  HE  RESOLUTION  (628-44-BZ) 

Whereas,  Anthony  M.  De  Rose,  for  Paladino  Bros. 
Holding  Corp.  owner,  filed  November  8,  1944,  an  application 
under  section  7e  of  the  zoning  resolution,  to  permit  in  a 
residence  use  district,  the  change  of  occupancy  from  a  ga¬ 
rage  for  more  than  five  motor  vehicles,  to  a  factory  for 
manufacture  of  paper  boxes,  for  a  temporary  term  of  two 

cefrSimfff,Ct,ng  pre£miS,eS:  437-445  East  120th  street,  north 
side,  100  ft  west  of  Pleasant  avenue  (Block  1808,  Lot  19) 
Borough  of  Manhattan;  and  ’ 

Whereas  a. pubhc  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  regular  meet- 
mg  December  19  1944  after  due  notice  by  publication 
and*  ^  Eu  etin  ^oard  of  Standards  and  Appeals ; 

Whereas,  the  use  district  maps  accompanying  the  zoning 
resolution  show  that  hirst  avenue  is  in  a  business  use 

B  M9Aa!!d  \A  times  h.eight  district,  Pleasant  avenue,  119th 
and  120th  streets  are  in  a  residence  use,  B  area  and  VA 
times  height  district;  and 

nEtAK  thx2  dfn!iS.10n  °l  the  borouSh  superintendent, 
dated  October  23  1944,  re  Alt.  App.  1143-43  reads: 

1.  Since  building  is  in  a  residence  district,  proposed 
manufacturing  is  contrary  to  Sect.  3  Art.  II  Zoning 
Resolution.  Denied.” 

and 

\V  hereas  the  applicant  states  the  premises  consist  of 
a  p  ot,  100  ft.  frontage  by  100  ft.  11  in.  in  depth,  on  which 
is  located  a  one  and  two-story  building,  Class  3  construc¬ 
tion,  occupied  as  a  garage  for  more  than  five  motor  vehicles  • 
that  it  is  proposed  to  occupy  the  building  for  paper  box 
manufacturing  for  a  temporary  term  of  two  years;  and 

Whereas,  the  applicant  contends  that  the  property  is 
improved  with  a  one  story  garage  for  more  than  five  motor 
vehicles,  of  nonfireproof  construction  and  equipped  with 
a  standpipe  system;  that  it  was  erected  in  1920  by  the 
present  owners,  when  the  district  was  zoned  unrestricted 
and  it  has  since  been  continuously  in  the  same  ownership 
and  no  changes  have  been  made;  that  it  is  proposed  now 
to  discontinue  present  use,  including  the  storage  of  gasoline 
only  for  a  period  of  two  years  and  for  this  period  to 
use  the  premises  for  the  manufacture  of  cardboard  paper- 
boxes  ;  that  except  for  possible  additional  toilet  accommo¬ 
dations  and  compliance  with  exit  requirements,  there  will 
be  no  other  changes  to  the  present  improvements ;  that  at 
the  end  of  the  two  years  period,  it  is  further  proposed 
to  return  to  the  use  as  a  storage  garage  for  more  than 
hve  motor  vehicles  and  that  therefore  the  proposed  change 
herein  requested,  if  granted,  should  not  prejudice  the  right 
of  the  owners,  as  granted  by  the  present  certificate  of 
occupancy;  that  numerous  nonconforming  uses  prevail  in 
the  affected  area,  as  disclosed  by  a  map  filed  with  appli¬ 
cation;  that  the  proposed  temporary  use  will  safeguard  the 
character  of  the  district,  as  it  is  not  a  greater  hazard  or 
nuisance  than  the  present  use;  that  the  present  character 
of  the  premises  will  remain  unchanged  during  said  tempo¬ 
rary  use ;  that  the  economic  operation  of  the  premises  as  a 
storage  garage  is  seriously  affer-ted  hv  the  shortage  of 
cars  in  the  district  and  the  gasoline  and  rubber  rationing  • 
that  present  shortage  of  labor  in  the  garage  industrv  also 
precludes  the  operation  in  a  satisfactory  manner;  that  the 
variation  of  the  use  requested  will  relieve  the  owners,  for 
a  period  of  two  years,  from  the  loss  they  would  incur 
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if  premises  were  to  be  operated  as  a  storage  garage; 
and 

\\  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  deemed  that  there  was  no  justi¬ 
fication  for  the  exercise  of  discretion  to  grant  a  zoning 
variance  under  section  7,  subdivision  e,  of  the  zoning  reso¬ 
lution. 

Resolved,  that  the  decision  of  the  borough  superintend¬ 
ent,  dated  October  23,  1944,  re  Alt.  Applic.  1143-43  be  and 
it  hereby  is  affirmed  and  that  the  application  be  and  it 
hereby  is  denied. 


Adjourned:  12:35  P.M. 

Joseph  J.  Doyle,  Chief  Clerk. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  19,  1944. 

Present :  Chairman  Murdock,  Commissioners  Savage  and 
Blum  and  Deputy  Chief  Gunn. 


APPEALS  FROM  ADMINISTRATIVE  DECISIONS 

23-44-A 

APPLICANT— Edward  B.  Kotula,  for  Ella  J.  Kotula, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 2060  Tillotson  avenue,  north¬ 
east  corner  of  Palmer  avenue  (Block  5228,  Lots  1 
and  6),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Edward  B.  Kotula. 

For  Administration  :  Fred  Dahlem,  Dep’t  of  Hous¬ 


ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Murdock,  Commissioner 

Blum  and  Deputy  Chief  Gunn .  3 

Absent :  Commissioner  Savage .  J 

THE  RESOLUTION  (23-44-A) 


Whereas,  Edward  B.  Kotula,  for  Ella  J.  Kotula,  owner, 
tiled  January  7,  1944,  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  2060  Tillotson 
avenue,  northeast  corner  of  Palmer  avenue  (Block  5228, 
Lots  1  and  6),  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  December  23,  1943,  reads : 

“As  you  were  advised  on  your  recent  visit  to  this 
office  your  application  for  an  extension  of  the  tem¬ 
porary  permit  to  maintain  and  operate  the  tourist  cabins 
at  the  premises  2060  Tillotson  avenue,  Bronx  has  been 
referred  to  Commissioner  William  Wilson  of  this  De¬ 
partment.  He  directs  me  not  to  extend  any  temporary 
permit  for  the  operation  of  these  tourist  cabins. 

You  are,  therefore,  directed  to  immediately  discon¬ 
tinue  the  use  of  these  premises  as  a  tourist  camp  and 
to  remove  all  cabins  located  thereon.  An  appeal  from 
this  decision  may  be  taken  to  the  Board  of  Standards 
and  Appeals,  Room  1,000,  Municipal  Building.” 

and 

Whereas,  the  applicant  states  that  the  buildings  in  ques¬ 
tion  consist  of  2  cabins,  10  ft.  by  20  ft.;  6  cabins;  10  ft. 
by  15  ft.  and  4  cabins  11  ft.  by  10  ft.  in  area;  of  Class  4 
construction;  erected  1929  and  indicated  on  N.  B.  Applic. 
742-1938;  located  in  an  unrestricted  use,  A  area  district  and 
used  as  tourist  cabins ;  and 

Whereas,  plot  plan  filed  with  this  appeal  indicates  that 
the  premises  consists'  of  a  plot  fronting  200  ft.  on  Tillotson 


avenue,  200  ft.  on  Boiler  avenue  and  225  ft.  on  Palmer 
avenue ;  and 

YY  hereas,  the  applicant  contends  that  the  buildings  in 
question  were  erected  in  1929  and  were  the  first  tourist 
camp  in  New  York  City  and  have  been  operating  without 
interruption  since ;  that  in  1938,  the  Department  of  Housing 
and  Buildings  requested  that  plans  be  submitted  and  such 
plans  were  filed  under  N.  B.  Application  742-38;  that  in 
1943,  the  owner  was  notified  that  the  department  had  no 
plans  or  certificate  number  and  a  duplicate  copy  of  the 
original  plans  was  filed  and  a  temporary  permit  issued  to 
expire  November  24,  1943;  that  an  extension  of  this  tem¬ 
porary  permit  was  requested  and  the  Department  notified 
the  owner  that  another  permit  could  not  be  issued  until 
next  spring ;  that  the  cabins  are  all  well  built  and  warm ; 
that  the  contention  of  the  borough  superintendent  is  that 
the  cabins  have  no  water  in  them  and  no  toilet  facilities ; 
that  there  is  a  community  toilet  for  use  of  the  tenants; 
that  it  is  proposed  to  put  water  and  showers  in  the  cabins 
when  materials  are  obtainable;  that  the  owner  has  a  large 
investment  in  the  premises ;  that  the  owner’s  dwelling  lo¬ 
cated  on  Lot  53  was  erected  ait  a  cost  of  $45,000;  that  back 
taxes  are  being  paid  on  the  camp  property  at  the  rate  of 
$125  per  month ;  that  if  the  premises  are  closed,  it  will  work 
a  hardship  on  the  owner ;  and 

YY'hereas,  the  premises  was  inspected  by  a  Committee 
of  the  Board  and  the  report  of  the  Committee  is  as  follows : 

REPORT  OF  COMMITTEE. 

Re:  Cal.  23-44-A 

Premises  2060  Tillotson  Avenue,  (Block  5228, 
Lots  1  and  6),  Borough  of  The  Bronx. 

November  20,  1944. 

This  appeal  is  to  review  the  deceision  of  the  Borough 
Superintendent,  who  has  refused  under  date  of  Decem¬ 
ber  23,  1943,  to  extend  a  temporary  permit  issued  to 
expire  November  24,  1943,  under  N.  B.  742-38. 

The  property  consists  of  two  lots — 1,  6,  49  and  53, 
in  block  5228,  as  indicated  on  plot  plan  filed  by  the 
applicant.  On  this  plot  there  is  a  dwelling,  14  overnight 
cabins  and  accessory  buildings.  The  dwelling  was  ap¬ 
proved  for  use  as  one  family  under  N.  B.  991-1928  (not 
1938)  and  Certificate  of  Occupancy  341  of  1930  as  a 
one-family  dwelling.  The  cabins  were  allegedly  con¬ 
structed  prior  to  1938  without  plans  having  been  filed 
or  permits  issued.  Violations  were  issued  in  1938  and 
subsequently  dismissed,  and  temporary  approval  granted 
under  N.  B.  Application  742  of  1938,  filed  on  December 
20,  1938.  This  application  cannot  be  located  but  the 
docket-card  records  show  this  application  filed  Decem¬ 
ber  20,  1938,  approved  April  19,  1939,  work  commenced 
May  31,  1939,  work  completed  October  13,  1939,  cover¬ 
ing  14  one-story  tourist  cabins,  12'  x  16'  each,  at  a 
total  estimated  cost  of  $1,400. 

This  application  appears  to  have  been  filed  to  remove 
violation  for  occupying  cabins  without  a  Certificate  of 
Occupancy.  The  owner  states  that  these  cabins  were 
erected  before  1938  and  were  in  use  for  fourteen  years. 
There  is  evidence  that  permits  had  been  issued  by  the 
Department  of  Health,  the  last  permit  in  1937.  The 
nature  of  the  temporary  permits  issued  by  the  Depart¬ 
ment  of  Buildings  appears  to  have  been  in  the  form  of 
an  annual  letter  of  approval,  the  last  one  issued  in  July, 
1938.  After  this  date,  it  appears  that  occupancy  was 
permitted  for  several  years  under  “Rules  and  regula¬ 
tions  governing  erection  and  maintenance  of  shore 
camps  and  bungalows  and  tourist  camps  and  overnight 
cabins”.  These  “rules  and  regulations”  were  promul¬ 
gated  by  the  Deputy  Commissioner  of  the  Department 
of  Housing  and  Buildings,  October  14,  1938,  and  revised 
October  21,  1938.  As  such  occupancies  are  referred 
to  as  “Transiently  occupied  and  may  be  considered  as 
a  ‘B’  occupancy”,  it  is  presumed  that  the  Department 
promulgated  these  “rules”  to  supplement  the  Multiple 
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Dwelling  Law  and  not  the  Building  Code.  Whether 
these  frame  individual  cabins  can  be  classed  as  multiple 
dwellings  is,  of  course,  open  to  question.  However, 
under  these  rules'  and  regulations”,  temporary  permits 
lor  renewals  were  authorized.  The  available  records 
do  not  indicate  whether  any  such  renewals  were  issued 
as  to  these  premises,  but  may  have  been  in  view  of  the 
instructions  issued  by  the  Commissioner  on  January  13 
1943,  reading: 

‘‘Effective  immediately,  there  shall  be  no  approval 
given  for  a  trailer  camp  or  a  tent  camp  .  .  .  until 
the  matter  has  been  submitted  to  and  approved  by 
me.  This  shall  appy  also  to  renewals  of  temporary 
I>ermits  fomsuch  camp.  .  .  .” 

1  here  appears  to  have  been  no  temporary  permit  issued 
after  the  date  of  these  instructions.  A  memorandum, 
dated  November  9,  1943,  appears  in  the  records: 

“To  Commissioner  William  Wilson: 

•Mr.  Ed  B.  Ivotula,  owner  of  the  Camp  Arden  Hall 
at  20601  1  illotson  Avenue,  Bronx,  which  was  one  of 
the  Tourist  Camps  we  visited  last  winter,  has  called 
at  this  office  and  requested  an  extension  of  his  tem¬ 
porary  permit  to  occupy  these  premises  as  a  Tourist 
Camj)  beyond  November  R  1943,  on  which  date  his 
temporary  permit  expired. 

I  have  informed  him  that  I  do  not  consider  these 
camps,  which  are  not  provided  with  water  or  toilet 
facilities,  are  fit  for  human  occupancy  duting  the 
winter  months  and  refused  to  issue  an  extension  of 
his  temporary  permit. 

lie  requests  that  the  matter  be  reconsidered  for 
the  reasons  stated  in  his  letter  of  November  7,  which 
is  attached  hereto. 

I  would  thank  you  to  advise  me,  in  view  of  the 
statements  made  by  Mr.  Kotula,  whether  the  tempo¬ 
rary  certificate  of  occupancy,  permitting  the  use  of 
these  camps,  during  the  winter  months  also,  may  be 
issued. 

(Signed)  JOSEPH  E.  HERMAN, 

Acting  Borough  Superintendent.” 
The  reply,  dated  December  15th,  reads  as  follows: 
“To  Acting  Borough  Supt.  J.  E.  Herman: 

Commissioner  Wilson  has  directed  me  to  inform 
you  that  the  Department  will  not  extend  the  tem¬ 
porary  permit  for  the  operation  of  tourist  cabins 
located  at  2060  Tillotson  Ave.,  Bronx. 

You  will  therefore  kindly  direct  the  owner,  Edward 
B.  Kotula,  to  discontinue  the  use  of  the  premises 
as  a  tourist  camp. 

(Signed)  BERNARD  J.  GILLROY, 

First  Deputy  Commissioner.” 

There  appears  to  have  been  at  no  time  an  approval  of 
the  construction  and  use  of  these  cabins  under  the 
requirements  of  the  Building  Code,  other  than  as  indi¬ 
cated  on  the  Docket  card  in  relation  to  N.  B.  742  of 
.  1938,  covering  14  cabins.  The  application  and  plans  of 
N.  B.  742  of  1938  are  not  available. 

Tn  the  records  of  the  Building  Department,  made 
available  to  the  Board,  the  following  unsigned  and  un¬ 
dated  Memorandum  is  included : 

“MEMORANDUM  ON  TRAILER  CAMPS  AND 
TOURIST  CAMPS.” 

* 

"Most  of  these  camps  are  located  in  the  undevel¬ 
oped  section  along  the  northern  end  of  the  Boston 
Post  Road,  near  the  city  line.  In  1920  these  trailer 
camps  came  into  the  City  without  any  objection  or 
regulation. 

In  1922  the  Board  of  Health  set  up  rules  and  regu¬ 
lations  under  the  Sanitary  Code,  Section  217b.  They 
were  revised  in  1938  when  many  trailers  moved  in 
during  the  World’s  Fair. 

These  rules  set  up  standards  with  power  to  revoke 
permits  if  the  camps  became  dangerous  or  detri¬ 
mental  to  the  health  of  those  living  in  the  vicinity 


or  which  would  and  might  tend  to  create  a  nuisance. 

1  railer  or  tourist  camps  could  readily  be  removed 
with  the  existing  powers  of  the  Department  of 
Health  or  the  Department  of  Housing  and  Buildings. 
They  are  not  in  accordance  with  the  building  Code 
and  therefore,  only  temporary  permits  were  issued 
on  a  yearly  basis. 

None  of  these  camps  were  constructed  during  the 
past  three  years.  No  action  has  been  taken  on  the 
old  ones  as,  I  am  informed,  the  Borough  offices  were 
of  the  opinion  they  (camps)  were  under  the  jurisdic¬ 
tion  of  the  Department  of  Health.  This  is  a  poor 
excuse  but  it  is  their  alibi. 

Some  of  the  owners  have  spent  considerable  money 
on  them  and  keep  them  in  fairly  good  shape.  Not 
one  has  a  legal  certificate  of  occupancy  for  the  prem¬ 
ises. 

I  have  ordered  a  survey  on  not  only  trailer  and 
tourist  camps,  but  also  on  the  past  general  practice 
of  temporary  certificate  of  occupancy.  These  one- 
year  ]>ermits  are  known  to  carry  on  indefinitely  and 
the  inspector  are  reluctant  to  file  violations  at  the 
expiration  of  the  temporary  permit. 

The  Boroughs  outside  of  Manhattan  had  very  poor 
methods'  of  recording  and  filing  plans.  In  many  cases 
in  our  block  and  lot  survey  with  the  W.P.A.  projects, 
we  find  no  records  on  buildings  erected.  They  are 
either  lost,  taken  from  the  files  or  were  constructed 
without  filing  plans.  This  absence  of  records  applies 
to  some  of  the  trailer  camps. 

RECOMMENDATION 

1.  Discontinue  the  use  of  temporary  certificate  of 
occupancy. 

2.  File  violations  after  notification  that  the  use 
of  the  buildings  and  lot  is  contrary  to  law. 

3.  After  a  reasonable  time,  serve  them  with  a 
court  summons. 

4.  If  they  cannot  comply  with  law,  we  will  order 
them  to  vacate  the  premises. 

It  may  take  a  little  time,  but  I  do  believe  these 
tourist  camps  always  retard  the  improvements  of 
adjacent  property.  They  should  be  removed.” 

I  he  Committee  of  the  Board,  in  addition  to  studying 
all  tin  records  made  available,  has  inspected  the  prem¬ 
ises.  The  cabins  are  furnished  as  bedrooms  without 
running  water  or  toilet  facilities  and  no  heat,  except  as 
might  be  furnished  by  a  portable  stove.  Toilet  facilities 
for  men  and  women  are  provided  in  the  cellar  of  the 
single  family  residence,  which  the  Committee  was  in¬ 
formed  was  also  rented  out  to  roomers. 

The  (  ommittee  can  see  no  basis  for  granting  the 
appeal,  to  issue  a  temporary  permit,  in  the  absence  of 
evidence  that  the  buildings  comply  with  the  require¬ 
ments  of  law  as  to  construction,  occupancy  and  sanita¬ 
tion.  and  at  no  time  have  so  complied  and  hold  no 
Certificate  of  Occupancy  as  required  by  law  since  1916. 
The  Committee  recommends  denial. 

(Sgd)  HARRIS  A.  MURDOCK, 

Chairman. 

BERNARD  A.  SAVAGE, 
CHARLES  M.  BLUM, 

JOHN  E.  GUNN, 

Committee. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
dated  December  23,  1943,  be  and  it  hereby  is  affirmed  and 
that  the  appeal  be  and  it  hereby  is  denied. 


489-44-A 

APPLICANT — Sidney  L.  Strauss,  for  Alfred  Ambrogi. 

owner.  (Clarostat  Manufacturing  Co.,  Inc.,  lessee). 
SUBJECT — Appeal  from  orders  and  decisions  of  the  fire 
commissioner. 
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PREMISES  AFFECTED — 538-544  Morgan  avenue,  south¬ 
east  corner  of  Anthony  street  (Block  2818,  Lot  5), 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Reuben  W.  Steinberg. 

For  Administration:  Thomas  A.  Larkin,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn.  .  4 

Negative:  . . .  0 

THE  RESOLUTION  (489-44-A) 

W  hereas,  Sidney  L.  Strauss  for  Alfred  Ambrogi,  owner, 
(Clarostat  Manufacturing  Company,  Incorporated,  lessee), 
tiled  August  16,  1944,  an  appeal  from  orders  and  decisions 
of  the  fire  commissioner,  affecting  premises  538-544  Morgan 
avenue,  southeast  corner  Anthony  street  (Block  2818,  Lot 
5),  Borough  of  Brooklyn;  and 

W  hereas,  Order  10828-LF,  issued  by  the  fire  commis¬ 
sioner  June  29,  1943,  reads: 

“1.  Arrange  all  doors  on  1st  story  so  that  same 
can  be  opened  from  both  sides.  Section  272  of  the 
Labor  Law.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
August  14,  1944,  reads : 

“Your  letter  of  August  4th  requesting  that  Order  No. 
10828-LF  be  reissued  has  been  received.  Your  request 
is  denied  for  the  reason  that  it  is  not  the  policy  of  this 
Department  to  reissue  violation  notices.” 

and 

'Whereas,  Order  11016-LF,  issued  by  the  fire  commis¬ 
sioner  August  11,  1943,  reads: 

“1.  Remove  locks  from  wire  screens  on  all  windows 
tin  ring  working  hours.  Section  272  of  the  Labor  Law.” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
I  lecember  15,  1944,  reads : 

“In  response  to  your  letter  of  December  12,  wherein 
you  request  reissuance  of  above  mention  order,  you 
are  hereby  advised  that  under  the  rules  of  the  Depart¬ 
ment,  the  order  may  not  be  reissued  or  redated.” 

and 

Whereas,  the  applicant  states  the  building  is  one  story, 
(18  ft.)  in  height;  100  ft.  by  200  ft.  in  area;  of  Class  3 
construction;  erected  1924;  located  in  a  manufacturing  use, 
C  area  district,  and  used  and  occupied  since  1942  for  the 
manufacturing  of  airplane  parts,  600  persons;  that  the  build¬ 
ing  is  equipped  with  a  one  source  sprinkler  system,  a  stand¬ 
pipe  system,  an  interior  fire  alarm  system  and  fire  drills 
are  maintained ;  and 

Whereas,  the  applicant  contends  that  the  ceiling  of  the 
entire  area  is  covered  with  Bell  board;  that  the  building 
laces  on  two  streets  and  ample  exits  are  provided;  that  in 
view  of  the  present  emergency,  it  is  requested  a  variation 
be  granted,  to  permit  the  panic  bolts  and  screens  to  remain ; 
that  the  panic  bolts  were  installed  on  three  exit  doors  lead¬ 
ing  to  Anthony  street,  on  the  recommendation  of  the  Second 
Service  Command,  U.  S.  Army;  that  the  windows  on  the 
1st  floor  are  protected  with  wire  screens  in  accordance  with 
the  recommendation  of  the  U.  S.  Army;  that  the  windows 
are  all  steel  factory  type  sash  with  sills  approximately  4  ft. 
above  the  floor ;  that  the  locks  referred  to  can  be  broken 
easily  should  it  become  necessary ;  it  is  therefore  requested 
that  conditions  be  permitted  to  remain  for  the  duration  of 
i  he  present  emergency. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  order  10828-LF  of  the  fire  commissioner 
and  that  the  appeal  be  and  it  hereby  is  granted  as  to  objec¬ 
tion  1,  on  condition  that  no  panic  bolts  shall  be  installed,  ex¬ 
cept  on  three  doors  leading  to  Anthony  street  and  one  door 
leading  to  Morgan  avenue,  as  indicated  on  plans  filed  with 
this  appeal,  marked  “Received  August  16,  1944”;  that  all 


other  exits  shall  comply  with  the  requirements  and  be 
available  for  exit  at  all  times  during  working  hours;  that 
such  panic  bolts  as  are  installed  shall  be  of  an  approved 
type;  and  granted  as  to  order  11016-LF  of  the  fire  commis¬ 
sioner,  objection  1,  on  condition  that  exits  as  indicated  shall 
be  maintained  as  hereinbefore  provided;  and  that  in  all 
pther  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto;  that 
the  sprinkler,  standpipe  and  fire  alarm  systems  and  fire 
drills  shall  be  maintained  to  the  satisfaction  of  the  fire 
commissioner. 


526-44-A 

APPLICANT — Madison  Handbags,  Inc.,  lessee,  for  Harry 
Geyer,  owner. 

SUBJECT — Appeal  from  an  order  and  decisions  of  the  fire 
commissioner. 

PREMISES  AFFECTED — 781  East  134th  street,  780  East 
135th  street,  and  130-162  Willow  avenue,  east  side, 
from  East  134th  to  East  135th  streets  (1st  floor); 
(Block  2586,  Lot  1),  Borough  of  The  Bronx. 
APPEARANCES— 

For  Applicant :  William  Ross. 

For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative  :  . .  Q 

THE  RESOLUTION  (526-44-A) 

Whereas,  Madison  Handbags,  Incorporated,  lessee,  for 
Harry  Geyer,  owner,  filed  September  8,  1944,  an  appeal 
from  an  order  and  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  781  East  134th  street,  780  East  135th  street 
and  130-162  Willow  avenue,  east  side,  between  134th  and 
135th  streets  (1st  floor)  ;  (Block  2586,  Lot  1),  Borough  of 
The  Bronx ;  and 

Whereas,  Order  18627-LF,  issued  by  the  fire  commis¬ 
sioner  July  24,  1943,  reads: 

“3.  Arrange  bars  on  windows  on  1st  story,  so  as  to 
be  readily  movable  or  removable  from  both  sides  in 
such  manner  as  to  afford  free  and  unobstructed  use  of 
such  windows,  for  the  purpose  of  egress.  272  Labor 
Law.” 

and 

Whereas,  said  order  was  referred  to  in  a  decision  of  the 
fire  commissioner  dated  September  8,  1944,  which  reads: 
“In  reply  to  your  request  to  omit  compliance  with 
Item  3  of  Order  18627-LF,  requiring  the  removal  of 
stationary  iron  bars  on  the  first  story  windows,  you 
are  advised  that  stationary  iron  bars  or  screens  on 
windows  of  factory  buildings  are  in  violation  of  Section 
272,  State  Labor  Law,  and  your  request  must  be  de¬ 
nied.” 

and 

Whereas,  the  applicant  states  the  building  is  five  stories 
(64  ft.)  in  height;  200  ft.  by  75  ft.  in  area;  of  Class  3 
construction;  erected  1901,  and  located  in  an  unrestricted 
use,  A  area,  Class  2  height  district  and  used  since  1943  as 
follows:  cellar,  storage,  lunch  room,  coat  room,  no  persons; 
1st  floor,  manufacturing  handbags,  115  persons;  2nd  floor, 
manufacturing  slippers,  60  persons;  3rd  floor,  manufactur¬ 
ing  shirts,  40  persons ;  4th  floor,  manufacturing  mats,  30 
persons ;  5th  floor,  manufacturing  slippers,  50  persons;  that 
the  building  is  equipped  with  a  sprinkler  system,  two  44 
in.  wide  fireproof  stairs  from  the  roof  to  the  street  with 
three  fire  escapes  on  the  east  wall,  extending  from  the  top 
story  to  the  yard  with  egress  through  the  yard  to  the  street ; 
that  there  are  46  windows  on  the  1st  floor  affected  by  the 
order,  12  of  which  are  hinged;  and 
Whereas,  the  applicant  contends  that  there  are  52  win¬ 
dows  in  the  four  walls  of  the  premises ;  that  at  the  recom¬ 
mendation  of  the  fire  department,  every  fourth  window 
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guard  has  been  hinged;  that  these  guards  are  locked  at 
mglu  and  unlocked  each  morning  when  the  employees  enter 
he  premises ;  it  is  requested  that  the  Board  reverse  the 
re  commissioner  s  decision  and  permit  the  present  installa¬ 
tion  of  iron  guards  to  remain.  msiana 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lueby  make  a  variation  in  the  requirements  of  the  Labor 
Law  as  cited  in  Order  18627-LF  of  the  fire  commissioner 
‘  ,  iv  apI’,Cal  b,e  and  il  hereby  *  panted,  as  toX 

Hie  first"iw"a  ha‘ JbC,'naCn°r  fcree2?  0,1  tllc  windows  on 
markl?  “p  ’  •  md>cated  < an  plans  filed  with  this  appeal, 
naiked  Received  September  8,  1944”,  shall  be  kept  un¬ 
locked  where  shown,  during  working  hours  and  a  sign 
shall  be  posted  on  each  such  screen  to  this  effect-  tha^a 
iMti  icate  of  occupancy  shall  be  obtained;  and  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply 
'f  Iaws>.Ju  es  and  regulations  applicable  thereto  other 
88-27  An°d,fied  by  thC  B°ard  Under  Cals-  837-18-S  and 


592-44-A 

APPLICAN  1— Cafiero  &  Lacerenza,  for  Chevra  Machzika 
riarav,  owner. 

SUBJECT— Appeal  from  a  decision  of  the  borough  super¬ 

intendent. 

PREMISES  AFFECTED— 530  Ocean  parkway,  west  side, 
280  ft.  south  of  Ditmas  avenue  (Block  5399,  Lot 
24;,  Borough  of  Brooklyn. 

APPEARANCES— 

hor  Applicant :  Christine  Cascio  and  Rev.  Joseph 
Mordcholowitz. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

THh'1  VOTf'  BOAKD~Appeal  granted  on  condition. 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn  4 
Negative:  .  *  q 

THE  RESOLUTION  (592-44-A) 

Whereas,  Cafiero  and  Lacerenza,  for  Chevra  Machzika 
Tarav,  owner,  filed  October  18,  1944  an  appeal  from  a 
lecision  of  the  borough  superintendent,  affecting  premises 
.30  Ocean  parkway  west  side,  280  ft.  south  of  Ditmas 
venue  (Block  5399,  Lot  24),  Borough  of  Brooklyn;  and 

tC1/10n  ihe  borough  superintendent 
.Ued  October  10,  1944  on  Alt.  Applic.  2010-44,  reads: 

1.  Change  of  occupancy  of  frame  building  in  the 

?l7nlmitS^t°cpub  foVSe/1^contrary  to  Sec-  42  2  (C26- 

SfC'u4'2B1'-m^26'?54'0^  as  per  Sec-  2-1-3.S 
((  26-18.1.0)  of  the  Building  Code. 

2.  (  ellar  ceiling  and  ceiling  of  1st  floor  to  be  covered 

with  material  having  a  fire-resistive  rating  of  one  hour. 

.  ec.  10.11  (C26-669.0)  of  the  Building  Code” 
id 

Whereas  the  applicant  states  that  the  building  is  2  stories 
id  attic  (34  ft.)  in  height,  32  ft.  by  56  ft  in  area,  of 
ass  4  construction,  erected  prior  to  1915,  located  in  an 
i  restricted  use,  C  area  class  1  height  district  and  used  as 
1  family  dwelling  and  proposed  to  be  used  and  occupied 
follows1:  cellar— boiler  room  and  water  closet  facilities' 
t  floor— synagogue— 200  persons;  2nd  and  attic  floor  com- 
ue(|— !  family  dwelling;  that  the  building  is  equipped 
th  one  3  ft.  wide  wood  stairs,  enclosed  in  fire-retarding 
rtition  at  1st  floor  and  4  in.  terra  cotta  block  partition 
the  cellar,  equipped  with  wood  and  kalamein  doors;  and 
VVherfas,  Certificate  of  Occupancy  111115  issued  Sep- 
nber  15,  1944,  permits  the  use  of  the  1st  floor  as  a  syna- 
persons,  100  lb.  liveload  for  a  temporary  period 
30  days  to  expire  October  15,  1944;  and 
Whereas,  said  Certificate  of  Occupancy  was  issued  on 
Alteration  Application  which  is  the  subject  of  this  ap- 
tl ;  and 

Vhereas,  Violation  4106-44  issued  September  5,  1944 
s  for  converting  a  building  into  a  place  of  public  assem- 
without  a  permit;  and 
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•tates  lhat  il  is  P'OPOS*.  to  con- 
,,  the  1st  floor,  which  is  constructed  of  brick  exterior 

^  th-TK  th/,Sma'  SeCti°n  at  lh£  r“c.  to  synagogue 
use  that  the  2nd  and  attic  stories  will  be  occupied  for 

lesidential  purposes  by  the  rabbi;  that  it  is  proposed  to 

lemove  all  work  shown  dotted  on  plans  filed  with  this 

VTalT  ,'he  ls,-'r  10  aus,ain  f  U-ioad’of 
wsq.  ft.,  to  provide  water  closet  and  lavatory 
aulities  in  the  cellar  ;  to  provide  exits  from  1st  floor  and 
eellai  as  shown  on  plans  filed  with  this  appeal ;  to  erect  a 
tenement  house  type  fire  escape  to  the  side  yard,  to  serve 
u  C1  rrd  ^”d  attu  st0"esi  t(?  enclose  the  interior  stair 

ti  e  cellar  st” ir^in  4°“r  ^  resisting  partitions;  to  enclose 
the  cellar  stair  m  4  in.  terra  cotta  block  partitions  with 

self-clos, ng,  fireproof  door  and  to  cover  the  present  wood 
lath  and  plastered  cellar  ceiling  with  26  gauge  metal  ■  it  is 
requested  that  the  Board  accept  these  conditions  and  ’waive 
the  requirements  for  fire-retarding  of  the  1st  story  ceiling 
as  synagogues  are  exempt  from  provisions  of  law  relating 
to  public  assembly;  and  aung 

W  hereas,  the  premises  and  surrounding  area  were  in¬ 
sisted  by  a  committee  of  the  Board. 

A ej??!ve£’  t,bat  omnd77isi^  of  the  borough  superintendent  • 
™  .Ai*- ,  Appllc.  2010-44,  Objection  f,  be  and  it  hereby  is 
nodified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  increased  in  height 
In  t  iaI  thC  Pfub!1C  as.s,embly  use  shall  be  limited  solely 

inn  tbe  buildin&  of  brick  masonry  construc¬ 

tion  that  the  alterations  as  proposed,  shall  be  substantially 
complied  with  to  the  satisfaction  of  the  borough  superin¬ 
tendent;  that  the  ceilings  of  the  cellar  and  first  floor  shall 
e  Irc'retarded  throughout  with  fire-resistive  construction 
approved  for  one  hour  rating;  denied  as  to  objection  2, 
w  neb  sha]]  be  complied  with  as  herein  required;  that  in 
all  other  respects,  the  premises  and  the  building  and  oc- 

thcre?oy  SHa  C°mPy  W'th  a"  laws  and  rules  applicable 


613-44-A 

APPLICANT.  Jacob  W.  Sherman,  for  Harold  Lewis 
owner. 

SUBJECT  Appeal  from  a  decision  of  the  borough  super- 

Pizp\4iCT7t:n  A  rsi^7-^T^c's'on  tbe  bre  commissioner. 
KLM  ISES  Ah  1-E(  T  ED— 1865  East  8th  street,  east  side, 

J  f'  u^rth  of  Avenue  S  (1st  and  2nd  floors); 
APPEARANCE6^84’  Lot  6°^’  Borough  of  Brooklyn. 

hoi  Applicant:  Jacob  YY.  Sherman 
For  Administration :  Fred  Dahlem,  'Dep’t  of  Hous¬ 
ing  and  Buildings  and  Thomas  A.  Larkin,  Fire 
Dept. 

\(.  I  ION  OF  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT- 

Affirmative :  .  q 

Negative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

THE  RESOLUTION  (613-44-A) 

n?KS’  Jam°binV;  Sherman>  for  Harold  Lewis,  owner, 
hied  October  30,  1944  an  appeal  from  a  decision  of  the 
borough  superintendent  and  a  decision  of  the  fire  commis¬ 
sioner  affecting  premises  1865  East  8th  street,  east  side,  200 

1  p  A venue  S  (1st  and  2nd  floors)  ;  (Block  6684. 
Lot  60),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  16  1044  on  Alt.  Applic.  2554-44  reads': 

.  Second  floor  construction  to  be  good  for  60# 
liveload  (Section  7.3.2.2.3). 

2.  Number  of  persons  specified  to  be  based  on  Sec¬ 
tion  6. 1.2.3.  Correct  schedule  to  agree. 

3.  Provide  two  hour  stair  enclosure  with  VA  hour 
f.p.s.c.  doors  (Section  6.4.1.8.1). 

tion  64\iT)  S,ai'  CncloSure  to  be  fireproof  (Sec- 
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5.  Stairway  to  have  capacity  based  on  Section  6.1 .2.3. 
Three  foot  wide  stairs  is  inadequate  on  basis  of  Section 
6.4.1. 1.  (2).” 

and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
September  13,  1944  reads : 

“5.  Install  an  interior  alarm  (if  more  than  30  chil¬ 
dren).” 

and 

Whereas,  the  applicant  states  that  the  building  is  2  stories 
(25  ft.  8  in.)  in  height,  20  ft.  by  63  ft.  in  area,  of  class  3 
construction,  erected  in  1923,  located  in  a  residence  use,  E 
area  district  and  used  since  January  1942  as  follows :  cellar — 
ordinary;  1st  floor — private  school — 15  persons;  2nd  floor — 
dwelling — 1  family ;  proposed  to  be  used  and  occupied ; 
cellar — ordinary;  1st  floor — nursery  school — 5  adults  and 
30  children;  2nd  floor- — nursery  school — 4  adults  and  30 
children;  that  the  building  is  equipped  with  one  3  ft.  wide 
wood  stairs  enclosed  in  partitions  of  wood  studs,  wood  lath 
and  plaster,  equipped  with  wood  doors  which  are  not  self¬ 
closing  and  leading  directly  to  the  street;  that  there  is  no 
access  to  roof  ;  that  the  building  is  also  equipped  with  one 
fire  escape  at  the  rear,  extending  to  the  yard  by  a  sliding 
drop  ladder  with  egress  to  the  street  through  the  side  yards 
on  both  sides  of  the  building;  that  windows  and  doors  on 
course  of  the  fire  escape  are  not  fireproof,  self-closing ;  and 

Whereas,  Certificate  of  Occupancy  105154  issued  January 
16,  1942  on  Alt.  Applic.  3770-41,  permits  the  use  and  occu¬ 
pancy  of  the  building  as  follows:  cellar-ordinary;  1st  floor 
— 40  lbs.  liveload — private  school — 15  children;  2nd  floor — 
dwelling — 1  family  ;  and 

Whereas,  the  applicant  contends  that  the  building  is  of 
class  3  construction  on  a  lot  40  ft.  by  100  ft.  in  area,  erected 
in  1923  as  a  two  family  dwelling  and  altered  in  1941  for 
occupancy  as  follows:  cellar — ordinary;  1st  floor— private 
school — 15  children;  2nd  floor — dwelling — 1  family;  that 
the  cellar  ceiling  is  fire-retarded  with  plaster  boards  and  26 
gauge  metal ;  that  the  cellar  stairs  is  enclosed  in  4  in.  fire¬ 
proof  blocks  and  fireproof,  self-closing  door ;  that  there 
are  three  exits  from  the  1st  floor  to  grade  of  which  two 
comply  with  the  Code;  that  there  is  a  fire  escape  balcony 
at  the  2nd  floor  rear  with  a  sliding  drop  ladder  to  the  yard; 
that  it  is  proposed  to  occupy  the  1st  and  second  floors  as  a 
kindergarten  and  nursery  school  for  children  from  2*4  to  6 
years  of  age  between  9:30  A.M.  and  4:30  P.M.;  that  the 
children  are  outdoors  for  at  least  two  hours  each  day  even 
in  cold  weather;  that  each  class  of  15  children  will  be  under 
the  constant  supervision  of  a  licensed  teacher  and  assistant 
teacher  and  are  never  allowed  to  go  up  or  down  stairs 
unescorted;  that  children  do  not  sleep  in  the  building;  that 
it  is  proposed  to  remove  portions  of  the  present  partitions, 
so  as  to  create  two  classrooms  on  each  of  the  1st  and  2nd 
floors,  with  15  children  in  each  room;  that  additional  toilets 
will  be  provided  and  present  winders  of  stairways  at  2nd 
floor  will  be  removed  and  replaced  with  new  steps;  that 
hall  side  of  1st  floor  entrance  hall  and  2nd  floor  partitions 
and  ceilings  of  halls  will  be  fire  retarded  with  perforated 
gypsum  board  and  two  coats  of  gypsum  mortar;  and 

Whereas,  the  applicant  contends  as  to  objection  1,  issued 
by  the  borough  superintendent,  that  the  floor  construction  is 
good  for  40  lbs.  liveload;  that  the  children  occupying  the 
building  will  be  under  six  years  of  age  and  thus  will  not 
create  a  greater  load  than  that  of  a  dwelling;  that  the  Build¬ 
ing  Department  previously  recognized  this  fact  in  approving 
the  1st  floor  as  a  private  school;  and  contends  as  to  objec¬ 
tion  2,  issued  by  the  borough  superintendent,  that  under 
Section  6. 1.2.3,  the  area  of  each  floor  can  accommodate  43 
persons;  that  it  is  not  intended  to  have  more  than  the 
number  of  occupants  stated  in  this  appeal ;  that  this  occu¬ 
pancy  is  at  all  times  under  the  supervision  of  the  Board  of 
Health;  as  to  objection  3,  that  due  to  practical  difficulties 
and  hardship  involved  in  providing  two  legal  stair  enclosures 
in  a  building  of  this  type,  it  is  proposed  to  fire  retard  the 
present  stair  enclosure,  subject  to  such  conditions  as  the 
Board  may  impose;  as  to  objection  4,  of  the  borough  super¬ 


intendent,  that  in  view  of  the  fact  that  Lot  58  adjacent,  is  a 
vacant  and  a  landscaped  lot  40  ft.  by  100  ft.  in  area,  used  as  a 
playground  in  conjunction  with  the  school  and  under  the  same 
ownership,  it  is  requested  that  the  Board  accept  the  present 
window  openings  in  the  stair  enclosure,  as  conforming  to 
the  intent  of  Section  6.4.1 .8.2.b. ;  as  to  objection  5,  issued 
by  the  borough  superintendent,  that  the  area  of  the  building 
is  less  than  4,000  sq.  ft.;  that  the  occupancy  above  the  1st 
floor  is  less  than  50  persons;  that  the  present  3  ft.  wide 
stair  is  adequate -under  section  6.4.1. 2.3;  as  to  the  decision 
of  the  fire  commissioner,  the  applicant  contends  that  in 
order  to  comply  with  the  Fire  Department’s  request  for  an 
interior  fire  alarm  system,  a  modified  fire  alarm  system  will 
he  installed  operated  by  dry  cell  batteries  and  consisting  of 
a  gong  in  each  of  the  1st  and  2nd  floor  halls,  and  a  push 
button  in  the  first  floor  office  and  at  each  of  the  first  and 
second  floor  stair  landings ;  and 

Whereas,  the  premises  was  inspected  by  a  Committee  of 
the  Board ;  and 

Whereas,  it  appears  that  the  use  permitted  by  the  Borough 
Superintendent  for  the  ground  floor  has  been  extended  to 
the  second  floor  without  permission ;  ana 

Whereas,  the  Board  deemed  after  inspection  that  the 
proposed  use  should  not  be  permitted  unless  the  law  is  com¬ 
plied  with. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  2554-44,  objections  1,  2,  3,  4  and  5, 
be  and  it  hereby  is  affirmed  and  that  the  appeal  be  and  it 
hereby  is  denied. 


615-44-A 

APPLICANT — Koch  and  Wagner,  for  Jamac  Properties 
Corp.,  owner.  (H.  C.  Bohack  Co.,  Inc.,  lessee). 
SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED— 1520-1526  Flatbush  avenue, 

west  side,  325  ft.  4J4  in.  north  of  Germania  place 
(2nd  floor)  ;  (Block  7557,  Lot  52),  Borough  of 
Brooklyn. 

APPEARANCES — 

For  Applicant :  Arthur  R.  Koch,  Rev.  H.  Pollack 
and  Charles  Pcrlo. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 

Negative :  .  0 

THE  RESOLUTION  (615-44-A) 

Whereas,  Koch  and  Wagner,  for  Jamac  Properties  Corp., 
owner,  (H.  C.  Bohack  Co.,  Inc.,  lessee),  filed  October  31, 
1944  an  appeal  from  a  decision  of  the  borough  superinten¬ 
dent,  affecting  premises  1520-1526  Flatbush  avenue,  west  side, 
325  ft.  4*4  in.  north  of  Germania  place  (2nd  floor)  ;  (Block- 
7557,  Lot  52),  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  30,  1944,  on  amendment  to  Alteration  Applic. 
3000-44,  reads  : 

“1.  Proposed  change  in  occupancy  to  public  use  on 
second  floor  is  contrary  to  Sec.  4.2.1  as  per  sec.  2. 1.3.5 
of  the  Bldg.  Code. 

2.  Means  of  egress  from  2nd  floor  do  not  comply 
with  the  Bldg.  Code  in  the  following  respects : 

a.  Stairs  to  be  enclosed  in  3  hr.  partitions  as  per 
.  Sec.  6.4. 1.8.1. 

b.  Stairs  inadequate  for  325  persons  as  per  Sec. 
6.4.1. 1. 

c.  Vertical  rise  of  flight  of  stairs  exceeds  8'  0" 
contrary  to  Sec.  6.4.1. 6. 

d.  Provide  70  deg.  metal  ladder  with  solid  treads 
as  per  Sec.  6.4.11.  (3).” 

and 

Whereas,  the  applicant  states  that  the  building  is  2 
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stories  (30  ft.)  in  height,  80  ft.  by  89  ft.  6  in.  in  area,  of 
class  3  construction,  erected  in  1931,  located  in  a  business 
use,  C  area  class  1J4  height  district  and  used  and  occupied 
since  1936  as  follows :  cellar — storage,  toilets  and  lockers — 
2  persons;  1st  Boor — store — 250  persons;  2nd  floor — offices 
and  lecture  room — 120  persons ;  that  no  change  in  use  or 
occupancy  is  proposed ;  that  the  building  is  equipped  with 
one  4ft.  wide  iron  stairs  with  cement  treads,  enclosed  in  1 
hour  partitions  and  leading  from  the  2nd  story  directly  to 
the  street  and  one  fire  escape  at  the  rear,  leading  to  the  roof 
by  stairs  and  to  the  street  through  a  fireproof  passage  in  the 
cellar;  that  window  and  door  openings  on  the  course  of  the 
fire  escape  are  fireproof,  self-closing;  and 

Whereas,  Violation  6300-43  was  issued  October  27,  1943, 
for  occupying  the  2nd  floor  as  a  place  of  assembly  with  a 
capacity  of  310  persons,  contrary  to  Certificate  of  Occupancy 
72221,  in  violation  of  Section  C26- 185.0  of  the  Administra¬ 
tive  Code  and  Violation  6647-43  issued  November  9,  1943,  for 
.  occupying  the  2nd  floor  as  recreational  meeting  rooms  with 
a  capacity  of  approximately  310  persons,  without  a  permit 
under  Local  Law  29  pursuant  to  Section  C26-1447.0  of  the 
Administrative  Code ;  and 

Whereas,  the  applicant  contends  that  the  2nd  floor  with 
an  area  of  7100  sq.  ft.  is  occupied  as  offices  and  lecture 
room,  of  which  3300  sq.  ft.  is  used  for  lecture  room  for 
members  of  a  fraternal  organization  and  has  a  normal 
seating  arrangement  of  80  persons  and  a  maximum  seating 
arrangement  of  120  persons,  which  occurs  at  intervals  of 
about  once  a  month ;  that  the  normal  seating  arrangement 
is  of  a  lounge  or  club  type,  with  settees  and  individual 
chairs  and  the  maximum  seating  arrangement  is  obtained 
by  use  of  folding  chairs ;  that  the  existing  stairs  on  the 
south  side  from  2nd  floor  is  of  iron  construction  with  7J4 
in.  risers  and  cement  treads,  leading  directly  to  the  street 
with  a  1  hour  enclosure  at  1st  floor  including  soffits; 
it  is  proposed  to  provide  a  one  hour  enclosure  on  the  2nd 
floor;  that  the  existing  exterior  stairs  from  the  2nd  floor 
at  the  rear  of  the  floor  is  of  iron  construction  4  ft.  wide 
with  7$4  in.  risers  and  10  in.  treads  and  leads  to  an  existing 
fireproof  passage  in  the  cellar,  which  terminates  with  an 
exit  directly  to  the  street ;  that  in  the  rear  wall  of  the 
building,  there  are  two  exit  doors  opening  to  a  fireproof 
roof,  which  leads  directly  to  the  exterior  iron  stairs ;  that 
these  iron  stairs  also  continue  to  the  main  roof  of  the 
building;  that  exit  signs,  lights  and  directional  signs  will 
be  installed ;  it  is  requested  that  the  Board  grant  a  variation 
of  the  requirements  of  the  Administrative  Code,  to  permit 
the  proposed  use  in  the  class  3  building  as  the  occupancy  is 
of  low  density  and  controlled  membership  not  accessible 
to  the  general  public ;  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  3000-44,  Objection  1,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  not  be  increased  in  height 
or  area;  as  to  objection  2,  that  the  existing  exits  may  be 
accepted  as  complying  with  the  structural  requirements, 
provided  the  enclosure  of  the  primary  means  of  exit  leading 
directly  to  the  street  shall  be  not  less  than  1  hour  construc¬ 
tion  throughout  including  the  soffit  under  the  stair;  that  the 
requirements  of  section  C26-292.0,  par.  k,  shall  be  complied 
with  as  to  a  ladder  leading  to  a  scuttle  with  an  easy  opening 
device,  providing  a  second  means  of  exit  to  the  roof ;  that 
such  ladder  and  scuttle  shall  be  installed  within  the  enclosure 
of  the  primary  means  of  exit;  that  the  number  of  persons 
permitted  on  the  second  floor  shall  not  exceed  that  which 
may  be  lawfully  permitted  by  the  means  of  exit ;  that  in 
all  other  respects,  the  building  and  occupancy  shall  comply 
with  all  laws,  rules  and  regulations  applicable  thereto. 


634-44-A 

APPLICANT — George  D.  Brown,  Jr.,  for  227  East  56th 
Street  Corporation,  owner. 


SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 227-229  East  56th  street,  north 
side,  260  ft.  east  of  3rd  avenue  (basement)  ;  (Block 
1330,  Lot  11),  Borough  of  Manhattan. 
APPEARANCES — 

For  Applicant:  George  D.  Brown,  Jr. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative:  .  0 

THE  RESOLUTION  (634-44-A) 

Whereas,  George  D.  Brown,  Jr.,  for  227  East  56th  Street 
Corporation,  owner,  filed  October  25,  1944,  an  appeal  from 
a  decision  of  the  borough  superintendent,  affecting  premises 
227-229  East  56th  street,  north  side,  260  ft.  east  of  Third 
avenue  (basement)  ;  (Block  1330,  Lot  11),  Borough  of 
Manhattan ;  and 

Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  11,  1944,  on  Alt.  Applic.  1257-44,  reads: 

“2.  Exit  passage  to  street  should  be  provided  from 
rear  exterior  stair  as  per  Sec.  C26-291.0  Ad.  Code.  Note 
that  reconsideration  was  granted  by  Board  of  Stand¬ 
ards  and  Appeals  to  omit  fire  passage  from  rear  stair 
to  street,  provided  conditions  stated  in  appeal  remained 
substantially  the  same.  See  Resol.  Bd.  S.  &  A.  of  Dec. 
5,  1918,  Cal.  764-17-A  &  484-17-A.  This  application 
should  be  referred  to  Board  of  S.  &  A.  for  decision.” 

and 

Whb:reas,  the  applicant  states  the  building  is  six  stories, 
(74  ft.  11  in.)  in  height;  50  ft.  by  90  ft.  in  area;  of  Class  1 
construction;  erected  1887;  located  in-  a  business  use,  B 
area,  Class  IJ2  height  district,  and  used  and  occupied  since 
April,  1944,  for  the  storage  of  antique  furniture,  with  one 
person  on  each  of  the  1st,  2nd,  4th,  5th  and  6th  stories,  and 
10  persons  on  the  3rd  story;  that  no  change  in  use  or 
occupancy  is  proposed  ;  that  the  building  is  equipped  with 
one  3  ft.  8  in.  wide  stair,  enclosed  in  terra  cotta  blocks, 
equipped  with  kalamein  self-closing  doors  and  extending 
from  the  roof  to  the  street,  and  one  fire  escape  at  the  north¬ 
west  corner,  extending  to  the  roof  by  stairs  and  to  the  yard 
by  stairs  with  egress  through  the  adjoining  property  by  a 
gate  in  the  fence ;  that  windows  and  doors  on  the  course 
of  the  fire  escape  are  fireproof,  self-closing;  and 

Whereas,  the  applicant  contends  that  in  1917,  when  the 
building  was  altered  from  a  5  story  non-fireproof  stable  to 
six  story  fireproof  garage,  the  Board  granted  permission  to 
accept  as  a  means  of  egress  from  the  rear  stairway,  a  door 
cut  in  the  fence  leading  to  the  adjoining  westerly  yard ; 
that  at  the  present  time,  the  building  is  used  to  store  valuable 
antiques ;  that  except  for  a  small  workshop  on  the  3rd  floor 
where  there  are  10  men  employed,  the  only  other  occupants 
will  be  a  cartetaker  and  a  handyman ;  that  the  use  is  less 
hazardous  and  there  are  only  12  occupants  proposed  as 
against  a  maximum  of  75  allowed  under  the  Board’s  action  in 
1917;  that  access  is  still  available  to  the  next  yard  and 
through  the  adjoining  building  to  the  street;  that  in  con¬ 
nection  with  an  application  for  a  new  certificate  of  occu¬ 
pancy,  the  borough  superintendent  has  required  that  an 
exit  passageway  be  provided  in  the  basement,  extending 
from  the  rear  exterior  stairs  to  the  front  interior  stairs, 
which  connects  to  the  street ;  that  in  addition  to  the  expense 
involved  in  the  construction  of  a  fireproof  passage,  it 
would  be  necessary  to  leave  the  rear  exterior  door  un¬ 
locked;  that  very  valuable  antique  furniture  worth  hundreds 
of  thousands  of  dollars,  is  stored  in  the  building  and  must 
be  protected  from  theft  by  making  it  impossible  to  enter 
the  building  except  with  a  key. 

Resolved ,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1257-44,  Objection  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
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condition  that  the  resolution  adopted  by  the  Board  under 
Cal.  764- 17- A,  as  to  the  second  means  of  exit,  shall  be 
complied  with  and  maintained,  and  granted  only  so  long 
as  the  number  of  persons  employed  and  located  above  the 
hrst  floor  shall  at  no  time  exceed  ten.  (10)  ;  that  in  all  other 
respects,  the  building  and  occupancy  shall  comply  with 
the  Labor  Law  and  all  other  laws,  rules  and  regulations 
applicable  thereto. 


638-44-A 

APPLICANT  Max  Horn,  for  Joseph  Marin,  owner. 
SUBJECT  Appeal  from  a  decision  of  the  acting  borough 
superintendent. 

PREMISES  AFFECTED — 139-28  Queens  boulevard,  south 
side,  200  ft.  east  of  87th  avenue  (2nd  floor)  ;  (Block 
A  9625,  Lot  16),  Jamaica,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant :  Max  Horn  and  Joseph  Marin. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

^CTION  OF  BOARD— Appeal  granted  on  condition, 
i  Hb  V OTE — 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative:  .  q 

THE  RESOLUTION  (638-44-A) 

Whereas,  Max  Horn,  for  Joseph  Marin,  owner,  filed 
November  13,  1944  an  appeal  from  a  decision  of  the 
borough  superintendent,  affecting  premises  139-28  Queens 
boulevard,  south  side,  200  ft.  east  of  87th  avenue  (2nd 
floor)  ;  (Block  9625,  Lot  16),  Tamaica,  Borough  of  Queens- 
and  ’ 

Whereas,  the  decision  of  the  borough  superintendent 
dated  November  8,  1944,  on  Alt.  Applic.  1315-44,  reads  : 

y  Fo  change  the  use  of  the  second  floor  from 
dwelling  to  offices  in  a  frame  building  is  contrary  to 
sec.  4.1.5  of  the  Building  Code. 

2.  Stair  enclosure  not  in  accordance  with  Sec.  64181 
(c) 

3.  Doors  opening  on  required  stairwav  not  in  accord¬ 
ance  with  Sec.  6.4.1. 8.1  (d)  B.C. 

4.  Material  and  type  of  window  in  stair  enclosure 
not  in  accordance  with  Sec.  6.4.1.8.2  (a)  B.C. 

5.  Office  floor  liveload  contrary  to  Sec  7  3  2  3  BC” 

and 

'Whereas,  the  applicant  states  that  the  building  is  2 
stone*  (22  ft.)  in  height,  22  ft.  by  100  ft.  in  area  at  1st 
floor,  22  ft.  by  51  ft.  in  area  at  2nd  floor,  of  class  4  con¬ 
struction,  erected  in  1899  and  1919,  located  in  a  business  use, 
i  area  district,  and  used  and  occupied:  cellar — boiler  room; 
st  floor— store— 5  persons;  2nd  floor — dwelling;  proposed 
to  be  used  and  occupied  as  follows:  cellar— same  ;  1st  floor- 
same;  2nd  floor— offices— 15  persons;  that  the  building  is 
equipped  with  one  3  ft.  x  8  in.  wood  stairs  enclosed  in 
partitions  of  wood  studs,  wood  lath  and  plaster,  equipped 
with  wood  self-closing  doors  and  leading  directly  to  the 
street  and  one  fire  escape  at  the  rear,  which  does  not  lead 
to  the  roof,  but  leads  to  the  yard  by  a  drop  ladder,  with 
egress  through  an  open  yard  to  the  street;  that  windows  on 
Me^ course  of  the  fire  escape  are  not  fireproof,  self-closing; 

\\  hereas,  the  applicant  contends  as  to  objection  1  that 
the  premises  consist  of  a  plot  140  ft.  front’ by  100  ft  in 
depth,  upon  which  there  are  three  attached  buildings,  as 
indicated  on  plans  filed  with  this  appeal ;  that  the  center 
building  with  a  frontage  of  22  ft.  and  51  ft.  in  depth  is  a 
2  story  and  cellar  wood  stud  building  with  the  spaces  be¬ 
tween  studs  brick  filled  and  where  exposed,  is  stuccoed  with 
metal  lath  and  Portland  cement  stucco ;  that  there  is  also  a 
?n?,?.tory  cement  block  building  attached  to  the  rear  of  this 
building;  that  the  1st  floor  is  used  as  a  store  and  it  is 
proposed  to  lease  out  the  2nd  floor  for  offices  to  a  separate 
tenant;  that  when  the  present  owner  acquired  the  property 
about  a  year  ago,  it  was  neglected ;  that  the  2nd  floor  over  the 
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meeting  room  and  most  of  the  2nd  floor  over  the  plumbing 
supply  and  oil  burner  sales  room  has  been  removed;  that  it 
was  then  planned  to  use  the  2nd  floor  of  the  building  in 
question  as  a  dwelling  and  it  could  not  be  rented  for  such 
use ;  that  it  is  now  proposed  to  arrange  the  2nd  floor  for 
offices  for  a  prospective  tenant;  that  the  income  from  its 
use  does  not  warrant  any  substantial  expenditure  to  make 
the  same  comply  with  the  requirements  of  the  Building 
Lode  ;  that  as  the  bounding  walls  are  brick  filled  and  the 
exterior  walls  brick  filled  and  further  protected  with  metal 
lath  and  stucco  and  the  inside  with  wood  lath  and  plaster, 
and,  as  the  stairs  are  3  ft.  8  in.  wide,  it  is  proposed  to  install 
an  additional  exit  at  the  rear  of  this  floor;  that  due  to  the 
small  area  involved,  it  is  felt  that  the  width  of  the  stairs 
and  the  extra  exit  not  normally  required  for  an  office  space 
occupancy  compensate  for  the  fact  that  the  building  is 
frame;  and 

Whereas,  the  applicant  contends  as  to  objection  2,  that 
it  is  proposed  to  fire-retard  the  stair  soffit  and  the  stair 
enclosure  within  the  store  with  *4  in.  plaster  board  and  one 
coat  of  plaster  over  the  existing  wood  lath  and  gypsum 
plaster;  that  this  will  give  the  enclosure  better  than  a  one 
hour  rating;  as  to  objection  3,  that  one  door  opens  out¬ 
wardly  and  a  4  ft.  wide  arch  will  be  cut  between  the  front 
and  rear  offices,  so  that  the  door  from  this  room  will  not 
be  a  required  exit  and  thus  will  not  be  required  to  swing 
outwardly;  that  if  made  to  swing  outwardly,  this  door  would 
block  the  other  door;  that  exit  signs  will  be  posted  over 
the  arch  and  at  the  door  opening  out;  that  if  required  by 
the  Board,  an  exit  light  will  be  installed  over  each  required 
exit ,  that  the  Board  is  requested  to  waive  the  requirement 
tor  a  fireproof  door,  due  to  the  small  number  of  occupants 
and  due  to  the  extra  exit  at  the  rear;  as  to  objection  4, 
that  the  window  in  question  opens  into  a  space  over  a  one 
story  building  under  the  same  ownership ;  that  the  Board 
is  therefore  requested  to  waive  the  requirement  for  a  fire¬ 
proof  window  for  the  stairhall ;  as  to  objection  5,  that  it  is 
proposed  to  reinforce  the  floor  for  a  legal  office  loading;  and 
Whereas,  the  premises  was  inspected  by  a  Committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  1315-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  objection 
1,  on  condition  that  the  building  shall  not  be  increased  in 
height  or  area;  and  as  to  objection  2,  on  condition  that  the 
stair  enclosure  shall  be  maintained  as  proposed;  and  as  to 
objection  3,  on  condition  that  the  door  opening  upon  the 
stairway  shall  be  not  less  than  3  feet  in  width  and  shall 
swing  in  the  direction  of  exit  and  shall  have  a  fireproof  door 
ot  not  less  than  one-hour  test  and  be  self-closing;  and  as  to 
objection  4,  that  the  window  in  the  stairhall  at  the  second 
floor  of  the  primary  means  of  exit  shall  be  made  fireproof, 
self-closing;  and  withdrawn  to  comply  as  to  objection  5; 
that  m  addition,  any  windows  within 'ten  feet  of  the  foot 
°  ir  ,e  ,°P  ladder  to  yard,  shall  be  made  fireproof  and 
self-closing;  and  that  in  all  other  respects,  the  building  and 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto  and  the  second  floor  shall  be  occupied 
for  offices  only  as  proposed,  and  for  no  other  use. 


649-44-A 

APPLICANT— Percival  Goodman,  for  Jewish  Theological 
Seminary  of  America,  owner. 

'  UBJECT  Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 

PREMISES  AFFECTED — 1109  Fifth  avenue,  northeast 
comer  of  East  92nd  street  (Block  1504,  Lot  1)  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Percival  Goodman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous- 

a  rTTn\T  rA-£^n™li]dlngs  and  Peter  Maher>  Fire  Dep’t. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


MINUTES 


THE  VOTE— 

Affirmative :  Chairman  Alurdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
Negative :  .  q 

THE  RESOLUTION  (649-44-A) 

Whereas,  Percival  Goodman,  for  Jewish  Theological  Sem¬ 
inary  of  America,  owner,  filed  November  17,  1944,  an  appeal 
from  a  decision  of  the  borough  superintendent,  affecting 
premises  1109  Fifth  avenue,  northeast  corner  of  East  92nd 
street  (Block  1504,  Lot  1),  Borough  of  Alanhattan;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  3,  1944,  on  Alt.  Applic.  1228-44,  (reconsidera¬ 
tion  denied  November  2,  1944),  reads: 

,  i  lu  a'  I’rovide  a  fire  tower,  as  required  by  Sec. 

6.I.2.2.3. 

b.  All  stairs  and  fire  tower  to  terminate  at  street 
6.4.1.11. 

c.  I  ermination  at  roof  or  passageway  as  per 
6.4.1.11  to  be  provided. 

d.  Stairs  to  be  of  incombustible  construction,  3'  8" 
min.  width,  enclosed  in  3  hr.  construction,  as  per 
Sec.  6.4. 

e.  Doors  to  stairs  not  to  encroach  on  required 
landings  and  to  open  out. 

3.  Interior  finish  to  comply  with  Sec.  10.9. 

5.  Show  compliance  with  Secs.  12.17  for  standpipe 

and  sprinkler  protection,  also  16.1.1  ” 
and 

hereas,  the  applicant  states  the  building  is  six  stories 
(87  ft.)  in  height,  50  ft.  by  102  ft.  in  area;  Class  1  con¬ 
struction  ;  erected  in  1907 ;  located  in  residence  use,  B  area 
district  used  and  occupied  as  a  dwelling  for  one  family1 
proposed  to  be  used  and  occupied  as  follows :  Cellar,  boiler- 
room  1  person ;  basement,  storage  and  locker  rooms,  5  per¬ 
sons;  1st  floor,  museum,  75  persons;  2nd  floor,  museum 
and  auditorium,  190  persons;  3rd  floor,  museum,  75  per- 
sons;  4th  floor  offices,  classroom  and  library,  58  persons- 
5th  floor,  office  and  caretaker,  30  persons;  6th  floor,  office 
an  i  ^)oraSe;  20  persons ;  that  an  interior  fire  alarm  system 
and  fire  drills  are  proposed;  that  the  building  is  equipped 
with  two  stairways,  one  of  which  leads  to  the  roof ;  that  the 
rear  stairway  will  be  3  ft.  4  in.  wide  of  steel  construction 
and  concrete  treads,  enclosed  in  6  in.  terra  cotta  blocks, 
except  where  4  in.  terra  cotta  blocks  exist  and  will  be 
equipped  with  new  one-hour  doors ;  that  the  front  stairwav 
is  4  ft.  to  5  ft.  6  in.  wide,  of  hardwood ;  and 
Whereas,  the  applicant  contends  that  the  building  is  of 
fireproof  floor  construction  with  interior  steel  columns,  fire¬ 
proof  block  partitions,  brick  and  cinder  exterior  bearing 
walls;  that  much  of  the  interior  is  enriched  with  grooved 
oak  panelling  and  trim ;  that  the  building  will  be  used  as  a 
public  museum  to  exhibit  the  collection  of  art  objects  of 
the  Jewish  Theological  Seminary  of  America,  and  a  small 
auditorium  for  lectures  on  art,  chamber  music,  concerts, 
a  small  reference  library  and  offices  for  the  museum  staff, 
the  Institute  of  Religious  Studies,  and  the  Jewish  Historical 
Society;  that  the  existing  condition  of  the  structure  and  the 
site  make  it  impossible  to  provide  a  fire  tower;  it  is  there¬ 
fore  requested  the  Board  accept  a  new  stairway  built  of  in¬ 
combustible  material,  extending  from  the  basement  to  the 
roof,  .as  indicated  on  plans  filed  with  this  appeal ;  that  the 
stair  is  to  be  enclosed  in  fireproof  material,  6  in.  terra  cotta 
for  new  enclosure  and  4  in.  terra  cotta  where  enclosure 
exits ,  that  access  is  to  be  provided  to  the  stairs  at  various 
floors,  through  one-hour  fireproof  self-closing  doors  and 
windows  on  new  stairs  to  be  changed  to  automatic  fire  win¬ 
dows;  it  is  requested  this  stair  be  permitted  to  be  con¬ 
structed  3  ft.  4  in.  wide  instead  of  3  ft.  8  in.  in  width  as 
required,  as  existing  conditions  allow  only  6  ft.  8  in.  to  7  ft. 
between  exterior  wall  and  steel  girders  carrying  existing 
elevator  shaft  walls;  that  this  new  stairway  will  terminate 
at  the  roof  and  at  the  street  level  and  will  open  to  existing 
rear  court,  where  a  permanent  easement  has  been  granted  on 
the  adjoining  vacant  property  to  the  north,  for  unobstructed 
exit  to  Fifth  avenue;  that  at  present  the  building  is  equipped 
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mth  an  ornamental  open  wood  stair  carried  on  steel  framing 
?  ♦  6  m-  'vide  between  1st  and  2nd  floors  and  4  ft.  wide 

jetwpen .  -nd  and  5th  floors;  that  the  treads  and  risers  are 
ol  legal  size,  except  for  winders  which  occur  at  several 
Moors ;  that  this  stair  is  enclosed  in  terra  cotta  partitions, 
equipped  with  2l/2  in.  thick  hardwood  doors  swinging  in 
both  directions  and  the  partitions  are  wainscoted  with  orna¬ 
mental  wood  paneling;  and 

Whereas,  it  is  proposed  to  remove  the  winders  of  the 
tront  stairway,  reduce  the  number  of  door  openings,  to 
create  a  restricted  fireproof  enclosure  at  each  floor;  to  re-set 
existing  hardwood  doors  to  swing  into  the  stairhall  and  to 
provide  self-closing  devices  and  astrigals  where  necessary; 
this  stairway  will  terminate  in  the  fireproof  enclosed  street 
obby ;  that  existing  interior  finish  is  of  solid  oak  and  other 
hardwoods  and  has  a  high  artistic  value;  it  is  requested  the 
Board  permit  this  to  remain ;  that  compliance  with  Section 
12.17  is  not  required  for  the  proposed  occupancy;  that  in 
view  of  the  fact  the  height  of  the  building  is  only  2  ft. 
more  than  that  for  which  standpipe  systems  are  required, 
and  that  the  top  floor  has  a  small  area,  it  is  requested  that 
exception  be  granted  to  permit  the  proposed  use  of  the 
building  without  a  standpipe;  and 

Whereas,  the  premises  were  inspected  by  a  Committee 
of  the  Board. 

o feed,  that  the  decision  of  the  borough  superintendent 
on  Alt.  Applic.  1228-44,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  as  to  objection  1,  on 
i  ondition  that  an  enclosed  fireproof  stairway  from  the  roof 
to  the  cellar,  with  access  to  the  street  through  an  adjoining 
easement,  as  indicated  on  plans  filed  with  this  appeal  marked 
Received  November  17,  1944,”  shall  be  constructed  and 
maintained,  complying  with  all  laws  and  regulations  applic¬ 
able  thereto,  except  that  the  stair  may  be  not  less  than 
-  It.  4  in.  in  width  at  all  points;  that  the  existing  primary 
means  of  exit  shall  be  extended  to  the  top  or  sixth  floor 
and  supplementary  stair  shown  from  sixth  floor  to  roof 
maintained ,  that  the  partitions  surrounding  such  primary 
means  of  exit  shall  be.  as  proposed,  with  all  doors  leading 
thereto  made  self-closing;  that  winders  on  such  primary 
means  of  exit  shall  be  removed  and  the  stairs  reconstructed 
without  winders:  as  to  objection  3,  that  the  existing  interior 
finish  throughout  the  building  mav  be  retained,  provided 
same  is  of  hard  wood;  as  to  objection  5,  that  a  standpipe 
complying  with  the  requirements  of  the  Building  Code  shall 
be  installed,  except  that  the  roof  supply  mav  be  taken  from 
the  existing  steel  tank  now  installed  in  the  tank  room  on  the 
roof  with  a  reserve  supply  of  not  less  than  1,000  gallons, 
solely  for  standpipe  purposes;  that  such  tank  shall  at  all’ 
times  be  filled  to  capacity  by  an  automatic  pump  maintained 
in  the  cellar;  that  the  hose  on  such  standpine  shall  be  \l/2 
in.  as  permitted  by  the  Code  under  Section  C26-1398.0,  sub¬ 
jection  c :  that  sprinkler  heads  fed  from  the  domestic  water 
supply  shall  he  installed  in  such  storage  and  store  rooms 
m  the  basement  and  cellar  as  the  fire‘  commissioner  shall 
require;  that  such  portable  fire-fighting  appliances  shall 
be.  installed  ,  throughout  as  the  fire  commissioner  shall  re¬ 
quire;  that  in  all  other  respects,  the  building  and  proposed 
occupancy  shall  comply  with  all  laws,  rules  and  regulations 
applicable  thereto. 


651-44-A 

APPLICANT — Samuel  Rosenblum,  for  Martha  Mayer, 
owner. 

SUBJECT — Appeal  from  decisions  of  the  borough  superin¬ 
tendent. 

PREAfTSES  AFFECTED — 613  East  233rd  street,  north 
side,  41.90  ft.  east  of  Bronx  boulevard  (1st  floor)  ; 
(Block  4993,  Lot  8),  Borough  of  The  Bronx 
APPEARANCES— 

For  Applicant  :  Samuel  Rosenblum,  Henry  Nord- 
heim,  William  Afaver  and  George  Afayer. 

For  Administration:  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn..  4 
N  egative :  .  0 

THE  RESOLUTION  (651-44-A) 

Whereas,  Samuel  Rosenblum,  for  Martha  Mayer,  owner, 
hied  November  17,  1944  an  appeal  from  decisions  of  the 
borough  superintendent,  affecting  premises  613  East  233rd 
street,  north  side,  41.90  ft.  east  of  Bronx  boulevard  (1st 
floor)  ;  (Block  4993,  Lot  8),  Borough  of  The  Bronx;  and 
Whereas,  the  decision  of  the  borough  superintendent, 
dated  October  26,  1944,  on  Alt.  Applic.  289-44,  reads : 

“12.  It  is  unlawful  to  increase  the  area  of  a  building 
beyond  the  tabular  limits  unless  sub-divided  bv  fire 
walls.  (Sec.  4.2.3.)  (C26-256). 

13.  Public  buildings  over  5000  sq.  ft.  in  area  should 
be  of  fireproof  construction  throughout.  (Sec.  4.2.1) 
(C26-254). 

14.  No  frame  building  or  partially  frame  building 
may  be  used  as  a  place  of  assembly.  This  building  is 
within  hre  limits  and  has  a  2  story  frame  portion.  Also 
the  front  wall  is  of  frame  construction.  (Sec.  4.1.3.) 
(C26-248).  Reconsideration  denied.” 

and 

Whereas,  the  decision  of  the  borough  superintendent 
dated  October  26,  1944  on  B.N.  Applic.  261-44  reads : 

“4.  No  frame  building  or  partial^  frame  building 
may  be  used  as  a  place  of  assembly.  This  building  is 
within  the  hre  limits  and  has  a  2  story  frame  portion; 
also  the  wall  is  of  frame  construction.”  (Sec.  4.1.3.) 
(C26-248). 

and 

Whereas,  the  applicant  states  that  the  building  is  1  and  2 
stories  (25  ft.)  in  height,  42  ft.  5  in.  by  112  ft.  irregular 

in  area  at  1st  floor,  16  ft.  5  in.  by  79  ft.  in  area  and  2nd 

floor,  erected  in  1905,  of  class  3  and  class  4  construction, 
located  in  a  business  use,  B  area  district  and  used  and 
occupied  as  follows:  cellar— dining  room — 250  persons;  1st 
floor — restaurant,  grill  rooms  and  cabaret — 476  persons ;  2nd 
floor — dwelling — 2  persons ;  that  no  change  in  use  or  occu¬ 
pancy  is  proposed;  that  the  building  is  equipped  with  one 
stairs  from  the  cellar  to  the  1st  floor,  44  in.  wide,  fireproof 
enclosed  with  brick,  equipped  with  kalamein  door  and  wood 
stairs  30  in.  wide  from  the  1st  floor  to  the  2nd  floor,  en¬ 
closed  in  plaster  partitions ;  and 
Whereas,  the  applicant  contends  as  to  items  12,  13  and 

14  of  Alt.  Applic.  289-44,  that  the  extensions  built  at  the 

easterly  portion  of  the  premises  were  erected  of  conforming 
material,  brick  walls,  etc.,  but  because  of  the  connection  to 
the  premises  heretofore  approved  for  restaurant  purposes, 
part  of  which  is  of  frame  construction,  the  objections  have 
been  raised,  classifying  the  entire  premises  as  a  building 
of  frame  construction ;  that  these  premises  have  been  used 
as  a  restaurant  since  1905;  that  at  the  westerly  portion 
there  is  a  two  story  frame  structure  which  is  used  on  the 
2nd  story  as  the  dwelling  of  the  owner  of  the  premises ; 
that  certificates  of  occupancy  have  been  issued  for  the  use 
of  the  premises  for  restaurant  and  bar,  and  because  of  the 
small  platform  for  dancing,  cabaret  use  is  included;  that 
there  is  no  floor  show  nor  cabaret,  merely  an  orchestra  for 
dancing  for  the  diners ;  that  as  a  result  of  a  fire  in  the  early 
part  of  the  year,  in  repairing  the  damage  caused,  the  owner 
added  small  portions  approximately  21  ft.  8  in.  by  46  ft. 
and  22  ft.  by  29  ft.  8  in.  in  area  at  easterly  side,  so  as  to 
provide  additional  seating  capacity;  that  among  the  objec¬ 
tions  raised  by  the  examiner  prior  to  the  approval  of  the 
plans,  was  the  insistence  that  the  doors  indicated  on  this 
plan  be  marked  fireproof  self-closing,  whereupon  the  plan 
was  approved ;  that  in  requesting  reconsideration  of  the 
omission  of  these  fireproof  doors,  objections  12,  13  and  14 
have  been  raised  by  the  examiner;  that  it  is  requested  that 
these  fireproof  doors  be  omitted,  inasmuch  as  the  entire 
building  is  only  one  story  high  and  could  be  occupied  as  one 
open  space,  in  which  case  there  would  be  no  sub-divisions 
requiring  any  doors;  t-hat  the  doors  located  at  the  points 


marked  V  are  substantial  hardwood  birch  veneered  doors; 
that  those  on  the  easterly  side,  front  practically  on  the 
entrance  to  the  premises,  which  is  merely  a  foyer  which 
opens  directly  to  the  street ;  that  no  advantage  is  gained  by 
making  these  doors  fireproof,  and  the  doors  on  the  westerly 
side  merely  lead  to  toilets  and  a  hallway  which  goes  to  the 
street ;  that  the  doors  in  this  hallway  marked  A  are  wood 
doors,  but  they  lead  to  small  rooms,  a  cocktail  lounge,  an 
office  and  the  kitchen  and  to  the  apartment  upstairs ;  that 
the  partition  enclosing  this  hallway  is  of  metal  lath  and 
cement  plaster;  that  the  owner,  of  his  own  volition  has 
placed  sprinkler  heads  in  this  hallway  and  in  the  kitchen 
and  at  the  entrance  between  the  grill  and  dining  room ;  that 
all  these  heads  are  connected  to  the  house  water  supply, 
and  were  installed  by  the  owner  because  he  felt  that  he 
would  like  to  have  the  kitchen  facilities  protected ;  that  the 
entire  floor  area  is  so  small,  and  egress  so  readily  available, 
directly  to  the  street  and  to  open  parking  lot  under  the  same 
ownership,  that  it  would  be  an  extreme  hardship  to  replace 
these  doors  with  fireproof  doors  and  no  additional  advantage 
gained  by  such  installation ;  that  actually  all  that  is  required 
in  each  of  objections  12,  13  and  14,  is  the  fireproofing  of 
these  doors;  that  with  regard  to  the  objection  on  the  Build¬ 
ing  Notice  relating  to  the  front  wall,  the  front  of  this 
restaurant  was  heretofore  of  frame  construction  as  well  as 
the  front  of  the  two  story  portion  to  the  west;  that  in  order 
to  add  to  the  architectural  appearance  of  the  front,  the 
owner  wishes  to  erect  a  structural  glass  front  for  the 
premises;  that  the  Department  has  raised  no  objection  to  the 
existing  two  story  frame  portion,  which  is  to  have  a  new 
front  as  shown  on  plans,  but  raises  objection  to  the  change 
of  the  one  story  portion  which  has  been  framed  out  at  the 
top  to  be  of  uniform  height  with  the  existing  two  story  por¬ 
tion  to  the  west ;  that  no  new  story  has  been  added,  merely 
the  frame  work  has  been  flanged  out  and  the  roofing  flanged 
out  to  support  this  structural  glass ;  that  actually  there  is  a 
far  better  condition  than  before,  because  this  studding  is 
covered  with  metal  lath  and  cement  mortar  and  mastic  mate¬ 
rial  and  structural  glass ;  that  the  back  of  the  wall  is  worked 
in  with  the  roof  of  the  building  which  slants  up  to  meet  it, 
and  is  merely  covered  with  roofing  material  similar  to 
balance  of  roof ;  that  there  originally  existed  a  frame  man¬ 
sard  at  this  roof  level  above  the  store,  and  it  was  only  to 
harmonize  the  height  of  this  mansard  with  the  existing 
two  story  frame  construction  at  the  west,  that  the  front 
mansard  was  changed  to  the  same  height  as  the  existing 
condition  to  the  west;  that  actually  there  is  no  new  story 
built ;  that  furthermore,  in  lieu  of  the  unprotected  frame 
structure  heretofore  existing  and  approved,  there  will  be 
protection  by  wire  lath  and  Portland  cement  and  mastic 
material  and  structural  glass,  as  indicated  on  plans  filed 
with  this  appeal ;  that  as  this  new  portion  is  completely 
fire  retarded,  and  as  the  front  was  heretofore  of  frame 
construction,  it  is  respectfully  requested  that  permission  be 
granted  to  harmonize  this  front  with  the  portion  to  the  west 
as  indicated  on  plans;  and 

Whereas,  the  following  violations  were  issued : 

Violation  No.  1426-44  is  pending  for  maintaining  a  place 
of  assembly  without  obtaining  a  permit. 

Violation  No.  1878-44  is  pending  for  increasing  the  area 
of  building  without  obtaining  a  permit. 

Violation  No.  2543-44  is  pending,  in  that  front  wall  of 
structure  is  contrary  to  plan, 
and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board. 

Resolved,  that  the  decision  of  the  borough  superintendent, 
acting  on  Alt.  Applic.  289-44,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted,  as  to  objec¬ 
tions  12  and  13,  on  condition  that  the  building  shall  not  be 
further  increased  in  height  and  area;  that  fire  doors  shall 
be  constructed  at  the  entrance  to  the  corridor  leading  from 
the  diningroom  to  East  233d  Street  on  the  westerly  side,  and 
fireproof  doors  shall  also  be  installed  at  the  openings  lead¬ 
ing  to  such  corridor  from  the  kitchen,  office  and  cocktail 
lounge,  marked  “A”  on  plans  filed  with  this  appeal  marked 


# 


1106 


MINUTES 


j 


* 


Received  November  17,  1944”;  that  the  sprinkler  heads 
ted  trom  the  domestic  water  supply  as  now  installed  in' the 
kitchen  and  corridor  to  East  233rd  Street  and  at  the  en¬ 
trance  doors  between  the  diningroom  and  grill  room,  shall 
be  maintained ;  that  an  additional  means  of  exit  shall  be 
constructed  on  the  east  side  of  the  cellar  diningroom  ;  such 
exit  shall  be  not  less  than  3  ft.  6  in.  in  width  and  shall  open 
upon  the  area  adjoining  to  the  east  under  the  same  owner¬ 
ship;  and  as  to  objection  14,  that  no  extension  of  the  frame 
construction  shall  be  made,  except  as  proposed  for  the 
talse  front,  as  indicated  on  plans  filed  with  this  appeal;  and 
that  the  decision  of  the  borough  superintendent,  acting  on 
B  N.  Applic.  261-44,  objection  4,  is  hereby  modified,  on 
condition  that  the  requirements  as  hereinbefore  set  forth 
shall  be  complied  with;  that  in  addition,  to  provide  a 
more  effective  cut  off  and  reduction  of  area,  fireproof  doors 
shall  be  installed  at  the  double  opening  near  the  head  of  the 
stair  from  the  cellar,  leading  to  lobby  in  front  of  men’s 
and  women’s  toilet  and  coat  room ;  and  that  the  coat  room 
shall  be  reduced  bv  at  least  four  feet  so  as  to  provide  addi¬ 
tional  entry  lobby  in  front  of  same  on  the  first  floor;  that 
in  all  other  respects,  the  building  and  oecupancv  shall  complv 
with  all  laws  applicable. 


688-44-A 

APPLICANT — Jacob  W.  Sherman,  for  Gaspare  Daidone, 
owner. 

SUBJECT — Appeal  from  a  decision  of  the  borough  super¬ 
intendent. 


PREMISES  AFFECTED — 127-131  Varet  street,  north 
side,  150  ft.  east  of  Humboldt  street  (Block  3107. 
Lots  31  and  32),  Borough  of  Brooklvn 
APPEARANCES— 


For  Applicant:  Jacob  W.  Sherman. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Giairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  '4 
Negative :  .  0 


THE  RESOLUTION  (688-44-A) 

Whereas,  Jacob  W.  Sherman,  for  Gaspare  Daidone, 
owner,  filed  November  28,  1944,  an  appeal  from  a  decision 
of  the  borough  superintendent,  affecting  premises  127-131 
s*ree*’  north  side,  150  ft.  east  of  Humboldt  street 
(Block  3107,  Lots  31  and  32),  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  borough  superintendent 
dated  November  27,  1944,  on  Misc.  Applic.  2549-44,  reads! 

Water  supply  and  sprinkler  installation  in  a 
budding  where  nitro-cellulose  products  are  manufac¬ 
tured— to  comply  with  Ch.  26-1375.0  of  the  Administra¬ 
tive  Code.  Refer  proposal  to  Board  of  Standards  and 
Appeals, 
and 


W  HEREAS,  the  applicant  states  the  building  is  two  stories 
(27  ft.)  in  height;  50  ft.  by  99  ft.  in  area;  of  Class  3 
construction;  erected  1906;  located  in  an  unrestricted  use, 
B  area  Class  1 J4  height  district,  and  used  and  occupied 
since  1934  as  a  factory;  proposed  to  be  used  and  occupied 
as  follows:  cellar,  boiler  room,  no  persons;  1st  floor,  nitro¬ 
cellulose  storage  vault  and  manufacturing  of  metal  products. 
20  persons ;  2nd  floor,  manufacturing  nitro-cellulose  prod¬ 
ucts,  55  persons;  that  the  building  is  equipped  with  a  one 
source  sprinkler  system,  two  3  ft.  8  in.  iron  stairs  enclosed 
in  4  in.  terra  cotta  block  partitions  at  the  rear  and  brick 
at  the  front,  equipped  with  fireproof,  self-closing  doors 
and  leading  directly  to  the  street  and  that  the  front  stair¬ 
way  extends  to  the  roof ;  and 

Whereas,  the  applicant  states  that  it  is  proposed  to 
occupv  the  1st  and  2nd  floors  for  the  manufacture  of  nitro¬ 
cellulose  and  metal  products;  that  a  new  fireproof  storage 
vault  for  1,000  lbs.  of  nitro-cellulose  products  will  be  erected 
on  the  vacant  lot  adjoining  the  present  building  at  the  east 


and  will  have  no  openings  to  the  main  building ;  that  the 
present  sprinkler  system  will  be  extended  into  the  vault  and 
12  additional  heads  installed;  and 
Whereas,  the  applicant  contends  that  in  lieu  of  strict 
compliance  with  Section  C26-1375,  which  requires  that  in 
an  occupancy  of  this  type,  the  sprinkler  system  shall  be 
supplied  from  two  of  the  automatic  sources  described  in 
Section  C26-1351.0,  consisting  of  a  gravity  tank  and  pres- 
sure  tank  or  two  gravity  tanks,  it  is  proposed  to  provide  an 
additional  4  in.  connection  to  the  existing  6  in.  main  in 
Varet  street,  which  is  fed  two  ways  and  to  install  a  6  in. 
.shut  off  valve  in  the  city  main  for  which  permission  has 
been  obtained  from  the  Department  of  Water  Supply,  Gas 
and  Electricity;  that  these  sources  of  supply  are  adequate, 
as  the  6  in.  main  on  Varet  street  is  fed  from  a  6  in.  and 
30  in.  main  on  Humboldt  street,  which  is  in  turn  supplied 
from  a  60  in.  main  on  Cook  street;  that  the  6  in.  main  on 
\  aret  street  is  also  fed  the  other  way  from  a  6  in.  main  on 
llushwick  avenue;  that  the  proposed  modified  two  source 
system  is  adequate  as  the  main  will  be  equipped  with  a 
slmt-off  valve  so  that  if  a  break  should  occur  at  either  side 
ot  the  shut-off  valve,  there  would  be  an  adequate  source  of 
supply  remaining  for  the  system,  as  indicated  on  plans  filed 
with  this  appeal ;  that  the  sprinkler  system  will  be  connected 
to  central  office  by  water  flow  alarm. 

Resolved,  that  the  decision  of  the  borough  superintendent 
°n  _Mjs<y  2549-44,  Objection  1,  be  and  it  hereby  is 

modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  an  additional  4  inch  source  shall  be  installed 
from  the  6  in.  street  main  from  which  connection  a  line  of 
proper  size,  shall  supply  directly  the  sprinkler  heads  in  the 
proposed  nitro-cellulose  storage  room;  that  such  line  and 
sprinkler  heads  shall  also  be  connected  to  the  balance  of  the 
system  within  the  building,  to  actuate  with  the  water  flow 
alarm  with  or  connected  thereto;  that  the  storage  building 
shall  be  constructed  substantially  as  proposed;  with  no  open¬ 
ing  into  the  building;  that  access  shall  be  only  from  the  ex¬ 
terior;  that  the  main  building  shall  not  be  increased  in  height 
or  area;  that  the  sprinkler  system  therein  shall  be  maintained 
to  the  satisfaction  of  the  fire  commissioner;  that  the  amount 
of  nitro-cellulose  stored  shall  not  exceed  1,000  lbs.,  which 
shall  be  at  all  times  stored  within  the  storage  building,  except 
such  as  is  needed  for  use  in  production,  which  shall  at  no 
time  exceed  50  lbs.  production ;  that  such  receptacles  with 
water  for  waste  celluloid  shall  be  maintained  as  the  fire 
commissioner  shall  direct;  that  such  other  portable  fire¬ 
fighting  appliances  shall  be  maintained  as  the  fire  commis¬ 
sioner  shall  direct;  that  if  the  requirements  herein  set  forth 
are  complied  with  and  an  additional  4  in.  supplv  from  the 
6  in.  street  main  is  installed,  the  proposed  6  in.  shut-off 
valve  in  the  street  main  need  not  be  furnished ;  that  in  all 
other  respects,  the  building  and  occupancy  shall  comply  with 
all  laws,  rules  and  regulations  applicable  thereto. 


713-44-A 

APPLICANT — Western  Electric  Co.,  Inc.,  lessee,  for  Es¬ 
tate  of  Archibald  D.  Russell,  owner  (Lewis  Spencer 
Morris,  John  D.  Peabody  and  City  Bank  Farmers 
Trust  Co.,  trustees). 

SUBJECT — Appeal  from  a  decision  of  the  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 529-549  West  42nd  street,  north 
side,  400  ft.  west  of  10th  avenue  and  538-542  West 
43rd  street  (Block  1071,  Lot  10),  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  George  F.  Knapp  and  C.  E.  Rauh. 
For  Administration :  Peter  Maher,  Fire  Dep’t. 
ACTION  OF  BOARD — Appeal  granted  on  condition 
THE  VOTE— 

Affirmative:  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

Negative :  .  n 
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MINUTES 


THE  RESOLUTION  (713-44-A) 

Whereas,  Western  Electric  Company,  Inc.,  lessee,  for 
Estate  of  Archibald  D.  Russell,  owner,  filed  December  8, 
1944,  an  appeal  from  a  decision  of  .the  fire  commissioner, 
affecting  premises  529-549  West  42nd  street,  north  side, 
400  ft.  west  of  10th  avenue  and  538-542  West  43rd  street 
(Block  1071,  Lot  10),  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
November  9,  1944,  reads: 

“In  reply  to  your  request  for  a  permit  to  smoke  in 
the  cafeteria  and  private  offices  in  the  above  factory 
building,  you  are  advised  that  the  Smoking  Rules  of 
the  Board  of  Standards  and  Appeals  makes  no  provi¬ 
sions  for  permits  to  smoke  in  such  areas  of  a  factory 
building,  and  your  request  must  be  denied.’’ 

and 

Whereas,  the  applicant  states  the  building  is  6  stories 
and  mezzanine  (83  ft.)  in  height;  174  ft.  by  200  ft.  in  area; 
of  Class  1  construction;  erected  1913;  located  in  an  un¬ 
restricted  use,  B  area,  Class  2  height  district  and  used  and 
occupied  since  erection  as  follows :  basement,  storage  and 
boiler  room,  40  persons  1st  floor,  receiving,  shipping  and 
employment  offices,  195  persons;  2nd  floor,  offices,  417  per¬ 
sons  ;  3rd  floor,  factory,  storage,  offices,  lunch  and  recreation 
rooms,  460  persons;  4th  floor,  factory,  storage  and  offices, 
454  persons ;  5th  floor,  factory,  storage  and  offices,  500  per¬ 
sons;  6th  floor,  factory,  -storage  and  testing  laboratories, 
85  persons;  1st  mezzanine,  offices,  72  persons,  the  entire 
building  being  used  for  the  manufacture  of  electronic  equip¬ 
ment  ;  that  the  building  is  equipped  with  a  standpipe  system 
and  a  two-source  sprinkler  system ;  that  there  are  five  44  in. 
fireproof  stairs,  leading  to  the  roof,  four  of  which  lead 
directly  to  the  street ;  and 

Whereas,  Certificate  of  Occupancy  3959,  issued  Novem¬ 
ber  21,  1944,  permits  the  present  use  and  occupancy  for  a 
temporary  period  of  30  days  from  November  21,  1944;  and 
Whereas,  the  applicant  states  that  permission  is  requested 
to  smoke  in  the  employees  restaurant  and  recreation  room 
on  the  third  floor,  the  two  private  offices  in  the  southeast 
corner  of  each  of  the  2ndL  3rd,  4th  and  5th  floors,  the  two 
private  offices  in  the  southwest  corner  of  the  2nd  floor  and 
the  four  training  rooms  on  the  6th  floor,  the  Guards’  office 
and  locker  rooms  on  the  mezzanine  floor,  all  as  indicated  on 
plans  filed  with  this  appeal ;  and 
Whereas,  the  applicant  states  that  the  building  is  equipped 
with  adequate  exits  and  fire  protection  equipment,  including 
a  two  source  sprinkler  system,  a  standpipe  system  and  fire 
extinguishers;  that  there  is  also  A.D.T.  alarm  stations  in¬ 
side  the  building  on  the  1st  floor;  that  the  employee’s  recrea¬ 
tion  room  and  restaurant,  comprising  a  single  area  on  the 
3rd  floor,  is  separated  from  other  areas  by  a  12  in.  fire 
wall ;  that  this  restaurant  has  been  approved  by  the  Depart¬ 
ment  of  Housing  and  Buildings ;  that  ample  fire  extinguishers 
and  self-closing  waste  receptacles  are  provided ;  that  there 
are  no  flammable  drapes  or  decorations  in  the  restaurant 
and  recreation  room;  that  suitable  receptacles  for  smoking 
wastes  will  be  provided  and  supervisors  will  be  provided  to 
insure  that  smoking  wastes  are  properly  extinguished  and 
are  not  carried  out  of  the  prescribed  area;  that  the  private 
offices  throughout  the  building  will  all  be  occupied  by  one 
or  two  persons  and  are  enclosed  in  partitions  of  4  in.  gypsum 
block,  plastered  both  sides,  equipped  with  kalamein  doors 
and  frames-  t^^t  the  construction  of  the  training  rooms  is 
essentially  the  same  as  the  private  offices;  that  these  rooms 
are  used  to  train  employees ;  that  the  dividing  wall  between 
the  two  training  rooms  is  of  movable  wood  construction ; 
that  the  Guard’s  office  and  locker  room  on  the  mezzanine 
floor  are  used  for  uniformed  auxiliary  military  police  on  duty 
at  all  hours  of  the  day  and  night ;  that  the  partitions  enclos¬ 
ing  the  Guard’s  office  are  asbestos  cement  board,  on  steel 
studs  and  enclosing  guard’s  locker  room  is  steel  partition 
to  ceiling  except  short  length  between  entry  and  locker  room, 
which  is  transite  over  plywood  on  steel  studs ;  that  the  plant 
operates  24  hours  each  day,  manufacturing  electric  equip¬ 
ment  for  the  Armed  Forces ;  that  this  work  involves  both 
physical  and  mental  strain  and  an  opportunity  should  be 


afforded  for  employees  to  smoke  and  relax  in  a  designated 
area,  adequately  protected  against  fire  hazard;  that  if  the 
prohibition  against  smoking  in  the  restricted  area  is  con¬ 
tinued,  production  may  be  seriously  curtailed ;  it  is  therefore 
requested  the  Board  grant  a  variation  of  the  Labor  Law, 
to  permit  the  smoking  as  herein  requested ;  and 

Whereas,  the  Board  is  in  receipt  of  Recommendation  of 
U.  S.  Army  Signal  Corps,  and  second  service  command, 
U.  S.  Army  Security  &  Intelligence  Division,  in  favor  of  the 
granting  of  this  appeal. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  "and  that  the  decision  of  the  fire  commissioner  dated 
November  9,  1944,  be  and  it  hereby  is  granted  on  condit-ion 
that  no  smoking  shall  be  permitted  throughout  the  building, 
except  in  the  spaces  and  rooms  as  proposed ;  that  in  all 
other  respects,  the  smoking  rules  of  the  Board  of  Standards 
and  Appeals  shall  be  complied  with ;  and  that  signs  shall 
be  posted,  as  required  by  the  fire  commissioner,  in  spaces 
where  smoking  is  herein  permitted ;  that  the  sprinkler  and 
standpipe  systems  and  other  fire  protection  systems  and 
equipment  shall  be  maintained  to  the  satisfaction  of  the 
fire  commissioner;  that  in  all  other  respects,  the  building 
and  occupancy  shall  comply  with  all  laws,  rules  and  regula¬ 
tions  applicable  thereto;  and  that  this  variance  shall  con¬ 
tinue  only  during  the  term  of  the  present  emergency  and 
for  not  over  six  months  thereafter. 


248-44-A 

APPLICANT — Saul  Goldsmith,  for  Greenpoint  Trading 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  and 
amendment  of  resolution — re  appeal  from  decisions 
of  the  borough  superintendent,  previously  granted 
on  condition. 

PREMISES  AFFECTED :  159-185  North  3rd  street,  237- 
247  Bedford  avenue,  632-638  Driggs  avenue,  247 
Metropolitan  avenue  and  158-166  North  4th  street 
(Block  2352,  Lots  1,  9  and  22),  Borough  of  Brook¬ 
lyn. 

APPEARANCES— 


For  Applicant :  Saul  Goldsmith. 

For  Administration :  Fred  Dahlem,  Dep’t  of  Hous¬ 
ing  and  Buildings. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
amended. 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative :  Chairman  Murdock,  Commissioners 
Savage  and  Blum  and  Deputy  Chief  Gunn. .  4 

N  egative :  .  0 


THE  RESOLUTION  (248-44-A) 

Whereas,  this  appeal  from  decisions  of  the  borough 
superintendent,  affecting  premises  158-185  North  3rd  street, 
237-247  Bedford  avenue,  northeast  corner,  632-638  Driggs 
avenue,  247  Metropolitan  avenue  and  158-166  North  4th 
street  (Block  2352,  Lots  1,  9  and  22),  Borough  of  Brook¬ 
lyn  was  granted  by  the  Board  on  May  9,  1944,  on  certain 
conditions ;  and 

Whereas,  on  May  16,  1944,  plans  were  approved  by  the 
Board,  in  accordance  with  the  conditions  of  the  resolution  of 
May  9,  1944  ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  resolution  adopted  on  May  9,  1944,  includ¬ 
ing  resolution  adopted  on  May  16,  1944  approving  plans,  by 


adding  thereto : 

«*  *  *  that  the  fire  curtains  herein  required  to  be 

installed  in  connection  with  the  sprinkler  system  may 
be  arranged,  in  lieu  of  the  above  requirement,  with  two 
rows  of  standard  Yz  in.  sprinkler  heads,  8  ft.  on  centers, 
staggered  and  properly  baffled  to  prevent  cold  soldering.” 


.  Adjourned  :  5  :30  P.  M. 

Joseph  J.  Doyle,  Chief  Clerk. 
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